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PREFACE 

The  Title  List  of  Documents  Made  Publicly  Available  is  a  monthly  publication.  It  contains  descriptions  of 
the  information  received  and  generated  by  the  U.S.  Nuclear  Regulatory  Commission  (NRC).  This  informa- 
tion includes  (1)  docketed  material  associated  with  civilian  nuclear  power  piants  and  other  uses  of  radioactive 
materials  and  (2)  nondocketed  material  received  and  generated  by  NRC  pertinent  to  its  role  as  a  regulatory 
agency.  As  used  here,  docketed  does  not  refer  to  Court  dockets;  it  refers  to  the  system  by  which  NRC 
maintains  its  regulatory  records.  This  series  of  documents  is  indexed  by  a  Personal  Author  Index,  a  Corporate 
Source  Index,  and  a  Report  Number  Index. 

The  docketed  information  contained  in  the  Title  List  includes  the  information  formerly  issued  through  the 
Department  of  Energy  publication  Power  Reactor  Docket  Information,  last  published  in  January  1979. 
Microfiche  of  the  docketed  information  listed  in  the  Title  List  is  available  for  sale  on  a  subscription  basis 
from  the  National  Technical  Information  Service  (NTIS).  See  NOTES  at  the  end  of  the  Preface  for  the 
complete  NTIS  address. 

We  encourage  your  comments,  criticisms,  and  suggestions.  In  particular,  if  there  are  title  descriptions  that 
are  not  meaningful,  please  let  us  know  so  that  we  can  correct  the  data  base.  In  so  far  as  possible,  we  would 
like  this  document  to  be  a  valuable  part  of  your  reference  material. 

DOCKETED  ITEMS 

The  listings  within  dockets  are  divided  into  the  categories  used  for  filing  and  searching  in  the  NRC  Public 
Document  Room,  Those  categories  are: 

A.  Application/construction  stage  documents  and  correspondence 

B.  Utility  Preliminary  Safety  Analysis  Report  (PSAR),  amendments 

C.  Utility  Environmental  Report  (ER),  amendments  and  correspondence 

D.  NRC  Draft  and  Final  Environmental  (Impact)  Statements  (DES  and  FES),  and  correspondence 

E.  NRC  Safety  Evaluation  Report  (SER),  supplements  and  correspondence 

F.  Security,  medical,  emergency  and  fire-protection  plans 

G.  Adj  udicatory  correspondence 
H.  General  correspondence 

I.  Financial  information 

J.  Insurance  and  indemnity  information 

K..  Utility  Final  Safety  Analysis  Report  (FSAR)  and  amendments 

L.  Limited  work  authorization  and  related  correspondence 

M.  Antitrust  correspondence 

N,  Antitrust  hearing  transcripts 

0.  Advisory  Committee  on  Reactor  Safeguards  (ACRS)  reports  and  correspondence 

P.  Operating  license  stage  documents  and  correspondence 


Q.  Inspection  reports,  IE  Bulletins  and  correspondence 

R.  Periodic  operating  reports  and  related  correspondence 

S.  Reportable  occurrences,  LERs  and  related  correspondence 

T.  Hearing  transcripts  on  non-antitrust  matters 

U.  Congressional/executive  correspondence 

V.  Licensing  operators  and  related  correspondence 

W.  Decommissioning  stage  documents  and  correspondence 

Appendix  A  sets  forth  those  categories  and  described  the  materials  available  in  each.    Omission  of  a 
category  in  the  Listing  for  a  docket  indicates  that  no  documents  in  that  category  were  filed  in  the  time 
period  of  the  report. 

The  principal  elements  of  the  entries  in  the  list  are: 

(V)          P.       Operating  license  stage  documents  &  correspondence 

7904170015  Forwards  info  on  TMI:JM  Hendne  790410  testimony,  preliminary 
chronology  of  NRC  actions,  description  of  events  &  generic  consideration 
of  incident. 

REHM.T.A.  Office  of  the  Executive  Director  for  Operations. 
79/04/12.)     93pp 


I    NRC/PDR  Document  category  (see  Appendix  A) 

2.  NRC  Accession  Number 

3.  Description  of  information  contained  in  the  document 

4.  Personal  author.  An  asterisk  in  this  position  indicates  that  there  is  no  personal  author, 

5 .  Corporate,  agency  or  nonmdividual  source 

6.  Date  of  document  described 

7.  Pages  in  document 

8.  If  this  space  is  blank,  the  document  is  available  to  the  public  only  in  the  NRC  Public  Document  Room. 
1717  H  St.,  N.W.,  Washington,  D.C.  205 55.  If  this  space  is  filled,  it  gives  other  sources  for  copies  of  the 
document.  The  entry  may  be  "Available  at  NRC"  for  sale;  "Available  at  NTIS";  or  "Available  at  GPO." 


The  Docketed  Items  list  is  arranged  sequentially  by  Docket  Number,  category,  and  then  by  date  of  principal 
items,  Entries  indented  and  preceded  by  a  dash  are  items  that  were  submitted  as  enclosures  to  principal  items. 
In  general,  indented  items  are  not  in  accession  number  sequence.  If  the  docketed  document  has  a  contract 
(FIN)  number  or  a  formal  report  number,  it  will  appear  in  the  last  line  of  the  item  following  entry  5 , 

NONDOCKETED  ITEMS 

The  nondocketed  items  are  divided  into  the  categories  used  for  filing  and  searching  in  the  NRC  Public 

Document  Room.  Those  categories  and  their  symbols  are: 

10CFR  —  Commission  Meeting  Records 

ACRS  —  Advisory  Committee  on  Reactor  Safeguards 

COMMISSION  -  NRC  Commissioners 

CONTRACT  -  NRC  Contracts  and  Modifications 

FOIA  —  Freedom  of  Information  Act  Requests  and  Releases 

GEN  TECH  IS  -  Generic  Technical  Issues 

I&E  —   Inspection  and  Enforcement 

MISC  —  Public  Document  Room  Miscellaneous 

NUREG  -  NUREG  Reports  and  Related  Correspondence 

ORG  -  Correspondence  with  other  organizations 


VI 


PR  -  Proposed  Rule 

PRM  -  Petition  for  Rulemaking 

PROJ  -  Projects-Predocket  Licensing 

PT21  -  Noncompliance  Reports  and  Related  Correspondence 

QA999  -  Quality  Assurance  Inspections 

REGGD  -  Regulatory  Guides 

RES  -  Research  and  Technical  Assistance  Reports 

REVIEW  GRP  -  NRC  Research  Review  Groups 

RM  -  Rule  makings 

SECY  -  Position  Papers  Before  the  Commission 

STATE  PROG  -  State  Programs 

TOPREP  -  Vendor  Reports  and  Related  Correspondence 

WASTE  MGT  -  Nuclear  Waste  Management 

XPORTLIC  -  Export  and  Import  Licenses 

Appendix  B  sets  forth  these  categories  and  describes  the  material  available  in  each.    Omission  of  a  category 
in  the  listing  for  a  docket  indicates  that  no  documents  in  that  category  were  filed  in  the  time  period  of  the 
report. 

The  principal  elements  of  the  nondocketed  items  are: 

CD  NUREG  -  NUREG  Reports  and  Related  Correspondence 


7001060007  NUREG/CR-0161 

"Dynamic  Analysis  to  Establish  Normal  Shock  &  Vibration  Environs 
Experienced  by  Radioactive  National  Shipping  Package."  Quarterly 
Progress  Report  780101-780331 .  Identifies  parameters  which  affect 
normal  shock  &  vibration  environs. 

FIELDS,  S.R.,  MECH,  S.J.  Hanford  Engineering  Development  Laboratory. 
FIN  A-2093.f  78/1 1/30.  26pp.  Available  at  NTIS.  \ 


1.  Nondocketed  category 

2.  NRC  Accession  Number 

3.  NRC  Report  Number 

4.  Title  and  description  of  information  contained  in  the  document 

5.  Personal  author(s).  An  asterisk  in  this  position  indicates  that  there  is  no  personal  author 

6.  Corporate,  agency  or  other  nonindividual  source 

7.  Contract  or  financial  (FIN)  number  (if  any).  If  the  document  has  a  secondary  report  number 
it  will  appear  following  this  entry. 

8.  Date  of  document  described 

9.  Pages  in  document 

10.   If  this  space  is  blank,  the  document  is  available  to  the  public  only  in  the  NRC  Public  Document  Room, 
1717  HSt.,N.W.,  Washington,  D.C.  20555.  If  this  space  is  filled,  it  gives  other  sources  for  copies  of 
the  document.  The  entry  may  be  "Available  at  NRC"  or  "Available  at  NTIS."  See  NOTES  on  the  next 
page  for  information  on  ordering  publications. 

The  Nondocketed  Items  list  is  arranged  sequentially  by  Accession  Number  within  category.    Indented 
items  preceded  by  a  dash  are  enclosures  to  unindented  items. 
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NOTES: 

1.  The  address  for  NRC  is: 

Director 

Division  of  Technical  Information  and  Document  Control 

U.S.  Nuclear  Regulatory  Commission 

Washington,  D,C.  20555 

To  place  orders,  send  check  or  money  order,  payable  to  tlie  Superintendent  of  Documents.  GPO  Deposit 
Account  holders  may  charge  their  orders  by  calling  (301)  492-9530. 

2.  The  address  for  NTIS  is  • 

National  Technical  Information  Service 
Springfield,  Virginia  22161 

To  place  orders  for  or  to  obtain  price  information  about  NRC  publications  at  NTIS,  either  write  to 
NTIS  or  call  the  Sales  Desk  at  (703)  557-4650.  Specify  the  NRC  report  number  and  title  when  you 
place  yourorder.  Publications  can  be  charged  to  American  Express  credit  cards;  supply  the  charge- 
card  number  when  placing  your  order, 

3.  The  address  for  the  FDR  is: 

1717  H  Street,  N.W. 
Washington,  D.C.  20555 

To  place  orders,  either  write  to  the  NRC  PDR  or  call  (202)  634-3274.  When  ordering  documents  listed 
in  this  publication,  please  identify  the  Document  Accession  Number  for  each  citation. 

Paper  copy  and  microfiche  of  the  documents  listed  in  this  title  list  may  be  purchased.  Reproduction 
charges  for  duplication  are  as  follows:  &i  per  page  for  standard  size  paper;  1  \i  per  page  for  oversized 
paper  (drawings);  25$  per  microfiche  for  24x  diazo  duplicates.  A  minimum  charge  of  52.00  plus 
postage  is  charged  for  mail  orders. 

Please  acknowledge  a  willingness  to  assume  charges  for  all  orders  but  do  not  send  payments.  Orders 
will  be  processed  and  mailed  with  a  bill  from  Potomac  Research,  Inc. 
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Docket  Name 

27-039  Sheffield,  IL,  Nuclear  Engineering  Co. 

27-047  Barnwell,  SC,  Chem-Nuclear  Systems,  Inc. 

27-048  Richland,  WA,  Nuclear  Engineering  Co. 

40-0215  S.F.  Appliance,  Ltd. 

40-0261  Kerr-McGee  Chemical  Co. 

40-0299  Union  Carbide  Corp. 

40-0672  Nuclear  Metals,  Inc. 

40-1162  Western  Nuclear,  Inc. 

40-1193  Babcock  &  Wilcox  Co, 

40-1341  Edgemont  Uranium  Mine,  TVA,  and  Mines 
Development,  Inc. 

40-2061  West  Chicago  Facility,  Kerr-McGee  Corp. 

40-2259  Pathfinder  Mines  Corp. 

40-2286  Westinghouse  Electric  Co. 

40-3453  Atlas  Minerals 

40-4492  Federal  American  Partners  (Mining) 

40-6329  Catholic  Univ.  of  America 

40-6622  Pathfinder  Mines  Corp. 

40-6659  Peirotomics  Co,,  Getty  Oil  Co. 

40-7127  Univ.  of  Toledo 

40-7982  Honeywell,  Inc 

40-8027  Kerr-McGee  Corp. 

40-8064  Exxon  Minerals  Co.  USA,  Exxon 
Corp. 

40-8102  Exxon  Minerals  Co.  USA,  Exxon 
Corp 

40-8135  3M  Co.,  Minnesota  Mining  and 
Manufacturing  Co. 

40-8304  Wyoming  Mining  Corp. 
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5 
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5 

50-18 

6 
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6 

50-30 

6 

50-54 
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6 
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6 

50-73 

Name  Page 

Rocky  Mountain  Energy  Co.  6 

Bear  Creek  Uranium  Co.  6 

Irigaray  Mine,  Wyoming  Mining  Corp.  6 

Union  76  Minerals  Exploration  Co.  7 

United  Nuclear  Corp.  7 

Kerr-McGee  Corp.  7 

Energy  Fuels  Nuclear,  Inc  7 

Energy  Fuels  Nuclear,  Inc.  7 

Plateau  Resources,  Ltd.  8 

Rocky  Mountain  Energy  Co.  8 
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Kerr-McGee  Nuclear  Corp.  8 

Teton  Exploration  Drilling  Co,,  Inc.  8 

Ogle  Petroleum  8 

Edlow  International  Corp.  8 

Kerr-McGee  Nuclear  Corp.  8 

Univ.  of  Michigan  Research  Reactor  8 

Indian  Point  Station,  Unit  1  9 

Dresden  Nuclear  Power  Station,  Unit  1  II 

Babcock  &  Wilcox  Co.  Critical  Facility  14 

Vallecitos  Boiling  Water  Reactor  14 

Yankce-Rowe  Nuclear  Power  Station  14 

Plum  Brook  Research  Reactor  Facility  15 

Union  Carbide  Research  Reactor  16 

State  Univ.  of  New  York  Research  Reactor  16 

Genera!  Electric  Test  Reactor  16 

General  Electric  Nuclear  Test  Reactor  16 


ix 


Docket  Name 

50-111  North  Carolina  State  Univ.  Research 
Reactor 

50-123  Univ.  of  Missouri  Research  Reactor 

50-124  Virginia  Polytech  Institute  Training  Reactor 

50-128  Texas  A&M  Univ.  Research  Reaclor 

50-133  Hiimboldt  Bay  Power  Plant,  Unit  3 

50-137  Turkey  Research  Reactor 

50-142  UCLA  Training  Reactor 

50-150  Ohio  Slate  Univ.  Research  Reactor 

50-151  Univ.  of  Illinois  Research  Reactor 

50-155  Big  Rock  Point  Nuclear  Plant 
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Reactor 
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50-166  Univ.  of  Maryland  Research  Reactor 

50-170  National  Naval  Medical  Center 

50-171  Peach  Bottom  Atomic  Power  Station, 
Unit  1 

50-182  Purdue  Univ.  Research  Reactor 

50-183  Vallecitos  Experimental  Superheat  Reactor 

50-184  National  Bureau  of  Standards  Reactor 

50-189  University  Training  Reactor 

50-193  Rhode  Island  &  Providence  Plantations 
AEC 

50-201  West  Valley  Reprocessing  Plant 

50-206  San  Onofre  Nuclear  Statton,  Unit  1 

50-213  Haddam  Neck  Plant 

50-239  Oyster  Creek  Nuclear  Power  Plant 

50-220  Nine  Mile  Point  Nuclear  Station,  Unil  I 

50-224  Univ.  of  California  Research  Reactor 

50-225  RPI  Critical  Experiment 

50-228  Aerotest  Radiography  &  Research  Reactor 

50-237  Dresden  Nuclear  Power  Station,  Unit  2 

50-243  Oregon  State  Univ.  Research  Reactor 
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Indian  Point  Station,  Unit  2  37 
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Korea  Research  Reactor  202 

Limerick  Geneiating  Station,  Unit  I  202 

Limerick  Generating  Station,  Unit  2  203 

Hope  Creek  Nuclear  Station,  Unit  1  205 

Hope  Creek  Nuclear  Station,  Unit  2  206 

Univ.  of  Illinois  LOPRA  Research  Reactor  207 
William  H.  Zimmer  Nuclear  Station,  Unit  1       207 

San  Onofre  Nuclear  Station,  Unit  2  209 

San  Onofre  Nuclear  Station,  Unit  3  211 

Forked  River  Nuclear  Station,  Unit  1  212 

Joseph  M.  Farley  Nuclear  Plant,  Unit  2  213 

Edwin  I.  Hatch  Nuclear  Plant,  Unit  2  214 

Bailly  Generating  Station  216 

Arkansas  Nuclear  One,  Unit  2  218 

William  B.  McGuire  Nuclear  Station,  220 
Unit  1 

William  B.  McGuire  Nuclear  Station,  222 
Unit  2 

LaSalle  County  Station,  Unit  I  223 


Docket  Name 

50-374  LaSalle  County  Station,  Unit  2 

50-376  North  Coast  Nuclear  Plant,  Puerto  Rico 

50-382  Waterford  Generating  Station,  Unit  3 

50-384  Indonesia  Research  Reactor 

50-387  Susquehanna  Steam  Electric  Station,  Unit  1 

50-388  Susquehanna  Steam  Electric  Station,  Unit  2 

50-389  St.  Lucie  Plant,  Unit  2 

50-390  Watts  Bar  Nuclear  Plant,  Unit  1 

50-391  Watts  Bar  Nuclear  Plant,  Unit  2 

50-395  Virgil  C.  Summer  Nuclear  Station,  Unit  1 

50-397  WPPSS  Nuclear  Project,  Unit  2 

50-400  Shearon  Harris  Nuclear  Power  Plant, 
Unit  1 

50-401  Shearon  Harris  Nuclear  Power  Plant, 

Unit  2 

50-402  Shearon  Harris  Nuclear  Power  Plant, 
Unit  3 

50-403  Shearon  Harris  Nuclear  Power  Plant, 
Unit  4 

50-404  North  Anna  Power  Station,  Unit  3 

50-405  North  Anna  Power  Station,  Unit  4 

50-409  La  Crosse  Boiling  Water  Reactor 

50-410  Nine  Mile  Point  Nuclear  Station,  Unit  2 

50-412  Beaver  Valley  Power  Station,  Unit  2 

50-413  Catawba  Nuclear  Station,  UnEt  1 

50-414  Catawba  Nuclear  Station,  Unit  2 

50-416  Grand  Gulf  Nuclear  Station,  Unit  1 

50-417  Grand  Gulf  Nuclear  Station,  Unit  2 

50-423  Millstone  Nuclear  Power  Station,  Unit  3 

50-424  Alvin  W,  Vogtie  Nuclear  Plant,  Unit  1 

50-425  Alvin  W,  Vogtie  Nuclear  Plant,  Unit  2 

50-427  Alvin  W,  Vogtle  Nuclear  Plant,  Unit  4 

50-433  Univ,  of  California  at  Santa  Barbara 
Research  Reactor 
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225 

50-434 

226 

50-435 

226 

STN-50-437 

227 

50-438 

227 

50-439 

231 

50-440 

234 

50-441 

236 

50-443 

238 

50-444 

239 

50-445 

241 

50-446 

243 

50-448 

244 

50-449 

245 

50-452 

50-453 

246 

50-454 

247 

50-455 

248 

50-456 

248 

50-457 

250 

50-458 

251 

50-459 

252 

50-460 

252 

50-461 

253 

50-462 

255 

50-463 

257 

50-464 

258 

50-466 

259 

STN-50-470 

260 

50-471 

260 

STN-50-482 

Name  Page 
Surry  Power  Station,  Unit  3  260 

Surry  Power  Station,  Unit  4  260 

Floating  Nuclear  Plant  260 

Beltefonte  Nuclear  Plant,  Unit  1  260 

Bellefonte  Nuclear  Plant,  Unit  2  262 

Perry  Nuclear  Power  Plant,  Unit  1  264 

Perry  Nuclear  Power  Plant,  Unit  2  265 

Seabrook  Nuclear  Station,  Unit  1  266 

Seabrook  Nuclear  Station,  Unit  2  267 

Comanche  Peak  Steam  Electric  Station,  269 

Unit  1 

Comanche  Peak  Steam  Electric  Station,  275 

Unit  2 

Douglas  Point  Nuclear  Station,  Unit  1  281 

Douglas  Point  Nuclear  Station,  Unit  2  281 

Greenwood  Energy  Center,  Unit  2  ,281 

Greenwood  Energy  Center,  Unit  3  281 

Byron  Station,  Unit  1  281 

Byron  Station,  Unit  2  282 

Braldwood  Station,  Unit  I  284 

Braidwood  Station,  Unit  2  284 

River  Bend  Station,  Unit  1  285 

River  Bend  Station,  Unit  2  286 

WPPSS  Nuclear  Project,  Unit  I  287 

Clinton  Power  Station,  Unit  1  288 

Clinton  Power  Station,  Unit  2  288 

Fulton  Generating  Station,  Unit  1  289 

Fulton  Generating  Station,  Unit  2  289 

Aliens  Creek  Nuclear  Station,  Unit  1  289 

CESSAR  System  80  290 

Pilgrim  Nuclear  Power  Station,  Unit  2  290 

Wolf  Creek  Generating  Station  291 
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Docket  Name 

STN-50-483  Galloway  Plant,  Unit  1 

STN-50-484  Tyrone  Energy  Park,  Unit  1 

STN-50-485  Sterling  Power  Project  Nuclear,  Unit  1 

STN-50-486  Galloway  Plant,  Unit  2 

STN-50-488  Perkins  Nuclear  Station,  Unit  1 

STN-50-489  Perkins  Nuclear  Station,  Unit  2 

STN-50-490  Perkins  Nuclear  Station,  Unit  3 

STN-50-49I  Cherokee  Nuclear  Station,  Unit  1 

STN-50-492  Cherokee  Nuclear  Station,  Unit  2 

STN-50-493  Cherokee  Nuclear  Station,  Unit  3 

STN-50-495  SWESSAR-P1 

50-496  Montague  Nuclear  Power  Station,  Unit  1 

50-497  Montague  Nuclear  Power  Station,  Unit  2 

STN-50-498  South  Texas  Project,  Unit  I 

STN-50-499  South  Texas  Project,  Unit  2 

SO-500  Davis-Bcsse  Nuclear  Power  Station,  Unit  2 

50-501  Davis-Besse  Nuclear  Power  Station,  Unit  3 

STN-50-502  Haven  Nuclear  Plant,  Unit  1 

STN-50-508  WPPSS  Nuclear  Project,  Unit  3 

STN-50-509  WPPSS  Nuclear  Project  Unit  5 

50-510  Blue  Hills  Station,  Unit  1 

50-511  Blue  Hills  Station,  Unit  2 

50-513  WPPSS  Nuclear  Project,  Unit  4 

50-514  Pebble  Springs  Nuclear  Plant,  Unit  1 

50-515  Pebble  Springs  Nuclear  Plant,  Unit  2 

STN-50-516  Jamesport  Nuclear  Station,  Unit  1 

STN-50-517  Jamesport  Nuclear  Station,  Unit  2 

STN-50-518  Hartsville  Nuclear  Plant,  Unil  1 

STN-50-519  Hartsville  Nuclear  Plant,  Unit  2 

STN-50-520  Hartsville  Nuclear  Plant,  Unit  3 

STN-50-521  Hartsville  Nuclear  Plant,  Unit  4 

STN-50-522  Skaglt  Nuclear  Power  Project,  Unit  1 
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Docket 

292 

STN-50-523 

293 

50-524 

293 

50-525 

294 

50-526 

295 

50-527 

296 

STN-50-528 

296 

STN-50-529 

297 

STN-50-530 

297 

50-534 

298 

50-537 

298 

STN-50-546 

299 

STN-50-547 

299 

50-548 

299 

50-549 

304 

STN-50-550 

310 

STN-50-553 

310 

STN-50-554 

310 

STN-50-556 

310 

STN-50-557 

311 

50-564 

311 

STN-50-566 

311 

STN-SO-567 

311 

STN-50-568 

312 

STN-50-569 

313 

STN-50-574 

313 

STN-50-580 

314 

STN-50-581 

314 

50-582 

315 

50-583 

316 

50-585 

317 

STN-50-592 

318 

STN-50-593 

Name  Page 

Skagit  Nuclear  Power  Project,  Unit  2  318 

Barton,  Unit  1  319 

Barton,  Unit  2  319 

Barton,  Unit  3  319 

Barton,  Unit  4  319 

Palo  Verde  Nuclear  Station,  Unit  1  319 

Palo  Verde  Nuclear  Station,  Unit  2  320 

Palo  Verde  Nuclear  Station,  Unit  3  321 

Wolsiing  1,  Korea  322 

Clinch  River  Breeder  Reactor  322 

Marble  Hill  Nuclear  Station,  Unit  I  322 

Marble  Hill  Nuclear  Station,  Unit  2  323 

Fort  Calhoun  Station,  Unil  2  325 

Greene  County  Nuclear  Power  Plant  325 

OESSAR-238-BOP  Interface  325 

Phipps  Bend  Nuclear  Plant,  Unit  I  325 

Phipps  Bend  Nuclear  Plant,  Unit  2  326 

Black  Fox  Station,  Unit  I  328 

Black  Fox  Station,  Unit  2  329 

Nuclear  Fuels  Recovery  &  Recycle  Center  330 

Yellow  Creek  Nuclear  Plant,  Unit  I  330 

Yellow  Creek  Nuclear  Plant,  Unit  2  331 

NEP  Nuclear,  Unit  1  333 

NEP  Nuclear,  Unit  2  333 
Bagnac  Nuclear  Power  Project,  Philippines        333 

Erie  Nuclear  Plant,  Unit  1  333 

Erie  Nuclear  Plant,  Unit  2  333 

Sundesert,  Unit  1  333 

Sundesert,  Unit  2  333 

TRIGA  Mark  II  333 

Palo  Verde  Nuclear  Station,  Unit  4  333 

Palo  Verde  Nuclear  Station,  Unit  5  334 
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Dockel  Name 

STN-50-S96  New  Haven   Unil  1 

STN-50-597  New  Haven,  Unil  2 

50-599  Carroll  Facility  I 

50-600  Carroll  Facility  II 

70-0008  BatteUe  Columbus  Laboratories 

70-0025  Rockwell  International 

70-0027  Babcock  &  Wilcox  Co 

70-0033  Texas  Instruments,  Inc. 

70-0047  National  Aeronautics  &  Space 
Administration 

70-0082  Nuclear  Metals,  Inc. 

70-0098  Univ.  of  Toledo 

70-0135  Babcock  &  Wilcox  Co. 

70-0143  Nuclear  Fuel  Services,  Inc. 

70-0190  Catholic  Univ. 

70-0364  Parks  Township  Site,  Babcock  & 
Wilcox  Co. 

70-0371  United  Nuclear  Corp. 

70-0398  Dept.  of  Commerce 

70-0572  Monsanto  Research  Corp. 

70-0687  Union  Carbide  Corp. 

70-0696  General  Services  Administration 

70-0734  General  Atomic  Co. 

70-0754  Vallecitos  Nuclear  Center,  General 
Electric  Co. 

70-0820  United  Nuclear  Corp. 

70-0824  Babcock  &  Wilcox  Co. 

70-0827  The  Defiance  College,  Defiance,  OH 

70-0925  Cimmaron  Facility,  Kerr-McGee  Corp. 

70-0984  Pacific  Northwest  Labortory 

70-1007  General  Electric  Co. 

70-1068  Univ.  of  Florida 

70-1089  Commonwealth  of  Pennsylvania 
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334 

70-1100 

334 

70-1113 

334 

70-1143 

334 

70-1151 

334 

70-1193 

334 

70-1201 

334 

70-1222 

335 

70-1227 

335 

70-1251 

335 

70-1257 

335 

70-1308 

335 

70-1319 

337 

70-1426 

338 

70-1729 

338 

70-1739 

340 

70-2554 

340 

70-2322 

340 

70-2362 

340 

70-2478 

340 

70-2479 

340 

70-2623 

341 

70-2786 

341 

70-2805 

341 

70-2845 

341 

70-2872 

341 

70-2909 

341 

70-2917 

342 

70-2920 

342 

71-0005 

342 

Name  1'agc 

Combtision  Engineering,  Inc.  342 

General  Electric  Co.  342 

Westinghouse  Electric  Corp.  343 

Weslinghouse  Electric  Corp.  343 

Cimarron  Facility,  Kerr-McGce  Coip  343 

UF-6  Conversion  Facility,  Babcock  &  344 
Wilcox  Co 

Univ.  of  Missouri  344 

Erie  Mining  Co.  344 

Albright  College,  Reading,  PA  344 

Mixed  Oxide  Fabrication  Plant,  Exxon  344 
Nuclear  Co.,  Inc. 

Morns  Operations,  General  Electric  Co  345 

U.S,  Nuclear,  Inc.  346 

Transmiclear,  Inc.  346 

Fuel  Recovery  &  Storage  Station,  Allied  346 
Ceneial  Nuclear  Service  Corp. 

Tri-State  Motor  Transit  Co.  346 
New  England  Medical  Center,,  Boston,  MA        346 

Edlow  International  Co.  346 

Brockton  Hospital,  Brockton,  MA  346 

Transnuclear,  Inc.  346 

Transnuclear,  Inc.  347 
McGtiire  Spent  Fuel  Pool,  Duke  Power  Co.        147 

General  Eleclnc  Co.  348 

Nissho-Iwai  American  Corp  348 

Transnuclear,  Inc.  348 

Renter-Stokes  348 

Westinghouse  Electric  Corp.,  348 
Power  Systems 

Tennessee  Valley  Authority  348 

Alabama  Power  Co.  349 

Magnaflux  Corp.  349 


Docket  Niime 

71-0009  Isomedix,  Inc. 

71-0013  Dept.  of  the  Navy 

71-0024  Hittman  Nuclear  &  Development  Corp. 

71-0035  Rockwell  International 

71-0049  Dept.  of  the  Navy 

71-0096  Pan  American  World  Airways 

71-0097  Nondestiuctive  Testing  Service 

71-0102  Source  Production  &  Equipment  Co  , 
Inc. 

71-0107  Dept.  of  the  Navy 

71-0116  Dept.  of  the  Navy 

71-0121  Neutron  Products,  Inc. 

71-0135  Babcock  &  Wilcox  Co. 

71-0165  Dept.  of  tlie  Navy 

71-0170  General  Electric  Co. 

71-0180  Hartford  Steam  Boiler  Co. 

71-0185  FBF,  Inc. 

71-0227  Tennessee  Valley  Authority 

71-0230  Babcock  &  Wilcox  Co. 

71-0249  Nuclear  Fuel  Services,  Inc. 

71-0250  Transnuclcar,  Inc. 

71-0252  Dayton  X-Ray  Co. 

71-0273  Dept.  of  the  Navy 

71-0367  Dept.  of  the  Navy 

71-0370  Amersham  Coip. 

71-0372  Boeing  Co. 

71-0373  Dept.  of  the  Navy,  Naval  Explosive 
Ordnance  Disposal  Facility 

71-0375  Univ.  of  California 

71-0377  Indiana  &  Michigan  Electric  Co. 

71-0378  Wisconsin  Electric  Power  Co. 

71-0379  Hiltman  Nuclear  &  Development  Corp. 
Hittman  Material  &  Medical 
Components,  Inc. 
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Name 

Page 

349 

71-0380 

General  Electric  Co 

351 

349 

71-0381 

E  L.  Conwell  &  Co. 

351 

349 

71-0383 

Model'  NLI  1/2  LWT  Cask,  NL  Industries, 

351 

inc 

349 

71-4824 

Model:  HA-10,  Babcock  &  Wilcox  Co. 

351 

349 

71-5395 

Model-  CC,  Westinghouse  Electiic  Corp. 

351 

349 

71-5607 

Model:  GE  T-2,  General  Electric  Co. 

351 

349 

71-5796 

Model:  181361,  Picker  Corp 

351 

349 

71-5908 

Model:  DOT-GM  Type  B,  Babcock  & 

351 

Wilcox  Co. 

349 

71-5938 

Model-  HNPF,  General  Atomic  Co. 

351 

350 

71-5939 

Model:  GE-1500,  General  Electric  Co. 

351 

350 

71-5942 

Model   GE-700,  General  Electric  Co 

352 

350 

71-5971 

Model:  GE-200,  General  Electric  Co. 

352 

350 

71-5979 

Model:  5979,  Alpha-Omega  Services,  Inc. 

352 

350 

71-5998 

Model'  GE-400,  General  Electric  Co. 

352 

350 

71-6078 

Model:  927  Al  &  C\,  Combustion 

352 

350 

Engineering  Co, 

350 

71-6144 

Model:  6144,  Nuclear  Engineering  Co. 

352 

350 

71-6272 

Model:  Poly  Panther,  Teledyne  Energy 

352 

Systems 

350 

71-6375 

Model-  PB-1,  Chem-Nuclear  Systems,  Inc. 

352 

350 

71-6387 

Model:  60,  Battclle  Memorial  Institute 

352 

350 

71-6400 

Model:  Super  Tiger,  West  ing  house  Electric 

352 

350 

Corp 

350 

71-6574 

Model:  HN-200,  Hittman  Nuclear  & 

352 

Development  Corp. 

351 

71-6679 

Model:  1/2  Super  Tigci,  Nuclear 

352 

351 

Engineering  Co. 

351 

71-6698 

Model:  NFS-4,  Nuclear  Fuel  Scivices,  Inc. 

353 

71-6717 

Model!  6717  B 

353 

351 

71-9006 

Model:  500  SU,  Argonne  National 

353 

351 

Laboratory 

351 

71-9007 

Model:  520,  Argonne  National  Laboratory 

353 

351 

71-9009 

Model:  FL  10-1,  General  Electric  Co. 

353 

71-9010 

Model:  NLI-I/2,  NL  Industries,  Inc. 

353 

Docket  Name 

71-901 1  Model:  E-MEH-00-00004,  Dept.  of 
Transportation 

71-9015  Model:  TN-S,  Transnuclear,  Inc. 

71-9016  Model:  TN-9,  Transnuclear,  Inc. 

71-9019  Model:  BU-7,  General  Electric  Co. 

71-9020  Model:  SL-IO-1,  Nuclear  Containers,  Inc. 

71-9029  Model:  676,  Technical  Operations,  Inc. 

7J-9036  Model:  C-lt  Source  Production  Equipment 
Co. 

71-9039  Model:  715,  Technical  Operations,  Inc. 

71-9043  Model:  NNPU,  Dept.  of  the  Navy 

71-9044  Model:  GE-1600,  General  Electric  Co. 

71-9045  Model:  GE-1000,  General  Electric  Co. 

71-9046  Model:  OH- 1100.  General  Electric  Co. 

71-9049  Model:  GE-500,  General  Electric  Co 

71-9050  Model:  GE-900,  General  Electric  Co. 

71-9067  Model:  BCL-3 

71-9070  Model:  N-55,  Dept.  of  Energy 

71-9072  Model:  GAHC-I,  General  Atomic  Co. 

71-9073  Model:  OH-142,  Nuclear  Packaging,  Inc 

71-9079  Model;  HN-100,  Series  2,  Hittman  Nuctear 
&  Development  Corp. 
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353 

71-9080 

353 

71-9081 

353 

71-9089 

353 

353 

71-9094 

354 

71-9096 

354 

71-9105 

354 

354 

71-9111 

354 

71-9113 

354 

71-9122 

354 

354 

71-9130 

354 

71-9132 

354 

71-9135 

354 

71-9142 

354 

71-9853 

354 

J54 

Name  Page 

Model-  HN-600,  Hittman  Nuclear  &  354 

Development  Corp. 

Model:  CNS1-I600,  Chem-Nuclear  Systems,        354 
Inc. 

Model:  NH-100  S,  Hitlman  Nuclear  &  354 

Development  Corp 

Model:  CNS1-14-I95-H,  Chem-Nuclear  354 

Systems,  Inc. 

Model.  CNS1-21-300,  Chem-Nuclear  355 

Systems,  Inc. 

Model-  Rad-Wasle  CR.I,  Chem-Nuclear  355 

Systems,  Inc. 

Model-  CN6-80A,  Chem-Nuclear  Systems,          355 
Inc 

Model:  7-100,  Chem-Nuclear  Systems,  Inc.         155 

Model.  18-450,  Chem-Nuclear  Systems,  355 

Inc. 

Model:  NP-50-XXL,  Nuclear  Packaging,  355 

Inc. 

Model.  T-3,  Nuclear  Packaging,  Inc.  355 

Model:  Century,  Gamma  Industries  355 

Model;  2526,  Monsanto  Research  Corp.  355 

Model:  ORNL-BNL-NBS,  Unirradiated  355 

Fuel  Container,  Dcpt.  of  Energy 
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lame 

protest  Radiography  &  Research 
Reaclor 

illens  Creek  Nuclear  Station,  Unit  I 

Arkansas  Nuclear  One,  Unil  I 

Arkansas  Nuclear  One,  Unit  2 

'wane  Arnold  Energy  Center 

abcock  &  Wilcox  Co.  Critical  Facility 

agnac  Nucleat  Power  Project,  Philippines 

mlly  Generating  Station 

arnwell  Reprocessing  Plant 

arton,  Unit  I 

arton,  Unit  2 

arton,  Unit  3 

arton,  Unit  4 

caver  Valley  Power  Station,  Unit  I 

caver  Valley  Power  Station,  Unit  2 

ellcfontc  Nuclear  Plant,  Unit  1 

cllefonte  Nuclear  Plant,  Unil  2 

Ig  Rock  Point  Nuclear  Power  Plant 

lack  Fox  Station,  Unit  1 

lack  Fox  Station,  Unit  2 

lue  Hills  Station,  Unit  1 

lue  Hills  Station,  Unit  2 

raidwood  Station,  Unit  I 

-aidwood  Station,  Unit  2 

•owns  Ferry  Nuclear  Power  Station, 
Unit  1 


Docket 

Page 

50-228 

30 

50-466 

289 

50-313 

135 

50-368 

218 

50-331 

177 

50-13 

14 

STN-50-574 

333 

50-367 

216 

50-332 

179 

50-524 

319 

50-525 

319 

50-526 

319 

50-527 

319 

50-334 

181 

50-412 

251 

50-438 

260 

50-439 

262 

50-155 

18 

STN-50-556 

328 

STN-50-557 

329 

50-510 

311 

50-511 

311 

50-456 

284 

50-457 

284 

50-259 

54 

Name 

Browns  Ferry  Nuclear  Power  Station, 
Unit  2 

Browns  Ferry  Nuclear  Power  Station. 
Unit  3 

Brunswick  Steam  Electric  Plant,  Unit  1 
Brunswick  Steam  Electric  Plant,  Unit  2 
Byron  Station,  Unit  1 
Byron  Station,  Unit  2 
Calloway  Plant,  Unit  1 
Galloway  Plant,  Unit  2 

Calvert  Cliffs  Nuclear  Power  Plant, 
Unit  1 

Calvert  Cliffs  Nuclear  Power  Plant, 
Unit  2 

Carroll  Facility  1 

Carroll  Facility  II 

Catawba  Nuclear  Station,  Unit  1 

Catawba  Nuclear  Station,  Unit  2 

CESSAR  System  80 

Cherokee  Nuclear  Station,  Unit  1 

Cherokee  Nuclear  Station,  Unit  2 

Cherokee  Nuclear  Station,  Unit  3 

Clinch  River  Breeder  Reaction 

Clinton  Power  Station,  Unit  1 

Clinton  Power  Station,  Unit  2 

Comanche  Peak  Steam  Electric  Station, 
Unit  1 

Comanche  Peak  Steam  Eleclric  Station, 
Unit  2 


Docket  Page 

50-260  56 


50-296 


14 


50-325 

165 

50-324 

163 

50-454 

281 

50-455 

282 

SFN-50-483 

292 

STN-50-486 

294 

50-317 

142 

50-318 

145 

50-599 

334 

50-600 

334 

50-413 

252 

50-414 

252 

STN-50-470 

290 

STN-50-491 

297 

STN-5  0-492 

297 

STN-50-493 

298 

50-537 

322 

50-461 

288 

50-462 

288 

50-445 

269 

50-446 


275 


Name 

Cooper  Nuclear  Station 

Crystal  River  Nuclear  Plant,  Unit  3 

Crystal  River  Nuclear  Plant,  Unit  4 

Davis-Besse  Nuclear  Power  Station, 
Unit  1 

Davis-Besse  Nuclear  Power  Station, 
Unit  2 

Davis-Besse  Nuclear  Ptm-er  Station, 
Unit  3 

Diablo  Canyon  Nuclear  Power  Plant, 
Unit  I 

Diablo  Canyon  Nuclear  Power  Plant, 
Unit  2 

Donald  C.  Cook  Nuclear  Power  Plant, 
Unit  1 

Donald  C.  Cook  Nuclear  Power  Planl, 
Unit  2 

Douglas  Point  Nuclear  Station,  Unit  1 

Douglas  Point  Nuclear  Station,  Unit  2 

Dow  Chemical  Co. 

Dresden  Nuclear  Power  Station,  Unit  1 

Dresden  Nuclear  Power  Station,  Unit  2 

Dresden  Nuclear  Power  Station,  Unit  3 

Erie  Nuclear  Plant,  Unit  1 

Erie  Nuclear  Plant,  Unit  2 

Joseph  M.  Farley  Nuclear  Plant,  Unit  1 

Joseph  M.  Farley  Nuclear  Plant,  Unit  2 

Enrico  Fermi  Atomic  Power  Plant, 
Unit  2 

James  A.  Fitzpatrick  Nuclear  Power 
Plant 

Floating  Nuclear  Plant 

Forked  River  Nuclear  Station, 
Unit  1 

Fort  Calhoun  Station,  Unit  2 


Fort  St.  Vrain  Nuclear  Generating 
Station 

Fulton  Generating  Station,  Unit  I 


Docket  Pag€ 

50-298  116 

50  302  1 19 

50-303  121 

50-346  198 


50-500 


50-501 


50-275 


310 


310 


77 


50-323 

161 

50-315 

138 

50-316 

140 

50-448 

281 

50-449 

281 

50-264 

62 

50-10 

11 

50-237 

30 

50-249 

40 

STN-50-580 

313 

STN-50-581 

333 

50-348 

200 

50-364 

213 

50-341 

194 

50-333  179 

STN-50-437  260 

50-363  212 

50-548  325 

50-267  66 

50-463  289 


Name 

Fulton  Generating  Station,  Unit  2 

General  Atomic  Co. 

General  Electric  Test  Reactor 

Genera]  Electric  Nuclear  Test  Reactor 

Georgia  Institute  of  Technology 
Research  Reactor 

Georgia  Tech  Research  Reactor 
GESSAR-238-BOP  Interface 

Robert  Emmet  Gmna  Nuclear  Plant, 
Unit  I 

Grand  Gulf  Nuclear  Station,  Unit  1 
Grand  Gulf  Nuclear  Station,  Unit  2 
Greene  County  Nuclear  Power  Plant 
Greenwood  Energy  Center,  Unit  2 
Greenwood  Energy  Center,  Unit  3 
Haddam  Neck  Plant 

Sliearon  Harris  Nuclear  Power  Planl, 
Unit  1 

Shearon  Harris  Nuclear  Power  Plant, 
Unit  2 

Shearon  Harris  Nuclear  Power  Plant, 
Unit  3 

Shearon  Hams  Nuclear  Power  Plant, 
Unit  4 

Hartsville  Nuclear  Plant,  Unit  1 
Hartsville  Nuclear  Plant,  Unit  2 
HartsviUe  Nuclear  Plant,  Unit  3 
Hartsville  Nuclear  Plant,  Unit  4 
Edwin  I.  Hatch  Nuclear  Plant,  Unit  1 
Edwin  I.  Hatch  Nuclear  Plant,  Unit  2 
Haven  Nuclear  Plant,  Unit  1 
Hope  Creek  Nuclear  Station,  Unit  I 

Hope  Creek  Nuclear  Station,  Unit  2 

Humboldt  Day  Power  Plant,  Unit  3 

Indian  Point  Station,  Unit  1 

Indian  Point  Station,  Unit  2 


Docket  Page 

50-464  289 

50-163  21 

50-70  16 

50-73  16 

50-160  21 

50-276  80 

STN-50-550  325 

50-244  33 


50-416 

50-417 
50-549 
50-452 
50-453 
50-213 
50-400 

50-401 
50-402 
50-403 

STN-50-518 
STN-50-519 
STN-50-520 

STN-50-521 
50-321 
50-366 
STN-50-502 
50-354 
50-355 
50-133 
50-3 
50-247 


253 
255 
325 
281 
281 
25 
243 

244 
245 
246 

314 
315 
316 

317 
157 
214 
310 
205 
206 

17 
9 

37 


xvlu 


Name 

Indian  Point  Station,  Unit  3 
Indonesia  Research  Reactor 
Jamesport  Nuclear  Station,  Unit  1 
Jamcsport  Nuclear  Station,  Unit  2 
Kewaunee  Nuclear  Power  Plant 
Korea  Research  Reactor 
La  Crosse  Boiling  Water  Reactor 
LaSalle  County  Slation,  Unit  I 
LaSalle  County  Station,  Unit  2 
Limerick  Generating  Station,  Unit  I 
Limerick  Generating  Station,  Unit  2 
Maine  Yankee  Atomic  Power  Plant 
Marble  Hill  Nuclear  Station,  Unit  1 
Marble  Hill  Nuclear  Slation,  Unit  2 

William  B.  McGuirc  Nuclear  Station, 
Unit  1 

William  B.  McGuirc  Nuclear  Station, 
Unit  2 

Michigan  State  Univ   Research  Reactor 
Midland  Plant,  Unit  I 
Midland  Plant,  Unit  2 
Midwest  Fuel  Recovery  Plant 

Millstone  Nuclear  Power  Station, 
Unit  1 

Millstone  Nuclear  Power  Station, 
Unit  2 

Millstone  Nuclear  Power  Station, 
Unit  3 

Montague  Nuclear  Power  Station, 
Unit  1 

Montague  Nuclear  Power  Station, 
Unit  2 

Monticello  Nuclear  Generating  Plant 
National  Bureau  of  Standards  Reactor 
National  Naval  Medical  Center 
NEP  Nuclear,  Unit  1 


Docket 

Page 

50-286 

91 

50-384 

227 

STN-50-516 

313 

STN-50-517 

314 

50-305 

124 

50-351 

202 

50-409 

248 

50-373 

223 

50-374 

225 

50-352 

202 

50-353 

203 

50-309 

128 

STN-50-546 

322 

STN-50-547 

323 

50-369 

220 

50-370 

222 

50-294 

110 

50-329 

174 

50-330 

175 

50-268 

67 

50-245 

34 

50-336 

186 

50-423 

257 

50-496 

299 

59-497 

299 

50-263 

60 

50-184 

22 

50-170 

21 

STN-50-568 

333 

Name 

NEP  Nuclear,  Unit  2 
New  Haven,  Unit  1 
New  Haven,  Unit  2 

Nine  Mile  Point  Nuclear  Station, 
Unit  1 

Nine  Mile  Point  Nuclear  Station, 
Unit  2 

North  Anna  Power  Station,  Unit  1 
North  Anna  Power  Station,  Unit  2 
North  Anna  Power  Station,  Unit  3 
North  Anna  Power  Station,  Unit  4 

North  Carolina  Slate  Univ.  Research 
Reactor 

North  Coast  Nuclear  Plant,  Puerto  Rico 

Nuclear  Fuels  Recovery  &  Recycle 
Center 

Oconee  Nuclear  Station,  Unit  1 
Oconee  Nuclear  Station,  Unit  2 
Oconee  Nuclear  Station,  Unit  3 
Ohio  Slate  Univ.  Research  Reactor 
Oregon  State  Univ.  Research  Reactor 
Oyster  Creek  Nuclear  Power  Plant 
Palisades  Nuclear  Plant 
Palo  Verde  Nuclear  Station,  Unit  1 
Palo  Verde  Nuclear  Station,  Unit  2 
Palo  Verde  Nuclear  Station,  Unit  3 
Palo  Verde  Nuclear  Station,  Unit  4 
Palo  Verde  Nuclear  Station,  Unit  5 

Peach  Bottom  Atomic  Power  Station, 
Unit  1 

Peach  Bottom  Atomic  Power  Station, 

Unit  2 

Peach  Bottom  Atomic  Power  Station, 

Unit  3 

Pebble  Springs  Nuclear  Plant,  Unit  1 
Pebble  Springs  Nuclear  Plant,  Unit  2 


Docket 

Page 

STN-50-569 

333 

50-596 

334 

50-597 

334 

50-220 

29 

50-410 

250 

50-338 

188 

50-339 

190 

50-404 

247 

50-405 

248 

50-111 

16 

50-376 

226 

50-564 

330 

50-269 

67 

50-270 

70 

50-287 

95 

50-150 

18 

50-243 

33 

50-219 

27 

50-255 

51 

STN-50-528 

319 

STN-50-529 

320 

STN-50-530 

321 

STN-50-592 

333 

STN-50-593 

334 

50-171 

21 

50-277 

80 

50-278 

82 

50-514 

312 

50-515 

313 

xix 


Name 

Perkins  Nuclear  Station,  Unit  I 
Perkins  Nuclear  Station,  Unit  2 
Perkins  Nuclear  Station,  Unit  3 
Perry  Nuclear  Power  Plant,  Unit  I 
Perry  Nuclear  Power  Plant,  Unit  2 
Pliipps  Bend  Nuclear  Plant,  Unit  1 
Phipps  Bend  Nuclear  Plant,  Unit  2 
Pilgrim  Nuclear  Power  Station,  Unit  I 
Pilgrim  Nuclear  Power  Station,  Unit  2 
Plum  Brook  Research  Reactor  Facility 
Point  Beach  Nuclear  Plant,  Unit  i 
Point  Beach  Nuclear  Plant,  Unit  2 
Prairie  Island  Nuclear  Station,  Unit  1 
Prairie  Island  Nuclear  Station,  Unit  2 
Purdue  Univ.  Research  Reactor 
Quad-Cities.  Station,  Unit  1 
Quad-Cities  Station,  Unit  2 

Rancho  Scco  Nuclear  Generating 
Station 

Rhode  Island  &  Providence 
Plantations  AEC 

River  Bend  Station,  Unit  1 
River  Bend  Station,  Unit  2 
H.  B.  Robinson  Plant,  Unit  2 

RPI  Critical  Experiment 

Salem  Nuclear  Generating  Station, 
Unit  1 

Salem  Nuclear  Generating  Station, 
Unit  2 

San  Onofre  Nuclear  Station,  Unit  1 
San  Onofre  Nuclear  Station,  Unit  2 
San  Onofre  Nuclear  Station,  Unit  3 
Seabrook  Nuclear  Station,  Unit  1 
Seabrook  Nuclear  Station,  Unit  2 
Sequoyah  Nuclear  Plant,  Unit  I 


Docket 

Page 

STN-50-4S8 

295 

STN-50-489 

296 

STN-50-490 

296 

50-440 

264 

50-441 

265 

5TN-50-553 

325 

STN-50-554 

326 

50-293 

108 

50-473 

290 

50-30 

15 

50-266 

64 

50-301 

117 

50-282 

8R 

50-306 

126 

50-182 

22 

50-254 

49 

50-265 

62 

50-312 

132 

50-193 

22 

50-458 

285 

50-459 

286 

50-261 

59 

50-225 

30 

50-272 

74 

50-311 

130 

50-206 

23 

50-361 

209 

50-362 

211 

50-443 

266 

50-444 

267 

50-327 

167 

Name 

Scquoyah  Nuclear  Plant,  Unit  2 
Shoreham  Nuclear  Power  Station 
Skagit  Nuclear  Power  Project,  Unit  I 
Skagit  Nuclear  Power  Project,  Unit  2 
Soulh  Texas  Project,  Unit  1 
South  Texas  Project,  Unit  2 

State  Univ.  of  New  York  Research 
Reactor 

Sterling  Power  Project,  Nuclear, 
Unit  1 

Si.  Lucie  Plant,  Unit  1 
St.  Lucie  Plant,  Unit  2 

Virgil  C.  Summer  Nuclear  Station, 
Unit  I 

Sundcsert,  Unit  1 
Sundesert,  Unit  2 
Surry  Power  Station,  Unit  I 
Surry  Power  Station,  Unit  2 
Surry  Power  Station,  Unit  3 
SUIT;,  Power  Station,  Unit  4 

Susquehanna  Steam  Electric  Station* 
Unit  1 

Susquehann.ii  Steam  Electric  Station, 
Unit  2 

SWESSAR-P1 

Texas  A&M  Univ.  Research 
Reactor 

Three  Mile  Island  Nuclear  Station,  Unit  I 

Three  Mile  Island  Nuclear  Station,  Unit  2 

TRIOA  Mark  II 

Trojan  Nuclear  Plant 

Turkey  Research  Reactor 

Turkey  Point  Plant,  Unit  3 

Turkey  Point  Plant,  Unit  4 

Tyrone  Energy  Park,  Unit  1 

UCLA  Training  Reactor 
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50-328  171 

50-322  159 

STN-50-522  318 

STN-50-S23  318 

STN-50-498  299 

STN-50-499  304 

50-57  16 


STN-50-485 


50-388 

STN-50-495 
50-128 

50-289 
50-320 
50-585 
50-344 
50-137 
50-250 
50-251 
STN-50-484 
50-142 


293 


50-335  184 
50-389  234 
50-395  239 


50-582 

333 

50-583 

333 

50-280 

84 

50-281 

86 

50-434 

260 

50-435 

260 

50-387 

227 

231 

298 
17 

97 

147 

333 

195 

18 

42 

46 

293 

18 


Name 

Union  Carbide  Research  Reactor 

Univ   of  California  at  Santa  Barbara 

Research  Reactor 

Univ.  of  California  Research  Reacior 
Univ.  of  Illinois  LOPRA  Research  Reactor 
Univ.  of  Illinois  Research  Reactor 
Univ.  of  Maryland  Research  Reactor 
Univ.  of  Michigan  Research  Reactor 
Univ.  of  Missouri  Research  Reactor 
University  Training  Reactor 
Vallecitos  Boiling  Water  Reacior 
Vallecitos  Experimental  Superheat  Reactor 
Vermont  Yankee  Nuclear  Power  Station 
Virginia  Polytcch  Institute  Training  Reactor 
Alvin  W.  Vogtle  Nuclear  Plant,  Unit  1 
Alvin  W.  Vogtle  Nuclear  Plant,  Unit  2 
Alvin  W.  Vogtle  Nuclear  Plant,  Unit  4 
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50-54  16 

50-433         260 


50-224 

50-356 

50-151 

50-166 

50-2 

50-123 

50-189 

50-18 

50-183 

50-271 

50-124 

50-424 

50-425 

50-427 


30 

207 

18 

21 

8 

17 

22 

14 

22 

72 

17 

258 

259 

260 


Name  Docket  Page 

Waterford  Generating  Station.  Unil  3  50-382  226 

Watts  Bar  Nuclear  Plant,  Unit  1  50-390  236 

Watts  Bar  Nuclear  Plant,  Unit  2  50-391  238 

West  Valley  Reprocessing  Plant  50-201  22 

Wolf  Creek  Generating  Station  STN-50-482  291 

Wolsnng  I,  Korea  50-534  322 

WPPSS  Nuclear  Project,  Unit  1  50-460  287 

WPPSS  Nuclear  Project,  Unit  2  50-397  241 

WPPSS  Nuclear  Project,  Unit  3  STN-50-508  310 

WPPSS  Nuclear  Project,  Unil  4  50-513  311 

WPPSS  Nuclear  Project,  Unit  5  STN-50-509  311 

Yankee-Rowe  Nuclear  Power  Station  50-29  14 

Yellow  Creek  Nuclear  Plant,  Unit  1  STN-50-566  330 

Yellow  Creek  Nuclear  Plant,  Unit  2  STN-50-567  331 

William  H  Zimmer  Nuclear  Station,  Unit  I  50-358  207 

Zion  Nuclear  Power  Station,  Unit  I  50-295  1 10 

Zion  Nuclear  Power  Station,  Unit  2  50-304  121 


LOW  LEVEL  RADWASTE  DISPOSAL  SITES 


DOCKET  27-039  SHEFFIELD.  IL  ,  NUCLEAR  ENGINEERING  CO 


BOO401O1O4  Forwards  "Preliminary  Rept  on  Hydrogeology  of  Law  Level 
Radwaste  Disposal  Site  Near  Shef P ield.  IL, "  Open-File  Rept 
79-1545 
TOLER.L  0    Interton  Dept  of    BO/03/Q7    lp 

— B004010106  "Preliminary  Rapt  on  Hvdrogealogy  at  Lniu  Level  Radiuasts 

Disposal  Site  Near  Shaft lold,  ILi  "  Open-File  Rept  79-1545 

FOSTER,  J  B  i  ERKKSON.J  R    Interior.  Dept  of,  Geological  Survey 

79-1843  00/01/31    B7pp 

Q004020132  Requests  that  site  bo  impacted  uihen  thawing  occurs 
Significant  trench  subsidence  b  erosion  uas  observed  In 
1979  Surface  deterioration  admits  water  fr  leads  to  increased 
leaching  of  raduiaste,  particularly;  during  ipring  thaui 
SMITH, R  D   Lou  Livel  Uaste  Licensing  Branch   60/03/13    lp 

BO 04 030026  Memorandum  of  understanding  between  NRC  b  FGMA  re  prompt 
improvement  In  radiological  emergency  planning  b 
preparedness. d Is tributed  at  Doard  notification 

GQSBICK.L  V    Office  of  the  Eiecutlve  Director  for  Operations 
BO/04/Q2    34pp 


DOCKET  27-047  DARNWELL.  8C  .  CHEM-NUCLEAR  SV9TEH8 


6004040032  Forward i  Haste  Packaging  Imp  Kept  7 9 -06 A  on  791136-29  No 
none  amp 1  lance  noted 

DAVIS, A  D   Region  3,  Chicago,  Fuel  Facility  b  Materials  Safety 
Branch   BO/02/13   2pp 

—0004040035  Waste  Packaging  Insp  Rtpt  79-06A  on  791126-2B  No 
noncomp 1  lance  noted  Major  areas  Inspected  shipping  paper  b 
DOT  placarding  requirement ii radiation  leve Is,  removable 
contamination  t>  entvrnal  package  features 

POTTER.  J  P  ,  DRQWN.R  A   Region  3i  Chicago,  Fuel  Facility  It 
Matirlal*  Safety  Branch    SO/02/13   4pp 

H004040392  Forwards  Waste  Packaging  Insp  Rept  79-06A  on  791156-28 
No  noncomp 1  lance  noted 

DAVIS, A  B   Region  3-  Chicago,  Fuel  Facility  b  Materials  Safety 
Branch   GO/02/13   2pp 

— B004040399  Wait*  Packaging  Insp  Rept  79-06A  on  791126-SB  No 
noncompllance  noted  Major  area*  inspected  shipping  paper  b 
DOT  p lac ar ding  requlramentsiradiatlon  level*, removable 
contamination  k  external  packaging  features 
POTTER, J  P  ,  uflOUN.R  A   Region  3,  Chlcagoi  Fu*l  Facility  tt 
Materials  8afetg  Branch    80/02/13   4pp 

60040404SO  Foruardi  Waste  Packaging  Insp  Rept  79- 04 A  on  791126-20 
No  noncomp 1  lane e  nottd 

DAVIS, A  B   Raglan  3,  Chicago,  Fuel  Facility  b  Matirlalt  Safety 
Branch   BO/02/13   2pp 

— Q0040404S3  W«»te  Packaging  Imp  Rept  79-06A  on  791186-28  No 
noncompllance  noted, Major  areas  Inspected  (hipping  paper  b 
DOT  placarding  requirements, radiation  levels  b  marking 
requirements 

POTTER.J  P   Region  3,  Chicago,  Fuel  Facility  b  Materials  Bafetij 
Branch   BROWN, R  A   Raglan  3,  Chicago,  Office  at  the  Director 
BO/02/13   4pp 


B00410051S  Forwards  Waste    Packaging    Imp   Rapt   79-O7A  on    791219  fc  notict 
of   violation 

DAVIS, A  D        Region    3,     Chicago,    Fuel    Facility  t  Materials    Safety 
Branch        30/02/52        2p p 

— BOQ41Q0533  Notice    of    violation    from    insp    on  791219 

*      Region   3,     Chicago,     Office    of    the    Director         BO/02/23          lp 

— B00410052B   Haste    Packaging     Imp    Rept    79-07A    on   791219    Noncomp  Hance 
noted    failure    to    mark    package   as    radioactive    low  specific 
ac  tlvity 

POTTER.J  P   .    BROWN,  R    A        Region    3,    Chicago,    Fuel   Facility   S. 
Materials    Safety     Branch         80/02/22         3pp 

5004040160  Forwards    Waste    Packaging    Insp  Rept   79-07A   on    791219  Si 
notice    of   violation 

DAVIS, A  B        Region    3,     Chicago,    Fuel    Facility   b  Materials    Safety 
Branch         BO/O2/29         2p  p 


— B004040164  Notice  of  violation  from  insp  on  791S19 

*  Region  3,  Chicago.  Office  of  the  Direct  as-   BO/03/33 


lp 


— B004040171    Waste    Packaging    Insp   Rept   79-O7A   on  771219   Noncomp 1 ianco 
noted    cask    shipped    from   facility    not   marked    "Radioactive 
LSA,  "    as   required 

POTTER,  J  P    ,    BROUN,  R    A        Region   2,    Atlanta,    Fuel   Facility    t> 
Materials    Safety    Branch        BO/02/23        4pp 

B0040B013S  Foruardi   Uater    Packaging    Insp   Rapt  BO-01    on   800131-0201    No 
none amp  1  lance    noted 

STOHR.J  P        Region    2,     Atlanta,    Fuel    Facility   &  Materials    Safety 
Branch         BO/02/25         3p p 

— 8004QB0140   Waste    Packaging    Insp    ftept   BO-O1    on    B00131-OS01    No 
noncompl  lance    noted.    Major  jSrias    inspected    DOT  b  NRC 
requirements    including    shipping    paper,  DDT  placard,  radiation 
1  evels,  removab  le    contamination  b    labeling 

POTTER.J  P    ,    PEERYrH   14        Region   2,    Atlanta,    Fual   Facilitv   *• 
Materials   Safety    Branch        BO/02/21,       4pp 

B0040B014S  Forwards   Uaste    Packaging    Imp  Kept   BO -02 A  on   B00206-QB  Hn 
noncomp 1  lance   noted 

STQHR,  J,  P        Region    B,     Atlanta,    Fuel    Facility   &  Materials    Safety 
Branch        90/02/26         3pp 

--B0040B0147   Haste  Packaging    In»p   Rept   BO-OEft  on  B002Di-09   No 
noncomp 1 ianca   noted.  Major    areas    Inspected    DOT  b  NRC 
requirements    Including    shipping    paper   DDT  p laeardr radiat ion 
levels,  marking    b    la-baling. 

POTTER,  J  P   ,    BRDWN,  R    A        RBoian   2,    Atlanta,    Fuel   Facility   & 
Materials   Safety    Branch        BO/02/20        4pp 

B0041601&5  Forwards   Haste   Packaging    Insp   Rept  79-0&A  an   791126-B8 
No   nancomplianca   noted 

SMITH,  0  H        Region    I.     Philadelphia,    Fuel    Facllltg   (.  Materials    Safety 
Branch        80/03/2?        2pp 

—8004160172  Waste   Packaging    Insp   Rept   79-QAA  on  7*71126-23   Ha 
noncompllance    noted    Major    areas    inspected   radiation    lev*ls. 
shipping    paper   requirements,  removab  le   tontajninatlon    b 
labeling    requirements    for    packages 

POTTER,  J  P    ,    BROWN  •  R   A        Region    1.    Philadelphia,    Fuel    Facility    t> 
Materials   Safety    Branch        79/13/12        7pp 


B004070131    Forward*  uasta    packaging    Insp   Rept   79-0&A  on  791126-2B 
No   noncomp 1 iance   noted 

DAVIS.A  B        Region  3,    Chicago,    Fuel    Facility    &  Materials   Safety 
Branch        80/02/13        2pp 


B004210027  Foruiards   Wants   Packaging    Insp   Rept  79-07A  on   791212-13  No 
noncomp 1  lance   noted, 

SMITH,  0  H       Region    1,     Philadelphia,    Fuel    Facility    b  Materials    Safety 
Branch        BO/03/OS         In 


DOCKETED  ITEMS 


— 8004310034  Waits   Packaging    fep*    79-07A   on   791312-13  No   nortcompl iance 
noted    Major    areas    Inspectad    chipping    paper   t,   placarding 
reo.ii  irement-s,  radia  t  i  on    1  evels,  romov-ab  Is    contamination  & 
package   aiternal    feature    requirements 

POTTEfl.ul  P   ,    PEEHY.W  W    ,     WOaDRUFF.R    L        Region    1.    Philadelphia. 
Fuel   Facility    fr   Material*   Safety   Branch        8O/O1/1B       ?PP 

S0042100S9  Forwards   Uaice   Packaginj    Insp    Hep*    77-06A    on  791126-23  No 
none  amp  1 lance    noted 

SMITH, «    H         Region     I,     Philadelphia.    Fuel    Facility    i.   Material!    Safaty 
Branch        60/03/05         lp 


8004280230  Forward*   Waits   Packaging    Imp   Rapt   79-07A   on   791212-13 
HP   noncompl iance   noted 

SMITH,!}  H       Region    1,    Philadelphia,    Fugl    Facility    h  Materials   Safety. 
D ranch        BO/03 /OS        2pp 

--8004230383  Uaste  Packaging  Insp  Rept  79-07A  on  791212-13  No 
noncompl lance  noted  Major  areas  inspected  shipping  paper 
requirements,  DOT  placarding  requirements. radiation  levels 
ti  removable  contamination 

UDODRUFF.R    L    .     PEESY,  U    H    ,     POTTER,  I    P         Region    ti     Philadelphia, 
Office  of    the  Director         BO/tM/18        7pp 


--  -8004210033   Uaite    Packaging     Imp    Rept    79-Difl    on   791124-28    NP 
noncomp  I  iance    no  tad   Major   areas    impacted    shipping   paper   & 
placarding    rerju  iremen  ti.radiatlon    1  ovel»,  memor.»b  le 
contamination   &    package    External    feature    requir  f  mint  i 
POTTER,  0  P    ,     BROUH,n  A        Region    1,    Philadelphia,     Fuel    Facility    i, 
Material*    Safety    Branch        79/12/12        7p# 

6004210074  Forwards    Ha9tn    Packaging    Imp   Rept   79-07ft   on  771312-13  No 
noncompllance   noted 

SMITH'S  H        Region    1,    Philadelphia,    Fuel    Facility    !.  Materials   Safet 
Branch         BO/03/03         3pp 

--B004210076    Waste    Packaging     In*p    H*pt    79-07A    on    791212-13   Ho 
nnneomp  1  iance    noted    Major    areas    Insfiectid    shipping    paper   t 
p  lacard  i  rvj   FBD,U  i  Foments,  rad  lation    leve  1  s  ,  removable 
contamination    tc   package    external    feature   retirements 
POTTER.  0  P   ,    PEEHV.H   U   ,     HOODRUFf  ,  H   L        Region    1,    Philadelphia. 
Fuai   FatiUtij    tc  Materials    Safetaj    Branch        SO/G1/1B        7pp 


0004210079  Foruardl    Wa»6 
none  Qmpl  lance   noted 
SMITH.  0  H        Region    1.     Ph  ilad  ulphifl 
Branch        flO/03/Q9        2pp 


Packajino    In»p   Rapt   79-O7A   on   791213-13  No 

Fuel    Facility    S.  Materia  U  Sa-foty 


~-£)0042100S^  Waste    Packaging    Rt.pt   79-07A  on   791212-13  No  noncompl  lanes 
noted   Major   areas    Impacted    shipping    paper  i   placarding 
requirements  radiation    levelsi  reraovafi  IB    contamination  & 
packaging    eiternal    feature    requ  I  rementf 

POTTER.  J  P    ,     PERRVjM  W  ,    WOODRUFF,  R   L        Region    t,    Philadelphia, 
Fuel   Facility    tt  Materials    Safetg    Branch        80/01/18.       7pp 

B00421011S  Faruiards  Maite   Pactaglng    Insp    Rept   79-06ft  on   7911S6-2B  No 
none  omp  1  lanes   noted. 

SMITH'S  H        Region    1'    Philadelphia.    Fuel    Facility    S,  Material!  8af»t«j 
Branch        ao/03/OS        2pp 

—  a0042IOia»  Wan  to   Patkaatng    Tnip   R»pS  79-OM   on    791126-23  No 

noneomp  1  ianee    noted    Major    areai    inspected    i-hipplng   paper    b 
placarding    reitkilr*<ni-ntsir*diatlon    tevtli,  removable 
contamination   b   package    eiternal    Feature   requirements 
PDTTEfl,J  p   j     BHaWfJ.R   A        Region    1,     Pti  i  ladel  phi.,    Fuel  Facility    t, 
Materials   Safety    Branch         79/12/12        7p-n 

8004210334   Forwards  H*«te   Patkaglra    ln»p    Rept   79-07A   on  791212-13   No 
noticomp  1  iance    noted 

BMITH.O  H        Region    1.    Phi  lad  alph  li.    Fuel    Facility    b  HabeTlali  Safety 
Branch        QO/O3/03        2pp 

—  SOO4210339  Ha>te  PBcVagltis    Insp   Repb    79-07A   on   791212-13  No 

nonconp  Han-ce    noted    Major    areas    inspected:  ih  1  pp  ing    paper 
r«o.uir»mentt.  DDT   placarding   requirements  radiation    levels. 
retnovalilB   contamination   h   DOT/KftC   marking    t    labeling 
POTTER,  J  P.,    PSERY.H  W   .     WOODRUFF,  R   L        Region    1,    Philadelphia, 
Fuel    Facility    fc  Materials    Safety    Branch        BO/01/1B        7pp 

''004210343  Foriuartfs   Waste   Packaging    Imp    Rept  79-07A  on   791212-13   No 
oncoinp  1  lance   noted 

IITH.O  H       Region    1.    Philadelphia,    Foal    Facility   I.  Materia.li  Bafetu 
anch        BO/03/05        SPP 

04S1034S  Waiie    Packaging    Inap  Ript   79-07A  on    791213-13  No 
noncomp  1  lance    noted.  Major    areas    inspected;  shipping    paper 
requirtments.DOr   placarding,  radiation    levels,  removah  U 
contamination,  DOT  marking    &   labeling   &   external    feature* 
PUTTER,  J  p   ,    PEERV.W   H   ,    WaciDRUFF.R  L        Region  S,    Atlanta,    Fuel 
Facility    ti  Mafceriali    Safsty    Branch        60/01/18        7pp 

B004H20379  Foruardi    (Ja«t»   Packajlng    Imp   Rept   79-07A  No   nonecmp  1  lance 
notid 

SHITH'OH        Region    1,    Phi  ladDlphfai    Fuel    Facllltu    ic  Hittriali   Safetu 
Branch 


--80048204QB  Wa«te   Packaging    Imp    Rept   79-Q7A    on  79JBI2-13      No 
noncampllance    notad    Major    areas    inspei  ted-r»vieui    of   (hipping 
pa.ptrs,  radiation   eurvey    of    vihlc  Ies>  contamination    turve^i 
&  radiation    level    survey*    or    package! 

POTTER,  J,  P.  ,    PEERV.H  W  ,    WOODRUFF.  R   L        Region   2,    Atlanta,    Fuel 
Facility   Sc  Materials    Safety    Branch        00/01/lff        7pp 


QOQ4S80a97  Foruiardi    IE    Insp    Rept   50-293/79-23  b  Haste   Packaging    Insp 
RBpt    7-J-OBD    on    791237-SS,  800101   &   79121B,  respectively 
GRIER.B  H       Region    1,    Philadelphia,    Office   of    the   Director 
80/03/0&        2pp 

—  BOO 4 230310  Waste   Packaging    Imp   Rept   79-OBB  an  791218  Noncomp  1  lance 
noted    radiation    levels    in    eicesi    of    specified    limits 
BROWN,  R  ft.  ,    POTTER,  J  P         fteglon   1,    Philadelphia,    Office    of    the 
Director         79/12/21          3pp 

8004070410  Forwards   FR   notice    of   availability   of   applicant   OL 
application,  environ  assessment  b   opportunity    to   request 
hear  Ing 
DRAODNETTE.K  5        Uom  Level    Waite   Licensing   Branch        80/03/13        lp 

— B004070414   Notice    of   availability    of   applicant  OL  appl icatlon, environ 
assessment   &   opportunity    to  request   hearing 
DttAOONETTE.K  S        Lou  Levof    Uas'te  Licensing   Branch        80/03/13        3pp 

B001040014  Forward  a    corrected    Maste  Packaging    Insp   Rept  79-07A  Requests 
that   r<pt   tent    on  BOOSZZ   be    deitroyed 

DAVIS, A   B        Regian  3,    Chicago,    Fuel    FaclHty   b  Haterials   Safety 
Dranch        30/03/21         lp 

— 80040*0019  Forwards   corrected  Uaiti   Packaging    Insp    Rept  79-07 A, on 
791212-13  No   noncomplianca    noted 

DAVI8.A  B        Region  3,    Chicago.    Fuel   Facility   h  Material*   Safety 
Dnncti,       80/02/22         2pp 

—0004040023  Corrected    Waste   Packaging    Insp  Rept   79-07A  on  791212-13  No 
noncompllance   noted   Major    areas    inspected   shipping    peper   b 
placarding    requ  iremente-  red  iat  Ion    leve Is, removab !• 
contamination  t,   package    external    features 

POTTEW.J  P        Region  3,     Chicago,    Fuel   Facility   fc  Materials   Safety 
Branch        BO/Oa/SH        7pp. 

B0041O0140  Forward*   Waste    Packaginj    Insp   Rept  79-07A   on  791212-13,  No 
noncompliance    noted 

D  AVI  S,  A.  B        Region  3,    Chicago,    Fuel    Facility   S.  Materials  Safety 
branch       80/02/32,      Hpp 

—8004100408  Matte   Packaging    79 -07 A  on  80791212-13  Ho   noncoixplUnca 
noted   Major   areas    inspected   compliance   u/DOT  h  NRC 
regulatlont    Including    shipping   paoir  requirements,  radiation 
levels  S,  DDT   labeling 

POTTER, J  P        Regian  3,     Chicago,    Fuel   Facility   k  Materials   Safety 
Branch        BO/02/H2,       6pp 


DOCKET  27-043  RICHUAND,    VIA    .NUCLEAR  ENOINEERIMO  CO 

B004210015  Forward*  Waste   Packaging    Insp   Rapt  80- 0£   on  B0012B-0201   No 
nancompllance   noted, 

BHITH.O  H        Region    1,    Philadelphia,    Fuel  Facility    t,  Material!   Safity 
Branch        80/03/31,      2pp 

—9004210020  Ua«t»   Packaging    Insp    Rept   90-06  on   800128-0201    No 
noncampllance   noted   Major    areas    inspected' proper   vehicle 
placarding,  package    Integrity   It  package    labeling    b  marking 
BOOK,  H  E        Region    5,    San   Francisco,    Fuel  Facility   b  Haterials 
Safety   Branch,       CAIN,C    L        Region    4,    Dallas,    Office   of    the 
Director        80/02/27        App, 


DOMESTIC  LICENSING  OF  SOURCE  MATERIAL 

DOCKET  40-0213  B      F.    APPLIANCE,    LTD 


BO 033 1041 2  Dlicusse*    IE    Imp    of  License  STB -2 39  on   800124  fc  28  & 
forward*   notice   of   violation 

KEPPLER,  J  0       Region   3,     Chicago,    Office   at    the   Director        80/03/03, 
3pp 

— 8003310416  Notice    of   violation   from    Insp    on  800124  &  28  Noncomp llanc* 
noted,  survey    data  it   Info    obtained    during    1979  not 
available    for  review  Surveyi   performed    by   consultant   firm 
betuven  Aug   &  Oct    1979    not    documented   &  given    to    licensee 
*     Region  3,    Chicago,    Office  of  the  Director       SO/03/03       6pp. 


DOCKETED  ITEMS 


DOCKET    40-0361    KERR    MCKEE    CHEMICAL   CD 


B004100B48   Forwards    IE    Insp    Rept    -IO-021i/79-01    on    7912BO-800104 
No   noncomp 1  lance    noted 

KEPPLER.JG        Region   3.    Chicago,    Office    of    the    Director        80/02/13 
2pp 

~ 9004100551     IE    Insp    Rept    40-0216/79-01     on    791S20-0001Q4   No    noncomp 1 ianct 
noted   Major    areas    inspected    allegation!    that    unaurveyed, 
steel    beam   had    bean   removed    from    facility   i    installed    in 
residence    during    1976 

PAPERIELLOiC    .     NQvELIUS,C    E    ,     WEIL,  C    K         Region    3,     Chicago.     Office 
of    tha    Director         80/02/07         Iff 


B004220083  Requests    reconsideration    of   NRC   recommendation    for    contlnuid 
use   of   present    tailing*    pond   at   Jeffrey    Citu.,WY   Potential 
contamination   of   moving    underground   water    endangers    human   b 
animal    life 
BUN,H        Affiliation    Unfcnoun        BO/03/18        lp 

B0042103B7  Forwards   notice    of    intent    to   appeal    final    E1B    ro   operation 
of   Split  Rock    U  Mil  1 
EAST, D   J         Wyoming    Outdoor    Council         BO/03/31          lp 

— B0042103BB  Notice    of    Intent    to  appeal    final    EI8   re   operation   of    Split 
Rock  U  Hill 

BOQKEiB  L        Wyomlnu    Outdoor  Council        BQDKE,  B   L        Affiliation 
Unknown         BO/03/21  lp 


DOCKET    40-0299    UNION   CARBIDE    CORP 


B004240499    "Oootechnical    Invasti gat  1  on    of  Proposed    Evaporation  Pond, 
East   Gas   Hills, WV   for    Union   Carbide   Corp    " 
MURDPCKiL   T    ,     NEWTON,  S   M         Dames    S.    Moore         79/O9/10         7Bpp 

0004090347  Forwards   request    to   State    of   WY   Dept    of   Environ   Quality    for 
increase    in    reclamation    bond    for    projected    costs    of   beloiii 
grade    tailings    disposal    area   &   evaporation   pond    area 
WQNOi  T         Union    Carbide    Corp         80/03/12         3pp, 


8004110133  Summary    of    800311    meeting   u/ vend  or    in    Silver  Spring, MD    n 
review  of    updated    radiation    safety    program   Incorporating 
generic    changes    since    1976    license   revillon   d  environ 
monitoring    program    contained    in  FEB 
GARCIA, P   J        Uranium   Recovery   Licensing    Branch        00/O3/29        3pp 

B0042B0212  Report*    revlsiu  of   780923   b  79O719-2Q  repts    (.  enforcement 
records  No   noncompl lanes    found   &   no    license    revision* 
recommended 
HOOLSEY,R   T        Uran  1  urn   Recovery   Licensing   Branch        BO/03/HB        lp 


DOCKET   40-0672  NUCLEAR  METALS,     INC 


8004210029  Forwards    Waste    Packaging    Insp    Rept    79-Q6A    on   791126-2Q  No 
noncomp 1  lance   noted 

SMITH, 0  H        Region    1,    Philadelphia,    Fuel    Facility    &  Materials   Safety 
Branch        BO/03/03        lp 


DOCKET    40-1193    BABCOCK    fr   WILCOX 


8004160027  Notifies    that   Source   Matls   License    BMB-502    it    t«rmi  natetf 
Activities   authnriied    under    license  men    incorporated    Into 
Source    Matls    License    BNM-14S 
PAGE, R  0        Uranium    Fuel   Licensing    Branch        BO/03/27        lp 


— B004210033  Waste   Packaging    Insp    Repl    79-06A  on    791 136-3B  No 
noncomp 1 iance    noted   Major    areas    inspected    shipping    paper    b 
placard! ng    requirements, radiation    levels, me mar a b  IB 
contamination   d   package    eiternal    feature   reo.uiroments 
POTTER,  J   P    ,     DROWN,  R    A         Region    1,     Philadelphia-     Fuel    Facility    f. 
Materials    Safety    Branch         79/12/12        7pp 


DOCKET   40-1341    EDOEMDNT   URANIUM  MINE,    TVA  It  MINES   DEVELOPMENT,     INC, 

8004080207  Forwards   Revision  2   to   decommissioning    plan   environ   rtpt. 
Revision   replaces    existing   Section   4  4   r«   geology 
MILLS.L  M        Tennessee    valley   Authority        80/02/24        lp 


DOCKET    40-1162   WESTERN   NUCLEAR,     INC 


8004090064   Forwards      B00301    revised    renewal    application    for   Source 
Matls   License    SUA-56  U/o   end 
BOODENiO        Wastinghouse   EUctric    Corp        80/03/0*4         lp 

5004090250   Discusses    investigation    to    determine    if    radon   checks 
mentioned    In   enc 1    EPA   730103    Hr    uere    completed   Forwards    Jul 
1972    "Westarn  Nuclear   Nous,"    8002S6   article    from  Rlverton 
Rangar 

BOODENiO        Mestarn  Nuclear,     Inc       (subs      of   Phelps    Dodge   Corp    ) 
80/03/04        4pp 

6004090233  Forward t   600301    revised    renewal    application   far   Source   Matls 
License   SUA-96  W/o   and 

BDODEM.O        Western  Nuclear,     Inc       (subs      of   Phekps    Dodge   Corp    ) 
80/03/04         lp 

B004080606  Submits    justification    for    deviation    from   operational 
guidelines    re    use   of    plpa-tn-pipe    sys    as    discussed]   lu/NRC    on 
790924  &  27  Lists    disadvantages    of    *ys   ti   proposes 
alternative 

DOODEN'O        Western  Nuclear,     Inc      (subs      of   Phelpi    Dodge   Corp    ) 
80/03/07        3pp 

BOO 40 7 02 5?  Requests    that    rnvleiu   time    ba    set   aside    to   prepare    safety 
evaluation    for    proposed    tailings    dam  raise   at   U  mill    by 
800324  Safety    evaluation   must   be    completed    before    license 
can    be   renewed    Further    delays   will    mean   waited    tin* 
BCARANO.R.A        Uranium  Recovery   Licensing    Branch        BO/03/13        lp 

B0040B0607  Responds    to    concerns    in   800131,0214,15  &    IB   Itrs   re   renewal 
of   BpHt   Rock    mill    license   Reference    to    IOCFR2    206   in 
hearing    request   re   renewal    not   applicable  NRC    has    no 
direct   authority    over   mining    or    haulage   of    ort. 
LINEH/W,  J,J        Uranium  Recovery   Liconslng   Branch        80/03/19        3pp 

B004070424   Notifies    that    tran»mlttal    Itrs    for    distribution   of   0  mill 
FES   uiere   hand    carried    to   Document   Distribution    Svcs   Branch 
on   B00321    Total    of    192  FEB   mere   mailed    on  BOOS2B 
FIBHERi B        Uranium  Recovery    Licensing    Branch,       BO/03/17        lp 


— B00408Q210  Revision   S    to   dscotnmi "inning   plan    environ   rept,  replacing 
existing   Section   4.  4  re   geology 
*      Tennessee  Valley    Authority        BO/02/26        9pp 

8004020147  Requests    l*gal    opinion    for   U  mill    tailings    in    locltioni   auay 
from    licensed   (I  recovery    facility    tltei  Residents    of 
EdgemontiBD  mere    exposed    to    high    radiation    levtls  NRC   role 
in   control    of    offslte    tailings    is    in   queitlon 
DIRCKS.W  J        Office,    of   Nuclear  Material   Safety    d  Safeguards 
80/02/27         3pp 

B00402004B  Requests    info   re  acquisition   date    for   License    SUA-S16, 
whether    license   uai    transferred    from  Busi^uehanna   Western    or 
applied   for    separately   b  when    license    il   up    for  renewal    or 
eiplration   Discusses    requested    info  re    other   mills 
DUCKB,  N        Black   Hills    Alliance        80/03/09        lp, 

BOO 4 08023 B  Responds    to    Subcommittee    on  Nuclear  Regulation   Q00116 
inquiry   about  NRC    activities   re    health    (.   safety   of   resident* 
near    facility   Program    to    define    (.  remove   offsifce    tailings    In 
progress   No   agency    clearly   responsible    for   remedial    actions. 
AHEARNE.J  F       Commission       BO/03/13       2pp. 

— S0040B0300  Respond*    to   B00116    Inquiry   about   NRC  activities   re   health    !• 
safety    of   resident*   near    facility   Program   to    define   Si    remove 
affslte   tailing!    in    progress  No   agency    clearly   reipontibla 
for   remedial    actions 
AHEARNE,J  F        Commission        BO/03/13        2pp 

— B0040B030S  Re»pond»    to   800116   inquiry   about   NRC  activities   re   h«*lth    *• 
safety    of    residents    near    facility    Program   to    define   81   remove 
offsite    tailing*    In   progress  Nn    agency    clearly   responsible 
for  remedial    actions 
AHEARNE,J  F        Commission        80/03/13.       2pp 

—8004030307  Responds    to   Subcommittee    on   Nuclear    Regulation  B00116 
Inquiry    about   NRC    activities    r«    health  h   safety    of   residents 
near   facility   Program    to   define  t>  remove    offiite    tailings    in 
progress   No  agency    clearly   responsible    for   remedial    actions 
AHEARNErJ  F        Commission        SO/03/13        Epp 

— B0040S0314  Requests    Info   on  NRC    activities    re    nealth   h    safety    of 
residents   near    facility,  Also   requests   notification   of 
related   progress   V   problems, 

HART,0   ,    SIMPSON,  A,  K        Senate,     Environment  &  Public  MorVt. 
MCGPVERN-O        Senab*        BO/01/16        lp 


DOCKETED  ITEMS 


ao/04/0i    -  SO/04/30 
HDHTHLV    TITLE   LIST 
MUCLEflR    REGULATORS   COMMISSION 


004O7Q42B  Re-fpDndi    to    90020£i  requoit    for   clarification   ru    Info 
requested    bu    NRC    concerning    potential    For    groundua't  e  r 
contaminat (on   at    tailings    disposal    iite  Depth    to    unjoin ted 
uniuea  thered    leu    permeability    stia.le    should    be    determined 
MILLEfi, H   J         Uranium    Recovery    Licensing    Branch         00/03/17         4pp 

304-290070  Advise*    that    J  Jacobs    mil    re-spend    to    future   questions 
concerning    use    of    Bureau    af    Land    Mgt    admini  «teredl    lands 
n*ar    Eifgemont.  SD    far    U    tailing*    disposal    lite    Renueati    lead 
time    to   revieui   draft   E1S   re    decommissioning    plan 
*      In tenor, Dept    of.    Bureau    of   Land   Management        60/O3/17         Ip 

3042BOQ3&  Foruard-s    flevlsion    3    to    decommissioning    plan    environ    repti 
providing    pac lama t ion    info   t    specific    discussion   af    surface 
water    quality    impacts 
MILL5.L   M         Tennessee    Valley    Authority         BO/O3/23         lp 


—6004040453    Uafte   Packaging    Insp    Kept    79-04A   an    771126-23    Mo 
noncompl i ante    noted   Major    areas    inspected    shipping    paper    ti 
DOT  placarding    requ irementi-i radlat ion    levels    &   marking 
requirement! 

POTTER, J   P         Region    3.     Chicago,     Fuel    Facility    i    Materials    Safety 
Branch        EfiQWN,  R  A        Region   3,     Chicago,    Office    of    the    Director 
BO/02/13         flpp 

B0040202AB   Requests    enci    Eihibits    I-IV    6e    added    to    tnvestig.fl  t  i  vo    Rept 
•1O-306I/79-OI    Eihl&its    inadvei  tently    omitted    from    rep  t 
KEPPLER.J  G        Region  3,    Chicago,    Office   of    the   Director        BO/03/Qfl 
Ip 

— B00402Q273  Ac  k    receipt   of    791113    I  tr    re   transfer    of  matl    from   site   by 
M  Auer   Question    en*ts    about  accuracy    of    record    of    transfer 
HANSEL  L,  D         Illinois,     State    of         79/11/19         Ip 


-BQQ42BQ06Q   Facility     de c ommi nionlng    plan, environ    rept, Reviii on   3 
•       Tennessee    Valley    Authority         BO/03/29         12ipp 


1CKET    10-2061    WEST   -CHICAGO   FACILITY,     KERR-MCOEE   CORP 


I04O30303   Responds    to   FQIA  request    for    info   re    thorium  residuali    in 
Weit   Chicago. IL  Forwards    documents    listed    in   App   A 
FELTOH.J  M        Bivision   of    Rules    and    Records        30/03/27       2pp 

8004030330   "Craft    Environ   Assessment  re   Karr-McQee   Chemical    Corp   -    West 
Chicago    Chirac  tor i lat i on    of    Qeahyd rology   &   Subsurface 
Chemistry    " 
"      Arjonne   National    Laboratory         77/Q5/31 


— BOOW3Q274  Ducuisei   alpha    survey    of    homes    In   Uest    Chicago.  IL 
re    const  matl    from  Kerr-McOefl   site   AH    readings    were 
background    level 

BURGIN.R   E         Region    3,     Chicago,     Office    of    the    Director          79/12/06 
IP 

— B004030276  Testimony   re    use    of   mail    from  Herr- McQce    factory    site   to 
construct    residence    in   West   Chicago, IL 
AVER, A   A         Mike   Auer    Construe tirni   Co         79/12/30          Ip 

BOQ421G349  Submits    fcey   dates    in    schedule    for    response    to  comment*    from 
various  agenclei   re  West    Chicago    s tab i 1 i lation    plan      Vendor 
will    edit   response!    on  600409- 10,  complete    draft    u/edit 
change    on   000415   &    lubmlt    reviled    plan    by    000501 
DENNY, T   L        Kerr-McQee   Corp         90/03/17         lp 


04080158  Forward  *    trammi  tta  I     Itrs    to   distribution    Hit  tuhich 
accompani  od    decommissioning    I-    s  tabi!  iiation   plan   for    Wftt 
Chicago    facility 
SHELLEV,  U   J        Kerr~McO»e   Nuclear    Corp        79/03/17        3pp 


90043SO-066  Foruiards    IE    Info    Notice  BO- 1 4,    "Safety    Suggeations    From 
Employees    "   No   action    required 

KEPPLER.J   0         Region   3,     Chicago,     Office    of    the    Direitor         3O/04/04 
lp 


B0040-B01&G   Foruards    decommissioning    & 
Chicago    Facility    W/o    enci 
RICErO  B        Herr-McOee    Corp         7?/OB/15 


tab  lit  lat  ion    plan   for   Hesb 
ipp 


34030147  BuSraitE    response    to    stab  i  11  lation    plan    by   Korr-McGeo   Corp 
'or    decommit*  toning    Uest   Chicago    Facility    Prupoitd    detention 
j-Jiin  mumt    be    designed    in   accordance   u\  local    uiater 
irdinancei    fc   city    toil    «.   crnslon    control    ordinanre 
'OSTEn.J   D        Hast    Chicago,     IL        79/09/1?        2pp 


MOBOIBl    Confirms    V^llOl    taleon   re    notification    from  C  Wenk    that 
luntraus    matli    used    to    build    home    were    obtained    from 
[err-HcOea    factory    lite   A»questi    that  moasur  (menti    be    taken 

other   matli     located    &   Aicaiured 
WNSELL.D         Illinois,     atite    of         79/11/02        2pp 

14060092  Atfvite*    that    participation    Is   uelcama    In    79IS1G  meeting 

'/public    in   Wait   Chicago  High   School    re    stabilisation   plan 

or    de-commissioning    f  acil  i  ty 

ATALAND.O   R        Chicago,     Citu    of,     IL        79/12/09        Sff 

40H0177  Reqjesti    an  i  stance    in    selecting    remote    site    for  waste 
torajt    from  defunct   Kerr-McOee    factory    Sased    on   advice   from 
tat*    of    IL   QBQlcigical    Burvei/   re    ansite    burial    proolems,  c  i  ty 
•    seeking    -geologically    suitable    slto 
EHNELS,A  E        Chic»jo,     Ctty    o-f,     IL        30/01/07        2pp 

4040183  ftequ««ti  opportunity  to  ravieU  EIS  for  plan  to 
tcommi  *s£on  facility  Ejrty  input  from  EPA  could  reduce 
(lays  that  night  arise  at  later  date 

,  D   J,       Environmental    Protection   Agency        BO/O1/11        lp 


107O151    Advisee    that    per    791218   public    meetino    proposal,  interested 
irtiei    are    requested    to    iubmit   alternatives    to    proposed 
bilt*   bLrrial    of   defunct    Factory   uaite   p  »r    st«b  1  1  1  lati  on 
l*n    for    decodiiii  sslon  £no    site 

r  J,  L        KeiT-Mc#ee   Carp         BO/O1/14        3pp 


DOCKET   40-3259   PATHFINDER   MINES   COSP 


BOO 40202 91    Faruardi    radiation   surveys    for   detg-gamma    radon    daughters   t, 
contamlnatioi     levels   of   solvent   eitractlan    circuit 
NUOENT.E  L  '     Pathfinder   Mines  Corp        80/03/03        14pp 


DOCKET   10-2206    WEBTINOHnUSE    ELECTRIC    CO 


a0041i>0079    Dlicusses    IE    insp    of   License    40-S38b/BO-01     on    BOQ21 1    No 
noncompl lanca   noted  Major    areas    inspected    decontarai  nation   of 
drains   &  radiation  readings 

MCCLINTCCKpR   0       Region    1<    Philadelphia.    Office   of    the    Director 
BO/Q2/29        3pp 


DOCKET  40-3-1S3  ATLAS  MINERALS 


3004030035  Foruardi    "Effluent   Monitorinj  Hep t,  Jwl-Dec    1979 
longer    releases    liquid    effluent   to   unrestricted    areas 
EDWAflDS,  D  L        Atlas  Minerals        80/02/30        Ip, 


— BQ04060057    "Effluent   Mnnftorlng    RaptiJul-Dec    197? 
»      Atlai  Minerals        BO/OS/2B        ilpp 


B004220097  R.m/etts   amend    to   Llceni*  Condition   1A  t>   responds    to 
questioni    in   NRC   B00219   Itr   re   potential    flood    erosion    at 
mill    tailing"    dan  Amend   requires   strengthening    of   riprap 
near  Section   E   from  existing    4- Inch    thicknesf    to   meat    spec* 
SHANDY, C  T       AtUf   Minerals        80/03/13        opp 

8004390449  Forwards    "River  Water  fiampU  Analysis   Jul-Dac    1979," 
received  in/original   rept   transmitted  600328 
EDWARDS, D  L       Atlas  Minerals        BO/03/24        lp 


HBOO&l   Advises    of   present   facihitu    security    program  files*   Ouard   b 
ivaitlga tions   Svc,  Ire    pro/ides    24-h    coverage    &   regular 
it-iida    lns.pt   c-onductvd    of    perimeter    fen-ces    Signs   &    closures 
'•   made   &    identi  f  ic*  tflon    cards    used 
NNV.T.L,      K«rr-MeO«»  Corp       BO/Ol/aa       lp 

I04043Q  Foruards    Hast*   Packaging    Insp  Rept    7*?~O6A   on    79113&-sa 

noncomp llantt    noted 

iV38,A  B.       Region    3.     Chicago,    Fuel    Facility   Si  Material!   Safety 
aneh        SO/08/13        2pp 


—90041390452  "River  Water    Sample  Analysis   Jul-Dec    I97»   " 
*     Atlas  Minerals       a 0/03/24        ?pp 

800ia901iO  Forwards    consultant  repts    an   tailingi    retertior   sys    const 
Also   foruardi    list   of   specs    to   be    used    as   guideline    during 
imps  at  Shooterlng  Canijon    site 
SCARANO.R   A       Uranium  Recovery    Licensing   Branch        BQ/Ot/lfr,       lp 

— SOO4390MS  Summary   of  771004  meeting    u/United  Nuclear   Corp, Dame*   t. 
Moore  4  U9  Army   Corps    of   Engineers    in  Casper,  HY  re 
hydrologic  It  geotechnicat    engineering    considerations    In 
United  Nuclear   rapt    to  tie    submitted    late-Get    1977. 
KANE,  J  D,      Division   of  Site   Safety   t  Envtronmtntal    Analysis 
77/IO/13       3pp 


DOCKETED  ITEMS 


-0004290119   Forwards     input    to    SER    for    Morton    Ranch    U   mill    Proposed 
freeboard    for    ultimate    dam  not    conservative    Applicant    should 
be    informed    that   9    ft    of    freeboard    ui 1 1    be    required    in    event 
dam    i*    raised    to    ultimate    elevation   of    5,283   ft 
HULMAN.  L  G        Hydrology    Meteorology    Branch         79/O1/H         2pp 


-800407O099    Responds,    to   MfJC   600204    Itr   re    violations    nottd    in    IE 
Rept    30-00630/90-01,40-6329/80-01    i.    70-019O/SO-01 
Corrective   actions    separate    eating    space    provided    for    dept 
of    biology    fc   technicians    veinstructed    re    matJs    rule* 
NUEBSE,C    J        Catholic    Untv        BO/O2/SA         3pp 


•9004290121     Input    tn   SER    for    Morton    Ranch    U    mill    Proposed    freeboard     for 
ultimate    dam    not    conservative    Total    freeboard    of   9    ft    should 
be    provided 
*      Hydrology    Meteorology    Branch          79/01/1 1          4pp 


-8004070104    Forwards    IE    Insp    Fiepti    30-OOA3B/BO-01 ,  40-63H9/BO-OI 
70-0190/BO-01    on    9O0116  Si   notice    of    violation 

MCCLINTOCK,R   0        Region    1.    Philadelphia,     Office    of    the   Direct 
BO/O2/O4         3pp 


-9004290125   Supplements    790111     input    to   SER    re    proposed     freeboard    not 
being    conservative    Should    be    license   condition    to    insure 
that    applicant    does    not    initiate    tailings    storage    until    dam 
Is    ultimate    height    Nine-ft    freeboard    still    adequate 
HULMAN, L    0         Hydrology    Meteorology    Branch          79/09/10         2pp 


-B00407O107   Notice    at   violation    from    Insp    on    BOO116   Noncomp 1 iancl 
failure    to    in*truct    technicians   marking    in    lab    an    procedure* 
for    handling    radioactive    metis   Failur-a    to    wear    protective, 
gloves   &    havinj    Pood    in    restricted    area 
«      Region    1,    Philadelphia,    Office    of    the    Director         90/02/04 


DOCKET   4Q-<1492   FEDERAL    AMERICAN   PARTNERS    (M1NINO) 


0004070238  Comments    on    environ   rept    for    eipansion   of  U   mill    9pecio» 
lists   are    too    lengthy    considering    lack    of    impact*   Discussion 
of    grounrfuiater    connention    betuieen    Oas    Hills    area    &   Platte 
river    sijs    should    be    Included 
HALL.JD          Interior. Dept    of         00/02/25         Ip 

0004070181    Discusses    scoping    of    draft   EIS  on    Fed eral -American   Partners 
U  ml  1 1 .  supp  lamenting    comment:!    transmitted    previous   wk    Urges 
NF1C    to   consider    belt    filtration    or    other    techniques    For 
producing    dry    tailings,  If    seepage    to    grounduater    identified 
DANIELEON.L   J        National    Wildlife    Federation        80/02/SB        2pp 


DOCKET    40-66ZH   PATHFINDER   MINES   CORP 

6Q04E90444  Forward*    in-vivo    info    for    inclusion    In    data    b**e    for    U 
milling    facilities 
HENDERSON,  D   M        Pathfinder   Minns   Corp         QO/Q3/23         I4pp 


DOCKET  40-6659  PETROTQMtCS   CO   ,    QETTY   OIL 


9004070114  Forwards    revised    ropts    ihoyirg    roteae.*    amount*    per    ttac 
sampllnij    test   at   facility    from  Aug-Oct    197B    Si   Hay;    1977 
PFAFT,  S   J        Oetty    Oil    Co    ,    Petrotomics    Co      Div         0O/Q2/30         Ip 


SO 040 200 53   Submits    addl    comments    on    scoping    of   DEB    for   relicenilng    of 
facility   NRC    should    obtain    info    from   biologists   w/knouledgo 
of    local    conditions    before    drawing    conclusion*    re  migration 
patterns    of    deer   t>   antelope    in    area 
DANIELSON.t   J        National    Wildlife    Federation        80/O3/O?        2pp 


-800407O13S  Submits    li*t    at    particulato    In    tort    of    stacli    oases    r  = 
into   unrestricted    areas. including    U.  Ra-226,  Th-230    I.   Rn-222 
No   radlonuclide    lia"id    effluent*    rilc'ted    to    unrB* trie  ted 
anas    during    sii   months    prior    to   B001O1, 
PFAFF.S  J        Ootty    Oil    Co    ,    PetrotomU*    Co      Div        DO/OS/SO         Ip 


8004300043  Ack    receipt    of    B00301    &    791113   Itrs    Informing    NRC    of    i 
taken    to   correct   violation*    noted    in    IE    Insp    Rept   10-4492/ 
79-03 

BROUN,0,D.       Region   4.     Dallas,    Fuel    facility    &  {Materials   Safety 
Branch         80/03/Hl          Ip 


-80040701S9  Submits    li»t    of    particulate    in    form   of    itacl    gate*   rs 

into    unrestricted    areae,  Inc lud ing    Ur RJI-22A,  Th-230  4<   Ftn-222 
No  radonucllde    Liquid    affluent*   r>lea*'<l    to    utirnitrlc ttd 
areas    during    six    months    prior    to    740101 
PFAFFrfl   J        Ootty    Oil    Co    ,    Petrotomics    CD      Dlv,       DO/OB/33         Ip 


-8004300053    Responds    to    NRG    800330    1  tr    ui/add  1     info    re    violations    noted 
in    IE    Insp   Hept    40-4493/79-03  Mlcrograms    per    liter    should 
be    substituted    far   ml  1 1 iroentgens    in  Sub    1    of   vendor    791113 
Itr 
WRIOHTiK   H        Federal    American   Partnen        BO/O3/01         Jp 


-B00407O16-1   Submits    list    nf    particulata    In    form    o*    «t*ck    ga»«*    re 
Into    unrettrlcted    areas,  inc  lud  Ing    U,  <la-22A,  Th-H30   b   Rn-222 
No   radlanuclide    liquid    affluent*   relaaied    to    tinres  trie  tad 
*re»i    during    six    monthe    prior    to   790701 
PFAFF.8   J        Oetty    Oil    CD    ,    I'etrotomlcs    Co      BlV         E3O/O2/22         Ip 


-8004300059  Ac k    receipt    of    791113    Itr    Informing    NRC    of    iteps    taken    to 
correct    violations    noted    In    IE    Insp    Kept    <VO-4492/79-G3 
Requests   addl    info    per    000215    telcon   re    Item   3  controls 
DROWN- 0   D        Region    4,    Dallas.     Fuel    Facility    &  (later  la  Is   Safety 
Branch        80/02/20        Ip 


-Q004070169  Submit*    list    nP   particulate    in    form    of    *t*ck    g*s*s    re 
Into    unrestricted    «rea*.    Including    U.  Ru-SSS,  Th-230   &    Rn-33E 
No   radlonucllde    liquid    affluent    relnisd    to    unrestricted 
areas    during    six    months    prior    to   7B070I 
PFAFF,  8   J        Getty    Oi  1    Co   .    Pttrotonlcl    Co,      [>lv.       00/02/23.       Ip 


-B004300065  Respond*    to    NRC    791016    Itr    re    violations    noted    In    IE    Insp 
Rept   40-1493/79-03  Corrective    action*   *igns    have   bean 
postodi  bioassay    programs    strengthened   &  repts   uitll    be>    sent 
by    cloving    date 
WRIOHT.K  H        Federal    American   Partner!        79/11/13        3pp 


00042901 1O  Forward!    consultant    repts    on    tailing!    retention    sue    can 
Also    fDruards    list    of    specs    to    be   used    a-i    guidellni    during 
intpi    at  Shootering    Canaan   site 

A,       Uranium   Rocover^   Licen*ing    Branch         BO/O4/16         la 


-S00430006Q   Forwards    IE    Insp    Rept    40-4492/79-03,  on   770637-28  t,  notico 
of   violation 

BROUN,  0,  D        Region   4,     Dallas.    Fuel    Facility   >•  Materials    Safety 
Branch        79/1O/16        3pp 

-3004300075   Notice    of   violation    from   irisp    on    79Oi27-28 

*      Region   4,    Dallas,    Office    of    the    Director        79/10/11         Ip 

-H004300081    IE    Insp   Rept   40-4-19a/7'?-03  on   79O6S7-2B,  None  omp  1  lanes    noted 
failure    to    post   radiation   area    signs, to    implement   bioassay 
program  t    to    submit    effluent   rept   on    time 

BROWN, Q   D        Region   4,     Dallas.    Fuel    Facility    k  Materials    Safety 
Branch        CAIN. C   L   ,    HARRISON, H  C        Region    4,     Dallas,     Dfflci    of    the 
Director        79/10/11         lOpp 


DOCKET   40-6329   CATHOLIC    UNIV      OF   AMERICA 


BOO4070089  Ack    receipt   of   800S2&    Itr    informing    NRC   of    iteps    taken    to 
correct   violations    noted    in    IE    Insp    Rept*   30-0063B/SO-01, 
40-6339/BO-01    &  70-0190/BO-OI 

MCCLINTQCK.R    D         Region    1,     Philadelphia,     Office    of    the     Director 
BO/03/Q4          Ip, 


DOCKET  40-7127   TOLEDO,  UNIV      OF 


0004020477  Forwards    notice    of    violation    from    IE    tnip    o*    Llcen*as 
34-10347-Oi,  BUD-BIS   &  9NK-9IB  on   S00219-20 

DAVI9,  A   D        Region    3.    Chicago,    Fuel    Facility    k   Materials    Safety 
Branch,       80/O3/24        2pp 

— SOD4020482  Notice    of    violation   from    Insp    on   aoO31191-ao,  Noncompl  lal 
noted    food    consumed    In   room  b   itared    In    rafr lfl»rator    uu/ 
radioactive    isotopes,  no    neutron   survey   mebar    av*llB<bl0    for 
monitoring    &  no    leak    test    records    available)    for    1V7B 
*     Region   3,    Chicago.    Office   of    the    Director         00/03/34         If 


DOCKET  40-7982  HONEYWELL,     INC 


B0042200AS  Forward*    IE    Info    Notice   BQ-14.     "B*Ptt<t    Btipga* tlont   From 
Employees    "    Mo  action   renuired. 

KEPPLER.J  0        Rtglon   3,    Chicago,    Office    of    the    Diroctor, 
IP 


DOCKETED  ITEMS 


DOCKET   40-8027   KERH-HCOEE   COUP 


BOQ407035&   Requests    add!    info    in    response    tp    vendor   BQ0129   application 
for    17BO    fertilizer    tost    program  Mat]    balance   &   floui 
diagram    for   raff  (.note    treatment    sys    starting    ui/raf  f  mate 
from  U  purification    circuit- is    needed 
NIXOM,  W.  A        Uranium  Fuel   Licensing    Branch        HQ/03/13       2pp 


DOCKET   40-8OM  EXXOW  MINERALS  CO      USA.    EXXON    CORP 


6004080198  Submtti    1979    fourth    quarter   rept   for   U  solution   mine   pilot 
operations    Restoration   opo  rat  ions   at    original    pilot    continue 
to    bs   primary,   aoui-ce    of    fluids    from  solution   mining    activity 
to    tailing!    pond    Sample   analysis    rosults   t,   plan  maps    end 
TRU8BELL.H  H        Enon  Minerals   Co   ,    U5A        80/03/25        Iftpp 


DOCKET    40-H102   EXXOM  MINERALS    CO      UBA,     EXXON   CORP 


6004070134   Forwards    rBspanie    to    8QOEQ4   questions    re   License    SUA-1139 
Encl    Figuns    1-4    placed    In  Central    Files 
ORTLQFF.Q   D        Euon  Minerals    Co    ,    USA        90/02/28        lOpp 

8004290403  Responds    to   recent  NRC   raqu*ot    tar-    correspondence    re  renewal 
of   License  eUrt-1137  W/o    gncl 
ORTLOFF,0   D        El  ion  Minerals   Co    ,    USA        60/03/27        Ip 


— H0041003&3    "Lang    Greet    Drainage   After    Reclamation    Plan    View    " 
«      Rockv   Mountain   Energy    Co         80/02/28         Ip 

— 800410024*    "North    Area    After    Reclamation    "    Figure    1-2 
B      Rocku   Mountain   Energig    Co         7B/OB/S5         Ip 

—5004100273   "Probable    Mai    Flood. Flood   Plain    at    H-3   Pit    " 

•  RDCVU   Mountain   Energy    Co         80/02/2S         Ip 

— 8004100276   "Cross  Sections    for   Daterminat ion  of  Probable   Mai    Flood, 
Flood    Plain    " 

*  flocky   Mountain   Energy    Co         SO/02/26         Ip 

B004070249  Recommends    issuance    of    Amend    ft    to    Source    Hatl    License 
SUA-i3!0,authoriiing   mod    of    submittal    dates    for  griulg 
operation    sampling   i  background   radioactivity    study 
Submittal    date   chanoed    from  SC0201    to    900501 
OARCIAiP  J  ,    LINEMAN,  J  J        Uranium  Recovory   Licensing    Branch 
BO/03/17         Ip 

6004070*12   Advitea    of   Amend    4    to  License    6UA-1310   authorlilno    change; 

in    itibmittal    dates    for    gruily  operation   sampling    data   & 
background   radioactivity    study 

SCARANO.FI    A        Uranium   Recovery  Licenilrig    Branch         80/03/17         3pp 


DOCKET   40-8503    IRIOARAV   MINE.     WYOMING   MINING    CQJiP 


8004290524  Forwards    application    submitted    tn   State   of   UY  Dcpt    of 
Environ   Quality    *OT    amend    to   allow    cammjrcial    icale 
solution  minltii)    operation   U/o    end, 
fflRTLOFFUS   D        Enon   Minerals   Co    ,    USA       BO/03/27        Ip 


B0010201AO   Summary    of   H00121    meeting    w/vendor    In    Silver    SprlngiMD    ra 
re-sponsei    to  NRC    questions   &   clarifications    cnniBrnlng   amnnd 
application    to    Increase    plant    flow    rate    capacity    from   800    to 
2,000  gpm 
COaPERSTElNpR         Uranium   Recoveru   Licensing    Bvanuh         80/02 /OS         2pp 


DOCKET   40-0133      3M  CO   .MINNESOTA   MIHIHS  &  HFO   CO 


800^040095   FOPwardi    IE    Imp   Rspt   90-01    of   Llcenies  S2-OOD57-06  !. 
STB-1121?  Mo  nomcompl  lance   noted 

DAVIS, A  3        Rvgion   3.    Chicago,     Fuel   Facility    i.  Materials  Hafetg 
Branch        BO/OH/-0-7        £pp 

--H004040102    IE   Imp    R«pt  80-01    of    License*    3H-OOOB7-06  fc  8TB-1129  on 
S00100-11    No   no.neomji  1  lance    noted   Major   areas    inipectgd 
ltceni*«    action   at    pravioutly    idontifint  enforcement 
mat  teri4  raitlat  Ian   prc-t>ctlon    procedur tir  *udi  t*  &  equipment 
P*\PERIELtO,C,  J,  ,     DICEY,  B    B    ,     OD£RO,  C.  T        Region  3.    Chicago.     Offici 
at    the   Director        BO/01/30         12pp 


DOCKET  40-3304  MYOMIMO  MINEflflL  CORP 


BO  0*200233  Amend    to    B002O&  rctieual    application    far   Llonie  GUA- 1 204 
Condition  8    li    amended    by    striking   Mall, ADiDeueij   i.  Bell 
Claffflt   Gdnifltion*    add*d    re   reiteration   of    grountfuater 
qiralitv    in   jqirlftj-i   (4  completion   of    ammonia    ituditi 
6CHENDEL,  K  R        Uuomlng   Mineral    Carp        HO/03/ IB        Sfp 


DOCKET  40-9330  ROCKY  MOUNTAIN  ENEROV  CO 


BQQ4Q70lBt>  Hotlfl*«    *h«fc    itatrn  enuineen    permit   not  neceiiaru    for  new 
•vjporetlon  rxtrvolr    Ltr    to  b*    tent    to   Rocki;   Mountain 
En  tray  Cn    requ«ibing    termination   of  LE31 ,  whi-ch   authorlied 
bori-Nole    mining    project 
HOflftOW.D.       Wgomino,    State   of        BO/OS/23        Ip 


B004O70235  Reiponds    to  300201    request    for    copy    of   vendor   response    to 
NRC    791220    Itr    re   2,000    gpm   amend    request    Copy    pf    vendor 
rosponie  uas   hand-delivered    to   U"  Deat    of   Environ   Qualitg    on 
800205  Addl   copv   ^ill    be    Bent    as    a  a  on  as    possible 
WICHEB8,  DL        Uyoming   Mineral    Corp        BO/Oa/14        Ip 

B004O70244  Notifies    that  WV  Mineral   Corp.UV  Permit   473   flllouji   ma  i    flo 
rate  capacltij    for    Irigaray    Plant   of    1600   gpm   in   response    to 
79123B   request    If   vendor  wished    to    Increase    capacl ty. Itr    of 
request   will    be   submitted 
UICHERS.DL        lluomlng   Mineral    Corp        (JO/02/ H        Ip, 

B004070196  Confirms   B002I2   telcon   re   startup    of   i|ellouicake    dry-pack/ 
calciner   operation   per  License   SU-1341    NfiC    given  required 
mln    of   10  dags   advance   notification    on    7TO719 
MICHERS,!)  u       Myopiiing   Mineral    Corp  ,     BO/02/30        Ip 

80040fl0227  Bummarlies   B0021B  meeting   re   restoration    of    alternate 
lliivlant  uiel  1  f ic Ids,  sha  1  lou    lone   excursion   &  futurn   mine 
plans  Map   b  agenda   end 

HOHNEjF  C       HestinghDuse    Electric    Corp    .    Wyoming  Mineral    Corp 
BO/O2/22        4pp 

6004040321  Fc-rwardt   grounduntnr    restoration   plan    for   Alternate 
Lliiviant  Mellfield   E 

FORDiW  H       Uestinghouse  Electric   Corp    ,     Ugomlng    Mineral    Carp 
90/02/23        12pp 

9004030104  Respond!    to  BOQ12B    Itr   re    transfer    of    surface   uiaitei    from 
solution  mining    operations    to  mill    tailings    area   View  re 
appllcabilitu.    of    10CFFI40   26    Is    correct 

A        Uranium  Racovarg    Licensing   Branch        BO/02/2B        Ip 


3Q040&0203   Forward t   corrtcpnndence   u/ftite   of  MY,  including  uatir   sample 
raiul  ts>  notlcai    erf   violation  b   retpansci,  for  NRC    files 
NEUffftNN.M   R        RocVu   Mountain  Ennrgg   Co.      BO/02/27       SSpp 

8004250023  Forward*   uat«r    sample    rtiulti    for    BQ022i  t<  0304   iflmpUngi 
Inclutfei   valuei    for   arsinle,  selenium  I-  U   for   BOO  SO  4 
NEUMANN, M   R        Rocky   Mountain  Energy   Co,       GO/03/11        3pp 


DOCKET   40-8452  BEAR   CREEK   URANIUM  CO 


0004020193  Requests  meeting   ui/NRC    on  800312   to    diccuts    cleanup    of 
ihallou    tone   eicurs loni  groundua ter   restoration   of    first 
uel  IPleldi  conversion   of   plant    to  alternate    lidvUnt    & 
detailed    aniuers    to   queitlons    of   concern 
FORDiU  H       Ugomina  Mineral    Corp        GO/03/04        Ip 

0004080219  Forwards   WY  Hinoral    Corp   900227    itr    forwarding    comment*    re 
Btate   of   WY    insp    repts    for    facility  Soil    erosion   plan   has 
bee-n    developed.  Review  of   uiel  1    field   roadurag    iyt    in   progress 
UICHEnSiB  L       W»itinghouse   Electric   Corp    .    Wyoming   Mineral    Corp 
80/03/04        Spp 


600410024?  Foruardi    Drawing    I-a   to  be    included    in  App    I   &  revised 
Drawing    174-0(-C~0?4   to    b*    Included    in  App    H, omitted    from 
900130   taillnof  mat    plan.  Encl   Draulngi    174-PF-D-76  & 
174-PF-D-77  u/p*visloni    tuperside    thos«    In  rtpp    H 
HERBLOFF.L.W       Rackg   Mountain  Enersg   Co        BO/oa/S6        IBpp, 

--8004100237   "L»tiB   Cr«elr   Drainage   After  Reclarration  Hater-  Surface 
Prof  iUi,  " 
it      Rocky   Mountain  Enn-gg   Ca-        80/02/28        Ip 


8004090070  Forbwrds   Q00306    Itr    to    State   of  WY  u/ueeklu    water   quality 
reiults    for    ihallou  monitor   4  thai  low  research  us  11s    from 
samples   takan  600213,19  k  2&  Pleiometrlc    contour  mape    ti 
artvntc   If  selenium  asiag    valves    from  BOOS  13  also   enc  1 
MICHERQiD  L       W*« t inshoui »   Electric   Corp    >    Wyoming   Mineral    Corp 
BO/03/06        I2pp 

000409033)   Forward*    thalloui    lone    clianup    plan,  in   support    of   790627 
application    to  amand   License    SUA-1341 
FORD^W  H       Wgoming   Mineral    Corp        BO/03/07        llpp 


DOCKETED  ITEMS 


B0042200BS    Responds    to    800214    meeting    request    for    clarification    of 
Condition    11    of   License   SUA-1341    Condition    11    interpreted    to 
refer    to    production    flotu   rates    from  mining    activities    t   not 
restoration    flou  rates    from   cleanup 
FORD.W   H         Wyoming    Mineral    Corp          BO/O3/IO         Ip 

SQQ424019B   Forwards    repti     "Grounduiator    ReBtoration    Plan    for 
Production    Wellfleld    Ai  "    provided    in   accordance   LJ/NUflEO- 
0431    Requests    author  i  lat  ion    to    implement    plan 
FQF1D.U  H        Wyoming    Mineral    Corp        90/03/10        2pp 

— S004240209    "Qrounrfuiater   Restoration   Plan    for   Production   Wellfield    A    " 
*      Uyominfl   Mineral    Corp        80/O3/10        12pp 

B004H016B  Summary    of   SO0307   meeting    w/LJV  Mineral    Corp    in   Silver 
SpringiMD   re    status    of    ongoing    lliiviant    excursion    into 
4 ha II om  aquifer    from    current    operations   &    licensee 
responses    to    questions    re   amend    application 
CQQPERSTEIN.R        Uranium   Recovery    Licensing    Branch        BO/03/14         3pp 

BOO4Q703B7   Approve!    imp  lementot  ion    of   800225   grounduater    restoration 
of    alternate     litfvlant    uiell     field    E    plan   Requests    monthly 
progress    Itr    be    submitted    re    developments   fr   passible 
c hanges 
LltVEHAN.J  J        Uranium  fiecoverij   Licensing    Branch        80/03 /IB        Ip 

0004220076  Advises    of    intent    to    conduct   radon    emissions    study    of 
alternate    ll»iviant   process    to    obtain    estimate    of   radon 
emissions    associated   u/grounduiater    cleanup   activities    at 
Alternate   Uiivtant   E  Wellfield 
FORD,  W  HL       Wyoming    Mineral    Corp        BO/03/W        Ip 

BOQ4290075  Advises    that   WY   Land   Quality    Div   presently   considers    Bhallou 
lone    eicursion    uncontrolled   SM-4    in   Field   F   has    been  above 
upper    control    limit    for    chloride   fc   conductivity    for    tiuo 
consecutive    samp les 
MORRPW,  D        Wyoming,    State    of        80/03/21         Ip 

8004210413  Forwards   900339    Itr    to   State    of   UV    including   weekly   uater 
quality    results    for    shallow  monitor   b   shallou  research   (noils 
for   S00307, 11    fe  21    Shallou  monitor   mall    8M-4   exceeded    upper 
control    limits    for    chloride    for    tuo    consecutive    samples 
WICHERB, D  L        Wyoming   Mineral    Corp        90/03/26        iOpp 


DOCKET    40-B5B4    UNION   7&   MINERALS   EXPLORATION   CO 


0004070362  Submits    info    re    composition    of   matl    underlying    tailings, 
cells    in   response    tn   NRC    request    Subsurface    strata    is   mostly 
poorly   cemented    artiste    sandstone    u/lnterbedded    layers    of 
harder    slltstone   Cites    reference    luorts    documenting    info 
ACOSTA.A  P        Union   76   Minerals    Exploration  Co        SO/02/E6        Ip 


DOCKET   40-S602   UNITED  NUCLEAR   CORP 


— B00429004-!   Amend    to   License   SUA-1371    Amend    1    authoriies    const    of 
embankment   for    balling*    impoonrfmen t 
8CARANQ,R   A        Uran i um  ffecnvory   Licensing    Branch        79/09/28        Spp 

B004300106   Requc-ats     thai!    IE    inspect    foundation    sicavatio-ns    for     tailings 
pond   embankment    t    evaporation    pond   at  Morton    Ranch   ti 
tailings    pond    e/mb-atikme'nt    at   Shootering   Canyon  Summary    of 
speci    enc I 
SCARANOiR   A        Uranium    Recovery    Lie  ens  in)    Branch        £30X04/02        Spp 

8004270110  Forward t    consultant   repti    on   tailing!   retention    iys    const 
Also   forwards    list    of    specs    to    be    used   ai    guideline    during 
insps  at   Ehootertng    Canyon   site 
SCARANOi  R   A        Uranium   .Recovery    Licencing   Branch        BQ/04/lfi        l|i 

— 8004290115  Summary    of    771004  meeting    ui/United   Nuclear    Corp.  Damn    Si 
Moore  &  US  Army    Corps    of  Engineers    in   Caspar*  WY   re 
hydrologic    tt    geotechnical    engineering    considerations    In 
United   Nuclear    rept    to    be   submitted    late-Qct    1977 
KANE,  J  D        Division    of   Site   Safety    if  Environment*  1    Analyili 
77/10/13        3pp 

— 6004290119  Forwards     input    to  SER    for    Morton  Ranch    U  mill   Proposed 
freeboard    fur    ultimate   dam  not    conservative   Applicant    ihould 
be    informed    that    9    ft   of    Freeboard    will    be    required    In    event 
dam    is    raised    to    ultimate   elevation    of  5,202   ft 
HULMAN.L  0        Hydrology   Meteorology    Branch         79/O1/11         2pp 

— 0004290131    Input    to    SER    for   Morton  Ranch   U  mi  1 1   Propo»»d    freeboard    far 
ultimate   dam   not    conservative    Total    freebo'rd    of    9   ft    should 
be    provided 
*     Hydrology    Meteor o log u    Branch        79/01/11        4pp 

— B004290125  Supplements    790111    input    to  SER    ro    proposed    fr>«boarri    not 
being    conservative    Should    be    license   condition    to  aiiure 
that   applicant    does    not    initiate    tailing!    storage    until    dam 
is   ultimate   height    Nine-ft   freeboard   still    adequate 
HULMAN.L   Q         Hydrology    Metenrology    Branch         79/OS/10         2pp 


DOCKET  40-B647   KERR-MCOEE   CORP 


000^070361    Responds    to    SO0317    Inquiry    re   current    status    of   mineral 
development   project    Vendor    ii   conducting   mining    operation* 
at   several    location's    uiithin   permit   ared  1  has    applied    for 
milling    license    Map    a?    proposed    ion   eicnange    Facility    tncl 
WiO       Uranium  necoverij    Licensing    Branch        SO/03/13        3pp 


DOCKET  40-B67S  ENERGY   FUELS  NUCLEAR,     INC 


B0040201S1   Foriiiard-s    rept    on   decommissioning   program   for   Kanksvllle   Qrt 
Quying   Station 
OLA9IER-0  E        Affiliation  Unknown        80/03/03        6pp 


S0042SQ423  Forwards   repts   ti   drauingi    prepared    by   CO  Btate   Unlv   of    U 
Ml  1 1    project 

nosBBACH.L        Uranium  Recovery    Licensing    Branch        FIN  H-A436-"? 
79/08/19         Ip 

— GOQ42B0433  Summary    of    790226   site    visit    to   asecss    diversion    dltcti 
design   fr    total    drainage    area    of    U   operation   A&gesimont   rept 
•  nil 
BIMMONB.D   B    .    FlUH-HINOiL        Colorado  State  Unlv        79/03/SS        llfip 

— B004SB0427    "AssBssment    of    Diversion   Ditch   Design   at  Morton  Ranch    U 
Mlll.HY    " 

SIMMONS,  D  B    ,    RUH-MINO, L        Colorado   Btate   Univ        FIN  B-643i-9 
79/03/31         57pp 

8004070342  Notifies    that    foundation    eicavation    for    efflutnt    BVaporBtion 
pond   (t   embankment    is   nearing    completion  h   that    placement   of 
embankment    fill    mill    commence, weather    permittingj on   or   after 
S004 1 4 
WOLFF.C   E        United  Nuclear    Corp        00/02/29        Ip 

0004290036  Requests    that    IE    conduct    insp    of    foundation   excavations    for 
tailings    embankment  %   evaporation    pond   at   Morton   Ranch   mill 
tailings    pond    embankment    at  Shootevlng   Canyon   mill. Morton 
Ranch    1  icense    enc 1 
BCARANO,  R   A        Uranium  Recovery   Licensing    Branch.       SO/04/02        Ip 

— 8004290041    License    for   United   Nuclaar   Corp    for    possession    oP    b«pfoduct 
matl    in    form   of   U  waste    tailings    generated    by   mining 
operations    authorized    under   License   SUA-1336 
BCARANQ.R   A        Uranium  Recovery   Licensing    Branch        79/OB/10        7pp 


DOCKET   40-86BI    ENERGY  FUCLS  NUCLEAR.     INC 


S0040204S7  Forwards    D'Appalonia   B00214  rept   re   methoai   of    calculating 
reclamation   costs    far    Whit*  Kesa    tailings   disposal    area, 
Discusses   reclamation    &    decammlBiionlng   costs   Requests    that 
NRC   review   estimates,    &    concur   ui/requlrid    surety 
QALBIER.O  E        Enersg    Fuels   Nuclear,     Inc        BO/02/ IB        7pp 

B004SS0417  Requests    that    i£  conduct    const   imp    of    taltlngm    lmpoundn«nt 
by   B0041B 
SCA8ANO.fi   A        Uranium   Roeovery   Licensing   Branch        BO/03/31        Spp 

— 8004BB0418  Amend    1    to    License  BUA-135B   luthorHlng    -first    stage    of    con*t 
of   embankment!    t*    liner    *us    of    tailing*   retention   sys, 
BCAFtANO'R  A        Uranium    Recovery    Licenilng   Branch        79/10/12        4pp 

— B0042B0420  Bummaru    of    791109  site    visit   tn    inspect   conit    of 
embantmentf    on    Cells    1,2  ft  3  d   dally    records    of   density    & 
uiater   content    teit«    Energy   Fuels   Nuclear   791O22  m*mo 
documenting   791018    ilte   visit    encl 
NEL80N,J  D        Colorado    Btate  Unlv        79/11/12        13pp 

B0043000B7  Dlscussx    performance   of   archaeological    excavation*   & 
analyses.  Buggasti    revleu   of    research    proposals    of 
prospective   consultant*    to   ensure/    that   ancillary    studlr*    are 
conducted. 
HAD9EN.D  B        Utah,     State    of,       BO/04/07        3pf 

8004270110  Forward*    consultant  roots  on   t*Illnos   retention   t«»  con*t 
Al*o    forwards    list    of    tpecs    to   bit    used    as    guideline    during 
Inops   at  Shooter  ing    Canyon   site 
BCARANO.fl   A        Uranium    Recovery   Licensing    Branch        80/04/16        Ip 


DOCKETED  ITEMS 


DOCKET    4Q-B&9B    PLATEAU   RESOURCES,     LTD 


9004260064  Confirms    3Q031B   telcort   re    key    trencfi    irup   Key    tr-ench 
Bjpectad    to    da   ready    for    >n«p    during    first   half    of   Apr    19GO 
Backfilling    of    downstream  shell    foundation  will    begin    upon 
approval    of   Wnoduard-C  1  yde    Consultants   r-gpt 
NEWMAN,P    B          Plateau    Resources,     Ltd         BO/O3/18         Ip 

0004290036  Requests    that    IE   conduct    imp   of    foundation    eicavat  i  c-ns   for 
tailings    embankment    ti   evaporation   pond   at    Morton    Ranch   mil! 
tailing*   pontf    embankment    at   Shooterlng    Canyon  nil)    Morton 
Ranch    1  leans  &    enil 
BCARANO.R    A          Uranium   Recovery    Licensing    Branch         60/04/02          Ip 

—  B004S90044    Amend    to   Litenaa   EUA-1371    Amend    [    autfiorlieo  const    of 
BmSanfcinent    for    cal  I  f  ngs    impoundment 

A        Uranium  Recovery   Licensing    Branch        79/09/29        6pp 


800430010i  Requetts    that    IE    inspect    foundation    eicavationi    for    tailings 
pond    embankment   ti  evaporation    pond   at   Morton    Ranch    tt 
tailing*   pond    embankment    at    ahooteritig    Canyon   Summary    of 

IpNCl      »ticl 

SCA1ANO,  R    A        Uranium  Recovury   Llcensino.    Branch        80/04/03        2pp 

80043901  1O  Forwards    consultant    repts    on    tailings    retention  su>    cnnst 
Alia    foruia-rdi    list    of    apace    to    bo    used    as    guideline    during 
imps    at    Shootering    Canijon    site 
BCARANDjR    A        Uranium   Recovery    Licensing    Branch        50/04/16         Ip 


DOCKET   40-3721    ROCKY  MOUNTAIN   ENEROY  CO 


600409020"?   Bu&mltl    trip    rept    including   790724   siDpinu    meeting 
applicant,  state  &   federal    agents   &    general    public    in 
Cheyftnne.HVfre   E1S   for    proposed    Nine  Mile    Laka    in-situ   U 
recovery    project    List   -of   attendee!    »nc  1 
ROTHFLEIECH,  J        Uranium  Recovery   Licensing    Branch        BO/03/21 


— -SOO403CQ03   Comments    an    environ    rept    re    Ofl  1  e    Petroleum,  Inc    River    Basin 
project 

UfM-LENSTfiDMu  R         Inter  lor^  Dept    ofi     Fish    t-    Wildlife    Service 
eO/02/01         Bpp 

6004240563  Forwards    roipDiisa    to    NHC    791126   Question    25    re    analytical 
data   pertaining    to   barren  &   pregnant    lidviant   streams    from 
as    gpfn  fi&D  test 
CflTCHPOLE,  G   J        Ogle    Petroleum,     Inc         60/03/21         3pp 


DOCKET   40-9760   EDLDW    IMTERNAT  101-fAL   CORP 


80040*0412   FOlfi    roquast     for    racords    re   Edloui     Intl    Co,  Inc    application    to 
store   radioactiva  matla    in    or    near   Eait   St    Louisi  IL 
JEFFERS.T        Affilialiori    Unknouin         60/02/29         Ip 

B004040419   Responds    to    FOIA   retiuest    for    records    re   Edloui  tntl    Co,  Inc 

application   to    atnro    radioactive  mails    in    or   near   East  St 
Louis,  IL  Forwards    document*    listed    in  App    A 
FELTON,  J  II       Division    of  Rules    and   Records        BO/03/24        3pp 

— B00rt040446  License   SMC-1,177,  author  i  i  ing    storage   !•   use    of    1,643,400    kga 
natural   U   In   form  of    U  heiafluorlde  &  962.300   bgs    natural 
U    in    form  of  U   ora    concentrate   liy    Edloui    Intl   Co 
DASSIN.N        Licensing    Managerr.iont    Branch         SD/02/14         2pp 


DOCKET   40-B76B   HERR-HCKEE   NUCLEAR    CORP 


6pp 


8004240103   Act    receipt    of    BOO335    application    for    source    matl     license    to 
conduct    in-sltu  RE>D  program   at   U  lite  Application    fee    Is 
required    to  process   application 
WEISB,J  D       Licen^a   Fee    Management  Branch         BO/04/02        Ip 

DOMESTIC  LICENSING  OF  PRODUCTION  AND  UTILIZATION  FACILITIES 


BUCKET   40-3723  flFIUSH-WELUWJ,     IMC 


8004300243  Adviia*    that  U   recovery    operation*   will    begin    on   000519 
POWERS,  M  B         uruih-Hellmau,     Inc         00/03/31.       Ep 


DOCKET  40-97E7   KERR-MCOEE  NUCLEAR    CORP. 


DOCKET  50-2  UNW     OF  MICHIGAN   RESEARCH  REACTOR: 

P     Operating    license    stage    documents  i<   corrosp  nndence 


7904110103  Responds    to   NHC    question!   re   pilot    study    on    personnel 
rfoiimetru   Concludes  mast    processors    have   not    eierted    effort 
required    to  pass  HPSSC    std   Proposes    throe-pJiase   course    of 
constructive  action 
PLATQ,P    ,    HUDaONiQ         Michigan,     Unlv      of         79/03/09         I2pp 


B00407D3&1    R*iponds    to    0002  IT    inquiry    re    current    statui    at  m 
tfivalopnant    project   Vendor    Is    cnnifucting    mining    opera  tloni 
at   neveral     locationi    ulthln    permit   ar«a    (.   has    applied    For 
milling    license    Hap    of   propo-sed    ion   exchange    facility    end 
U\>,0        Uranium  flecover^   Licensing    Branch        BO/03/13        3pp 


BQ04O7O376  Forulards    proposed   HRC   matl    license    for    Ion   eicha 
i  »uppor  ting   NKC   environ    Impact   atiDssniertt/saf  ety 
%   source    documents    used!    bij   HRC    to    prepare 
ent   FlequBits   comment*    by   BOO319  H/o    emit 
Uranium   Recoveri;    Lieeniing    Branch.       BO/03/13        Ip 


DOCKET  40-8739   lETON  EXPLORATION   DRILLING  CO    ,  INC 

'4070038  flummariiea    end    791034    Itr    from   co[ttult  log    geologist, 
i  UsrnariTe    geology    b   groundualer   a»psct»   of    Taton 

ip  1  oration    Drilling    CD  U    In   situ   extraction    project   environ 

apt   U/o    enc  1 

Nr  R  0        Uranium  Recovery,    Licensing   Branch        BO/03/05        <ljpp 


04090334  Notifies    of    invoice    to    be   «ent    for    addl    fee    in    connnctian 

jj/rtvieuj  at    Application    'or    Lle«nia   SUA-I373 

1ILe-ER,H  0        Licen*«    Fee   Management   Branch        BCV03/S5        Ip 


;KET  4o-a?45  DOLE  PETROLEUK 


)40200i4    Dacumsnt*    from  Qtate    Dapt    of   Environ   Oualittj    Incluiling   memo 
i   uatvr    nual  i  ty-  anal  y  1 1 «    of    comments   on    in    situ1  mining 

'•gulat inn*    &   reviled    regulations    b  dept    guideline!    for 
reparation    ot   RtO   in    situ    testing    Itcenie 

lANCINI.rt   J.       Wijomlngj    Btat*    of        GO/Q1/29        71  pp 

'4030001    Re-spondi    to  NRC   SOOEIS  reqirest   r*    biological   anei»™«nt 
etirfflfnlng    whether   proposed   Slson   Battn  project    has    impact 
U   ball    eagle    &    black-footed    ferret. Addl    bio-logical 
ficiinent    Impossible   do*    to  ueather    conditions 
ATCKPOLE'O    J-       Ogle   Petroleum,     Inc        BO/03/Oii         Hop 


7910190103  Forwards    interim  position  on   containment    purging    during 
normal    operation  h  proposed    purge   valvo    Interim  position 
comment*  Recommends    that   20-day    Itr    to    licensees   request 
that    licensee  comply    u/encl    position    in    interim 

ORIMEB.a  K       Assistant    Djrector    for   Systems    Engineering    (Pre    791030) 
77/09/24        4pp 

8Q04Q403B5  Application    to    amend   License  R-SQ,  chang ing    Tech    Specs, App    A, 
Section   3  2   re    utilisation   of    low  enriched    U 
KERR.W       Micbiaan,     Univ      of        BO/04/02        Spn 

-- BO 04 0403 D 9   "Safety    Analysis    -  Utiliiatlon   of    Low  Enrichment  U  Fuel," 
submitted    in    support    of  application   tn   amend   OL 
*      Michigan,    Unlv     at        79/10/31        filpp, 

0      Inspection   reports,     IE    Bulletins  &  correspondence 

8004070319  Forwards    IE   Insp   Rapt    50-002/30-01    on  800121-23  No 
none  ompl lance   noted 

DAVIS,  A   u        Region   3,    Chicago,    Fuel  Facility,    t.  Materials   Safety 
Branch,      Bo/02/25       2pp 

-—8004090337   IE   Insp    Rept    SO-OO2/BO-OI    on   BOO1H1-23  No   noncomp 1  lance 
noted  Major  areas    inspected   raduiaste   programi    including 
nua  1  if  Icatiornr aud ita.  fact  li ties,  training,  procedures, 
I.   equipment 

FIBHERiW  L       Region   3r     Chicago,    Fuel   Facility  &  Materials   Safety 
Branch        PAUL.  R   A  <    MILLER.  0  E       Region   3,     Chicago,    Office   of    the 
Director        80/02/S1         7pp 

8004240513  Forwards    IE    Insp    Rept   30-002/90-03    on  800304,10  &   17  No 
noncompliance  noted   Rept   withheld    <ref    10CFR2  790) 
HIND,  J  A        Region  3i    Chicago,    Office    of    the    Director        BO/03/2B 
Hpp 

800430QD69  Forwards    IE   Inap    Rept   50-002/60-04   on  B00310-1S  No 
noncompllance   noted  Rept   withheld    (ref    10CFR2  790) 
HIND,  J  A       Region  3,    Chicago,     Safeguards    Branch        80/03/23        Ip 


DOCKETED  ITEMS 


—  ~  ^*ET     5°-3    INDIAN   POINT   STATION,     UNIT    1 

_  ^  __  SBC:  ur  i  ty,    madlcali     emergency    &    fire    protection   plain 

O-41OO1OO  Comments    on    proposed    rula    1OCFR50    10-mile    emergency    planning 
I°IB     fop    plume    eiposure    lack*    technical    justification   NRC 
*5,optoif    position   w/o    studying    validity    of   underlying    bases 
WEISS,  E    R        Sheldon,    Harmon   fr  Weiss        SO/02/19        5pp 

~—  BOO4IOO127   Statement    before   NV  City    Council,     "Impact   on   NV   City    at 

Accident!    at    Indian   Point,"    (corrected    790630) 
,  J        Princeton   Univ        79/06/2O        49pp 


FQ1A   request,  on    behalf    of    UCS,  f  or    time    analysis    required    tu 
•evacuato    public    tram    lO-mile    area    surrounding    facilities 
WEISS,  E   R        Sheldon,    Harmon   <<  Weiss        BO/03/20        lp 

SQQ4QBO&9O    Responds    to   F01A  requent    for    time   analysis    required    to 
eVAcu-ate    public    from    10-mile    area    surrounding    facilities 
R*iruiara"*    rept,     "Evacuation    lime!    Estimate*    for   Areas   Near 
t«.   "     w/o    end 

J   M        Division    of   Rules    and    Records        SO/03/31         lp 

ud  1  catory    correspondence 


Forwards   UCS  800310   comments    on    director's    decision   under 
1OCFR2    206   Decision   &    confirmatory    order   1)0   not   resolve 
c  fit  leal     issuas   Objects    to   exclusion    of   petitioner    from 
rnflctlng*    (,   correspondence    solving    issues 
WEI8B.  E    R        Sheldon,    Harmon   &  Weiss        00/03/10        2pp 

QOO4-OSOO99  Comments   on   director's    decision   under    10CFR2  206   Decision   & 
confirmatory    order    do    not    resolve    crucial    lnues   re    site 
suitability    &   do   not    establish    necessity    schedule    or    «tds    of 
marf*    Urges    disqualification    of   <JM  Hendrle   W/documentation 
WEISS,  E,fi        Union   of   Concerned    Scientists        WEISQ.E  R        Sheldon, 
Harmon    &  Heiss        BO/03/10        A3pp 

O-OO4OSO109  Memorandum    to    counsel    for    parties    disclosing   previous 
Involvement   u/facility    as    member    of   ACR9  fc  as    Deputy 
Director    for   Technical    Review  14111    consider    objections    to 
jj*rti  clpatlon    If    reteivod    prior    to    77110-1  W/documentation 
HENDRIEiJM        Coinmiiilon        77/10/20        llpp 

e}QO4QEOlQ<?  Responds    to    730717    Itr    re    siting    criteria   Facility    site    doei 
not    fflaet   NRC   regulations   &   criteria 
KENDFIIE,  J.  M        Commission        73/09/10-      3pp 

BOCMO2Q11S    "flept    on   NRC    Reactor    Safety"    Review   Processi  "    Pp    H--I4    t, 
17-1"? 
f  OLLARO,  R   D        Division    of   Project   Management        76/02/06        llpp 


— B004S20762  Supports    UCS    petition    requesting    detorami  ts  lonl  ng    of    Unit    1 
suspension   of    operation   at   Units   2  Si  3 
CRAVES, R    S        Housatonic   Safe  Energy    Alliance        60/02/15         lp 


H      General    correapondenco 


8004070200  FOIA   request    for    info   re    facilities    fa   damage    due    to 
earthquakes   at    Indian   Paint 
DEDAB.P   G         Affiliation    Unkndun         80/O2/10         lp 

SOO4030016  Advises    that    Commission    should    evaluate   need    for    pouor 
gen*rated    by    facility   J*    take   close    look   at    safety   achieved 
for    public    protection 
QILIMSKY.v        Commission        SO/03/11         lp 

—  900403001B  Responds    to   800225   IBr    Forwards    NY   Times    article   re    lack    of 
need    for    electricity    produced    at    facility    Cites    util    brade 
aosociation    statement    that    reserve   margin    of    2X  mould    eii«t 
if   all    plants    In   svc    grid    were    shut   doun 

O        Aff  i  tlatlon  Unknoiun        90/03/02        2pp 


—  B004030024   Responds    to   B00209    Itr    supporting    petition    by    UCB  requesting 

decommissioning    of    Unit    I    ti   suspending    operations    of    Units 
2  t  3  Advises    that    Commission    is    reviewing    comments    on 
ma  1  1  e  r 
OILINSKY.V         Commission         BO/02/25         3pp 

—  8004030025  Supports   UCS  790917   putition  reiuesting    decomrnissl  onins    of 

Unit    1    &   suspension    of    operations    at   Units   2   d   3  Cites 

safety-related    reasons    for   prompt   action  Certificate    of   Svc 

encl 

LEvINSONiJ  0        Affiliation   Unknown        90/02/08        3pp 

B0040701'H   Responds    to   FfJlA   request    for    info  re    facilities    d   damage    duo 
to    earthquakes    at    Indian    Point  Forwards   Documents    1-4    listed 
In   App   A  Documents    5  &  6   mau    be   purchased   by    sending    check 
in   amount   of   *•?  50    to    NRC    in  Uasttinston,  D  C 
FGLTON.JM        Division    of    Rules   aT»d    Records        90/03/19        2pp 

—  B004070205    "Semiannual    Operating    Rept-"    Jul-Doc    1973 

*  Consolidated   Edison    Co      of   Meu  York        73/12/31        2Opp 

—  8004070209   "Semiannual    Operating    Rept,"    Jan-Juno    1974 

*  Consolidated    Edison    Co       of    flew   Yori         74/0&/30         21pp 

—  Q00407Q214    "Semiannual    Operating    Rapt,"    Jyl-Dec     1974 

*  Consolidated   Edison    Co      of  Neiu  York        74/12/31        21pp 


— B00407O224    "Annual    Operating    Rept,"    1973 

»      Consolidated    EdUon   Co      of  NBIU  Vork        7B/1K/31 


22pp 


QOO4O3D11B  Discusses    site   visit  It   out»tandinfl    info   requests   Requests. 
i*a»p  onitoi    bg    750918  Requests    for    info   encl 
STHLUD.  V        Division   of   Operating    Reactors        7B/OB/31         18pp 

SOO4O2012S  Discuss**    comments    solicited    In   Sherr    710624    Itr   Document 
IEGE-323  UI/D  value. 

HANAUEnn>8  H        fl»*lstant    Director    for   Plant  systems        71/07/21 
IP- 


Response    to  NRC   SOOH11    order    to   shou   cause   re   revocation    at 
1  i  c  »n-Be    Unit    ha*    been    shut    down    since   October    1974  Plant 
MJi.ll     r*tire   at    generating    unit    per    util    800226   decision  but 
itf  I  1  1     r  «•"*<«  In   as    support   fc  research    ctr   W/Certif  icate   of   Bvc 

-  P,       Consolldatad    Edison   Co      of    New  York.       BO/03/12        [5pp 


—0004070329   "Annual    Qperatins)    Rept."    197i 

»      Consolidated   Edison   Co      of   Neu  York        76/12/31 


27PP 


Order    granting    extension    until    B00414    for   Commission    to 
__  director's   800211    decision 

HOVUE,  J.C         Qffice    of    th*   Secretary    of    the   CommOsion        SO/03/31 
1  P- 

.r^.™—    Memorandum  of    understanding    between  NRC   &  FEMA  re   prompt 
»  nip  rovemunt    in    radiological    emergency    planning    t 
_.  r  «  «.a<r*<fne>is,  distributed   as    Board    notification 
QOB^ICK'  U,  V.       Office   of    the   Executive   Director    for   Operations 
CAMM'F          Faderal    Emergencu   Management   Agancy        BO/04/02        34pp 

I  SOO73    Order    granting    eitenslon   until    B00423   for  Commission    to 
w<:i    ultether    to   review  ALAB-436  t,  ALAB-561 

J.       Office    of    the   Secretary    of    the   Commission.       SO/04/04 


Q754    Forwards    petition    supporting    UC3  petition    requesting 
mmi *« I i"lnB    °f   Unit    1    ti   suspension   of    operation   at   Units 

Kouiatonic    Safe   Energy    Alliance,       BO/04/13        lp 


1  P- 


— B004070233    "Annual    Operating    Repti"    1977  THI    semiannual    (•    annual 
operating    rept    excerpts    encl 
*      Consolidated   Edison   Co      of  New   York        77/12/31        49pp 

8004390054  Forwards    info    requested    in   B00218   Itr   re    licensing    actions 
Matl    eould    not    be    forwarded    by   800223  as    Itr    did    not    arrive 
at   NRC    until    B00226  W/o   ends 
DENTONiH  R        Office    of    Nuclear  Reactor   Regulation        90/03/25        2-pp 

— 8004 2 TOO 5B  Requests    info    re    changos    affecting    eitonsien   of   DLs    to- 
B10101 
FLEISHER.Z   8        Affiliation   Unknown        BO/02/1B        lp 

8004180234  Forwards   NRC   800325    respon*e    to    encl    BOO21B    Itr    from 
ZE  Flrisher    of   West    Branch    Conservation  Assoc iation. in 
response    to   B00226   request    W/o    encl 

DIRCKSiH  J        Office    of    the    Eietutive    Director    for   Operations 
BO/03/2S        lp, 

— 8004190237  Requests    info   re   n*u   safety,    regulations 

FLEIBHER,  Z   9        Wett   Branch   Conservation  Association        HD/02/1B 
lp 

B0041SOOBS  Rospotids    to   9Q022B   Itr   re    opBration  of    nuclear    pouer    plant* 
In   high    density   areas  NRC    is    investigating    special    measures 
to    be    taken    in    heavily    populated   areas    Interim  measure*   have 
already    been    ordered    at    sites, 
DENTGhliH  R        Office    of   Nuclear   Reactor   Regulation        80/04/O1         2pp 

— -8004150094  Advises    that    facilities    should   be    shut    down   due    to    proximity 
to    highly    populated   areas   &    likelihood    of   serious    accident 
STERNERiJ  W        Affiliation   Unknown        80/02/23        lp 
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BOQ416Q173  Responds    to  BOQ212    Itr   re   continued    operation   of   nuclear 
power   plant   Addl    measures   should    be    implemented    that  ulll 
furttier    reduce    probability   of    severe   reactor   accidents 
Licensee    hat    been    In    shutdown    pending    completion   Qf   actions 
DENTON.H   R         Office   of    Nuclear    Reactor    Regulation         BO/04/01         3pp 


— BQQ407009B  Requeiti    opportunity    to   Ustifu   *t  NRc  BOOH 5  meatinfl    in   New 
York,NV  re   emergency   response    plans    in   fiftg-mile    ion* 
around    plant   NY  Citg   Council    haa   been  holding   hearings   OT> 
resolution   to   phase   nut   plant 
FRIEDLANDER.M        Neu   York. NY         77/13/21         lp 


— 8004160176  Request)    that  NRC    not   phase   out   facility    or   convert    to  nan- 
nuclear    generators    Nuclear    pouer    Is    source    for   comer   in  US 
No  nukv    political   arguments    have   no    basil    in  realltg 
LAvEim,  E         Af f  1 1 ia  t  i  on   Unfcnoiun         80/03/12        2op 


BOO 40 30 1 02  Forwards    "Nuclear  Data   Link   8puc»,  "    studg   of   digital 
communication  sgi   to   tran«mit    Info    from  plants   to   Bethasda 
Operations   Ctr 
EIBENHUTiD   0        Division    of   Operating   Heactors         90/03/12         3pp 


8004170342    Respond  a    to    800306    mail  gram   requesting    shutdown    of    facilitg 
Special    m-eattivet    are    being   considered    for    plants    located    in 
high  dentitg    areai    Interim  measures   have   been   ordered  at 
facility,  confirming   commi  tmont    to   public    health   t>   safetg 
DENTQN.H   R        Office   of   Nuclear  Reactor  Regulation       90/04/01        2pp 

B00421008B  Responds    to  900125   request   re   public    hearing  &  determination 
on  UCS    petition   NHC   considering   uhat    special   measures   should 
be    taken    to   reduce   probability    of    severe    reactor    accident    or 
lessen    t  on  is  Hire  lice  a 

R         Office   at    Ngcloar   floactor   Regulation        90/04/01         2pp 


—  8004210O93  Requests    scheduling   of    public   hearing   4  determination 
of  UCS   petition   re    operation   of    facility    prior    to 
reactivation  Concerned    for    health   t<   safetg   of   Community 
SC1ANDRA.J        Neu  Ynrk.NY        SO/01/23        lp 

8004310193  Responds    to   900307    Itr   re   continued   operations   at   facilitg 
NRC   11    Investigating    special    measures    to  be   taken    in  high 
dentitg    population  areas   surrounding   nuclear   pouer   plants 
Interim  measures    have   alreadq    been   ordered  it    sites 
DENTQN.  H  R        Office   of   Nuclear   Reactor   Regulation       GO/04/01        Bpp 

—8004210201   Supports   continued    operation   of   facilitg   Reactor*   supplg 
20X  of    generating    capacity    for   New  York   City   Ei  Ueitchester 
Council   Utils   can  shut   off    -oil   p  lanti  lowering   rates  ic 
dependencg    on    foreign  oil 
UUiJ        Affiliation   Unknown        BO/  03/07        lp 


— B004030118   "Nuclear   Data  Link   Specs    " 

*  Division  of  Operating   Reactors        BO/02/21        2Bpp 

6004110045  F01A  request,  on   behalf    of  UCS,  for  Sjindii  Libs    studg    re 
liquid    effluent   pathuag   at   facilitg 
UEI8B,  E  R       Sheldon,    Harmon  &  Units        BO/03/ IB        lp 

0004110039  Responds   bo  FQ1A  request    for  Bandie  Lab*   studg    r>    liquid 
effluent   pathuag   at    facilitg  fi»pt    Is   undergoing   HRC 
technical    review  prior    tn   publication  Draft    and 
FELTOH, J  M       Division   of  Rules   and   Records        QO/04/02        lp 

— B004110031    Draft   studg    of   facilitg    liquid    efflu*nt   pathway 

*  Sandia  Laboratories        BO/04/05       QOOpp 

8004290199  Responds    to   util   790730  propostd   amend    to  T«ch   8p«ei   rt 
radiological    effluent   &  environ   monitoring    su,s   Porwards 
comments  t,  markad-up    capg    of  Unit  S  Tech   Specs   for 
incorporation    into  proposed   amend 
ECHHECNCER.rt       Operating   Reactors   Branch    1        80/04/14        7pp 

—9004230204  Marked-up   version   of    utll   790731   App   A  Tech  Bpici   re 
radiological    effluent  b  environ  monitoring    sgi 

*  Office  of  Nuclear   Reactor   Regulation        BD/04/14.       129pp 

Q      Inspection  reportu     IE  Bulletins  d  correspondence 


9004210208  Respond*    to   800204    Itr   re   continuad   operation  of   facilitg 
Plants   reviatued    to   determine    what  addl   measures   Or   design 
changes    can   b   should    b«    implemented    to   further   reduce 
probability    of  reactor    accident   or   consequences 
OEHTOH.  H  R        Office   of    Nuclear  Reactor  Ragulation        BO/04/01        2pp 


BOO 4 1502 53  Forwards    IE   Info  Notice  80-12,    "Instrument  Failure  Causei 
Opening   of   PDRv  &  Block   Valve   "   No   specific   action  or 
response   necessary. 

GRIER.B  H       Region    1,    Phi Udelphia,    Office   of    the  Dirtctor, 
80/03/31        lp 


—8004210233  Uro.es    HRC    to   decide    in    favor   of   continued    operation   of 
fatilltg   Reactors   have    long    history   of   safe.cUan  &  economic 
operation   Concerned    that    fuel    adjustment   charges  mill 
increase    if    planti   are   shut   doun 
OAY   R   R         Affiliation   Unknotun         00/02/04         lp 

B004S50013  Responds    to   B002I2    postcarfl   re   operation   of   facilitg   NRC 
considering   uhat    special   measures    ihould   be   taken   to  reduce 
probability    of   lever*    reactor  Jccldont  Conflrmatorg   orders 
issued    ai    interim  measure 
DENTON.H  R        Office   of   Nuclear  Reactor   Regulation        00/04/01        2pp 

— fl0042S0030  UroBi    that    NRC    consider  UC3  petition  re   closing    of   faeilitu 
Possibilitg    of    earthquake    aiitta  u/plant   built   near   fault 
Onlg    20V:  of   area  erergg    generated    bg   nuclear   pnuer 
Alternatlvei   should    be  considered 
OOLDHOR,  F        Af  Pi  1  ia  1 1  on  Un  fcnoiun        BO/02/ 12        1  p 

B004230195   Advi»es    that   NRC   held    tuo  meeting*    in  NV  re   continuing 
operation  at    facility    Commission   presentlg   considering    form 
of  review  Public    comments    Invitgd   Request   for   another 
hear  ins    In  vicinitg   of   plant   mill    be   considered 
DENTON,  H  R        Office  of   Nuclear  Reactor   Regulation       60/04/03        lp 

--B00423QJ9Q  Requests    that  NRC    hold   another   public    hearing   re   continuing 
operation    of    faeilitu    to    offer   public   chance   to   question 
plant    operators  t/   gavt  agencies  Public   should   be   properly 
notified    through    local   neus  media 
CONNOR,  R   J        New  York,    State   of        90/01/08       2pp 

6004280110  Responds    to    B00117    Itr    to   DOE  re   B001I7    incident   at 
facilities   Plant   did    not   trio    during   minor   earthquake 
tremor   Epicenter   of    tremor   uas    located   *pproi    seven  miles 
from  site  Tremar   uas    slgnif icantlg    below  design  capability, 
EISENHUT.D  C        Division  of   Operating   Reactors        BO/04/OB        lp 

P     Operating    licenie  ttage  documents   &  correspondence 

60040700^4   ForuaTds   agenda  d   proposed   rule   for  NRC    sponsored   B00113 
meeting    in  New  York. NY  re   proposed   rule  on   emergency 
response 
RYAN.R  O       Office  of   State   Programs        77/12/31        12pp 


6004090043  Foruards    IE  Circular  BO-05,    "Emergencg   Dlesil   Generator 
Lubricating  Oil   Addition  ti  Onslte  aupplg    "  No  uirlttin 
response  required 

ORIEfi,B  H       Region    1,    Philadelphia,    Office   of   the  Director 
00/04/01        lp 

OQ04H0126  Forward!    IE    Info  Notice  BO-13,     "GE  Tgp«  SBH  Control    Bultches 
Defective  CAM  Follouieri    "  No  urltten  response  required 
ORIER.B  H       Region    1,    Philadelphia.    Office   of   the   Director 
BO/04/02        lp 

£)0042402?7  Forwards    IE   Info  Notice  90-14.    "8afetu   Suggestions   From 
Employees    "  No  action  required 

DRIER, B  H       Region    1.    Philadelphia,    Office   of   the  Director 
60/04/02        1 p 

9004190210  Forwards    IE  Circular  80-07,    "Problems  W/HPCI    Turbine   Oil 
Bi/s    "  Ho  written  response   required 

ORIER,  B  H       Region    1,    Philadelphia    Office   of   the   Director, 
90/04/03        lp 

B004330403  Forwards    IE  Bulletin  79-03A,    "Longitudinal   Meld   Defect*    In 
ASME  BA-31S,Tvpe  304  Btalnleis   Steel   Pipe."   Action  required 
ORIER, D  H       Region    1<    Philadelphia,    Office   of   He  Director 
BO/04/04        lp 

B0041B0123  Foruards    IE  Bulletin  BO-09,    "E<am   of  Containment  Liner 
Penetration  Ueltft    "  Urltten  response  required 
ORIER>B  H       Region    1.    Philadelphia,    Office    of    the  Director. 
SO/04/07        lp 

R     Periodic    operating   reports  &  related   correspondence 

8004130599  Foruards   "Environ  Discharge  Monitoring  Rept   for  Mar   1980  " 
MONT I, H, A       Consolidated  Edison  Co      of  New  York        80/04/10        lp, 

—6004130609   "Environ  Discharge  Monitoring   Rept   for  Mar    1780   " 
*     Consolidated  Edison  Co      of  Nay  York        SO/04/10        ISpp 

8004210269  Forwards    "Dailu  Counts    from   Intake  8cre»ns,M«r    1990,"    r* 
fish    collections  Circulators   were    shut   down   for  month   at 
Unit    1 
CAH1LL,M  J       Consolidated   Edlton  Co      of  New  York        BO/04/13        lp 
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— BQ04210276  "Dolly  Counts  from  Intake  Set-eons,  Mar  1980."  re  fish 
collet tions 
•   Consolidated  Edison  Co   of  New  York    50/04/19    4pp 


U  Congressional /Executive  Correspondents 


B0040B0193  Responds  to  791312  Itr  re  floe  Hand  Mobilization  for 
Survival  Itr  concerning  Use  197"?  public  meeting  on  eftiprgencij 
preparedness  Period  of  public  comment  lasted  until  NRC 
participants  had  listened  to  all  speakers 

DinCKS.W  J   Office  of  the  Eiecutive  Director  for  Operations 
SO/03/03    2pp 

— B004QB0206  Discusses  791218  public  mooting  on  emergency  preparedness 
Plans  should  be  arranged  to  allow  ample  time  for  public 
comment  Viewpoints  of  citiiens  within  facility  vicinity 
appear  to  be  unimportant  to  NRC 
STERNiL  P    flock  land  Mobilisation  far  Survival    79/12/09    2pp 

BOQ4300P92  Forwards  Congressman  Rosenthal  B001 14  Itr  re  concerns 
falling  within  Ffl  SO 0222  notice  requesting  public  views  on 
proceeding  is  one* 

DIRCW9.W  J   Office  of  the  Executive  Director  for  Operations 
BO/04/11    Ip 

— 800430029?  Conveys  concerns  re  safety  &  health  risks  posed  bg  plants 
5.  lack  of  adequate  evacuation  plan  Urges  NRC  to  respond  to 
UCS  petition 
ROSENTHAL,  D  B   House  of  Rep  ,  Foreign  Affairs    GO/01/14    Ip 


— B004310256  Protest*  proposed  decontamination  of  facility  Requests  that 
EIB  be  prepared  prior  to  decontamination  ti  that  public 
htaringi  be  hold  Immediately  to  addrels  safety 
MOLONE.L   Affiliation  Unknown   BO/04/OB   Ip 

B004210260  Responds  to  Itr  re  chemical  decontamination  of  facility 
Masts  processing  transportation  t,  disposal  will  not  cause 
any  now  haiards  not  previously  evaluated  Disposal  is 
acceptable  Forwards  safety  evaluation 
VOLLrlER.R  H   Systematic  Evaluation  Program  Branch    00/O3/1S   App 

— 8004210264  Proteiti  proposed  decontamination  at  facility  Request*  that 
EIS  be  prepared  prior  to  decontamination  It  that  public 
hearings  be  immediately  held  re  safety 
PETRIE.  U   /iff  illation  Unknown   SO/04/OB   Ip 

3004210272  Responds  to  Itr  re  chemical  decontamination  of  facility 
Waste  disposal  will  not  cause  any  new  haiardi  not  previously 
evaluated  Disposal  is  acceptable  Forward*  safety  evaluation 
VGLl-HER,  R  H   Systematic  Evaluation  Program  Branch   80/03/15   6pp 

— 8004310279  Protests  propoaod  decontamination  of  facility  Riquests  that 
EIS  be  prepared  prior  to  decontamination  &  that  public 
hearing*  be  held  immediately  to  addres*  safety 
FERN.D    Affiliation  Unknown    BO/03/13    Ip 

8004210287  Respond!  to  Itr  re  chemical  decontamination  of  facility 
Waste  disposal  mill  not  causa  any  new  haiards  not  previously 
evaluated  Disposal  is  acceptable  Forward*  safety  evaluation 
VOLLKERiR  H   Systematic  Evaluation  Program  Branch    BO/03/13   dpp 


DOCKET  30-10  DRESDEN  NUCLEAR  POWER  STATION.  UNIT  1 

F  Security,  medical,  emergency  t  fire  protection  plans 

BOO424QS31  Forwards  sys  description  b  operating  Instructions  for  NRC 
health  physics  telephone  network  Sgs  designed  far  uie  during 
nuclear  Incident  ar  AQ  Network  rosy  also  be  used  far  daily 
administrative  or  facsimilio  traffic 

KEPPLER,J  0   Region  3,  Chicago,  Office  of  the  Director   BO/03/20 
2pp 

8004030172  Forward*  Figure  2-1  to  correct  omission  oiada  in  BOO311  Itr 
r*  evacuation  time  estimates  for  facility  Figure  a-1  in 
Section  3  should  be  placed  in  Section  2 
PEOPLES, D  L   Commonwealth  Edison  Co    00/03/26   Hop 

Q0041 50344  For  mar  di  drawings  t>  submits  responses  to  NRC  concerns  re 
mods  to  fire  protection  design  of  fire  detection  «yi  &  water 
suppression  sys  Drawings  available  in  Central  Files  only 
JANECEKrR  F   Commanuiea  I  th  Edison  CD   SO/04/OB   3pp 

8004230367  Forwards  revised  aacurity  plan  Revisions. withheld 
<ref  JOCFfia  790t, 
PEOPLES.  D  L   Commonwealth  Edison  Co   80/04/21,   IP 


— 8OO42I029Q  Protests  proposed  decontamination  of  facility  Requests  that 
EIS  be  prepared  prior  to  decontamination  (,  that  public 
hearingi  be  hold  immediately  to  addreie  safety 
LITTLE, R   Affiliation  Unknown   BO/03/13   Ip 

8004210293  Respond*  to  Itr  re  chemical  decontamination  of  facility 
(Jaste  disposal  will  not  cause  any  neui  haiardi  not  previously 
evaluated  Disposal  is  acceptable  Forwards  safety  evaluation 
VOLLHen<R  H   9ystematic  Evaluation  Program  Branch   SO/03/15,   ipp 

— 8004210297  Protests  proposed  decontamination  of  facility  Requests  that 
EIS  be  prepared  prior  to  decontamination  b  that  public 
hearings  bo  htld  Immediately  to  addresi  safety 
ROOER8.L  U   Affiliation  UnVnouin   BO/03/15   Ip 

Q0042IQ297  Raspond*  to  Itr  re  chemical  decontamination  of  facility 
Haste  dlspoial  will  not  causa  any  neu  haiardi  not  prttvlously 
evaluated  Plspoij]  is  acceptable  Forwards  safety  (valuation. 
VDLLHER.fi  H   Syftematlc  Evaluation  Program  Branch   00/03/19   App 

— 9004 SI 03 00  Protetts  proposed)  decontamination  of  facility  Requeit*  that 
EIB  be  prepared  prior  to  decontamination  b  that  public 
hearings  be  held  immediately  to  addrasi  safety 
DEQEN, 0,   Affiliation  Unknown   80/03/19   ip 


0  Ad judlcatorg  correspondence 


8004250036  Responds  to  B00109  request  for  info  re  status  of  7?Q319 
petition  for  preparation  of  EIS  for  chemical  decontamination 
of  facility  NtIC  is  presently  reassessing  environ  Impact  of 
facility  decontamination 
1ENTON.H  R   Office  of  Nuclear  Reactor  Regulation   80/03/56   Hpp 

— 8004390063  Requests  Info  re  whether  EIB  will  be  prepared  prior  to 
chemical  decontamination  of  fact lity. There  hat  been  no 
public  hearing, EIB  or  opportunity  for  Independent  scientists 
to  study  Impact  of  decontamination  Science  article  *ncl 
DREY.K   Affiliation  Unknown    QO/01/09   App 


H  General  correspondence 


800407041B  Discusses  method  of  disposal  of  radwast"  from  facility 
decontamination. classification  of  waste  &  requirements  utll 
must  comply  with  before  returning  facility  to  svc  in 
response  to  B00119  Itr 

vDLLMER.R  H   Assistant  Director  for  Systems  (.  Projects   BO/03/13 
Gpp 

— 9004070421  Opposes  pending  decontamination  oF  facility  due  to 
possibility  of  migration  of  raduaste  after  burial, lack  of 
site*  for  burial  &  possibility  of  damage  to  facility 
STEDER.P  ,  STEDER.T,   Affiliation  Unknown   BO/01/19.   3pp, 

B0042 10232  Retponds  to  Itr  re  chemical  decontamination  of  facility. 
Otipoial  of  uiaste  will  not  cause  any  neui  hatards  not 
previously  evaluted.  Disposal  Is  acceptable  Forwards  safety 
evaluation 
VOLLrlERiH,  H   Bystamatic  Evaluation  Program  Branch    BO/03/1S   5pp 


3004210302  Responds  to  Itr  re  chemical  decontamination  of  facility, 
Waits  disposal  wilt  not  caute  any  new  haiards  not  previously 
evaluated  Disposal  Is  acceptable  Foruards  safety  evaluation 
VDLLMER,R,H   Systematic  Evaluation  Program  Branch.   BO/03/15   6pp. 

—8004210305  Protests  proposed  decontamination  of  facility,  Requests  that 
EIS  be  prepared  prior  to  decontamination  b  that  public 
hearings  be  held  immediately  to  addrast  safety. 
BRIDOSa.  0   Affiliation  Unknown   80/03/15   Ip 

S00421O30B  Responds  to  Itr  re  chemical  decontamination  of  facility. 
Uaite  disposal  will  not  cause  any  n*i>>  haiard*  not  previously 
evaluated. Disposal  is  acceptable. Forward*  safety  evaluation 
1.  J  Checker  Itr. 
VDLLMERiP  H   Systematic  Evaluation  Program  Branch   BO/03/I5   App 

— 8004210310  Protests  proposed  decontamination  of  facility  Requeiti  that 
EIS  be  prepared  prior  to  decontamination  &  that  public 
hearings  be  held  Immediately  to  address  safety 
CHECKER, J   Affiliation  Unknown   BO/03/10   ip 

0004150211  Responds  to  Itr  re  chemical  decontamination  of  facility 
Haste  processlngi  transportation  i  disposal  ulll  not  cause 
any  new  haiards  not  previously  evaluated  Decontamination  is 
acceptable  Forwards  laf ety  evaluation 
DENTDM.H  R   Office  of  Kuclaar  Reactor  Regulation   00/03/26,   Spp, 

— 8004150216  Requests  that  complete  public  hearing  on  planned 
decontamination  action  be  h*ld, that  EIS  be  completed  &  that 
no  radioactive  chemical  watte  be  stored  in  IL. 
MARTIN.O   Affiliation  Unknown   00/01/OB   3Pp, 


DOCKETED  ITEMS 


)Q42303SB  Acfc   receipt    of    Itr    enclosing    J  Mayes    Itr    on    decontamination 
Forwards    response    to    J   Mayo*    Hr,  providing    background    of 
decontamination    review   &    Identifying    actions    far    which    EI8 
i«    required   Need    for    EIB  will    be    considered 
DEHTON.-H   R         Office    of   Nuclear   .Reactor   Regulation        80/03/36        lp 


6004170279   Pol-yard*   evaluation   of  SEP   Topic    XV-20  ro    radiological 
consequence!    of   -fuel    damaging    ace  iderits.  inaide   Si   outside 
containment   (levl«u)  complete  >.    evaluation  will    be   basic    Input 
ta    Integrated    safety  assessment    far   facility 
II EM ANN,  D   L        Operating    Reactors     Branch   2         00/03/36         6pp 


-BO 0/42 50 39 4   Joint    IL  Safe   Energy    Alliance    petitioners    In  reniKisb    that 
public    hearings    b<    held    on    decontamination    of    facility 
JOHNS  D  K.  T   V         Illinois.    State    of         BO/03/26         lp. 

-600435039?   Request*    Info    re    public    hearing*   &   EIE   concerning   facility 
decontamination      "EipeTiment"    could    have  alarming    effects   on 
population    tc   eco-sys 
HAVES. J        Affiliation   Unknown        0O/O1/14        3pp 

004380342  Responds    *°   ?9Oi2S    Itr    requesting   preparation   of    EIS   for 
decontaminat  1  on   Presently    evaluating,    whether    EIB    should    be 
prepared 
DENTDN,  H  R         Office    of    Nuclear   Reactor   (leguUtion        BO/04/14       2pp 

-3004280366  Believe*    It    imperative    that   EtB  be    prepared    prior    to 
decontamination    of    facility 
VON I  ELLEN. B   W        Northern    Illinois    Univ        77/0&/23         lp 

-900433036^    Responds    ta    790629    Itr   requesting    EIS    be    pnpared    prior    to 
decontamination   of    facility    Currently    revieuln-g    K  Drey 
79031O  petition   requesting    preparation    of    EIS 
EISENHUT.D  0        Division   of    Operating    Reactors         79/09/25        lp 

-H0042B0375   Act   receipt    of   790319    petition   requesting    preparation    of   E19 
prior    to    decontamination    of    facility    Request  ulll    b«   treatod 
per   a  2Oi 
DENTON.H  R        Office    of   Nuclear    Reactor   Regulation        79/04/09        lp 

— BQ042H0379  Notice    of    receipt    of    K  Drey    790319   petition   requesting 
preparation    of   EIS   prior    to    dec  ontaminati  on  flenutst    treated 
per   2   206 
BDVD.R    3        Office    of    Nuclear   Reactor   Regulation        7<?/OQ/19        lp 

Operating    licenie    stage    documents    t    correipondervce 

'81SOi0303   Notification    at    7B1H07   meeting   u/SEP   Ownar's    Group    in 
Bithosda. MD  to    discuss    plans    to    address    seismic    input    far 
un    in  SEP    seismic    review 

LEVINi  H  A        Sy»tematic    Evaluation  Programs    Branch    (Pr«  79Q62S) 
73/11/24        a»p 

'90B2tOS«lB  Faruardi    info   re    pre-tent  statue   &   completion    ichodulei    far 
iiiork    being    performod    under    technical    assistance    program   Info 
mill    be    updated    monthly 
FANCIERA. V        Plant    3i|stenii   Branch    (Pre    7"MO30)         79/07/S9       23pp 

3004100302  Advil  on    that    responses    to    761123    Itrs    re   LUfl   assessment    of 
enhancement    of    flislon   gjia    release    at  nlgher    burnup-i    have 
town   r*vi  ruled    Na    immediate    lice-tiling    action   required    far 
jjperatirx}    reactors    par    typical    fuel    bumtlc   &   batch   burnups 
Z1EMANN.U  L        Operating    Reactor-a   Brflnch   2        Su/OS/29        3pp 


B004040G41    For  ward  a    respqriBO    to    NRC    queitians   ie    potential    effect    of 
residual     solvent    uhlch    maij    be    trapped    beneath     stainless 
steel    cladding    during     layup    conditioni   Corrosion    rates    are 
not    expected    to   pose   significant    problem 
JANECEH.R    F         Commonuiealth    Edison    Co         BO/O3/27         7pp 

3004230179    PoTUiards    request     for     info    re    environ    qualification    of 
alectrical    equipment    Data     IB    needed    for    NRC    calculation    of 
containment    temp    'j   pressure   dc-cau    timo  Calculation    should    be 
based   on    current  LOCA  analysis 

.  D   L        Operating    Reactors    Branch  S        00/03/ae        14pp 


0004070327    Foryarrfs   util   900310    Ibr    to  LLL    transmitting    drawings    re 
containment    purge    sya 
JANECEK.  R   F        Commonwealth    Edison  Co       00/03/31         2pp 

800415031A    Toruarda    reviaerl    pages    constituting    Revision    13    to    CE-l-rti 
OA  p-rogram  Revisions   reflect    recent    nrgani  lat  Ian    title 
changes 
NAUSHTuN.U   F         Commonuo^  1  th    Ediaon   CD        BO/04/O2          lp 

—  S00415032S   Revised    pages    constituting    Revision    13    to    QA    program 

Revisions    reflect    recent   or  jan  1  latinnal    title   changes 
»      Commonwealth    Erflson    Co         CE-l-ft   R13         BO/04/01         7pp 

Q004180217   Forwards  addl    info  re   -failure   of    control    rods    to    insert 
fully    on    scram   In   response    to    NRC   800110   it   11    Itrs    Drcadon    1 
eiperianced    no   control    rod    failures    in    1979-79  Failure  at 
other   facilities   caused    bg    leakage   past   uinrn    piston    seals 
JANECEK.il   P       Commonwealth   Ediion   Co        GO/04./14         lOpp 

0004220332   Bubmita    list   of    SEP    topic    references    in   response    to   NRC 
B00214    Itr    Includes    info    re   potential    hniardsi  severe   weather 
f  looding<  tornado   miss!  1  BQP  reactor    vosael     integrity    fc    control 
room  hab  itab  i  1  ity 
JANECElt.  R  F        Commonwealth  Edison   Co       60/04/14        5pp 

B004230072   Submits   SEP    topic   rafa,in   response    to   NRC   B00214    Itr 
JANECEH,R   F         CommonUEalth    Edison   Co         30/04/14         3pp 

0004230427    Foruiarila    roEpqnso    to    NUREQ-057B    ^    "Doalon    Criteria    & 
Conceptual    Design  DOBCT  iptlon    for   Technical    Support   Ctra    for 
facilities"    for    review  Ut  1  1    emergency   plan  uiill    be    aubmictod 
u/LEiBalle  County    si  to-apec  if  Ic    emergency    plan 
PEOPLES,  D   L         CoEnttoniuaalth    Ediaon   Co        BO/04/  15         AQpp 

—  0004290328   "DDiign   Criteria   t>  Conceptual    Design  Description    for 

Technical    Qupport  Ctr-s    foi    Facilities    " 

*      [iachtel    Pouiar    Corp        (subs       of    Bechtel    Corp     )          79/12/26         32pp 

G      Inspection   reports*     1C   Bulletins   k  correspondence 


3004090339   Forwards    NUHEO-0369,     "Evaluation    of    Integrity    of    BEP   Reactor 
Ve«»al».'     completing    veviaw   of    SEP    Topic    V-&.H/Q    «n«l 
I1EMAMN.  O   L         Operating    Reactors    Branch    2         DO/ 03/03         Spp 

E3004Q2Q01O  Forwarili   Tuviuu   schedule    for   environ    qualification   of  Clans 
1C  alettrlcal    equipment    par   BOO221    meeting    Resu-bmlttal    of 
Info    is    unnecaBiary    itefi    or    updatas    to    info    previously 
submitted    are    acceptable 
ZlEMANNrD  I,        Operating   Snactor*   Brancd    2        00/03/OA        5pp 

9004030102  Fnrmardi    "Nuclear   Data   Linfc    Specs,"    ifrudy    of    digital 
cornnun ication    *y>    to    transmit    Info    from    plant*    to   Hethoda 
Operations    Clr 
EISENHUT,  0  O        Division    of   Qpffratina    Reactors        BO/03/1H        Spp 


— B004030iia    "NucUar  Data   Link    Qpeci    " 

*      Division   of   Operating   R a  actor*        H 0/02/21 


28pp 


BOO4IOOtoa  R«a.uests    controlled    sat    of   F&IB-i    for   tach    plant   Submittal 
should   be    forwarded    to    attention   of   Region  3    lne(ri«nl 
response    ctr   within  BO   dags 

&        Paglon  3-    Chicago,    Offic*    of    th«   Director        00/03/30 


90040^0259   Notification    of  800329  meeting    u/SEP   c-iiinart    c-rotip    in 
Bethesdai  Ml)   to   41scus-i    uni  i  tivKij    ibudlaa    re   SEP    site- 
spec!  Pic    spectra    project 
LEVINiH  A        B«^t*(natit    Evaluation  Program  Branch,       8QV03/34        lp 


B004070157   roriuardn    IE   Insp    Repts    90-010/79-23,50-237/79-27  t. 
50-849/79-23   on    791009    !,     112B    (.    notice    of    violation 
DAVIS.  A   0        Region  3,    Chicago,    Fuel    Facility    t>  Materials    Safety 
Branch        GO/02/12        ifpp 

--G00407O163  Noticfl   of   violation    Prom   insp    on    7910O?  (,   H2B 

»      Region   3.    Chicago.     Office    of    the   Director        GO/01/31         lp 

--B00407O166    IE    Inap    Repts    50-010/79-23.  50-237/79-27.  fc   50-249/79-25    on 
791009   t   112B  Noiicoiiipl  iance    noted    radioactive    natl    shipment 
rorord    not   utiliaed    for    laduaete    shiprnenta    main    790101-  112S 
GnCGER.L  it   ,    TIGHER.W   L        Region   3.    Chicago,    Office   of    the 
Director        BO/01/31         7pp 

G00401019B   rorwarrti.    IE    Insp    ReptO    SO-010/aO-Ol ,  90-a37/BO-Ol    t< 
SO-PWBO-OI    on   S0010B-0?  No    noncompl iance    noted 

riuftELUIi  0        Reploii  3.     Chicago,     Reactor   Construction  t  Engineering 
Support    Dranch        BO/03/16       2pp 

~-000'104Olt?9   IE   Insp    Rapta    50-O10/aO-01, 50-537/BO-Oi   !.  30-249 /BO-01    on 
Q00109-09,  No    noncomp  1 1 ance    noted    Major   araas    inspected 
emorgoncy    diesol    genavator    mods   t  mod    of    eloetrical 
ecLulprncnt   re    IEEE-277    compliance 

HAYEB,  D  H       Region   3.    -Chicagoi    Roactor   Construction  Ei   Enginoering 
Support   Branch        HUGHES,  J        Region  '.t-    Chicago.     Office    tif   the 
Director        QO/02/Q3        Spp 

B004100140   Forwards  Waste   Packaging    Inap   Kept    79-07A   on   791212-13  No 
nonconp liance  noted 

DAVIS,  ft   D        Raglan   3,    Chicago,    Fuel   Facility    t>  Materials    Safety 
Branch         HO/02/??        3pp 


DOCKETED  ITEMS 


— 8004100108   Waste    Packages     Inup    Rept    79-O7A    an    791212-13   No 

rioncomp  1  ianqe    notod    Major    area    inspected    compliance    u/DOT  & 
NRC    regulations     Including    shipping    paper    requirements, 
radiation    levels    b   DOT    labeling 

POTTER, J   P    ,     PEERY.W   W    ,     HODDRUFF. R    L         Region    3,     Chicago.     Fuel 
Facility   ti   Materials    Safety    Branch         00/02/22        6pp 

B004100426  Forwards    IE    Insp    Repts    50-Q10/BO-03.  SO-237/B0-03  i 
50-219/80-03    on    800107-0301    No    noncomp 1  lane e    noted 

HCISHMAN.R    f         Region    3,     Chicago,     Reactor    Operations    Nuclear    Support 
Branch        80/03/26        2pp 


6001150146  Advises    that    IE    Info   Notice   S0-i2.     "  Instromont    Failure 
Causes   Opening    of   PORV  (,  Block    Valve."   luas    sent    to    lilted 
utils    on    B00331 

CARROLL, D  £        Region   3,    Chicago,    Office    of    the   Director         BO/O4/01 
3pp 

8004080569   Advises    that    IF.    Circular    80-05.      "Emergency    Diesel 
Generator   Lubricating    Oil    Addition   &  Oniite   Supply"   uas 
sent    to    listed    utils    on    B001O1 

CARROLL-, D   E         Region   3,     Chicago,     Office    of    the    Director         BO/04/O2 
3pp 


—8001100133    IE    Insp    Repts    50-010/00-03,30-237/80-03   5!    30-249/80-03    on 
800107-0301    No   noncomp  1  lane  e    noted    Major   areas    inspected 
malnt   activities.  plant    operations,  physical    protection. 
safety-related    *YB    surveillance    inap    folloiuup    •/.   refueling 
BARKER,  J   L    ,     TONGUE,  T    M    ,     SPESSARD,  R    L         Region    3,     Chicago,     Office 
of    the    Director         BO/02/23         7pp 

B00410011S   Forwards    IE    Info    Notice    BO-OB,     "States    Co    Sliding    Link 
electrical    Terminal    Block     "    No    specific    action    or    response 
requ  ired 
KEPPLEfl.J  Q        Region   3.    Chicago,    Office    of    the    Director        80/03/07 


BQ0415QQ14   Forwards     IE    Info    Notice    00-13,      "GE    Ttjps    BBN    Control    Suitehos 
Defective   CAIt  Followers    "    No    specific    action    or   response 
raqu  i  rod 

KEPPLER.J  0        Region  3,    Chicago,    Office    of    the   Director         BO/04/02 
IP 

H0041B0030  Forwards    attachments    to    1C  Circular  BO-03,     "Protectmn   From 
Toxic    Qa;    Haiards,  "    inadvertently    omitted    from   BO  030  A 
transmittal 

K£PPLER,J  0        Region  3,    Chicago,    Bffice   of    the   Director         BO/04/O3 
IP 


B00410009B  Advises    that    IE   Bulletin  BO-06,     "Engineered   Safety    Feature 
(CSF!    Reset    Controls"    was    sent     to    listed    utils    on    000313 
CARROLL,  D   E         Region   3,     Chicago,     Office    of    the    Director         SO/03/17 
2pp 

8004100119  Ack    receipt    of   B00304    Itr    informing   NflC    of    steps    taken    to 
correct    violations    noted     in     IE    Insp    Rnpts    50-010/79-33, 
50-237/79-27    &    50-249/79-23 

DAVIS,  A  1)        Rnoion   3,    Chicago,    fuel    Facility    fc   Materials   Safety 
Branch         BO/O3/20         2pp 

—  80041QOI2B  Responds    to   NRC    800312    Itr    ro    violation*   noted    in    IE    Inup 

Ropts    50-010/79-23,50-237/79-27   t-    90-849/79-23   Corrective 

actions    informed    personnel    re    coat    estimate    change    order 

requirements 

PEOPLES,  D  L        Commonwealth    Edison    Co        BO/03/04        3pp 

B00114O119   Forwards    rosponaa     to     IE    Bulletin   8Q-O3,     "Loss    of    Charcoal 
from  Btd    Type    Hi  Two-Inch    Tray    Adsorber    Cello    "    Visual 
oiaminati  on   determined    that    contact    between   casing    &   screen 
is    adequate    to    prevent    charcoal    grauulo    escape 
PEOPLES.  I)  L        Commoniuealtli    Edison   Co        60/03/20        9pp 

800104001.1   Forwards    corrected    WaHta   Packaging    Insp   Kept   79-07A   Roquenta 
that    ropt    sent    on   B00232   be    destroyed 

DAVIS,  A   D        Region    3,    Chfcaoo,     Fuel    Facility   &  Material*   Safety 
Bnnch        BO/03/21         Ip 

—  0001040G11'  Forwards    corrected    Waste   Packaging    Insp    Ropt    77-07A.  on 

791212-13  No    nancomp  lianco    noted 

OAvIS,A  11        Region   3,    Chicago.    Fuel    Facility    (.   Materials    Safety 

Branch         BO/02/22         2pn 

—  H00404QQ23   Cort'octod    Waste    Packaginn    Insp    Rnpt   79-0/A  an   79121S-13  No 

noncompl  iance    notod    Major    areai    inspected    shipping    paper   & 

placarding    requlremDntSiradlatlon    levels,  rffmovab  la 

eontamina  tion   &   package    external    foflturec 

rOTTER.J  P   ,    PEERY,W  U    ,     WOODRUFf,  R   L        Region   3.    Chicogo,    Fuel 

Facility   fc  Materials   Hafety    Branch         80/03/52        7pp 

B004300544   Poruiards    IE    Insp   Rents    50-010/80-04,  30-237/80-04  & 
BO-217/BO-04   on   800320-23  4.   26   t.  noliCB    of   violation 
DAVI8.A   B        Region   3.    Chicago.    Fuel    rncility   fc  MaU'Hala   9af8ty 
Branch        80/03/21        Spp 

—  BOQ4300948  Notice    of    violation    from    imp    on  00033Q-.22  (.  H6 

if      Region   3,     Chicago,    Office    of    the   Director        90/03/11         Ip 

—  B004300SS3    IE    Insp   fiapts    SO-OIO/HO-04.  50-  237/BO-04  &   30-349/60-04   on 

800330-23  ti  Sii  No    nonconip  1  iance    noted,  Majnr   nrnflfl    intpocted 
internal    audi  to,  licensee    coordination   w/off»im    support 
agencies   ti   revicy  of   omergcncy    drills 

EBS10,  T  H   ,    OESTMANN,M  .J   .     MATSQN-  E        Region  3,    Chfeego,    Offica    Of 
the    Director        BO/03/11         lOpp 

8004150159  ForuordB    It    Info   Notice    00-13,     "  Instrument   Failure   Causea 
Opening    af   PORV  &   Block    Volvo    "    No    specific    action    or 
response    necessary 
KEPPLER.J  0        R«oion   3.    Chicago,    Offire    of    tha   Director.       BO/03/31, 


F)0040EtOiafi  Forwards    IE   Circular   60-03,     "Emorgancy    Diosal    Onnerator 
Lubricating   Oil    Addition   &  Onslto    Supply    "   No   written 
response   requlvnd 

KEPPLER,J  0        Kegion   3,    Chicago,    Office    of    the  Director        BO/04/01 
Ip 


B0042S0093   Forwards    IE    Info    Notice    BO-14,     "Safety    BuflJOBtianB    From 
Employees    "    No    action    required 
HEPPLER.J   0         Region    3,     Chicago,     Office    of    the    Director          BO/04/O2 


BO04220324  Forwards    IE  Circular    30-07,     "Problem*   U/HPCI    Turbine    Oil 
Si/8    "   No  uiritten   i  esponso    required 

KEPPLER.J  fl        Regions,    Chicago.    Office    of    the    Director        BO/O4/O3 
IP 

B0011B03B9  Advises    that    IE  Circular   60-07,     "Problems   H/HPCI    Turbine 
Oil    Byt"   was    sent    to    lilted    utils    an  B00403 

CARHOLL,D  C        Region  3,    Chicago,    Office   of    thft   Director        BO/04/07 
2pp 

800423023')  Forwards    IE  Bulletin    79-03A,     "Longitudinal    Hold    Bofacts    in 
ABME  BA-312,Type   304  Btainlcs*   Steel    Pipi    "  Action   riqulrod 
KEPPLCR.J  0        Region  3,    Chicago,    Office    of    th»    Director         00/04/07 
IP 

800423030*  Advises    that    IE  Bulletin   79-03A,     "Longitudinal    Hold   Defects 
in   A3  HE  8A-312  Type   304  Stainless   Steel    Pipe,"    was    sent    to 
Hated    utils   an   B00404   far    action 
CARROLL,  D  E        Raglan  3,    Chicago,    Office   of    the   Director        80/01/O7 


B00432O069   Forwards     IE   Bulletin    BO-  OS.     "Eijtm    of   Containment    LlnBT 
Penetration  Ualds    "   Hrltten   responie   required 

KEPPLER.J  G        Region  3,    Chicago,    Office   at    the    Director,       BO/01/09 
IP 

0004220161    Advi*en    that    IE   Bulletin  00-00,     "C<am   of    Containment  Llnor 
Penetration  IJDldn,"   was    aont    to    listed    utils    on   BQ04QE1 
CAHROLL.D  E        Region   3,    Chicago,    OfPlce    of    the   Director        QO/04/09 
3pp 

BOO4220199  Advises    that    1C    Info   Notice   BO-14,     "Safety   8UBo«»tioni   From 
Employees"   uios    sent    to    Ustad    utils    on   800404 

CARROLL,  0  E        Region   3,    Chicago,    Office    of    the   Director        QO/04/09 
3pp 

SOG42B062B  Forma  rd-i    revised   Panea   3  b   5  Si   omitted   Pago   4    to    IE    Imp 
Ropt»    50-010/J30-OS,  30-337/HO-OS,  30-249/60-03,  SO-a34/BO-03    fc 
50-263/HO-  00 

FIORELLIrO        Region   3,    Chlc«go,     Reactor   fonstrtnti  on  fc   Englnouring 
Support   Branch        80/04/O1?        Ip 

—  S004H0061H  Revluod   Panes   3  &  3   &  omitted   Page   H    to    IE   Innp    R«pta 

30-010/80-09,  30-P37/SO-  03.  50-249/BO-03,  30-234/80-03   !< 

5Q-363/BO-09 

*      Region  2,    Atlanta,    Offica    of    tho  Director        BO/04/09        3pp 

fi      Periodic    operating    reports   &  rolated   correspondenco 

9004(40330  Forwards    "Railuaate   &  Environ  Monitoring   Annual    Kept    1979,  " 
STEPHEN8DN,  D   D        Commonwealth    Edl»on   Co,       80/03/19        Ip 

—  3004140340   "fiaduiaste   ^  Environ    Monitoring   Annual   Rept    1979-  " 

KOHL,K  A  .    CKANDRASEKARAN      Cbarllnn    Instrument   Corp         BO/03/31 
91pp 

B0041S03S2  Forward*   monthly    operating   repts    for  Mar    19HO 
D        Commonwealth    Edison   Co        BO/04/10         Ip 
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— Q00413Q3B7    Monthly    operating     repts     For    Mar    19BO 

C1E9ZKIEMICZ.&        Commonuealth    Edison   Co        80/04/01        23pp 

3      Reportable    occ  urrunc  BS,    LERs    i    reitated    correspondence 

8001080341    Forwards   LER   8Q-Q01 VO3U-O 

BTEPHENSON,  D    D         Commonuiflal  th    Edison    Co        BO/03/25        lp 

--B001080549   LER    BO-C-01/03L-0    on    800303,  capacity    in   Unit    I    fin   pump 
found    to    be    In    nead    of    updating    in    order   to  he   equal    to 
Unit    S/3    fire    pump    Commitment    mads    tn    M.RC    to    increase 
capacity    Meu   fire   pump    will    be    installed 
«      Common  meal  th    Edison   Co         BO/0-3/25        lp 


QQ042SOii30  Forward*   LER    BO-002/QtT-Q 

STEPHENSONi B   El        Commonweal  th    Edison   Co 


DOCKET   50-13    GABCOCK   fc   UILCOX    CO      CRITICAL   FACILITY 
P      Operating    license   stage    documents   (   cm  Despondence 

8001190355   Submits    addl     info    re    7?10I8   amend    request    Describes    range    of 
allowable    nonmoderator    to   moderator    ratio   (.   computer    codes 
uaed    for    front-end    calculations    for    analysis    of    mai    credible 
accident 

F         Babcock    t.   Wilcoi    Co         80/04/11         4pp 


QOCKET    50-1B   VALLECITOS   COILING   MATER    REACTOR 
I      Financial     information 


BO/04/17         lp 


8004070317  Forwards  Annual    Financial    ttept    1979 

CUNNINGHAM, Q   E        General    Electric    Co         30/03/2B         lp 


.. LER    90-002/01T-0    on   6:00405,  uuhl  le    in   shutdown  mode  u/fuel 

removed,  contaminated    deraineral  I  led    uarer  was   bning    heattd   t< 
added    to    primary    tys    Tube    leaks    in    heat   eichanger  ware   found 
leaking    water-    Into   river    Caused    by    unloader   tube    failure 
8ATEB,  J        Commonweal  th   Edison    Co        BO/O^/l?       4pp 


--9004070321    Annual    Financial    Reot    1979 

*      General    Electiic    Co         BO/02/15         25pp 


J      Insurancs   ft    indemnity    information 


U      Con[re».*iotij  1 


Cotretp  undents 


6004140103  Forward*    response    to   800204    request    for    comments   on   IL  Safe 
EnersU    Alliance    statements    NRC    complies   u/NEPA  requirements 
Proposed    docontoroi  nation    under    review  for   special 
circumstances-   tuhtch   may    require    EIS 

BlfiCKa.W  J        Office    of    the   Eieculive   Dii-ector   for  Operations 
30/03/2B        app 

— 80041-10197   Roqutstl    info   on    IL  Saf»   En«rgg  Alliance   concern*   re 
propoied    decontamination    of    facility    Also  requests    info  on 
studle*    re    reactor    environ    impact 
COLLINS,  C        KOUIB   of   Rep    ,     Foreign  Affairs.       80/02/04        lp 


B004010333  Forwards   Endorsemont   23   to  HAELU  Policg   MF-9S 

CDRREAi  M   A        Marsh   t    McLennan.  I nc    ,     M   t>   M   Nuclear    Coniu Hants.  Inc 
Div       00/03/25       app 


R     Periodic    operating   reports   &  related    correspondence 


Q0040B023fc   Forwards    "1979   Annual    Status   Rept    19    " 

CUNNINGHAM.Q   E        General    Electric    Co         80/02/29         lp 


— BOQ4QB02S9   "1979  Annual    Status  fiept    15   " 
•     General    Electric    Co        80/02/39        Spp 


H004  140206   FQj-uards    cjinmenti    an    IL   Baf«   Enargg  Alliance   statementi   re 
propoied    o^contamtnation   of    facility    per  900320  request  NRC 
complivi    w/NEPA.   rsqui  renmn  ti   Propoicd    action  under   rev  i  aw 
f**1    ipecial    elrcumttancBS    which    may    renuire  EIB 
BIRCK&itJ  J        Offic*    at    the    Eieciftlve   Director   for  Operations 
BO/03/2B        611  p 

—  BOD414021S  Supports    IL  8afa    Energg    Alliance  request   For   completion   of 
EIB    prior    to    fdciKtij    detail  taminat  ion 

,  8  tt        HDUSV    of   Rep    ,    Appropriations       BO/  02/20        lp 


a0041401t9  For-yarili    reapunie    to   800205  raqueit   for   conmenti   on   Itr    from 
EFi  HcGyimuoh    of    IL  Safe    Enargij   Alliance  NRC   complin  u/NEPA 
r*qulr*mBn  ti    Pr  opened    de-contamlnat  Ion   under   revieiu  for 
iptclal    circumitance*   whicfi   nay    req.iilre   EI9 
DIRCKS.U   J        Office   of    the   Eiccutlve  Director   for   Dparatlons 
HO/03/31         Spp 

—  B004140IGa  Requoiti    eommonti    on    «ncl    7S0123   Itr   from  ER  McCullough    of 
IL  Safe    Energy    Alliance   Ltr    propoici    that  EIS  be  required 
For    facility    d  aeon  lamina  t  Ion 

Haute    of   Rap    ,     Education  fc   Labor       60/03/03       4pp 


Foruarils   reipon**    to  800131    requtit  for   comments   on   itr   from 
ER  HcCullcujph    of    IL   Safe    Enarg-j    Alliance  NRC  cnmpllis  u/NEPA 
riqulvinant*    Proposed    dec  ontaminatlon    under  review  to 
'tt«r<nln>    If    518    Is    required 

'RCK&iH  J.       Dfflc»    of    th»   EiecuttvB   Director   for  Operations 
/OS/31        App 

J04UQS30   Request*    commenti    on    and    B0013S  Hi-    from  ER  HcCulloujh   of 
IL   9a*»   Energy    Alliance    re    facility    decontamtnetlon 
BTEVENSON,  A,       S»nat<        BO/01/31         3fl(i 

3004140456  Furmardt   HRC  fl<J033B   r*»pon*B    to  Congnisman  6  Vatei  re 
status   of    HRC    decision    on   nved    tar    EIS   prior   to   plant 
dteontamination    NUC    treatment    of    IL  Energy   Alliance   concerns 
Is    inadequate   List   of    caneBrni    ent  1 
BHINEFLUa.n         Illinoli    Safe    Energy    Alliance,      BO/04/07       2an 

"-6004140459  Rvipondi    to  900220   request    for   comments  re    IL  Safe  EnirgiJ 
Alliance    *t*  t  mitmti    about    propoted    chemical   decontanlnition 
HRC   u  ill    comply   u/rtqulreifiint-t    of  NEPA  in  determining 
uhethir   EIS    should    be    prepared 

W.  J        Office    o?   Nuclear   Material   Safety   t.  Safeguards, 


DOCKET  50-29  VANHEE-ROUE  MUCLEAR  POHER  STATION 

F     Becurityi    medicali    emergency   t   fire   protection    plans 


BQ0401044&  Forward i    Items   3   1    5  t  3    1    12(d)    of    fire   protection    review 
Proposed   manually   operated    sprinkler   sys    is   acceptable, 
contingent   upon   submittal    of    final    design   drawings   Proposed 
1-h   rated    protection   for    dlesel    generator   rooms    acceptable 
HALL, R  E       Broothaven  National    Laboratory        BO/03/24        7pp 

Q00411014S  Forwards  NRC   position   on   VBOB22  d  790410  responses    re   cable 
fire   barrier   qualification   testing    Several    deviations    to   NRC 
requirements  make    justification   or    commitment    to   addl 
testing   necessary  ulthin   30   days 
ZIEMAUN, D  L       Operating   Reactors    Branch   2       80/03/21       3pp 

B004140172   Forwards   revised    safeguards    contingency    plan    pages    Enc  I 
withheld    <ref    10CFRE  790) 
MOODY, 0  E        Yankee  Atomic   Electric   Co        60/04/10        lp 

80043B0534  Forwards   conclusions   re    fire   barrier    qualification    testing 
Deviations    stated    in  UKC   000334    Itr    do  not   significantly 
affect    test   results 
MOODY, D  E        Yankne  Atomic   Electric   Co       80/04/32        4pp 


0     Adjudlcatory    correspondence 


600 40702 Ba  Requests    that    encl    Info   he    distributed    to  appropriate 
boards  tt  parties    Includes    info  re    disc   cracking    in 
Hestinghouse   turbines   (t  Yankee   Roue    turbine    failure 
EISENHUT.D  0       Division    of  Operating  Reactors        80/03/07        2pp 

BOO 42 30266  Requests    that    encl    documents   be   provided    to  Board 
notification   svc    lists    for  all    cases 

VftROA.  5  A,       Assistant    Director    for   Light   Water   Reactors        80/03/31 
IP 

8004230336  Forwards   NRC    confirmatory    order 

STELLD.V       Office   of    Inspection   d  Enforcement.    Office   of    the 
Director        BO/04/04        lp 

— BOO 4 2 50 339  Order  confirming    utll    commitment    to    perform  revieu  requested 
by    IE  Bulletin  7?-37   by   800701    Required    info   specified    In 
Attachment  A, 

STELLOi  V       Office   of    Inspection   d  Enforcement,    Office    of    the 
Director       BO/04/01       6pp 


DOCKETED  ITEMS 
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H  General  correspondenc  e 


900421004B  Responds  to  00030?  Itr  requesting  infn  ra  environ  effects  of 
New  England  nuclear  power  plants  Radiation  effluent  levels 
determined  by  10CFR20  4  App  1  to  1QCFR50  Environ  info 
available  in  stated  LPDR8 
BALLARD,  R  L    Environmental  Projects  Branch  1    BO/04/01    2pp 


B0042B0600  Advises  of  revised  Step  5  to  action  plan  re  anchorage  t, 
support  of  saf ety-related  electrical  equipment  Manpower 
losses  delay  retponsa  re  investigation  until  800630  All  mods 
in  ill  be  completed  prior  to  startup 
KAY,J  A    Yankee  Atomic  Electric  Co    BO/04/23    Ip 


Inspection  reports,  IE  Bulletins  &  correspondence 


— S00421006O  Requests  info  or  current  ropts  re  effects  of  nuclear  power 
plants  on  New  England  marine  organisms  due  to  radiation, 
chemical  waste  d  isposal,  therma  1  pollution  t<  other  factors 
ROGERS.  B  J    Affiliation  Unknown    0O/03/Q9    Ip 


I   Financial  information 


8004010375  Forwards  Annual  Financial  Rept  1979 

SOUCV,A  R    Yankee  Atomic  Electric  Co    BO/O3/31 


— B004010398  Annual  Financial  Rept  1979 

#   Yankee  Atomic  Electric  Co    80/02/15 


12PP 


P  Operating  license  stago  documents  fe  correspondence 


8004150310  Forwards  IE  Info  Notice  BO-12,  "Instrument  Failure  Causes 
Opening  of  PORV  t>  Block  Valve  "  No  specific  action  or 
response  necessary 

GRIEF), B  H   Region  1,  Philadelphia,  Office  of  the  Director 
BO/03/31    Ip 

0004090110  Forwards  IE  Circular  BO-05,  "Emergency  Diesel  Generator 
Lubricating  Oil  Addition  !<  Onsite  Supply  "  No  written 
response  required 

ORIER,B  H   Region  1,  Philadelphia,  Office  of  the  Director 
BO/04/01    Ip 

B00411051S  Forwards  IE  Info  Notice  QO-13,  "GE  Type  BBM  Control  Switches 
Defective  CAM  Followers  "  No  written  response  required 
GfilER, B  H   Region  1,  Philadelphia.  Office  of  the  Director 
BO/04/03   Ip 


0004100511  Advises  that  responses  to  761123  Itrs  ra  LWR  assessment  of 
enhancement  of  fission  gas  release  at  higher  burnups  have 
been  reviewed  No  Immediate  licensing  action  required  for 
operating  reactors  per  typical  fuel  bundle  i  batch  burnupt 
ZIEMANN, D  L    Operating  Reactors  Branch  2    00/02/29    2pp 

SGO423O064  Advise*  that  review  t  evaluation  mill  not  be  completed  until 
900701  re  loss  of  non-Class  IE  Instrumentation  It  control 
power  sys  bus  during  operation 
KAY,J  A    Vanliee  Atomic  Electric  Co    BO/O2/21?    Ip 

0004000139  Forwards  NUREG-0569,  "Evaluation  of  Integrity  of  SEP  Reactor 
Vessels,"  completing  review  of  SEP  Topic  V-6  H/o  end 
ZIEMANN.  D  L   Operating  Reactors  Branch  2   80/03/05   2pp 


B004240353  Forwards  IE  Info  Notice  00-14,  "Safety  Suggestions  From 
Employees  "  No  action  required 

GRIER.B  H   Region  1,  Philadelphia.  Office  of  the  Director 
HO/04/02   Ip 

8004100255  Forwards  IE  Circular  BO-07,  "Problems  W/HPCI  Turbine  Oil 
Sys  "  Mo  written  response  required 

GRIER,B  K    Region  1,  Philadelphia,  Office  of  the  Director 
BO/04/03    Ip 

B004330516  Forwards  IE  Bulletin  79-03A,  "Longitudinal  Uald  Defects  in 
ASME  8A~312,Type  304  Stainless  Steel  Pipe  "  Action  required 
DRIER, B  H   Region  1.  Philadelphia,  Office  of  the  Director 
BO/04/04    Ip 


8004020004  Forwards  review  schedule  for  environ  qualification  of  Class 
IE  electrical  equipment  per  900221  meeting  Resubmibtal  of 
info  Is  unnecessary  References  or  updates  to  info  previously 
submitted  are  acceptable 
ZIEMANN,  D  L   Operating  Reactors  Branch  S   00/03/06   5pp 

B0040B01B5  Forwards  evaluation  of  SEP  Topic  XV-20  comparing  facility  w/ 
current  licensing  criteria  Responses  will  be  made  if  as- 
built  facility  differs  from  licensing  basis 
ZIEMANN, D  L   Operating  Reactors  Branch  3   BO/03/07   6pp 

B004030102  Forwards  "Nuclear  Data  Link  Spscs.  "  study  of  digital 
communication  sys  to  transmit  info  from  plants  to  Bebhesda 
Operations  Ctr 
EIBENHUT, D  0   Division  of  Operating  Reactors   BO/03/12   Spp 


--B004030H8  "Nuclear  Data  Link  Specs 
*   Division  of  Operating  Reactors 


00/02/31    2Bpp 


000417030B  Forwards  request  for  addl  Info  re  environ  qualification  of 
electrical  equipment 
Z I  EH ANN, D  L   Operating  Reactors  Branch  S   00/03/28   29pp 

8004110434  Forwards  Revision  fl  lo  YOQAP-I-A  addressing  organ!  latl  Dti 
changes  to  QA  program 
HEIDER.L  H   Yankee  Atomic  Electric  Co    80/04/04    Ip 


B0041B0302  Forwards  IE  Bulletin  BO-OB,  "Eiam  of  Containment  Liner 
Penetration  Welds  "  Written  response  required 
ORIER,B  H   Rngion  1,  Philadelphia,  Office  nf  the  Director 
80/04/07   Ip 


R  Periodic  operating  reports  d  related  correspondence 


8004100370  Forwards  "Annual  Radiological  Environ  Surveillance  Rept  for 
1979  " 
KAY, J  A   Yankee  Atomic  Electric  Co   80/03/31    Ip 

--B004I00374  "Annual  Radiological  Environ  Surveillance  Rept  for  197"?  " 
*   Yanioe  Atomic  Electric  Co   BO/03/2B   60pp 

8004150350  Forwards  monthly  operating  rept  for  Mar  1900 
MOODY,  D  E   Yankee  Atomic  Electric  Co   BO/O4/11    Ip 

— 9004150352  Monthly  operating  rept  for  Mar  1900 

BEERB.F  C   Van t Hi  Atomic  Electric  Co   BO/04/11    Spp 

3  Heportable  occurrences,  LERs  it  related  correspondent 

80Q40BQ4B9  Forwards  LER  8Q-009/03L-0 

AUTIO.H  A   Yankee  Atomic  Electric  Co   BO/04/O4   Ip 


— 8004110444  OA  program  Revision  8  for  facility  operation 

VANDENBUHOH,  D  E,  HEIDER.L  H  ,  MOODY.  D  E   Yankee  Atomic  Electric 
Co   YOQAP-I-A   80/04/01    20pp, 

8004250123  Forwards  Category  A  tassoni  Learned  Task  Force  review  items 
which  require  addl  licensee  action  Includes  info  re  heater 
capacity  required  J*  time  within  which  capacity  must  be 
available  to  maintain  natural  circulation  at  hot  standby 
ZIEKANN. D  L   Operating  Reactors  Branch  2   BO/04/05   4pp 

S0042900??  Requests  payment  of  Class  III  fe.i  for  proposed  Tech  Spec 
Change  163  NRC-requested  chanue  is  not  exempt  from  fees 
because  change  enhances  safe  operation  of  facility, 
MILLER, W  0   License  Fee  Management  Branch   00/04/03    Ip 

8004110419  Responds  w/addl  info  ra  800402  Category  A  Implementation  and 
audi t. Westlnghouse  study  determined  min  heater  requirements 
ID /o  offslte  power  met  required  heater  capacity  Temp  Inputs 
increased  to  8  thermocouples 
KAY.  J  A   Yankee  Atomic  Electric  Co   BO/04/09   13pp 


-- 8004080496  LER  SO-009/03L-0  on  800307,  during  maint  outage  In  Mode  9 
while  performing  safety  injection  time  delay  verification 
procedure, TDC2  setpoint  found  out  of  Tech  Spec  limit  Caused 
by  setpoint  drift, Relay  adjusted  to  within  Tech  Bpec  limit 
FRENCH.  L  D   Yankee  Atomic  Electric  Co   80/04/04    Ip 


DOCKET  30-30  PLUM  BROOK  RESEARCH  REACTOR  FACILITY 

0  Advisory  Committee  on  Reactor  Safeguards  reports  &  correspondence 

S004Q401A7  Confirms  recommendation  re  addl  subsurface  Investigations 
Three  large  diameter  borings  down  to  base  t  below  lowest 
shear  at  reactor  at  fence  uphill  &  at  fence  downhill  from 
reactor  should  provide  required  info 
PHILERICK. 8  S   Philibrick,  S  B   79/12/14   Ip 


DOCKETED  ITEMS 


CKET    50-34   UNION    CARBIDE   RESEARCH   REACTOR 
Operating    licenie    stage   document*    &    Eorrttiponddht e 


—  8004170357    "Seismicitij     of    Li^ermcrs    Valley    in   Relation    to    OE    Vallncitc 
Plant    " 
BOLT.il   A    .     HAMBGN.R    A         General    Electric    Co         00/03/31         35pp 


Q4150QS2   Advil"*    that   License   R-B4  will    eipire.    an    600430  Roneual 
require*    fllins    30   >dau«    bofore    eipiratlon   date    do^o-nitrat  ing 
that   reactor    can    operate   safely    for    prolonged    period 
REID,  R   H         Operating    Reactors    Branch    4         90/03/20          In 

Periodic   operating    reports   &   related    correspondence 

304QS054B  Forward*    "Annual    nperftting    Rant    for    1979    " 
RUZICKft.HG         Union   Carbide    Corp         90/03/31          Ip 


— aOQ41703iO   Forwards   reaponsss    fco   questions   !<   comments    raised    at   ACRB 
7711  H  CETR  Sijtccwii  ttee    meeting 
DORNITZEUR   W        General     Electric    Co         80/Q'l/IA         33pp 

SOOfl3S(XUl    Forward)    partial     response    to   MRC    questions    re    structural 
Issues   of    test    reactor 
GH-LlUANDiO   L         General    Electric    Co         60/04/33          12pp 

R      Periodic    operating    reports    &   related    Correipondence 


-aOOIGSQSSl     "Annual    Operating    Rept     1979."    reporting     facility    mod    J,   majdr 
maint 

*  Union   Carbide   Corp        80/03/31         4pp 

004090375  Faruwrds    "Annual    Op»ra*ins   Reft    for    1979    " 
HUZICKA.W   0         Union   Carbidu    Corp         BO/O3/3J          Ip 

-900409Q3SO    "Annual    Operating    Rept    for    1979   " 

*  Union  Carbide   Corp        90/03/31         4pp 


1DCKET  50-57   STATE  UWIV      OF   HEW  YORK  RE9EARCH  REACTOR 
Op«r*Ur.o    licon»*    stage    docuaent*   t    con-etpondBnco 


0004080349   Fo-rwarm     "Annual     Operating    Rapt    31     for     W79    " 
CUNNINGHAM,  0   E         Oenoral    Electric   Co         BO/03/05         If 


— 80040B0359   "Annual    Operating   Rept   51    for    1979 
»      General   Electr-U    Co         BO/03/05        Spp 


S      Rcportable   oc  t  urrenc  es,    |_ERi   !>   r«lated    cor 


BQ0404O030   PNQ-V-8O-013A    ground   uater    samp  lei    obtained    from   uell 
located   near   underground    matte    tank    farm  d  beloui   ground    fuel 
tank    sump    Analysis    ihouad    nn    ilgnlficant    activity    above 
d  tie  ft  ah  IB    JiuKt 

UENSLAWSWI.F  .    FISHER        region   S,    Ban   rpancisco,    Office   af    tliH 
Dirtctur         80/03/19          Ip 


'905190074  Fovunrdi    draft    of   revl  *ed    Tech   Specs   TB    effluent  monitor 
opirjfa  i  lltij    Rftqueits    aame    limits    at    granted    to  Univ   of 
Michigan  «llou  24-N    out    of    ave    for   wonltori    U/D    roitrictiqns 
an  operation 
OBLCigRY.P   tt        N*v>   Vork,    State   Unlv      of,     Buffalo        79/12/39        3pp 


BQ040104t3  PNQ-V-80-01SB,  correcting    PHO-V-BO-OlSft  Tritium  mistskonlu 
reportad   a-s  3  O  E-S,  ihoutrf    rearf   3  Q  E-3 

WENSLAWSKIiF  .    FJSII,  R        Region  S,    San   P"rancin:o.    Office   of    the 
Director         BO/O3/19         Ip 


DOCKET  90-70  QENERAL  ELECTRIC    TEST   REACTOR 
0     ftd judicature    corr««pon,denr* 

S0040aoOaA  MnniOTandum    of    undei-standino    betuxn  NBC    h  PEMA  r-o   prompt 
improvement    In    radiological    emergency    planning   tt 
preparednen,  distributed    a»   DoariJ   tint  lPie*t  Ion 
G09SICK.L  V        Office    of    the   Executive   Dir«ctor    for  Operationi 
BO/04/O2        34pp, 


DOCKET  30-73  OENEHAL   EUECTRIC    UUCLEftR   TESr  HCACTOR 
I      Financial    Information 


B004070317    Foruarils   Annual    Financial    ftopt    1979 

CUNMINOHAH.ee        0*nera]    Elactrlc    Co        SO/03/20        Ip 


—  9004070321  Annual    Financial    Hopt    J979 

*      General  Electric    Co        00/OH/13        35pp 


!      Flnanc  lal    tcifarmst  ion 


0004070317  Forwapot    Annual    Financial    R»pt    1979 

CUNNIM3HAM,  8  E        <J»naral    Electric    Co        80/03/39        Ip 

—-8004070321    Annual    Financial    Beat    1979 

«      Oeneral    Electric   Co        80/03/13        2S|>p. 

P     Qpt-ratlni    license    (tage   documents-   &   correip  ondence 

B0040M142   Summary    of   BOQ131    maetl'ng    ui/QE    in    Betheida,  MO  re    analysis 
arooo«»d    bv   vandor    to    support    restart    of   GETR 
NELSOHiC.       Op«r«ttng    Reactori    Branch    4.       a^/oa/Sl        2pp 


—8001040153   "Probability   An»iuiit   of  Surface   Rupture  Offtot  Denaath  OETR 
niac  to-r    Bid  g 
REEDrJ  W        Jack   B      Banj*mtn   t  Anociates,  Enc        SO/03/iJl        lOpo 

80040201B5  Foruardt    r.tults    from  measurement,    token   to    determine  angl* 
of  dip    In    trersch»«    at    ilte,,  H    surface    of  f«Bt    to    be 
contiderait    In    etTuttural    Analyses,  recomra»niJ«    ming    dip 
angle*   ranging    betuean    to   to   30   d*gr<eei, 
DARHITZEL.R   H        Orneral    EUctrtc   Co        SOVQ3/31         gpp 


P      Operating    UconiB    itagn    documenti    (•  correiponileiica 

BQ04170044   Foruardi   propc-»ad    changes    to    Tueh    Bpec«,p»r  Q00320   (.  21 
telconi,  In  response    to   MRC    Hueition*   r»    util    response   to 
postulated    seismic    event    application   to    amend    Tech    Specs 
CUNNINGHAM,!!   C        Ooneral    Electric     Co         80/04/O3         Ip 


Application    to   amend   License   R-33,  chang  ing   Toch    Bpoca   re 
poitulated    telsmlc    evan  t 
»      Oenoral    Elaetric    Co         BO/04/IO        Ip 

—00&4170Q.19  Proposei)    chatujes    to    Tech   Bpoci   4    llr),S   4  3,  S  S   2.0  B    1  1    (< 
Table    1    Tech  Spec    a  S   5    should    be   dc-letad 
»      General   Electric.    Co        60/04/10        3pp 

n      Periodic    operating    reports  k  mlated    correspondence 

eoo408030a  ForuinrJi    "Annual    Ooerattng   Rent  20."    for    1979 
CUNHIKGHAM.G  E       General    Electric    Co        BQ/02/E9         Ip 

—8004.030313  "Annual    Operating  R«pt    SO."    for    1979 

OILLILAND.DL        Oanei-nl    Electric    Co        00/03/27        9pp 


9001300032  Foru,ard»   Revision    1    to   OA  program 

80/oi/07AK'  ?PE        °"1*P*1   El«ct'lc    Co    -     Nucl.ar   Energy  Product.  Div 

—  900WOQOB6  OA   program 

*      0*ner«l    Electric    Cn.       OAP-1    R|.       30/03/31        33pn 


w  *» 


vu«p». 

v*ii»eitof    Plant,"    tt  responses    to   queitlons    Si   comma  nl* 
r.it.d  at   ACBB  79J114   OETR    SgbConm?tt.D   mie  Una,  Info 
nDneontroversial    fc    doai  ntn   alter   OE   position 
DARM1TZEL,  R.W        General   Electric   Cc.       B0/04,/'14        2pp. 


DOCKET   SO-lll  HCHTH  CAROLtMA  STATE  UNIV      RESEARCH  REACTOR 
R^  Periodic   opmating   reports  fc   reUted    torrespondence 

QOO«20S5B  Forurarda   "Environ  iladUUon   eurvelllancB    Rept    for   Det    197H- 
8      t    19?"   »    "Ellvitllin   RadiatiDn  Surveillance  Hept    for  Apr- 
BH,Ay,T  C       North  Carolina  State  Unlv        60/03/13        3pp 

—9004220560  "Environ    Radiation  Survail  lance  Hept    for  Oct    1978-Mar    1<J79 
BALL-A  C  ,    DE0NAH.J        florth   Carolina  State    Univ        BO/03/13        7pp 


"Enviror*  Radiation   Surveillance   Rept   tar   Apr-B.pl;    (979 
BAUL.A  C   ,    DEDHAM.J        North   Carolina  State    Unlv        00/03/13        7pp 


DOCKETED  ITEMS 
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DOCKET    50-133   UNIV      Of    MISSOURI    RESEARCH   REACTOR 

0       Inspection    reports,      IE    Bulletins    &    correspondence 


B004330167    Forwards    IE    Insp    Rept    50-123/79-03    on    791105-06   tx    1204-05 
&    notice    of    deviation 
KEPPLER,  J  B        Region   3,     Chicago,    Office    of    the    Director        BO/03/O3 


P      Operating    license    stage    documents   &   correspondence 


BQQ4I90431    Application    for    renewal    of    facllitg   License    R-62   for 
term   of   20    tfrs 

CUHTNER.A   f    •     PARKINSON,?   F    .     KREBS,  A   H         Virginia    Tech          79/10/O2 
2pp 


—9004230175   Notice    of    violation    from    insp     on    791105-06   &    1304-09 
•      Region    3.     Chicago,     Office    of     the    Director         80/O2/19          lp 


DOCKET    50-IS8    TEXAS   AS.M   UNW      RESEARCH   REACTOR 

P      Operating     license    stage    document:    &    corresp  ondetlco 


--8Q04230179   Nntico    of    deviation    from    insp    on    791105-06    !,    1204-05 
*      Region    3,     Chicago,     Office    of    the    Director         00/02/19         lp 

--B00423Q189    IE    Iiisp    Rept    50-123/79-03    on    791105-06   t.    1204-C-S 
Honcompl lance    noted    failure    to   maintain    required    peraonnel 
eiposure    lecords    fr    deviations     In    surveys,  measurements    It 
instruments 

FISHER, W   L         Region    3,     Chicago,     Fuel    Facllitg    d   Materials    Safety 
Branch        DUQRY,  N   E        Region   3,    Chicago,    Office    of    the   Director 
00/02/19         13pp 

8004390080   Ac  k    receipt    of    800324    Itr     informing    NRC    of    steps     taken    to 
correct    violations    notetf     in     IE    Insp.    Rept    90-123/79-03 
KEPPLER, J  0        Region   3,    Chicago,     Office    op    the   Director        BO/Q4/08 
IP 

— 6Q042900B5   Respond*    to   NHC   8OQ303    Itr    re    violations    noted    in    IE    Insp 
Rept    50-123/79-03   Corrective    actions     instituted    procedural 
change    delegating    routine    health    physics    activities    to 
reactor    personnel. u/audi ting    by    health    physicist 
PLANJE,  T    J         Missouri,     Univ       of.     Rolla         BO/03/24         9pp 


8003190734    Requests   maps    indicating    lou   population    iones    for 
facilities 
EDSQN.K        California,    State    of        SQ/01/07         lp 


S      Periodic    operating    reports   it    related    correspondence 


B004340416   Forwards    ''Annual    Operating   Rept    1979    " 
KLE1N.D         Texas,     Univ      of         BO/03/31          lp 


— B004240420    "Annual    Operating    llept    1V79    " 

KLEIN,  D    E          Teiaa,     Univ      of         80/03/31          5App 


DOCKET    50-133   HUHBOLDT    BAY   POKER    PLANT,     UNIT   3 
0     Adjud  icatoru,    correspondence 


8004240340   Urges    ASLB    to    move    on    hearings    re    facility    Certificate    of 
Svc    encl 
DUOOItJS.  L         Affiliation  Unknown        30/01/05        3pp 


DOCKET    50-134    VIRGINIA    PQLYTECH    1NBT      TRAINING   REACTOR 
D      Utility    Preliminary    Safety    Analysis   Report,    amend* 


8003310406   Forward*    PSAR 

PARKINSON,  TF         Virginia    Tech 


BO/03/19 


-8003310411  PSAR  for  VA  Polytechnic  Inst  t,  State  Univ  research  training 
reac  tr- 
CUflTNf 
107pp 


reac  tor 

CUflT NCR,  A  P    ,     DENTON.M  M   ,     ESKIW.L  D        Virginia   Tech        79/11/01 


-B00331O415    Chapter    1    of    VA   Polytechnic     Init    S<   State    Univ    rffieavch    X 
training    reactor   PSAR,     "Introduction    " 

CU"TNCR,A  P    ,     DEMTON,  11  M   .     ESK.IN.L   D        Virginia   Tech        79/11/01 
lOpp 


8004190003   Fc-ruarili    rept    by    Uooduard-Clyda    Consultants    re    status    of 
geologic    &    leismic    Investigations    Involving    facility,  in 
accordance   W/A6LD   790619  order    Uork    going    foriuard    on 
ladlometric    dating   &    trace    element   analysis 
LOCKE,  R   F         Pacific    Gas   t<  Electric    CD        BO/03/21        i[>p 

80040B0626  Notice   of   B00603  prehsaring    conference   at   Veterans   Momnnal 
111  dg,  Euretta  i  CA  Conference   mill    address   PQ&E  request    that 
further    procaedings    be   stjayed    tt   held    in  abeyance   until 
&01001    re    amend    to  OL   Technical    assistance    requested 
LAZO.R   M        Atomic    Safety   and    Licensing    Hoard    Panel        80/03/54         3pp 

B004Q30026  Memo rand urn   of    understanding   between    NRC   k  FEMA  re    prompt 
Improvemerit    in   radiological    emergency    planning   & 
preparednoss, distributed   as    Board    notification 

OOBSICK.L    V         Office    of    the    Enecutlve    Director    for    Operations 
80/04/02        34pp 


— B003310417   Chanlor   2   of   VA  Polytechnic    Irtst   *•   State   Univ   research    [< 
training    reactor    PSAR,     "bi;s    Hods    " 

CURTNER.A   P    ,     DENTON.M   M    ,     E9KIN.L    D         Virginia    Tech         77/11/01 
30ff 

—8003310421    Chapter    3    of   VA  Polytechnic    Inst    fc  State   Unlv  resiarch    (. 
training    reactor   PSARi     "Thermal-Hydraulics   Analysis    " 
CUflTNER.A  P    ,    DENTON.M  M   ,    ESKIN.L  D        Virginia    Tech         79/11/01 
4pp 


8004290280  Requests    hearing    re    plant   proximibg    to   earthquake    fairlt 
Certificate    of   Svc    encl 
JAMES,  M      Aff  I  Hat  ion   Unknoum        BO/04/OB        3pp 


I      Financial    information 


13004100233  Forward*   Annual    Financial    ftept    1979 
CRANE, P  A        Pacific    Oas   fc  Electric   Co        BO/04/03 


--B003310427   Chapter    4    of    VA  Polytechnic    Inst   4.  State   Univ   research    t, 
training    reactor   PSAR.     "Reactivity    Transients    " 
CURTNER,A  P    ,     DENTON,M  M   ,     ESKIN,  I.   D        Virginia   Tach        79/11/01 
9pp 

— 8003310432  Chapter    9   of   VA  Polytechnic    Inst   &  State   Univ  reiearch    fc 
training    reactor    PBAfl,     "Radiation   Safety    " 

Clff)TNER,A  P    ,     DCNTONiM  M   ,    tBKIN.l.   D        Virginia   Tech        79/11/01 
I6pp 

— 8003310439  Chapter   6   of   VA  Polytechnic    Inst   &  State   Univ   research    & 
training    reactor   PBAR,     "DBA" 

CURTNER.A  P    ,     DENTON,  M  H   ,    EBKIN.L   D        Virgin!*   Tech        79/11/01 
42pp 


F      Security*    medlcali     amergencij    5.    flrf    protection   plans 


B00404046B  Foruards    Sept    1979   draft    emergency    plan 
PARKINSQN.TF        Virgin!*    Tech        80/03/19         lp 


-- B004100244    rtntiual    Financial    Kept    1979 

*      Pacific    Oas    S,   Electric    Co         SO/O2/22 


43PP 


P      Operating    license    stage   documonts    tt  correspondence 

8004070397   Discusses    NRC   761133   reque*t    that   all    LHR    llcHnseal   assess 
higher    fission    gas    release    for    fuel    burnups   above    20r  OOO 
KU-da(j    per    metric    ton    Responses    indicate    that    no    immediate 
licensing    action    is    required    for    operating    reactors 
IPPOLITO.T   fl        Operating   Reactors    Oranch   3        SO/03/10        3pp 

8004030102  Fflruiariis    "Nuclear   Data   Link   Specs,"    study    of    digital 
communication    iys    to    transmit    info    from  plants    to  Bettiesdo 
Operations    Ctr 
EI9ENHUT,  D   5        Division   of  Operating   Reactors.      80/03/12        9pp 


--B004030118    "Nuclear   Data  LinV    Specs    " 

*      Division    of  Operating   Reactors        80/03/31 


2Hpp. 


—8003310408   Draft    emergency    plan 

*      Virginia   Tech        79/09/30        Upp 
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Q      ln«pectlon  reports,     IE    Bulletins   L  correspondence 

|     9004190209  Forwards    IE   Info  Notice  90-12.     "Instrument  Failure  Causes 
Opining    at    PORV  tc    Block    Valve    "    No   specific   action   or 
response    noceiaarij 

I  ENQELK€N,R    H         Raglan   5,     Ban   Francisco,     Office    of    the   Director 

80/03/31          Ip 

9004100101    Forwards     IE   Circular    80-05,     "Emergency    Diesel    Generator 
Lubricating  Oil    Addition   d  Qnsite  Supply    "  No  untten 
response    required 

EMQELKEN,  R    H         Region   S.     3an   Francisco,     Office    of    the   Director 
eO/Q4/01          Ip 


U      Congressional/Eiecutive    Correspondence 


B0040B0157   Responds    to    791102    )tr    re    constituent    concerns    about 
emissions   of   radioactive    935    from  tJniv  of  CA,  Los   Angeles 
research    reactor    Ar-41    emissions    result    in    individual 
doies   belou  mai   allowed    by   NRC    guidelines 

D!RCKS,W   J        Office    of    tho   Executive    Director    for    Operations 
00/03/13        2pp 


—9004030164   Requests    response    to    end    6D   Strum    791007    Itr    r 
of    radioactive    gas    from   Univ    nf    CA. Los    Angelas    research 
rose  tor 
BEILeN5QN,A   C         House    of    Rep         79/11/03         Spp 


80-04110111    Forwards     IE    Info   Notice   90-13,     "OE   Type   SBM   Control    Switches 
Defective   CAM  Followers    "   No    specific    action  or  response 
r  Bitul  red 

ENGELKEN.Fl    H         Region   3-     San   Francisco,     Office   of    the   Director 
•90/04/02          Ip 

GQQ4220Q38  Forwards    IE   Info  Notice   BO-lfl,    "Safety   Suggestions  From 
Employee*    "  Na    action  required 

ENOELKEH.R   H        Region  5.    San  Francisco,    Office  of    the  Director 
8O/O4/02         Ip 


DOCKET   50-150   OHIO   STATE   UNW      RESEARCH   REACTOR 
I      Financial    Information 


9004030046   Responds    to   FOIA   request    for    documents    re    eitraord inaru 
nuclear    occurrence    concopt.  inc  lud ing    proposed    rulemaklng, 
regulations    ti   rulai   adopted    by    AEC    Forwards    documents    listed 
in  App   A 
FELTCfW  H        Division   of   Rules   and   Records        30/03/18        9pp 


BOOA190H9  Forwards    IE  Circular   80-07,     "Problem!  W/HPCI   Turbine  Oil 
Syi    "   No   written   response  required 

ENOELKEN,  R   H        Region  5,    San  Francisco,    Office  of   the  Director 
60/04/03        Ip 


— B0040BOQ90  Ack   receipt    of    690625    Itr   re  Amend   3   to    Indemnity    Agreement 
E-B   Amend    2   has    been    eiecuted    Forwards    H   Carlil 
legal    op  inion 
CARSON, 0   D         Ohio    State    Univ         69/07/10        3pp 


9004230374   Forwards    IE  Bulletin    79-03A,    "Longitudinal   Wold   Defects    in 
A9HE  6A-312,Type  304  Btainles*    Bteel   Pipe   "  Action  required 
ENOELKEN,  R   H        Region  5,    San  Francisco,    Office   of   the   Director 
eO/04/04         Ip 

'0004220172  Forwards    IE  Bulletin    90-09,    "Eiam  of  Containment  Liner 
Penetration  Utlds    "   Written   response  required 
ENOELKEN.R   H        Region  3,    Ban  Francisco.    Offite   of    the   Director 
8O/O4/07         Ip 


Ft      Perl-odic    opiratltl}    report!   &    related   correspondence 


9004170233  Fnruards    mDntfily   operating   rept   for  M«r    1980 
WEEKS,  E  D        Pacific    Ois   4  Electric  Co        90/04/07        Ip 


— B004170236  Monthly    operating   rept   for  Mar    1990 

OETTY.B   C        Pacific   Oas  t,  Electric   Co       BO/04/09       4pp 


0      Inspection   reports,     IE  Dullotlna   tt  correspondence 


B004100372   Foruiards    IE    Inep    fiupt    30-150/80-01    on   B00206-07   No 
nancomp 1  lance   noted 

DAVIS, A  D        Region  3,    Chicago,    Fuel   Facility   t,  Materials   Safotg 
Branch        BO/02/39       3pp 

—8004100377    IE   Insp   Kept   50-150/80-01    on  900206-07  No   noncomp  1  lance 
noted    Major   areas    inipected    radwaste   mgt    !<   radiation 
protection   programs 

FISHER, W   L        Region   3,     Chicago,     Fuel    Facility    J,   Materials    9afotu 
Branch        PAUL,  R  A   ,    SCHUMACHER,  M  C        Region  3,    Chicago,    Office    of 
the   Director        80/02/28        7pp 


DOCKET    50-151    UNIV      OF    ILLINOIS   RESEARCH   REACTOR 

0      Inspection  reports,     IE   Bulletins   t    correspondence 


S      Reportahla    occurrence!,     LERi    t.   related    correspondence 


B0040B04BI  Forwardi  t£R  SO-002/03L-0 

CRANE,  P  A        Pacific    Oit    k  Electric   Co        BO/04/01        Ip 


--B0040904S7  LER   BO-002/03C-0  on    B00310.  ulhile    in   cold    shutdown  for 
refueling   b   lalimlc  modi,  f  ai  1 1 1    unit   trip    test  wsi   not 
pirfaririBd  uithln    allouable    interval   Caused    by    present   status 
it! tig   unresolved    Test   ulll    be    performed   prior   to  startup 
BIERBiMJM,0  A        Pacific    Oai  &    Electric   Co       BO/04/01        Ip 


9004110299   Forward*    IE    Insp    Repts    30-131/90-01    6    90-396/90-01    on 
B00204-O6   No   noncomp 1 ianca    noted 

DAVIS, A  Q        Region  3,    Cnicago,    Fuel    Facility   t>  Materials   Safety 
Branch         80/03/03        2pp 

—30041103,".    it    Insp   Repts    50-191/80-01    (-    50-396/80-01    on    BOO304-06   No 
noncomp  1  lance   noted   Major   areas    inipected    emergency 
planning    including    support   procedures,  personnel    intervieui), 
review  of    training   &   drills   &    imp    of    equipment 

ESSIO.T  H       NRC  Regional   Offices        GREER-R   J        Region   3,    Chicago, 
Office   of    the   Director        90/02/22        4pp 


DOCKET  SO-137  TURKEY   RESEARCH  REACTOR 

P      Optra  tins    license    itaga    documents  !<  correspondence 


DOCKET  30-1S3  DIG-  ROCK  POINT  NUCLEAR   PLANT 

F     Security    medical,    emergency   fc   fire    protection   plant 


ao04100302  Advliai   that  reiponsn    to  761123   Itrt  re  LHR  assellment   of 
•  nhflnc*m»nt  of    flislon    g<>i  release  at   higher  aurnupi   have 
b»»n  Tevlaued   No    Immediate    licensing   action  required    for 
operating-    n*ctor«    ptr    typical    fuel    bundle  t  batch   burnups 
ZIEMANN-O  L       Operating    Reactors   Branch  3       30/03/29       3pp 


;KET  so-i«  UCLA  TRAINING  REACTOR 

Opiratlng    license    stage    documents  &  correspondence 

3004300278  Forwards   diituiiion    in   reiponte    to  Committee   to  Bridge    the 
Cap    771003   petition   allaying    deficiencies    in  r*vlew 
pfoctdurei    used    in    support  of   A-mend    10   to  DL  Further  NRC 
input    to   cover    all   jlleged   deficiincies  necenary 
HEID,  fi  H        Operating  Re«ctor*   Branch   4       30/04/11.      4pp. 


8004100286  Forward i    input    to  790404    fire   protection    safety    evaluation 
re  need    for   protection   of   cabling   (<  valve   operators    in 
rec Irculatlon  pump   room 
IIEMANN.D   L        Operating    Reactors    Branch    2        SO/03/11         2pp 

— 8004IOOEB?  Fire   protection   safety    evaluation   of  acceptable    supplemental 
item   for    protection   of   cabling    in   rec Irculatlon   pump   area 
»     Operating   Reactors   Branch   2        BO/03/11         Ip 

8004240540  Forwards   sys    description  &  operating    instructions    for   NF1C 
health   physics    telephone    network   Bys    designed    for   use   during 
nuclear    Incident   or   AO  Natumrk   may    also   be   used    for   dally 
administrative   or    faeaimilie    traffic 

KEPPLER.d  0       Region  3r    Chicago,    Office   of    the   Director        BO/03/20 
2pp 

Q004BB0019  Forwards  neu  emergency    plan    implementing    neu  requirements 
in  uake   of   TMI   accident   Answers    to   emergency    plan 
Interrogatories  will    be    sent   shortly    U/o   encl 
OALLD.J         Isham,    Lincoln    t-   Beale         30/03/24         Ip 
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BQ042BOSS5  Forwards  calculations  r 
planning  zone  radius  of  fivo  mil 
to  NHC  800414  request 
FROST, 9  R    Consumers  Power  Co    80/04/24 


stablishment  of  primary  emergency 
for  facility. in  response 


— 9004380557  Calculations  re  establishment  of  primary  emergency  planning 
IOTIB  radius  of  five  miles  for  facility 
#   Consumers  Poiuer  Co   BO/04/S4   9pp 


B0040901BO  Forwards  first  set  of  interrogator  1  ei 
OALLO, J    Isham,  Lincoln  (•  Beale   80/03/14   Ip 


— 60040001 B6  Licensee  first  sat  of  interrogatories  Includes  request  for 
identification  of  all  documents,  inc  lud  ing  LERs, which  serve 
a*  basis  for  contention*  filed  Certificate  of  Bvc  encl 
QALLO,  J   Consumers  Power  Co    QALLO.  J    Isham,  Lincoln  &  Beale 
BO/03/ 1 4    6pp 


0  Adjudicatory  correspondence 


8QO4O20278  Stresses  importance  of  compliance  tu/NRC  regulations  re  BVC 
of  document!  In  proceeding  J  O'Neill  800206  motion  for 
eitenslon  was  ruled  upon  prior  to  receipt  of  motion  bij  J 
Qallo  Requests  avoidance  of  similar  Inequities 
OALLO,  J    Uham,  Lincoln  t.  ueale    BO/03/27    2pp 

8004140274,  Motion  to  eitend  deadline  for  filing  in  spent  Fuel  pool 
eipanslon  hearing  be  eitended  to  S0031O 
O'NEILL, J    Affiliation  Untnoiun    BO/03/04    Ip 

8004080191  Forwards  current  facility  emergency  plan  Plan  Is  complete 
eicept  for  deletion  of  App  F, bomb  threat  procedures,  & 
telephone  numbers  contained  In  App  A  Deletions  will  not 
adversely  affect  discovery  rights  W/o  end 
OALLO.  J    Isham.  Lincoln  *•  Bcale    BO/03/07    Ip 

8004030363  Requests  extension  until  B00314  to  file  contentions  re  need 
for  power  at  facility  Notification  of  duo  date  for  filing 
contentions  iiias  not  received  until  800310 
LEITHAUSER, J   Char levoi  I, HI    BO/03/10    ip 

H00414Q041  Intervenor  motion  to  file  late  brief  re  power  Issue 
in  spent  fuel  ponl  expansion  hearing  NRC  counsel  J  Moore, 
util  counsel  J  Oalla  !<  Christa-Moria  counsel  E  Uelij  do  not 
object  to  delay  Certificate  of  9vc  end 
O'NEILL. J   Affiliation  Unknown    QO/03/1O    Ip 

— S004140044  Intervenor  response  to  A9LB  question  ra  NEPA  requirement  to 
consider  need  for  pouter  In  proceeding  Strong  precedent 
eilsts  foi  ASLfl  to  examine  environ  impact  t>  cost-benefit  fc 
need  far  power  Issues  in  proposed  mods  Certificate  of  Svc 
O'NEILL.  J   Affiliation  Unknown,   HO/03/ 10   9pp 

— B004140048  Intervenor  motion  for  rellflf  from  burden  of  supplying  20 
copies  of  all  filings  to  NRC  at  required  by.  IOCFF12  70B(d> 
Relief  is  essential  so  that  intervenor  can  devote  energies 
to  substantive  issues  of  proceeding 
O'NEILL. J   Affiliation  Unknown    QO/03/10    Ip 

— B004MOQ59  Intervenor  motion  for  tlarlf ication  of  legal  lanouage  All 
parties  In  proceeding  ashed  to  supply  simple  eilpanations  of 
Latin  !<  legal  term*  appearing  in  relevant  documents 
O'NEILL,  J   Affiliation  Unknown    BO/03/10   4pp 

B004100370  Forwards  util  BQ02H2  Itr  to  NRC  oiplalning  util  position  re 
certain  plant  mods  proposed  by  NRC  a*  P»rt  of  SEP  &  pont-TMI 
evaluations  Ltr  ts  irrelevant  to  proposed  expanilon  of  spant 
fuel  pool 
OALLO,  J    Isham.  Lincoln  &  Doale    80/03/13.   Spp 

B0041Q03?6  Motion  to  be  heard  on  need  for  power  l«iue  Petitioner  brief 
mat  received  by  A9LD  within  mat  time  limits  Petitioner  hi* 
raised  Issues  not  dealt  ui/ln  other  briefs  Denial  of  motion 
is  denial  of  petitioner  right  to  protect  property 
UEITHAUSER.  J  A   Affiliation  Unknown    00/03/12   3pp 

— 00Q41BQ402  Brief  on  need  for  power  issue  Canttl tutional  requirement* 
of  due  process  req,ulre  A6LB  to  consider  need  for  power  *t 
facility  Proposed  licensing  amend  permitting  operation  of 
unsatisfactory  facility  violates  due  process 
LEITHAUSER,  J  A,   Aff  1 1  iatlon  Unknown,   BO/03/10   Spp. 

B004100293  First  sit  of  interrogatories  Includes  question!  re  tipsr* 
witnesses  inttrvenor  eipocts  to  call  &  areas  of  eipurtlse 
SALLO. J  ,  STEPTOE, P  P    Consumers  Power  Co    OALLO,  J    Ishflm,  Lincoln 
&  Beale    80/03/13   App 

— 8004100H9A  Request  for  production  of  documents  Identified  in 
Intervenor  Chrlsta-Mar la  response  to  licensee  first  iet  of 
interrogatories  Documents  requested  bu  B00414 
BALLO,  J  ,  STEPTOE,  P  P   Consumer*  Power  Co   OAULO,  J.   Isham. 
Lincoln  &  D**U.   80/03/13-   In 

—8004100290  Notice  of  change  of  address  for  Washington.  DC  lau  ofc  of 
rsh*m,Lincoln  &  Beale  Certificate1  of  Svc  encl 

OALLO.J   Consumers  Power  Co   OALLO,  J    Isham.  Lincoln  d  Deale 
80/03/13   Spp 


8004100451  Faru/ards  licensee  response  to  Interrogatories  9-32  through 
9-37  d  9-3?  through  9-41  Documents  relied  upon  In  preparing 
licensee  responses  have  been  identified 
OALLO.  J    Isham.  Lincoln  «.  Beale    80/03/19    Spp 

— 8004100495  Answers  to  intervonor  Interrogatories  9-32  through  9-37 
&  9-39  through  9-41  Includes  info  re  failed  fuel  assemblies 
&  sight  glass  used  for  observation  of  surge  tank  CL  Larsen 
affidavit  b  Certificate  of  Svc  encl 

OALLO,  J   Consumers  Pouter  Co   OALLO,  J    Isham.  Lincoln  It  Deale 
BO/03/19   17pp 

— 8004100462  forwards  request  for  Tech  Spec  change  to  License  DPR-& 
Provides  operaliility  t/  surveillance  requirement)  for 
modified  fuel  dry  sipping  sys  presently  being  installed  at 
facility 
BEWELL.R  I)    Consumers  Power  Co    75/12/1B    llpp 


-8004100465  "Spent  Fuel  Pool  Thermal  Analysis 
»   NUS  Corp    79/06/23    19pp 


—  B004100469  Forwards  evaluation  of  potential  contequencgs  of  refuelinfl 
accident  intlde  containment  in  response  to  NRC  770429 
request  Containment  ventilation  supply  l>  exhaust  valve*  ar* 
of  "fail-safe"  design  t>  shut  automatically  ui/pduer  loss 
DIXEL.D  A   Consumers  Pouier  Co   77/06/28,   20PP 

"-30041004BO  Forwards  evaluation  of  potential  consequences  of  refueling 
accident  inside  containment  in  response  to  NRC  770117 
request  During  single  bundle  drop,  area  monitor  response 
times  will  range  from  one  second  to  appro*  four  minute* 
BIXEL.D  A   Consumers  Power  Co   77/03/21   Bpp 

8004210420  Errata  to  license  300303  brief  on  need  for  power  issue,  NRC 

published  proposed  regulations  re  consideration  of 
alternatives  in  800303  FR 

OALLO,  J    Isham.  Lincoln  !<  Beale  BO/03/22    Ip 

8004210401  Forwards  util  800314  Itr  to  MIC  providing  further  info  r* 
util  response  to  certain  MIC  requirements  resulting  from 
past-TKI  evaluations  Info  is  not  relevant  to  proposed  spent 
fuel  pool  expansion 
OALLO,  J    Isham.  Lincoln  %  Beale    BO/03/24   2pp 

3004000991  Memorandum  t  order  re  spent  fual  expansion  proceedlnfl 
Direct*  parties  to  address  questions  raised  in  safetij 
assessment  encl  w/HR  Den  ton  800305  Itr.re  valve  operation  !i 
loss  of  feedwater  event,  which  uilll  be  part  of  discovery. 
OROH8MAN,  H   Atomic  Safety  and  Licensing  Board  Panel   BO/03/27 


8004070001  Response  itating  no  objection  to  0  D'Milll  B00310  motion  for 
relief  from  twenty-copy  requirement.  for  document*  filtngire 
spent  fuel  pool  mad  proceeding  Certificate  of  Svc  encl 
MOORE,  J  E   Hearing  Branch  2   BO/03/28,   3pp 

6004030026  Memorandum  of  understanding  between  NRC  &  FEKA  re  prompt 
Improvement  In  radiological  emergencv  planning  (. 
preparedness.  distributed  as  Board  notification 
OOSSICK.L  V   Office  of  the  Eiecutlve  Director  for  Operations. 
BO/04/02   34pp 

0004170302  Forwards  HR  Denton  800305  Itr  w/safetij  assessment  h  10CFR2 
re  Commission  regulations.  In  response  to  000331  request,  re 
spent  fuel  pool  mod 
MOORE,  J  E   Hearing  Branch  2   80/O4/07   Ip 

9004230075  Order  grantlno  relief  to  Intervenor  J  O'HallJ  from  20-eopy 
requirement  Single  copies  shall  be  served  on  parties  &  two 
copies  on  Commission,  re  spent  fuel  pool  expansion 
proceed  ing 
OROS3HAN.H   Atomic  Bafely  and  Licensing  Board  Panel   BO/04/15.   Ip 

8004290422  Minutes  of  800407  conference  call  participated  In  by  all 
parties  In  spent  fuel  pool  proceeding  re  addl  questions 
contained  In  ABUD  B  0032  7  order  Discovery  on  A&L.B  questions 
proper  at  present  time 
MOORE.  J  E   Hearing  Branch  2   80/04/23   4pp. 
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Qt-nei al    e  or rasp an d 


4140022    Ditcusees    steps    ieing    taken    It   procedures    being    follou 
SIIIFB    safe   operation    of    facility    in    response    to    encl   791101 
slegram   to   President    Carter   NRC    response    to    JA  Biers  t 
Johns    request    to    suspend    operations    uill    be    forwarded 
TELLO.  V        Office   of    Inspection    t.   Enforcement.     Office   of    the 
irector        80/01/17         Ip 


a004100159   HotiFication     of    B00326    nesting    u/util     in    Dethesda.MD    re 
SEP    Topic    VI-a  control     ,  oon    hab  » tab  .  1  i  t<j 
O'CONNOft.P    W         Operatic    Reactor.     Branch    a         60/03/18         2pp 

BQ-04OB02Q1    Requests     foruiarding     oF    Class     III    foe    for    util    G001O7 
application    proposing     Tecti    Specs     ctiange!    re    containment 
sphere     leakage    testing 
UICG5.R    M         License    Fee    Management    Branch         BO/03/30         Ip 


004140036   Forward*    Chris  ta-Hor  la   7911O1    telegram   J.    Itr    requesting 
safetg    inveitlga t ion   prior    to    plant    operation 
SEAL.M  M        President   of   US  b   Executive  Offices        79/11/Q7        4pp 

004140031    Opposes    restart    of    facility    dun    to    foreign    object    In  reactor 
va»t«l    inhibiting    mobility    of    control    rods  Related 
documentation   S.  draft    petition   and 
CHRISTA-MARIA      Chris  la-Maria        ?•?/ 11/01         8pp 

407012?  Responds    to  aOOlOi   petition    requesting    that   eight    Issues 

*   resolved    prior    to   startup    of    facility   Forwards    safety 

saeisment   concluding    that    ther*    IB    sufficient    safety 

••urance    to    allow   operation   pending    Final    ruling 

ENTON.M   H         Office    OF    Nuclear    Reactor    Regulation         80/03/05         3pp 


Q0041O007(.    Requests     that    uncontrolled     set    of    P>,  1  Ds    tie    placed    on 
controlled     distribution    list    for    any     future    revisions 
Revisions    should     be    forwarded     to    attention    of    Region   3 
Incident    response    c  tr 

KEPPLER,  J   O         Region    3,     Chicago,     Office    of    the    Director         00/03/20 
IP 


800*210125   Forwards    Amend    32    to    License    DPR-d.  safety    ev 
notice     of     issuance    '-t    a  vai  1  ab  1  1  1  1^ 
ZIEMAHN,  D   L         Operating    Reactors    Branch    2        00/03/27 


3pp 


—  8004210127    Amend    33    to    License    DPFi-A,   increasing    mm    suo    shift    fire 
brigade     from    three     to    five 
Z1EHANN.DL         Cperating    Reactors    Branch    2        80/03/37         Spp 


Q040V0133   Safety    assessment    re    sa**ti/    iasuin   raified    bit    J  Bier    !> 
8J  Johns    791104  b   30010ft    Itrs    Sufficient    lafetij    assurance 
siiits    fco   allau   operation   pending    final    ruling 
»      Dffiea    of    Nuclear   Reactor    Regulation        80/03/05        7on 

004070137  !i*nue«ti    action   under    1QCFR2  206-   to   require    uti  I    to   resolve 
Llst«d    iaf*t(j    is-iuffs    prior    to    startup   School    lys    should    havi 
uorkabla   evacuation   plan   &   all    dlffuier    pieces    sfiauld    be 
accounted    far- 
Bien.J   ,     JOHN3.B   J        Affiliation   Unknown        BO/01/06        Spp 

4330393  Forwards   uttl   900318   n»ys    ralaase    indicating    changes    In 
rojtcti eng 1  near  ing    &  const   organization  Mill    submit 
evtilons,to   OA   program   by    80D430   to    Incorporate 
rg an ltationa.1.    changes 

D  P        ConsumBrs   Power    Co        80/04/19        7y p 


Operating    license    stage    document*   d    correspond enci 


~3O04210ia=J    BaFetij    evaluation    supporting    Anand    32    to   License    DPB-6 
"       Ufficfl    af    Nuclear    Reactor    Regulation         80/O3/27         2pp 


—8004210132    Notice    of     issuance    t 
DPR-d 

L         Operating    Reactors    Dr-anch    2 


lability    of    Amend    32    to   License 
30/03/37         2pp 


8004210190   Forward's    request     for     info    re    containment    environ    conditions 
'A    stjs    required    for    accident    mitigation    far    revleu   of    environ 
qualification    of    Class    IE    electrical    equipment   NRC   uill 
estimate    time    fur    containment    temp    to    return   to  near   normal 
ZIEMANN, D   L         Operating    Reactors    Branch    2        80/03/38         ISpp 

8004040337   Forward*    iO-dau    response    required    bu.   IJRC   B00101    1  tr    re 
anchorage   b    support    of    safety-related    electrical    equipment 
Inue    mill     be    resolved     bg     end    of    neit    refueling    outage 
scheduled    to    start   an    801024 
HOFFMAN.  D   P         Consumers    Power    Co         60/03/31         8pp 


It 003 12  AdvUn    that    responses    to   7il  123    Itrs    re   LWR   assessment   of 
nhancement    of    fission   gas    release   at    higher-   burnupc   have 
•en   rivieuieil    No    Immediate    licensing    action    required    for 
panting    reac tors*  p er    typical    fuel    bundle    t<  batch    burnup-t, 
rEMAMH,  0  L        Operating    Reactors    Branch   2        80/03/29        3pp 


8004040307   Discusses   BOO 3 20  meeting    u/URC   re   proposed    overall    risk 
assessment    Compensatory    measures    being    taken    include  more 
training    for    fifth    operating    shift   &   mads    considered    for 
emergency    condenser    initiation    1 og 1 c    Questions  mod   deferral 
DEUITT.H    B         Consumers    Pouer    Co          EO/04/O3         3pp 


4130029    "Qafity   Evaluation   Rep  t.  Inservice    Testing   Program   " 
EHRIMCER,  J   H   ,     ROCKHDLDi  H   C          EO   &    0,     Ine         FIN   A-62BB         80041S0023 
00/02/29         37pp 

4020450  Ftequaiits   necasaary;   action    to   refund    licensee   amend    f«e& 

nend    feel   ulalvad    for    certain    types    of    fire    protection 

mend* 

0        Llcenst    Fee   -Management    Branch        60/03/03         Ip 


4070230  Advises    that    Ofc    op   Controller   has  authorised   rafutid    of 

hria  Class    II    fees    submitted   utth    600131   &  0201 

pplfc.it  Ian*    Licsnii    amend    fees    for    certain  Tech    Spec 
hangei    re    fire    protection    uialvid 

H  0        License   FOB  Management    Branch  80/03/05        Ip, 


4090346i  Forward*   NWREO-0369r     "Evaluation  of    Int«gMty    of    SEP 
•  «ctOT   Vfllielii  "    completing    revleu   of    SEP    Topic   V~&, 

L        Operating   fit  actor*    Branch   2.       80/03/03        2pp 


'•edtllB    for    environ   qualification  of   Class 
900321   mftsfcino  RttuSmitUl   of 
jpdates    to    info    previously 


— BQ0404O311     "Technical    Approach     to    Probabilistic    Risk    Assessment    " 
»      Consumers   Pomor    Co        SO/O4/02         lOpp 

S004tt030a  Foruards    Info    re   RELAP    input    for   LGCA  analysis   at    units 
VUJEMIN.  J   L         Consumers    Poiual-    Co          6O/04/02        olpp 

8004L403D?  Respnndi    to   URC    B00314    rcqirest   for   addl    clarification   of 
action    item    taken    as>    re-eult    of    TM1    short-term  Lessons 
Lt-arntd    Bhift    supervisor    can    leave    control    room  for   brief 
periods    of    time    if    In    best    interest    of    facility    safetg 
HOFFMAN,  D  P        Consumers   Power    Co        80/04/10        tp 

8004240372  Responds    to   KRG    6-001O7    1  tr    re   QA  requirements    for    diesel 
generator    fuel    oil    QA    program   uill    include    diasel    fuel    oil 
bij    OOOS31    Dlscusse*    dievel    fuel    oil    tasting   requirements 
outlined    in    Teen    Specs    4   7    11     1     He) 
HOFFMAN,  D  P        Consumer*   Pouor    Co        SO/O4/21         Ip 

0      Inspection    report*,     IE   Dulletlni    1    correspondence 

B0040S05B9   Foruards     IE    Insp    Root    5O-I35/BO-03   on   800206-08   No 
nancomp  1  lane  «•   noted 

HEISHKAN.rt  F        Region    3,     Chicago,     Reactor  Oparaiions   Nuclear  Support 
Branch          30/03/26         2pfl 


— BOQ40BQ594    IE    Insp    Kept    50-153/30-02   on  BOOE06-OB  No   noncomp  1  iance 
noted    Major   areas    inspected    plant    op eration*.  »1 te 
organliation  fr   admin  istra  t  ion. 

DAKefi.K   R    i     HRIOHT.O   C         Region   3,    Chicago,    Office   of    the   Director 
00/02/21         3pp 


8004100133  Forward*    IE    Info    Motiee   BQ-09,  "States  Co  Sliding   Link 

Electrical    Terminal    Bloc*    "   Mo    specific  action   or  response 

KEPPLER, J   O         Region    3,     Chicago,     Office  of    the    Director         BO/03/O7 
ip 


DOCKETED  ITEMS 
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B004150169  Forwards  IE  Info  Notice  BO- 13,  "Instrument  Failure  Came 9 
Opening  of  POflV  Si  Block  Valve  "  No  specific  action  or 
response  necessary 

KEPPLER, J  O   Region  3,  Chicago,  Office  of  the  Director   80/03/31 
IP 

0004030704  Forwards  IE  Circular  00-05,  "Emergency  Diesel  Generator 
Lubricating  Oil  Addition  'x  Onsite  Supply  "  No  written 
response  required 
KEPPLER, J  O    Roglon  3,  Chicago,  Office  of  the  Director    80/04/01 


S0041S0037  Forwards  IE  Info  Notice  BO- 13,  "GE  Type  5BM  Control  Switches 
Defective  CAM  Followers  "  No  specific  action  or  response 
required 
KEPPLER, J  0    Region  3,  Chicago.  Office  of  the  Director    BO/O4/02 


DOCKET  30-160  GEORGIA  INST  OF  TECH  RESEARCH  REACTOR 
Q   Inspection  reports.  IE  Bulletins  !*  correspondence 

8004210201  Forwards  IE  Mgt  Meeting  Hept  30-160/BO-021  on  800324 

Q'REILLY.J  P   Reflion  3.  Atlanta,  Office  of  the  Director   00/04/04 
2pp 

— B00421O206  IE  Mgt  Minting  Rept  50-160/BQ-02  on  800326  Areas  dls.cun*ed 
finding*  of  800219-22  insp. review  of  previous  enforcement 
history  &•  currant  enforcement  status 

LEWIS,  R  C!   Region  2,  Atlanta,  Reactor  Operation*  Nuclear  Support 
Branch    JULIAN-C   Hegian  S,  Atlanta,  Office  at  th»  Director 
80/04/04   2pp 

S  Reportable  occurrences!  LERs  ti  related  correspondence 


6004180040  Forwards  attachments  to  IE  Circular  HO-03.  "Protection  From 
Toxic  Gas  Hazards,"  inadvertently  omitted  from  000306 
transrai  ttal 

KEPPLER.  J  Q   fiog  ion  3,  Chicago,  Office  of  the  Director   80/04/03 
lp 

0004320123  Forwards  IE  Info  Notice  BO-llj  "Safety  Suggestions  From 
Employees  "  No  action  required 
KEPPLER.  J  Q   Region  3,  Chicago,  Office  of  the  Director   60/04/02 


0004280466  Notifies  that  30-dag  LER  for  800303  event  will  be  foruiardnd 
on  000411  due  to  tontinuing  problem  u/coolant  flow  anomoltj 
KlftKLAND,  f(  S   Ooorgia  Institute  of  Technology   SO/04/04    lp 

0004280477  RO  80-1  oil  791009,  dur  ing  ECC9  tank  TD-2  monthly  flow  rate 
verification.  f  leu  rate  observed  to  be  B  gpm  Caused  by  looto 
lack  nuts  which  fii  handle-to-ball  operating  (haft 
Surveillance  program  will  be  strengthened 
KIRKLAND.R  S    Georgia  Institute  of  Technology    SO/O4/11    8p  p 


9004320365  Forwards  IE  Circular  BO-07,  "Problems  W/HPC  I  Turbine  Oil 
Sys  "  No  written  response  required 

KEPPLER,  J  0   Region  3.  Chicago,  Office  of  the  Director   BO/04/03 
lp 


S0042B0512  RO  60-02  on  800305,  low  flow  icram  of  flow  recorder  FRA-D1 
resulted  In  reactor  trip  &  subsequent  shutdown  Caused  by 
broken  Teflon  gasket  pieces  restricting  flow  Casket  repaired 
&  nys  ret  1  1  led 
KIRKLAND.R  B   Oeorgla  Institute  of  Technology   80/04/14   2pp 


8004110034  Forwards  IE  Bulletin  80-07,  "BWR  dot  Pump  Assembly  Failure 
Written  response  required 

KEPPLER,  J  Q   Region  3,  Chicago,  Office  of  the  Director   8O/04/07 
IP 

0004230196  Forwards  IE  Bulletin  79-03A,  "Longitudinal  Wald  Dflfects  in 
ASME  8A-312,T(|pe  304  Stainless  Steel  Pipn  "  Action  roquireil 
KEPPLER,  J  Q   Region  3,  Chicago,  Office  of  the  Director   60/04/07 
lp 

B004220149  Forwards  IE  Bulletin  BO-09,  "Eiam  of  Containment  Liner 
Penetration  Welds  "  Written  response  required 

KEPPLER, J  0   Region  3,  Chicago,  Office  of  the  Director   00/04/09 
lp 

0004220575  Forwards  "Final  Response  to  IE  Bulletin  79-14,"  Revision  1 
HOFFMAN.  D  P   Consumers  Power  Co   80/04/17    lp 

— 8004220BB1  "Final  Response  to  IE  Bulletin  79-14,"  Revision  1 
*  Consumers  Power  Co   BO/04/02   7pp 

B004290324  Forwards  response  to  IE  Bulletin  00-03,  "Inadequate  QA  for 
Nuclear  Supplied  Equipment  "  Plant  Feedwatcr  spargers  h 
thermal  sleeves  were  not  mfg  by  Marvin  Engineering  Co 
HUSTON.  R  W   Consumers  Power  Co    SQ/04/H3   3pp 

R   Periodic  operating  reports  d  related  correspondence 


B0040202BS  Forwards  "Environ  Monitoring  Rept  1979  " 
HUSTON, R  W   Consumers  Power  Co   BO/Q3/2B    lp 


—8004020289  "Cnviron  Monitoring  R*pt  1979 
«   Consumars  Pouer  Co   80/03/2B   7pp 


S  Reportable  occurrances,  LERs  li  related  correspondenca 


B0040B0470  Forwards  LER  80-003/03L-0 

HOFFMAN, D  P   Consumer*  Power  Co    BO/04/02 


— 0004080473  LER  BO-003/03L-0  on  BOQ3Q1, fol towing  several  intermittent 
automatic  test  circuit  alarms,  t «nsor  channel  0  of  ri-actor 
depressuri i ing  syi  removed  from  *vc  Caused1  by  setpolnt  drift 
on  transmitter  LT-3183  Transmitter  vented  fc  returntd  to  svc 
«  Consumers  Power  Co   BO/04/02    ip 


DOCKET  30-163  GENERAL  ATOMIC  COMPANY 

Q   Inspection  reports,  IE  Bulletin*  ft  correspondence 


8004040460  Forwards  IE  Insp  Repts  50-163/BO-01  ti  50-1B9/BO-01  on 
800213-15  No  noncompl ianie  noted  Encls  withheld 
(ref  10CFR2  790) 

NQRDERHAUQj  L  R   Region  3,  San  Franclscm  Bafoguird*  Branch 
80/03/lB    lp 


DOCKET  90-166  UNIV  OF  MARYLAND  RESEARCH  REACTOR 
H  Oeneral  correspondence 


790E30S0467  Informs  NRC  of  admin*trative  personnel  changes 
DELCHCRiR   Maryland.  Univ  of    79/07/30   lp 

8004020050  Atfvisei  of  10  appointees  to  membership  on  reactor  lafety 
committee  for  19BO~1981, 
CADMAN, T  H   Maryland,  Univ  of   80/02/27    lp 


DOCKET  50-170  NATIONAL  NAVAL  MEDICAL  CENTER 

P   Operating  license  stage  documents  &  correspondence 

B00417020A  Notifies  that  facility  License  R-B4  mill  eipira  on  BOH  OB 
Renewal  of  license:  requires  application  demonstrating  that 
reactor  can  continue  to  be  updated  safely  &  th«t  component* 
can  withstand  prolonged  use 
REID.  R.  U   Operating  Reactors  Branch  4   BO/04/03   lp 


DOCKET  30-171  PEACH  BOTTOM  ATOMIC  POWER  STATION,  WIT  i 
F  Security,  medical,  emergency  ti  fir*  protection  plans 

80040103B9  Forwards  Items  3  1  3(2)  fc  3  1,7  of  fire  protection  revi*u 
Licensee  submittal  re  fire  barrier  penetration  seals  only 
partly  satisfactory  Licensee  proposal  re  fire  doors 
acceptable 
HALL'R  E   Brookhaven  National  Laboratory    90/O3/B6,   4pp 

I   Financial  Information 


U  Congress  tonal /Executive  Correspondence 


B0040B0284  Forward*  draft  Itrs  to  Congr*«i  r>  NRC  response  to  J  Bier 
B  Johns  petition!  being  treated  under  10CFR2  206 
BMITH.H   Operating  Reactor*  Branch  B   80/03/06   6pp 


8004130267  Forwards  Annual  Financial  Rept  1979 

BRADLEY.  E  J   Philadelphia  Electric  Co   80/04/OB   lp 
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P      Operating    license    stage   documents.   &    correspondence 

8004220549   Responds    to    HRC   B00228  request    for     Info    re   mat    i.    technical 
resources 
COQUEV.H   J        Philadelphia   einctrlc    Co        90/04/11         9pp 

Q      Inspection    repeirtsi     IE   Bulletins    t,    cc-rrosfiondeEit  e 

0004100261    Responds    to    IE  Bulletin   80-03  No   cells    replaced    in 
engineered    safety    feature    filtration    nja.  however    charcoal 
adsorber    cells. will    have    to    be    removed    to   re-placed    rivits 
Indicated    In    Item    1 
BALTROFF.  B  L        Philadelphia   Electric    Co        (JO/03/ IB        3pp 


—6004100011    Hotice    of    violation    From    insp    on    790BBB-31,  09O1  .  04,  05   S. 
1023-26 

n      Region    IP     Philadelphia,     Fuel    Facility    t,   Materials    Safety    Branch, 
BO/01  /22         Ip 

—  B004100014    IE    Insp    Rapt    5Q-lQ'!/79-O5   on    790038-3  1>  0901  1  04.  05   1 
1023-26  Noncompl  lance   noted    required    radiation    surveys    not 
fart  orrned 

PLUMLEE.K   E        Region    1'     Philadelphia,     Office    of    the    Director 
CROCKER,  H   U         Region    1,     Philadelphia-     Fuel    Facility    S<   Materials 
Safety    Branch         BO/01/22         97pp 

BQ04090191    Ack    receipt    of   900215    request    to    withhold     IE    Inap    Rept 
50-184/BO-Ol   End    into    rapt  withhold    (ref    1  OCFR2  790) 
MARTIN,  W   0         Region    1,     Philadelphia,     Safeguards    Branch          BO/03/10 


DOCKET    5O-182    PUtlDUE   ilNIV      RESEARCH   REACTOR 

Q      Inspection    reports,     IE   Bulletins    &    torrespandenc a 

B004100aaO  Forwards    IE    Imp    Raft    50-lBa/aO-Ol    on    800153-24  No 
none  on  p  1  ianc  o    noted 

DAVIB.A   B        Region   3'    Chicago,    Fuel    Facility   t.   Materials   Safety 
Branch          BO/ 02/39         2pp. 

— 3004100363    IE    Imp    Rapt    50-182/50-01    on  800123-34  No   noncnmpl lane t 
noted    Major    areas    impacted    raduaste   mgt    fc  radiation 
protection    program 

F16HER.W  t        Region   3.    Chieaao,    Fuel    Facility    fc  Materials  Safety 
Branch         PECK.  C    C    .    HUETER.L   J        Region   3,    Chicago,    Office   of    the 
Director.       SO/OH/ 15        Bpp 


DOCKET    50-103  VALLECIT09  EXPERIMENTAL  SUPERHEAT  REACTOR 
I      Financial    Information 


BQQ4070317  Faruiai-ds    Annual    Financial    Rept    1979 

CUNmNOHAM.O,  E        OnneTal    Electric    Co        80/03/23         Ip 


8004090200   Foruards    IE    Inap    Rept    SO-W/'aO-OI    On   600115-16   No 
none  Dnp  1  lance   no  tea 

MARTIN,  W  0       Region    1,    Philadelphia,    Safeguards   Branch        BO/03/05 
Ip 

9004090211    IE    Imp    Rept    50-134/00-01    on    B00115-16   No    noncoirp  1  ianc  o 
noted    Major   areas    inspected    facility   organiiation  & 
operat  ion,  maasurefnent    te   control  ,  •sh  ipp  ing    &    receiving,  storage 
b    Internal    control    Details    withheld    (ref     10CFR2   790) 
SHAUD.E   T    ,     SUMMERS,  R   J   ,     MARTIN,  U   Q         Region    1,     Philadelphia, 
Safeguards   Branch         BO/02/01          Ip 


DOCKET    9D-1B9   UNIV      THAlIIINu   REACTOR 

0      Inspection   reports,     IE  Bulletins   &  correspondence 


90040404iO  Format-ds    IE    Inap   Repts    50-163/60-01    d  50-1S9/SO-01    on 
900213-15  No   nancnrapi lance  noted   Ends   withheld 
(ref    10CFR2   790) 

NORDERHAUO.L  R        Region   5,    San    Francisco,    Safeguards   Branch 
60/03/12        Ip 


— B00407O331    Annual    Financial    Rept    1979 

«      Qinerat   Electric    Co        BO/OS/ 1 9        23pp 


R      Periodic    operating    reports    6.   relatad    co-rreipc-ndence- 

B0040SOai7  ForuBTd*    "Annual    Operating    Rept    la. 1979    " 
CUNNINGHAM, 0  E.       Seneral    Electric    Co        BO/D2/27        Ip 

— BOO'40B0220    "Annual   Oseratinc-   R«pt    13,1979   " 

&ILLILAND,  D  L        Oeneral    ElactrU   Co        00/02/29.       3pp 


DOCKET   80-iaa   NATIONAL   BUREAU  OF  STANDflR&S  flEACTDR 
Q      Inspection   reparti<     IE  Bulletins   &   corr»«pond*nce 

500-4040191    Notification    of    contract    Bucution, «od    2    to    "Licensing 
AsiUtanee/Tailing*.    rljt  PTogram  Technical    Evaluation   Einon 
HlehlaTKl    UHill,"   Contnctor   Otc    at   Sponsored   R»*aacfi, 
CQ  State    Univ 
EDOEHDRTH,  P   J        Technical    Assistance   Contract*   Branch        FIN  Q-&44&-9 

ao/oa/a?      i p 

0004070194  R«o.»eft.    thit    IE    Insp    Rtpt    30-184/60-01    be   withheld 
(rt*    10CFR2  7901    Info   tout-lined    in    rept   reveals    dmsunt,  tu. pe 
i   location    of    inventory    of    SHM 
•CARTER.  R   B        Cammercti  Dep t    of.    National    Bureau    of    Standard! 

ao/oa/is      ip 


DOCKET    &0-193   RHODE    ISLAND    fc   PROVIDENCE   PLANTATIONS   AEC 
1      Financial    information 


B004OQ0046  Responds    to  FOIA  request    for   documents    i-e    eitraordinary 
nitclear    occurrence   concept,  inc  I  ud  Ing    proposed   rulemabing, 
regulation!   &  rules   adopted    by    AEC   Foruards    documents    listed 
in  App    A 
FELTuM,  J  M        Division    of   Rules    and    Records.       BQ/03/1B        5pp 

— 60040B0103  Foruards   eiecuted   Amends  2  U  3   to    indemnity    agreement   RI 
Atty    General    mill    comply   ui/NRC    request    for    legal    opinion 
concerning  RI    inability    to    effect  waiver    of    Immunity    W/o 
encl 
DlMEOLIO,rtF        Atomic   Energy    Commission        69/O7/11         Ip 


DOCKET  80-201    WEST  VALLEY  REPROCE58IN8  PLANT 
0     Ad judlcatory   correspondence 


SO 04 03 0026  Ko-morandum  of   understanding   between  NRC  tt   FEMA   re   prompt 
improvement    in   radiological    emergency    planning   1 
Sreparndnetii distribute*    a»    Board    notification 
tf08SICK,L  v       Office    of    the   Eiacutive   Director    fur   Operations 
SO/04/Oa       G4pp 


P      Operating    license   stage    document!    b  correspond  eiice 


8004100003  Aek    receipt    of  B003I5    HP    informing    NRC   of    steps    taken    to 
correct   violation*    nottif    in    IE    Insp    Ript   50-184/79-09, 
SMITH,0  H,       ReBlon    1'    PKi  l*delpMa.     Fuel   Facility   b  MateriaU   Safety 
Branch        BO/O3/05        Ip 

-3004100007  Respond*    to   NRC    SOOI2J    Hr    re  violations   noted    In    IE    Insp 
Rtnt    30-1B4/79-05   Corrective   actions- attention   drawn    to 
existing    requirement*  &   periodic    surveys   of    outside  areas 
. Implemented 
CARTER,  R   B        Commerco,  Dept   ofj    National    Bureau   of   Standard) 

BO/OB/IS      ip 

—  9004100009  Foruards    IE    Insp    Rept   3G-1&4/79-05  on  790BaH-31,090l,  04.  OB 
1023-26  &   notice    of   violation 

SMITH.O.H        Region    i.    Philadelphia,    Fuel   Facility    4.  Materials 
Safetv   Branch        SO-/01/E2        2pp 


600^1401-12  Summary   of  B002I3  meetins  w/NFB,  DOE,  EPA  t   NV  Stale   Energy 
R&D  Authority    in  Silver  Spring,  MD   re   technical    d*ta    for 
Fututre    decontamination  tt  dacnmmi&aioning    of    facility    Index 
of    facility   design   data    for    liquid  waits    treatment    encl 
HAUOHNEY.C   J       Advanced   Fuel    !,  Spent  Fuel   Ltc»mtno    Branch 
BO/03/11         IBpp 


fl0041B009i   "atandy   Pomer  Us4ge, "    Revision    1 

PIERCE.A  C    ,    SHOKDW9KI.R   T.  .    BURN,  P        Nuclear  Fuel    Services, 
(subs      of  Qettu.   Oil   Co    )        TOP    31-1,       90/03/11        6pp 

B0Q424056O  Notificatian    of   800416  neetino   ui/vendor    in   Silver   E 
to    dlicusi    progress   t>f   efforts    to    process    available 
technical    tnfo   needed    to   provide    basis    for    future 
decontamination   tt   decommissioning    of   facilltyi 
HAUQHNEV.C   j       Advanced    Fuel    &  Spent  Fuel    Licensing    Branch 
60/04/04        2pp 


Inc 


Bring,  MD 
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0   Inspection  reports,  IE  Bulletins  &  correspondence 

B004090205  Ack  receipt  of  BQ0236  Itr  further  eiplalning  Steps  taken  to 
correct  violations  noted  in  IE  Inap  Ropt  SQ-SOl/79-03  Ltr 
will  be  withheld  Iref  10CFR3  79O) 

MARTIN. W  0   Region  1,  Philadelphia.  Safeguard*  Branch   BO/03/13 
lp 

— 6004090210  Ack  receipt  of  791005  Itr  informino  NRC  of  steps  taken  to 
correct  violations  noted  in  IE  Imp  Rept  90-201/79-25  Add! 
info  neaded  re  reply  to  Item  I 

HARTIHi  W  O    Region  1,  Philadelphia.  Safeguards  Branch    79/12/13 
3pp 

--0004090218  Forward*  IE  Inap  Rapt  50-201/79-O3  h  790612-14  «.  notice  of 
violation  Notice  of  violation  withhold  (ref  IOCFR3  79O) 
MARTIN. HO   Rogion  1.  Philadelphia,  Safeguard*  Branch   79/O9/21 

2pp 

— SOQ4090221  IE  Insp  Ropt  50-201/79-03  on  790612-14  Noncompl lane*  noted 
TV  camera  could  not  meet  performance  requirements  t  failure 
to  record  details  of  alarm  re*pon«e»  Detail*  withhold 
(ref  10CFR2  790) 

DEVLIN. J  W   Region  1,  Philadelphia.  Safeguard*  Branch 
LADUN.R  H  ,  MCKEOUN,  L  M   Region  I,  Philadelphia,  Office  of  the 
Director    79/09/11    lp 


B0040B0515  Forward*  review  summary  of  fire  protection  covering  Items 
3  1  6,  foam  suppression  ays,  3  1  7.  gai  suppression  sys  &  3  2 
3i  turbine  bldg  structure  Item*  3  1  1,3  1  2i  3  1  3  are 
partially  completed  &  summary  uiill  be  provided  accordingly 
MALL,  R  E   Broofihaven  National  Laboratory   60/03/31    16pp 

9004000375  Notifies  that  combined  response  to  NRC  791211  <•  800324  Itr* 
re  safeguard*  contingency  plan  Lit  1 1  be  ient  by  000421 
HAYNES,  J  0   Southern  California  Edison  Co   80/04/01    lp 

0004230330  Forward*  revision  to  BNL  800331  Itr  re  Item*  3  1.  H5J.3  1  8 
<b),3  1  31  d  1,3,  1  6.3  1  7(a),3  1  7<b),3  1  13(b)  t,  3  S  3   for 
fire  protection  review 
HALL. R  E,   urookhaven  National  Laboratory    BO/O4/16    16pp 

3004300363  Notifies  NRC  that  util  requires  addl  time  to  revise 
safeguard*  contingency  plan  as  described  In  NHC  800324  Jtr 
Rnvised  safeguards  plan  will  be  forwarded  by  800512 
BASKIN.K  P   Southern  California  Edison  Co   00/04/21    lp 


0  Ad  jud  icatori;  correspondence 


BQ042B0019  Foriuarils  NRC  confirmatory  order 

8TELLO, V   Office  of  Inspection  fc  Enforcement. 
Director   80/04/04    ip 


Office  of  the 


3004100214  Ack  receipt  of  BO 0303  Itr  informing  NRC  of  step*  taken  to 
correct  violations  noted  in  IE  In»p  Ropt  50-201/BO-Ot 
SMITH,  Q  H   Region  t.  Philadelphia,  Fuel  Facility  fc  Material*  Safety 
Branch    BO/03/ IB   lp 

—8004100219  Responds  to  NRC  B00207  Itr  re  vlolatin*  notid  In  IE  Imp 
Rapt  50-2O1/SO-01  Corrective  actions  posted  appropriate 
notification  signs  i  replaced  certification  for  compliance 
DUCKUORTH,  J  P   Nuclear  Fuel  Service*,  Inc   (sub*   of  Qnttg  Oil 
Co  )    80/03/03   3pp 

—0004100223  Forwards  IE  Insp  Rept  90-S01/80-01  on  BOOIOS-11  *.  notice  of 
violation 

SMITH. O  H   Region  1.  Philadelphia.  Fuel  Facllltg  &  Material* 
Safety  Branch    80/02/07   2pp 


-8004100529  Notice  of  violation  from  insp  on  H00108-11 

«   Region  1.  Philadelphia.  Office  of  the  Director    BO/02/07 


2pp 


—8004100234  IE  Insp  Rept  50-201/50-01  on  G0010EJ-11  Noncomp  1  lance  noted 
failure  to  pott  hardstand  signs  &  to  verify  confarmance  of 
purchased  filters  to  specs 

CROCKER.  H  M   Region  1.  Philadelphia.  Fuel  Facility  b  Material* 
Safety  Branch   ROTH. J   Region  1,  Philadelphia.  Office  of  the 
Director   80/02/07    14pp 

ft  Periodic  operating  reports  &  related  correspondence 

B004190062  Forui*rd*  "Fifty-fifth  Quarterly  Environ  Monitoring  Rept.  for 
Oct-Dec  1979  " 

DUCKWORTH,  J  P   Nuclear  Fusl  Service*.  Inc   dubs   of  Oetby  Oil  Co  > 
BO/Q1/22    lp 

—0004150071  "Fifty-Fifth  Ouarterly  Environ  Monitoring  Rept. for  Oct-Dec 
1979  " 

*  Nuclear  Fuel  Services,  Inc   (sub*   of  Getty  Oil  Co  )    80/01/28. 
llpp 

8004230053  Forward*  "Environ  Monitoring  Rept  27, Jul-Dec  1979 

DUCKWORTH, J, P   Nuclear  Fuel  Services.  Inc   (tubs   of  Q«ttY  Oil  Co  ). 
BO/02/H9    lp 

— 8004230060  "Environ  Monitoring  Rept  27,  Jul-Dee  1979." 

»   Nuclear  Fuel  Service*.  Inc   (sub*,  of  Qetty  Oil  Co,  )    80/02/39, 
26pp 

8004030319  Notification  of  800-116  meeting  u/NFB  in  Silver  Spring,  MD  to 
dlfcusi  progrtis  of  NFS  efforts  to  provide  ba«l*  for  future 
decontamination  k  dec oomi intoning  of  facility. 
HAUOHNEV.  C  J   Advanced  Fuel  &  Spent  Fuel  Licensing  Branch 
SO/03/li,   3pp 


DOCKET  30-206  SAN  ONQFRE  NUCLEAR  STATION.  UNIT  i 

F  Security,  medical,  emergency  &  fire  protection  plans 

B00411014S  Forward i  addl  comment  for  util  to  address  during  revleu  of 
safeguardi  contingency  plan  submitted  on  790323  Requests 
re»pon*e  by  800421  End  withheld  (ref  10CFRS  790) 
ZIEMANN, 0  L   Operating  Reactors  Branch  2   80/03/24   2pp 


— 8Q042B0021  Order  confirming  util  commitment  to  perform  review  Taa.ue»t«d 
by  IE  Bulletin  79-27  by  000913  Required  info  specified  In 
Attachment  A 

STELLO.V   Office  of  Inspection  fc  Enforcement.  Office  of  the 
Director   BO/04/04   6pp 

0  Advisory  Committee  on  Reactor  Bafeguerdi  report*  Si  corraspondance 

8004040469  Discusies  LER  79-017  event  on  791107  involving  fire  i.  las* 
of  4BO-voIt  Bus  1  cau*ed  by  rodents  in  suiitchgear  houilnu 
Event  constituted  common  mode  failure  not  previously 
postulated  Addl  info  required  for  adequate  asseiimint 
LIPINSKI.W  C   Argonne  National  Laboratory   BO/01/15   3pp 

P  Operating  license  itaga  documents  b  correipondenca 

B004170277  Foruird*  request  for  addl  info  re  environ  qualification  of 
electrical  equipment 
ZIEMANM, D  L   Operating  Reactors  Branch  S   80/03/2B    14pp, 

B004090S42  Adviset  that  reiponse*  to  761123  Itrs  re  LUR  assi**ment  of 
enhancement  of  finion  gas  release  at  higher  burnups  hat 
been  reviewed  No  Immediate  llceniing  action  required  for 
operating  reactor*, per  revised  typical  fuel  bundle  cod*i 
ZIEMANN, D, L   Operating  Reactors  Branch  2   80/02/29   3pp, 

B0040301SS  Hotlflcatlon  of  a 00320  meeting  u/utll  In  Bathesda.htD  to 
discuss  seiimic  reasiesiment  program 
O'CONNOR, P  »   Operating  neactort  Branch  S   BO/03/05   2pp 

B004090699  Forwards  NUREO-0549,  "Evaluation  of  Integrity  of  SEP  R*actor 
Venels,"  completing  review  of  SEP  Topic  V-6  H/o  end, 
ZIEHANN.D.L   Operating  Reactor*  Branch  2   SO/03/09   2pp. 

8004020013  Forward*  revleui  schedule  for  environ  <iualif ication  of  Class 
IE  electrical  equipment  per  800331  meeting.  Re*ubmitt«l  of 
Info  i*  unnecesiary  Refs  or  updates  to  info  previously 
submitted  are  acceptable, 
ZIEMANN,  D  L,   Operating  Reactors  Branch  2   BO/03/06   5pp. 

B004030102  Forwards  "Nuclear  Data  Lint:  Specs,"  ttudy  of  digital 
communication  ly*  to  transmit  info  from  plant*  to  B«th»sd» 
Operation*  Ctr 
EIBENHUT,  D.  0   Division  of  Operating  Reactors,   80/03/12   3pp. 


—8004030 11 B  "Nuclear  Data  Link  Specs 
»  Division  of  Operating  Reactor* 


60/02/21.   2Bpp. 


8004090142  Forward i  requeit  for  addl  Info  per  B00310-11  lite  vttit  to 
review  Implementation  of  Category  A  Leison*  Learned  Task 
Force  requirements  Response  required  by  800318 
ZIEMANN, D.  L   Operating  Reactors  Branch  2   80/03/13.   Bpp 

0004020327  Reiponds  to  NRC  B00117  requett  for  review  of  draft 
evaluation  of  BEP  Topic  W-20i  "Radiological  Consequence* 
of  Fuel  Damaging  Accidents,  ( Inside  &  Outside  containment)," 
Review  confirms  fact*  as  correct 
HAYNEBiJ  0   Southern  California  Edison  Co,   80/03/28    lp 
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DOCKETED  ITEMS 


8003030140  Foruards    application    for   Amend   8?    to  License   DPR-13 
consisting    of   Proposed    Chans"    B?    to    Teen   Speo    3    5. 
"Initrumentatlon   S-  Control,  "    !<  4    1  ,     "Operational    Safety 
liens    "    Won  tinghouse    evaluation   ulthheld    (ref    10CFRS    790) 
DIETCH.  H         Southern   California   Edison  Co        BO/O3/31         3pp 

—0004030141    Amnnd    99   to    License   DPR-13.  modifying    misting   Tech    9p»cs 
i   4    1    to    require    limiting    conditions    for    operation    based    on 
control    rod   misalignment    1    to    specify    lurveillanco 
requirements    Certificate    -of   Svc    and 
DIETCH,  R         Southern    California    Edison    Co        BQ/Q3/11        7pp 

—  8004030145  Proposed    Chance   B?   to  Tech   Space    3    5,     "  Instrumental!  on   I 

Control,"    4    4    1,     "Operational    Safety    Items    "• 

*  aoutharn   California   Edison    Co         60/03/31          llpp 

SQ043003H<J   Provide*   addl     info    on   automatic    initiation   of   aunliarij 
feedwater    «ys    flow  concerntna    Imp  lamentation    of    Ite-m  3    1    7a 
Tsqulremants    of   NUREO-O37B   Hequasts    detail    of    saf  ety-grad  e 
lyi    detlgn   Certain    commitment*    required   within    15   days 
EIBENHUT.D   0         Division   of    Operating    fleacton         BO/04/03         3p  p 

0004.00041*1    Forward*    application    for   Amend   90    to   License  DPR-13  A 
Proposed    Changes   11    tt   93    describing    offsfte    DOUBT    sources 
&    incorporating    changes  necessary    For    implementation    of 
fire   protection   modi    Fee    end 
DIETCH.  fl        Southern    California   Edison    Co        80/04/04        2pp 

—  80040B0498  Application    for    Amend   90   to  LUen*a   BPR-1I3,  describing 

offiite    poiuer    sources  t    incorporating    changes    nec»«aary    for 

implementation   of    fire    protection   mods 

DIETCH,  R         Southern   California   Ednon   Co        BO/Q4/Q4        7pp 

—  BOQ40S0504   Description    of    Proposed    Ch.ano.es    91    L    92   tc   Tech   Bpecu 

Comparison    of    seismic    design    criteria    for    high    voltage 
suiitchyard    !c   summary    of    jtil    remarks    at    791O25  meeting    re 
offsita    pouaT    lourcBi    encl 

*  Southnrn    California    Edison   Co.       QD/04/D4        2tpp 

80  04  0903  2i  Forwards    reaponse    to    BOOS  I  A   request   for    refs    bo    docketed 
ttlfo    TO    «erBal    SEP    topics 
HftVNEfi.  J  0        Southern  California    Edison   Co        60/04/04        3pp 

BO  042403  03  Discussni    tlccnsoa    actions    re   BO  03  10   failure    of    taltustor 
cooling    «g«    Auiiliarij    call!   uater   cooling    pump   uill    not    be 
coniiJtred    in   determining    opeTabilitij    of   si/s  Requests   review 
of   all    Bmergency    jproceolureG   t    revision    prior   to    operation 
ENOELKEN.R    H        Region    5,    9an   Frantisco,     Office    of    the   Director 


6004190449  Advises    that    info    r«    electrical    diitribution    si/a  adequacy. 
raquatted    bg    NRC    790SOB    ltr>uill    be    iubraltt»d    b  ij   SOOSO)  . 
in»t«ad    of    BOO301    date    indicated    In   791224   response 
HAYNEB.J   0         BouthBrn    California    Edison   Co         BO/04/11          lp 

BOO  1220  303  Foruards    ruaponiB    to    upon    itarai    identified    at   791114  meeting 
re   solsmic    b-ackfit    project   &    site   spacific    oarthquake 
program  Results    of    program   f-or    Evaluating    aarthquahB 
anticipated    In  Jul    19QD 
BABHIM,  K  P        Southern   Callfornie  Edison  Co        BO/04/1  1        36pp 


--800424039S    Toth    Spec    313    for    combined    heatup,  cooldoun    S,    pressurH 
limitations,  Figures    3    I    3a-3     1    3d    d   Table   3    I    3    1    for 
reactor   vessel    toughness    data    ( unirrad lated ) 
*      Southern    California   Edison    Co         BO/04/24         8pp 

--800434 0397    "Analysis    of   Capsule   F.Roactor    Vessel   Radiation  Surveillance 
Program    " 

VANICHK0.8   E    ,     ANDERSON. S   U    .     KAISER;  U   T         Uestinghouse    Electiic 
Corp     ,     Nuclsar    Eneray    Systems         WCAP-9320         79/05/31         67pp 

Q      Inspection  reports.     IE   Bulletins    &  correspondence 

B004110532   Act;    receipt    of    BOO303  Itr    informing    NRC    at    steps    taken    to 

carrsct    violations    noted     in    IE  Insp    Rept    50-206/60-01 

NdRDERHAUOiL  R        Region    3.    San  Francisco,    Safeguards    Branch 
90/03/14        lp 

EQ0415Q214  Forwards    IE   Info  Notice    BO-12,     "Instrument   Falluro   Causes 
Opening    of  PORV  t  Block    Valve    "    Mo    specific    action    or 
response   necessary 

ENGELHEN.R  H       Region    5,    Ban  Francisco,    Office    of    the    Director 
80/03/31          lp 

B0041001O7   Foruord*    IE   Circular    BO-Q5,     "Emergency    Dieael    Generator 
Lubricating  0(1    Addition   d   Onsita   Supply    "   Nn    uritten 
response   required 

ENGEtKENi  R  H        Region   S-i    San  Francisco,    Office   of    the    Director 
8D/04/O1          lp 

0004110114   Forwards    IE    Info   Notice    BO-13.     "OE   Type    SUM   Control    Suiitchea 
Defective    CAM  Folloiueia    "   No    specific    action  or   response 
requ Ired 

ENQELHENiR   H         Region    5,     Ban   Francisco,     Office    of    the    Director 
BO/04/O3        lp 

QOOA220D49  Forwards    IE   Info   Notice   BO-lfl.     "Safety   Suggestions   From 
Employees    "   Mo   action   required 

ENGELK£N,n  H       Region   5,    San  Francisco.    Office   of   the   Director 
00/04/02        lp 

B004170S69  Forwards    IE    Itisp    Ropt    SO-20&/80-07   on  000310-51    No 
nnncompliance  noted   Encl   withheld    {rof    10CF«2   79O) 
NORDERMAUOiL  R        Region   S,     San   Francisco,    Safeguards    Branch 
BO/04/03         2pp 

B00413O135  Foruarda    IE  Circiflar    BO-07.    "Problems  11/HPCI    Turbine   Oil 
Sys    "    Ho  written    response    required 

ENQEL«EN.R  H        Region   5,    San  Francisco,    Office   of    the    Director 
30/04/03        lp 

90M23O364  Forwards    IE  Bulletin    79- 03  A,     "Longitudinal    Held    Defects    in 
ftSHE    BA-312,Type    304  Stainless   Steel    Pipe    "   Action   required 
ENOELKENiH   H         Region    3,     San   Trancisco,     Office    of    the    Director 
90/04/04        lp 

0004230195  Fnruaida    IE  Qullolin    BO-OQ.    "Eiam  of   Containment  Linor 
PHnetration  Welds    "   Written   response  required 

ENGELUCN.R  H        Region   5,    San  Fianciaco,    Office   of    the    Director 
M/04/07        lp 


5004320634  Confirms    600410    tolcons   u/regulatory    aersonne1!    re 
imp  Itmenti  tlon   of    *BvevJl    Categorg    A   TM1   LSIBOTIG   Learned 
Task    Force    requirements    described    in   000329   Itr 

P        Southern   California   fciiison  Co        BO/04/1I        Hpp 


a004300fl6S  Foruarda    IE    Insp    Ropt    5Q-206/BO-OS  No   noncomp 1 iance   noted 
Rept    uithheld    (rof    10CFR2   790) 

NQRDERIIAUO.L   R        Region   5.    Snn  Francisco,    Safeguards   Branch 
aO/04/il        2pp 


0004320570  Notifies    that    d  1  f  f  icul  tlai    uj/prnpas*d   menia  random  of 
Borotment    rn    transmission    project    have    been  resolved    to 
aatti faction   at   CA  Ofc    of   Historic    Preservation   URC    should 
forward   agraement    to   advisory    council    for    action 
HEH.ON,  H        California,    State    of        BO/04/15        lp 


R      Porio-dlc    operating   ropovta   fc   related    correspondunce 


B004070330  Foruai  d s    info   re    occupatiunnl    exposure   '•<   environ 
luv/B  1 1  lance    programs   for    1979 
OTTOSaN.H  L       Southern   California  Edison    Co        80/03/31        3pp 


3004230494  Province    prel  1«1  narij    info   re    impact   of    auxiliary    foinl water 
iijs    autamatian   on   main    s  toam    line    break    aifettj    Jnslysiiiin 
reipansa    to  NRC   7^1221    request    Reviled    scoping    studies    ulll 
be    cumpletoiJ   by   B-D05I6 
BA5M1N.K  P        8ouU»rn  California   Ediion   Co        QO/04/13        2pp 

S004B30446  Not  if  (05    that    evaluation   of    potential    miignitud»   b  effects   of 
postulated    mater   hJinwari    uilll    include    dovelopment    of    forcing 
function!    for   classic    text  book- type   water    hammers   Evaluation 
uill    tia   completed   b<t  B001SO 
HAVNEB,  J  0        Southern  California   Edison   Co        PO/O4/22        lp 

E3004B40394  Forwards    "Analysis    o*   Caatulfr   F.Ii»nctor   VB»BB!    Radiation 
Qurvoillflncff  ProgrJoii  "    i.   Tech   Specs   313    for    cumbinod 
ha*tupi  cooldoiun  b   presiura    limitation!    Proposed    change    to 
T«cJi    Bpoc3    uiUl    be    EUbmlttsd    btj    1301231 
B/lflKIN.K  P        Southsrn  California   Edison   Co,       BO/04-/24        3pp 


-BQ040/0342   "rtnliual    Operating    Rept    for    1979   Fnviron   Monitoring    & 
Rarfialiun  Eiposure  Ropts    " 
t      Southern  California  Edison  Co       BO/O3/31        41pp 

-90040703'!5  "1979  Annual    Doeratinfl   Rept.Vol    1, Ocoanographic   Data   Rept 
u      Qroun  &  Caldiuell        00/03/31        400pp. 

-8004070340   "If?1?  Annual   Operating   Ropt.vol    2. Biological    Data  Hept 
In tffr tidal    Inf  auna.Bub tidal    Infaunal.  Kolpilchthyoplanlitan    " 
B      Marine   Diologlcal    Consultant},    I nt    .         60/03/31        300pp 

-B00407O352   "1979  Annual   Operating   Rept.Vol   3, Biological    Data   Rept 
Plankton, Harit    Benthos   Rocky    Intertldal    " 
*      Lock4>oed   Canter    for   Marine  Hosearch        QO/03/31        SOOpp 


DOCKETED  ITEMS 


— BQ04070337    "1979  Annual    Operating    Rept.Vol    4, Biological    Data   Rapt 
Nekton    " 
*      Urouin    (,   CalduHll          BO/O3/31          230pp 


—8004020424    "Feasibility    Ropt    on   Evacuation    of   Area   Around   Facility    " 
One    oversiio   drawing    end 
FtBDQERS.L   H   .     PELL.H    M         Storch    Englnmirs         80/03/31          77pp 


B00413O345  Forwards    monthly    operating    rept    for   Mar    1980 

CURRAN,  J   M         Southern    California    Edison    CD         SO/01/09         Ip 


— 8004150347  Monthly    operating    rept    for   Mar    19BQ 

WATTSON.P         Southern    California    Edison    Co         BO/01/07         3p[i 


3      fleportablo    occurrences,     LER*    it    related    correapondence 


8004230297   Proposes    to    provide    automatic    total    flooding    Hal  on     1301     fir* 
suppression   sys    for    entire    suitchgear   room    IFire    Zone   fi-SI 
Forwards   Draining    0-127989.  sheats    1.2.    (•   3 
CQUNSIL.M  G        Connecticut   Yankee  Atomic    Pouar   Co        00/0-1/14        3pp 

— 8004230309    "Automatic    Halon   Fire    Eit inguish ing    Si|i    for    Sulitt  ho,ear 
Room    "   Sheet    1    at    3 
*      Fire   Equipment,     Inc         127989        00/03/10        Ip 


B004080539  RO   on   B00310.  north    saltwater    cooling    pump    auto   started    upon 
indication    of    lou   discharge    pressure    from    south    pump    North 
pump    power    operated    relief   valve    could    not    be    opened    Cause 
under   review  AuilHary    pump    used 
CURftAN,  J   M         Southern    California    Edison    Co         BO/03/11          2pp 


B004080477   Forwards    UER    BO-009/04L-0 

OTTQSUN,  H  L        Southern    California   Edison   Co 


—8004080483   LED    00-009/O-1L-O    on    BOO331, during    first    quarter    at    19SO, 
bsnthic     data    could    only    be    taken    from    aii    of    eleven    ETS 
banthlt    stations    Caused    by    tovei-o    storm   conditions 
interrupting    data    collection 
OTTQSQN.H  L        Southern  California    Edison    Co        BO/Ofl/02        Ip 


B0042I0370   Forwarda    LER    BQ-01J/43Z-0 

DTTOSOM,  H  L        Southern    California   Ediaon   Co 


00/04/08        2pp 


— B004210273   LER    BO-Q11/43Z-0    on    BOQ31Q, while    purging    pressuriier    relief 
tank    to    remove    oiygen    tank, disc    ruptured    Caused    by 
ovorflllllnj   w/prlmary   makeup    water   Hupturod    disc    replaced' 
*      Southern    California    Edison    Co         SO/04/OB         Ip 


— B004230313    "Automatic    Halon   Fire   Ei  tinguishi  nj  By  i    for   Suiitchgear 
Room    "   Sheet   2   of   3 

*  Fire   Equipment.     Ine        127969       00/03/05  Ip 

—8004330316    "Automatic    Halon  Firo   EitinguUhing  8ij  s    for    Suntchgear 
Room    "   Sheet   3   of   3 

•  fire  Equipment.     Inq         127989        00/03/10  Ip 


H      Gnneval    correspondence 


BOQ421004S  Responds    to   80O309    Itr    requesting    info   re   environ   efffltti    of 
Neui  Cnnland    nuclear    pouier   plants   Radiation    affluent    leval* 
dBtarminod    by    IOCFR20  k  App    1    to    1OCFR3O  Environ    Info 
available    in    stated    LPDRB 
BALLASD, R  L        Environmental    Projects   Branch    1        BO/04/01         Spp 


I      Financial    inf ormafci on 


8004080292  Foruariis   SEC   Form    IO-K    listing    util    financial    statements    for 
197B   &    1979 
BISHOP. R  14        Connecticut   Vantee    Atnraii   Poiuer    Co        80/04/02        36pp 


0004100430   Foruardn   LER   BO-008/03L-0 

OTTOSDN.H  U        Southern   California   Edison    Co 


2pp 


— B0041BOfl54  l-ER   80-OOg/03U-0  on   800318.  dur  ing   maint   of    salttuator 
cooling    pump. pipe    support    9-416-4   b   concrete   anchors    found 
corroded    Caused    by    vibration   &    corrosion    induced    by 
saltwater    environ,  Support   redes  Igned   S-    built 
CURRAN, J  M        Southern   California    Edison    Co        80/04/04        Ip 


B004S10aS4  Fnruiardn   LER   80-010/03L-0 

OTTOaDN, H  L        Southern   California    Edison   Co 


80/04/09        3pp 


— B0043102S7   LEH   8Q-010/03U-0    on    S0031B.  (lur  ing    full    power    operation,  h  igh 
temp    indication    observod    on    south    charging    pump    thrust 
bearing    Caused    by    loose    coupling    hub    on    pump    shaft    Damaged 
Inboard    boarlng    itioos    tt   coupling    hubs    replaced 
CURRAH, J   M        Bnuthern   California   Cdlaon   Co        00/04/09        Ip 


J      Insurance   &   indemnity    information 


800-1190379  Forward*   EndorsBinont    58   to  MAELU  Policy   HF-39 
IFFLAND, R   R        Noi thoa*t   Utilltloa        BO/04/10        2pp 


P      Dpevating    license    stage    documents   i,  corrEopondnnce 

8004040066  RoquostB    that   application    for   routa    approval    for    round    trip 
shipment    of    Irradiated    fuel    anemblie»   between   facility   t< 
CoIumbusiCII-l.be   approved    bg    000317    10    thnt  assomblles    can    be 
shipped    lo   DMI    bofom    QOOSOS   ihutdoun 
CQUNBIL.U  0        Connecticut   Yankee  Atomic   Pouor    Co        BO/02/E2        App 

B00403036S  Forwards   NRC    safety    evaluation   supporting    precaution!    t*!tin 
to  minlmiie    stoam   gonsrafcor    mat or    hammer 
2IEMANN.  D  L        Opornting   Roactovs   Brnnch   a        8O/03/B4        3pp 


0004S3033b   RO   hydrostatic    test    of    stearn   gDneiiitat     tub  EC    rcivoalod    nine 
leaking    tubus   Cause    unstated    Tubes    ulll    be    plugged    at    later 
time    during    current    outage 
CURRAN.J  [1        Southsrli   Californifl   Cdlson   Co        00/04/14         Ip 


£*00425041B  forwards    LER   QO-012/03L-0 

DTTOCDN.H  L        gouthern   California   Cdlaon   Co 


2pp 


—8004250420  LFR   00-012/O^L-O   on   H00324.  duririfl    normal    oporations.  Nu.Tioer 
2   diasol    goneratar    fuel    oil    ti  ansf  er    pumps    Q-75A  ft  0-7SB 
tripped    un   current    overload    Couqod    by    failure    of    sump    pumps 
in    (.inrisfor    pump    vault    dun    to    high    mator    level    in   vault 
CUHRAN.J  M        Southern   California    Cdlson   Co        BO/04/20        Ip 


— 80040303&6  Safety    evaluation   supporting    precautions   token    to   minimi i* 
stnam   generator   water    hammer, EO&O  791329    Itr    to   DOE   encl 
u      Division   of   Operating   Reactors        BO/03/26        lOpp 

3004100309  Advises    that    responses    to   761133    ltr>   ra   LUR    as*«»imerit   of 
enhancement    of    fission   gas   ralnasa   at   higher    burnup*   liave 
boon   rovioiuad  No    immediate    ((canning    action    requirad    for 
operating    reactnrs'per    typical    fuel    bundle   &   batch    burnups 
ZIEMANN.  D  L        Operating    Rooetors    Branch   2        BO/02/Hv        3pp 

8004090338  Forward*  NUflEO-Oat?.     "Evaluation   of    Intogrity    of    (JEP 
Reactor   Venaela,  "    completing    review  of  SEP   Topic   V-6  IJ/o 
encl 
ZIEMANN.  D  L        Operatlna   Reactors    Branch   2        BO/03/OS        2pp 


DOCKET   SO-2I3  HADDAM  I4ECH  PLANT 

F      Security,    modlcal.     emorgency    d    fire    protection   plans 

600402040EJ  Forwards    "Fuasi  b  i  1  i  ti;   Ropt    on   Evacuation   of   Area   Around 
Facility    " 
CnUhlBIL.U  O        Northeast   Utilitios        80/03/31        2pp 

— B00402041B   "Faaslbilily    Ropt    on   Evacuation    of   Area   Around    Facility    " 
One    oversim   draining    encl 

flODOERB.L  M   ,    PELL.  B   M        Slorch    Engineoro        HDLLOV,  E  J        Northeast 
Utilities   Service   Co        00/03/31         5Bpp 

— 8004oa041S    "FBanibillty    Bopt    on   Evacuation    of   Arna   Around   Fflcility    " 
Dno   ovarsito    drauilng    encl 
HCIDGEFIS.L  M        Affiliation   Unhnoiun        SO/03/31         SBpp 


ROU4020007  ForiuardB    revlflui   schedule    for   environ    qufllif  ic  Bt  ion   of 
IE  ulBctrical    aqotpment;    per   SOOP21    meeting   RBaubniittnl    of 
Info    is   unnpccsiary   Refs    or    updates    to    info   previously 
submitted   are  acceptable 
ZIEMAUN.D  L        Operating   Reactors    Branch   2        BO/03/06        9pp 

B00403010S  Forwards    "Nuclear   Dfita    Link   &OOCBj  "    etudu    of    digital 
communication   sys    to    transmit    info    tram  plants    to  nethnida 
Operations   Ctr 

0        Division   of   Operating    Roactors        00/03/12        Spp 


— 8D0403011B    "Nucleai    Data   Link    Specs    " 

*      Divuioii   of   Operating   Reactors        00/02/21 


23pp 


8004030293  Responds  to  NRC  800214  Itrs  re  request  for  list  op  refs  for 
five  SEP  topict  Forwards  topics  bU  number, titla  ti  listing  at 
vvtt  foi  ECCG  actuation  bijsi  automatic  ECCS  raalignnent  & 
testing  of  reactor  trip  B.JS 
CQUNalL.W  0  ,  FCt.W  F   Northeast  Utilities    60/03/31    3pP 


26 


DOCKETED  ITEMS 


8004100141    Notification    at    Q0032&  meeting   u/utll    in   Qcthesda.MD   re 
movemint    of    heavy    load*    near    fuel   t-    changei    to  -nave    ipenfc 
fuel    task. 
CAFIU8Q,  R         Qp  ora  tin)    Reactor*    Branch    3         BO/03/  2*1         2pp 

6004210411    Submits    addl    info   re    armed    escorts    for    BQ0222  repeated 
route    approval    through    embargoed   areas    at   CT  Guards   will    be 
off-duty    CT    State    Police    officer*  Util    will    provide    special 
braining    TO    seei/ritij    6   radiological    considerations 
caUH3IL,U    0   ,    FEE,W  F        Connecticut    Yankee   Atomic    Power    CD 
BO/03/24        2pp 

a  00  40  203  4  H  Submit  i    info    re   safety    evaluation    for    postulated    Fuel 
handling    accident    in   new  4    spent    fuel    storage   bldg,  In 
response,    to   NRC    791220    requeit 
CCUNSIL.W   0        Ha  inn   Van  tec   Atomic    Pother    Co        BO/03/25        4pp 

3004110526   Providers   addl    info    i-e    Implementation   rea,ui  remands    set    forth 
in    Item  2    I    7a    of   NUREO-037B  Requests    re-sperm    by   900601 
indicating    commitment    to    Inital  I    saPety-ara.de    ays    by    B1O101 
EISENHUT,  0   0        Division    at    Operating   Reactors        30/03/37.       2pp 

B004O70265   Submit*    info    re   direct    Indication    of   PORV  t,   safety  valve 
positions    Recent   discussions    ui/vendor    revealed    difficulty 
WH00401    completion    date  Revised    date    of    completion    IE 
B1O401 
COUMSIL.U  Q        Worthoast   Utilities        BO/03/29        2pp 

BQO-421Q227   Foirujrdt   request    for    info   re    containment    environ    conditions 
&   nji    r*quicod    for   accident    mitigation    for   review   of    environ 
qualifications    of   Class    IE    electrical    equipment   NRC   will 
estimate    time    far    containment    temp    to   refcutn    near    normal 
Z1EMANN.D  L        Operating   RaaclOfs   Branch   2        BO/O3/2S        14pp 

BQ0407Q274    DsvEUiiet    current    intentions    to   submit   detlgn   for   providing 
•umpiring    capacity    far    primary    coolant   !•   containment    air    by 
B00429  Utilt    «rs   currently    engaged    in    finalizing    design 
details    Slight    delay    is    required    to    optimiie    design 
CDUNSIL.W   O.        Connecticut    Yankee    Atomic    Pouter   Co         80/04/01         2pp 

SGO41S0297  Confirm*   EOQ403   tele  on    re   Wasti  ngJiooi  a    1  ou  pmsuro    turbine 
otic.    ititearlty    Util    &   Wes  i  Inaboute    concur    that    safety 
concern    rfnos    not    mist   Turbine    overspe-ed    uill    be    limited    to 
30f,   ltd    Sipeed    until    *rgum*nts   are    documintBd 
COUNBIL.M  Q.  ,     FEEiU  F        Connecticut   Van  It  as    Atomic   Pouier   Co 
80/04/03         If 


Foruardi    Info   re    lalsmic    re-e<valu«t  1  on   requeabed    by  N.RC 
during    79031  A   meeting    Previous    leismo  lag  leal    determination 
of   DEE    unaffected 
COUNS1L.U   0         ConnicUcut    Vankfle    Atomic    Pauer   Co         BO/0*/07         2pp 

—  a004ie03<ia    "NRC    Info  Request   on    Oeolooij    !.  Se-isnology    " 
«      Western    Oeophyiical        30/03/31         18pp 

6004  17001  3  Oiicus*e*    problem   u/imp  leraenfcatl  ait   of   Lessons    Uearned    Talk 
Fore»   recommendat  1-on   ro   automatle    Initiation   of    »uti\i»en 
fieduatvri    sijt   RentJettl    NRC    concurrents   Ul/plan    for 
impl*m«nClng    requirimint   during    19SO   refueling    outage 
CQUNBIL,  W  0        Connecticut    Yank*e   Atomic    Poutl-  Co        COUN3IL.W  0- 
Mortheatt  Nuclear   Energy    Co      {subs      of   Northeast   Utllitle<s) 
90/01/11         4pp, 


—8004090139    IE    !nsp    Repts    50-S13/79-30, 50-245/79-26   t,   50-336/79-2Q    on 
791127-30    *,    1203-07    No    noneomp  1  lanco    notad    Major    arsas 
inspected    OA   program    imp  1 ementati on   re    OA/QC    administration, 
design    changes   &  mods   ^    document    control    program 

BAUNACK.U   H         Fleoion    1.     Philadelphia,     Reactor    Operations    Nuclear 
Support    Branch         NAPUDrt. G         Raglan    1-     Philadelphia.     Office    of    the 
Director         BO/03/07         13pp 

B0040B0443    Foruarris    IE    Insp    Kept    50-&13/BO-02    on    000122-25    No 
noneomp  liance   noted 

BnUNNER.E   J        Region    1,     Ph  i  ladelph  i  ai     Reactor    Operations    Nuclear 
Support    Branch         SO/02/19         Spp 

— 8004089450    IE    Insp    Rept    50-213/BO-O2   on    BOO  132-29   No    noneomp 1 lanco 
noted     Major   areas    inspected    details   re    establishment    of 
onslte    ofc    for    full-time   resident    inspector 

KElKIOrR   R         Region    1,     Philadelphia,     Reactor    Operations    Nuclear 
Support    DrancJi         KC05CAH,  J    J    ,     SMITH,  T   H         Region     1,     Philadelphia, 
Office    of    the    Director         80/02/15        7&p 

B004I10012   Submits    response    to    IE    Bulletin    79-27   re    loss    of    non-Class 
IE   instrumentation   d   control    poiuer    supply    bus   during 
operation  Facility    has    tun    lemivital    buses    u/tuo    feeds 
via    auto    transfer  &   bacVcd   bij    tuo   emergency    generators 
COUNSILrU  G    ,    FEE.W  F        Connecticut   Yankee   Atomic   Power    Co 
BO/O3/03         2pp 

8004030361    Submit  5   response    to    IE    Bulletin   BO-04,  re   analysis    of   PWR 
main    ifceam   line    break    Hi/continued    fceduater   addition  Effort* 
are    In    progTnig    to    finalize    details   of   control    grade 
automatic    initiation   of  auiiliary    fe*duater    scheme 
COUNBIL. U   0         Northeast   Utilities         80/O3/05         Ip 

£004070423   Ack   receipt    of   791237   &  3O0104    Itrs    informing    NRC    of 
corrective   &  preventive   actions    It   check    in    payment;    of   791206 
notice    of    proposed     imposition    of    civil    penalties   Acting 
supervisor    did    not    meet   min    qualifications 

STELLQi  V        Office   of    Inspection    &  Enforcement,    Office    of    the 
Director        00/03/30        3pp 

9004250132  Responds    to    IE  Bulletin   90-03,     "Loss    of   Charcoal    from  Btd 
Type    II,  Two-Inch   Tray,  Adsaroer   Cells    "   Nn   rep  laceme-nts 
necessary    due    to   damage    bo   or   corrosion    of    engineered 
ufaty    feature    filter* 

CQUN9IUU  0    ,    FEE.U  F        Connecticut   Van  lee    Atomic   Pouer    Co 
BO/03/24         Spp 

— 8004S50143  Special    Haint    Procedure    SPL   10  7-5,     "Containment 
Air   Recirculatian  Fans    -    Installation    of    Addl    Charcoal 
Air   Filtevs    " 
»      Connecticut   Yankee    Atomic    Power    Co         79/02/07          lOpp 

B004030211    Advis^i    that   reactor   coolant  pump    t-   vessel    cladding    eiams 
scheduled    for    I960   refueling    outage  are    impractical    Proposes 
alternative    inservlce    insp   ciam  method    for    Category    B-B 
uelds   on   rageneratlve    heat   oichanger  Requests  NRC   revteiu 
COUN3IL-W   0         Connecticut   Yankee    Atomic    Poiuer   Co         90/03/23         3pp 

BOD4S50031    Ack   receipt   of  900314    Itr    Informing   NRC   of    steps    taken    to 
correct    violations    noted    In    IE    Insp  Rept   SO-213/BO-01      Util 
Itr    to    be   withheld    <ref    10CFR2  7<?0t 
KARTIN.  H    0         Region    1,     Philadelphia,     Safeguards    Branch 


6Q041B0224   Fnruiards    info   clarifying    &   supporting    conclusion    that 
Category    A  Lessons  Lurried    Tasl    Force    requirements    hava    b»en 
implemented    Qyerslia    drawing    encl 
COUNBIL.W  0        ConnsttUut    Yankee   Atomic   Power   Co.       BO/04/1  i        gipp 

8004290443  Forward*   addl    info    in    support    of  7B03E1    proposed    changes    to 
Tech   Specs    revisions    delete    prohibition   of    spent    -fuel    cask 
movement   over    spent    fuel   pool    &    substitute   addl 
restrictions    Requests    expeditious    action 
GOUMSIL,  W  0,       Connecticut    Yankee   Atomic    Pounr  Co        80/04/IB        Ifepp 

3042S04A5  Responds    to    final    n,ueatloni    in    reyleu   o*    changes    to  Tech 
Bpeci    r»    spent    fuel    cask   movement   Five    tepar-ate    itilpments 
planned    re    testing   b    evaluation   effort   Return    shipments   not 
yet   scheduled    Requests    seven    movements    to  alloui    for    changes 
CQUNBIL.M  Q.       Connecticut   Yankee   Atomic    Power   Co        BO/04/23       2Pp 

Q      In«p*cfclon   reports.     IE  Bulletins   b  correspondence 

B004Q90131    Fnruat"d»    IE    In»p   tlopts   30-819/79-80,30-849/79-214    !< 
50-33A/79-88    on    7911H7-30   &    IEQ3-07,  Ho    nancompLSanc e    noted. 
BRUNNEft.E  J.       Region    1.    Philadelphia.    Reactor   Operations   Nuclear 
Support   Branch        BO/Q3/OB.       2pp. 


— BQ0435O054  Poruiards    IE   Insp    Rept    90-213/90-01    on  aO£)10B-ll 

MARTIN. U  G       Region    1.    Philadelphia,    Safeguards   Branch        90/02/21 
2pp 

— 3004230099   IE  Insp    FUpt  30-213/GO-OI    on   90O108-11    Noneomp 1  lance   noted 

door    found   unlocked    t>  unattended    In  vital    area  Failure    to 

maintain   surveillance  of   protected   area   barriers    1.  eiberior 
vital    area  door  Details   withheld    (ref    IOCFR2  790} 

LADUN.  n   H   .    HADDEM,W  Region    1.    Philadelphia,    Office    of    the 
Director        DEVLIN. J  W        Region    I,    Philadelphia.    Safeguards    Branch 
HO/02/ 11        ip 


50-12.     "Instrument  Failure   Cauteg 
No    specific    action    or 


S00415Q262  Fofuards  IE  Info  Not! 
Opening  of  PQHV  t.  Block  Valve 
response  necessary 

DRIER, 9    H        Region    1.    Philadelphia.    Office    of    the  Director 
BO/03/31         Ip 


8004090047   Forward*    IE  Circular   8O-OS,    "Emergency    Dis»el    Saneratar 
Lubricating    Oil    Addition    tt  Onslte  Supply    "    No  written 
reiponce    required 

ORIER.B   H        Region    1,    Philadelphia.    Office    of    the   Director 
90/04/01         Ip 

80041 1012G  Forward*    IE    Info   Notice   90-13,     "GE   Type  SBM  Control    Builtches 
Dif«cttv*  CAM  Follouiers    "   No   written  response   required 
ORIERrB   H        Region    1.    Philadelphia.    Office    of    the   Diractor 
BO/04/Oa        Ip 


DOCKETED  ITEMS 


0004240278  Forward*    IE    Info   Notice    BO- Hi     "Safety   Suggestions   From 
Employees    "    No    aution    required 

GRIER,B   H        Region    1.     Philadelphia,     Office    of    the   Director 
BO/04/02         Ip 

BQ041B0226  Forwards    IE  Circular   60-07,     "Problems   W/HPC  I    Turbine   Oil 
Bye    "   Mn   written   response   required 

CRIER, D   H        Region    1,     Philadelphia.     Office    of    the   Director 
BQ/04/O3         Ip 


DOCKET    50-219   OYSTER    CREEK   NUCLEAR    POWER   PLANT 
G      Ad jud icatorij    correspondence 


8O01030026  Memorandum   of    understanding    between   NRC  (.  FEMA    re    prompt 
Improvement    in   radiological    emergency   planning   tc 
preparedness, distributed    as   Board   notification 
COSSICK,L  V       Office    of    the    Executive   Director    for   Operations 
80/04/O2         34PP 


8004230401    Forwards    IE    Bulletin    79-03A,     "Longitudinal    Weld    Defects     in 
ASME    SA-312,  Type    304    Stainless    Staol    Pipo    "    Action    required 
CniEfI.il    H        Region    1,    Philadelphia,    Office    of    the    Director 
80/04/04        Ip 

8004180131    Forwards    IE   Bulletin   80-OB,     "Exam   of    Containment   Liner 
Penetration   Melds    "    Written    response    required 
DRIER, B  K        Region    1,    Philadelphia,    Office    of    the    Director 
80/04/07        tp 


8004240533  Forwards   NRC    confirmatory    order 

3TELLO.V        Office    of    Inspection   &  Enforcement.    Office    of    the 
Director         80/04/04         Ip 

— BQ0424QQ37  Order   confirming    util    commitment    to   perform  r»vtew 
requested    by    IE   Bulletin   79-37   by   600425,  Required    Info 
Is    specified    in   Attachment   A 

STELLO.  V        Office    of    Inspection  t  Enforcement,    Office    of    the 
Director        00/04/04        6pp 


R      Periodic    operating    reports   &   related    correspondent i 


H      General    corraspondence 


8004020372  Forwards    "Personnel    E«posuro   &  Monitoring   Hept    for    1979 
GRAVES, R   H        Connecticut    Vantee    Atomic    Power   Co        SO/03/14        Ip 

— 0004020374    "Personnel    Exposure   *   Monitoring    Rapt    for    1979   " 
»      Connecticut    Yankee    Atomic    Power    Co        BO/03/14        2pp 

0004040331    Forwards    "Annual    Environ   Operating    Rapt, 1979.  "    Part   A 
nonradiological 
COUNSIL.W  0        Connecticut   Yankee    Atomic    Power   CD        90/03/30        Ip 


B0040301S3  Responds  to  790016.  Itr  re  plani  to  reopen  TMI-1.  nue  I 
plant  const  in  NJ  b  nuclear  accidents  Plant  will  not  reopen 
until  safety-related  issues  are  reiolved  Provides  info  rn 
plants  in  NJ  No  disease*  resulted  from  TMI 
DENTON.H  R   Office  of  Nuclear  Reactor  Regulation   60/03/03 


2pp 


—3004030139  Opposes   rostart    of    TMI-1,  const    of   nuclear   plants    in    NJ 
nuclear    accidents    due    to   health    hazards   &  risks    to   public 
safety 
FOSTER,  K        Affiliation   Unknown        79/OB/li        2pp 


— B00404033B  "Annual  Environ  Operating  Rept' 1979  "  Part  A 
nnnrad  iolog 1 cal 
*   Connecticut  Yankee  Atomic  Potuor  Co   8O/03/31    4Spp 

B0041504B7  Forwards  "Radiological  Environ  Monitoring  Program  Annual 
Environ  Operating  Rept.Part  Hi  1979.  "  prepared  by  Northeast 
Utils  SVC  Co 
COUNSIL.W  0   Connecticut  Yankee  Atomic  Power  Co   BO/03/31    Ip 

— 8004150493  "Radiological  Environ  Monitoring  Program  Annual  Environ 
Operating  Rapt,  Part  B«  1979  " 
»  Northeast  Utilities  Service  Co   BO/03/31    lOOpp 


1   Financial  information 

B0041003S2  Forwards  JCPi,L  d  General  Public  Utils  Corp  Annual  Financial 
Repts  1979 
ROSS, D  A   Jersey  Central  Power  I  Light  Co   BO/04/01    Ip 

--B0041003S9  Annual  Financial  Rept  1979 

•  Jersey  Central  Power  i,  Light  Co   80/03/24   24pp 

— B0041003SA  Annual  Financial  Ropt  1979 

*  Ooneral  Public  Utilities  -  CPU  Service  Corp   60/04/01    44pp 


8004240-137  Forwards  "Annual  Rgpt  of  Changes,  Tests  &  Experiments  1979  ' 
GflAvE8,R  H   Connecticut  Yankee  Atomic  Pooler  CD   80/04/O1    Ip 

--0004240439  "Annual  Rept  of  Changes, Tests  &  Experiments  1979  " 

GRAVES, R  H   Connecticut  Yankee  Atomic  Power  Co   BO/01/01   46pp 

8004290264  "Annual  Operating  Rept  of  Facility  Change*, Tests  fc 
Experiments. 1779  " 
GRA'vES.R  H   Connecticut  Yankee  Atomic  Power  Co   60/04/01    47pp 

B004210H31  Forwards  monthly  operating  ropt  for  Mar  1900 

GRAVES,  R  H   Connecticut  Vankeo  Atomic  Power  Co   BO/04/10    Ip 


P   Operating  license  stage  documents  &  correspondence 

8004100317  Advises  that  responses  to  761123  Itrs  re  LUtt  aumiment  of 
enhancement  of  fission  gas  release  at  higher  burnupi  have 
bun  reviewed  No  immediate  licensing  action  required  for 
operating  reactortiper  tgplcal  fuel  bundle  &  batch  burnups, 
Z1EMANN.  D  L   Operating  Reactors  Branch  2   BO/03/29   3pp 

£3001 100320  Notification  of  900305  meeting  w/utll  in  Bethesda.MD  rs 
COTB  ipray  (pargar  cracks  ti  rBpalr* 
NOHICKI.S  J   Operating  Reactors  Branch  2   QO/03/03   ffnn 


— 8004S10253  Monthly  operating  rept  for  Mar  19HO 

*   Connecticut  Yankee  Atomic  Power  Co   80/04/10 


8pp 


B  Reportablo  occurrences,  LEfit  t>  related  correspondence 

B00409Q027  PNO-  1  -BO-01  1  an  800313,  rail  Iolog  ical  surveys  of  site  grounds 
uncovered  three  small  patches  of  contaminated  soil  outside 
controlled  area  Approx  three  tablespoons  toll  removed  Survey 
continuing  to  determine  if  other  areas  contaminated 
BCRABIAN.J  ,  KNAPP.P,,  BMITH.G   Region  1,  Philadelphia,  Office  of 
the  Director   80/03/14    Ip 


8004010362  Forwards  LER  BO-006/03L-0, 

GRAVES,  R  H   Connecticut  Yankee  Atomic  Foyer  Co, 


80/03/20   Ip 


—  80040(0369  LER  80-006/03L-0  on  800306,  during  routine  monthly  fan  damper 
test,  broken  linkage  coupling  wit  found  on  CARS  fan  bypass 
damper,  causing  fan  to  be  inoperable.  Linkage  coupling  w«* 
replaced  w/ibeel  coupling  of  greater  strength 
ORAVES.R  H   Connecticut  Yankee  Atomic  Power  Co   80/03/20   Ip 


Q004uuuuu-r  roruariis  rnvlew  ftchedule  for  environ  qualification  »f  Class 
IE  electrical  equipment  par  BOQS21  meeting  Retubmlttal  of 
Info  Is  unnecessary  Refi  or  update*  to  info  previously 
submitted  are  acceptable 
Z1EHANN.  D  L.   Operating  Reactors  Branch  2   00/03/06   9pp 

BOO 4 04000 A  Notifies  that  NRC  inadvertently  omitted  approved  change  to 
,T«ch  Spec  3  4.0  I,  re  automatic  depressurizatlon  tys,  during 
Issuance  of  Amnnd  43  to  Provisional  DL  DPR-16  Forwards 
corrected  Page  3  4-1B 
ZIEHANN-0  L   Operating  Reactors  Branch  S   30/03/07   Spp 

8004030102  Foruard*  "Nuclear  Data  Link  Specs,"  study  of  digital 
communication  sys  to  transmit  info  from  plants  to  Dettiesd« 
Operations  Ctr 
EIBENHUT,  D  0   Division  of  Operating  Reactors.   BO/03/12    Spp 


—8004030110  "Nuclear  Data  Link  Specs  ' 
«  Division  of  Operating  Reactors. 


2Bpp 


8004230834  Forwards  NflC  B00128  i  0311  Itrs  to  QE  re  propoisd  control 
rod  drive  sys  mods  !<  optimizing  pump  flou  to  reactor  vvsiel. 
Hods  should  not  be  performed  until  complete  guidance  Is 
issuHd  it>  NUREO-0419  or  u»/o  NRC  approval 
2IEMANN,  D  L   Operating  Raactors  Branch  fl   BO/03/24   Zap 


DOCKETED  ITEMS 


3004O90329    ForuariSs    "Fish    Hill    Associated    U/80O103    Outage    at    Facility 
RQSB'D   A         Jersey    Central    Power    tt   Light    Co         BO/O3/26         lp 

--30040^0330    "Fish   Kill    Associated    W/S00105  Outage    at   Facility    " 
HOCHE.M  D         Jersey    Central    Power    i,   Light  Co        30/03/31         SOpp 

8004170253  Notification   of    800401    meeting    u/util    in    Bethesda.MD   to 
discuss    core    spraij    iparger    crocks   It    repair* 

J         Operating    Realtors    Branch    2         80/03/29         2p  p 


8004170293  Foruarrii    raqusst    tor    addl    info    re    environ    nual  i-f  ication    of 
electrical    equipment 
IIEMANHpD   L        Operating    Reactors    Branch    3        80/03/23        14pp 

B0040BQ319   Forwards    T«ch    Spec    Change   Request   DS,  mod  if  vlni    AP  P  Ap 
Section  4    3   to    provide    For    augmented    inaervice    in-sp    of   core 
spr»tj   iys    spargers   Clats    III    fee    end 
FINFRQCK,  I    n        Jersey    Central    Pouer   &  Lljht   Co        60/03/31         lp 

—  800*020320  T«ch    Spec    Change    RequBit   B3,  moo  i  f  <|  inp,    Apo    ftiEuctinn   4   G    to 

providt    for    augmented    insarvice    Imp    of   cor*   spraij    ays 

spargers 

«      Jer»dy   Central    Power    «•   Liflht    Co        BO/03/31        6bpp 

6004160374.  Forwards   component    list    for   3EP   Topic    111-12  re    safety    su* 
essential    td    mitigate   postulated    accident*    at   requested    by 
NRC    at    B00310-V3   meeting 
TIPTCN,  T   E        Jersty    Central    Power    t,  Light  €0-        BO/04/11         IHpp 

8004230509  Forward*    Revision   4    to    Amend    71    to    application    for  QL 
Reipondi    to    several    items    in   NRC  790B14   request    for 
addl    Info    TO-   operational   OA   plan  Remaining    items    ulll    be 
addressed    in   Revision   4    to   OA    plan 
FINFROCKp  J    R        Jeriey   Central    POLUBT    &  Light  Co        SO/04/17        lp 

—  6004230511    Heviiion  t   to  Amend    71    to    application    for   Dl_  Revision   A 

i-nc  orporat**   -organiiat  tonal    changes 

I,  R        Jersey    Central   Power   &  Light  Co        00/04/17        7pp 


— 6004220514    Operational    QA   plan. Revl i ion   3 

FIMFROCK, I   R        Jersey   Central    Poutr   t  Light 


79/11/09        19Opp 


3004230341   Forward!  OE   -"Reload    Fuel    Applicatlan    "    Fee    >ncl 
ROHS.D  iA        J»r»ey    Central    Pouep   !.   Light  Co        80/04/21         lp 


— 8004230343    "Reload   Fuel    Application    " 

OALER.n    R   ,    EHSEL.R    E        General    Electric    Co 
79/09/31          2OOpp 


NEDO-24195 


9004280513   Requests    extension    until    B00331    for    completion   of  matl 
status   rcpt   fc   physical    inventor  In  6    Inventories    taken 
immediately,    would    not    be    representative    of   post-outage 
cond  itloni 
R09S.D.A        Jersey   Central    Power   b   Light    Co        BQ/Q4/2S        lp 

Q      Inspection   rtparts,     IE  Bulletins    it  correspondence 

B004090417  Forwards    IE    Imp    Kept    BO-219/BO-OI    on    BO0104-06. OB-1 1  4    14 
No   noncorapl i*nce   noted 

BHUNNER.E  J        Region    1,    Philadelphia,    Reactor   Operations   Nuclear 
Support    Branch        80/02/14.       2pp 

— 9004090422    IE    [nip   Rept   50-219/BO-Oi   on    B00104-Q4.  OB-11   &    14  No 
noncompl lane e   nottd    Hijor    areas    Inspected    refueling 
preparation,  reffuil ino;  activities    b    independent    insp    effort 
KEIMIO,  R   R        Region    1,    Philadelphia.     Reactor    Operations    Nuclear 
Support   Branch,       BRI008.L   £        Reg-ion    1,    Philadelphia,    Office    of    the 
Director.       B0702/13        ipp 

3uXMOB0421    Adviies    that    response:    to    IE  Bulletin   79-37    re    lots   of   ivon- 
class    IE   imtrumentat ion, ull  1    not    be  complete   within    90 
dags  Requests    ectenilan  until    800429 
ROaB.D  A        Otnty   Central   Pouer   L   Light    Co        BO/Q3/33        ip 

B0041B0329  Forwards    IE    tnsp    Rept    30-219/80-OB   on  S00113-1B  No 
none onpl lance    noted 

CAflLSOM.R.T        Region    1,    PhUadelph  la,    Reactor   Construction  t, 
Engineering    Support   Branch        HO/02/2A,       2pp 

--8004180334    IE   Imp   Ript  SO-H19/80-O2   on    B00115«18  Me-   noneomp  1  lance 
noted   Major   areas    inspected: five   mod*    d   event   rtpt 
follaiuups. 

EBHETER.S,  D,       Region    li    Philadelphia.    Reactor   Conttruc tion  tt 
Englneerinii    Support  Branch.       F1NKEL,A,E        flenion    1,    Philadelphia, 
Office   of    the   Director        BO/02/25,       4pp 


6004310326   Forwards    IE    Insp    Rapt    50-317/79-20    on   791127-30    No 
noncompl  lance   no-ted 
MARTIN, W   <3         Region    1,     Philadelphia,     Safeguards    Branch          6O/02/27 

2PP 

— 8004210330    IE    Insp    Slept    50-219/79-90   on   791127-30   No   noncompl  iance 
noted    Major    areaa     inspected    security    plani  program    audit, 
physical    barriers    in    protected    fr  vital    areas,  li  ghting    K< 
access    contcol    Detail*   withheld    fraf    1OCFR2   77O) 

DEVLIN, J   W        Region    1,     Ph  i  1  ado  Iphia,     Safeguards    Branch          llADDEN,  W 
Region     1,     Philadelphia,     Office    of    the   Director         80/O2/20         lp 

B00421043"?    Foruarda    JE    Insp    Rept    SO-219/BO-05    on    800129-0201    Nn 
none  omp 1 1 anc  e     noted 

BRUNNER.E  J       Hegion    1,    Philadelphia,    Reactor    Operations    Nuclear 
Support    Branch         BO/02/27         2pp 

— 8004210450    IE    Insp    Rept    5O219/60-05   on   H00129-0201    No    noncomp 1  lance 
noted    Major  areas    inspected    refueling   ac t ivi tes.  Independent 
insp    effort,  IE    bulletin    follouup,  inofc    LER    Tevlcuj   fc   periodic 
review 

KEIHIQ, R  R    i    DRI&GSiT        Region    1,     Philadelphia.    Reactor   Operations 
Nuclear    Support   Branch        60/02/26        4pp 

BOO'1090238   Acli    receipt    of    B00222    1  tr     Informing    HRC    of    stop*    taken    to 
correct    violation!    noted    in    IE    Insp    Rept    90-319/79-34 
BRUNNER, E   J        Hegion    1,     Philadelphia.     Reactor    Operations    Nuclear 
Support   Branch        BO/03/04        lp 

— 3004090346   ftosponda    to    NRC    B0012B    1 lr    violations    noted     in    IE    Insp 
Rapt    30-319/79-24   Corrective    actions    crates    were    painted 
u/fire   retardant    paint   R  administrative    controls 
a*  tat.  L  ish&d 
ROBS,  IJ  A        Jersey   Central    Pomor    b.  Light  Co        80/02/22        2pp 

—  800409O241!  Forwards    IE    Insp   Rept    30-319/79-24   on    791311-14  tt    IB  S. 
notice    of    violation 

BRUNNtR.E   J       Region    1,    Philadelphia,    Reactor   Operations    Nuclear 
Support   Branch        BO/01/2B        2pp 

--6004090256  Notice   of   violation    Prom   insp    on    791211-14  fc    IB 

*      Region    1,    Philadelphia,    Office   of   the    Director        SO/01/25        lp 

--800-1090362    IE   Insp    Rept   50-319/79-24   on   791211-lfl  fc    18  Noniomplianca 
noted,  improper    storage    of    flammable  matl 

KEIMIO,  R  R       Region    1>    Philadelphia,    Reactor   Operations    Nuclear 
Support   Branch        KOLTAY,  P    ,    DniOOB.L        Region    I,    Philadelphia, 
Office    of    the    Director        BO/01/SS       6pp 

BOO 41  GO 424   Responds   -to    IE  Bulletin   BO-03  Charcoal    adlorber    cells 
presently    utilized    are   acceptable   &  provide-   no    Indication    of 
structural    deficiencies   utilch   uould    affect    filter 
performance 
RQES'D.A        Jersey   Central   Power    &  Light    Co        00/03/13        2pp 

3004090-520  Advlics    that    IE   Bulletin  80-05,     "Vacuum  Condition  Resulting 
in   Damage    to  Chemical    VoL    Control    Bys    (CVCS!    Holdup    Tanks," 
uas    inc  orrectlij    sent    for    action   No    response    required 
GRIER,H    H        Region    1,    Phf  lad  elp  h  is.    Office    of    the   Director 
90/03/17          lp 

8004190249  Forward  i    IE    Info  Notice   BO-I2,     "Instrument  Failure  Causes 
Opening    of  PORV  &   Block   Valve    "    No    specific    action    or 
response    necessary 

QRICR.D    H        Ruoion    1,    Philadelphia,    Office    of    the  Director 
BO/03/31         lp 

B0040900S7  Forward*    IE  Circular   00-09,    "Emergency    Dlasel    Generator 
Lubricating   Oil   Addition   d  Gnsite  Supply    "    No  written 
rei-ponse   required 

GR1ER.B    H        Region    1,    Philadelphia,    Office    of    the  Director 
aO/04/Ol         lp 

B004110137  Foriuards    IE    Info  Notice   80-13.     "OE  Tupe  SOU  Control    Switches 
Difectiva   CAH  Fo Haulers    "   No  uirltten  response   required 
GRIER.B    H        Region    1,    Philadelphia,    Office    of    the  Director 
80/04/03        lp 

8004110422  Provldai   NRC   u/immBd late    corrective   actions    in    radiation 
protect  ton    dept    in   reipanse    to    IE    Insp    Repta   60-3  b  QO-il 
Corrective   actions    involve   penonnel,  procedural,  training   & 
uiork   ac  tlvl  tie* 
ROas.D    A        Jersey    Central    Pouer  t.   Light   CD,       90/04/02        Hpp 

B004240311    Forw»rd*    IE    Info  Notice   90-14.     "Safety    Suggestion*  From 
Employee*    "    No    action   required 

QRIER.B   H        Region    1,    Philadelphia,    Office    of    the   Director, 
60/04/02        lp 


DOCKETED  ITEMS 


29 


BOQ4180166    Forwards     IE    Circular    BO-07.     "Problems    IJ/HPCI    Turbine    Oil 
Sys    "    Na    written    response    required 

GRIER,B    H         Region    1,     Ph Hade 1 ph ia,     Office    of    the    Director 
BO/04/03         Ip 

8004230479   Forwards    IE    Bulletin    79-O3A.     "Longitudinal    Weld    Defects     in 
ASME  SA-312,  Type   304   Stainless    Steel    Pipe    "   Action    required 
GRIER,B   H        Region    1.     Philadelphia,    Office    of    the    Director 
00/04/04         IP 

B0041B0149  Forwards    IE  Bulletin   B0-09i     "Eiam   of   Containment    Liner 
Penetration   Welds    "    Written    response    required 
CRIER, B    H         Region    1.     Philadelphia,     Office    of    the    Director 
BO/04/07         Ip 

R      Periodic    operating    reports   Si   Tolated    correspondence 

SO04D20383  Forwards    "1979  Annual    Environ   Operating    Ropt    for    ETS,  App    D 
FINFRQCK,  1    R        Jersey    Central    Pomar   !•   Light   Co        BO/03/2B        2pp. 

— 8004Q2O3B6    "1979   Annual    Environ    Operating    Rept    for    ETS,  App    D     " 
*      Jersey    Central    Power   &  Light    Co        80/09/31         183pp 

8004240429  Forwards    monthly    operating    rept    for   Mar    19BO 

ROS9,D   A         Jersey    Central    Power    *•    Light    Co         80/04/16          Ip 


H     General    correspondence 


8004380440  notifies    that    position    of   vice    President    for    Electi  ic 
Production   abolished    f-    future    HRC    correspondence    should    be 
sent    to   DP   Dise,Vlce   President    for   Engineering   Security 
matters    should    be    addressed     to    JJ   Sunset 
BARTLETT,J        Niagara    Mohawk    Pnwer    Corp         80/01/22          Ip 

B004290363    Informs    of    changes     in    mg  t    to    provide    for    more    efficient 
operation    Effective    B00301.TE   Lempges    elected    Vice 
Pres ident. Nuc lear    Generation    Correspondence    IE    security 
matters    should    be    sent    to    Sunsor    tt   Lempges 
DARTLETT.J   0         Niagara   Mohawk    Power   Corp         80/04/22          Ip 


P      Operating    license    stage    documents   t   correspondence 


8004070402    Discusses    NRC    761123    request    that    all    LWR    licensees     as 
higher    fission   gas    release    for    fuel    burn  up?    above    20 1 000 
MU-day    per   metric    ton   Responses    Indicate    that   no    immediate 
licensing    action    is    required    for    operating    reactors 
IPPOLITQ, T   A         Operating    Reactors    Branch    3         BO/03/10         3pp 

8004030102   Forwards     "Nuclear    Data    Lint    Specs,"    study    of    digital 
communication    sys     to    transmit    info    from    plants    to    Gethesda 
Operations    Ctr 
EIBENHUT,!)  0        Division   of   Operating   Reactors        GO/Q3/12        5p  p 


— 8004240432  Monthly    operating    rept    for   Mar    1980 

MCCLAIN.C    M         Jersey    Central    Poiuer    («   Light    Co         8O/04/09         9pp 


— Q004030II8    "Nuclear    EJata    Link    Specs    " 

«      Division    of    Operating    Reactors         BO/02/21 


2Bpp 


8      Roportable    occurrences,    LERs    8"    related    correspondence 


B004Q104SO   Forwards    UER    BO-014/O1T-0 

ROSS.  D  A        Jersey    Central    Power    t.  Light    Co 


B004QI033O  Forwards    info    re   primary    conlant    pressuie    isolation 
capability    as    per    8(10233   request    Info    demonstrates    that 
continued    operation    of    facility    does    not    present    undue 
lafety    hazard    to    public 
DI8E,  D  P        Niagara   Mohawk   Poiuor    Corp        80/03/19        14PP 


— 8004010489  LER   80-014/01T-0   on   S00302, emergency    dieael    neneralor    1 
.failed    to    synchronize   it    tripped    uihen   generator   2  was    lagged 
for   mod    Caused    bij    component    failure   Fuse   T7.  found    loose    in 
holder    Fuseholdor    repaired 
ROSS,  D  A        Jersey    Central    Power   i.  Light   Co        BO/03/24        3pp 


B004100032  Forwards    "Evaluation   of   License    Compliance   U/Categorij    A 
Items    of   NRC  Recommendations    Resulting   From   TMI-2  Lessons 
Learned    "   All    Cotegory   A.  requirements   have    boon 
satisfactorily   met  Mads   uiill    be   verified    by    IE 
IPPOL1TO,  T   A         Operating    Reactors    Branch    3         90/03/21          ISpp 


B004010S03  Forwards   LER   00-013/01 T-0 

ROSS i D   A         Jertey    Central    Power    &   Light    Co 


— 9004010S09  LEU   80-013/01T-0   on   B00309rfi-re    suppression   water    ays 
removed    from   svc    to    replace    cracked    va Ivoi contrary    to    Tech 
Specs    Fire    truck    pumper    used    as    water    supply    backup 
Cauie    of   valve    body    cracfc    under    investigation 
R089.D  A        Jersey   Central    Power    «<  Light    Co        BO/03/24        3p 


80041B0353  forwards    Amend    36   to   License   DPR-63,  safety    evaluation   t- 
notice    of    issuance   &    availability 
JPPOL1TO.TA         Operating    Reactors    Branch    3         00/03/2S         2pp 

— B0041BO258  Amend   36    to   License    DPR-63.  chang ing    Tech   Specs    to  modify 
pouier-to-f low   curve    &   allowing    addl    operational    flexibility 
during    plant    Inad    changes 
IPPOLITO, T   A         Operating    Reactors    Branch    3         30/03/23         Bpp 


S0040402B4   Forwards    LER   80-012/03L-0 

ROS9.D  A        Jersey   Central    Power    t.   Light   Co 


BO/03/27         Ip 


— B0041B0277   Safety     evaluation    supporting    Amend    36    to   License    DPR-63 
*      Operating   Reactors    Branch   3        BO/03/2S        3pp 


— S0040402BB  LER   BO-012/03L-0   on   800H2S, d i sc overed    that   meekly 
surveillance    tests    for  main    station   b   dieset    generator 
batteries    not    performed    during    seventh    wk    Caused    bij    error    In 
personnol    evaluation   will    be   made    to    determine    Improvements 
flDSB.  D  A.        Jersey    Central    Power    k  Light    Co        BO/O3/27        3pp 


DOCKET   30-230  NINE  HIM7  POINT  NUCLEAR   STATION,    UNIT    1 
F      Securlby>    medical,     emergency    &    fire    protection   plans 

8004230216  Forward*    criteria    not   adequately    covered    by    791228    emergency 
plan    for   revision    per   NU11CG-0&34,     "Criteria    far   Preparation 
&  Evaluation    of    Radiological    Emergency    Response   plans    & 
Priparedniss    in  Support    of  Nuclear    Power   Plants    " 
ZIEiMANN.D  I-        Operating    Reactors    Branch    2        BO/03/24         19pp 

8004330221    Forwards    criteria    not   adequately    covered    by   800123   emergency 
plan    for    revision   per   NUHEG-063'Vr     "Criteria    for  Preparation 
fc  Evaluation    at   Radiological    Emergency   Response   Plans   (. 
Pr«p*ridnass    fri   Support    of   Nuclear    Power   Plants    " 
IPPOLITO.T   A        Operating   Reactors    Branch    3        80/03/27,        17pp 

9004070269  Forwards    Into   re   791211    security    plan    change    End   withheld 
(r»f    10CFR2  790) 
BARTLETT, J        Niagara   Mohawk    Power    Corp        BO/03/31         Ip 

8004160349  Forwards    "Functional    Spec    for   Facility   Fire  Protection    Mods, 
Fire   Detection   &  Control," 
BARTLETTi  J        Niagara    Mohawk   Powtr   Corp        80/04/14        Ip 


— -B00418027B  Notice    of    issuance   b   availability    of  Amends   36    to 
License    DPR-63 
IPPOLITO,T   A         Operating    Reactors    Branch    3         60/03/28         Bpp 

8004250034   Forwards    800128  &  0211    Itrs    to   GE  ro    proposed    control    rod 
drive    sys    muds   related    to    elimination   of    cracking    in   return 
line   notlles  Mods    should    not    be    performed    prior    to    issuance 
of   NUfiEO-0619,  scheduled    for   Apr    1980 
IPPOLITO,  T  A        Operating   Reactors    Branch    3        SO/04/07        2pp 

SOOA210407  Submits    info    clarifying    util    NUREG-057B  commitment   r» 
containment  water    level    indication   Utll    will    Install    now 
differential    pressure    tranami tiers    on    torus    using    existing 
instrument    taps 
DARTLETT,J        Niagara   Mohawk    Power   Corp        BO/04/11         Ip 

8004230464   Forwards    application    for    amend    to   License    DPR-63  fc   proposad 
Trch   Bp»c    changes    to   App   A 
THOMAS,  E   B        LeBoeirf.     Lamb.    Lei  by    &  HacRae        8O/04/S1         Ip 

— 8004220501   Application    for   amend    to  License    UPR-63,  requesting    that 
Bectionl   2    1    1,3    I    7,3   6  4,6  0  b  bases    of   Tech   Specs    set 
forth    in   App   A  be    revised 
BARTLETT, J       Niagara    Mohawk    Power   Corp        80/04/19        2pp 

— BQ04220506  Proposed    Tech.   Spec    App    A  changes    to   Section*   2    1    1.3   1    7, 
3  6  4.  6  0  ti  bases 
*      Niagara  Mohawk    Power   Corp        80/04/10        33pp 


— B0041B0349    "Functional    Spec    for   Facility    Fire   Protection   Modt.Fira 
D«t»ctlon   (•   Control    " 
SHEET,  K   J        Ni*B"»  Mohawk   Pouap   Corp        80/03/27        30pp 


DOCKETED  ITEMS 


Inspection   reports-     IE    Bulletins    ti    con  eapondent  e 


004100162   Forward*    IE    Insp    Rept    5D-220/79-26    on    79l2lO.il    t,    13   No 
none  amp  I  lance    noted 

SMITH,  O   H        Region     1,     Philadelphia.     Fuel    Facility    b    Materials   Safety 
Branch         90/03/19         3pp 


-6004100173    IE    Inep    Rep.fc    50-23O/79-26    on   T)l2iOiil    t>    13    No    noncompl  lance 
noted   Major    areas     Inspected     licensee    response    to    IE    Bulletin 
79-19,  docum  en  tip  procedures,  training,  a  ud  its,  facility    tours   & 
records 

KNAFP.P    J         Region    I.     Philadelphia.     Fuel    Facility    i   Materials 
Safety   Branch         THOMAS.  L  H        Region    1.     Philadelphia,     Office   of    the 
Director        80/02/15        4pp 

5004080415   Advises    that,  per    7912O7    Itr    re    IE    Bulletin    79-14.  no    mods    are 
necessary    to    caiidensate    demincral  i  let-   recycle    loop 
DISE.D   P        Niagara   Mohawk    Poiaar    Corp          BQ/Q2/22         Ip 


8004230366  Forwards    IE   Bulletin  79-03A,     "Longitudinal    Hold    Defects    in 
ASME  SA-312,Type  301   Stainless    Steel    Pipe    "   Action    required 
GfilER,  B    H         Region    1,     Philadelphia.     Offica    of    the    Director 
Ip 


BQO4190209   Forwards    IE  Bulletin  00-OE).     "Eiam    of    Containment   Liner 
Penetration   Walds    "  Written    response    required 
GRIER.B  H        Region    l,    Philadelphia,    Office    of    the    Director, 
B&/04/07         Ip 


R      Periodic    operating   reports    ti  related   correspondence 


9004040404   Forwards    "1979    Aq.ua  tic    Ecology    Studies    " 

LEMPGE8,T    C        Niagara   Mohawk    Power    Corp         80/03/29         Ip 


— ao0404040B    "1979  Aa.ua tit    Ecology    Studios    " 

»      Teran     Instrument),     Inc         BO/03/31         lOOpp 


300fl090239  Forwards    response   to    IE   Bulletin,   79-27   re    Ion    of    non-class 
IE    Instrumental  i  on   &    control     power    sijs    busna    during 
operation   No    mods    necessary    after    review 
BARLETT,J        Niagara    Kohaiuk   PoUBr    Corp          BQ/02/2-9         Bpp 

HG04110Q55   Forwards    response    to     IE   Bulletin    79-QtB.ro    onviron 
qualification   of    Class    IE    equipment    Ut  i  1     Ls    investigating 
equipment  qualification   of    outstanding    items  Results   will 
lie   reported    In    secant)    response    on    600417   W/o    end 
LEMPGES,  T  E        Niagara    ISnhauk    Potuer   Carp        BO/03/05        2pp 

8004100401  Responds    to    IE  Bulletin    79-013   Response    to    SE  Bulletin   79-01 
dtd    790713   indicated    interim  ropta    on    equipment   eiwit^on 
qualification   would    be    provided    every    60   days    Repts    will    be 
discontinued   (•    replaced    by    IE   Bulletin   79-01B    responses 
LEMPGEB.T   E         Miagara    Hohaulr    Pouer   Corp         BO/03/07          Ip 


6004140106  Foriuardi  noiithlu   operating    rept    for    Mar    19BO 
LEI1POES.T    E        Niagara  Mghaiuli   Pouer   Corp        00/04/03        3pp 


—8004140411    Monthly    operating   rapt    for  Mar    19BO 

SDHAM,  T    U         Hiaaara   Mohaujk    PoueT    Corp         BO/04/02         3pp 


DOCKET    50-E34   UNIV      CF   CALIFORNIA   HESEftRCH   REACTOS 
G      Ad  jud  Icatorij    correspondence 


9004230340   Requests  NRC    intention*    for    planning    hearing*    re    petition    to 
suspend   all    activities    of   TftlGA  reactor  Urges    immDdiate 
reiDlution   of    issues    betuieen  HRC  -Si  Berkeley.  CA 
NEWPORT.E    0        Berkaloy.    CA        80/04/17        Ip 


B004090107  Advises    that    IE   Bulletin   BO-05.     "Vacuum  Condition 
in  Damage    to   Chemical    Yol    Control    By^    (CVCE>    Holdup    Tanks," 
was    incorrectly    sent    for    action    Ma  response   required 
OniER.D  H       Region    1,    Philadelphia,    Office    of    the    Director 
80/O3/17         Ip 


DOCKET    30-B29  RPI   CRITICAL  EXPERIMENT 

3      Inspection  reports,     IE   Bullatins    &  correspondence 


6004010373  Responds    to    IE  Bulletin    SO-03,     "Loss    of   Charcoal    from  Std 
TVP»    Hi  Tiiio-Inch.  Tray   Arisoi-ber    Cells    "    No    equipment 
abnormalities    evident   uhith   mould    affect   performance   of 
reactor  op   control    room  emergency    ventilation    sijs 
LEMPOES.T  E        Niagara   Mohawk   Pouiar  Corp        eO/OG/17        Ip 

B0040J0393   Discusses    corrective    action    re    1C    Inap   B&nt    EO-aSO/00-01    Wo 
apparent  reason    found    for   pissing    chain    locking    device    on 
liquid   poison    xus    valve    41-12   Valve    u,is    checked    off   as 
locked  h  closed    during   790532    i^s   \jlvo    lineup    check 
LEMPQES, T  E        Niagara  Hohaiuk    Power  Corp        90/03/19,       Ip 

B0040B&642  Clarifies   BQ03I?  responsa    to    !E    Insp    Ropt    50-2HO/BO-01    All 
locks  uihich    secure   valves    in    position   described    by    operating 
procedure  valv«    ehecl-off    list   ul]l    have    cores    changed    to 
unique   keij   series   by    end    of    1731 
LEKPOE8.T  E        Niaoara  Mohauk   Pomor   Corp         60/03/28        Ip 


B0043003I7    Ack    receipt   of   8003SQ    Itr    informing    NRC   of    iteps    takttn    to 
correct   violation   noted    in    IE    Insp   Rept   50-225/00-01 

SMITH.  0  H        Region    I,    Philadelphia,    Fuel   Facility    It  Materials  Safety 
Branch        BO/04/09,       tp 

—  S004300320  Responds    to   NRC    80O31O    Itr  r»   violation*   noted    in    IE    Imp 
Rept   30-335/90-01    Corrective   actions    personnel   monitoring 
procedure  reviiod   t   TLD  records    now  computerized 
RYAN,  R   M       nensselaer  Polytechnic    Init        BO/03/2Q        Ip 


Forwards    IE    Insp   Rspt    30-223/80-01    on   000113-17  &  notice    of 
violation 

SMITH.  0   F       Region    1.    Philadelphia,    Fuel    Futility   It  Materials 
Safety    Branch        BO/O3/IO        2pp 

0004300324  Notice   of  violation   from   insp    on   B00115-17 

*      Region   1,    Phi  lAdelph  i  a.    Offica    of    the    Director,       BO/03/06        Ip 


ao0415Q2B2  Forwards    IE    Info  Notice   80-12,     " 1 nstrmnont  Failure   Cau*os 
Opening   of  PORV  i  Dlotk    Valve    "   No    specific   action    ov 
response  nccenarij 

GRIER.BH       Region    1,    Ph  i  lad  o  1  ohla,    Office    at    the   Director 
BO/ 03/31        Ip 


-8004300323   IE   Imp  Rept   BD-225/BQ-01    on  HOOU5-17  Noncompliance  notntt 
failure    to  maintain   personnel    dosimetru    records 
TERC.N    M   ,    BOREB,R  J       Region    1,    Philadelphia,    Fuel   F«cilitu   b 
Ha  tor  J  all  Sa-fatv    Branch        BO/03/06       9pp 


tl0040900aO  ForuapilB    16  CircuJar    80-05,     "Emergency    Uieiel    Qenerator 
ubrlcatlng   Oil    Addition   t<  Onstte    Supply    "    No   writ  ton 
'iponsi  reo.uired 

IER.D  H       Rojion    1,     Philadelphia,     Office  of    the    Director 
Ip 


U01SB  Foruiards    IE    Info  Notice  80-13,     "OE  Tvpe   SBM   Control 
rtetive  CAM  Followert    "  Nn    written   response   r»nuired: 
HtER.B  H       Region    1,    Ph  t  lad  e  1  phla.     Office  of    the    Directn*- 
30/04/02       Ip 


DOCKET  30-22S  AEROTEST  RADIOGRAPHY   t-  REGEAflCH  HEACTOR 
P      Operating    llcente    stage    document*   b  correspondence 

9004170005   Application   for    transfer   of  License  R-98   fr-nm  Acrot*st 
Opvrationii  Inc    to  Acrotest  Operations   Acq.ui»itionti  Inc 
Supporting   documentation   end 
ELKU8.P,    J       Aerotest  Operations        80/04/11         llpp 


3004240324  Forward*    IE    Irvfa  Notice   B0-i4,     "Safetu   SufioestUns    Fro 
Emolouees    "   No    action    required, 

,ae9i0n    *'    ^"aJelphia.     Office   of    tha   Director 


9004180363  Forwards    IE   Circular-   80-07.     "Problem*   U/HPCI    Turbins  Oil 
By*       Wo  uritttn    response  req,ulreif 

.B*9l°n    I,    Philadelphia,    Office   of    the    Director 

Ip 


DOCKET  80-S37  DRESDEN  NUCLEAIt  POUEfl   STATION,    UNIT  2 

F      Security    medical,    emergent^    It    fire   protection   pl*ns 

QOD4240331    Foruiardi    su*    descriptlan   h  operating    Instructions    for  NRC 
hialth    pfiuUcfl   tolaphone   netuiork   BIJ»   designed    for   use    during 
nuclear    incident   or  AQ  Network   may    alia    be    used    for    daily 
administrative   or    facsimilln    traffic 

KEPPLER.  J  0        Region  3,    Chicago-    Office,    of    th«   Director,       00/03/20 
Spa 
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B004030172  Forwards  Figure  2-1  to  correct  omission  made  in  HQ031 1  Itr 

re  evacuatlnn  time  estimates  for  facility  Figure  3-1  in 
Section  3  should  be  placed  in  Section  S 

PEOPLES, D  L    Commonwealth  Edison  CD    SO/03/36  2pp 

6004110399  Con  firms  &  documents  800326  telcon  re  facility  turbine  bldg 
meuanine  area  fire  protection  capabilities  Fire  prevention 
t-  protection  features  are  adequate  it  provide  high  degree 
of  plant  safety 
JANECEK.R  F    Commonweal th  Edison  Co    flO/04/OB    2pp 

9004230299  Informs  that  Unit  3  refueling  outage  began  6  uika  earlg 
ti  will  end  appro!  one  month  earlier  than  scheduled,  due  to 
failure  in  roc trculation  ays  jet  pump  Completion  of  some 
fire  protection  mods  mill  not  bo  possible  prior  to  startup 
PEOPi-ES.  D  L   CommG-nmoal  th  Ediaon  Co    BO/01/10    lp 


8004070245  Forwards  OE  info  ra  imposed  loads  an  reactor  pressure 
vessel  Nonle  reaction  loads  tabulated  on  Drauing  8BSD910, 
Revision  6  intended  to  include  all  loads  that  piping  can 
impose  on  reactor  pressure  vessel 
JANACEK,H  F    Conmoniuea  J  th  Edison  Co    30/03/23    4pp 

B00423O17B  Forwards  request  fnr  info  re  environ  qualification  of 
electrical  equipment  Data  is  needed  for  NRC  calculation  of 
containment  temp  &  pressure  decay  time  Calculation  should  be 
baaed  on  current  LQCA  analysis 
ZIEMANN,!)  L    Operating  Jleactors  Branch  S    BO/03/2B    1 4pp 

B00411Q45B  Responds  to  NRC  8O0101  Itr  requesting  info  re  anchorage  of 
aaf oty-ralated  electrical  equipment  Submits  action  plan  & 
Info  required  by  Question  1 
JANACEK.R  F    Commonweal th  Edison  CD    aO/04/Oi    6pp 


0004230367  Forwards  revised  security  plan  Revisions  withhold 
(rof  10CFR2  790) 
PEOPLES, D  L    Commonwealth  Edison  Co    BO/04/21    IP 


Q  Adjudicator^,  correspondence 

BO  0403  0026  Memorandum  of  understanding  be  tine  en  NRC  tt  FEMA  re  prompt 
improvement  in  radiological  emergency  planning  It 
preparedness*  d  1  stributed  aa  Board  notification 
OOBSJCK.L  V   Office  of  tlio  E.ecutive  Director  for  Operations 
BO/04/02   34pp 

P   Operating  license  stage  documents  &  correspondence 


3004 150316  Foruiards  revised  pages  constituting  Reviaion  13  to  CE-l-A. 
QA  program  Revisions  reflect  recent  organization  title 
changes 
NAUCHTUN.W  F   Cnmmonujeal  th  Edison  Co   80/04/03    lp 

— 0Q0415032B  Revised  pages  constituting  Revision  13  to  QA  program 
Revisions  leflect  recent  organi lational  title  changes 
»   Commonwealth  Edison  Co    CE-l-A  R13    BO/04/04    7pp 

900414037B  Advises  that  replacement  of  spring  safety  valves  Li/safety 
relief  valves  uii  1 1  not  be  necessary  due  to  r  ec  lass  i  f  icat  i  on 
of  pressur i lation  transient  frequency  b  addl  measures  for 
prevention  of  premature  valve  actuation 
JANENCEK.R  P   Commonwealth  Edison  CD   BO/04/08   2pp 


8004080296  Forwards  corrected  Pages  B8  (.  <73  for  Lieenaes  DPR-19  Amend 
44  &  DPR-25  Amend  39  &  corrected  Pages  3  6/4  6-2  b  3  6/4  6-9 
for  licenses  DPR-29  Amend  53  &  DPR-30  Amend  50, in  response 
to  791002  Itr 
IPPBLITtKT  A   Operating  Reactors  Branch  3   00/02/2O   2pp 


BQ041BQ217  Forwards  addl  info  re  failure  of  control  rods  to  insert 
fully  on  scram  in  response  to  NRC  800110  tt  11  Itrs  Dresden  1 
s'perienced  no  control  rod  failures  in  1973-7?  Failure  at 
other  facilities  -caused  by  leakage  past  uorn  piston  veals 
JANECEK.fi  F   Commonwealth  Edison  Co   80/04/14   lOpp 


— 80040B0310  Corrected  License  Pages  SB  b  93  for  Amends  14  b  39  to 
Licenses  DPR-19  b  DPIi-23,  respectively  6  corrected  License 
Panes  3  6/4  6-2  b  3  6/4,6-7  for  Amends  53  fr  30  to  Licenses 
DPR-29  b  DPR-30, respectively 
*   Operating  Reactors  Branch  3   BO/02/30   Bpp 


8004220343  Responda  to  NRC  BOOS  I A  Itr  re  SEP  topic  references  Lists 
references  for  ECC8  actuation  *ys, eng ineor  ing  safety  feature 
switch  over  from  injection  to  fee irculation  mode  &  testing 
of  reactor  trip  sijs 
JANECEK.R  T   Commonwealth  Edison  Co   BO/04/14   3pp 


8004030027  Submits  info  requested  in  800201  Itr  re  seepage  from  plant 
cooling  lake  No  dike  stability  or  integrity  concerns  have 
been  identified  No  affect  on  health  &  safety  of  public 
Increased  surveillance  uill  provide  info  to  evaluate  change 
PEOPLES.  D  L   Commonuealth  Edison  Co   00/02/29   2pp 


8004250427  Foruards  response  to  NUREQ-057B  (.  "Design  Criteria  !• 
Conceptual  Design  Description  for  Technical  Support  Ctrs  for 
Facilities"  for  review  Util  emergency  plan  mill  be  submitted 
u/Lasallo  County  alto-specific  emergency  plan 
PEOPLES;  D  L   Commonwealth  Edlaon  Co   BO/04/15   60pp 


B004090333  Forusrds  NUREO-0569,  "Evaluation  of  Integrity  of  SEP  Reactor 
Venteli,"  completing  rovleu  of  BEP  Topic  V-&  W/o  end 
IIEHANM,  I)  L   Operating  Reactors  Branch  2   BO/03/05   2pp 


— BOQ433Q423  '<Deilgn  Criteria  !<  Conceptual  Design  Description  far 
Technical  Support  Ctrs  for  Facilities  " 
»   Bechtol  Pouar  Carp   (subs   of  Oechtel  Corp  )    79/12/26   32pp 


S004020010  Foriuardi  rsvieui  schedule  for  environ  quallf icatinn  of  Class 
It  electrical  equipment  per  B00221  meeting  Rosiibmittal  of 
info  is  unnecessary  Refs  or  updates  to  info  previously 
submitted  are  acceptable 
ZIEMANH-D  L   Operating  Reactors  Branch  2   00/03/06   3pp 

S00403OI02  Forwards  "Nuclear  Data  Link  Spec*."  study  of  digital 
communication  sys  to  transmit  Info  from  plants  to  Bethesda 
Operations  Ctr 
EISENHUT,D  0   Division  of  Operating  Reactors   BO/03/12   3pp 


Q   Inspection  reportsi  IE  Bulletins  &  correipondence 


B004070157  Forwards  IE  Insp  Repts  30-010/79-23,80-237/79-37  (, 
30-247/79-39  on  771009  i  113B  (.  notice  of  violation 
DAVIBi  A  B   Region  3,  Chicago,  Fuel  Facility  ti  Materials  Safety 
Branch   BO/02/12   2pp 


—8004070163 
*      Regioi 


— B004030118  "Nuclear  Data  Link  Spec* 
*   Division  of  Operating  Reactors 


28pp 


B004010359  Foruiards   LPCI    hanger    details    from   ring    header    to   pumps 
2A-1SQZ  Matrix    indicating    hanger    numbari  typHr manufacturer! 
rated    load    h   design   encl 
JANECEK.R.F        Commonuaaltri   Edison   Co        80/03/17        6pp 

8004100102  Requests    controlled    *et    of   PblDs    for    *ach    p Unt   Bubmtttal 
should    ba    foruiarded    to   Attention    of   Region   3    incident 
response   ctr  within  30  days 

KEPPLER.J  Q,       Region   3,    Chicago,    Office    of    the   Director        00/03/30 
IP- 

8004330226  Forwards   NRC   80012B  fc  021 1    1 tra    to   OE  re    proposed    control 
rod    drive    iy,s   mods    b   optimlilng    pump    flow    to    rvactor   vissel 
Hods    should   not   b«    performed    until    complete    guidance    Is 
issued    in  NUREO-0619   or   u/o   NRC   approval 
ZlEMANNiD  L        Operating    Reactors    Branch    2        BO/03/24        Bpp 

BOO 406023 3  Submits    status    rept    for    op  on    site    suitability   review    items 
per   800304   commitment   OE   ha»    attracted    info    r«    reactor 
vessel    supports    from   original    daiign    files    Info   will    be 
foruiardid    to   NRC   Mar    1980   Issue    should    be    resolved 
JANECEKiR    F        Commonweal th   Ediaon   Co        80/03/27        6pp. 


— 8004070166    IE    InBp    Repts    90-010/79-23i  50-237/79-27,  t,    SO-249/79-23    on 
771007  1    1125  Nonconp  1  ijnco    noted   padioac tivs  matl    shipment 
record    not   utiliied    for    radcuaste   shipments   made  790101-1  12B 
GREQER,L  R   ,    FISHER, W  L        Region  3,    Chicago,    Office    of    the 
Director        80/01/31.       7pp 

B004040195  Forwards    IE    Insp   Ropta    50-010/flO-Ol.  50-337/BO-01    & 
SO-H49/BO-01    on   BOOIOB-09  No   noncomp 1  lance    noted 

FIORELLI'Q        Region   3>    Chlcagoi     Reactor   Construction   ft  Engineering 
Support   Branch        SO/OS/ 16        Bpp 

— 8004040199    IE    Insp    Repta    SO-010/SO-01,  30-237/80-01    &   30-249/00-01    on 
00010B-O9  No  noncompliance   noted   Major    area*    Inspected 
emergency    dlesel    generator    mods   b  mod    of    electrical 
equipment   re    IEEE-279  compliance 

HAVES,  D  14       Region   3,    Chicago,    Reactor    Construction    t*   Engineering 
Support   Branch         HUGHES,  J        Region  3.    Chicago,    Office    of    the 
Director        80/02/OB        5pp 

B004100I40  Forwards   Waste   Packaging    Insp   Ropt   79-07A    on    791213-13  No 
noncompliance   noted 

DAVIS,  A  B        Region    3.     Chicago,    Fuel   Facility    &  Materials    Sdfett] 
Branch       BO/02/23       2pp 
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"--B004100408   Waste    Package!     Insp    Rept    79-07A   on    791213-13   Ho 

EioneompS  lance    noted    Major    area     inspected    compliance    u/DOT   d 
NRC   regulations    including    shipping    paper   requirements* 
radiation    Levels    !•   DDT    labeling 

POTTER,  J   P    :     PEERY,  W   IJ    ,     WOODRUFF,  R    L         Region    3,     Chicago,    Fuel 
Facility    k   Materials    Safety    Branch          50/02723         App 

8004100426   Forwards     IE    Insp    Repts    50-010/90-03,50-237/80-03    4. 
50-249/BO-&3   on  800107-0201    Ho    noncump 1  lance    noted 

HEISHMAN.R    F         Region   3.     Chltago,     Reactor    Operations    Nuclear   Support 
Branch        BO/03/2&        2p  p 


0004150014   Forwards    IE    Info  Unties    00-13.    "OE  Typo   HUM   Control    Switches 
Defective    CAI1   Followers    "   No    ip&cific    action    or    response 
r  squired 

KEPPLER,  J   G         Region   3,     Cfiicago,     Office    of    the    Director         BO/Ofl/02 
IP 

BO04190030  Forwards   attachments    to    IE   Circular    SO-03,     "Protection   From 
Toiic   Gas    Hazards.  "    inadvertent  ly    omitted    from  B0030S. 
transmittal 
KEPPLER, J   G         Region   3,     Chicago,     Office    if    the    Director         BO/04/02 


—  8001100133    IE    Inap    Repts    50-010/80-03.50-237/80-03   b    5Q-&49/BO-03    on 
800107-0301,  Nc-   none  omp  1  iance    noted   Major   areas    inspected 
mail-it    acfclvl  t  lea.  p  latit    op  vfai  i  ons.  p  hiji  ica  1    protection* 
safety-related    sy«    surveillance    tnsp    Pollouup   It    rafueling 
BARKER,  J   L    .     TONGUE.  T   M    ,     SPESSARD,H    L         Region    3,     Chicago,     Office 
of    the    Director         BQV02/22         7pp 

S004t001ia   Forwards     IE    Info    Notice    BO-OS,     "States    CD    Sliding    Link 
Electrical    Terminal    Bloc*    "    Nu    specific    action  or    response 
required 
KEPPLER.  J   0         Region    3,     Chicago,     Office    of    the   Director         90/03/07 


8004100119  Ack    receipt   of   600304    Itr    informing    NflC    of    stepi    taken   to 
correct    violations    noted    in    IE    tnsp    Repts    90-010/79-23. 
50-337/79-27   4.    30-249/79-23 

DAVIS,  A  B        Raglan   3,    Chicago,    Fuel    Facility    h  Material*   Safety 
Branch        BO/O3/20        Bpp 

—  S00410012B   Respond*    to   HRC   00&212    Itr    re   violation!    noted    In   IE    I  tup 
Rept*    SO-OtO/79-23,  SO-237/7?-27   !.    50-24^/79-23    Corrective 
action*    informed    pertonnal    re    cost    estimate    change    order 


PEOPLES.^  L        Commonwealth    Edison    Co 


BO/O3/tt4        3pp 


800414011^  Foruiarilt    response    to    IE  Bullotin  SO-O3,     "Lou    of   Charcoal 
from  Std    Type    1  1  ,  Tug-Inch    Tray    Adsorber   Cells    "    Visual 
elimination   dattrmlnei]    that   contact    between    casing   b    icreen 
in    adequate    to   prevent    charcoal    granule    escape 
PEOPLEQ.D   L        Commonuealth    Edison  Co        80/03/20        5pp 

ao0404001-J   Fc-rwarda   corrected   Waste  Pa-ckaoing    Inip    Ftept    79-07A  Raquests 
that   reft    sent    on   BOQB32   be    descroggd 

DAVI3.A  D         Rejion  3,    Chicago,    Fuel    Facility   B,  Materials   Safety 
Branch       60/03/21        ]p 

—  800404001?  Forwards   CBrrect«d    Waste    Packaging    Intp   Rept  79-07A,  on 

791312-13  Mo  noncomp  1  lanca    notei) 

DAVIB.  A   B        Region  3,    Chicago,    Furl   Facility    t.  Material*   9afetu 

Branch        SO/03/22        2pp 

—8004040023  Cturecfeed   Waste   Packaging    Insp   Rept   79-07A   on   791212-13  No 
noncompl  lance    noted    Major    areai    inspecteil    shipping    paper   & 
placarding    raquiremints.  ratfution    leve  Is,  removable 
can  tarn  inat  -Ion    d  package    eicernal    Features 

POTTER,  J  P   ,    PEERY,W  W  .    WOODmJFF,  R  U        Reflion   3,     Chicago,    Fuel 
Facility   &  Kateriali    Safetu    Branch        80/02/22        7pp 

8004300544   Forwards    IE    Insp    Repts    50-010/ao-04.  SO-237/BO-0<l   *. 
90-249/80-01    on    [300220-23   fc    2i   &    notice    c-f    vioUtlon 
DAVIB,A   D         Reoion  3,    Chicago,    Fua  1    Fatilitu   &  Material*   Safetu 
Branch         90/03/21         £pp 

—  800fl3005fla  Notice   c-f    violation    fron    inup    on  B00320-B2  t.  Ei 

»     Region   3,    Chicago,     Office    of    tho  Dii-ectDr        80/03/11        Ip 


BOO422G093   Forwards    IE    Info    Notice    BO-14.     "BaPety    Buggntioni    From 
Empto^ces     "   No   action    required 

HGPPLER,  J    C         Region   3,     Chicago,     Office    of    the    Director         BO/04/02 
lp 

B004230324   Foryardi    IE  Circular    BO-07,     "Problems   U/HPCI    Turbina   Oil 
Sijs    "   No   written  response    required 
HEPPLEF1.J    0         Rtgioii   3,     Chicago,     Office    of    the    Director         HO/04/O3 


3004110025    Forwards    IE   Bulletin   BO-07,     "GWR   Jet    Pump    Assenblij    Failure, 
Written   responia  required 
KEPPLER.  -J   0        Ragion  3,    Chicago,     OfPlce   of    the   Director        30/04/07 


8004230324    Forwards    IE  Bulletin   79-03A,    "Longitudinal   Weld    Defects    in 

AGUE  BA~313,Type  304  Stainless   Steel   Pipe    "    Action   required 

KEPPUERj  J  0        Reoion  3,    Chicago,     Office   of    the   Director        BO/04/07 

IP 

B0042200i9    Forwards    IE  Bulletin   BO-OB.     "Eiam  of   Contai  nmont   Liner 
Penetration  Heidi    "    Urlttan  response   required 

KEPPLER.  J  G       Region  3,    Chicago,    Office   of    the   Director        SO/04/09 
IP 

80043.80636   Forwards  reviled    Pages   3  «,   S  d  omit  turf   Page   4    to    IE    Intp 
Rapts    aO-010/aO-OS,  50-237/80-09,  SO-249/BO-05,  80-234/00-09   t. 

so-ats/eo-oa 

FIQRELLI.O       Region   3.    Chicago.    Reactor  Conitruction    l<  Engineering 
Support    Qrancti        BO/Ofl/09        ip 

—  6004260434  Revised   Pages  3  J.   S  t.   omitted    Page   4   to    IE   Insp   Reptt 

SO-010/BO-05,  50-237/90-09,  50-249/BQ-09,  50-294/00-09   Si 

SO»26S/BO-Oa 

*      Region  2,    Atlanta,    Office    of    the  Director.       80/04/07        3pp 

R      Periodic    operating    reports   It  related    correspondence 

800414033O   Forwards    "Raduiatte   L  Environ  Honltorino    Annual   Runt    1979    " 
BTEPHEN8ON.B   D        Cc-mmonuieal  th  Edison  Co        BO/03/19        lp 

—  B004140340   "Raduiaste  ft  Environ  Monitoring   Annual    Rept    197")    " 

KOHL.H.  A  ,    CHANDFIA3EKARAN     Eberlina    Instrument   Corp        BO/03/31 
91pp 

80041  503B2  Forwards  monthly    operating    repts    for  Mar    17QO. 
BTEPHENSON,  B   D        Cammonuealth  Edison  Co        QD/04/10        lp 

—0004130387  Monthly    operating    r«pts    for  Mar    19BO 

CIESIKIEUICZ.S        Commonuiealth    Edison  Co        BO/04/01        23pp 

S      Repartable    occurrences,    LERs   d    related    corresfioiidence 


-B004300S55    IE    Insp   Repts   50-010/80-04,50-337/80-04  &    30-249/00-04    on 
EOQS2Q-22  %    2i  Mo  noncomp lianco   noted    Major   areas    inspected 
internal    aud  i  ts,  1  i  cansee    coordination   ui/atttite    ttipport 
agenci»s   S-    revieui    of    emergency    drill* 

E9S10.T  H   ,    OESTMANH.M  J    .    MATSDM,  E        Ragion  3,     Chicago,    Office    of 
the   Dicoctor        60/03/11         10pp. 

1S015?  Forwards    IE    Info   Notice  EO-12-     "Insirumant    Failure  Causes 
ening    of   PDRV  (*  GlocV    valve    "   Ho    specific    action    or 
•sponte    necvsiarg 
*EPP(.ER,J  Q        Region   3,     Chicago.    Office    of    the   Director        60/03/31 


9004140423   Forwards   updated   LER  QO-OOJ./03X-1 

STEPHENBDN.D   u        Comraonueal  th   Edison  Co        BO/03/21 


lp 


—800414042")  Updated   LEFt   BO-OOA/03X-01    on   B001  19,  during    normal    operation. 
tuio   successive    samples   of   uia»U   lamflu    tank   A    ihoued 
radioactivltg    in    titass    of   Tech   Specs   Caused    bij    effluent 
rslease   Tank  A  reprocessed 
DADCR,  B        Commonwealth   Edison   Co        BO/03/24        lp 


8004150503  ForuaHs  LER  80-011/03L-0 

STEPHENSDN, Q   B        Commonwealth   tdlson  Co 


BO/04/O3 


S0040S068A   Forwards    IE   circular   ao-Q-5,     "Emsraencg    Diesel    Generator 
Lubricating   Oil    Addition  &  Onslt*   Supply    "   ND  im-Itt-en 
respon**    required 
KEPPLERjO   O        Region  B,    ChUago,    Office    of    Ue   Director        80/04/01 


--8004150513  LER  aO-011/03L-0  on  800319.  uih  ile    performing    isolation 
condenser    condensata    line   M    flam  csllbr,DPI6    1349ft   tripped 
at  32   2    inchei   Caused   bg    instrument  avtpolnt   drift.  Switch 
readjustetf    to    trip    at   SS  3    Inches 
MAGUDW,  R        Commonuiaalth    Cdiion  Co        BO/04/03.       lp. 


DOCKETED  ITEMS 


33 


DOCKET    50-213   OREGON   STATE   UNIV      RESEARCH   REACTOR 
0.      Inspection    reports,     IE   Bulletins    *<   correspondence 

8004110543  Forwards    IE    Insp   Rapt    50-243/80-01 ,  mi  8Q012B-30  No 
none  amp 1  iance    noted 

BOOK.H  E        Region    3,     San  Francisco,    Fuel    Facility    &  Materials   Safety 
Branch        BO/O3/04        2pp 

--B004110950    IE    Insp    Rcpt    50-243/8O-01    on   BG0120-30  No   noncomp 1 ianc o 
noted   Major    areas    inspected    radiation   protec tion( inc lod ing 
control    procedures*  training,  area    posting. radiation 
monitoring    &   personnel    dostmotry 

BOOK,  H  E        Region    3,    San   Francisco,    Fuel    Facility   ft  Materials 
Safety    Branch        CURTIS, J  R        Region    3,    San   Francisco,    Office    of    the 
Director         BO/03/04         fipp 

B004S10187   Format-da     IE    Insp  Rapt    SO-243/8Q-02    on    600326-27   No 
noncomp 1  iance   noted 

CREWS,  J   L         Region    5,     San  Francisco,     Reactor    Operations    Nirclear 

Support   Branch        BO/O3/07  2pp 

—0004310176    IE    Imp    Rept    50-243/80-02    on   B00226-27  No   noncomp  1  ianc  e 
noted   Major    areas    inspected    organ  i  latian,  lags   *•  records, 
review  i;   aud  it,  reo.ua  1  i  F  icati  on    training,  re  fuel  ing, 
surveillance   ti   eipor  imonts 

STERNBERG. D  M        Region    5,    San   Francisco,    Reactor   Operations   Nuclear 
Support    Branch        CARLSON,  J  P    ,     MORRILLiP   J        Region    5,     San 
Francisco,    Office   of    the    Director        80/03/06        Spp 


9004220110  Expresses    concern   re    NRC    failure    to    approve    util    request    to 
use    four    flinetf    oiido    fuel    assemblies    as    reactor    fuel    NRC 
approved    receipt    of   assemblies    on  BQ02I3  Requests    prompt 
approval    due    to   BQ032B  annual    refueling    shutdown 
DRAKE,  F   E         Rochester    Gas    t>    Electric    Corp         8O/03/04         3pp 

BOQ42a07BO   Forwards    requast    for    addl     info    for    continued    review    of    SEP 
Topic     XV-1&,      "Rad iolg i ca 1    Consequences    of    Small    Lines 
Carrying    Primary   Coolant   Outside    Containment    " 
ZIEMANN.D    L         Operating    Reactors    Branch    2         8O/03/11          3pp 

0004030102   Forwards     "Nuclear    Data    Link    Specs,"     study    of    digital 
communication    sijs    to    transmit    info    from   plants    to   Bethesda 
Operations    Ctr 
EISENHUT,  D    0          Division    of   Operating    Reactors         BO/03/12         Spp 


— B00403011B    "Nuclear    Data    Link     3pecs    " 

a      Division    of  Operating   Reactors        80/03/21 


SBpp 


S004IS0094   Forwards    evaluation   of   SEP   Tnpic    VIII-4,     "Electrical 
Penetrations    of   Reactor   Containment    " 
ZIEMANN.D    L         Operating    Reactors    Branch    2         80/03/24          17pp 

B004010355   Su*mit-a    deferred    response    to   NRC    791022    Hr    re    long-torm 
recommendation    X   4   3  3-2    for    aunliary    feediuater    sijs   Water 
source    capabilities   will    provide    required    flou   by   gravity 
food    to   pump    suction 
UNITE.  L   D         Rochester    Gas    '.   Electric    Corp         BO/03/2B         4pp 


DOCKET  50-244  ROBERT  EMMET   GINNA   NUCLEAR   PLANT,     UNIT    1 
F      Security,    medical,     emergency    t   fire    protection    plans 

8004100448  Comments    on    proposed    rule    10CFR50   plant   should    be    kept    open 
uhile    emergency    plan    is    upgraded    for    Monroe   County 
SMITH. E   J         Neu   York,     State    of         BO/02/13          Ip 

8004170333  Notification   of    800415  meeting   w/util    in   Ontario,  NY    to 
'discuss    plant    emergency    planning    review 
SHEA, J  J        Operating    Reactors   Branch    2        BO/O3/26        Spp 

8004110199  Forward*    addl    revisions    to    security    plan<Chapter   B 
(contingency    plan)    Encl    withheld    (ref    1OCFR2   790) 
WHITE.L   D        Rochester    Gas    fr   electric    Corp        80/04/03        Ip 

0     Adjudicatory    correspotidence 


E1004240003  Supplements   800306    Itr    re    accelerated    review   schedule    of 
environ   qua  I i Citation    of    electrical    equipment   Poruards 
schedule    for    >f   discussion   at    subriiittals   *<    data    necessary    for 
NRC   calculation    of    containment    temp 
ZIEMANN,D   L        Operating    Reactors    Branch   2        BO/03/2B        14pp 

BQ04100461    Foviuarda   responses    to    B00325  Lessons   Learne-d    audit 
questions 
UILKENS, P    C         Rochester   Oas   !,  Electric   Carp        BO/04/03        40Opp 

0004210036  Advises    that    800513   proposed   mods    to    spent    fuel    pool    cooling 
sys   require    Class    III    fe«   category    Requests    prompt   payment 
Any    overpayments    or   addl    charges    mill    be   determined    at    final 
revi  ew 
D100S,R  M        License   Fee  Management    Branch        80/04/04         Ip 

80041703M   Notification    of   B00408  meeting   ui/util    in  Betha«da,MD   to 
discuss    seismic    structural    analysis    for   plant 
WAHBACHi T   V         Operating    Reactors    Branch    S         80/04/06         2pp 


(9004030026  Memorandum  of    understanding    between   NRC   &  FEMA  re    prompt 
improvement    In  radiological    emerjuncy    planning   Si 
preparedness, di*tr loutod    as    Board    notification 
QOSS1CK.L   V        Office    of    tno   Eiecutlva   Director    for   Operations 
80/04/02        34pp 


S0011S0434   Foruiards    addl     Info    requested    by    NRC    300323    Itr    re    environ 
qualification    of    electrical    equipment    Info    provided 
virtually    identical    to    util    790B1O    Itr  Requests    that 
analysis  mate    use    of   previously    supplied    info 
WHITEiL  D        Rochester   Gas   &  Electric    Corp        BO/04/10        19pp 


I      Financial    information 


3004130503  Annual    Financial    Rept    1979 

*      Rochittir   Oat    fc  Electric    Corp         BO/03/14 


35pp 


P  Operating  license  itage  document*  h  carrespondeno 


80041S0329  Forward*  application  for  amend  to  License  DPR-1B, containing 
Tech  Spec  change  request  Certificate  of  five  encJ 
MCORANERY,  J  P    J,eBoeuf,  Lamb,  Le  Ibu  S,  MdcllaB    BO/04/U    4pp 

— B004190331  Application  for  amend  to  License  DPR-IB  to  ctiangino  Tech 
Specs  6  2-1  &  A  2-2  re  organitation 
WHItE,  L  D   flochester  Oas  1:  Electric  Corp   QO/04/fl    2pp 


B00424022S  Responds  to  B0020Q  Itr  re  itiipmant  of  ml  i«d  oxide  fuel  rods 
Routi  t<  liu  enforcement  contact  Info  provided  by  Tri-State 
Motor  Transit  Co  meets  10CFR73  requirement!  Data  r«  contacts 
&  shipment  route  end  Data  withheld  (ref  10CFR2  790) 
MCCQRKLE.Q  M   Physical  Security  Licensing  Branch   80/02/13    Ip 

9004100316  Advisei  that  responses  to  7ill23  Itrs  re  LWR  anaisment  of 
enhancement  of  fission  gas  release  at  higher  burnups  have 
been  reviewed  No  Immedlata  licensing  action  renuirsd  for 
operating  reactors, per  typical  fuel  bundta  &  batch  burnupi 
ZIEMANN.D,  L   Operating  Reactors  Branch  S   SO/OS/2?   3pp 

8004(00859  Forwards  NUREO-0569,  "Evaluation  of  Integrity  of  BEP  Reactor 
V»«itlB."  completing  review  of  SEP  Topic  V-6  U/o  encl, 
ZIEMANN,D  L   Opiratlng  Reactori  Branch  S   60/03/05   Spp 


—9004150332  Tech  Specs  changes  to  Figures  6  1-1  (.  6  2-2  far  mgt 
organ! ration  Safety  evaluation  encl 
»  Rochester  Oas  fc  Electric  Corp   ao/04/11    Ip 

— 8004150334  Mgt  organ! latloo  chart, Figure  6  5-1 

*  Rochester  Gas  i  Electric  Corp   BO/04/11    Ip 

— 8004130333  facility  organization  chart,  Figure  6  2-2 

*  Rochester    DBS    «.   Electric    Corp         80/O4/11          Ip 

8004130437  Submits  info  In  response  to  NRC  770539  draft  evaluation  of 
SEP  Topic  III-2  0,0ns its  meteorological  measurements 
program  Forwards  "Upper  Air  Meteorological  Study," 
UHITE.L  D   Rochester  Oas  &  Electric  Corp   80/04/11    3pp 


8004020014  Forward!  review  schedule  for  environ  qualification  of  Class 
IE  electrical  equipment  per  800221  meeting  Resubmlttal  of 
info  is  unnecessary  Rvfcrencii  or  updates  to  info  previously 
submitted  are  acceptable 
ZIEMANNiD  L   Operating  Rijctoi-s  Branch  2   flO/03/Oi   5pp 


— 80041S0462  "Upper  Air  Meteorological  Study  " 
*  Yorfc  Research  Corp   74/06/07    I64pp 


8004230371  Foruiards  Class  III  fee  for  review  &  approval  of  spent  Puel 
pool  cooling  syt  W/o  encl 
UHITE.L  D   Rochester  Oas  ti  Electric  Corp   80/04/17    Ip 
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B004230339  Forwards    info    to   KflC    consultant!    for   seismic    revleui  team    for 
seismic    revival  o-f    electrical    equipment,  in    response    to  PJ 
Gallagher   B00116    1  tr    Info    includes    sfcatcliei    of    bat  tor g    racks 
f-   other    diagrams    Vi/n    enc  1 
WHITE.L    D         Rochester    Gas    It   Electric    Corp          BO/04/17         1  n 

8004390379  Forwards     "Environ    Qualification    of    Electrical    Equipmentp  " 
Revision  5,  In  response    to   NRC    ao03OA  &   28   requests 
WHITE. L  D       Rochester   Qas    S.  Electric    Corp        90/04/23        lp 


80041B024B  Forwards    IE  Circular  90-07,    "Problems   H/HPC1    Turbine   Oil 
Sys    "    No  written  response   required 

GRIER.  B   H        Region    1,    Philadelphia.    Office    of    the  Director 
90/04/03        lp 

B004230435  Foruardt    IE   Bulletin  79-03A,    "Lonoitudtnal    Held    Defect*    in 
AS  ME   5A-312.Tu.pe    304   Stainless    Steal    Pipe    "    Action    required 
QRIER.B   H        fiegion    \.    Philadelphia.    Office    of    the   Director 
60/04/0$        lp 


— B004390381    "Environ  Qualification    of    Electrical    Equipment. "  Revision  2 
•      Rocheiter   Gas    fc   Electnt    Corp         GO/04/25         75pp 


InipEction    reports,     IE    Bulletins    ti    c  orresp  nndBtice 


BOQ421C059  Forward*    IE    Insp    Rapt    5O-244/BO-01    on   B00115-17  No 
noncomp  1  iante   noted 

BHUNNEFl,  E  J       Region    1.    Philadelphia,    Reactor  Operations    Nuclear 
Support    Branch         30/03/29         2pp 

~  B004210071    IE   Insp    Rept    30-2-U/8Q-01    on  800115-17  No   noncompl  lacicfi 
noted   Major  areas    inspected    tours    of    plant   areas    tt   plant 
plant    status   compliance   ui/Tech   Specs  .  1  itantee   action    on    Insp 
findings    &  revieot  of    licensee   action   on    IE  circulars 
KISTEH.H  3       Region    1,    Philadelphia,     Reactor   Operations   Nuclear 
Support   Branch        MARKQW5KI.R    3  ,     RAVMGND.W  J        Region    1, 
Philadelphia.    Office    of    the    Director        30/02/21         lOpp 

8004090445  Submits    reioonie    to    IE   Bulletin  79-27  re    lass    of   non-Class 
IE    instrumentation   In   control    power    ayj    bus    during    operation 
Detailed    descriptions    of    1A,  in,  1C,    t    ID    instrument    buses 
jiven  No  mods   required 
WHITE,!,   D       Rochester  Qas    !i  Electric  Corp         BO/Oa/St,        13pp 

6004330003  Forwards   response    to    IE  Bulletin  80-03    Insp    of    charcoal 
filters    completed    hinor   deficiencies    found    in   two    filter 


HHITE.L  D,       Rochester   Qas    tc  Electric   Corp 


Spp 


8004300223  Ac  k   receipt    of  BOOG04    Itr    informing   NHC    of    stapa    taken    to 
correct    vlolation«    noted    in    IE    Imp    Rept  50-244/79-1  B 
9HITK.O   H       Region    1,    Philadelphia..     Fuel    Facility  &   HateriiU   Safatu 
Branch         B  0/03/2  6          ID 

--9004300237  Responds    to  NRC    900207    Itr    re  violations    noted    in   IE    Insp 
Rept   50-244/77-1B  Corrective   actions    iiatopic    analgsis 
required    of  matl    being    shipped  rtg  t   strasmd    importance    of 
timely    response    to    audit    finding) 
AHI8H,H  \t       Rochester  Oas    b  Electric    Corp        B&/03/0+        4pp 

--S004300232  Foruarifs    f£   !n»p    Rapt    BO-244/79-lfl   on   791203-Oi  I.  notice   of 
violation 

SMITH,  0  H       Region    1,    Philadelphia,    Fu«L   Fae  i  1  1  tg   fc  Materials 
Safety    Branch        BO/02/07        2pp, 


9004100237  Forward i    IE  Bulletin  BO-OB,     "Exam    of   Containment    Liner 
Penetration   Uelds    "   Written   response   required 
GRIER,  B  H        Region    I,    Philadelphia.    Office    of    the   Director 
80/04/07        lp 

B0043Q04Q7  Forwards   results   of    addl   uialds    inipected    during    1980  outaga 
in   accordance  ui/IE   Bulletin    79-1*'  Revision    1    Savin   uilds 
inspected   u/one    Indicating    1/32    Inch   cut  Weld    repaired 
WHITE.  L  D        Rochester  Oas  !.  Electric  Corp        90/04/SS        2pp 

R      Periodic    operating    reports    &  related   correspondence 

3004150380  Forwards   monthly    operating    rept   for   Mar    1900 
ENOH,D    A        Rochester   Oas    t.   Electric    Corp         80/04/09         lp 


— 8004130394  flonthlg    operafcino    rept   for  Mar    1980 
MCMAHAF)A,A  C       Rochester   Oas   &  Electric   Corp 


BO/04/10        3pp 


5     Re-portalile    occurrences.     LERs  &    related    correspondence 


8004180458  Forwards  LER   BO-002/O3L-0 

WHITE.L   D        Rocheiter   Oas  *i  Electric   Corp 


80/04/14        lp 


— Q004180471    LER   BO-002/03L-0  on   000331, during   reviiu  of   special 
instructions, discovered    that    time    from  previous    boron 
concentration   sample   exceeded    73    days   Caused    by    inadequate 
guidance    for   bimonthlg    sampling    schedule  Schedule    changed 
FILKINB.D       Rochester   Oas  «.  Electric   Corp        BC-/04/14        lp 

8004230372  RQ  BO-003.  edd<j    currant    eiami   conducted    to   detect    potintial 
tube   defects   Baled    on   results, pul 1  Ing    initiated    to  remove 
tube  Wabnormal    absolute    signal 
NQON.J  r        Rocheiter   Oas    ti  Electric   Corp        80/04/14        Spp 


U     Congress ional/Eieeutiwe    Correspondence 


B004070127   DliEUnes    recent    util    proposal    to   use    four  mUed    oiide    fuel 
assemblies   containing    approx    47    kg    Pu  Requests   vieu*   on 
uhether   approve!    mould   adversely    affect   US   nonprollf eratfon 
pol  icij 
AHEAF1NE.  JF       Commission        BO/03/04        lp 


-- -B004300235  Notice    of   violation    from    insp    c-n   791203-06  Portion  withheld 
Iref    10CFR3   770) 
»     Region    1,    PMladclphlai    Office    of    the    Director        QO/OS/01         3pp 


DOCKET  50-245   MILLSTONE  NUC1.EAR  POWER   STATION,    UNIT    1 
F     Becurltui    inedicali     emergencij   b    fin   protection   plan* 


—6004300244    IE   Insp   Rept   SO-2-44/79- 16   on   791203-06  HoncomplUnce   noted 
failure    to  reipond    to  audit    Finding*. to   cnmplv    u/requlrement 
of  security   pi  an, Paragraph    13  *    to   have   written    procedures 
for    10CFR71,App    E  Portion   withheld    (ref    IOCFnB,790> 
CROCKER.H  H  ,    yynABl  o  P    ,    MARKOHSKI.  H   S        ftagion    1,    Pn  i  ladelphla, 
Office   of    the   Director        BO/02/01         I7pp 

B004150303  Forwards    IE    Infn    Notice  90-12,     "Irstruraent   Failure  Cauta* 
Opening    of  pOfiV  1   Bloc*    Valve    "    No    specific    action   or 
response   necessary 

QRIER,B  H       Region    1,    Philadelphia.     Office    of  the    Director 
80/03/31        lp 

B00409010i  Fopuardi    IE  Circular   80-05,     "Emergency    Dleiel   Oentrator 
Lubricating   Oil  Addition  k  Qnilte  Supply   "  No  written 
raifionse   required 

QRIEH,B  H       Region    1,    Phi  Udejphi*,    Office    of    the   Director 
8 0/04/01        lp 

0004110513  Forwards    IE   Info   Notlc*  80-13,     "QE  Type   SBM   Control   Switches 
Defective  CAM  Fol louecs    "   No  written   responi*   required 
8RIER,B,H       Region    1,    Philadelphia,    Office   of    the   Director 
SO/Q4/02        i p 


ao04030H6B  Notifies   that   NRC  ravlew  of   util   F»b    I960  revittu 
safeguards    contingencij    plan   has    been   completed   Forwards 
comments    indicating    need    far    addl    info  uilthin  30   dags 
Comments   withheld    (ref    10CFR2  7?0) 
ZIEMANM.  D  L       Operating   Reactor*   Branch   2        80/03/11        Spp 

B0040S0444   Advises   of  completed  NRC   revieui   of    790411.  OS1B  &    1009 
submittals   r«    Item  3  2  2,  fire   hose    station   evaluation    Itemi 
acceptable   as   described 
ZIEMAMN,  D  L,       Operating   Reactor*   Branch    2        80/03/13,      2pp 

600402040B  Forward i   "Feasibility  Rept    on  Evacuation   of  Area   Around 
Facility.    " 
COUHBIL,  W,  0       Northeast  Utilities        80/03/31        Bpp 

— 8004020418   "Feasibility   Rept    on    Evacuation   of   Ar»a  Around   Facility    " 
One   ovarttie  drawing    encl 

RQDOEftB-L  H  ,    PELL,  B  H        B  torch   Engineers,       MdLLOY.  E  J        Northeast 
Utilities    Service  Co        BO/03/31         SBpp 


H      Oeneral    correspondence 


500434034?  Forwards    IE    Info   Notice   80-14,     "Safetg    Suggestions   From 
Employees    "  HO  action    required 

ORIER.fl   H       Region    1-    Philadelphia,     Office   at    Ut   Director 
B 0/04/02        1 p 


3004210049  Responds   to  8003O9   ttr    requesting    info   re   environ    eff*ctt    of 
Ufa  England    nuclear   pouter    plants,  Radiation   Affluent    levels 
determined    by    10CFR20  &  App    1    to    10CFR50   Environ    info 
avalUble    in    stated    LPDRB, 
SALLARD,  R  I.        Environmental   Projects   Branch    1        SO/04/01        2pp 
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I      Financial    information 


B004QB0557  Responds    to    NRC   600305    Itr    re    adequacies    of    cash    Floms    to 
meet    possible   retrospective    premium   payments   d    forwards 
1979  annual    repts    for   CT  Light   &   Power   Co,  Hartford    Electric 
Light    Co    ti   Western   MA  Electric    Co 
O'CONNOR, L    A         Northeast   Utilities         BO/04/O1          lp 


— 8004080564   Annual    Financial    Rapt    1979 

B      Connecticut    Light    5-  Power    Co        90/03/14        24pp 


— 80040B05B1    Annual    Financial    Kept    197? 

*      Hartford   Eloctric    Light   Co        HO/03/14        24pp 


— 8Q040B0590   Annual    Financial    Rept    1979 

*      Western   Massachusetts    Electric    CO         BO/03/14         2lpp 


B004240497   Forwards    NRC    80013B    t,    0211     Itrs     to    OK   ro    proposed    control 
rod    drive    s<js    mods    >s    optimizing    pump     Flow    to    reactor    vessel 
Moils    should   not    be   performed    until    complete    guidance    ii 
issued     in    NUREG-061?    or    ui/o    NRC    approval 
ZIEMAWN,  D   L         Operating    Haactors    Branch    3         00/03/34         2pp 

9004020331    Forwards    aperture   cards    for    drawings    requested    In   NRC    79112H 
Itr    requesting    info    for    review   of   8£P   Topic    vl-7  C    1    AC 
power    for    control    valves    )3    depicted    in   previously    submitted 
Drawings    2S202-3000B   &    95202-30003   IJ/o    enc! 

COUNSIL,IJ   G        Northeast    Nuclear    Energy    Co       (subs      of    Northeast 
Utilities)         BO/03/36         3PP 

5004030215  Advises    that   GE  flept   NEDD-245S3,  Revision    1,     "Plant   Unique 
Analysis    Application   Guide* "    was    transmitted    to  NRC    via 
LJ   9ob  a  IT    791227    Itr    to    DG   Eisonhut    Rept    provides    Info    re 
structural    evaluation    of   Hark    1    containment    program 
COUN8IUW   0         Northeast   Utilities         00/03/26          lp 


BOQ4130320   Forwards    Annual    Financial    Ropfcs    1979 
BISHOP, R   W        Northeast   Utilities        BQ/04/O2         lp 


— B00415032S   Annual    Financial    Rept    1979 

»      Connecticut   Uight   fr  Power   CD        80/03/14        30pp 


— B00415032S  Annual    Financial    Hept    1979 

*      Hartford   Clectrlc    Light   Co        BO/03/lfl        6Qpp 


— 8004150409  Annual    Financial    Ropt    1979 

•      Northeast   Nuclear    Energy    Co      (subs      of    Northeast    Utilities) 
BO/03/lfl        lOpp 

B0041SQ412  Annual    Financial    fiept    1979 

*      Western   Massachusetts   Electric    Co        BO/03/14        60pp 


J      Insurance    It    indemnity    information 


8004(6025-1   Forwards    Endorsements    37   (-    58  MAELU   Policy   W-32 

IFFLAND.R   R        Northeast   Nuclear   Energy   Co      Isubs      of   Northeast 
Utilities)        SO/04/1  1         Spp 

P      Operating    license    stage   document*    fr    correspondence 

B004IQQ311    Advise*    that   respontes    to    761123    Itrs    re   LWR    assessment    of 
enhancement    of    fiiilon   gas    release    at   higher    burnups    have 
begn   reviewed    No    Immediate    licensing    action   required    for 
operating    reactors,  par    typical    fuel    bundle   S<    batch    burnups 
ZIEMANN,  D  L        Operating    Reactors    Branch    2        BO/02/29        3pp 

9004030669  Confirm*   800313   corporal*   mgt   meeting    In  King    of   Prussia. PA 
to   diicuss    791519  water    hammer    event   Proposed    agenda   end 
CRIER. B   H        Region    1,    Phi  ladelph  la,    Office    of    the   Director 
BO/03/05,       2pp 

8Q04100S6B  For  war  (i»   NUREO-0361?!     "Evaluation    of    Integrity    of   SEP 
Reactor   Vessels. "    completing    review   of   SEP    Topic    V-6   U/o 
encl 
ZIEMANNrD  L,       Operating    Reactors    Branch   S        BO/03/03        Zpp 

BQQ402Q015  Forwards    review   schedule    for    environ    qualification   of  Class 
IE   alectrical    equipment   per   900231    meeting    Resubmlttal    of 
info    it    unnecB«*ary   flef*    or    updates    to    info    previously 
submitted    are    acceptable 
ZIEMANN,  D  L        Operating    Reactors    Branch    2        SO/ 03/0 A        Spp 

0004090147  Forwards   request    for   addl    Info  per    continuing    revl»w  of   SEP 

Topic    1 1 1-6  Request*    response   within   30  days    of   receiving 
Ur 

ZIEMANN  D  L,       Operating    Reactcri    Branch  2        80/03/11        3pp 

9004030102  Forward!    "Nuclear    Data   Link   Specs,"    study    of    digital 
communication    sijs    to    transmit    Info    from   plants    to   Bethesda 
Operations   Ctr 
EIBENHUTiD  0        Division   of   Operating   Reactors.       80/03/12        9pp 


— B004030UB    "Nuclear   Data  Link   9pte» 
*      Division    of  Operating   Reactor* 


BO/02/21.      SBpp 


B004030293  Respond*    to   NRC  flOOS>14    Itrs    re    request   for    list    of    rsf*    for 
flvi  BEF    topic*   Forward*    topics    by    numberr  title   t,    listing    of 
refs    for   ECC8  Actuation    *y«, automatic    ECC8   realignment  k 
testing   of   reactor   trip   tys 
CCHJNBIL,  U  0    ,    FEE,  W  F        Northeait   Utllitin         BO/03/21         3pp 


0004100(71    Notification    of   300329  meeting   w/util    in   Bethesda.MD   re 
potential    cracki    in    turbine   rotors 
CARUSO, R         Operating    Reactors    Branch    2         30/03/26         2pp 

8004040306  Submits    info    re    control    rods    failing    to    fully    insert    after 
scram   t<    summary    of    other    control    rod    drive    malfunctions     for 
197B-1979,  per   (JRC    B00111    request 
COUN3IL, M   0         Northeast   Utilities         BO/03/2B         Spp 

B004070265  Submits    info    re    direct    Indication    of  PQJiV  &    safety    valve 
positions    Retent   discussions   a/vendnr   revealed    difficulty 
W/BOQ4Q1    completion    date   Revised    datfl    of   completion    is 
B10401 
COUNSIL, M   O        Northeast   Utilities         60/03/20         2pp 

8004170303   Forwards    request    for    addl     info    re    environ    qualification    of 
electr  i  c  a  1    equipment 
ZIEMANN,  D  L        Operating   Reactors   Branch   2        BO/03/23        14pp 

B004070274    Discusses    current    intentions    to   submit    design   For   providing 
sampling    capacity    for    primary    coolant   &  containment   sir    by 
800429  Utils   are    currently    engaged    in    finalizing    design 
details    Slight   delay    is    required    to   optimiie    design 
COUNSIL.  W  0        Connecticut    Yankee   Atomic   Power    Co       80/04/01        Spp 

8004110457    Application    to   amend   OL   by    incorporating    encl    proposed    Tech 
Spec    change   Change   would   add    three   new  curves    extending 
max   average    planar    linear    heat    generation   rate    limit*   & 
would    dalete   curve    for    "M3"    type    fuel   Fee    encl 
COUNBlLi U  0        Northeast   Nuclear   Energy   Co      (subs      of   Northeast 
Utilities)        80/04/02        3pp 

— S004 110463  Proposed    Tech   Spec    change   adding    three   neul  curves   uh  i  c  h 
extend    max   average    planar    linear    neat    generation   rate    limits 
b   delating   max    average   planar    liniar   heat    generation   rate 
v*    planar    average    e»posuro    curve    for    "MS"    type   fuel 
*      Northeast   Nuclear    Energy    Co      (subs      of  Northeast   Utilities) 
BO/04/30        Spp, 

8004240373   Submits   addl    info   requested    for   NRC    review  of   proposed   Tech 
Spec    change   Existing    Tech   Bpec    for    continuous    leak   rate 
monitoring    via  nitrogen   make-up    cannot   be    perfor-med 
w/existlng    equipment   or    other    instrumentation 

CQUNBIL.  W  0        Northeast   Nuclear   Energy   Co      (subs      of  Northeast 
Utilities)        80/04/16        4pp 

B004250362    Forwards   addl    info    to    support    upgrading    of    notation 
condenser 

COUNBIL. W  0        Northeast   Nuclear   Energy   Co      <*uo*      of  Northeast 
Ut  i 1 1 1 1 * s  t        BO/04/ 16        22pp 

B0042906B1    Forwards    drawings   h    info    requested    by   NftC  800311    Jtr    re 
HEP i Topic    tll~6   concerning    leismic    re-evaluation    Drawings   & 
info  available    in   Central    Files    only    Info   requested    bg   NIC 
B00331    &   04)6   Itrs   will    be    provided    later 

CQUNBIU,  W   0        Northeast   Nuclear   Energy  Co      <»ubi      of  Northeast 
Utilities)        80/04/21        400pp 

0      Inspection   reports,     IE   Bulletin*   &   correspondence 

8004090131    Forward*    IE    Iftsp   Rapts    SO-213/79-20,  50~S45/7(?-2A  fc 
50-336/79-88  on   791127-30  fc   1203-07  No   noncomp 1 ionce   notnd 
BFtUNNER.E   J        Region    1,    Philadelphia,    Reactor   Operations    Nuclear 
Support   Branch        BO/02/08        2pp 

— 800409013S    IE   In*p   Repts    30-213/79-20.  SO-24S/79-26  S-   90-336/79-2B    on 
791127-30  ti   1203-07,  No   noncomp  1  iance   noted   Major  areas 
inspected    QA  program    Implementation  re   QA/OC   administration, 
design    changes  &  mad*   &  document    control    program 
BAUNACK, W  H        Region    1,    Philadelphia.    Reactor   Operations    Nuclear 
Support    Branch        NAPUDA. Q        Region    1,    Philadelphia,    Office   of    the 
Director        BO/02/07        15pp 
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BOQ4Q70213   Ac k    receipt    at    B002OA    I tr    informing   NHC    of    steps    takiin    to 
correct    violation*    noted     in     IE     Insp    Roots    50-245/79-29   i, 
30-334/79-27 

CARLSOH,  H    T         Region    1.     Philadelphia,     Reactor    Construction   t. 
Engineering    Support    Branch          BO/O2/2B         Ip 

—0004070318   Respond*    to    NRC    B001I1    1  tr    re    violations    noted    HI    IE    Imp 
R«pt»    30-243/79-29  !<    30-33A/79-27   Corrective    actions    open 
trash    can    rap -laced    at/covered    trash    can  i   no    smoking    sign! 
pelted   at    entrijuraiii    bo-   main    control    boards 
CGUN3IL.W  0   .    FEE.W  F        Northeast   Utilities         BO/OS/06       Spy 

— E004070223    Forwards    IE    In»p    Repts     30-245/79-35    f*   50-336/79-27    on 
791105-0?  t.  notice    of    violation 

CARLSOEJ,  R    T         Region    IP     Philadelphia,     Reactor    Construction    & 
Eng  tneering    Support    Branch         BO/O1/1 1        2pp 

—BO 04070334   Notice    of    violation    tram    in-sp    on    791103-09 

*      Region    1.    Phi  lad*  Iphia,     Office    of    tKo   Director        BO/01/OG         Ip 


0004240319   Foruards     IE    Info   Notice    BQ-14,     "Safety    Suggestions    From 
Employees    "    No    action    required 

DRIER,  B   H        Region    1,    Philadelphia,    Office    of    the  Director 
BO/04/02         Ip 

B004IBQ23J   Forwards    IE  Circular   00-O7,    "Problems    W/HPCI    Turbine  Oil 
5<j  s    "   No  written   response   required 

QRIER.B    H         Region    1,     Philadelphia,     Office    of    the    Director 
80/04/03         Ip 

8004110054  Forwards    IE  Bulletin  00-Q7,     "BHH  Jet   Pump    Assembly    Failure 
Written    response    required 

H        Rug  ion    1,    Philadelphia,    Office    at    the   Director 
Ip 


0004230433  Foruards    IE  Bulletin  77-O3A,    "Longitudinal   Meld    Dofocts    in 
flSME   BA-3l2,TijpB   304   Stainless    Stael    Pipe    "    Action    required 
GRIER,  D   H       Region    1.    Philadelphia,    Office    af    the   Director 
BO/04/04        Ip 


-- 800407023 1     IE    Imp    Repts    50 -2-1 5/79-25   E.    30-336/77-27    on    79I103-01? 
Mnncorop  1  lance    noted     failure    to    foil  DID   h  nusck  eepinj 
procedure 

KOLTAY, P   3        Region    1,    Philadelphia.    Office    of   the   Director 
EflNETERrS   D         Region    1-     Philadelphia.     Reactor    Construction    (. 
Engineering    Support    Branch         BO/O1/OB        Bpp 

300414013"?   Submits    response    to    IE  Bulletin   79-37    ro    loss    of    Instiument 
control    power    t,    effect    an    ability    to   achieve   cold    shutdown 
Sufficient    alternate    Indications   &    controls    plus    manual 
operation    are    available   ui/o    mads 
CtJUNSIL.U    Q        Northeast   Utilities        BO/02/29        4pp 

8004130138    Forwards    IE    Imp    Rep-ts    30-345/79-39   &    50-33A/79-3Q   on 
77-1201-31    NP   noncarnpl  lance    noted 

BRUNWER.E    J        Region    1.    Ph i  ladelph 1  a.    Reactor    Operations   Nuclear 
Support   Branch        90/03/03        2pp 

— BOQ41B0147    IE     Insp    R«pts    50-245/79-29   fc    50-336/77-30   on    791201-31    No 
noncomp  1  ianc  e    noted    Major    avaas    inspected    control    rooms  !i 
accessib-le    portions    of   Unit    1    c  ontainmonti  r«ac  tor.  turbine, 
raditiastffi  gas    turbine    generator   ti    intake   bldgs 

KEIHIC.R   R        Region    I,    Philadelphia.    Reactor    Qparatiana  Nuclear 
Support    Branch          ZIMMERMAN,  R   P    '     SIIEDLOSKV,  J    T         Region    1, 
Philadelphia,    Office    of    the   Director        80/02/39         lOpp 

QOD4210343    Forwards    Uaste    Packaging     Imp    Kept    79-07A    on    791212-13   No 
noticomp  liancE    no-ted 

EltlTH,  0  H        Region    1.    Philadelphia,    Fuel    Facility   &  Hateriali    Safety 
Branch        00/03/05        2PP 

—6004210345  Waste   Packaging    In«o   Rtpt    79-07A   on    791213-13  No 
noncampliatice    natei)    Major    4 1-341    inspected    shijiplng    pajtar 
rBqulrementti DOT   placarding, r ad iati on    1 evels,  removab 1 e 
contarninationi  DDT  marking    &    labeling   &   external    featuroi 
POTTER.  J   P    ,     PEEflV,W   U    ,     WDDDRUFF,R   L         Region    2,     Atlanta,     Fuel 
Facilitij    &  MatarlaU   Safotg    Branch        BO/OI/IB        7pp 

8004090-104   Advices    that    IE  Oullatln    BO-05.     "Vacuum  Condition  Resulting 
in    Damage    to   Chemical    Vol    Control    flijs    <CVCS>   Holdup    Tanks," 
w»i    incorrect  1  ij    sent    for   action  No    response    required 
GRIER, D  K        Region    1,    Philadelphia,    Office    of    the  Director 
80/03/17          Ip 

6004290057    Responds    to    IE   Bulletin   BO-03,     "Loss    of   Charcoal    from  Sid 
Type    II,  Tuia-lnchi  Tray   Adsorber  Cells    "   Visual    Insp    ihowed 
that   screen   on   Tupe    II    cells    uas    tightly   *ffi»ed    fc  no 
evidence    at    deformation   or    charcoal    loss   uai   oblerved 
COUN3IL-W  G        Mortheait   Nuclear  Energy   Co      fiubs      of   Northiast 
Utilities}        60/03/24        2pp 

800*150279  Forward i    IE    Info   Notice   SO- 12,     "Instrument  Failure  Causes 
Opening    of   PORU   L  Block   Valve    "  No    specific    action   or 
response    necanaru. 

QRIEH.B  H        Rsgion    1,    phi  lad e  1  p hiflj    Office    of    the   Director 
80/03/31         Ip 

6004090074   Forwards    IE  Circular    BO-OS.     "Emergenci)    Diesel    Generator 
Lubricating   Oil    Addition   t>  Dniite   Supply    "    Ho   written 
response    poqulTBd 

GRIER.B   H        Region    1.    Philadelphia.    Office    of    the   Director 
S0,/04/01-       Ip. 

B00411CH5t  Foruiai-ds    IE    Jrfo   Noties   80-13,     "OE   Type   3BM  control   SuiltchM 
Defectlva    CAM  Follouiers    "   No   written   response   required. 
DRIER,  H   E<        Region    1.    Philadelphia.    Office    of    the   Director 
60/04/02         Ip 


BGIHiaOEOl   Foruarda    IE  Bulletin  90-00,     "Exam   of   Containment   Liner 
Penetration  Welds    "   Writ  tun    response   required 
CRIER. B    H        Region    1,     Philadelphia,     Office    of    th>    Director 
BO/04/07         Ip 

6004140375  Requests    relief    from  requirement*    of   AGUE  Coda   Section    XI. 
requiring    elimination   of    Category    B-L-2  reactor 
rec  ircu  lation    pump   casings   during    each    imp    interval    Relief 
uould    postpone    eiamination   until    major   maint   on    pump 
COUNSILiU  0       Northeast   Nuclear   Energy   Co      (subs      of   Northeast 
Utilities)        &0/0-1/09        Sop 


K     Periodic    operating   reports    t,   related    c  correspondence 


8001040206  Foruarili    annual    environ    operating    rept.     "Monitoring    Marine 
Environ    of   Lang    Island   Sound    "    Requests    rept   bo 
incorporated    into   proceedings    for    Unit   3 
COUHSIL.W  0       Northeast  Utilities        80/03/30        Ip 

— BOO 401 0206   "Monitoring   Marine   Environ  of  Long    Island   Bound i  "    annual 
rept.  1771? 
•»     Northeast   Utilities        BO/03/31        400ap 


0004130327   "Annual   Environ   Operating    Rept,  1977 
•      Northeast  Utilities   Service    Co        00/03/31 


lOOpp 


Q0041B0383  Foruarits    monthly   operating   rept    for   Mar    1980 

CPEKfi,  J  F       Northeast   Nuclear  Energy   Co      (subs      of   Northeast 
Utilities)        00/04/14        Ip 


—9004180390  Monthly  operating  rapt  for  Mar  1780 
HARRANiG  Northeast  Nuclear  Energy  Co  (subs 
Utilities!  BO/04/03  7pp 


of  Northeast 


0004210246  Foruards   monthly    operating   rept    for  Mar    I960 
OPEKA.J  F        Northeast  Utilities        BO/04/14         Ip 

--BQ04210249   Monthly    operating    ropt    for  Mar    17SO 

HARRAN, 0        Northeast   Utilities        GO/04/03        7pp 

3     ReportcblD  occurrences.    LERs   ti  related    correspondence 

0004090118  PNO-I-BO-043  on   eOO3ia.ona    truck    full    of   chlorine   rail    tenh 
car   derailed   at   broken   suitch    on    licensee   property* Car 
presently    located    outside   protecte-d   areai  but    is    upright. 
Intactr    Si  stable  Formulating    plans    to  replace    car   on  rail 
KEIMia,  R  R    .    BRUNNER,E  J        ftegion    1,    Philadelphia,    Office    of    the 
Director        fJO/03/lfl        2pp 


B0041B0437  Forwards    updated   LEH  SO-005/03X-1 

DPEKA,  J  F        Northeast   Utilities        BO/04/10        3pp 


— 8004180440  Updated   LER  80-OOS/03X-1    on   B00220, core    sprau    subsut 
declared    Inoperable   Caused    by   uiatir   hammtr    due    to   teat 
leakage   of  c«re    spraij    Injection    t>  check   valves  Pipe    supports 
repaired   &   keep-fill    njs   modified,  Valvei    to   be   riuorked 
BIOIARELLIiM  J        Northeast   Utilities        80/04/10        Ip. 


8004390299  Foruards   LER  BO-OOi/03L-0 

QPEKA,  J,  F        North  Hilt  Utilities        80/04/21.       Ip 


—8004270303  LER  BO-006/O3L-0   on  S00407.  during   norm*l   operation.  nr»»tur* 
indicating    suited    that    senses    dryuell    pressure   for   automatic 
pretcure    relief    sys    logic    Initiation, found    isolated   Caused 
by    personnel    error  Suiitth    returned    to    sve 
BIOIARELLI.M  J        Northeast  Utilities        80/04/21        2pp 
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DOCKET    30-247    INDIAN   POINT    STATION,     UNIT    2 

D      fJRC   Draft/Final    Environmental    Statements,     suppls   tt   correspondence 


— B0040201O9   Respond!    to    730717    Itr    re    siting    criteria    Facility    s.£te    does 
not   meet    NRC    regulations    >j    criteria 
HENDRIE.JM         Commission         73/09/10         3pp 


0004020110  Advises    of   FES    issuance    re    selection    of    preferred 
alternative    c losed-cyc le    cooling     OMB,  NUREG-O574, Dec     1979 
Future    discussion!    re    simplification    of    proceeding, 
appropriate 
LEU 19. S   H         Hearing    Branch    3         SO/03/1?         Ip 

— 8004020126   Summary    of    meeting    u/PASNV   re   DES,  ael  ec  ti  oti    of    preferred 
ctoicd    cycle    cooling    ays   !<   related    issues    NRC    uilll    draft 
stipulation    foi     parties'    comments 
GECKLER,R   P        Environmental    Projects    Branch    1        79/09/14        3pp 


S004070047   Order    granting    intension    until    BGO414    for   Commission    to 
review   director's    000311     decision 

HOVUE,J   C         Office    of     the    Secretary    of    the    Commission         SO/03/31 
IP 

0004030026   Memorandum   of    understanding    between    NHC   it   FEMA    re    prompt 
improvement    in  radiological    emergency    planning    & 
preparedness. distributed    as    Hoard    notification 

GDSSICKiL   V         Office    at    the    Eiemtive    Director    for    Operations 
GO/04/02         34pp 


E      NRC   Safety    Evaluation   Report    (BERK     suppla    &   correspondence 

BOQ4I8O2S1    Addresses    questions    in    SDO214    memo    on    R   Pollard    allegations 
re    facility    SEfl    Issue    of    containment    isolation    valves   uaa 
previously    addressed    R    Pollard     input    Si    final    SER    are 
sufistantia 1 1 y    same    SCR    eicerpt    enc 1 
BENTONiH   R         Office    of    Nuclear    Reactor    Regulation         BO/04/03         9pp 

— 3004180206   Responds    to    770110    Itr    re    possibility    of    tornado    damage    ft 
re-evaluation    of   containment    isolation    features    of   aunliary 
(team    linos   Auxiliary    steam    supply   t>   condensate   return    lines 
satisfy    Criterion    57    of    general    design    criteria 
BCHHENCGR, A        Operating    Reactors    Branch    1         7B/09/27        7pp 

— 800418029'!    Submits    questions   about    R   Pollard    alienation   at   800205 
commission   meeting    re    SER    inaccuracies    It   plants   not   meeting 
current    regulations    on   containment    iaolation    &   environ 
qualification   Transcript    eicerpt    enc 1 
BRADFORD. P   A        Commission        HO/02/lfl        9pp 


00Q41SOO73  Order   granting    extension    until    800425   for  Commission    tn 
elect    whether    to    revieui   ALftB— 136   !<   ALrtH-361 

CHILKiS   J         Office    of     the    Secretary    of    the    Commission         BO/04/04 
IP 

8004240510   forwards    NHC    confirmatory    order 

STELLO.V         Office    of     Inspection    !«    Enforcement,     Office    of    the 
Director         80/O4/04          Ip 

— H00424O517    Order    confirming    util    commitment    to    pflrform    revicu 
requested    by    IE   Bulletin    79-37    by    800407   Required    info 
specified    in   Attachment   A 

STELLO.v        Office   of    Inspection   t  Enforcement,    Office    of    the 
Direc-tor         BO/04/04         6[>p 

8OQ4220754    Forwards    petition    supporting    UCS    petition   requesting 
decommissioning    of   Unit    1    &    suspension    of    operation    at   Units 
2   f,    3 
GRAVES,  fi    8         Housatoriic    Safe    Energy    Alliance         SO/04/13          Ip 


6004220462  Discusses   B00336    Itr    re    request    to    have   UCQ    identify 
inaccuracies    in   plant   SER    in    support    of   NHC    review  Requests 
info   re   purpose    of    request   >•   findings    of   revieui  Suggests 
procedure    to    identify   SER    discrepant  ics    for    Units    1    tt  2 
UEISS,  E   R         Sheldon,     Harmon    i,   Weiss         8D/O4/17         2np 

F      Security,     medicali     emergency   it   fire    protection    plans 


—  B004220762  Supports   UCS   petition    requesting    decommissioning    of   Unit    1    !< 
suspension    of   operation   at   Units    2  t  3 
GRAVES, R    S         Mousatonic    Safe    Energy    Alliance         SO/02/ 15         Ip 

9004320030  Order   granting    aitensioni  unti 1   800430, for  Commission    to 
review  Director's   800211    decision 
HOVUE-J  C        Office   of    the    Sacretarij    of    the   Commission        BO/04/14 


SOQ410Q100  Comments    on    proposed  rule    lOCrnsO    10-mile   emergency    planning 

ion*    for    plume    eiponure    lacks  technical    justification   NRC 

adapted    position   ui/o    studying  validity    of    underlying    bases 

WEIBO,  E  R        Sheldon,    Harmon   *  Heisi        SO/02/19        5pp 

—  0004100127  Statement    before  NY  City    council,     "Impact   on   NY  City    of 

Reactor   Accidents   at    Indian   Point,"    (corrected    790&20) 
DEVEA,J        Princeton  Univ        W06/20        49pp 

E)004oaOA95  FQIA   requesti  on    behalf    of   UCS,  for    time    analysis    required    to 
evacuate   public    from    10-milu   area    surrounding    facilities 
WEISB,  E  R        Sheldon.    Harmon   t.   Uoiis        SO/03/20        Ip 

B004090690  Responds    to   FQIA   request    for    tlm«    analysis    required    to 
evaluate   public    from    10-mile   area    surrounding    facilities 
Forward  t   rept,     "Evacuation   Time*    Estimate*    for   Areas   Near 
SU»    "   H/o    end 
FELTON,  J  H.       Division    of   Hulsi    and    Record*        BO/03/31,       Ip 

80042205B9  Forwards    do*ign    detail!    an    control    &    turbine    bldg    fire   ualls 
t    flr«i    detectors    for    reactor    coolant    pumps   Design   details 
for   reactor    coolant   pump    oil    collection    lys    will    bi   provided 
by    S00307 
CAHILL,  H  J        Consolidated   Edison   Co      of   Neui   York        SO/04/14        2pp 

0      Adjudlcatory    correspondence 

0004020091    forwards   UC9   Q00310  comment*    on    director'*    decision   under 
10CFR2.206  Decision   b   confirmatory    order   do   not   resolve 
critical    issues   Objects    to    inclusion    of    petitioner    from 
minting  i   d   correspondence    solving    ls*ues 
WEISS,  E  R        Sheldon,    Harmon   &  Ueiss        80/03/10        2pp 

—  B0040S0091?  Comments    on    director's    decision    under    10CFRZ  20A  Decision    fc 

confirmatory    order    do   not    r»*olve    crucial    i««U»*   re    site 
suitability    &   do    nut    establish    necessity    schedule    or    std*    of 
modi   Uroe»    disqualification    of   JM  H«ndrie   W/dDcumentatiori 
WE1S9,  E  n        Union   pf   Concerned   Sclentlit*         WEiaS,  e  R        Sheldon, 
H*rmon  h  Meld        80/03/10        43pp 

—  800403010S  Memorandum   to    counsel    for    parties    disclosing    previous 

involvement   w/faclllto    as   member    of    ACRB  &   »«   Deputu 
Director    for   Technical    fievieu  HI  1  1    consider    objections    to 
participation    if    received    prior    to   771104  U/documintation 
HENDRIE.J  M        Commission        77/10/SO         Ilpp 


H      General    correspondence 


QOO4070300  FOIA  request    for    info    re    facilities    b   damage    duff    to 
earthquakes    at    Indian   Point 
DEEAS, P    0         Affiliation    Unknown         SO/03/10         Ip 

80Ofl03001i  Advises    that   CommisilDn   should    evaluate    need    for    pouier 
generated    by    facility   &    take   close    look   at    safety   achieved 
for   public    protection 
OILIN8KV, V        Commission        BO/03/11         Ip 

— 9004030010   Responds    to   800225    Itr    Forwards   NY   Timns   article   re    latk    of 
need    for    electricity    produced    at    facility   Cites-   utll    trade 
association    statement    that   reserve  margin   of   S7.  would   exist 
if    all    plants    in   ivc    grid   were    shut    damn 
LEVINBON.J  0        Affiliation  Unfcnaum        80/03/02        2pp 

— fl0040300B4   Responds    to   800309    Itr    supporting    petition    by   UCS  requesting 
decommissioning    of  Unit    1   &   suspending    operations   of    Units 
B  li  3  Advises    that   Commission    is    reviewing    comments    on 
matter 
Q1LIN8KY,  V        Commission        80/02/25        3pp 

— 0004030025   Supports   UCS   790717   petition   requesting   decommissioning    of 
Unit    1    &   suspension    of    operations   at   Units   2^3  Cite* 
safety-related   reasons    for   prompt   action   Certificate    Of    Svc 
end 
LEvINSON,J  D       Affiliation  Unknouin        80/03/03        3pp 

B004070194  Responds    to   FOIA  request    for    info   re    facilities   &   damage    due 
to   earthquakes    at    Indian  Point  Forwards   Documents    1-4    listed 
in  App   A  Documents    5  &  6  mat)   be    purchased    bij    sending   check 
in   amount   of   *9  SO   to   NRC    in   Hashing  ton,  D  C, 
FELTOMiJ  M        Division    of   Rules   and    Records        80/03/19        2pp 

— 9004070205    "Semiannual    Operating   Rept, "   Jul-Doc    1973 

*  Consolidated   Edison  Co      of   Hem  York        73/12/31        SOpn 

— 8004070800    "Semiannual    Operating    Rept, "   Jan-June    1974 

*  Consolidated   Edison   Co      of   New   York        74/06/30       21pp 

— 0004070214    "Semiannual    Operating    Rept,"   Jul-Dec    1974 

*  Consolidated   Edison  Co      of   Neu  Vork        74/13/31        21pp 


38 


DOCKETED  ITEMS 


— 8004070224    "Annual    Operating    Rept,"    1?75 

»•      Con  so  I  id  a  ted    Edison    Co       of    Neu    York         75/12/G1         23pp 


—8004070229    "Annual    Operating    Rept,"     1976 

*  Consolidated    Ediaan    Co      of    Neu   York        76/12/31        27pp 

— 8004070233    "Annual    Operating    Rept,"     1977    TH1     semiannual   t.   annual 
operating    rapt    eicerpt-s    encl 

*  Consolidated    Edison    Co      of    Neu   York         77/12/31         45pp 

8004290054   Forward!    info    requested    in   80021B    Itr   re    licensing   actioni 
Hatl    could   not   be   forwarded    bi;    800225  as    Itr    did   not   arrive 
at   NRC    until    300226   U/a   ends 
DENTON, H   R         QFflie    of    Nuclear    Reactor    Regulation         BO/03/23         3pp 

—  BOQ4E90Q5B  Requests    info    re    changes    affecting^    eitansion  of   DLs    to 
BI0101 
FLEISHER,  I    3        Affiliation   Unknown        90/02/18         Ip 

80041 B0234   Forwards    NRC    300335   response    to    encl    B0021B    Itr    from 
IE  Fisisher    o-f   West    Branch    Conservation   Association,  in 
response    to   30022A   request   W/o    encl 

BIRCKS.W    J         Office    of    tne    EuBciftive    Diroetor    for    Oparetions 
90/03/28          Ip 


--a004iBt>237  Bequest*    info    re   nou    safetij    regulations 

FLEISHEK.  Z    3        Weil    Branch    Conservation  Asiociatlon 


aOQ421O209   Responds    to   B00304    Itr    ro   continued    operation    of    facility 
Plants   reviewed    to    determine    uihat   addl   measures   or   design 
changes   can   tc  should    be    implemented    to   Further   reduce 
probability    of  reactor    accident    or    consequences 
DENTON,  H   R         Office    of    Nuclear    Roactor    Regulation         80/04/O1          2pp 

—  6004210233  Urges  NRC    to   decide    in    favor   of   continued    operation    of 

facility   Reactors    have    long    history    of    safe,  clean   &   economic 
operation   Concerned    that    fuel    adjustment    charges   will 
increase    if    plants   ara    shut   doun 
OflV   R   R         Affiliation   Unknocun         BO/Oa/O4         Ip 

9004350013   Responds    to  300312   postcard    re   op  ore  t  ion   of    facility    NRC 
considering    what   special    measures   should    be    taken   to   reduce 
probability    of   severs    reactor    accident   Confirmatory    orders 
issued    as    interim  measure 
DENTON.H   R        Office    of   Nuclear   Reactor  Regulation        BO/04/01        2pp 

—  8004250030  Urgas    that   NRC    consider  UCB  petition   re    closing    of    facility 

Possibility   of   earthquake    mist*  ui/plant    built   near    fault 
Only   20V,  of   area   energy    generated   by   nuclear   power 
Alternatives   should    be   considered 
QOLDHDRiF        Affiliation    Uninouni         DO/02/12         Ip 

aQ042300ia   Responds    to   B0021S    Itr    re   operation   of   facility    NRC 
consider  tng    ipaelal    measures    to    reduce   probability    of    severe 
reactor   accident   or    to    lessen    consequences   Confirmatory 
orders    Issued   as    Interim  measure 
DENTQN.H   R       Office    of    Nuclear   Reactor  Regulation,       BO/04/01         2pp, 


B004210336  Advises    that    7=?l  iOfi    Itr    to   President    Carter    re   emergency 
plant    has    been    referred     to    NRC    Since    Summer     1  9>79,  MRC    has 
been   actively    pur-suing    program    to  upgrade    emergency 
preparedne**    Forward*   NRC/FEKA    documentation   ll/o   «ncl 
DENTON.  H  R        Office    of   Nuclear    Reactor  Regulation        BO/03/31        3pp 

6004150035  Responds    to   800233   Itr    re    operation    of    nuclear  pouter    plants 
in   high    density   areas   NflC    is    investigating    special    measures 
to    be    taken    in   heavily    populated    areas    Interim  measures   have 
already    been    ordered    at    sites 
DENTON,  H  R        Office    of   Nuclear   rUactur   Regulation.      30/04/01         2pp 

—  G0041S0094  Advises    that    facilities    should    be    shut   doun   due    to   proiimity 
to   highly    populated    areas   b    likelihood]    of    serious   accident 
STEHHER,J  U        Affiliation   Unknown        80/02/23        Ip 


—  H004250033  Urges   NRC    to  approve   UC8  petition   re   shutdown   of    facility 

because  of    proiimity    to   Neui   York   Citg   &   impoit  ibi  1  1  tg    of 

evacuation   of    so  many   people 

MDS.L  L  ,    M03,M        Affiliation   Unknown        80/02/13        Ip 

6004230165  Advises    that  (JRC    held    tuo  meetings    in  NY  re    continuing 
operation   at    facility   Commlsi-ion   presently    considering    form 
of   review  Public    comments    invited   Request    for    another 
hearing    In  vicinity    of    plant    ulll    be    considered 
DENTDN,H  R        Office   of    Nuclear   Reactor  Regulation        30/04/03         Ip 

—  BOO  4  23  01  90  Requests    that  NRC    hold   another    public    hearing   re   continuing 

operation    of    facility    to    offer    public    chanc*    to    question 
plant   operators  b  govt  agencies  Public    should    be   properly 
notified   through    local    nout   media 
CONNOR,  R  J       Neui  York,    State    of       SO/01/08        2pp, 


8004160173  Responds    to   800212   ktr    re    continued    operation   of   nuclear 
power    plant    Addl    measures    should    be    imp  1  amen t • {    that   ulll 
further    reduce   probability    of   severe    reactor    accidents 
Licensee    has    been    In    snuidiiun  pending    c amp  1  e t i on    af   Actions 
DENTON,  H   R         Office    qP    Nuclear   Reactor    Regulation         90/04/01          2pp 


3004200140  Respond    to  800117    Itr    to  DOE  ro   800117   incident    at 
•facilities  Plant   did   not   trip    during  minor    earthquake 
tremor  Epicenter   of    tr«mor  bias    located   approx    seven  ml  lei 
from    situ  Tremor   uias    significantly    bilaui   design   capability 
EIBENHUT.  D  0       Division   of   Operating  Reactors        BO/04/OB        Ip, 


--BQ0416017&  Request*    that   NJ1C   not    phase    out   facllltu    or    convert    to  non- 
nuclear    generator*   Nuclear    power    is    source    for   potfir    in  US 
Ho   nuke    political    argumenbi   have   no    batts    in   realiti/ 
LAVERTY,  E         AFf  1  1  latlon    Unknown         BO/02/12         Spp 

8004170342  Respond!    to   BOOSOt  pailgram  requesting    ihutdoun  of    facility 
Special    meaiurc*   ara    being    considered    far    plant*    located    in 
high    density    areas    Interim  neastirei    have    been    ordered    at 
f  acil  itij.  conf  irning    commitment    to    public    health   &   lafety 
DENTON.H  R        Office    of   Nuclear   Reactor   Regulation        BO/04/OI,       2pp 

8004210033  Ra»ponila    to  300123   request   re   public    hearing    t.  determination 
on  UCB    petition  NRC   considering    uihat    fpeclal   measures    should 
be    tat  en   60  reduce   probability    of    severe    reactor   accident   or 
1  a*«en    c  on  sequences 
DENTON,  H  R        flffice    of    Nuclear   Reactor  .Regulation        flO/04/01        2pp 

—  3004210093  Raqucite    scNeduling    of    public    hearing   b   determination 
of  UCa  petition  ft    operation   of    facility   prior   to 
reactivation   Concerned    far    health   &  safvtu.    of    community 
BCIAKDHA.J        Neui  Yorl.NV,       80/01/25        Ip 


ip^inili    to   B00207    Itr    re    continued    oporationi  at    facility 
NRC    i»    investigating    special    measurai    to    b>    taken    in    high 
denaltv    popuUtinn  areas    surrounding    nuclear   a-ouer    plants 
InKerim   measures    have    already    been   ordered    at    slten 
DENTDN.H  R        Office    of    Huc]*ar   Reactor  Regulation        BO/04/01        Spp 

-8004B10E01    Supports   conttnued    operafcEofi    of    f«ciUtg  Reactors    supply 
ZQ'A   oi    eeneraUng    capacity    far    NIUI  Voj-l    Cltv   d  Mestctinter 
County    Ublls    can   shut    off    all    plant,  louorlng    rates   & 
dependency    en    Foreign    oil. 
WU.J        Affiliation  Unknown        BO/OS/07.       Ip 


P      Qpnratlng    license    stage   documents   &   correspondence 

B004070094  Foruards   agenda  ti  proposed   rule    for   NRC   sponiored   BOOHS 
meeting    in  H«w  VorliNV   re    proposed   rule   an    emergency 
response 
RYAN, n  0       Office    of  State  Pronrams        79/12/31        12pp, 

—8004070098  Requests    opportunity    to   testify   at   NRC   Q00115  melting    in  Htui 
VorkiNV  re   *mt>rgency    response    plans    In    fifty-mill    lone 
around    plant  NV  City    Council    has   been   holding    hearings    on 
raiolutlon    to    phase   out    plant 
FniEDLANDER.M        New  York,  NY        79/12/21         Ip. 

80041(10389  Foruards   modified    n«ar~slte    study    In   response    to   NRC    791209 
requett   for  iO-iIai)    crash   effort 

PEOPLES,  D  L,      Commonuealth  Edison  Co        DAVIS,  0,  F        PouitT  Authorltij    of 
tht   State  of   Neiu  York        CAHILL.W,  J       Coniolldated   Edison  Co      of   Neu 
York        8D/OS/25        Ip 

--B00418039S  "Wear-Site  Study    "   Viewgraphs    encl. 

*      Cominonuealth   Edls-on  Co        *      Consolidated    Edison  Co      of   Mtu  York 
*      Pouer  Authority   of    the    State  of   Neu  York.      GO/Oa/SS        95pp 

8004020299  Foruards    status   rapt   on    implementation  of  Lessoni   Learned 
Ta*k    Force   short-term  requirements  Basis    for    judging 
ecceptabi litu   of    Implementation    of   each    Item    it   requirement 
of  NUREO-097B  b   HR   Denton   791030   Itr    to   operating    plants 
TELFORD.J  T       Division    of   Safeguard!        BO/OS/K9        5pp 

B00403O102  Faruards    "Nuclear   Data    Link   Speesi  "    studu    of    digital 
comnmnlcatlon   sijs    to    transmit    info   from  plants   to  Bethesda 
Operations  Ctr 
EISENHUT-D  0       Division   af  Operating    Reactors.      SO/03/ 12        Spp 


— 800403011B  "Nuclear   Data  UinSc   Specs 
*      Division   of   Operating   Reactari 


SO/OB/21       SBpp 
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BOQ414Q231  Summary  af  800231  meeting  W/representati ves  Qf  all 
SEP  plants,  uti  1  s  &  Franklin  Research  Ctr  re  accelerated 
program  for  evaluating  qualification  of  safety-related 
electrical  equipment 
WILSPN.R    Plant  Systems  Branch    SO/03/14   3pp 

B00411004S  FDIA  request. on  behalf  of  UCS.  for  Bandia  Labs  study  re 
liquid  effluent  pathway  at  facility 
WEIBB.E  R    Sheldon,  Harmon  S.  Weiss    80/03/1H    lp 

9004340163  Far  war  do  addl  info  &  clarification  i'e  guide  for  evaluating 
environ  qualification  of  Class  IE  electrical  equipment  in 
operating  reactors  &  for  identification  of  appropriate 
safety  equipment  of  SEP  reactors 
6CHWENCER,  A   Operating  Reactors  Branch  1    BQ/O3/20    ISpp 

— B00424017Q  Forwards  addl  info  &  clarification  re  guidelines  for 
evaluating  environ  qualification  of  Class  IE  electrical 
equipment  in  operating  reactors  tt  for  Identification  of 
appropriate  safety  equipment  of  BEP  reactors 
8CHUENCER. A   Operating  Reactors  Branch  1    BO/03/2O    15pp 

H0040B0410  Forwards  answers  to  generic  questions  re  turbine  disc 
integrity  in  operating  Wcatingfioioe  nuclear  low  pressure 
turbines,  in  response  to  NRC  SO 032 9  Itr 
CAHILL.W  J   Consolidated  Edison  Co   of  New  York    Q0/03/2a   lOpp 

B004100167  Notification  of  B00403  meeting  ui/ufcll  in  Bethesda.MD  ra 
environ  qualification  of  electrical  equipment 
OLSHAN. L  N   Operating  Reactors  Branch  I    30/O3/31    2pp 

G0040B0417  Forwards  addl  info  re  overpressure  protection  ays  installed 
at  facility, in  response  to  NRC  800237  Itr 
CAH1LL.W  J   Consolidated  Edison  Co   of  New  York   30/04/02   4pp 


SOO'1150'133  Forwards  aummai  y  of  actions  taken  to  comply  u/NRC  BQ0211 
confirmatory  order  Detailed  conf  Irmatorv  documentation 
available  at  plant  for  review 
O'TOOLE.J  D    Consolidated  Edison  Co   of  New  York    30/04/11    Bpp 

80O4230627  Forwards  response  to  NHC  B00309  request  fnr  addl  info  re 
auxiliary  feeduiater  ays  reliability  Improvements 

J    Consolidated  Edison  Co   of  New  YDrk    BO/Ofl/14    7pp 


BOO4240410  Act  receipt  of  HRC  S001O7  Itr  re  diesel  generator  fuel  oil 
<M  requirements  Advises  that  fuel  oil  for  standby  dieiel 
generators  Included  in  QA  program 
CAHILU.W  J    Consolidated  Edison  Co   of  New  York    BO/04/14    lp 

BO04SB0199  Responds  tn  util  710730  proposed  amend  to  Tach  Specs  re 
radiological  effluent  I/  environ  monitoring  Eye  Forwards 
comments  It  marVad-up  copy  of  Unit  2  Tach  Specs  for 
incorporation  into  proposed  amend 
5CHWENCER.A    Operating  Reactors  Branch  1    BO/04/14    7pp 

—  8004200204  Harked-up  vcrsinn  of  util  790731  App  A  Tech  Specs  re 
radiological  effluent  (•  environ  monitoring  sijs 
«  Office  of  Nuclear  Reactor  Regulation   BO/04/14   12Spp 

B004300307  Forwards  drawings  t,  Info  re  mods  that  provide  addl  assurance 
of  safety  f,  reliability  of  automatic  transfer  circuits  b 
re-solve  concerns  of  UCS  allegation  Drawings  available  in 
Central  Files  only 
CflHILL.W  J   Consolidated  Edison  Co   of  New  York    BO/04/33   Bpp 

800  4  3  004  2  ?  Advises  that  all  necessary  procedural  revisions  tt  operator 
retraining  ra  replacement  of  certain  FoiBoro  iiOO 
tranBmi  ttaps  mill  be  completed  on  or  before  SO0701 
CrtHILLi  W  J    Commonwealth  Ediaon  Co    BO/Q4/23    3pp 


B00411003B  Responds  to  FOIA  request  for  Sandia  Labi  itudy  re  liquid 
affluent  pathway  at  facility  Rapt  is  undergoing  NfiC 
technical  review  prior  to  publication  Draft  end 
FELTON.J  H   Division  of  Rules  and  Records   80/04/02   lp 


8004300416  Forwards  application  fai  amend  to  License  DPH-26,  modify  ing 
Tech  Bpeca  to  reduce  min  renuired  RC8  flow  Jk  revlalns  Itmit 
for  total  nuclear  peaking  factor  Certificate  af  Svc  and 
CAHILLiW  J   Commonwealth  Edison  Co   BO/04/25   3pp 


--80041 10051  Draft  atudu  of  facility  liquid  effluent  pathway 
«   9andij  Laboratories   80/04/02   BOOpp 

8004380117  Forwarda  requoct  for  Info  noedad  to  continue  NRC  review  of 
util  B00311  Itr  re  control  room  habitabllity 
SCHWENCEn, A   Operating  Reactors  Branch  I    BO/04/04   4pp 

H0042901SQ  Forwards  initial  request  for  addl  info  re  upgraded  program  k 
procedural  QA  controls  resulting  from  analysis  of  TMI-a 
accident  Response  requested  within  45  days  after  receipt  of 
Itr 
8CHUENCER, A   Operating  Reactors  Branch  1    HO/04/OQ   7pp 

H004240480  Forwards  addl  info  ra  review  of  unresolved  safety  issues, 
trip  rent  of  Lessons  Learned  implementation  team, &  task 
action  plan  in  view  of  high  population  density  surrounding 
plants 
DEHTON, H  R    Offlc*  of  Nuclear  Reactor  Regulation   BO/04/0?   33pp 


— BO04300-1I9  Application  for  amend  of  License  DPR-26,  modi  fy  ing  Tech  Spat! 
3  1,3  10  ti  3  3  to  change  min  required  RCB  flow  ti  to  revise 
limit  for  total  nuclear  peaking  factor 
CAHIUL.W  J   Commonuioalth  Ediaon  Co   90/04/35   2pp 

— S004300423  Tech  Specs  2  1.3  10  i  3  3  for  safety  limits  i  limiting 
safety  sys  settings  >r.  control  rod  Si  power  distribution 
limits  Safety  evaluation  end 
*   Commonwealth  Edison  Co   BG/04/23   6ipp 

0004300411  Forwards  update  tq  util  791O16  Itr  re  degraded  grid  vottage 
&  adequacy  of  station  electric  distribution  sys  voltagas 
Comiputor  studies.as  modified  by  800225  discussions  lu/NRC, 
enc  1 
CAHILL.H  J   Consolidated  Edison  Co   of  New  York    QD/04/29   19pp 


— B0042404B6  Summary  of  Km tinohouie  Lesions  Learnad  team  B00124-2S  B(t« 
visit  re  itatm  of  Category  A  ImplemflnEatlon,  Attendance  It 
status  list*  end 
TELFORD.  JT   Safeguards  Standards  Branch    00/02/30   9pp 

— S00424QSQ7  Forwards  action  plan  developed  in  recognition  of  high 
population  dantltles  surrounding  *i tes 

DENTON-H  R,   Office  af  Nuclear  Reactor  ReguUtion   BO/02/21 
SOpp 

—  800424.0S1B  Discusses  Event  9  probabilities  Suggests  continuous 
monitoring  h  readout  capability  of  check  valve  position  & 
periodic  tests  of  liak  rate  mi**urements 
TAYLOR. M  A   Divtiion  of  Reactor  gafity  Research   BO/Ot/13   17pp 

BOO4250232  Forwards  status  af  unresolved  safety  issues  at  Indian  Point 
1  d  2. trip  repts  from  Indian  Point  &  ZIon  site  visit*, 
safety  evaluation  for  Leisons  Learned  requirements  at 
facilities. task  action  plan  &  facility  societal  riit  Info 
DENTON.H  R   Office  of  Nuclear  Reactor  Regulation   00/04/09   34pp 


8004240458  Forma  11  its  plane  re  i*ries  of  technology  «icfi*nga  meetings 
re  f«cllltiit'  accident  mitlnation  featurm  activity  Five 
meetings  suggested,  Recommended  meeting  schedule  tt  agenda 
lt*mt  encl 
BCHMENCEH.A   Operating  Reactors  Branch  1    80/04/10   ISpp 


DOCKETED  ITEMS 


8004090045   Foruarfls     IE   Circular    HO-05,     "Emergency    Dlasel    Generator 
Lubricating    Oil    Addition  6   Onstt*    Supply    "    No    urltt*n 
response    required 

GRIER.B   H        Region    1,    Ph  i  lade  Iptiia,    Office    of    the   Director 
00/04/01          Ip 


— B0043Q0390  Conveys    concerns    re    safety    &    health   risks    posod    by    plants 
&    lack    of    adequate    evacuation    plan    Urge*    NHC    to    respond    to 
UCB  petition 
ROSENTHAL,  B    8         House    of    Rep    ,     Foreign    Affair*         90/01/14          lp 


8004UO126  Forwards    IE    Info   Notice    00-13,     "GE   Ti|pe   SDM  Control    gwitches 
Defective   CAM  Followers    "   No    written    response    required 
CRIER,  B  H        Region    1,    Philadelphia,    Office   of    the   Director 
QO/O4/O2          lp 

9001240297   Forwards     IE    InFo    Notice    80-1-1,     "Safety    Suggestion*    From 
Employees    "    No  action   required 

QRIER,  B  H        Region    1,    Phi  ladalph  ia,    Office    of    the   Director 
SO/04/02         lp 


DOCKET    30-249    DRESDEN   NUCLEAR    POWER   STATION,     UNIT   3 

F      &ecurity<    medical,    emerge-ncg   b   fire    protection   plans 


B00424.O531    Forwards    sys    description  &  operating    instructions    for    NRC 
health   physics    telephone   netmorl    Bys    designed    for   use    during 
nuclear    Incident   or   Ad   Network    mag   alia    be   used    for    dally 
administrative   or    fnciimilie    traffic 
KEPPLEH.J  0       Region  3,     Chicago,    Office    of    the   Director        00/03/30 


8004190210    Forward*    IE   Circular   60-07,     "Problem*   W/HPCI    Turbine   Oil 
Sy-s    "    No    written    response   required 

ORlERpQ   H         Region    1'     Philadelphia,     Office    of     the    Director 
BO/04/03          lp 

BOO423O4O3    Far-nurds    IE    Bulletin   79-Q3A.     "Longitudinal    Weld    Defects    in 
ASME   SA-313,  Type   30-)   Stainless    Steel   Pipe   "    Action   required 
QRIEB.n  H        Region    1.    Philadelphia,    Office   of    the   Director 
80/04/0,1          10 

a004!tKJ12B    Forwards.    IE    Qutlelin   BO-OB,     "E.am   of    Containment   Uner 
Penetration   Weld*    "   Written   response   required 
ORIEH.D   H         Region    1,     Philadelphia!     Office    of    the    Director 
80/04/07          lp 


BQ0403017B  Forward  4   Figure  2-1    to    correct    omission  made    in   B00311    Itr 
re   evacuation   time    estimate*    for    facilitg   Figure  3-1    in 
Section  3  should    be    placed    in  Section   3 
PEOPLES.D  L       Commonwealth    Edison  Co        60/03/26       2pp 

6004220299    Informs    that   Unit    3   refueling    outage   began   &  uks    early 
&  uitll    end   approi    one   month    earlier   than    scheduled,  duo    to 
failure    in  recirculation   ey»    jet   pump    Completion   of    some 
fire    protection   mods  will    not    be   ponlble    prior   to    startup 
PEOPLES.  D  L       Commonwealth    Edison  Co        00/04/10        lp 

BOO  423  03  i  7    Forward  »    revised     security    plan    Raviiloni    withheld 
(ref     lOCFfia   7901 
PEOPLES,  D  L       Commonwealth    Edison  Co        80/04/21         IP 


R      Periodic     operating    reports    L   related    correspondence 


BQO-113Q599   Forwards    "Environ   Discharge   Monitoring    Rept    for  Mar    I9 
MONTI,  H   A         CaTiiolldated    Edison    CD      of    Neiu   York         80/04/10         lp 


— 80041SQ609   "Environ  Discharge  Monitoring    Kept    for  Mar    1990   " 
*       CDnsolidatei]    Edison    Co      of    Neu   Vork         90/04/10         ISpp 


0      Ad  jud  icatori;   correspondence 


8004030026  Memorandum  of    understand  ing    betueen  NRC  l>  FEMA  re    prompt 
Improvement    in   radiological    emer-jencg    planning   tt 
preparedness,  distrtbuted   a-a    Board   notification 
90S8ICK,L  V       Office   of    tJio   Executive  Director   for  Operations 
BO/04/02       34pp 


B004E10E53  Foruiard*   monthbg    ooerating   rept    for   Mar    19BO 

CAHILL,  W   J        Conialitfated   Edison   Co      of   Neu  York        flO/04/14 


~-B004210aSB  Monthlu    operating    rept    for  Mar    I960 
EICH,  £        Consolidated   Edison  Co      of  New  York 


QO/04/04       7pp 


B0042102i9   Foi-yards.    "Dailu   Counts    from   Intake  Screens, Har    1930."    re 
fiih    collections    Circulators    uer«    shut    duoin    for  rnanth    at 
Unit    1 
CAKILL,  U    J         Coniolirfafcad    Edicon   Co      of    Him   York         60/04/15         lp 

— 8004310376   "Daily   Counts    from   Intake  ScreensiMar    1960i  "   re    fUh 
collections. 
*      Consoliddted   Edison  Co      of   N«u  Vork        80/04/19        4pp 

a     Rtportibla   occurrenct*,     LEFts    &  related    carretpondince 

0001210840   PNO-77-172  on    770<)?t,  Unit*  S  (.   3  tripped    from    100  S.  91X 
pouer, respectively   Ceuied    bg    spurious    slgnali    In   reactor 
protection    sys   resulting    tram  electrical    disturbances    in 
Buchanan    substation  State    of    NY    informed 

HLIMOER,0    ,    MDLAH,  F   .    3HIE2EK,  J        Region    1,    Philadelphia,    Office   of 
the    Director        77/09/27        lp 


U,    Congressinnal/Elecutive  Correspondence 


80040B0193   Responds    to  79121B    1  ti-    re    fiocVUnd   Koailliation   for 
Survival    Itr   concerning    Dec    1979   public    meeting    on  emergency 
preparadneim   Period    of    public    comment    Uitid   until  NRC 
participants   had    llitened    to    all    spelters 

D1RCK8,  H   J       Office    of    the   Eiecutive   Director    for   Operations, 
BO/03/D5,       2pp 


P     Operating    licensa    stage  documents   i>  correspondenci 


8004080596  Forward*   corrected    Pages  SO  t  93    for  Licenses   DPR-19  Amend 
44  fc   DPH-2S  Amend   39  t.   cnrreetsrf  Pages   3   6/4  6-B  Ic  3  6/4  6-9 
for    licenses   DPR-29  Amend    33  &  DPR-30  Amend    90, in  r*»pontn 
to  791002   Itr 
1PPDLITO,  T  A       ajeratlna   Reactors   Branch    a        BO/013/20        3pp 

— 80040Q0310  Corrected   License   Pages   S3  tt   93   for  Amends   44  &  39    to 
Licenses  DPR-19  ti  DPFt-23,  respectively    tt  corrected    License 
Pagoi  3  6/4  6-2  Ei  3  6/4    6-9   For  Amends    S3  &  90  to   Licnnsei 
DPR-a1?  it  DPR-30,  respectively 
*      Operating  Reactors   Branch    3       BO/O2/20       Qpp 

DO 04 03 002 7   Submit «    Info   re>iu«*ted    in  B00201    Itr  re   seepage    from   plant 
cooling    lake. No    dike    stability,    or    integrity    concerns    have 
been    identified   No   effect    on    health   tt  safety   of   public 
Increased   surveillance    will    provide    info    to   evaluate    change 
PEOPLES, D  L       Commonwealth    Edison  CD        30/02/29        Spp 


8004070391    Discusses   NRC    761123  request    that   all   LU8    licensees   us 

higher    fission   gas    reloasa    For    fuel    burnupi   above  20.000 
HU-day   per  metric    ton  Responses    indicate    that   no    immediate 
licensing   action    is   required    for   operating    reactors 
IPPOLITO,  T  (i        Operatina   Roaetor's   Branch    3        BO/03/10        3pp. 

B00403O102  Forwards    "Nuclear    Data    Link    Specsi "    study    of    digit*! 
communication  sys    to    transmit    info    from    plants    to  Bethesda 
Operations  Ctr 
EI8ENHUT,  D  0        Division   or   Operating    Reactors        30/03/12,       Spp, 


—8004030110  "Nuclear   Data  Link   Specs 
*      Division  of   Operating    Reactors, 


80/02/21         28pp. 


B0040B020A  Discusses   7912IB  put-lit    meeting   on    emergency    preparednen 
Plane   should   be    arranged    to  allow  ample    tiro,    for   public 
comment    viewpoints    of    cftitens   with  tit   facility    vicinity 
appear    to   be   unimportant    to  NRC 
BTERH-L   »        Rockland   Mobil  I latJon    far   Survival        79/13/05        Spp 


B004 1 OO 102  Requests    controlled    set  of  PldDi    far   each    plant   Bubnittal 

should   be    foru*rded    to    attention  of   Region  3   Incident 
response    ctr   within  20   dags 

KEPPLER.J  0       Region  3,    Chicago,  Office    of    the  Director,       GO/03/20 


0004300293  Fo-ryarili    Congre*sman  Rneenthal    B001 1A    Itr  re    concern* 
falling  ulUfn  FR   900222   native   requesting    public    vteu*   on 
proceeding    t^sues 

DIRCKB.W.J        Office   of    the   Encutive   Director    for   Operations 
60/04/11         lp 


9004190316  Forwards   revised    pages    constituting   Revision    13   to  CE~1-A> 
QA  program  Revlilont   reflect    recent  organization   title 
changes 
HAUOHTQN.UF       Commnnuiej.1  fch    Edison  Co        80/04/02,       lp. 

— Q00415032B  Revised    pages   constituting   Revision    13  to   QA   program, 
Revisions  reflect   recent    orgeni lit  Ion* 1    title   changes 
»      Conmonuaelth   Edison  Co        CE-I-A  fi!3       BO/04/04        7pp, 
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BQO4290104  Forwards  request  far  info  re  turbine  disc  cracking  to  be 
supplied  on  schedule  that  mill  allow  review  prior  to  startup 
from  current  refueling  outage  Assessment  of  potential  for 
turbine  missile  damage  should  be  provided 
IPPOLITO.T  A    Operating  Reactors  Branch  3    BO/04/07    4pp 


B004300399  Notification  of  800416  iti 
discuss  jet  pump  beam  cracking 
HANNQN,  J  N    Operating  Reactors  Branch  3 


ting  u/util  in  Bethesda.MD  to 
SO/04/07    Ip 


B004140395  Advines  that  replacement  of  spring  safety  valves  iii/aafoty 
relief  valves  uiili  not  he  necessary  due  to  rec lass  I f icat Ion 
at  presaur i zat ion  transient  frequency  &  addl  measures  far 
prevention  of  premature  valve  actuation 
JAfJENCEK.R  F    Commonuiea  1  th  Edison  Co    80/04/08    2pp 

8004180217  Forwards  addl  InPo  re  failure  of  control  rods  to  insert 
fully  on  scram  In  response  to  NRC  800110  &  It  Itrs  Dresden  i 
experienced  no  control  rod  failures  in  197Q-79  Failure  at 
other  facilities  caused  by  leakage  past  uiorn  piston  seal  a 
JANECEK.fi  F   Commonwealth  Edison  Co   80/O4/14    lOpp 

8004180372  Fpruards  responses  to  questions  raised  In  NFIC  900407  Itr 
Responses  include  justification  for  startup  fr  opnration 
oj/ultrasonic  Indications  of  water  cutting  in  turbine  dish 
Evaluating  applicability  nf  any  turbine  missile  analyses 
PEOPLES.D  L   Commonwealth  Edison  Co   SO/04/I5   9pp 

8Q042504S7  Forwards  response  to  MURCQ-057B  &  "Design  Criteria  d 
Concoptual  Design  Description  for  Technical  Support  Ctrs  for 
Facilities"  for  review  Uttl  emergency  plan  will  be  submitted 
u/Lasalle  County  site-specific  emergency  plan 
PEOP1_E9,D  L   Commonwealth  Edison  Co   80/04/13   60pp 

— 8004350428  "Design  Criteria  fc  Conceptual  Design  Description  for 
Technical  Support  Ctrs  for  Facilities  " 

*  Bechtel  Poiuer  Corp   i«ubs   of  Bochtol  Corp  )    79/12/26   32pp 

8004230353  Outlines  addl  surveillance  to  be  implemented  per  900416 
, meeting  re  recent  jet  pump  failure  Daily  comparisons  mill 
be  made  of  jet  pump  flow  to  respective  rec irculation  pump 
sp*ad  i.  compared  to  expected  values 
PEOPLES.  D  L   Commonwealth  Edison  Co   BO/04/21    2pp 

0   Inspection  reports.  IE  Bulletin*  &•  correspondence 

8004070137  Foriuards  IE  Insp  Repts  90-010/79-23, SO-237/77-27  (. 
SO-H49/79-2S  on  791009  i  i  12B  &  notice  of  violation 
DAVIS,  A  B   Region  3.  Chicago.  Fuel  Facility  &  Materials  Safety 
Branch    HO/02/12   2pp 

—8004070162  Notice  of  violation  from  insp  on  791009  &  1129 

*  Region  3,  Chicago,  Office  of  the  Director   00/01/31    Ip 

-- -9004070166  IE  Insp  Repts  30-010/79-33. 30-337/79-2?.  i  30-H49/79-S5  on 
791009  ti  1128  Noncompl  lance  noted  radioactive  matl  shipment 
record  not  utilized  for  raduiaste  shipment*  made  790101-112B 
OREQER.L  n  i  FISHER,  W  U   Region  3.  Chicago,  Office  of  the 
Director   80/01/31    7pp 

8004040198  Forward*  IE  Insp  Repts  30-010/80-01, 30-237/80-01  i 
30-249/00-01  on  B00108-09  No  noncompliance  noted 

FIQRELLIiQ.   Region  3,  Chicago,  Reactor  Construction  &  Engineering 
Support  Branch,   BO/02/I6   2pp 

--BQ0404Q199  IE  Insp  Repts  HO-010/80-01 , 90-237/80-01  t  BO-249/SQ-01  on 
8001 OB- 09,  Mo  noncompliance  noted  Major  areas  impacted, 
emergency  diesel  generator  mod*  b  mod  of  electrical 
muiptn<nt  !••  ieEE-279  compliant" 

HAVES,  D  W   Region  3,  Chicago,  Reactor  Construction  tt  Engineering 
Support  Branch   HUGHES. J   Region  3>  Chicago,  Office  of  the 
Director,   80/03/09   5pp 

8004100140  Forward*  Waste  Packaging  Insp  Rept  79-07A  on  791212-13  No 
noncompl  la  no  noted, 

DAVIS.A  B   Region  3,  Chicago,  Fufl  Facility  tt  Materials  Safety 
Branch    BO/Q2/23   Bpp 

—9004100409  U*st>  Packages  Insp  Rept  79-07A  on  7ftSlK-l3  No 

noncompl iance  notad  Major  area  inipected  compliance  ui/DOT  d 
NRC  regulation*  including  shipping  paper  requlreinenti. 
radiation  levtls  S>  DOT  labeling 

POTTER,J  P  r  PEERY.W  W  ,  UOODRUFF.fi  L   R.oton  3,  Chicago,  Fuel 
Facility  ti  Materials  Safety  Branch,   BO/02/82   App 

QQ041Q0424.  FoTU«rd*  IE  ln*n  Rapt*  gQ-010/SO-03,  SO-237/BO-03  t, 
30-849/80-03  an  B00107-0201  No  noneompHane*  noted 

HETBHMAN,  R.F   Region  3,  Chicago,  Reactor  Op*f«tioni  Nuclear  Support 
Branch   BO/02/26   2pp 


~a00410043a  IE  Insp  Repta  50-010/80-03,60-237/60-03  it  50-249/BO-03  on 
QQ0107-0301  No  noncomp 1  lance  noted  Major  areas  inspected 
maint  activities,  plant  ope rati on i, physical  protaction, 
safety-related  sijs  surveillance  imp  follouup  (-  refueling 
BAFIKEfi,  J  L  ,  TONOUE.  T  M  ,  SPESSARD.  1  U    Region  3,  Chicago,  Off  lea 
Of  the  Director    80/03/22    7pp 

B00410011S  Foriuarifa  IE  Info  Notice  80-08,  "States  Co  Sliding  Link 
Electrical  Tormina!  Block  "  No  specific  action  or  response 
required 

KCPPLER.J  0    Region  3,  Chicago,  Office  of  the  Director    00/03/07 
IP 

8004100119  Ack  receipt  of  800304  Itr  informing  HOC  of  atepa  taken  to 
correct  violations  noted  in  IE  Insp  Flepta  50-010/79-23, 
50-237 / 77-27  tt  50-349/79-23 

DAVIS, A  B    Region  3,  Chicago.  Fuel  Facility  6  Materials  Safety 
Branch    80/03/20   2pp 

— B00410012S  Responds  to  NRC  800312  Itr  re  violations  noted  In  IE  Insp 
Repts  50-010/79-33,50-237/79-27  &  50-249/77-25  Corrective 
actions  informed  personnel  ro  cost  eitimata  change  order 
requirements 
PEOPLES.D  L    Commonwealth  Edison  Co    80/Q3/04    3pp 

B004I40119  Forwards  response  to  IE  Bulletin  80-03,  "Loss  of  Charcoal 
from  Std  Typo  Il.Tuio-tnch  Tray  Adsorber  Cells  "  Visual 
eiaminatlon  determined  that  contact  between  casing  %  screen 
li  adequate  to  prevent  charcoal  granule  escape 
PEOPLES, D  L   Commonwealth  Edison  Co   90/O3/20   Spp 

80040400H  Forwards  corrected  Uaste  Packaging  In«p  Rept  79-07A  Requests 
that  rept  sent  on  800222  be  destroyed 

BAVIB.A  D   Region  3.  Chicago,  Fuel  Facility  &  Materials  Safety 
Branch    BO/03/21    Ip 

— 8004040019  Foruards  corrected  l-Jaste  Packaging  Inap  Rept  79-07A.  on 
79121B-13  No  noncompliance  noted 

DrtVIS.A  D   Rcoion  3.  Chicago,  Fuel  Facility  (•  Materials  Safety 
Branch   BO/02/32   Spp 

—8004040033  Corralled  Waate  Packaging  Insp  Rept  77-07A  on  791213-13  No 
noncomp  1  lance  noted  Major  areas  impacted  shipping  paper  Ii 
placarding  requirements, rad lation  level s,  removah U 
contamination  &  package  external  feature* 

POTTER- J  P  ,  PEERV,  W  W  ,  WOODRUFF,  R  I-    Region  3,  Chicago,  Fuel 
Facility  b  Materials  Safety  Branch   BO/05/22   7pp 

8004300944  Forwards  IE  Inap  Repts  50-010/BQ-Q4,  50-237/80-04  t- 
30-B49/BO-04  On  800330-22  d  26  fr  notice  of  violation 
DAVIS,  A  0    Region  3,  Chi  (.ago,  Fuel  Facility  h  Materials  Safety 
Branch    BO/03/31    2pp 

— 'BQ043003'1B  Notice  of  violation  from  Insp  on  800220-32  &  36 

*  Region  3,  Chicago,  Office  of  the  Director   BO/03/11    Ip 

—  BOQ43003S5  IE  Insp  Repts  90-010/30-04,  5Q-237/&0-04  t  50-2-19/00-04  on 
BOOS20-23  fc  36  No  noncompliance  noted  Major  areas  Inspected 
internal  audl tsi  1 ic ensee  coordination  u/offsite  support 
agencies  &  review  of  emergency  drills 

ESSIG,  T  H  ,  DESTMANN,  M  J  i  MAT8QN.  E   Region  3,  Chicago,  Office  of 
the  Director   80/03/11    lOpp 

B004150159  Forward*  IE  Info  Notice  BO-12,  'Instrument  Failure  Causes 
Opening  of  PORV  «t  Qlock  Valve  "  No  spscific  action  or 
response  necessary 

KEPPLER.J  0   Region  3r  Chicago,  Office  of  the  Director   BO/03/31 
Ip 

BOD40B06B6  Foruards  IE  Circular  00-OSi  "Emergency  Diesel  Generator 
Lubricating  Oil  Addition  fc  Onsite  Supply  "  No  written 
response  required 

KEPPLER.J  0   Region  3,  Chicago.  Office  of  the  Director    BO/04/01 
IP 

B0041B0014  Forwards  IE  Info  Notice  80-13,  "OE  Type  SBM  Control  Switches 
Defective  CAM  Followers  "  No  specific  action  or  response 
required 

HEPPLER,J,  0   Region  3,  Chicago,  Office  of  the  Director    SO/04/02, 
IP 

B0041S0030  Forwards  attachments  to  IE  Circular  BO-03,  "Protection  From 
Toxic  Oas  Hazards,  "  inadvertently  omitted  from  900306 
transml tfcal 

KEPPLER.J.O   Region  3,  Chicago,  Office  of  the  Director   80/04/02 
IP 

Q004220093  Forwards  IE  Info  Notice  BO- 14,  "Safety  Suggestions  From 
Employees  "  No  action  required 

KEPPLER.J  0   Region  3'  Chicago,  Office  of  the  Director   80/04/02 
IP 


DOCKETED  ITEMS 


80O422Q334   Forward!    IE    Circular    BO-O7,     "Problems   W/HPCl    Turbine    Oil 
Sys    "    No   written    response    required 
KEPPLER.J   0         Region    3,     Chicago.     Office    of     the   Dir-sctor         80/04/03 


3004110025   Forwards    IE    Bulletin   90-O7,     "SIM    Jet    Pump    Assembly    Failure 
Written    response    required 
KEPFLER.J   8         Reffion    3,     Chicago.     Office    of     the   Director         90/04/07 


— -80040801163  Updated    LER    BO-030/O3X-I    on   791110,  during    scram   testing    in 
refuel   mode,  subs  tani  lal     lass    of   position    indication   noted 
for    contrnl  rod    drivolina   H-9   Caused   bg    Improperly    seated 
socket, suggesting    faulty    electrical    pin-socket   alignment 
»      Commonwealth    Edison    Co         BO/03/36         Ip 


B004QBOS52   ForiuariJs    LER    aO-011/03L-Q 

STEPHENSON,  I)  u        Co»raon.uea  1  th   Eifison  Co 


BQOAS3033A   Forwards.    IE    Bulletin  79-O3A.     "Longitudinal    Weld    Defects    In 
A9ME  SA-313.  Type    30-1    Stainlen    Steel    Pipe    "   Action    required 
KEPPLER.J   Q        Resinn    3,    Chicago.    Office-   of    the   Director        80/04/07 


— 80040B0561    L6R    BO-OS  1/03L-0    an    S00305i  whl  lo    conducting    steam    Una    area 
temp    suitch  calibr    l  urve i 1 lancii temp    switch   TS  3-SAI-I7B 
tripped  above  TocN    Specs   Caused    bg   dirt   deposits   on    switch 
actuation    plunger    Switch    q leaned. ad  justed   &   teitid 
aPEfinOFF,Fl        Commenu/ealth    Edlion    Co         80/03/28         Ip, 


BQ012200i9   Forwards    IE    Bullotln   90-OB,     "Eran   of    Containment    Liner 
Penetration  Wfi  I  d  i    "    Written    response    required 

KEPPLER.J    O         Region    3,     Chicago,     Qffite    of    the   Director         BO/04/09 
IP 

BQ042BOi2B  Forwards    revised    Pages    3   t.   5   li    omitted   Page   4    to    IE   Imp 
Rupta    50-010/BO-O9,  50-337/BO-05.  BO-a49/aO-OD,  &0-2H4/60-OS   t, 
5Q-2£>5/BO-aB 

FJQRELLI.Q        Region   3(     Chicago.     Reactor    Construction   Si  Engineering 
Support    DrancPi        BO/04/09         Ip 

—  8004290634    Revised    Pages    3   t    5   *    omitted    Page    4    fco     IE    Imp   fiept-s 
50-010/BO-OS.  50-337/60-03,  50-249  /BO-OS,  30-254/80-05   t. 


»      ftogion   2.     Atlanta,     Office    of    the    Director         80/04/09        3pp 
R      Periodic    operating    reports    &   related    c  orrBipondsni  B 


8004210266  Forwards  LER    BO-O12/03L-0 

STEPHENSOMpD  D        Comroonuiea  1th   Edison  Co 


IP 


— BOQ42103Ba  LEF1   BO-012/O3L-D   an    800313,  during    refuel  infl.  futl    pool 
radiation   monitor    (AHM)    channels   A  t  B  t   riactor   bldg   Vint 
AIM  channel   A  tripped    above   Tech   Spec    Caused   by    s»tnoint» 
drift 

Cammonwaal th    Edison   Co        BO/04/09        Ip 


S004S20693  Foruai-ds  LER   6O-015/01T-0 

STEPHEN90N!  C  D        Commonwealth    Edison  Co 


90/04/10        Ip 


— B00422O700  LER   BO-015/OIT-0    on    B0040Si  during    refuel lng< reactor   uater 
clsanup   mechanical    inuhber    found    fully   retracted   Caused    by 
mater    hammer   Remaining    cleanup    uieldi    In  uield   pen*tr«nt 
tested   Affecttd    pipe    lection    to   be  replaced    before   * tart up 
BPERROFF.Fi        Commonuejlth    Ediion    Co         GO/04/14         9PP 


3004140330  Foriuarda    "Raduaste   4  Environ   Monitoring   Annual  Rept    197? 
STEPHENSON,  0    0         Commonwealth    Edi-son    Co         90/03/19         Ip 


3004390432   Forwards   LER   SO-Q13/03L-0 

BTEPHENSON.D  D        Connnoiwealth    Edison  Co 


eo/04/as      IP 


—  900*140310    "Hadumsto   !•    Environ   Monitor-Ing   Annual    Rept    1979  " 

KQHUK  A   ,    CHAKDRASEKARAN     £berline    Instrument   Corj        BO/03/31 
•JIpp 

60-04150393   Forward*    monthly     operating    rapts    far    Mar    1980 
STEPHENSDN,  B    B        Commonuiealth    EdiBon  Co        BO/04/10        Ip 


— 9004IS03B7   Monthly    operating    rBpts     for   Mar     I9BO 

C1EB1KIEUICZ,  B         Comnionuiaal th    EdllDn   Co         00/04/01 


— SOQ4S'704a<?  LER  BO-013/03L-0  on   8003SQi  during    performance    of   LLRT   on 
D    Peed water  outboard    chack    valve   3'S3Q-bSB, measured    leakage 
recordod    tn  eicess    of    limit   Caused   bg    worn   seat/disc 
assembly   pins   Assembly    mplacsd   t  waive   reteited 
DUHDAR,J  F       Commonwealth   Edison   CD        80/04/23        Ip, 


DOCrtET    3O-290    TURKEY   POINT   PLANT.     UNIT   3 

F      Securltiji    medical'     emergency    It    fire   protection   plant 


S      Reportable    occurrencas.    LERs   tt  related    correipandBnce 

B004030110  Pf,'Q-lII-BO-051    CT.   800314.  u  Itrasonl  e    testing    performed    on 
3D)   jet    pump    holtfdoun   beam   assefflbllev   at   Unit   3  Pump  a 
Si  3i  9.  1  1    &  2O   beam   Indies  t  ions    ranged    from    greater    than  d 
mil)    to    appro*   20  nils   Pump   u/largest    indication    removed 
CHSISSQTIMQB.N   .     BARKER.  J   L   ,    BPESBARD.R  L        Reoion   3,    Chicaoo, 
Opfie*    of    the    Director        BO/03/17        Ipp 


BD04020309  Fortfar 
6TEPHEN30N,  D    B 


s   LE(t  9D-001/03L-0 
Comnonmea  1  th   Edison   Co 


—  8004020310  LER    BQ-CQ9Y03L-O  on  B00306.  during   pofualing    out  agin  ivh  i  le 
performing    UPC  I    logic    tustii  injection   valve   MQ  3-1  3Q1-22A 
failed    to   open   Caused    by    laote   ulre    on    terminal    block    in 
MCC-3-S-7  due    to   stripped    brast    ftcreu 
ZrHHAS,KR        CommonuBoltJl    Edison   Co        80/03/29        Ip, 


6004030271   Notifies    that   NRC    review  of   utll    «afeeitards    contingency    plan 
complete  Foruardl   comments    indicating  need    for  addl    info 
Comments   withheld    Cref    1OCFR2   790) 
SCHUENCER,fl       Operating    Reactors    Branch    1        BO/03/10        2pp 

8004070179  Summary    of  SOQ227   meeting    u/uti  1   re    emergency    planning, 
OROTENHU18,M       Dpsratlng   Reactors   Branch    1        80/03/19        3pp 

—  3004070103  Notification    nf    600337  fc  SB  meeting   u/FEHA  fc   utll    in 
Komeiteadi  FL  re   emergnncu,    planning   Proposed    agenda   b   press 
release   enc  1 
ROE.J  U        Emergency    Preparedno»*    Ta»V    Force        80/02/07.       4pp, 

50040^0273  Summary   of  600227  meeting   u/uti I    to   discuss  000215  draft 
update    of   emergency    plan    for    facilities   Plan    should   be 
updated    to   comply  w/NUREO-0654    by   Q00331 
GROTGNHUlBiM       Operating   Reactors   Branch    1        BO/03/19,       3pp 


B0040Z0363  Fopwjr 
STEPHENSDMiD   B 


s   LER    90-OOa/03L-0 
Commonuea  1  th    Edison  Co 


SO/03/2S        Ip 


— B0040303A7  LER    BO-OOB/031,-0   on  B00307.  during    refueling    outage  uhiie 
performing    temp    suited   calibr    sur vel 1  lance,  three    temp 
luitiches    Failed    to    trip    p«r    speci    Caused    by    dri  f  tj  eicess  Ive 
gup    between   actuator    fe  switch    plunger   or    dirty    contacts. 
*      Commonuaaltfi    Ediion  Co        60/03/25        2pp 


B0040H0332  Forwards   LER   80-010/O3L-0 

BTEPHENSDN.B   Q        Commonuieal  th    £dlion  Co 


00/03/26        Ip 


—8004020337  LER   BO-O1O/03L-0  on  BQ03O1,  dur Ins    iJiUtfloun. uihtle  perfot-mlng 
EELC   relief   valve  setting    test. relief  valves   RH    1 10SA  &  19 
actuated    above    Tech   Specs   at    1>  529-  asiig   i,    1,530  piigi 
respectively,  Caused   by    setpoint   drift 
MACROWtR.A        Commonuiealth   Edison   Co,       80/03/S6        Ip. 

8004090496  Forwards    update-d   LER   79-030/O3X-1 

BTEPHiEN8DN,  B    3        Commonma  I  th    Etfison   Co        80/03/26        IP 


— 3004070277  Forward*   proposed    agenda   tf  press   releati    for   800227  meeting 
u/utll    to   reviiu   eenergancy    planning 
ROE.  J  W       Emergency   Preparednass    Tall   Force,       BO/ 02/07        4pp 

0004290077  Foruards    Fir*    protection   revleur  of    utll    design   details,  NRC 
positions   re    fire  protection    program  &  status    table  re 
resolution  of   Incomplete    Items    Response   uittiin  SO  dags 
requested 
8CHUENCER,  A       Operating    Rojctori   Branch    1,       80/04/03        &pp 

— B0042900S1    "Staff  Position!    on   Fin   Protection  Program-"   Status    of 
resolution   of    incomplete    items,    and 
*      Commits  ion        BO/O4/03         14pp 

B004190519    Informs    that    response    bo  NRC  B0031O    Itr   re   safeguards 
contingency    plan  will    ba    sent    by    800618.  Extension  required 
due    to    corapleilty   of   matter   b   delays    in    coordinating 
response   u/outslde    agency   personnel, 
UHRIO.R    E       Florida   Pouer-  *c  Light   Co       BO/04/11         Ip 


DOCKETED  ITEMS 


43 


G  Ad jud icatory  correspondence 


J   Insurance  fc  indemnity  information 


5004070051  Order  granting  withdrawal  of  DA  Marshall  as  counsel  for 
intervenor  in  amends  to  OL  proceeding  re  steam  generator 
repair 
»   Atomic  Safety  arid  Licensing  Board  Panel    80/03/06    Ip 

BOO 408023 9  Motion  to  amend  contentions  re  proposed  amend  to  PL  to 
permit  steam  generator  repairs  Questions  safety  of  ttorago  t< 
other  unrevioiued  safety  matters  Certificate  of  Svc  i  prof 
qualifications  enc  1 

HARNAQE,  H  H  .  CHONIN.  N    Oncavage, Mark    HAflNAOE,  H  M    Harnage.H  H 
BO/03/11    2Bpp 

BQO42400S6  Motion  to  amend  Contention  1  to  include  Contention  IB  Util 
application  for  OL  amend  involves  matl  alteration  of 
facility  Alteration  requires  CP  pi  lor  to  Issuance  of  amend 
CP  requires  preparation  of  E1S  Certificate  of  Svc  encl 
ONCAVAQE.M  A   Oncavage,  Mark    HARNAOE,  H  H   Harnaoe, H  H   CHONIN,  N 
Chonln.N   BO/O3/11    29pp 

8004170330  Forwards  util  800310  Itr  re  a  team  generator  repair, in 

response  ta  NRC  791119  1 tr  to  fntervenor  Certificate  of 
Svc  encl 
COLL.N  A   Steel,  Hector  t>  Davis    60/03/31    4pp 

H0042404S4  Response  to  intervenor  motion  to  amend  contentions 
Intervenor  proposes  to  amend  Contention  I, solely  related  to 
preparation  of  EIS, rather  than  add  Independent  contention 
Contention  1  rendered  moot  H/Certlf ieate  of  Svc 
REIB.H  F   Florida  Pouier  «  Light  Co   RE1S.  H  F 
Louienstaln, Newman, Fiois,  Aielrad  b  Toll    80/03/56    12pp 

S0040B06S4  Response  In  opposition  bo  intervenor  800311  motion  leaking 
amend  of  admitted  contentions  EIS  re  steam  generator  repair 
amend, U  being  prepared  Factors  re  nontimoly  filings  are  not 
addressed  in  motion  Certificate  of  Svc  encl 
QOLDHERO,  B  C   Hearing  Branch  2   00/01/01    3pp 

B00411QS29  Forwards  Mar  19BQ  "Steam  Generator  Repair  Rapti  "  Revision  7 
(.  util  B0032B  transmittal  Itr  to  DO  Eisenhut  re  proposed 
amend  to  OL*  to  permit  steam  generator  repairs  by  pipe  cut 
approach  Certificate  of  Svc  encl 
REIB.H  F.   Lowenstein, Newman, Reis.Melrad  <•  Toll    BQ/04/O1 


— 8004110333  Forwards  Mar  1*700  "Bteain  Generator  Repair  Sept. 
Major  change*  cover  lower  assembly  removal, dose 
calculations,  steam  generator  disposal  J<  return  to  ive 
testing  Affidavit  encl 
UHRIO.R  E   Florida  Power  8,  Light  Co   80/03/20   3pp 


3pp 


Revitlon  7 


B0040902B1  Forwards  Endorsement  43  to  MAELU  Polity  MF-5S 

F I  ELDER,  J   Marth  t,  McLennan,  Inc  ,  M  (.  M  Nuclear  Consul  tan  ti,  !nc 
Dlv    BO/03/31    3pp 

Q0042B0449  Forwards  Endorsement  93  to  NEL1A  Policy  NF-1B5 

FIELDER,  J   Marsh  «,  McLennan,  Inc  ,  M  i  H  Ngc  1  ear  Consu  Itants,  Inc 
Olv    BO/O4/21    Ip 


P   Operating  license  stage  documents  If  correspondence 


8004030102  Forwards  "Nuclear  Data  Link  Specs,"  study  of  digital 
communication  sys  to  transmit  infa  from  plants  to  Hethesda 
Operations  Ctr 
GIBENKUT.D  0    Division  of  Operating  Roactors    BO/03/12    5pp 


— 8004030118  "Nuclear  Data  Link  Specs 
»   Division  of  Operating  Reactors 


2Bpp 


BO0409Q166   Forwards   Amends    93   t-    45  to   Licenses    DPR-31    fc   DPR-41. 

respective  lyi  safety    evaluation   'j  notice   of    issuance  & 
availability 

SCHWENCEH.A         Operating    Reactors  Branch    1         BO/O3/12         Spp 

— a004Q9016<?   Amends    S3   !•    45    to    Licenses    DPR-31    t>    DPR-41,  rospeclively, 
increasing    min    low-low   generator   uater    level    reactor    trip 
point    from   SX    to    15X    of    narrou   range    instrument    scale 
SCHWENCEH.A         Operating    Reactors    Branch     1         0O/03/12         App 

— E5004O90170   Safety    evaluation    supporting    Amends    S3   t   43    to    Licensas 
DPR-31    (-   DPR-41, respectively 
«      Office    of    Nuclear    Reactor   Regulation         80/03/12         ?pp 

•~8OQ4Q'?0!74    Notice    of    Issuance    b    availability    of    Amende    53   &    45    to 
Licenses    DPR-31    i  DPR-41 ,  respec  t  ive  lij 
SCHUENCeR,A        Operating   Reactors    Branch    1        SO/03/12        3pp 

6001040179  Forwards   Amends    54  !.  46  to   Licenses    DPH-31    t  DPfi-41 

respect! velui  lafettj    evaluation   &  notice   of    Issuance   d 
availability 

BCHHENCER,A        Operating    Reactors  Branch   a        BO/03/13       2pp 

— B0040401B3   Amonds    94    tt    44    to    Licenses    DPR-31    d    DPR-41    respectively, 
incorporating    results    of    revised    ECCS  analysis    for   steam 
generator    tube    plugging    level    of    33V- 
6CHWENCER,  A         Operating    Reactors    Branch    2         BO/O3/13         9pp 


— B00411033A   "9t«am  Generator    Repair   Rept, ' 
»      Florida  Power   tt  Light   Co        BO/O3/31 


Revision   7 
HIPP 


3004030024  Himorandum  of    understand itiB    betuien  NRC   S«  FEMA   re    prompt 
Impraviment    in   radiological    emergency    planning    & 
preparedness, dlitributed    as   Board    notification 
OQBBICKiL   V        Office    of    the   Executive    Director    for   Operations 
80/04/02        34pp 

B004QB03SO  Requests    temporary    suspension    of   300301    petition    for    leave 
to    Intervene, pending    Informal    resolution    of    safety    Issues   re 
time   intensions    between    steam  generator    insps    Provides    list 
of    terms   b  questions    for   NRC    review 
ONCAVAOE.M.  P        Oncavage.Mark        BO/04/05        5pp 

aOO4ai012B  Order   dlsimisiing    intervonor   M  Oncavage   B00311    motion    to 
amend    contentions. as   moot. NRC  will    Issue   EIS, re    propoiad 
ita«m  generator   repair, In    compliance   u/Commlssion   500304 
nrdir   ti  ai    fulfilment    of    relief    sought    b<j    infrvenor, 
DOWERS, E.  B        Atonic   Safatv    >nd    Licensing   Board   Panel        60/04/09 
4pp. 


M      Qener«l 


ipondence 


8004070433  Requests    info   r*    public    meeting    orlginallu    icheduled    for 
S0010S,  Reiterates   7708SO   request    to   make    tt*t»ra«nt    re 
radioactive    leaks   Request*    placement    on   mailing    list 
SCHERA.L        Affiliation   Unknown,       BO/03/1?        Ip 


I      Financial    information 


BO04tS040i  Foruiardi   Annual    Financial    Rapt    If7f 

UHRIO,  R   E        Florida.  Power    t  Light   Co        80/04  /OS        Ip 


—  9004190411    Annual    Financial    Ropt    197? 

»      Florida  Power   fr  Light  Co,       00/03/08        7Hpp 


— aOQ4Q401B7   SafetiJ    evaluation    supporting    Amends    54   t-   46    to   Licenses 
DPR-31    <-   DPR-4J    respectively 

*  Office    of   Nuclear   Reactor  Regulation        60/03/13       6ap 

— S004040190  Notice   of    issuance   &  availability    of   Amends   51   I    46    to 
Licenses    DPR-31    (•  DPR-41    respectively 
SCHWENCER.A        Operating   Reactors    Branch    i        80/03/13        Spp 

000-1110093  Summary    of  BOO 3 04  meetings   u/util   &  Uesttngbouse    in 
BethesdaiMD   re    steam   generator    imp    <i   plugging    program 
OROTENHUIS,  M        Operating    Reactora    Branch    1        GO/03/13        17pp 

S004140120  Summary    of  B003Q4   meetinfl    ui/util    &  Westinghouse    re    steam 
generator    Insp   &  plugging    program    Util    presented    scheduling 
considerations   1.   technical    basis    for    operation   until    BOOS01 
OROTEKHUIS.M        Operating    Reactors    Branch    1        BO/O3/13       20pp 

8004240SS1   Forwards   Amends    33  t   47    to   Licenses   DPR-31   fc  DPfl-41. 
raspective  ly,  safety    evaluation   Si  notice    of    issuance   & 
availabilty 
BCHHENCER.A        Operafcinj   Reactors    Branch    1        BO/03/14        Spf 

— B004340263  Amends   55  fr   47    to   Licenses    DPR-31   h  DPR-41. respect! vel y , 
Incorporating   neui  limiting   conditions   for  operation  B> 
surveillance    requirements    re    loiu    temp    reactor    vessel 
overpressure    protection   sys    Installed    in   both    units 
SCHWENCER,A        Operating    Reactors    Branch    1        BO/O3/14        14pp 

— 8004240276  Safety    evaluation    supporting   Amends    5S   i  47   to   Licenses 
DPR-31    l<   DPR-41,  respectively 

#  Office   of  Nuclear   Reactor   Regulation        BO/03/ H        14pp 

— 80O42402B3  Notice    of    Issuance   &  avallabllty    of   Amends   55  &   47    to 
Licenie*   DPR-31    fc  DPR-41,  respectively 
eCHUENCER,A        Operating    Reactors    Branch    1        BO/O3/14        2pp 


44 


DOCKETED  ITEMS 


B0041002iH   Forwards    Amends    96    8.    flB    to   Licenses    DPR-31    fc    DPR-41 
riipettively, safety    evaluation    i    notice    of    issuance 
&    availability 
SCHWENCER.rt         Operating    Reactors    Branch     1         80/O3/21         2pp 

—8004100275  Amends    5t  S.    48    to   Licenses  EPfl-31    !.  DPR-41    respectively, 
revising    reactor    coolant   pressure-temp     limits    to 
account    for    neutron    irradiation    Induced    increases    In 
reactor   vessel    nil    ductility    temp 
SCHUENCEn.A        Operating    Reactors    Qranch    1        80/03/21        9pn 

—  8004100381    Safety    evaluation    iuppnrting    Amends    5A   *.   49    to   Licenses 
DPR-31    !<    DPR-41     respectively 
»      Office    of    Nuclear    Reactor    Regulation         BO/03/21         3pp 

— B0041002H4   Notice    of    issuance   &   availability    of   Amends   56  U   48    to 
Licenses    DPR-31    t,    DPR-41    respectively 
BCHWENCER.A         Operatina    Reactors    Branch     I         BO/03/21         2pp 

BQ04Q10210   Forwards    "Steaii   Generator    Repair    Rept,  "    Revision   7    re    lower 
assembly   removal . dose    calculations, steam   generator   disposal 
I*   rsturn   to    svc    testing 
UHRIG,  R   E        Ftonda    Power   tt  Light    Co        60/03/29        3pp 


— -8004230026    IE    Insp    Repts    SO-250/BO-O5   >j    50-251/80-05    on   B00205-07    No 
noncompllancB   noted   Major    areas    inspected    pipe    support 
baseplates   b   safety-related    piping    su,s   per    IE  Bulletins 
79-02  k  79-14.    respectively 

HERDT,  A   R         Region   S,     Atlanta,     Reactor   Con-struction    b   Engineering 
Support  Branch        AND,  W  P        Region   3.    Atlanta,    Office    of    the 
Director        BO/02/20       flpp 

0004230026    IE    In»P    Repti    50-250/00-05   t    5O-251/80-05    on    800205-07   No 
noncompl iance   noted   Major   areas    inspected    pipe    support 
baseplates  &   safety-related    piping    sys    per    IE  Bulletins 
79-02  <-  79-14,    respectively 

HEFIDT.A  R        Region   Si    Atlanta.    Reactor    Construction   &   Engineering 
Support    Branch         SO/02/2O         4pp 

B004OS0279  Summary    of    telcon  uj/We  stinghouse   !c  FL  Power   fc  Light    re 
turbine   rotor    insp    Insp   revealed   one    crack    in    lou  pressure 
rotors  Data    is    In   part   proprietary   &   mill    be    transmitted 
separately    Insp    still    in    progress 
GROTENHUIB.M        Operating    Reactors    Branch    1         80/03/12,        3pp 

BQ043B0115  Forwards    IE   Insp   Repts    50-250/BO-06  b   50-H51/BO-06  on 
B00204-0>7  No  noncompl  iance   noted 

LEUIS-R  C        Region  2.    Atlanta,    Reactor  Operations   Nuclear   Support 
Branch        80/03/13       2pp 


—  B004OI02H    "Steam   Generator   Repair   Hept.  ' 
*      Florida   Pouior    fc   Light   Co         BO/03/31 


Rev  is  1  on 

ISOpp 


6004030289  Rejponds    to  NRC   B0032Q    Itr   re    implementation    of   short-term 
Lessens    Learned    requirements    9upp  1  emonta  1     info    re    direct 
indication    of   valve    posl  tton.  subcool  ins    meter^  c  onta  tnment 
isolation  i   plant    shielding    ro-view   end 
UHSIO,  R  E        Florida   Power   ><  Light   Co        BO/O3/20        llpp 

S0040B0452  Provides    respouse   to   NUREO-0570,  short-term   requirements   re 
lubcoo  lad   margtnp  p  lanl    shleliling   Teviou  ti    technical    support 
ctr    data   dlsplau    Detailed    infd    on   ability    of    digital    data 
processing    sys    to    supply    subcaoling    data    end 

E        Florida    Pocuer   t  Light   Co        80/04/04        6pp 


80042SOD£3  Forwards    evaluation   of    licensee   compliance   u/Categorij   A  of 
NRC    recommendations    resulting    from   TMI-2  Lessons    Learned 
Util    has    satisfied    ill    Cateoory    A  veq.uiromenti  Attendee    list 
for    NRC   300117-1B    site    visit    el>cl 
SCHHEHCER.A        Derating    Reactors   Branch    1        BO/04/07        ISpp 

SOOit2B0177    Approves    one-month    eitonaion   of    1979-BO    liCEnsod   oonrator 
renualif  ication  program 
COLLINS,  P   F        Operator   Licensing    Branch        SO/04/08        lp 

B0042BO2if  flesponds    to  NRC    S00410    Itr   requesting    that    info  re    uio  of 
NUKEM   750   be    provided    by    &0053O    Technical    baiit    for    use    of 
NCKEM  75tt  as    qualified    caulk    requested    from  Ameron    Info  mill 
not    be    available    bv    800330.  Submit  Sal    erpected    BO  0730 
UHRIOrR   E        Florida    Power    t.  Light   Co        BO/04/aa        lp 

0      Inspection  veporti*     IE  Bulleti-ns   &  corrasp  ondenc  e 

B0040903'l'l    Foruarrfs    IE   Bulletin  flO-03,     "Loss    of    Charcoal   From  Std    Typo 
II.  Tiuo-InchrTTaY   Adsorber   Cells    "    Actle-ti  required 

O'REILLV.  J  P        Region   S,    Atlanta,    Office    of    the   Director       EJO/02/06 
Sff 


— 8004280125    IE    Tnsp   Rnpts    90-250/BO-06   fc    50-251/00-06    on    B00204-07   No 
noncompliance   noted   Major    areas    inspected '  -areas    of    small 
break    loss   of   coolant    procedures   b    training 

MARTIN. R  B       Region  2,    Atlanta,    Reactor   Operations    Nuclear   Support 
Branch        JOHNS  DM,  A  H  ,    UEB-STEft,  S  H        Region  2.    Atlanta,    Office    of 
the    Director         80/03/13         7pp 

B00404O338  Acl    receipt   of  800319    Itr    informing    NRC   of    steps    taken    to 
correct   violations   noted    in    IE    Insp  Bopts    50-250/79-39  !. 
50-351/79-39 

8TOHR.J  P        Region  2,    Atlanta,    Fuel   Facllitu   d  Materials   Safety 
Branch        BO/03/13        lp 

—8004040347  Responds   to  NJ1C   8001S8   Itr   re   violations    notad    in    IE    Insp 
Repts    50-250/79-39   fc   50-251/79-39   Corrective    actions    neu 
procedures  d   revisions    implementing    subsections   will    be 
reviewed  &  approved   prior    to    Issuance    for   use 
UHRIO'R  E       Florida   Pouar    &  Light  Co        80/02/19        2pp 

--8004010351    Forwards    16    Insp    Repts    50-290/79-39   t   90-231/79-39    on 
791219-21    d  notice   of  violation 

STQHfi.J  P        Region  2.    Atlanta,    Fuel   Facility  d  Material*   Safety 
Branch        80/01/23        Spp 

— B004040340   Notico    of   violation    from    insp    on    791819-81 

*      Region   2.    Atlanta,    Office    of   the   Director        80/01/25.       lp 

—  8004040363    IE    Insp    Repts    30-23O/79-39   t.    50-251/79-39    on    791B19-2I 
Nonconpllance    noted    deficiency    in  approval    of   procedures    r« 
implementation    of  ET8 

CUNNINGHAM, A   U        (legion  St    Atlanta.    Office    of   the   Director 
JENKIN8,0  R        Region  2,    Atlanta.    Fuel    Facility,   fc  Materials   Safety 
Dranth       BO/01/25       4pp 

Q004100IB7  Summary    of  780304  meeting   ui/util    81  Uestinghouae    in   Bcthesdai 
«D  rB   steam  generator    insp   tc   plugging   program 
GRBTENUUIB.M       Operating   Roactors   Branch    1        BO/03/13        i7pp 


B 001 04 0003   ft os pond*    to   MiiG    Itr    ro   violations    noted    in    IE    Insp   Flepti 
50-250/79-37  tt   90-251/79-37  Corrective   actions    testing    fill 
be    incorporated    into    security    plan   u/seci(Htu,    supervisor 
taking   responsibility 
UHRIO.R  E          Flurlda   Pouec   tt  tioht  Co        00/02/19        lp 


80040SOOIO  Act   receipt   of  B003O7    Itr    irforming    NRC   of    steps    taken    to 
correct  violations    noted    in    IE    Insp   Repts    50-250/79-40  b 
30-3S1/79-40 

BTGHR.J  P        Region  2.    Atlanta,    Fuel   Facility    tc  Material*   Safety 
Hrantli        00/03/19        lp 


6004100195  Forwards    IE    Insp   Repts    50-250/90-02  i  QQ-aSl/BO-02  on 
80011B-21    Mo  noncompllance    noted 

LEWIS,  R  C        Region  2.    Atlanta,    Reactor  Operations   Nuclear  Support 
Branch        90/02/20        Zpp 


-ao04080019  Responds    to  NRC  BO0201    Itr  ra  violations   noted    in    IE    Insp 
Repts   30-250/79-40  d  50-351/79-40  Corrective   actl  ons . mark  ing 
procedural    for    steam  generator   heads    have   been   changed    to 
require  monitoring 
UHRIO.R  E       Florida  Pouer   fc  Light  CO        BO/O3/07        4pp 


—8004)00202    IE    Ins?    Repts    30-2SO/80-02   &    50-251/80-02   on   600110-2!    No 
noncomp  1  iance   noted    Major   areas    inspec tedr eriglneered 
tafeguariTs  &   emergency    power    sys    integrated    tasting 
UPRIOHTrG  H        Region    Si     Atlanta,    Reactor   Operations   Nuclear  Support 
Branch        BROOKS,  E  H        Region  3,    Atlanta,    Office   of    the  Director 
BO/O2/1S        3pp 

3004230009  Forwards    IE    Insp    Rept«    50-250/60-05  &   90-2S1/BO-OS   an 
SOOE05-07.  No   noncompliance   notad    • 

BRVAHT,  0  C        Region  2,    Atlanta.     Reactor   Construction  tt  Engineering 
Support   Branch        80/03/22       Spp. 


-8001080023  Advises    that   rmponae   to  B002Q1    Itr   requesting    corrective 
aclioni    to   violations  noted    in    IE   ln«p   Repts   SO-2SO/79-40  t 
50-251/79-40  will    be    complete   tou   BQ0307 
UHRIO.d  E       Florida  Pouer  *  Light  Co.       80/03/27        lp 

-B0040B0027  Forwards    IE    Insp   Kept*   50-290/79-10  (•  50-SS1/79-4Q   on 
771217-20  !>  notice   of  violation 

STOHR.J  P        Region  2,    Atlanta,    Fuel    Faeilitu.   &  Material*   Safety 
Branch        80/oS/Ol        Spp 

-B001080030  Notice   of  violation    from   insp    on  7912I7-2O 

»      Refllon  2,    Atlanta,    Office    of    the  Director        SO/OH/Dl         lp 


DOCKETED  ITEMS 


— 800408003B    IE    Insp    Repts    50-350/79-40    tt    50-331/79-40    on    791217-2O 
Noncompl ianco   noted    failure    to   follow   procedures   re  marking 
defective   steam   generator    tubes   &   failure    to   have   adequate 
procedures   for   marking    defective   tubes 

OIBSQN.A  F   .    WflAY,  J  H        Heglon   2,    Atlanta,    Office    of    the   Director 
80/02/01        7pp 


— 000424037*1   Monthly   operating   repts   for   Mar    1979 

CHIL80N,  v   T         Florida    Power    i.   Light   Co         78/04/06         13pp 


000424Q44B    Forwards    monthly    operating    repts    for   Apr     1978 
SCHMIDT,  A  D        Florida  Power   i,  LlBht   Co        76/03/06        Ip 


8004240030   Forwards    response    to    IE    Bulletin    80-03.     "Loss    of   Charcoal 
from  Std   Type    1 1. Two-Inch. Tray   Adsorber   Cells    "   Adsorber 
cells    used    In   affected    sys   do   not   employ    screen   rivets 
Possibility   of   charcoal    loss   as    described   does   not   etist 
UHRIG, R  E       Florida   Power   &   Light   Co        BO/03/26        2pp 

8004150517  Forwards    IE   Info   Notice   BO-I2,     "Instrument   Failure   Causes 
Opening    of    PORV   t>   Block    Valve    "    No    specific    action    or 
response   necessary 

O'REILLV.J  P        Region  2,    Atlanta,    Office    of    the   Director        BO/03/31 
2pp 

B004080il9  Forwards    IE  Circular   BQ-09.     "Emergency   Diesel   Generator 
Lubricating   Dil   Addition  &  Onsite   Supply    "   No  written 
response   required 

D'REILLY.JP         Region    2.     Atlanta.     Office    of    the    Director         BO/04/O1 
2pp 

8004150031   Forwards    IE   Info   Notice   80-13,     "GE  Type   SUM  Control   Bwitchen 
Defective  CAM  Followers    "   No   specific   action   or   response 
required 

Q'REILLY.JP        Region   2.    Atlanta,    Office    of    the   Director        BO/04/OB 
2pp 


— G00424Q452   Monthly    operating    repts    for    Apr    1976 

CHILSQN.v   T         Florida    Power    *.    Light    Co         7B/OS/0&         9pp 


6004240350   Forwards    monthly    operating    repts    far    Hay    197B 
SCHMIDT,  A    D        Florida    Power    8.    Light   Co         7S/06/03         Ip 


~ 8004240356  Monthly    operating   repts   For   Mag    1970 

CHILBON.V  T        Florida   Pouier   &  Light   Co        78/06/03        13pp 


8004340470  Forwards   monthly   operating   repts    for   June    1978 
SCHMIDT.A   »       Florida   POWBI    t>  Light   Co        73/07/01         Ip 


— 8004240474   Monthly    operating    repts   for   June   1978 

CHILSON.V    T         Florida   Pouiar    1   Light    Co       .78/07/01          14pp 


8004240453   Forwards    monthly    operating    repts    for    Jul    1978 
SCHMIDT, A   D        Florida   Power   &  Light  Co        7B/OB/10        Jp 


— -SOD4240431?  Monthly    operating   repts    for   Jul    197B, 

CHILSON,  V   T        Florida  Power   t,  Light  Co        7B/oa/10        I2pp 


8004240360   Forwards    IE    Info    Notice    00-14,     "Safety    Suggestions    From 
Employees    "   No   action   required 

0'REIl.LY,J  P        Region   2,    Atlanta,    Office   of    the   Director        80/04/O2 
Spp 

8004240371   Act   receipt   of   B00321    Itr    Informing   NRC   of   steps   taken    to 
correct   violation   noted    in    IE   Insp   Rapts    50-390/80-03  & 
30-251/80-03 

LEWIS, R   C        Region   S,    Atlanta,    Reactor   Operations   Nuclear   Support 
Branch        BO/04/02        Ip 

—8004240378  Responds    to   NRC   300223   ttr   re   violation   noted    in   IE   Inap 
Repts   SO-290/BO-03   b   50-251/BO-03  Corrective  actions'fire 
protection   QA   program  will    be    implemented   by   000731 
UHRIO.R  E       Florida   Power   &  Light   Co        BO/03/ai        Spp 

— B004240383  Forwards    IE   Insp   Repfcs   50-290/00-03  t.   50-291/80-03   on 
B00107-11   (.  notice    of   deviation 

LEWIS, R   C        Region   Si    Atlanta.    Reactor   Operations   Nuclear   Support 
Branch        80/02/25        2pp 

—8004240387  Notice   of    deviation    from   Insp   on   600107-11 

*      Region  2,    Atlanta.    Office    of    the   Director        BO/O2/20        Ip 

-- 8004240390   IE   Insp   Repts   50-2SO/80-Q3  4-   3O-251/80-03   on  800107-11, 
Noncompl lance   noted    failure    to    implement    fire   protection  OA 
program, 

MARTIN, R   D        Region   2,    Atlanta.    Reactor   Operations   Nuclear   Support 
Branch        EU10D,  8  A        Region   2,    Atlanta,    Office   of    the   Director 
BO/02/20.       6pp 

0004180381   Forwards    IE  Circular   80-07.     "Problums   H/HPCI   Turbine   Oil 
SIJB.  "   No   written   response   required 

O'REILLY.J  P        Region   S,    Atlanta,    Office   of   the  Director        80/04/03 
2pp 

8004230165  Forwards    IE   Bulletin   79-03A   "Lono. itud inal   Weld   Defects    in 
A6ME  SA-312, TVP*   304   Stainlet*   Steel   Pipe    "   Action   required 
0'P.EILLV.J  P        Region   2,    Atlanta.    Office   of    the   Director        BO/04/04 


8004340399  Forwards   monthly   operating   repts    for   Aug    1"?7B 
BCHMIDT.A    i)         Florida    Power    !.    Light   Co         78/09/04         Ip 


— B004240363  Mnnthlo    operating    repts    for    Aug     1978 

CHILBON,  V   T        Florida   Power   (.  Light   Co        78/09/04        13pp 


8004240443  Forwards   monthly   operating   repts   for   Sept    1979 
SCHMIDT.A   D       Florida   Pouicr   !.  Light  Co        7S/10/07        Ip 


— 8004240444   Monthly   operating   repts   for   Sept    197B 

CHILBON, v   T        Florida   Power   !   Light  Co        7S/1O/07        I3pp 


O004240463  Forwards   monthly   operatinu   repls    for   Dct   1978 
SCHMIDT, A   B       Florida   Power   k  Light  Co        7B/11/04        Ip 


— 8004240446    Monthly    operating    repts    for    Oct    197B 

CHILSQN.V   T        Florida   Power   &  Light  Co        7H/U/04        15pp 


800424O436  Forwards   monthly   operating   ropts   for  Nov   1979 
BCHMII1T.A   D        Florida    Pouior    1.   Light   CP         70/12/06         Ip 


— SQ042A0440   Monthly    operating   repts   for  Nov    1978 

CHILBON, V  T         Florida   Poucr    fc    Light   Co         7B/12/06         14pp 


800424041B  Forwards  monthly    operating   ropts    for   Dec    197B 
8CHMIDT,A   0        Florida   Power   (•   Lloht   Co        79/01/06        Ip 


—3004240422  Monthly   operating    repts   for   Dec    1978 

CHILSON.V  T        Florida  Pouior   J.  Light  Co        79/O1/06        ISpp 


8004230330  Forwards   monthly   operating   repts   for   May    1979 
SCHMIDT.A  &       Florida   Pouior   t  Light  Co        79/06/09        Ip 


—0004230332   Monthly   operating   repts   for   May    1979 

CHILSON.V  T.      Florida  Power   &  Light  Co        79/06/09        12pp 


B0041B0417  Fqruiards    IE  Bulletin   8Q-OS,    "E<am   of   Containment  Liner 
Pfnetratlon  Ueld*    "   Written   response   required 

O'REILLV-J  P       fiagion   %<    Atlanta,    Office   of   the  Director        BO/04/07 
2pp 

S004300SB3  Update*   300304   reiponse    to   IE  Bulletin  79-0 IB,    "Environ 
Qualification   of   Class    IE  Equipment    "    Info   re    Item  7  a 
will    be   forwarded   bij   B00601    Info   re    Itsm  7   b   will    be 
forwarded    by   B00701 
UHRIQ,  R.E       Florida   Power   t.   Lioht   Co        80/01/OB        Ip 

R     Periodic   operating    reports   &   related    correspondence 

8004S4036B  Forwards   monthly   operatlno   rept»    for   Har   1978 
5CHMIDT.A   D.      Florida   Power   t.  Liflht   Co        7B/04/07        Ip 


8004230494   Forwards  monthly   operating   repts    for  June   1979 
SCHMIDTiA  D        Florida   Power   t<  Light   Co        79/07/07        Ip 


— B004230490  Monthly   operatinj   ropts   for   June    1979 

CHILSON.V  T        Florida   Power   &  Light  Co        79/07/07        llpp 


B004230321   Forwards   monthly   operating   repts   for   Jul    1979 
aCHMIDTiA  D        Florida   Power   d  Light  Co        79/OB/04        Ip 


—8004230326  Monthly   operating   repts    for  Jul    1979 

CHILBON,  V   T       Florida  Pouiur   tt  Light  Co        79/08/04        I3pp 


80041BOS24   Forwards  monthly   operating   repts   for   Jan   19SO 
8CHH1DT.A   D        Florida   Power   i  Light  Co        BO/02/09        Ip 


— 80041B0528  Monthly   operating   repts    Cor   Jan   J980 

CHILSON.V   T       Florida   Power   t.  Light  Co        00/03/09        3pp 
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DOCKETED  ITEMS 


6004190329   Forwards   monthly    operating    repts    for  Feb    1980 
SCHMIDT,  A    D         Florida    Pouier    *•   Lioht    Co         BO/03/OB         Ip 


— B00429QQS1    "Staff   Positions   on  Fire   Protection  Program 
reiolutian   of     incomplete    item*    »ticl 
*      Commlnian         BO/04/03         14pp 


--B004160530   Monthly    operating    rapt*    For   Feb    1980 

CHILBDN.V   T         Florida    Power    S<   Light    Co,        ao/03/OB         3pp 

9001040390  Forward*    "BEmiantiual    Qroundwater   Monitoring    Program  Summary 
Rcpt"    &   ''Annual    Monrfld  lolog  i  cal    Environ    Monitoring    Raptp 


UHRIQ.R    E         Florida    Power    fc    Light    Co 


to 


BQ040103B7    "Semiannual    Groundiue  ter   Monitoring    Program  Summary   Repti 
For   oertod    ending    Jul    197?   Twenty-one    overiliB    drawings  t 
graph*    encl 
*      Dames    £    Moore         79/07/31          140pp 

80040-40397    "Annual    Nanrad  iolog  ital    tnviron  Monitoring    Repti  W79    " 
«      Florida    Poui&r    1,   Hjht    Co         79/1H/31 


B004180373  Forward*    monthly    operating    repts    for   Mar    1180 
SCHhIDT.A    D         Florida    Power    !<   Light   Co         BO/04/03          to 


-- 600*180374   Monthly    operating    repts    for    Mar    19BO 
CHILSCN.Y   T        Florida   Power   S.  Light   Co 


'PP. 


S      Ftaportable    oc c urrenc BS«    LERs   &   related    covres.pon<ience 


000403024?  Forwards   LER   80-OOH/03L-O 
SCHMIDT, A  D        Florida   Pnuer   S.  Light  Co 


80/03/24 


— 9004030256  LER  00-OQ4/03L-O  on   BOOS25, opera  tor    detectei!    radiator    tube 
leak    an   •mo'rgency    diesel    generator    A  Probably    cauied    bu 
foreign    abject    being    forced    into   radiator   by    cooling    fani 
Leak    repaired    u/eooiu,    patch    d  net)   radiator    core*    ordered 
BCHOPPHANN,  M  A        Florida   Pouer   &  Light  Co        HO/OS/Si,        2pp 


80040BO&0)    ForuiarOi    LER   90-005/03L-0 
SCHMIDT. A    D        Florida   Pouier    t<  Light   Co 


80/03/31 


— a0040a06O9  LER   eO-OOS/OSL-O   on  B00329,  during    r*vieiu  of    Malnt   Procedure 
15937  Si  fire    hose    station    found    not    fully  operable   Caused    h*j 
mi  sunder  stand  ing    of   what    constitutes   operability   &   FalluM 
oF   administrative   conbroli    Proctdur*   uilt   b«    rovlsod 
BCHOPPHftHN.  M  A        Florida    power    it  Light    Co        BO/03/31        2pp 


600434030?  For 

,HCHM:DT,A  D 


arda   LER  BO-OOJI/03L-0 

Florida  Pouier  t,  Light  co 


80/04/15         Ip, 


— Q00«40317  LEH  BO-OOt/03L-0   on   B00316,  durinj    ravi«u  of   HP   13337   2.  four 
pott    Indicator   valves    in   Fir*    protection   water    -tyi    Found   not 
impacted    within    time    interval    limit   Cauied    bg 
fflitundeTi  tand  ing    of   retponi  ib  1 1  itij 
ECHOPP»AMM,M  A        Florida   Poiun-   &  Light  Co        BO/04/19        Spp 


DtJCHET   SO-B&l    TUfiKEY  POINT    PLANT.    UNIT   -1 

F,     Security*    medic-al,     emsraancij    (t   Fire    protection    pl«ni 

80040-30271    Notifies    that    NRC   rovioui  of    util    safeguerdi    contingencij   plan 
complete    ForuiaTd*   conmantB    indicalinj   need    for   add!    info 
Comment  »    withheld    tref    iOCFRH   710) 
SCHHENCER.A        Operating   Reactor.   Branch    1        BO/03/10        2pp 

H07O171?  Summarg    of   B00227  mBEfclng    ui/util    re   enierg«ncij    plannitio 
JflQTEKHUIB.M        DfieT-atU}   Rsacton    Branch    1        BO/03/19,       3pp 

"B0040701S3  Notification  of   600227   k  SB  mtatlng    u/REMA  &  will    in 
HniMt  tead,  Ft.   re   «m*rganeij    p  lann  ina,  Propood    ag-enda    I    prut 
reletia   «ncl 
ROEiJ  W        Emergency   Prap»rnlne<*    Ta«k    Forte        80/02/07        4pp 


0004150^19    Informi    that   response   to  NRC  80031O    1 tr    re    safeguard! 
cant  inge-ncg    plan  uill    be    lent   by   800618   Extension  required 
due    to    complciltg   of   matter   &  delagii    in    coordinating 
mspohse    (j/outiide   agency    pertonnel 
UHR10.FI    E        Florida  Power    6  Light   Co        30/04/tl         Ip 


0      Adjudicatorg   correipande<nce 


S004O70031    Ordar    granting    ylthdiaual    ot  1)A  Mar  shall    a«    counisl    for 
intervenor    in  amends    to  OL   proceeding   re   >taam  generator 
repair 
*      Atomic   Safety   and   Licensing    Hoard   Panel        QO/03/06        Ip 

8004090239  Motion    to  amend    contentions   re    proposed    amend    to   OL   to 
permit    steam  generator    repairs    Question*    safety    of    storage   b 
other    unrevieued    safety   matters    Certificate    of   Bvc    d   prof 
qualifications    ancl 

HARNftQE.  H  H   i    CHON1N.N        Oncava  ge,  Hark        HAHNftOE.  H  H        Harnnge.H  H 
QO/03/H        2Bpp 

3004240036  Motion    to  amend    Contention   1    to    include   Contention    IE)   Util 
application   for  QL   amend    Involves    matl    alteration  of 
facility   Alteration  roquiroa   CP   prior    to    issuance   of   amend 
CP    requires   preparation    of  EIS   Certificate    of   Bvc    end 
QNCAVAQE.M  A       Qncavaoe,  Mark        HAIINAGE,  H  H        HarnagirH  H        CHONIN,  N 
Chonln.N        60/03/11        28pp 

8004170330  Forward*    util    QQ031Q    Itr    re   steam    gener«tor   repairi  (n 
responie    to  NRC   79111?    Itr    to    intervenor   Certificate   of 
Bvc   flnel 
COLL.N    A       StB-el.    Hector    t,  D«vis        SO/03/21        4pp 

S004E404Q4  Response    to    intarvenor   motion    to   am«nd    contentions 
Intarvonor    proposes    to   amend   Contention    \,  solely    related    to 
preparation   oF  CIS.  rather    than    add    independent    contention 
Contention    1    rendered   moat   H/Certif  icate   of  Bvc 
REIS.t)   F       Florida   Pouier   fc  Light   Co       (1E1S,  H  F 
Lowans  teini  Newman.  Reis,  Aialrad    Si  Toll        QO/03/3i        12pp 


001oaoi.S6  Reiponie    in   opposition   to    Intsrvonor   B00311   motion   seeking 
amend    at   admitted    contention!    EIB   re   iteam  genet'itor   repair 
amendili  being   prepared    Factor*   re   nontlmelu,    filings   are    not 
addressed    in  motion  Certificate    of  Svc    encl 
QOLnDERO,B   C        H»aring   Branch    2        80/04/01 


3pp 


BQQ4U0939  Forwards   Mar    1930    "Steam  Generator   Repair   Repti  "    Revision   7 
k   util    Q 00320    transmlttal    Itr    to   DO  Elienhut   r*   proposed 
amend    to  OL*    to   permit   iteam  generator    repairs    by    pipe    cut 
approach  Certificate   of    Bvc    encl 
ItEIBrH   F       Lduenf  tein- Neujmon,  Hell ,  Aielrnd    ti  Toll        BO/04/01        3pp 

— 80Q411O533  forward*   Har    1980   "Steam  Centra  tor    Repair   Repti"   Revision  7 
Major   changes   cover    louer    aiiembly    rxnovali  dose 
calculatlnnii  iteam  generator    dlipotal    ti   return   to   *vc 
testing   Affidavit    end 
UHRIO.R   E        Florida  Pouter   t<   Light  Co        00/03/SQ        3pp, 

—8004110936   "ateam  Oirnerator   Repair  Rept,  "    Revision  7 
*      Florida   Pouer   b  Light    Co        BO/03/31,       111pp. 

B004030026  Memorandum  of    underitandlng    between  NRC    d  FEHA  re    prompt 
improvement    in   radiological    emergency    planning   ti 
preparedness. dlitributed   as   Board   notification 
ODSQlCKiL  V       Office   oF    the  Executive    Director    for   Operations, 
ao/04/02       34pp 

B0040B05SO  Requests    temporary    suspention   of   800301    petition    For    leave 
to    intervenei  pending    informal    resolution    of    safety;    issues    re 
time    attentions    between   iteam   generator    Imps.  Pravida*    list 
of   terms  &  questions   for  HftC   review, 
ONCfWAGEiH  P,      QnovaBO.MarV        00/04/02        Spp 


8004090K7S   Bonmari|   of  600327   meeting   ui/iitil    to    diBcuii   800313   draft 
opfljte    of    imirjEncy    plan    fov    fatllltiei    Plan    should    t>» 
updated   to    comply   U/NUREQ-Q694   bij    BOO  53  1 
oaaTENHUISjH        Operating    Rsactorf   Branch    t        flQ/03/19        3[,p 

~~B004090277   Forward*    proposed   Agenda   h  pre»i   rtlaaia    for  800227  net 
w/util    to    reviau   emerg*ncij    planning. 
ROEiJ  U        Emergency   Pr»par»dntn   Talk    Porce        BO/02/07        4pp 


Forward*    fire    profceetio-n  r«vi«m   of    util    d*«ian  dBtall»,NHC 
petitions    ra   fir*    protection   program   !t  statut    tabli   r« 
rasolution    of    inconpUt*    itami    Reipanie  within  20    dau* 
r*qifsste<( 
BCWHENCER.A        Operating    Reactor*    branch    1.       BO/04/03        ipp 


8004310198  Order  dlsimlsiing    Iniervenor    H  Qncavage    000311    motion    to 
•menu1    contentionsi  •*   moot    NflC    ul  11    lisue    EIB.ro  propoied 
etoam   generator    repair,  in    compliance   u/Commln Ion   800304 
order   ii  as   fulfilment   of   relief    lought   bu,    intervonor 
DDHERB.E  8        Atomic   Safety    and   Llcenslno    Board   Panel,       BO/04/09 


Omeral    correspondenci 


900^070433   R*queUs    info    re    public  mieting    originally    scheduled    for 
B001O8  Reiterates   7 "JOB 80  -requtit    to  naki-    statement   re 
radioactive   le»li  Requeet*  placement   on  malllnp   list 
BCHERA.L       Affiliation  Unfcnoun       30/O3/17       tp. 


DOCKETED  ITEMS 


47 


I      Financial    information 


8004150406  Forwards   Annual    Financial    Rept    1979 

UHRIQ.n   E        Florida   Power   t-   Light    Co        80/04/08        Ip 


—8004150411    Annual    Financial    Rept     1979 

»      Florida   Pouer   &  Light   Co        BO/oa/OB        72pp 


— 8004340283  Notice    of    issuance   (<    availabilty    af   Amends    53  tt    47    to 
Licenses    DPR-31    !.    DPR-41 .  r  espec  ttvoly 
SCHWENCER.A        Operating    Reactors    Branch    1          80/03/14         3pp 

S0041003fiB   Forwards    Amends    96    t    4B    to    Licenses    DPR-31    fc    DPR-41 
respec tively, safety    evaluation    &    notice    af     issuance 
&  avallabl 1 i  ty 
SCHUENCER.A        Operating    Reactors    Branch    1        BO/03/31         2pp 


J      Insurance   &    indemnity    Information 


3004060281    Forwards    Endorsement    43  to    MAELU  Policy   MF-53 

FIELDER,  J        Marsh    t  McLennan, Inc  •    M  t   M  Nuclear   Consultants, Inc 
Div         BO/03/31          3pp 

3004280449  Forwards   Endorsement    S3  to   NEL1A  Policy    NF-185 

FIELDER,  J        Marsh    &  McLennan,  Int  .    M  i   M  Nuclear    Consul tants.  Inc 
Div        80/04/21         Ip 


p      Operating    license    stage    documents    &   correspondence 


B004030102   Forwards    "Nuclear   Data   Link    Specs."    study    of   digital 
communication    sys    to    transmit    info    from   plants    to   Bcthesda 
Operations   Ctr 
EISENHUT,  t)  O        Division    of   Operating    Reactors        BO/03/15        3pp 


—8004100375   Amends    56   J.    48    to    License!    DPR-31    ft   DPR-41     respectively, 
revising    realtor    coolant    pi essurB-tump    limits    to 
account    for   neutron    irradiation    induced    increases    in 
reactor    vessel    nil    ductility    temp 
SCHUENCEf),  A         Operating    Reactors    Branch     1          BO/O3/31          9pp 

— S0041002B1    Safety    evaluation    supporting    Amends    56   &   48    to    Licenses 
DPR-31    t>    DPR-41    respectively 
*      Office    of    Nuclear    Reactor    Regulation         BO/03/31          3pp 

—8004100584    Notice    of    issuance    !•    availability    of   Amends    56   &    4Q    to 
Licenses    DPR-31    &    DPR-41     respectively 
fiCHWENCER.A        Operating    Reactors    Branch    1         BO/03/31         2pp 

B00410043B   Forwards   Amend    4"?    to  License   DPR-' J  i,  saf  oty    evaluation    4 
notice    of     issuance   &    availability 
SCHHENCER.A         Operating    Reactors    Branch    I          HO/03/21          3pp 


— 800403011S    "Nuclear    Data   Link    Specs 
«      Division    of   Operating    Reactors 


2Bpp 


0004090166  Forwards    Amends    S3  fc   45    to    Licenses    I1PR-31    b  DPR-41, 
respectively,  safety    evaluation   &   notice    of    Issuance    b 
availability 
SCHWENCERiA         Operating    Reactors    Branch     1          BO/03/13         2pp 


— B004100467   Amend    49    to    License    DPR-41,  revi  sing    Tech    Specs    to    p-ermit 
continued    operation    for    one    month    more    than    authorized    by 
Amend    44 
BCH«ENCEfl,A        Operating    Reactors    Branch    1        30/03/21         Spp 

— BQQ4100473   Safety    evaluation    supporting   Amend    49   to   License    DPR-41 
*      Office    of   Nuclear   Reactor   Regulation        BO/03/21         3pp 


— 9004090169  Amends    53  &   45    to   Licenses    DPR-31    ti  DPR-41 ,  respectively, 
increasing    min    low-low   generator    water    level    reactor    trip 
point   from   9V.    to    1SX   of    narrow   range    instrument    scale 
SCHWENCEfiiA        Operating    Reactors    Dranch    1         80/03/12        6pp 

— B00409Q17Q   Safety    evaluation    supportino   Aiftends    S3  t>   45    to   Licenses 
DPR-31    it  DPfl-41, respectively 
»      Office    of   Nuclear    Reactor    Regulation        SO/03/1S        2pp 


— B004100473  Notice    of    issuance   t,   availability    of   Amend    49    to    License 
DPR-4I 
SCHHCNCER,A        Operating    Reactors   Dranch    i        BO/03/31         2pp 

8004010210  Forwards    "Steam  Oenarator   Repair   Repti"  Revision    7    re    lower 
assembly    removal p dose    calculations, steam   generator   disposal 
&  return    to    svc    touting 
UHRIO.  R   E        Florida   Power    &   Light   Co        BO/03/2B        3pp 


— S004090174  Notice    of    issuance   &  availability    of   Amends    53  Si  45    to 
Licenses    DPR-31    fc  DPR-41, respect ively 
6CHWENCER.A        Operating    Reactors    Dranch    1         80/03/12        2pp 

8004040179  Forwards    Amends    34  i:  46  to   Licenses    DPR-31    tc  DPR-41 

respectively,  safety    evaluation   &.  notice    of    issuance    & 
availability 

8CHWENCER.A        Operating    Reactor*  Branch   2        00/03/13        2pp 


— S004010214    "Stoflm  Oenerator    Repair   Rept,"   Revision  7 
#      Florida    Power   li   Light    Co,         flO/03/31          150pp 

B004030E89  Responds    to   NRC   BO 0320    1 tr   re    implementation   of    short-term 
Lessons   Learned   requirements    Supplemental    info    re   direct 
indication    of   valve    posi tton, subcool ing   meter, containment 
isolation   &  plant    shielding    review   atrcl 
UHRIO.R   E        Florida   Power    *•  Light   Co        BO/03/2B        llpp 


— S0040401B3  Amends    34   b   46    to   License!    DPR-31    t   DPR-41    reipec tlvelu, 
Incorporating    results    of    revised    ECCB  analysis    for    ateam 
generator    tube    plugging    level    of    33V. 
BCHWENCEfi-A        Operating    Reactors    Dranch    3        80/03/13        9pp 

— S0040401S7  Safety    evaluation    supportino   Amends    34  &   46    to   Licenses 
DPR-31    &   DPR-41    respectively 

*  Office    of   Nuclear   Reactor    Regulation        SO/03/13        6pp 

—  8004040190  Notice    of    issuance   !<  availability    of   Amends    S4   b  46   to 
Licenses    DPR-31    b  DPR-41    respectively 
BCMENCER.A        Operating    Reactors    Branch    1         80/03/13        2pp 

B004110093  Summary    of   800304  meetings   ui/utll    &  Uest inghouie    in 
BethesdaiMD  r«    steam   generator    inip    &   plugging    program 
QROTENHUIS.rt        Operatinn   Reactors    Branch'  1         80/03/13.       17pp 

B0042402S1   Forwards    Aminds    S3  b  47    to   Licenses    DPR-31    t*   DPR-41, 
respectively, safety    evaluation  b  notice   of    isiuance   k 
•vallabllby 
SCHMENCER'A        Operating   Reactors    Dranch    1         BO/03/14        3pp 

-- -B004S40263  Amends    3S  ft   47    to  LU»n«»s    DPR-31    «.  DPR-41,  respectively, 
Incorporating    niui    limiting    conditions    for    operation   & 
surveillance   requirements    re    lou   temp    reactor   vessel 
Dvirpressurt    protection   sys    Installed    in   both    units 
SCHWENCER.A        Operating   Reactors    Dranch    1         80/03/14        14pp 

— 3004240276  Safety    (valuation   supporting   Amend*    35  &  47   to   Licenses 
DPR-31    t,   DPR-41,  respectively 

*  Office    of   Nuclear   Reactor   Regulation        SO/03/14,       14pp 


B004030452  Provides   response    to    Nl)REQ-0578i  short-term  requirements   re 
suhcoaled    marsln,  plant    shielding    review  It    technical    support 
ctr    data    display    Detailed    info    on   ability    of    digital    data 
processing    su,s    to   supply    subcoollng    data    end 
UHRIfl.R  E        Florida  Power    tt   Light   Co        BO/04/04        6pp 

6004230062  Forward*    evaluation    of    licensee   compliance   ui/Category    A  of 
NRC   recommendations    resulting    from   TMI-2  Lessons   Learned 
Utll    has    satisfied    all    Category    A   requirements    Attendee    list 
for   NRC   800117-18  site   visit    end 
SCHUENCER.A        Operating    Reactors    Dranch    1        BO/04/07         ISpp 

S0042B0177  Approves    one-month    eitanslon   of    1979-BO   licensed    operator 
r equal  1  flea t ion   program 
COLLINS,  P   F        Operator   Licensing    Branch        BO/04/08        Ip 

80042B0269  Responds    to  NRC   B00410    Itr   requesting    that    info   re    use    of 
NIMEM  730   be    provided    by   800530  Technical    basis    for   use    of 
NIMEM  750   as    qualified    caulk   requested    from  Ameron    Info   will 
not   be   available    by   600530   Submlttal    eipected    900730 
UHRIG,  R   E        Florida   Power    tt   Light   Co        BO/04/aa        IP 

Q      Inspection   reports,     IE  Bulletins    t   correspondence 

6004090344  Forwards    IE   Bulletin    80-03.     "Loss    of   Charcoal    From   Btd    Typo 
II, Two-Inch, Tray   Adsorber   Calls    "   Action   required 

O'REILLY.J  P        Region   2,    Atlanta,    Office    of    the   Director        BO/OS/06 
2PP 

B004040D03  Responds    to   NRC    Itr   re   violations    noted    in    IE    Insp    Repts 
30-230/79-37   «.   30-231/79-37    Corrective   actions    testing    will 
be    incorporated    into    security    plan   w/securlty    supervisor 
taking    responsibility 
UHRIQ,R   E          Florida   Power    d  Light   Co        80/02/19        Ip 


DOCKETED  ITEMS 


B004100195    Forwards     IE    Insp    Rspts    50-25Q/BO-02   b    30-251/BO-Oa   on 
BQOlia-21    No    noneompl lance    noted 

LEWIS, n   C        Region   2,     Atlanta,    fleactnr   Operations    Nuclear   Support 
Branch          BO/O2/2O         2p p 

— 8Q041002Q2    IE    Insp   fiepts    50-250/80-03  (*  50-251/BO-02   on   800110-21  Wo 
noncomp 1 tanc e    noted    Ha  jar    areas    inspected     engineered 
safeguards   >t   emergency    pomer    sifs    Integrated    testing 

UPRIGHT,  C   M         Region    2,     Atlanta,     Reactor    Operations    Mud  ear    Support 
Branch         BROOKS. E  H        Region   2,    Atlanta,    Office    o*    the  Director 
30/02/15         3pp 

B0042300Q?  Forwards    IE    Insp   Repts    50-230/80-05  t   90-251/90-05  on 
800205-07   No    nonecfflpl lance   noted 

BRVANTrJ  C        Region  2,    Atlanta,    Reactor   Construction   &  Engineering 
Support    Branch         BO/Q2/2B         2pp 

— 9004230026    IE    Insp    Repti    30-250/80-05   6    50-251/60-05    on    B00205-07   No 
none ompl lance    noted    Major    areas    inspected    pipe    support 
baseplates    it   «af o ta-ve lated    piping    sys    per    IE   Bulletins 
79-O2  &   79-14i     respectively 

HER DT,  A   R        Region   2.    Atlanta,    Reactor    Construction  &  Engineering 
Support    Branch        ANQ.W   P        Roglon    2,    Atlanta-    Office   of    the 
Directot          SO/O2/20         4pp 

G0042B0115   Foruarid5     IE    Imp    Repts    SO-23O/BO-Q6   V    SO-251/BO-OA   on 
3O0204-07  Ho   noncompliance   noted 

LEWIS,  R   C        Region  2,     Atlanta,    Reactor   Operations   Nuclear    Support 
Branch        SO/03/1H        2p p 

— B0042S012S    IE    Insp    Repts    50-250/BO-06  *   50-251/80-Oi    on   300304-07  No 
none ampt lance    noted   Major    areas    inspected    areas    of    small 
break    lost    of    coolant    procedure!    ti   training 

MARTIN. R    0        Region    2,    Atlanta.    Reacfcor   Operations    Hudo-ar  Support 
Branch         JOHNSON,  A  H   ,    WEBSTER,  E   H        Region  S,    Atlanta,    Office    of 
the    Director        30/O3/I3        7pp 

8001040328  Ack    receipt   of    600E19   Itr    Informing   NRC   of    steps    taVen    to 
correct   violati-ons   notetf    in    IE   Insp    flepti    30-250/7?- 3?  & 
50-351/79-39 

STDHH-J  P        Region  2.    Atlanta,    Fuel    Facilitu   ti    Haterlaka  Safety 
Branch        SO/03/I3        Ip 

— B004O40347   Responds   to    NRC   800123    Itr   re    violations    noted    in    IE    Insp 
Rflpts    30-250/79-39  &    30-281/79-39  Corrective    actions    new 
procedures   &    revisions    jmp I enent i ng    subsection*   will    be 
nvleued    b  approved    prior    to   issuance    for   uie 
UHFtlQ.R    E        Florida    Pouar    U  Light  Co        80/02/17        2pp 

—8004040351    Forwards    IE   Insp    REpt«    50-250/79-39   (.   50-251/79-39  on 
791H19-21    &  notice   of   violation 

STOHR.J   p        Region   S,     Atlanta.    Fuel    Facility    t>  Materials   Bafety 
Branch       80/01/23       2pp 

— a0040403AO  Notice   of   violation   from    in-ap    on   791219-HI 

*      Region   2.,    Atlanta,    Office   of    the   Director        BQ/Q1/2S        Ip 

—80040103* 5    IE    Insp   R«pts   30-230/79-39  «.   50-251/79-39    on   791219-21 
Noneompl  lance    noted    deficiency    in   approval    of    procedure!    r'e 
implementation  of  ETS 

CUNNINGHAM,  A  L        Region  3,    Atlanta,    Of  Pic*   of    the    Director 
JENKINS, 0  R        Region    2,    Atlanta,    Fuel    Facility   &  Materials  Safety 
Branch         BO/01/25         4np 


0004100197   Summary   of  760301   mooting    u/util 
MD   re    stea,m   g  -en  era  tor    incp   J.  plugging    prog 
GfiOTEHHUIB.M        Operating   Reactors    Branch    I 


Uestlnghouse    in  Dothctida, 
am 

80/03/13        I7pp 


B0040300(0  Ac*   receipt   of   B00307   Itr    InformlnD   NRC    of    steps    taken    to 

correct   violation*   noted    in    IE  Imp    Repti  50-250/79-40  E. 

5O-251/7?-40 

BTQHH^J   P        Region  2,     Atlanta,    Fuel    Facility   b   Matrrlal*  Safety 

Branch        80/03/19        If 
^ 

"B004Q3001S  Responds   to    HRC   B003O1    Itr   re    violations    noted    in   IE    Insp 
,i        Rept*    30-2SO/79-10  fc  50-251/79-40  Corrffetive    action*  marking 
procedures    for    steam  generator   heads    have    been    changed   to 
require   monitoring 
UHHIQ.fl    E        Florida    Pouer    h  Light   Co        BO/03/07        4pp 


—  8004080030   Notice    of    violation    from    insp    on    791217-20 

«      ftegion  2,    Atlanta,    Office    of    the   Director        80/02/01         Ip 

—  SOOflOBOOSB    IE    Insp    Repts    50-250/79-40   !.   50-B51/79-40    on    791217-20 

Noncomp  1  iance   noted    failure    to    folioiu  pracedurei   re   marking 
defective    iteam  generator   tubes   &    failure    to   have   adequate 
procedures    for   marking    defective    tubes 

GIBBON,  A   F    ,     URAY.J   R         Region    2,     Atlanta,     Office    of    the    Director 
BO/02/01        7pp 

3004340030   Forwards    response    to    IE    Bulletin   BO-03,     "Lois    of    Charcoal 
from  Std    Type    1  1,  Turo-Inch.  Tray   Adsorber   Cells    "   Adsorber 
cells   used    in  affected    BIJB   do   not    employ    screen  rivet* 
Posiibilltg    of   charcoal    lost    as    described   does   not   eiist 
UHJIIQ.R    E        Florida   Power   !.  Light  Co       6O/03/26       3pp 

8004190517   For  ward  i    IE    Info   Notice    80-13,     "Instrument  Failure   Causes 
Opening    of   PQRV  !i  Block   Valve    "    No    ipecific    action   or 
response    nee  essary 

O'REILLY,  J   P         Region   2,     Atlanta,     Office    of    th»    Director         BO/03/31 
2pp 

B0040BOil9  Forwards    IE  Circular  BO-OS,    "EmBrgencu,   Diesel    Qenerator 
Lubricating    Oil   Add'itinn  I>  Onsite  Supply    "   No   written 
reiponse-   required 

O'REILLY,  JP        Region   2,    Atlanta,    Office    of    the   Director        BO/04/Oi 
Hpp 

B0041SOOB1    Forwards    IE    Info   Noticu   80-13,     "OE   Tup*  SBH  Control   Sultchei 
Defective   CAM  Folloiuer*    "   No    specific   action   or   response 
required 

D'REIH.Y.  J  P        Region  3,    Atlanta,    Office    of    the   Director        BO/04/02 
SPP 

e004saOBfiO  Forwards    IE    Info  Notice   BO-lfl,     "Safety   Suggestion*   From 
Employees    "   No  action   required 

O'REILLY,  J  P-       Region   3.    Atlanta,    Office    of    thtt  Director        80/04/02 
2pp 

8004240371    Ack    receipt    of   GO  0321    Itr    informing   H(?C  of    *teps    taken    to 
correct    violation  noted    in    IE    Imp    Repts    30-2  50  /BO  -03  Si 
50-291/80-03 

LEHIB.R   C        Region   2,    Atlanta,    Reactor  Operation*  Nucltar   Support 
Branch        80/04/02        Ip 

—  B00424037B  Responds    to  NRC  800225    Itr   re   violation  noted    in    IE    Insp 

Rapt*    SO-290/BO-03   (.   30-251/BO-03   Corrective    actions    firo 
protection  QA  program  will    be    Implemented    by   800731 
UHniO.fi  E       Florid*   Pouar  &  Light  Cn        BO/03/21        2pp 

—  BOOt2403S3  Forwards    IE    Insp  Repts    50-250/BO-03  t,  DO-251/BO-03   on 

000107-  It   fc  notice   of   deviation 

LEH1B,  R  C       Rflgiun   2,    Atlanta,    Reactor  Operations  Nuclear   Support 

Dcanch         SO/02/25         2pp 

--BOO«403B7  Wotico   of   deviation    from   insp    on   800107-11 

*      Region   3,    Atlanta,    Office    of    the   Director,      BO/02/HO        lo 

—8004240390   IE   Insp    Repti    90-230/80-03  it   50-291/BO-03  on   fl00107-ll 
Noncompliance   noted    failure    to    implement    fire   protection   OA 
program 

MARTIN,  R  D       Region   2,    Atlanta,    Reactor  Operations   Nuclear  Support 
Branch        ELRQD.8  A        Region  S,    Atlanta,    Office   of    the   Director 
DO/03/20       6pp 

B0041B0321    Forwards    IE  Circular   BO-07i    "Problem*   H/HPCI   Turbine  QU 
Sgs    "  Ma   written   response   required 

O'REILLY,  J  C       Region   2,    Atlanta,    Office   of    the   Director,       BO/04/03, 
app, 

G0042301&5  Forwards    IE  Bulletin  79-03A   "Longitudinal   Ueld    Defects,    in 
ASME  8A-312,  Type  304  Stainless   Steal   Pipa    "   Action  required 
Q'REILLV,  J  P       Region   2,    Atlanta,    Office   of    the  Director        80/04/04 


3004100417  Forwards    IE  Bulletin  BO-OB,    "Eiam   of   Containment   Liner 
Penetration  We  Hi    "  Written   responee   required, 
Q'REILLV,  J  P       Region  2,    Atlanta,    Of  fie*    of    the   Director        BO/04/07 


BOO*OBOOaa  Advises    tlat   rmjonia    to,   BOOH01    Itr    requesting    corrective 
action*    to  violation!    notad    in    IE    Insp    Repti    SQ-2SOV79-10  t. 
50-251/79-10   uill   t«    compUSe    b«    900307 
L/HRIO.R    E        Florida    Pouar    fc  Linht    Co        BQ/O2/27        Ip 

H0040BOOB7  Forwards    IE    Insp    Reptt    50-2BO/79-40   ti   50-2S1/79-40  or 
791217-20  S.  notice   of    vinlation 

STOHR.J.P        Region   2,     Atlanta,     Fu»l    Facility    fc  Material*   Baf»tg 
Branch.       BO/02/OJ.        2pp 


0004300533  Updates  800304   response    to    IE  Bulletin  79-01B, 
Qualification  of  Class    IE  Equipment   "    Info    re    Item  7. a 
will    b*    Forwarded    bu,    S00601.  Info   re    Item  7.  b   utll    be 
forwarded    by  0.00701 
UHS10,R,E,      Florida  Power   &  Light   Co       BO/O4/08        Ip 
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H      Periodic    operating    reports   i    related    correspondent 


BQG424O36B   Foiwards    monthly    operating    repts    for    Mar    197B 
SCHMIDT, ft    D         Florida    Power    !    Light    Co         7S/O4/07         Ip 


— B004240374   Monthly    operating    repts     for    Mar-     1979 

CHILEON,  V    T         Florida    Power    fc   Light    Cq         7B/04/06         13pp 


BOO424044B   Forwards    monthly    operating    repts    for    Apr    197B 
SCHMIDT, A    »         Florida    Pomor    i,    Light    Co         7B/O5/06         Ip 


— BO04240453   Monthly    operating    repts    for    Apr    1778 

CH1L8QM.  V    T         Florida    Pouei'    S-   Light    Co         7B/O5/06         9pp 


8OQ42403&U  Forwards   monthly    operating    repts    for   May    1978 
SCHMIDT.A    D         Florida    Power    &    Ligfit    Co         7B/06/03         Ip 


— BO04340356    Monthly    operating    repts     for    May     197B 

CHILBON.V   T        Florida   Pomor    fc  Light  Co        7B/06/G3        13pp 


BOO424Q470  Forwards   monthly    operating    rapts    for    June    19/B 
8CHM1DT,A    0         Florida    Poiuer    I   Light    Co         7B/07/OI          Ip 


—  BQQ4240474    Monthly    operating    repts     foi     June    197B 

CHIUSPN, V  T        Florida    Pouor   4  Light   Co        7B/07/01         14pp 


SOQ4240495  Forwards   monthly    operating    ropts    for    Jul    197B 
SCKKIDT.A   D        Florida   Power    fc  Light    Co        78/OB/10        Ip 


— 3004240459  Monthly    operating    repts    for    Jul    197B 

CHILBON.V    T         Florida    Power    fc   Light    Co         78/08/IO         12pp 


BOO41B0524   Forwards  monthly    operating    repta    for   Jan    19BO 
SCHMIDT.A    D         Florida    Power    J,   Light    Co         90/02/09         Ip 


— B0041S052B   Monthly    operating    repts    for   Jan    1<?SQ 

CH1LSOH,  V   T        Florida    Rawer    &    Light   CD         BO/02/09         3pp 

B004180529  Forwards   monthly    operating    icjits    for    Feb    1980 
SCHMIDT.A   D         Florida    Power    &   Light    CD         BO/03/OB         Ip 

— B004180930   Monthly    operating    repta     for    Feb     19BO 

CHILSOIJ.V    T         Florida     Power    t-    Light   Co         BO/O3/QB         3pp 

BQ040403BO   Forwards    "Semiannual    Groundwater   Monitoiing    Program   Summary 
Rept"    fj    "Annual    Nonrad  i  ologi  cal    Environ   Monitoring    Rept, 
1979    " 
UHR1G.R   E         Florida   Power    !.   Light    Co         90/03/31          Ip 

— B0040-103B7    "Semiannual    Qroundwatur    Monitoring    Program  Summary    Rept," 
for    period    ending    Jul     1979    Tiuenty-one    owersiie    draunngt    tt 
graphs    end 

*  Dames    <j   Moore         79/O7/31          140pp 

- -B00101O397    "Annual    Nonrad  10!  og  i  ca  1    Environ   Monitoring    Rept;,  1979    " 

*  Florida    Power   !<   Light    Co         79/13/31         600pp 


B0041B0373   Faruiards   monthly    operating    repts    far    Mar     19BO 
BCHMIDT'A    D         Florida    Power    !.   Light    Co         BO/O4/05         Ip 


—80041803/4   Monthly    operating    repts    for  Mar    1960 

CHILSON,  V   T         Florida    Power    (<   Light    Co         8O/O4/03         9pp 


S      Ropurtflbla    occurroncesi'     LERa   ^    related    correspondence 


8004240359  Foruiards   monthly    operating    repts    for    Aug    1978 
SCHMIDT,  A   D        Florida   Power   *    Light   Co        7B/09/04        Ip 


0004020377  Forwards   LER    BO-003/03L-0 

SCHMIDT, A  D        Florida    Pomur    t  Light   Co        BO/03/17        Ip 


— S004B40363  Monthly    operating    repts    for    Aug    1978 

CHILBOH, V   T        Florida   Power   t  Light   Co        7B/O9/04        13pp 


8004240443  Forwards   monthly    operating    rapts    for    Sept    1978 
SCHMIDT,  A  D        Florida   Power   ft  Liaht   Co        78/10/07        Ip 


— 0004020391    LER   BO-003/03L-0   on   B00215,  uih  i  le    tasting   4C    steam   generator 
feedwater    control    valve. rapid    change    in    steam  generator 
level    resulted    in    lifting    RV-1410  which    did    not    fully 
reseat   Caused    by    binding    between    gear  fc  nut   Valve    tested 
BCHQPPMAN.M  A       Florida    Power   t,  Light  Co        SO/03/17        Ip 


— 8&04240444  Monthly    operating    repti    for   Sept    1978 

CHILSON,  V   T        Florida   Power   fr   Light   Co        7B/10/07        13pp 


8004240466  Monthly    operating    rapts    for    Oc I    I97B 
CHIL80N,V  T        Florida   Poiuer    fc  Light    Co        7B/I1/O4 


S004240436  Forwards   monthly    operating    repts    for    Nov    197B 
8CHKIDT.A  D        Florida    Power   (t  Light    Co        7S/1H/06        Ip 


— B004240440  Monthly    operating    ropts    for   Nov    177B 

CHIL8QM,  V   T        Florida    Powar   &  Light   Co        78/12/06        14pp 


BOO4H40418  Forwards   monthly    operating    ropts    for   Dec    1970 
SCHMIDT.A  D        Florida   Power   1  Light   Co        79/01/06        Ip 


DOCKET   90-334    QUAD-CiriES    STATION,     UNIT    1 

F      Security,    medical,    emergency   b    fire   protection   plans 

8004240531    Forwards    sys    description   &   operating    instruction*    for   NRC 
health    physics    telephone    network    Sys    designed    for    use   during 
nuclear    Incident   or   AD   Network   may   also  be    used    for   daily 
administrat IVB    or    faciimllle    traffic 
KEPPLEH,J  0        Reeion  3,     Chicago.    Office   of    the    Director        8Q/03/2O 

SPP 

80040702/2  Forwards    input    to    facility    fire   protection  revieu    for    fire 
detection   <ys,water   aupprnsslon    sys    It    foam  suppression    sys 
Info   completes    items    for    luhich   adequate    licensee    Input 
etiltt 
HALL.n   E        Bronkhaven  National    Laboratory        BO/03/31        9pp 


— 3004240432  Monthly    operating    i  epts    foi<    Dec    1978 

CHILBON-V  T        Florida   Power   (,   Light   Co        79/01/06        ISpp 

5004230330  Foruards  monthly    operating    repts    for   May    1979 
SCHMIDT, A  D        Florida   Power   4  Light   Co        79/06/09        Ip 

— 8OO4230332  Monthly    operating    repta    for   May    1979 

CHJLBDN.V   T        Florida   Pouter  t.  Light    Co        79/OA/09        12pp 


6004070273  Forwards   Page*   C-2i  t>  C-27    of   Revision   5    to    security    plan*, 
omitted    from  £300324   lubmittal    End    withheld 
(ref    10CFH2   790) 
PEOPLES,  D  L        Commonwealth   Edison   Co        BO/04/02        Ip 

B004230524   Foruiards   revisions    to  900331    1  tr   re    fire    protection    revieui, 
Item  3   1    I, fire    detection    iys,Item  3    1    S,uater    suppression 
tys,    d    Item  3    1    6,  foam    suppression    lys 
HALLiR   E        Broolthaven  National   Laboratory        80/04/16        5pp 


B004S304B4  Forwards   monthly    operating    repts    for    June    1979 
SCHMIDT.A   D        Florida   Pouier   t  Light    Co        79/07/07        Ip 

— B004230490  Monthly    operating    repts    for    June    1979 

CHILSON.V  T        Florida   Powor   i.   Light   Co        79/07/07        llpp 


B0042303&7  Forwards   revised    security    plan   Revisions    withheld 
(ref   10CFR2  790) 
PEOPLES, D  L        Commonwealth    Ediion   Co        30/04/21         IP 


corretpondence 


8004230321    Forwards   monthly    operating    repts    for   Jul    1979, 
SCHMIDT,  A  D        Florida   Power   L  Light   Co        79/00/04        tp, 


— 8004330326  Monthly    operatinj    repts    for    Jul    1979 

CHILBON,  V  T        Florida   Power   (.  Light    Co        79/O8/04        13pp 


S 004030026  Memorandum  of    understanding    between  NRC   It  FEMA  re    prompt 
improvement    in   radiological    emergency    planning   & 
preparedness, d istributed    as    Board    notification, 
OOSBICK.L  V        Office   of    the   Eiecutive   Director    for   Operations 
80/04/02        34pp 


8001240463  Foruiards   monthly    operating    rapt*    for   Qct    1978 
SCHMIDT.  A  D        Florid"   Power   8-  Light   Co        70/11/04        Ip 
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P      Dperati-nB    I  j  cense    stage    documents    &  correspondence 

BOQ108QS96   Forwards    corrected    Pages    69  l>   93   for   Licenses    DPR-19  rtmend 
44   &    DPR-25   Mend    39   i    corrected   Pages    3   fr/4   6-2   6   3   6/4   b-t 
(for     licenses    DPR-29    Amend     53    ».    DPR-30   Amend    30,  in   response 
to   771002    Itr 
1PFOL1TO,  T    A         Operating    Reactors    Branch    3         80/03/20         2pp 


B0041005IB  FoTuardi    Waste  Packaging    Imp    Rept   79 -07 A   on    791217  &   notice 
of  violation 

DAVIS,  A   B         Region    3,     Chicago,     Fuel    Facility    *   Materials    Safety 
Branch         BO/02/22         2pp 

— 8004100553  Notice    of    violation   -fron   Insp    on   791311? 

a      Region   3,    Chicago,    Office   of    the    Director        BO/02/22        tp 


-- B0040B0310   Correct-ad    License    Pages    83   !.   73    far    Amend!    44   I    3?    to 
Licenses    DPfl-19   &    DPfl-25.  respoct  1  vely    fr    corrected   License 
Pages    3    6/4    i-H    i    3   6/4    6-7    for    Amends    53   &   50    to   Licenses 
EPR-29   !.   E)Pfl-30,respettivelij 
->       Operating    Reactors    Branch    3         BO/O2/20         Spp- 


--8004100528  Wai  to   Packaging    Imp    Kept    79-07A   an   791219   Noncomp  1  iance 
noted   failure    to   mark    package    at  radioactive    lou   ipeclfic 
activity 

POTTER,  J  P    ,    BROHN,n  A        Region  3,    Chicago.    Fuel    Facilltg   & 
Materials   Safety    Branch        BO/O2/22        3pp 


Q00407O331    Discusiee    MRC    761123    request    that    all    LHfl    licensees    assess 
higher    fission    gat    release   for    fuel    turnup  4  above  20. -000 
HH-day    per   metric    ton   Responses    indicate    that    no    immediate 
licensing    action    is    required    (or   operating    reactors 
IPPDLSTO, T  A        Operating    Reactor*    Branch   3        80/03/10        3pp 

8004030102  Forwards    "Nuclear  Data.   Link    Specs,  "    studg    of    digital 
communication    &gs    to    transmit    Info   from  plants    to  Dethesda 
Operations    Ctr 
EISENHUT,D  O        Division    of  Operating    Rear  ton        BO/03/12        5p» 


—6004030119    "Nuclear    Data    Lint   Specs    " 

*       Division    nf    Operating    Reactor-a         BO/03/31 


2£)pp 


8004100102    (Inquests    controlled    set    a*    PblDs    for    each    plant   Submittal 
should    be    forwarded    to   attention   of   Region   3    incident 
response    ctr   with  in    SO   days 
KEPPUER.J  G        Region   3,     Chicago,    0-ffice   of    the  Director       BO/03/EQ 


8004190316   Forwards    revised    pages    constituting   Reviilon    13  to   CE-l-A, 
GA   program  Revisions    reflect    recent    organ  i  labion    title 
changes 
NAVQHTOM,  W  F        Commomuea  1  th    Erf  is  or   CD        80/04/03        lp 

—  0004150328  Revised    pages    constituting   Revilion    13   to  OA  program 
fiovisions   reflect    recent  organ!  latl  onal    title    changes 
•       ConmoniiiBalth    Edison    Co         -CE-l-A    (113         80/0-1/04         7pp 


B004100I93  Forwards    IE    Insp    Rep  Is    50-354/80-03  &  90-365/80-05   on 
B0011S-16  fc  0211    No   nancDmpliante  noted 

FIDHELLLO        Region   3,    Chicago,    Raactor   Construction  5.  Engineering 
Support   Branch         BO/02/2Q         2pp 

—  8004100307   IE    Insp    Hepts    50-954/80-03   li  50-265/90-05   on   800113-16  fc 
0211  No   noncomp  1  lance   noted    Major  areas    inipictod    torus 
support   QA/dC    program!  procedures!  iiiDTk    activities    b   feedyater 
sijs  uelds 

DAMIELSOfJ.  D  H        Region  3,    Chicagoi    Reactor   Construction   ti 
Engineering    Support    Branch        WARD,  K   D        Region  3,    Chic*gn.    Office 
of    the   Director        BO/QS/33        9pp 

800-1030617   Forwards     IE    Insp    Repts    50-2S4/BO-01    fc   50-26S/BO-02    on 
BOO  1  OS-  0201   No   noncompllance    noted 

HEISHMAN,  R  F        Region   3,    Chicago,    Reactor   Operation*   Nuclear   Support 
Branch        BO/03/39        3pp 

—9004080623   IE    Insp    Repts   30-234/60-01    &  50-26S/BO-02   on  800102-0201   Ho 
noncomp  1  ianee    noted    Major  areas    inspected   malnt   plant 
op  eratl  ant,  physical    protoction   &  follouups 

SPESSftnD,R   L   ,    CHRIBBOTIM03.  N        Region    3,    Chicago,    Office   of    the 
Director        BO/OS/aS        7pp 


B004100113  Forwards    IE    Info   Notice   BO-OB,    "BUtai  Co   Sliding    Link 
Electrical    Terminal    Block    "   No   ipecific   action  or    response 
required 

KEPPLEH-J  0        Region   3,    Chicago.    Office    of    the   Director        BO/03/07 
tp 


3004190217    Forwards    addl    info    re    failure   of    cnnfcrol    rods    to   insert 
fully    on    scrajn    in   response    to  NRC   aOOHO  &    11    Itr*   Dresden   1 
eiparlenced    no    control    rod    Failures    in    1978-79  Fa  llura    at 
other    facilities    caused    bij    leakage    pait   uiorn   piston   teals 
JANECEK, ft   F        Commonwealth   Edison   Co        60/04/14        lOpp 


B00414011<7  Forwards    response    to    IE   Bulletin   BQ~O3i    "Loss    of   Charcoal 
from  Std    Type    II, Tiuo-Inch    Traij   Adsorber  Calls    "  Visual 
oianlnatlon   dvtarmined    that   contact  b*tuieen  casing   b   semen 
it   adequate    to   prevent   charcoal    granule   escape 
PEOPLES,  D  L        Commonuealth  Edlmri  Co        BO/03/20        5pp 


8004290^27   Forwards    reipanse    bo  NUREO-057B  S,    "Design  Critgria   6 
Conceptual    Disign    Descrif t inn    for    Technical    Support    Ctrl    for 
Facilities"    for   revleu  Util    emergencu   plan  ulll    be   submitted 
iii/La»alle    Countij    s  i  te-sp  BE  if  it    emergency    plan 
PEOPLES.DL        Commonuealth   Edison  Co        80/04/13        40pp 

— 9004290429    "Design   Criteria   &  Conceptual    Design  Description   for 
Technical    Support    Ctr*    for   Facilities    " 
*      Bechbel    Pouar   Corp      (subs      of   Bcchtel    Corp    )        79/12/26        32pj> 


QOO10400H   Fnruiarifi    corrected   Watt*  Packaging    Imp  dept    79-07A  Requests 
that    rept    sent    on   600223  be   destrovBd 

DAVIS, A  0        Region   3,     Chicago,    Fuel   Facility   &  Materials   Safety 
Branch         30/03/21          lp 

— S004O40017  Forward*    corrected    Haste  Packaging    Insp    Rapt   79-07Ai  on 
791212-13  No   rtoncampliance    noted, 

DAVIB.A    n        Region    3,    Chicago.    Fuel    Facility   t<  HatarlaU   Safety 
Branch        BO/02/22        Bpp 


9      Inspection   riports.     IE  Bulletins   &  correspond ence 

8004O4002?  ForouaTds    IE    Insp   .Rspts    50-S54/79-30  ((  30-263/77-28   on 
79t'2H-t4,  Nu   noneomplianCB   noted 

DAVIBiA   D        Region   3,    Chicago,    Full  Facility   tc  Materiali   SlfHfj 
Branch        HO/02/12        2pp 

— B004040034    IE    Insp   Repts    50-254/79-30  *•    50-36S/79-2B  on  791211-14  No 
no-ncompl  Ianc«   noted    Major   areas    Inspected    license-is    data, 
T*pt*  i    axperlanee    in   meeting    design  objective    gaseous 
release    rate    for   radioiodine   fr  radlactlve   matl, 
HUETER.L  J        Region   3,     Chicago,    Office    of    the   Director 
FISHER,  W  L        Hog  ion   3,     Chicago,    Fuel  Facilltv   t-  Hatirlals   Safety 
Branch        80/0 H/06        Spp. 

S0041O0110   Forwards   Haste   Packaging    Tn«p  Ript  79-07A  on  791212-13,  No 
noncomp 1  lance  noted 

DAVIS,  A  B        Region   3,    Chicago,    Fuel    Facility  fc  Materials  Safety 
Branch,       BO/02/E2        3p p 

—900*100408  Ha«te  Packaging    79-07A  c-n  B079IZI2-13  No   noncompl  (anc» 
noted   Major   areas    Inspected    compliance  u/DOT  it  NRC 
regulations    including    shipping    papnr  raqulrementi.rad iatlon 
levels   &   DOT    latelins 

PQTTEBjJ  P        Reg-Ion   3,    Chicago.    Fuel  Facility   d  Materials    Bafetu 
Branch.       80/02/22        &pp 


—  B004040023  Corrected    Uaste  Paclaging    Insp   Rept   79-07A   on   791212-13  No 
noncomp  1  iance    noted    Major  areas    inspected   shipping    paper   t 
placarding    requirements,  radiation   Jevelai  rainavible 
contamination    &   package    external   features 

POTTER,  JP        Aeglon   3.    Chicago,    Fuel   Facility  <&  Materials   Safety 
Branch        aO/OH/HB        7pp 


000409-0494  Foriuards    final    taclmlcal    evaluation   ript   r«    f  leduater    notiU 
cracking    Incp    program   for    feeduatir  nonles   ti   control    rod 
tfrlviline    return    line-   nonle    acceptable 

CAflFAGNO,8  P,       Franblln    Institute/Franklin  Research   Center, 
NHC-03-79-II8        90/03/38        op  p 

80041SO1S9  Forwards    IE    Info   Notice   60-12,     "Instrument  Failure   Causes 
Opening    of   PORV  tt   Block   Valve    "    tla  specific    action   or 
response  necessary. 
KEPPLERiJ  0        Riiglon    3,    Chicago*    Office   of    the  Director        SO/03/31 


9004090686  For  yards    IE   Circular    BO-  05,    "Emergency   Dlisel    Generator 
LubrU*tin«   Oil    Addition  fe  Onslte  Bupplu    "    No   written 
response  r«q.uired 

KEPPLER.J  0        Region    3,    Chicago.    Office   of    the  Director        SO/04/01, 
IP 

9004130014  Forward*    IE    Info   Notice   80-13i     "QE  Tijpt  9BM  Control    Switches 
Defective   CAM  followers    "    No    specific    action  <or  response 
renuired 

KEPPLERid  0        Region    3.    Chicago.    Office   of    the  Director        80/04/08. 
IP 
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B004180O30   Forwards    attachments     to     IE   Circular    BO-03.     "Protection    From 
Toiic    Gat    Haiai'ds.  "    inadvertent  1  y    omitted    from  BOQ306 
transmi tta 1 

KEPPLER.J   Q         Region    3,     Chicago,     Office    of    the    Director         BO/04/O2 
IP 


—8004150460   LER    BO-000/O3L-0    on    800308.  after    performing    preventive 
maint, 1/2   diesel    generator   would    not    start    from  control 
room   Caused    by    poor    electrical     contact    between    fuse    b    clip 
Fuse    clip    adjusted 
LEECH, K         Commonwealth    Edison    Co         60/03/27         2pp 


6004220093  Forwards    IE    Info   Notice    SO-14,     "Safety    Suggestions    From 
Employees    "    Ho    action    i squired 

KEPPLER.J   0         Region    3.     Chicago.     Office    of    the    Director         BQ/04/O2 
IP 


DOCKET    BO-255   PALISADES   NUCLEAR    PLANT 

F      Security,    medical,     emergency    t,    five    protection    plans 


8004220324    Forwards     IE    Circular     80-07,     "Problems    W/HPCI    Turbine   Oil 
Sys    "    No    written    response    required 

KEPPLER.J    0         Region    3.     Chicago,     Office    of    the    Director         GO/04/O3 
IP 

8004220067  Forwards    IE   Bulletin   80-08,     "Eiam   of   Containment   Liner 
Penetration   Uclds    "   Written    response    required 

KEPPLER, J    0         Region    3.     Chicago,     Office    of     the    Director         BO/04/O9 
IP 

BQ04110025   Forwards    IE    Bulletin    SO-07.     "CUR    Jet    Pump    Assembltf    Failure 
Written    response    required 

KEPPLER, J  O        Region   3.    Chicago,    Office    of    the   Director        90/04/O7 
IP 


BOQ40BO<!36   Advisns    that    designs    for     fire    protect  ion,  spri  nk  lers,  cab  1  e 
penetration   'seals   &    cable    firestops    described    in   util    300222 
Itr   are   acceptable    for    protection     intended    in    MRC    safety 
evaludt  ion 
ZIEMANN.D    L         Operating    Reactors    Branch    3         00/03/11         2pp 

6004110022   Forwards    supp  1     to   7809O1     fire    protection    safety    evaluation 
in   response    to    700915  &  29    Itrs    providing    addl    info    Items 
321       &   3   2    5    are    reaolved 
ZIEMAWJ,H    L         Opeiating    Reactors    Branch    2         BO/03/19         2pp 

— B004H0026  Suppl    1    to    Pile   protection    safety    evaluation,  reso  Ivj  ng    Item! 
3  2    1    &   3  2   3 
t      Office    of    Nuclear    Reactor    Regulation         8O/Q3/17         Ip 


8004230S24    Forwards     IE  Bulletin    79-03A.     "Longitudinal    Held    Defects     in 

AGUE  SA-312.Ti)pB    304  Stainless    Steel    Pipe    "    Action   required 

KEPPLER.J   0        Region  3,    Chicago,    Office    of    the   Director        00/04/O7 
IP 

SOO42B0620    Forwards    revised    Pages    3    1    5   (•    omitted    Pago    4    to    IE    Insp 
Rapta    50-010/80-05,  5Q-237/BQ-05,  30-249/80-05,  50-294/BQ-OS    S. 
50-263/BD-OB 

F10RELLI,Q        Region  3,    Chicago,    Reactor   Construction   &   Enginoorlnn 
Support   Branch        BO/04/09        Ip 


8004240540   Forwards    sijS    description    &   operating    instructions    for    NRC 
health    physics    telephone   network    Sgs    designed    for   use   during 
nuclear    incident   or   AO  Network    may,    also   be    used    for   daily 
administrative    or    facsimilie    traffic 

KEPPLER.J    0         Region    3,     Chicago,     Office    of    the    Director         00/03/20 
2pp 

8004290614  Forwards   drawings    Indicating    fire    protection   mods    to 
Item  3    1    5,     "Fire   Carriers    " 
FROST.  8  R        Consumers   Power   Co        BQ/04/24        3pp 


— GOQ42BOA34    Revised    Pag  en    3   {•    9   i'    omitted    Page    4    to    IE    Insp    Repts 
30-010/00-05,  SO-237/SO-09,  50-247/80-05,  50-234/00-05    t, 
50-263 /BO-OB 
*     Region   2,    Atlanta,    Office    of    the    Director        00/04/09        3pp 

H      Periodic    operating    reports   &   related    correspondence 

BOQ4150004  Forwards    "Radioactive    Waste   tt  Environ  Monitoring,  Annual 
Rapt, 1979    "   Rapt    constitutes    Part    3   of    facility    operating 
rept 
KALIvIAhlAKIS.N        Commonwealth   EdUon   Co        QO/O3/06        Ip 


— B0042B0624    "Cul-tain-Type   Fire   Doors,   Heating    ii  Ventilation   Sya, 
Fire  Areas    1,2,3  t.   4,,M0!J    10    "    Bheet    1    of    1 
•      Nuclear   Services   Corp        79/11/29        Ip 

— 0004200617    "Heating    &   Ventilation    Auiillary    t  Containment   Plan    at 
Elevation  407  Ft  4    inches   t  6il    Ft    " 
»      Bethtel    Corp        79/11/29        Ip 

— S0042B0621    "Heating    t    Ventilation    /luiilfary    5<  Containment    Bldg    Plan 
Elevation, 623   Ft    " 
»      Dechtol    Corp         9933         77/ll/2f         Ip 


— H0041300O7    "Radioactivo   Wa»to   i-   Environ  Monitoring   Annual    Ilept,1979    " 
•*      Eberline    In>trumvnt   Corp        SO/03/31         91  pp 

QOOA220333  Faruiards    Hating    of    changeii  tests    S<   eiperlments    pur  for  mod    in 
Mar    19BO 
KALIvIANAKIS.N        Commonwealth   Edison   Co        80/O4/14        Spp 

B      Riportable    occurrancas<    LERs   t   related    correspondenca 


5004030432  Foruard*   LER   BO-00&/03L-0 

KALIVIANAKI8,  M,       Commonweal  th   Edison   Co 


— B004020427  LER  BO-006/03L-0   on  000222,  wliile    doing    routine    panel    chock., 
rtactor    core    Isolation    cooling    supply    valvei    HO   1-1301-16  ti 
17  wire    found    In   closed    position    Caused    by    procedural 
Inadequacy   h   personnel    performance    Procedures    revised 
VAHRENWALD.J        Commoniuea  1  th    Edison   Co        BO/03/14,       Ip 


—  0004380625    "Heating    &  Ventilation    Auiillary 
Elevation   639   Ft   (.    6'19   Ft    " 
«      Bechtel    Corp        7"?/07/03        Ip 


Containment   Plan    at 


9004020390  Forwards   LER   BO-003/03L-0 

KAt-IVIANAHIS,  N        Commonwealth    Edison   Co 


BO/03/20        Ip 


— 8O04020397   LER   80-003/03L-0  on   800224. while    performing   MISV  cloiuri 
timing,  valva   AD   1-E03-1B    failed    to    close   when   control    iwltcti 
uiia   oparated,  Caused    by    blockage    of    exhaust   reitrictnr    on 
on   pilot   valve  Eihjtust    reitrictor    cleaned 
SDDENrR        Commonuiafllth    Edison   Co        SO/03/20        2pp 


BO041304A3  Forwards   LER   80-007/03L-0 

KAUIVIANAKIS,  N        Commonwealth    Edison   Co 


—  B0041504&7  LER   00-007/03L-0  on   0003001  while    performinfl    control    room 
Imp    Si  panel    checkiB   main    stvam    line    radiation   monitor-    found 
reading    lour  Cauied    by    logarithmic    radiation   monitor    chassis 
vlictronically    drifting    out    of    cali&r   Cnaisli    rec'libr 
WVKOFF.D        CommoniijeaHh    Edison  Co        80/03/25        Spp 


SOO41504S7  Forward*   LER    B0-OOB/03L-Q 

KALIVIANAKIS.  N        Commonurealth    Edison   Co 


—  B0043S0627    "Mod    B,Fiie    Doors   81,113,184,183  Fire  Area  Numbers    1,2,9,9    " 
Sheet    I     of    1 
it     Nuclear  Service*   Corp        79/01/03        Ip 


0      Adjudicatory    correspondence 


8004100310  Forwards   Revision   A    of    "afccam  Generator   Repair    Rept,"   which 
is   being    served    on   parties    to    proceeding   U/a    end 
QIBB9,K  E         I*ham,    Lincoln  b   Beale         00/03/03         Ip 

8004070442  Responds    to  800221    Itr    encloslnD   CPC    first   round    of 
Interrogatories   1  request    for    production   of    documents 
Answer!   will    be   accomodated    informally,  to   eitent   of 
relevancy    to   civil    penalty    Issues,  ui/o   waiving    objections 
MURRAY,  J  P        Rulemaking    b  Enforcement   Division        BO/03/06        3po 

80040B0062  Response    to   CPC   BOOP21    first   set    of    interrogatories   b 
riquaxt   for    production   of    documents    re   civil    penalty    Itoms 
12,  13,  14  Ii    17  till  11    be    supplemented    by    800411    Forwards 
objections    (•  responsive   answers   Certificate    of   Svc    encl 
BURNS,  S  A        Rulemaking    &  Enforcement   Division        80/03/31        2pp 

—  B004080067  Response    in    opposition    bo    certain    of    CPC   B00221    first    set    of 

interrogatories   fr  nquest    for    documents    re    civil    penalty 

Employees    home   addresses   &  personal    handwritten  notes    are 

not   discoverable   per    case    law  re     invasion    of   privacy 

BURNS-  8  0        Rulemaking   &  Enf  or  commit   Division        80/03/31         llpp 

—  B0040B0074  Response    to   CPC   B00221    first    tel    of    interrogatories   t 

request   for    production    of   documents   re   civil    penalty 
Includes    facts    supporting    IE   notice    of  violation  &  name    of 
persons   who   have    knowledge   of    stated    facts    H/affidavit 
MQ9ELEY,  N  C        Division    of   Reactor    Operations    Inspections 
80/03/31         27pp 


DOCKETED  ITEMS 


800-loaoOOfc  Discovary    rept    for   Har    I960   re    clvi]    penalty    oroceBiJing 
Responded     to    CPCC    first    round     of    Infcen ogator i es    Received 
CPC   000319    request,  per    FOlAp  repeat  ing    request's    for    documents 
under    CPC    8QO321    discovery    filing    Certificate    of    Sve    encl 
BURNS, S   G         Rulemafclng    ',   Enforcament    Division         HO/04/01         3pp 

B 001030 036   KBmovandum    of    understanding    between    (IRC    £,    FEHft   re    prompt 
improvement    in  radiological    emergency    planning    t- 
preparodn-ess.  distributes    a?    Hoard    notification 
GOBSICK.L   v        Office   of    the    Erecutwe   Director    for   Dpe-rations 
BO/04/O2         34pp 

300-1170255   Supplemental    response*    to    CPC    80OB21     first    set    of 
interrogatories    It   request    for    documents    re    civil    penalty 
ocaeding    Regulations    da   not    require    performance   of 


reiearch    or    compilation    of    data    not    readily    known 

BURWS,  S   C         Rul  small  ing    t.   Enforcement    Division         SO/04/lfl 


3pp 


B00417Q23H  Supplemental    ansuars    to    CPC    first    interrogatories    S.   rflqueat 
for    documents    ro    civil    penalty    proceeding     Includes 
statements    re     Identified    noncortip  1  lances    &   aetioni    taken 
aftor    discovery    of   violation 
BURNS,  S    G         Ruluraakliig    S,    Enforcement    Division         BO/04/14         39pp 

BC(H17O2i2  Recommend!    civil    penalty    be    assesssd    against  CPC    due    to 
violation    diicovered     in    Sept    1  979    ro    manual     isolation    velvet 
in    lucked    open    condition    Bases    penalty    on    prior   violations 
re    containment    integrity    H/affidavit    !<  Certificate   of  Svc 
KEPPLEff,  J  0        Region   3.     Chicago,    Office    of    the    Director        77/1O/2& 


6004310232    Interrogatories    &    request    for    documents    directed    to   CPC    re 
civil    penalty    proceeding   Requests    description    of 
investigations    re    791911    discovery    of     two    locked-open   manual 
containment    nolatlon    valves   Certificate   of   Svc    end 

LIBERMAN.J    .     IIUHNS.S    0         Rulamflklng    b    Enforcement    Division 

SO/04/ia         Bpp 


--0004080-113  Notice    of    issuanco   fc  availabilitg    of    Am»nd    95    to  Hennas 
DPR  -20 
WAMBACH.T   V        Operating    Reactors    Branch    2         &0/03/O6         2pp 

B004030I03   Forward*    "Nuclear    Data    Link    Sp-eci,"    itudv    of    digital 
cammynicat  ion   n*    to    transmit    Info   from   plants    to  Bothvida 

Dperationi    c'r 

EIBENHUT.D  0       Riviaion    of  Operating  (Jaactopi        SO/03/12        3pp 


— 8004030118    "Nuclear    Data   Link    Spec* 
v      Division    of    Operating   Rent  ton 


8004100157  Notification   of  900336  moating   u/util    in   BetheidaiMQ   re 
SEP  Topic    VI-B,  control    room   hab  Itaft  i  1  Itij 
Q'  CaHHOn,  f   H       Operating   Reactor*    Branch   2        SO/03/1B        2pp 


3004100154  RonuDits    that    future   revisions   to    PfclDi   be    foryarded    to 
Region    3   incidint   response    ctr    Also  raquosti   removal    of 
WL   Aielion    from  distribution    list 

KEPPLER.J  0       Region   3,    Chicago,    Office   of    the    Director        60/03/20 
IP 

80010102G9  Submits    mf    list   fnr  SEP   Topici  VI-7  A  3,  VI-7  H.VI-10  A.VII- 
1    A  t<   Vll-a,  In  reiponse    to   NRG    BOO214  request 
HOFFMANN."   P       Contumers   Power    Co        HQV03/26        3pp 

3004100166  Notification   of   BOO  33  1    mneting   u/utll    In  Bvthtsda.hD   re 
automatic    initation   uf   auiiliarij    fatdmatur 
SILVER.  n  &       Operating   Reactors   Drancfi   ?        00/03/26        2pp 

B0040aoiafi  Respond!   to  NRC  000337   roquest    Far   addl    info   re    facility 
preis-uriier   preiiure    tranimitten   Rotemtmt   Kndvl    1131 
transmitters  art   being    uiad    When   plant    is    taken   to   cold 
Ehufcd  oun,  fi  Igher    te  limit    qualitg   Model    1133  will    be   uied 
HUSTON.  R  H       Consumers   Paunr   Co        BO/03/2B        lp 


H      0»neral    correspondan.ee 


B004B303B3  Forwards    util    SOO31S   neus   release    Indicating    changes    in 
project,  engineering    fe  const    organl  ta  1  1  on  Mill    sutimlt 
ravtilons    to    QA  program   bij    S0043D   to    incarparato 
organ]  tatlona  1    changes 
HOFFMAN,  D  P        Consumers   Pouor  Co        SO/04/1B        7pp 

P      Operating    liconae    itage.    documents  &    carreipondence 

3004150135   Discusss-i    flision   gas   release   rate    from  LWJ1    Fuel    pellets 
Data    re   C-E  &  Enon    PUR    fuel    bundtev    demonstrated    no  advene 
•  fPee-t    on   ECCS   evaluation*   nor    did    internal    fuel    rod 
praisurfr    e>ceod    sijs    pressure 
IlEMANH,  D  L        Opsratlng    Reactors    Branch   S        30/02/39        2pp 

BOO40204&0  Requests    nec.eeoari|    action    to    refund    lUenit*   amend    fees 
Amend    f»e«   tiialved    for  certain    types    gf    fire    protection 
amends 
MIU-ER.W  0        License  Fee    Management   Branch        00/03/09        lp 

8004070230  Advises    that  Ofc    of    Controller   has   authoriied   refund    of 
three    Clan    II    fees    submlttad   uith   600131    &  0201 
application*    Lie  en  si?   amend    fees    for    certain   Tech   Spec 
changes    re    fire    protection  uiaived 
HtLLER.H  D        License  Foe    Managemont   Branch        BO/03/05        lp 


8004090346  Forwards    NUREO-0369.     "Evaluation   of    Intas't* 
Reactor   Vessels.  "    completing    reviau  of  SEP   Topic    V-fi 
H/0   entl 
ZIEM^NN,  D  L        apeTfltlng   Raactors    Branch   2       00/03/03 


ot  SEP 
2pp 


SOOIOSOOOl    Forward*    ravieu   schedule    fov    environ    nualif  Icatlon   of  Claiij 
IE   electrical    equipment    per   800231   meeting   Resubmittal    of 
into    It   unnecessary    Ftefs    or   updates    to    Info  jir»viouilii 
submitted    are   acceptable 
ZIEMANN,  D  L        Operating   Seactors    Branch   a       BO/03/06        6pp 

aOQ40B040a  Forwaril»    Amend    99   to  License    DPR-20,  iaf  efcoj    evaluation  ft 
notice    of    iisuance    b  aval  labili  tv 
Z1EHANN.  D,  L        Operating   Raactor*    Branch   S,       BO/03/Ofi        2pp 

"6004090405   Amend    S5,  to  License   DPft-20-  r*vt»ins    Teeh   Specs   contained    In 
App    AiEhanilno    Tech  Spec*    to   conform  a/operating    limits   of 
10CFR50,  Ap|>   0.     "Fracture   Toughness   Retn*lr«ment»    " 
ZIEMANN.O  L        Operating    Reactor*  Branch   2       80/03/06        13pp 

—  S0040B0408   Safetij    evaluation    supp&rting   Amend    53   to  Llctnie  DPH-20 
»      Office    of   Nuclear   R*-actor  Regulation        80/03/06        3pp 


BOD4210l?0  Forunrdi   request   for    info   re   containment   environ    condition* 
&    »iji    reitulred   for   accident  mitigation    for   review  of    environ 
qualification   of   Clan    IE  electrical    equipment   NRC  will 
estimate   time   for    containment    temp    to   return    to  near   normal 
ZIEMANN, D  L       Operating    Reactors   Branch   2        SO/03/aa        ISpp 

Q00407Q330  Foruaidi    "Environ   Anesstnent,  Bbeam  Qeneratnr    Rep  lacimant" 
addretcing    affects    of    propoitd    neu  barge   illp 
HOFFMAN,  I)   P         Consumers    Power    Co         DO/03/31         2pp 

— S00407O3S2   "Environ  Aisessmtnt.  Steam  Octiirator    Hlplacemgnt    " 
*      Consumer*  Pouer   Co        79/12/31        90pp 

a004O70305  Forwards   tijs   design   deicriptlan   re   proposed    containment 
hydrogen  monitoring    sgs    as    cammittid    to   under   MURES- 0378 
HOFFMAN, D   p        Consumers    Power    Co         BO/04/O1         21pp 

000-1000232  Motlfix    that  flOOWl    C-E   ouneri    group    rept    1*    applicable 
to    facility  d  constltutfli    utll    response    ta    short-term 
analysis   !H   emergencij    procedure    guideline   rvqulvements    of 
Section  2    1   9(c)    of   NUftEO-057a 
HOFFMAN, B  P        Canium.rt   POWBI    Co        80/O4/O1         lp 

BQQAQVQSBt  Faruards    "Belimlc    Consul tutlon    far   Bafetu-Related 
Electrical   Equipment.  Interim  Kept    1.  Equipment  OhecVl  i  it,  " 
providing    results   of    inveitlflat ion   of    positive    anchorage 
*or   certain  electrical    equipment 
HOfFMAN.D  P       Consumers   Poiuar    Co        BO/04/O2         lp 

—0004090394   "Seismic   Consultation    for  Safe tg-Rel*ted   Electrical 
Equipment.  Interim  Rept    1,  Equipment  Checklist    " 
•«      John   A      Dlume   d  Associates,    Engineer*    <subs      UFiQ  Corp    ) 
BO/03/20       3Spp 

S00411O30B  Foruardi    Info  re  RE  LAP    Input    for    LdCA  analyii*    at   unit* 
KUEMIN.  J,  L       Con*umers   Power   Co        BO/04/03        61pp 

8004300055  Provldn   addl    info   an  automatic    initiation   of   auxiliary 
fevdiuater    BIJ*    Mom  concerning    implementation    of    Item  217* 
raqulrementt    of   NUHEO-057G   R«que*ts   data!!    at    uf itij~Qr*da 
sgi   deiign  Certain   commitmanti    requlre<d   within    15  day* 
EIGENHUT.DO        Division    of   OBarating   Reactors        BO/04/03        3pp 

B00415D215  Advltes    Hat    facility    has   not   experienced    turbine    overspeed 
trip    to   date   per    B003B1    commitment  re    eraekino.    in    loui 
pressure    turbine    discs 
HOFFMAN, D  P        Consumers    Power   Co        BO/04/10        lp 


DOCKETED  ITEMS 


53 


800415039B  Responds    to   NRC    791109  order    modifying    1  iconic   Controlled 
review    to    upgrade    plant    drawl  rigs,  chec  k  1  i  sts    !•    procedures 
associated   m/eng ineered    safeguards    sys    inttiatnd    Revisions 
resulting    from    review  will    be    completed    prior    to    startup 
DEWITT,  R   0        Consumers    Power   Co        BO/O4/10        3pp 


8004080704  Forwards    IE  -Circular   Q0-05i     "Emergency    Diesel    Generator 
Lubricating    Oil    Addition    t-    Onsito    Supply    "    No    written 
response    required 

KEPPLER,  J   0         Region    3,     Chicago,     Office    of    the    Director         SO/04/01 
IP 


B004150474   Requests    amend    change    to    License    DPR-2O    to    allow   plant 
personnel    to    conduct    feeduator    line   water   hammer    test 
Forwards    Special    loit    Procedure    T-30,     "Fesdiuater    Line    Water 
Hammer   Test    " 
DEW1TT.R   D        Consumers    Power    CD        80/04/11        2pp 


SOQ4130037   Forwards    IE    Imfo    Notice    00-13,     "OE    Type    SQH   Control    Switches 
Defective   CAM  Folloiueis    "    No    specific    action    of    response 
required 

KEPPLER, J   Q         Jieglon   3,     Chicago,     Office    of    the    Director         GO/04/oa 
lp 


—  9004150I179    "Feeduator   Lino   Ma  tar    Hammer    Test 
*      Consumers   Power    Co        80/04/11         ISpp 


BO 04 130627  Notifies    that    current   main    steam    line    break    analysis 
requested    In   NRC    791221    1 tr    cannot    be    completed    until 
containment    spray    problem    identified    in    LER   30-003,15 
resolved 
HOFFMAN, D   P         Consumers    Poiuor    Co         BO/04/11          lp 

BO04210150  Submits    addl    info   requested    by    NRC    re    amend    to   DL    to    conduct 
faedlin*   water    hammer    test 
HOFFMAN,  D  P        Consumers    Power   Co        BO/04/le.        3pp 

B004240450  Responds    to   NHC   800107  request    to   review  aspects    of    QA 
program  re    dlesel    fuel    fur    facility    Diesel    fuel    oil    is 
included    In   QA   program  Sample    of   main    storage    tank    diesel 
fuel    is    tested    every    three    months, per    ASTM-D270-i5 
HUFFMAN,!)   P         Consumers    Power    Co         FJO/O4/21          lp 

9004250455  Forwards    add]    info    in   response    to   NRC    B 00331 
recommendations    ro   automatic    Initiation    of   auiiliary 
feaduator    sys    Believes    that   auiiliary    feeduiater    floiu   of   300 
gpm  adequate    to    recover    from    loss    of    main   feeduafcer, 
HUSTON,  R   14         Consumers    Pouer    Co         80/O4/22         Spp 

B004S30426  Submits   addl    info    re   auiiliary    feedwater    ays    in   response    to 
NUC   800403   request  Short-term  Lessons    Learned    Task    Force 
requirements   will    be    imp  lomented    w/o    prior   NRC   approval   EIJS 
uill    be   upgraded    to    saf e ty-grnde    »ys    by   010101 
HOFFMAN, D  P        Consumers   Power   Co        00/04/23        2pp 

B0042B0519  Forwards   request    for    exemptions    to   A9ME  11 V  &  PC  CodeiSection 
XI    re    inserviee    pump    testing    Request   will    remain    in    affect 
after    code    update   &   is    in   addition    to   700613   *ubmittal 
HOFFMAN, D  P        Consumers    Power   Co        80/04/25        3pp 

O      Inspection   reports,     IE  Bulletin!   t.   correspondence 

0004040032  Forwards    Uatte   Packaging    Imp    Flept    77 -06 A   on   791126-28,  No 
noncomp 1  lance    noted 

DAVlB.fi,  0        Region   3,    Chicago,    Fuel    Facility    t>   Materials   Safety 
Branch        SO/02/13        Bpp 

— 8004040033  Waste   Packaging    Insp   R*pt    79-06A  on   791126-2B  No 
noncDmpllance    notad    Major   areas    inspected    shipping    paper   b 
DOT  placarding    requirements,  radiation    levels' removable 
contamination    &   external    package    features 

POTTER.  J  P    ,    DROWN,  (i   A        Region   3.    Chicago,    Fuel    Facility   & 
Materi*ls   Safetg    "ranch        80/02/13        4pp 

3004100132  Forwards    IE    Info   Notice  BO-OB,     "States    Co   Sliding    Link 
Electrical    Terminal    Block    "    No    specific    action    or    response 
required 
KEPPLER, J  0        Region   3.    Chica9o,    Office    of    the    Dimeter        80/03/07 


8QQ41BOO'10  Forwards   attachments    to    IE  Circular   80-03,     "Protection   From 
Toiic    Das    Haiards,"    inadvertently    omitted    from   B00306 
transmi tta  i 

KEPPLER.J  O        Region   3.     Chicago,    Office   of    the    Director        BO/Ofl/02 
lp 

H004220123   Forwards    IE    Infa    Notice    80-14,     "Safety    Suggestions    From 
Employees    "    No   action    required 

KEPPLEfi,  J  0        Region  3.     Chicago,    Office   of    the   Director        SO/04/02 
lp 

Q004220365   Forwards    IE   Circular    30-07,     "Problems    W/HPCI    Turbine    Oil 
Sys    "  ND   written   response    required 

KEPPLER,  J   0         Region   3,     Chicago,     Office    pf    the    Director         00/04/03 
IP 

80Q42S0102  Notifies    that    response    to    Item  2  of    IE   DulUtin   79-27    "Lois 
of   Nonclacs    IE    Instrumentation  (,   Control    Power   Sys    Bus 
During    Operation"    uilll     be     submitted    upon   completion    of 
emergency    procedures   ravieu 
HOFFMAN,  D   P         Consumers    Potuer    Co         BO/04/03         lp 

Q004230196  Forwards    IE  Bulletin   79-Q3A,     "Long itudinal    Weld    Defects    in 
ASME  QA-312,  Type   304  Stainless    Steel    Pipe    "   Action    required 
KEPPLER,  J  S        Region   3,     Chicago,    Office    of    the   Director        BO/04/07 
lp 

S004140334  Responds    to  NRC   BOOOOi    Hr   re   violation    no-tod    in    IE    Insp 
Rept    50-2S5/BO-02  Correct  i  ve    actions    containment   pressure 
instrument    lines   Liill    be   modified    prior    to   startup 
HDFFMAN,  D   P         Consumers    Power    Co         BO/04/OB         4pp 

3004220149  Forwards    IE  Bulletin  BO-OQ,     "Eiam  of   Containment   Liner 
Ponetratiqn   Welds    "   Written    response    required 

KEPPLER.J   0         Region   3j     Chicago.     Office    of    the    Director         BO/Ofl/09 
lp 

B0041QO4B7  Responds    to  NRC    telcon  request    for   addl    info  re    "stubbed-ln1 
joints  at    facility  Mods    requiring    addition   of   pipe    saddles 
an    some    joints   made    so    that    FSAR   or    interim   acceptance 
criteria    for    allowable    stress    limits    in   piping    are  met 
HOFFMAN,  DP         Consumers    Pouur    Co         BO/04/14         lp 

B004220508  Submits   addl    info    re    IE  Bulletin  79-27,     "Loss    oif   Nonclass 
IE    Instrumentation  &  Control    Pouer    Sys    Bus  During 
Operation, "    per   800417   &    IB    telcon   requests   Eltimates  3HO 
man-hours   will    be    eip«nd-od    an   bulletin   to   complete   action 
HOFFMAN,  D  P        Consumers    Pauier  Co        80/04/10        2pp 

B00425Q3I3  Responds    to    IE   Dulletln   79-03A,     "Longitudinal    Weld    Defects 
in   A6ME  8A-312,Tupo  304    Stainless    Steel    Pipe    "   Bulletin    is 
not   applicable    to   plant    «af ety-related    syf 
HUSTON,  R  W        Consumers    Poiuar   Co        80/04/32       2pp 

R      Periodic    operating   reports    (>  related    correspondence 


H004090379  Ack    receipt   of   00020B    1  tr    informinfl   NRC    of    steps    taken   to 
correct   violations   noted    in    IE    Imp   Rept    90-255/79-20 
KEPPUER.J  0.       Region   3,    Chicago,    Office    of    the   Director        BO/03/30 
2np. 

—  B0040903B3  Responds    to  NRC   000102    Itr    re   violations    noted    in    IE    Insp 
Rapt   SO-2S9/79-20  Corrective   actions    submitted    revised   LER 
77-044,  marked    t*st   gauge   w/*erlal    number   &  resolved    all 
dlscrepanclts    In   valve    stroke    times 
HOFFMAN'  D  P        Consumers    Power   Co        SQ/02/QB        7pp 

6004030325  Acfc    receipt   of   B0030B    Itr    Informing   NRC    of   «teps    takin    to 
correct   violation   noted    in    IE    Insn   R*pt   Util    Itr    withheld 
(ref    10CFR2  790f 

A        Region   3,    Chicago.     Safeguard*    Branch        80/03/21         lp 


8004130169  Forwards    IE    Info   Notice  80-12,     "Instrument  Failure   Causts 
Opining    at   PQRV  fc  Block    Valve    "   No    specific    action    or 
risponsv   nicessaru 
KEPPLER,  J  0,       Region  3,    Chicago,    Office    of    the   Director        SO/03/31 


8004030217  Forwards    "1979   Radiological    Environ  Monitoring   Rept    " 
HOFFMAN.D  P        Carolina    Power   fc  Light   Co        BO/03/31         lp 

— 8004030230   "1979  Radiological    Environ  Monitoring   Rept    " 
*      Consumers    Power    Co          8O/03/31          9pp 

B004040371   Forwards    "1977   Environ  Monitoring   Rept    "    Analysis    at    rept 
data    demonstrates   no   detectable    increase    in   radioactivity 
levels   of    environ  media    attributable    to    facility    effluents 
HOFFMAN,  D  P        Consumers    Powor   Co        flO/03/31         lp 


— 8004040376    "1979  Environ    Monitoring    Rept    " 
*      Consumers   Poiuer  Co         BO/03/31         9pp 


S0040S043£i  Faruards   monthli]    operating    rept    for  Mar    1980 
ADAMSiW  E        Consumers   Power    Co        BO/04/01         lp 


— 80040Q043S  Monthly    operating    rept    for    Mar    19BO 

DODTKE.P   J        Consumers    Pouer  CD        flO/O4/01        4pp 
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3     Rflportflblo    act  ui-renc  e  a,     L£Hs   It    related    correspondence 

B0041B0520   PND-I I I-7B-177    facility    uss    shut    doun    on   7B11HB    to    correct 
eiceiaivB    control    rod    drive    mechanisn    seal    leakage    Cause  mag 
So    metallurgy    problem    associated    u/se-al    mail    Most    seals 
Installed    during    refueling    outage    have    been    replaced 
KLINSER.G    .     NOLAN,  F         Reg  ion    3.     Chicago,     Office    of    the    Director 
7B/ 11/30          Ip 


DOCKET    50-259   BROHN3   FERRY    NUCLEAR   POWER    STATION,     UNIT    1 
F      Sncurltiji    medical,    emergency    '<  fire   protection    plans 

8004150195  Forwards    c  onim  c-n  1 1    an   790301    safeguard!    contingency    plan  It 
79O?01    Revision    1    Requests    revisions   If   add  I    Info  End 
withheld    <ref    10CFR2   7?Q> 
IPPDLITOiT    A        Operating    Reactors    Branch    3        60/03/37         3pp 


900410039A    Foi-uiardfi    LER    BO-U02/Q3L-O 

HOFFKANjD   P         Consumers    Pouiat-    Co         SO/04/03 


— 9004100397   LER    90-OOa/03L-0    on    791023, during    routine     testinn    of 
hydraulic    snubber  t,  snub  b  ar    S-Ai  located)    an  main    itsam   line* 
failed    to   meet    test    acceptance    criteria   Caused    by    loose 
accumulator    oil    fill    fitting    Slubber    replaced 
*      Coniuiners    POUIBT    Co        BO/D-J/oa         Ip 


B0041004D3   Forwards    LER    BQ-003/01 T-Q 

HOFFMAN- D   P         Consumers    Pouer    Co         BO/04/03          Ip 


—900410040*    LER    8Q-003/Q1T-0    on    BQO3Q4,  during    evaluation    of    SEP    Topic 
VI -3   discovered    total    activation    time    For   containment   spray 
sij*    in    eicesc    ttf    FSAR    Initiation    times    Caused    by    personnel 
error    during    Initial    accident    analyses 
*      Consumers    Power    Co        80/04/03        2pp 

3004100413   Foruards    updated   LER   79-044/01 X-l 

HOFFMAN.  D   P         Consumers    Poue-r    Co         SO/04/03          Ip 


0     Ad jud i catory    correspondence 


B004030026  hemorandum  of    understanding    between  NRC   d  FEMA  re    prompt 
improvement    in   radiological    emergency    planning   ti 
preparedness,  d  1  atr  ibuted    as    Board    notlf  ication 
GQSSICK,L  V       Office    of    the   Eieeutive   Director   for    Dporation* 
an/04/02        34pp 


H     Qaneral    correspondenc e 


8004300404  Request*    that    public    htaring    &  EIB  be   required    for    propond 
low    level   maste   compaction    b    Inciniration    facility    at    lite 
JURENKa,R   C         AffilLatlon    Unknown         60/04/22         Ip 

P     Operating    license   stage    documents   i  correspondenca 

Q004050178  Fnruiards    request    for   addl    info   on   proposed      Tecli   Spec 
changes   re   control    &   miring    diagram 
LMNAS.O       Plant   Sustains    Drancfi        80/05/11        3j)p 


—0004100415  Updated    LER    79-044/01X-1    on    7707S1?,  after    surveillance 
A0-3.valves   33&3  ES   t,  33i4   ES    left    in    closed    position, 
resulting    in    sodium    hi^droiide   aifditian    sy*    not    belngi 
returned    to    svc    Caused    bij    inaiJenuste    procedure   requ  irementt 
*      C nn turner*    Powar    Co        BO/O4/03        Ip 


0001070394  Discusses  NRC    761123  Toqut)*t    that   all   LUR    licensee*   assess 

higher    flislon   gas   release    for    fuel    burnups   above   50,000 
MW-dag    per   metric    ton   fieepnnses    indicate    that   no    immediate 
licensing  action    is   required    for  operating   reactors 
tPPOLITO.T  A        Operating    Reactors   Branch    3       BO/03/10        3pp 


800-1150012  Forward!  HPDE9  noncomp  I  i  *nc«   notification 
HOFFMfiN. &   P         Consumers    Power    Co         90/04/08          Ip 

~  BQ0415Q01?  KPDES   nontompl  iajic  e   notification   on   800310,  d  iese  1    fuel    spill 
detected    in   dlesel    generator    roam  Gamed    by    fuel    tank   high 
level    ihutof-f    iwitth    Failing    to    stop    transfer    pump    uhile 
filling    fuel    tank    Crew  assigned    to   clean   up    turbine    sump 
FORBES, R    L         Con*um«rs    Power    Co         80/03/36         3pp, 

9004150530  Forward*   LER    BQ-004/01T-O 

HDFFMAW.O   P        Coniumeri-  Power    Co        80/04/10        Ip 


6004030102  Forward!    "Nuclaar    Data  Lint   Bpecsi "   study    of    digital 
communicatipn    sys    to    transmit    info   from   planti   to    Bithesda 
Operations   Ctr 
EISENHUT,D  0        Division    at    Operating   Reactors        BO/03/12        Spp 


— B00403011B   "Hit clear   Data   Lint   Spots    " 

*      Division    of  Operating    Reactors        80/02/21 


aBpp 


B004040157  Foruards    Corracted    Pages    199  i.   iiO   to  Amend    99  b  Pages    137   (. 

153    to   Amend   35    For  Licenses   DPR-33   Ic  DPR-58 

IPPOLITO.T  A       Operating   Reactors  Branch   3       BO/03/I4       4pp, 


—  B004150537   LER  BO-004/O1T-0    nn  000327.  during    review   of   Tech   Spec 
surveillance   procedures*  d  1  scovered    procedure   HO-  1.9  requiring 
iiolstlon   of   both    containment    spraij    headers    during    test 
violated    Caus*    not   stated    Procedure   rewritten 
M      Con-sumers   Pouer   Co-        BO/04/10        IP 


B00415Q51'J  Forwards    LER   60-OOB/01T-0 

P        Consumers    Pou/er    Co,       S0/04/l» 


—  6004150356  LER   BC--OOB/O1T-0    on    800327,  Jur  1  no    review  of   Tech   Spire 
iurvai]  lance   procedures,  discovered    that    procedures   QO-2  tt 
MQ-23  require    stroking    SIRW    tank    autlit   valves    Amend    to   DL 
or    clarification,   of    Tech   gpec    requirement!    (uill    be    sought 
«      Consumers   Power   Co        BO/04/IO        IP 

8004250330  Forwards   LER   BO-007/01T-0 

FROST,  S  R        Consumer*   Poaier   Co        BO/O*/21         Ip 

—B004ES03BB  LER  BO-007/01T-0  on   00040?!  during    maint    on   control    roam 
ventilation    sun,  discovered    leakage    defects    through    »h«ft 
of    fan  V-36,  Fresh    air    damper    D-l    would   not    clou    Caused    bij 
Inadequate    pre~operat  i  onal    testing    of   ventilation    IIJB 
•      Con«UFner*  Pouir   Co        BO/04/21         Ip 

6004230334   Forward*    LER    BO-006/03L-0 

HOFFKftM.  D.  P.       Consumers  Pmuer   Co        flO/04/Sl.       Ip 

—3004390389   LER   BO-004./03L-0  on  7<?1  1  JO.  during    Miutinfl    surveillance   of 
containment    purge    valves,  redundant  T-ring    air   supplies   for 
IS-inch   d   43-Inch    valves    lealed   beyond    accepted   criteria 
Cause   not    itated    Leats   uvre   erimarili;    ab    fitting*    it  pack  ins 
»      Con*unnra  Power   Co,       80/04/21,       ip 


9004110519  Foruardt   Amerd«    60.33  t,  32   to   Licenses   DPR-33.  DPR-53  (. 
DPR-fiBi  respect  IVB  Ig,  aa  faty    evaluation  1>  notice   of    lnuance 
t.   avalUbllltg 
1PPDLITO.T  A        OperatiHB    Reactors   Branch   3       flO/03/17        Bpp 

—0004110935  Amends    60.59    b   32   to  Licenses    DPR-33,  DPR- 93  &   DPR-69, 
respectively,  author!  ling    temporary    storage   of    loui    level 
radwaste    In    eil-stinp    covered    pavi  1  ion.  outside    security    fence 
but   inside  »ite   eicluilon  area 
tPPOLITOiT  A        Operating    Reactors    Branch   3       80/03/17        App 

—6004110529  Amends    60,  S9  b  32   to  Licenses   DPS-33,  DPR-92  k  DPR-iS, 
respectively,  author!  i  ing    tamporary    storage   of    lou    level 
ratfuaita    In    eilstlng    covered    pavilion, outside   security    fence 
but    Inside   site    exclusion    area 
1PPOLITO.TA        Operating    Reactors    Branch   3       BO/03/17        <bpp 

— BOQ41 10527   Safety    evaluation   supporting   Amends   60,55   tc  32   to   Licenses 
DPR-33,  DPR-52  b  DPR-6B,  respective  li) 
*      Office  of   Nuclear    Reactor   Regulation.      BO/03/17        7pp 

— 8004-110831    Notice    of    Isiuance   tt  availability   of   Amend*    £0-55  i,  32   to 
Licenses    DPR-33.  DPR-S2  it    DPR-68.  respectively 
IPPOLITQ,TA        Dper-atlng    Reactors    Branch  3.      BO/03/I7.       3pp 

3004150423  Advises    that   add!    time  will    be   needed    to   develop    coordinated 
reiponst   to  NRC   requoit    of    BOD21S  Response   uilll    be    submitted 
by   QOOS01 
HILLB.L  H       Tennessee.   VaLl«y   Authority.      BO/04/07         Ip 

8004190557  Forwards    addl    Info    rr    containment   purge   !<  venting    syi,  In 
reiponse    to  NRC   B00226    1  tr.  Key    loci    switches   are   provided    on 
control    switches    to  allau   overriding    prlmcry    containment 
iso latlon  signal 
H1LLS.L  M       Tennessee    Valley   Authority        80/04/07        3pp 
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0004310023   Forwards    GOO  128   &    0311     Itrs     to    GE    re    proposed    central    rod 
(TrivB    sys    mods    related    to    elimination    of   cracking    In   return 
line    noiiles   Guidelines    for   mods   mil!    be    discussed    in   NUREQ- 
Qil9,     to    be    issued    in    "For    Comment"    form    in    Apr    1980 
IPPQLITdiT   A        Operating    Reactors    Branch   3        80/04/07        2pp 


— 8004090252    IE    Insfi    Rupts    50-259/80-03, 50-260/BO-03   fc   50-296/80-09    on 
900129-31    Mo    noncomp 1 iance    noted    Major    areas     inspected 
refueling    activities 

KELLOQQ,  P    J         Region    H.     Atlanta.     Reactor    Operations    Nuclear    Support 
Branch         80/03/15          3pp 


SOO4230293   Forwards    request    for   addl    info   ro    degraded    grid    voltage 
Also   requests   revised    schedule    for    submission    of    design    of 
long-term  mods    re   adequacies    of    station    electric 
distribution    sys    voltages 
IPPOLITO.  T   A         Operating    Reactors    Branch    3         BO/04/OB         3pp 

BOO4230506   Forwards    Info    re    control    drive    malfunctions    during    CV78   & 
79, in   response    to   NRC    800110   request 
MILLS, L   M         Tennessee    Valley    Authority         8O/04/11         Spp 

8004230340   Application    to    amend    Licenses    DPR-33, DPR-52   &    DPR-6Q 
changing    Tech   Specs    to   allow   conduct    of    short    containment 
integrated    leak    rate    test   Fee    encl 
MILLS, L    M         Tennessee    Valley    Authority         BO/O4/13         2pp 

— B004220349  Proposed    Tech    Spec    revi s I onsi  al Inuing    conduct    of    short 
containment    integrated    leak    rate    test 
»      Tennessee    valley    Authority         80/04/15          I3pp 

— BDQ422035B    "Nuclear   Containment    Testing    for    TVA  Nuclear   Power  Plants," 
presented    at   AN8   791111-16   winter    meeting 

CLARK, K   H    ,     WHITE,!    J         Tennessee    Valley    Authority         79/11/16 
46pp 

BO 04 220 523  Responds    to   NRC   800212   request    for    info    needed    to    compare 
RETRAN  code   results   ui/s  imulator   results    &  EGbO  800317 
req.uBst    for    info   re   LOCA   calculations!    models   Singer   Co 
could   more    adequately    address   NRC    request 
HILLS, L  M        Tennessee    Valley   Authority        BO/04/19        2pp 

— 9004230531    Requests    assistance    in    comparing    RETRAN  d   simulator   results 
for    BUR   plant    transients/incidents    re    las*    of    feodmater   & 
loss    of    load    BNL   should    be   provided    w/related    info  EQ&O 
BO0317  request    for    info    encl 
Frt8IC,S        Analysis    Development    Branch        80/02/12        4pp 

8004230333  Advises    that   Section  316   documents    re   NNPDES  Permit 
^LQQS2080  are    beinn    sent    to    JH  Warr,  H    Zellor    (c  LH    Tebo,  In 
accordance  w/util  800331    Itr 
EL-A9HRY,H  T        Tennessee    Valley    Authority        60/04/17        2pp 

9      Inspection   report*,     IE   Bulletins   d   correspondence 

BQQ4Q40174  Act    receipt    of   800124    Itr    informing    NRG    of    steps    taken    to 
correct   violations    noted    in    IE    Insp    f)ept»    30-239/79-42, 
30-260/79-42  4i   30-296/79-42 

BRYANT,  J,  C        Region   2.    Atlanta,    Reactor   Construction   b  Engineering 
Support   Branch        80/02/04        2pp 

—  B0040401B1    Responds    to   NflC   000102    Itr    re    violations   noted    in    IE    Insp 
Repts    50-237/79-42,30-260/79-12  1   90-296/79-42   Corrective 
actions, review   of   all    previous    insp    data    record*   was   made    to 
verify   notification    to   DES   engineer 
MILLS, L  H        Tennessee   Valley   Authority        BO/OI/84        3pp 

--80040-10185  Forwards    IE    Insp   Ropts    30-239/79-42,  SO-260/79-4S  (< 
SO-K96/79-42   on   791126-27  t  notice    of   violation 

MURPHY, C   E        Region  2.    Atlanta,    Reactor   Construction   &  Engineering 
Support   Branch        BO/OI/02        2pp 

--80040401B9  Notice   of   violation    from    insp    on   791 126-27 

*      Reoion   2,    Atlanta,    Office   of    the    Director        79/12/14,       lp. 


8004110503   Forwards    IE    Insp    Repts    50-259/80-O7.  50-2AO/80-07    & 
50-296/80-07   on   B002Q5-O7    No    noncorapl lance    noted 

BRYANT,  J   C         Region    2,     Atlanta,     Reactor    Construction   !*    Engineering 
Support    Branch         SQ/O2/27         Spp 

— 8004110514    IE    Insp    Heats    30-259/80-07,50-260/80-07    !,    50-296/80-07    on 
B00203-07   No   noncomp 1 1 ance   noted    Major   areas    inspected    video 
observation   of   core    epray    sgs    sparger   &  review  of    proposed 
actiqns    for   t-ER 

HERDTi  A   R         Region    2,     Atlanta,     Reactor    Construction    t.   Engineering 
Support    Branch        VANDOORNi  P   K        Region  2,    Atlanta,    Office    of    the 
Director         00/02/25          3pp 

8004280194    Forwards    IE     Insp    Repts    30-259/BO-05,  50-26O/90-05   *. 
50-296/90-05   on   B002O6-Oa  No   noncorapl lance    noted 

BRYANT,  J   C        flog  ion  3,     Atlanta,    Reactor   Construction  tt   Engineering 
Support   Branch         80/O3/07         2pp 

—3004200202    IE    Imp    Repts     50-259/80-05,50-260/50-09   *   50-296/8Q-O5    on 
8QQ20(t-QS    No    none ofnp  I  lance    noted    Major    areas     inspected    areas 
of    seismic    analysis     far   as-built    safety-related    piping    iijs 
(IE  Bulletin   79-14> 

HEFiDT,  A        Region  2,     Atlanta.    Reactor   Construction  t,  Engineering 
Support    Dranch        MODEND9,  L        Region  S,    Atlanta,    Office    of    the 
Director         SO/03/04          4pp 

300-1030242  Ack    receipt    of    8002O4    Itr    informing    NRC    of   steps    taken    to 
correct   violations    noted    in    IE    Insp    Repts   50-257/79-39, 
90-260/79-38   fr    5Q-296/79-3B 

LEWISiR  C        Region  S,     Atlanta,    Reactor   Operations   Nuclear    Support 
Branch        BO/03/11        lp 

— 3004020249  Responds    to    NRC   B00110    Itr    re   violations    noted    in    IE    Insp 
Hepta   50-259/79-36,50-260/79-38   t,   90-296/79-38  Corrective 
actions    local    leak    rate    test    performed    on   normal    hatch    cover 
&  control    rod    drive    added    to  CILRT  results 
MILLB.L   M         Tennessee    Valley    Authority         80/02/01         3pp 

— 8004030232  Forwards    IE    Inap    Repts    50-359/79-38,50-260/79-38   E. 
5Q-276/79-3B  on  771119-23  t  notice    of    violation 

LEWJB, R    C        Region  3,     Atlanta,    Reactor   Operation*    Nuclear    Support 
Branch        80/01/10        2pp 

--B004020258  Notice    of   violation   from    insp    pn  791119-23 

«      Region  2,    Atlanta,     Office    of    the   01  me  tor        90/0 1/Og         lp 

--B004020263    IE    Insp    Repte    30-239/79-38.50-260/79-38   S.    30-296/79-3O   on 
7911 19-23  NoncomplianeB    noteil    use    of    temporary    control    rod 
driveline    hatch    covt-r    during    integrated    leak    rate    tost 
UPRIGHT, C   H        Region    Si     Atlanta,    Reactor  Operations  Nuclear    Support 
Branch        BO/01/OQ        &pp 

—8004020363    IE    Insp  Repts    50-239/79-3B,  50~2fiO/7<?-3B  k   50-296/79-3S   on 
791U9-23  Noncompliance    noted    use    of    temporary    control    rod 
drivellne   hatch   cover    during    Integrated    leak    rate    teit 
UPRIGHT,  C  M        Region    2,     Atlanta,    Reactor  Operations  Nuclear    Support 
Branch        BROOKS.  E  H    ,     UHITENER.H  L        Region   2,     Atlanta,     Office    of 
the   Director        80/01/09        6pp 

8004100364  Responds    to    IE    Bulletin    79-23  Conducted    sustained    full-load 
operational    test    on  Emerguncy    Diesel    Generator    3A   Test 
demonstrated   ability   of    rflesel    generators    to    function 
properly   over   24-h    period    at    specified    loads 
MILLS.L  H        Tennessee   Valloy   Authority        80/03/21,       lp 


— B004040196    !E    Insp   Riptl    50-239/79-42.30-060/79-42  &   50-296/79-42   on 
79>L12&-37  Nortcotnpllance    notid    failure    to   report 
discrepancies    to   PE8   engineer 

HERDTrA        Region  2,    Atlanta,    Rfactor    Construction   &  Engineering 
Support   Branch        MODENOBrL,       Region   2,     Atlanta,    Offic*    of    the 
Director        79/12/14        4pp 

BOO40903S2  Forwards    IE  Bulletin  80-03,     "Loss    of   Charcoal    From  Btd   Type 
Hi  Tun-Inch, Tray   Adsorbar   Cells    "   Action   required 
O'REILLY,  JP        Region  2.    Atlanta,    Office    of    the    Director        SO/02/06, 


8004210178  Forward i   respanse    to    IE  Bulletin   BO-03,     "Loss   of    Charcoal 
from  Std   Type    I J,  Two-Inc h ,  Tray  Adsorbar   Cells    "   Encl    lilts 
results    of    inspi    at   facilities    to   determine    if    potential 
for    toss   of    charcoal    Incidental    to    handling    or   use   eilsts 
MILLS.L  H        Tennessee   Valley   Authority        80/03/21        4pp 

8004280001    Supplements   BOOSla  response    to    IE  Bulletin  79-19   Forward* 
Info   re   procedural    controls    necessary    until    completion   of 
sy«   mods    for   upgrading    public    address   &   evacuation  alarm   iys 


as   required   by   bulletin 

HILLS.  L  M        Tennesse*  Valley   Authority 


80/03/25        2pp 


B004Q9O24S  Forwards    IE    Insp    Repts    50-239/80-03,30-260/80-03  & 
BO-2'76/BO-09   on   800129-31, No   noncompUance    not*d 

LEHISjR.C        Region  2.    Atlanta.    Rector    Operation*   Nuclear   Support 
Branch       80/02/19       2pp 


8004 130527  Foruiards    IE   Info    Notice  30-12.     "Instrument   Failure   Causes 
Opening    of   PORV  fc  Block    Valvs    "  No    specific   action   or 
response   necessary 

0'REILLY,J   f         Region   S,     Atlanta,     Office    of    the    Director         80/03/31 
Spp 
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QOO40SOA36   Forwards     IE   Circular    BO-03.     "Emergency    Diesel    Generator 
Lubricating    Oil    Addition    (.   Onsita    Supply    "    No    written 
response    required 
Q'BEILLV.J   P         Region    2,     Atlanta:     Office    o  F    the    Director         BO/Q4/01 


—  B001010491   LER  ao-03J/Q3L-0    an    300301 ,  during    severs    ics 
»peed    int  trumentation    an   meteorology    t  ouiet-    failed    to 
Indicate    true   ulnd    speed ,  Caused   bg    ice    formation    on 
instrument    No   action    planned 
*       Tenn«ise<e   Valley    Authority         BO/03/ 28        2pp 


8004150077    Foruard*     IE    Info    Notice    BO--I3,     "SE   Tijpp   3BM   Control    Suitchaa 
Defective   CAM  Fo  1  1  oiuer  s    "    Ho    spsciflc   action    or   response 
required 

a'JiEILLY.O    P         Region    S,     Atlanta,     Office    of    the    Director         50/04/02 
2pp 

000-1240)274    Forwards     IE    Info    Notice    90-]4i     "Safety    SuijgBstinns    From 
Employees    "   No   action    required 
O'REILLY,  J   P         Region    2,     Atlanta,     Office   of    the    Director         BO/04/02 


BQQ-UB0275    Forwards    IE   Circular    80-O7.     »  Problems    H/HPCI    Turbine    Oil 
9ijj    "   No   written   response    renulred 

Q'REILLY.J   P         Region    2.     Atlanta.     Office    of    the    Director         00/04/03 
2pp 

6004110021    Forwards     IE   Dullotin    30-07,     "BUR    Jat   Pump    Aasemblij    Failure 
Written    response    required 

Q'REILLY.J   P         Rejlon   2.     Atlanta,     Office    of    the    Director         BQ/04/04 
2[>P 


9004150573   Forwards    LER    80-033/031-0 

CALHQUN,  J  R        Tennessee    Vdlley    Authority 


— 90Q415058S  LER  GO-023/03L~Q   on   600312.  dur ing   refueling    outage, relay 
23A-K42  found    wired    inc nrrectly, el Iminating   HPC I    reactor 
high   uater    levol     trip    Cause    undetermined 

•  Tennessee   Valley    Authority         BO/04/OB        2pp 

fl0041&OS25  Forwards    LEfl  SO-021/03L-0 

CALHDUN,  J  R        Tennet»ec    Valley    Authority        20/04/10        tp 

—800*150536  LER   BO-024/03L-0    on   000312,  during   refueling    outage 
in/Unit)  2  &  3  unde-r   normal    operation,  nut   came   off    bracket 
holding    Insulated    communications    ground   uire  above   Athens 
ikl-K    line. causing    fault   resulting    in    trip    of   breakers 

*  Tennes*ee    Valloy    Authority         80/04/10         2pp 


H004130S23  Forward*    LEU   BO~035/03l,-0 

CALHOUN.JM        TenneBBoe    Valleij    Authority 


BO/04/11 


Q004230143   Forwards     IE    Bulletin    79-03A   "Longitudinal    Held   Defects    in 
A5ME  6A-312,  Tvpo   301  Stdinloss    Blue  I    Pipe    "   Action  required 
D)'fiElU,Y.  J  F        Region   S,     Atlanta-    Office    of    the    Director        00/04/04 


0004130445  Forwards    IE  Bulletin    aO-09,    "Eiam  of   Containment  liner 
Penetration   Ueldv    "    Uritten    response  required 
Q'REILl.V.0   P        Reoion   2.    Atlanta,    Office    of    tha   Director        BO/04/07 


—  0004130535  LER   HO-Oas/OSL-O    on   800313,  primary   containment    Isolation 
tasting   revealed    Failure    at  RHR    Injection  valve   74-i7    to 
close   upon    Isolation    signal    Caused    bu,    limit    switch    on  FCV- 
71—48  not   making    good    contact   Contact    cleaned   ti   adjusted 
«      TenHEiiee   Valley    Authority        QO/04/11        2pp 


9004230690  Fnruaid*    aupp  1  umontal    LER  BO-OO1/01T-1 
CALHOUN,  J  R        Tennessee   Vdlleg    Authority        BO/04/1S 


30042501/0  Forwards,   monthly    progress    rept    For    Mar    198ft    in   rBioonie   to 
IE  Bulletin   79-1*,     "Seismic   Analysis    for   A*-Huilt   Safetg- 
Relabed   Piping  Sus    "    Includes    imp    of    drawings,  pipe   support! 
&   floor   &   wall    penetrations 
MILL5,  L  n        Tennessee    Valley    Authority        00/04/07        20pp 


B00429O170   Forwards    IE    Inso    Flents    50-B99/BO-12. 50-240/80-10  t. 
SO-296/60-11    on    a00311-lfl  No    noncompllance    noted 
HENNA, W   D        Region   2,     Atlanta.    Safeguards   Branch        QO/04/09 


2np 


—6004290177    IE    Insp   Rents    30-33^/60-13.  30-26Q/QO-10  4,   30-276/80-11    on 
500311-14  No   nontompl ianca    noted   Major   areas    inspected 
review  of    security    plan,  organiiation,  atcc  BI    controls  & 
barriers   Details   withheld    (ref    IOCFR2  7")0> 

GIL(.ESP1E,F        Sitgion   3.    Atlanta,     Safeguards   Branch        TILLHAN.  A 
Reginn   2,    Atlanta.    Qffica   tif    the    Director        BO/Q4/07        lp 

6004290377  Reiiuests    approval    of    ABME   Code  Cases  M-U34  &  N-233    fnr  use 
an   reactor    pressure   votieli    ETipedltious  approval    Is 
necessary    fur   uso    of   code   cases    in    forthcoming    prfliervice 
insp 
MILL3.L  M        Tennessee    Valleg    Authority        80/04/23       3pp 

R      Periodic    operating    reporti   la   related    correspondence 

0Q04B40flll    Foriuavds   monthly    operating  vepta    lor  Mar    1980 
ABERCROMBLE,  tl  L      Tennessee  Valleij   Authority        90/04/10       Up 


Monthly   operating    repts    for   Mar    19BO 
Tennassae    Valleg    Author  it  y        30/04/02 


—  QOO<1220£)99   aupplemental    LER   QO-001/OiT~l    on  B00107.  dur  ing    performance 
of    STEH  7902   per    IE   Bui  latin    79-23,  diesel    generator    3A    lo«t 
spend    control    Caused    by    deteriorated    oliitomer    ipider 
coupling    Spider-   coupling    replaced 
*      Tenneisee   Valleg    Authority        BO/04/18       2pp 


9004320742  Forward s   LEfi   BO-037/03L-0 

CALHQUNiJ  a        7enn*4iee   Valley    Authority 


--80042207SO  LER   ao-Oa7/O3L-0    on   BOOSHB,  uih  1  le   performing    BI    4   2,0-14, 
RHJ18H  pump   D3    timer    found    3-3   less    than  min   requirement 
Cause   unknown   Timer    adjusted    &  verified   uilthln  Tech    Spec 
tolerance 
*       Tenneisoe    Valley    Authority        BO/04-/ IB        2pp 

8004290394  Forwards   upilated    LEtt   E30-01 1/OLT-l 

R        Tann«sse«    Valley    Authority        BO/04/1B         lp 


— 5004250409  Updated    UEH   QO-O1 1/01T-1    or.   800214  an4ly«i»    indi 
potential    lots    of    secondary    contalnmant   should    primary 
containment   purging    be    conducted    during   hot   standby 
concurrent  ui/LDCA     No    cause    stated   Purging   will    be    limited 
<t      Tennessee   Vcllog    Authority        BO/04/ iQ       Bpp 


0004380593  Foruard.    LER   HO-026/03L-0 

CALHQUN, J  R        Taimeise.4    Valley    Authority 


BO/04/18        lp 


32pp 


— 9004200593  LER   BO-02c./Q3L-0    on    B003B2rHPCI    stop    valve   uould    not   open 
completely  Caused    bij    iuom   mechanical    overspeid    trip    pi«ton, 
Hydraulic    sgs    adjusted    b    stop   valve    teited 
*      Tennessee  Val log    Authority        BO/04/19       2pp 


S      Rsportatjli    occurrences.    LERa    t,   related    correipondenct 

B0041B0518  PNa-II~7a-147   on   780ai8,one   of   six    air  compressors    suffered 
massive    Failure    i-eiulting    In   rapid    loss   of    control   air 
prassuro    to   all    throve   uniti   Cauied   bi;    large   lio-le    In    cgllndBf 
head    of    faUeif   comprosaor    Compressor  uas    isolated 

KL1NOER.O   .    NOLAN.F   .    SNIEZEK.J       llegion  S,    Atlanta,    Office    of   the 
Director        79/03/13        tp 

8004010451    Fflruai-ili   LER   GO-Q20/03L-Q 

CALH0UN.J   R         TennessOfl    Vallei)    Authority         6Q/Q3/2H         lp 


DOCKET   50-360  BROWNS  FERRY  NUCLEAR  POHER   STATION.    UNIT   2 
F     Sacurttgr    medical,     emergency    li   fire   protection    plans 

S004L30185  Forwards    cammants    on    79030-1    safeguards   contlngincy    plan  li 
790901    Reviiion    1    Raquesti    revisions   tt   addl    Info.  End 
withheld    <ref    10CFR2  710) 
IPPOLITQ.T  A        OpHratina    ftsactors   Branch   3       80/03/27        2pp. 

0     Adjudlcatory    correspondBnce 


—8004010456   LER   BO-OaO/O3L-0.  on   000301 ,  during   normal    operation,  u/high 
mind*   8.    frsaiing   ra  in,  Trim  ty    offslte    161-kV  power    sourts 
uas    lost    intermittsntlii   Caused   by    Ice    loading  ft  high   minds 
r«o,uirins    operatton    of    line    protective  relau 
»      TBnncisee  Valley   Authority        80/03/H8        3pp 


800403003i  Memorandum   of    understanding    b«tuie»n  NRC   fc  FEHA  re    prompt 
Improvident    in   radiological    Emergency    planning   d 
prBpar«dn*9s,  dis trlbutetl    as   Board   notification 
GDSBICK.L  V       Office    of    the  Executive    Diroctor    for   Operations. 
90/04/OS        34pp 


80040104B7   Faruards   LER  GO-021/O3L-0 

CALHOUN. J  a        Tennessee  Vallny   Aulherltij        SO/03/2S        lp 
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H     General    correspondence 

8004300404   Requests    that   public    hearing   &   EIB   be   required    for   proposed 
Innj   level   luaste   compaction   fg    incineration   facility   at    site 
JURENKO,  R    C         Affiliation    Unknown         BO/01/22         tp 

P      Operating    license   stage   documents   b   correspondence 

BOQ402017B  Forwards   request   For   addl    info   on   proposed      Tech   Spec 
changes    re    control    fc    mil  tnj    diagrams 
LA I MAS.  0         Plant    Systems    Branch         BO/02/11         3pp 

B0040703B4   Discusses   NHC   761123   request   that   all   LUR   licensees   assess 
higher   fission   gat   release   far    fuel    burnups    above   20.000 
UN-day   per   metric    ton   Responses    indicate    that   no   immediate 
licensing   action    is    required    for    operating    reactors 
IPPOLITO,  T   A        Operating    Reactors    Branch    3         80/03/10         3pp 


— 800423035B   "Nuclear   Containment   Testing    For   TVA  Nuclear   Pouor   Plants,1 
presented    at    ANS    791111-16   winter    meeting 

CLARK.K   H   ,    WHITE,  T    J         Tennessee    Valley    Authority         79/11/16 
46pp 

BQ04220523  Responds    to   NIC   800213   request   for    info   needed    to   compare 
RETF1AN    cods    results    w/simulator    result!    t,    EQS.Q   800317 
request   for    info   re    LCJCA   ca leulational   models  Singer   CD 
could   more   adequately    address   NRC   request 
MILLS,L   M         Tennessee    Valley    Authority         BO/O4/19         2pp 

— 8004230331    Requests    assistance    In    comparing    RETfiAN  t<    simulator    results 
for   Dun   plant   transients/incidents   re    lass   oF    feedwat-er   t, 
loss   oF    load   DNL    should   be   provided   u/rolated    info   EOf.0 
600317   request   for    info   encl 
FABIC.B        Analysis    Development   Branch        BO/02/12        4pp 

Q      Inspection   reports,     IE   Bulletins   (.   correspondence 


8004030! 03   Forwards    "Nuclear   Data   Link   Specs,"    study   of   digital 
communication   sys    to    transmit    info   from   plants    to   Bethttda 
Operations   Ctr 
EIBENHUT.D    0         Division    of    Operating    Reactora         BO/03/12         Spp 


— B00403011B   "Nuclear   Data   Link   Specs    " 

»     Division   of   Operating   Reactors        BO/02/21 


HBpp 


3004040137  Forwards   Corrected   Pages    159  &    160   to  Amend    59  &  Page6    157   8< 
15B    to   Amend    35    for    Licenses    DPR-33   £.   DPR-9H 
1PPOLITO.T  A        Operating   Reactors   Branch    3        BO/03/14        4pp 

8O04110519  Foriuards   Amends   60,55  t-  32   to   Licenses   DPR-33,  DPR-32  !< 
DPR-6B, respec tive ly,  safety   evaluation   &   notice   of    issuance 
t.   availability 
IPPdLITO.T  A        Operating   Reactors   Branch   3        80/03/17        Hpp 

—  8004H032S  Amends   60,53  S.  32   to   Licenses   OPR-33,  DPR-S2   fc  DPFI-60, 
respectively, authori ilng    temporary   storage   of    lay   level 
radwaste    in   editing    covered    pavi 1 (on,  outs ide   security    fence 
but    inside    site   eiclusion   area 
IPPOLlTOi T  A       Op  orating   Reactors   Drancli   3        BO/03/17        6pp 

— 8004110527   Safety    evaluation   supporting   Amends   60,39  *c   32   to  Licenses 
DPR-33,  DPH-52  (,   DPR-60,  rospnc  li  vo  ly 
»      Office    of    Nuclear    Reactor    Regulation         BO/03/17         7pp 

— 0004110531   Notice   of    Issuance   &   availability    of   Amends   60,53  (.  32    to 
License*   DPR-33,  DPR-92  k  DPJ1-6B, reapec ti vfll« 
IPPOLITO.T  A       Operating   Roaetora   Branch   3        E30/03/17        3pp 


8004010174   Ack    receipt    of    800124    Itr    informing    NRC    nF    stops    taken    to 
correct    violations    noted    in    IE    Insp    Repts    30-259/79-42, 
50-260/79-42  t.    50-396/79-42 

BRYANT,  J  C        Region   3,    Atlanta,    Reactor  Construction   t,  Engineering 
Support    Branch         BO/Q2/04         2pp 

— 8004040161    Respondo     to    NRC   BOO 102    Itr    re    violations    noted    in    IE    Insp 
Repts    30-259/77—12,50-360/79-42   k    50-396/79-42   Corrective 
actions    revieu   of    all    previous    insp    data    records   bias    made    to 
verify   notification    to   DEB   engineer 
MILLSiL   M        Tonnnssee    I/alley    Authority         80/01/24         3pp 

— B0040401B9   Forwards     IE    Insp    Hepts    50-259/79-42,30-360/79-43  S. 
50-296/79-43   on    791126-27    it    notice    oF    violation 

MURPHY,  C   E       Region    3'    Atlanta,    Reactor   Construction   &  Engineering 
Support    Branch         SO/01/O2         2pp 

— 80040401B1?  Notice    of    violation   from   insp   on   791126-37 

*     Region   2,    Atlanta,    Office    of    Iho   Director        79/12/14        lp 

--B00404019A   IE   Insp    Repts   50-259/79-42,50-260/79-42  I.   50-296/79-42   on 
791126-37  Noncomp 1 iance   noted    failure   to   report 
discrepancies   to    DBS   engineer 

HERDT.A        Region    3,    Atlanta,    Reactor   Construction  k  Engineerinfl 
Support   Branch        MCIDENQ8.L        Region   3,    Atlanta,    Office    of    the 
Director         79/12/14         4pp 

9004070352  Forwards    IE   Bulletin   BO-03,    "Loss    of   Charcoal   From  Std   Type 
Hi  Turn-Inch,  Tray   Adsorber   qolls    "   Action   required 

O'REILLY.J  P       Region   5.    Atlanta,    Office   of   the   Director        SO/02/O6 
3pp 


BQO4I50423  Advises   that   addl    time   mill    be   needud    to   develop   coordinated 
i' mpor.se   to  NIC   request   of   BQ0213  fieoponaD   mill    be   submitted 
by   800301 
MILLS.L  M        Tannossee   valley   Authority        HO/O4/07        lp 


B004090243   Forwards    IE    Insp    Repts    50-2S9/BO-03,  50-260/BO-03   !< 
50-296/BO-09   on  BQ0129-31   No   noncomp  liance   noted 

LEUIB,R   C        Region   S,    Atlanta,    Reactor  Operations  Nuclear   Support 
Branch         80/02/19         2pp 


9004130357  Forwards   addl    info   re   containment   purge   d  venting    sys,  in 
reipnnse   to   NRC   B00226   Itr   Key    lock    nwltchos   are   provided    on 
control    twitches   to  allow  overriding    primary    containment 
Isolation   signal 
HILLS, L  H        Tonnetlei   Valley   Authority        SO/04/07       3pp 


—8004090252    IE    Insp    Elcpts    50-239/80-03,50-360/00-03  t   50-396/00-09    on 
800129-31   No  noncomp 1  lance   noted   Mljor   areas    inspected 
refueling   activities 

KELLOQO, P   J       Region   2,    Atlanta,    Reactor   Operations   Nuclear   Support 
Branch        SO/02/ IS        3pp 


SO04S90033  Forwards   H00120  !i  0211    Itra    to  CE  re   proposed   control   rod 
driv*   lyi   mods   related    to   elimination   of   cracking    In   return 
line   nonles   Gul<felinaa   for  mods   will    be   dlecussed    in   NUF1EQ- 
O619r    to   be    issued    In    "For   Comment"    form   in   Apr    1980 
IPPOUTO,  T,  A        Operating   Reactors    Branch   3        00/04/07        2pp 

(3004230283  Forwards   request   for   addl    info   re   degraded   grid   voltage 
Also   requests   revised    schedule   for    submission   of   design   of 
long.-'tvrm  mods   re   adequacies   of   station   electric 
distribution   *yt   voltages 
IPPOLITO.T   A        Operating   Reactors   Branch   3        80/04/08        Spp 

8O0423050&  Foruards    Info   re   control    drive   malf unctloni   during   CY70   b 
79.  in   rosponse    to  NRC   800110  r»qo»st 
MILLS,  L  M        rennas*e>   valley   Authorltii        80/04/11,      2pp 

BO 04220340  Application   to   amnnd   License*   DPR-33, DPR-92  &   DPR-6B 
changing   Tach   Specs    to   allow  conduct   of   short   containment 
intignted    leak   rate   test   Fee   encl, 
MILLSiL  M        Tennettee   valley   Authority        SO/04/ IS        2pp 

—8004230347   proposed   Tich   Spec   revi  s  i  on«,  al  lowing   conduct    of   short 
containment    Integrated    leak    rate    te*t 
*     Tennessee   Valley   Authority        80/04/13,       i3pp 


B004110S03  Forwards   IE    Insp   Hepta   50-2S9/BO-07,  50-260/80-07  tt 
30-296/BO-07  on  800305-07  NO   noncomp  1  iance   noted 

BRYANT,  J  C        Region   Si    Atlanta,    Reactor  Construction  &  Engineering 
Support   Branch        SO/oa/2?        app 

— B004110B14    IE   Insp    Ftepts   30-259/00-07. 50-260/BQ-O7  t,  50-296/80-07   on 
800205-07  No   n on compliance   noted   Major  areas    inspected   video 
observation   of   core    spray   fiys   sparger   fc   ravlou   of   proposed 
actions    for  LER 

HERDT.A  R        Region   2,    Atlanta.    Reactor   Construction   &  Engineering 
Support   Branch        VANDOORN,  P  K        Region  a,    Atlanta.    Office   of   tho 
Director        80/03/39        Spp 

3004,28019-1   Forwards   IE    In*P   Repts    50-299/80-05,50-360/60-05  fc 
50-296/80-05  on  800206-09  No   noneompl  iance   noted 

BRYANT,  J  C        Rejipn    3,     Atlanta.    Reactor   Construction  &  Engineering 
Support   Branch        BO/03/07       Spp 

— B0042B0302    IE   Insp   Repta   SO-2S9/BO-03,  SO-360/SO-05  t"  SO-396/BQ-03   on 
800206-08  No  none omp Hance   noted   Major   areas    inspected    areas 
of   seismic   analysis    for   as-built   saf sty-related   piping    sys 
(IE  Bulletin   79-14) 

HEftDT,  A        Region   a,     Atlanta,    Reactor  Construction  ti   Engineering 
Support   Branch        t1nDE*IOS,L        Region   2,    Atlanta,    Office   at    the 
Director        90/03/O4        4pp 
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0003020243   Ack    receipt    of    B00304    1  tr    infarnlng    NRC    of    itipi    taken    to 
correct    violations    noted     in.    IE    Imp   Repts    50-259/77-36, 


LEWIS,  R   C        Region  2-     Atlanta.    Reactor  Operation*  Nuclear   Support 
Branch        BO/03/"  ti         IP 


8004290170  Forward!    monthly    progress    rspt    for  Har    19BO    in   response    to 
JE  Bulletin  79-14,     "Seismic    Analysis    for   As-Built   Safety- 
Related  Piping   EIJI    "    Includes    insp    of    drawings,  p ipi    support! 
(,   floor  t/  mall    penetrations 
MILLS.. LM       Tonna«see    Valley    Authority        00/04/07        SOpp 


— 8004020249   Responds    to   NRC    BOO110    Itr   re    violation!    noted    in    IE    Imp 
Heats    90-259/79-39,  SO-2f=0/7'9-3e  t  30-2'9A/79-39  Corrective 
action!    local    leak,    rate    test    performed    on   normal    hatch   cover 
It   control    rod    drive   added    to   CILRT  results 
MILLS, L    M         Tennessee    Valley    Authority         BO/Oa/04        3pp 

— BQ040202S2    Forward!    IE    Insp    Repts    50-259/79-36,50-360/79-36   5. 
30-376/79-33    on    79Ill<7-23   t   notice   of   violation 

LEWIS, R    C         H*gion    2.     Atlanta.     Reactor    Operations   Nuclear   Support 
Branch         BO/Ol/LO         2pp 

--B00402025B   Notice    o-f    violation    from    insp    on    79tll'?-23 

*       Region   2.     Atlanta,     Office    of    th*   Director         BO/01/Oa         lp 

—6004020263    IE    lr.ip    Rept*    50-259/79-39, 50-2(.O/79-38   t>   SO-296/7<7-3B   on 
79tI19~a3  Noncompliance    noted    uie   of   temporary    control    rod 
driveline   hatch    cover   during    integrated    leak    rate   test 
UPRIGHT,  C   M        Reoion   3,     Atlanta,    Reactor   Operations  Nuclear   Support 
Branch         HROOKS.  E    M   ,     WHITENErt,  H   L        Reoton   3,     Atlanta,     Office   of 
the   Director        BO/01/OB        fipp 

B0041QQ3i4   Responds    to    IE  Bulletin  79-23  Conducted    lustalned   full-load 
operational    test   on    Emergency    Diesel   Generator   3 A.  Test 
demonstrated    ability    o-f    diesel    generators    to  function 
properly    over    24-h    period    at    specified    Io4ds 
MILLS.L.  M        Tennessee  Valley    Authority        60/03/21        lp 

9.00431017B  Foruards    rofponse    to    IE  Bulletin  BO-03,     "Lou    of  Charcoal 
from  fit*   Type    1 1,  Two-I  nch,  Tray    Adsorber   Cells    "   Encl    lists 
reiultt   of    inspl   at    facilities    to  determine    if    potential 
For    last   of    charcoal    incidental    to  handling    or    use  etiiti 
MILLS, LM        Tennessee   Valley    Authority        BO/03/31        4pp 

80042GOOO1    Supplements  B00212   response  to    IE   Bulletin  77-19  Forwards 
Info    re   procedural    control's    Decenary   until    completion   of 
*yi    mads    for    upgrading    public   address  tc    evacuation  alarm  lyi 
ai   rrquiTt-4    by    bulletin 
MILLS,  L  M        Tennessee   Valley    Authority        BO/03/25       2pp 


B004290170  Foruarila    IE    Inap    Rapt*    SO-259/SO-I2,  30-260/BO-10  (. 
SO-2?i/BO- 1 1   an  300311-11   No   noncomp 1  lance   noted 
HENNA, HE       Region   S,     Atlanta,     Safesusrdi   Branch        80/04/Ov 


2pp 


—8004270177    IE    Insp   R&ptt    30-259/00-13.50-260/90-10  *,    SO-296/80-11    nn 
B00311-H  No  noncomp  1  ianco    noted    Major   areai    Inipected 
revteu  of   security    B l"n,  organi lation,  access    control*    b 
barr-Ur*   Details   utbhholfl    <ref    10CFEIE   790) 

OILLE8PIE,F       Region   2,     Atlanta,     Safeguard!   Dranc  h        TILLKAM,  A 
Htglon  2,    Atlanta,    Office    of    the   Director        BO/04/07        lp 

B004290379  Requeibs   approval    of    ASME  Code    Caiei  N-234    b  tt-333   for    ui» 
on  reactor   pressure  ve*sel*   Expeditious    approval    U 
neceaiary    for   ute   of    tnde   rales    in    forthcoming    preiarvici 
insp 
MILLS, L   M        Tennessee    Vallai)    Authoritv         BO/04/23         3pp 

R     Periodic    operating   reports    &   related    correspondence 

8004240411   Forward*  monthly    oparjllna    roptt    for   Mar    19BO 
ADEnCRQMDLE,  II  L     Tennossae    V*JUj    Authority        90/04/10        lp 

~ 0004240413  Monthly    operating    rHpti     for    Mar    1980 

THOM.T       Te>nnessee   Vallaij    Authority        00/04/02        32pp 

8     Reportablo  occurrence e>,     LEI1«    t   ralated    eorreipondonea 

B0041BOS1B  PhlO-1 1-78-147   on    7BOBIB,  one    o*    «lx    atr   comprenori    tufforsd 
masilve   failure   reiulting    in    rapid    lovs   of   control    air 
prusure    to  all    thrae    unlti   Caused    by    large   hole    in    cylinder 
head    of    failed    compressor    Compraitor   uai    l«Dl«ted 
KLINOER.O       Region  2,     Atlanta,    Office    of    the  Director        7Q/OQ/18 
lp 


BQ0401Q460  Foruards   LER   BO-013/D3L-0 

CALHOUN.J  It       T*nnas«ae   ValUij   Authority 


BO/03/28        lp 


B004150527   Forwards    IE    Info   Wotice  60-13,     "Itntrumant  FaLlure   Cauiei 
Opening    of   PGRV  &  Block   Valve   "    No   speciFic    action  or 
rvsponie    necesiary 

O'REILLY, J  P        Region   2,    Atlanta,    Office   of    the   Director       BO/03/31 
Spp 


— fl0040l04i6  LER  HO-013X03L-0    on  BQQ301 ,  during    prepavatlotii    fof    startup 
after  outage   for   maint,  of f tlto    161-lV   power   source 
Infcermi ttently    lost    pauar    Caumd    oij    ui inter    ttorm    Icing   ti 
wind   effetti   under    Investigation 
*      Tennessee  Valley    Authority         BO/03/23        lp 


BOO 4 OB 063 6   Forward*    IE   Circular   60-05,     "Emergency    Ditstl    Generator 
Lubricating    Oil    Addition    bDntite  Supply    "    Ha  written 
T**poni*   required 

O'REILLY,  J  P        Region   2.    Atlanta,    Office    of    the  Director       SO/04/01 
a-pp 

B0041SOO97  Forwards    IE   Info   Notice  00-13,     "QE  Type  SBM  Control    Suitchei 
D»f«ctiwe   CAM  Follouer-s    "   No   specific   action   or   response 
required 

O'REILLV,  J   P        Raglan   S,     Atlanta,    Office    of    the  nir,ctor       HO/04/02 
2pp 

8004.240374  Forwards    IE   Info  Notice  80-14,    "Safety    Suggestions   From 
Employee*    *    No   action    required 

D'REILLY>-J  P        Region    2,     Atlanta.    Office   of   the   Director       QO/04/02 
3pp 

BQ041B027S   Fariuardi    IE  Circular  80-07,    "Prflblimi   W/HPC1   Tufnitii  Oil 
Sv*    "   No   urltt*n  response   required 
O'REILLY, J  P        Region   2,    Atlanta,    Office    of   the   Director       BO/04/03 


B0040702B9  Forward*   LER   BO-O14/O3t-0 

CALHQUN,J  R        Tannevtoe    Vail  ay    Authority 


80/03/31,       lp 


--•000407028?  LEX  SO-OH/Q3L-0    on   9003K,,  intent    of    special    instruction 
4   a   13-44  not   met    because    RHR    punip    C    In   operation    In    torus 
cooling  made  uhon    special    Instruction   performed    Caused    by 
procedural    inadequecv    for    experiencad    plant   configuration 
e      Tennessee  Valley    Authority         flO/03/31.      Spa 

B004150319  Forwards  LEFt   BO-013/03L-0 

CALHOUM,  JH       Tennenea    V^lle^j    Authority.      SO/04/07,       lp, 

— B00415092S  LEFI  80-019/03L-0   on  000^09.  during   itarfcup,  vad   black   monitor 
A  u*«   bypassed    for    more    than   24-hri    in  30-dai)    period   Caused 
Sij    need    far   cjllbr    t  moint    Channel    recalibr,  tee  ted   !t 
returned   to  >vc 
*      Tennessee  Valley    Authority         QO/O4/07       2pp 


B004140433  Foruerdf  LER  SO-017/03L-0, 

CALHOUNrJ,  R,       Tennetiee    Valley    Authority 


BO/04/09,       lp 


6004110021    Foruardi    IE  Bulletin   BO-07,    "HHR   Jit  Pump  Atsembl<|    Failure, 
Hritten   rsipom*  reqirtreU. 

P.      Region   2.    Atlanta,    Offite   of   th»  Director       80/04/04, 


—800*140436  LER   SQ-0 1 7/O3L-0    on   900310. uhtle   performing    iurv»illanee 
instruction  4    9,  E    l.HPCI    turbine    tripped   C*u*ad    by    failed 
rupture  diic    in    turbine    eihauit    line   Rupture   ditc    replaced 
*      Tennesiee   Valley   Authority         BO/04/OB        2pp, 


B004230J42  Forwards    IE  Bulletin   79-03A  "LongituKinal  HiU  Defect!    in 
A3ME  SA-312,  Type  304   Btainles*   Steel  Pip,    "  Action  reouii-eit 
O'REJLLY.J  P,      Re  a  ion  2.    Atlanta,    Office    of    th«   Director,      BO/04/04 


B00«iao445  Forward!    IE  Bulletin   80-09,    "Eian,   of  Containment  Liner 
Penetration   Wilds,"  Written  rtspontt  required 

0'REILLV,J   P        R.gton  2,     Atlanta.    Of  fie  r  of    the  Director.      30/04/07 
3pp 


6004190451   Forward*  LER  BO-016/03L-0 

CALHOUN.J  R        Tenn»«»ea    Valley    Authority        BO/04/OB        lp 

— BOO41804S7  LER  BO-016/O3L-0: on   300310, after  startup, diicovired   roof 
V«.lve    failure   afbar    being    cloceif   during    ihort   outage    to 
allouj  repair    on    tn»trum*nt    panel    Cound   by   blocked    tensing 
line  ti  sloui   beat   Valve   mechantcal  ly    cleared 
*      Tenneitae    valliij    Authority         a 0/04 /OS       BPP 


CAUHOUN,  JR, 


aril*  LER   ao-OLB/03L~0, 
Tennenee   Valley    Authority 


BO/04/1B        lp. 
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— 30012206BO   LER   90-018/03L-0   on   B00321 , dur ing    normal    operation,  2A 
reactor    roc  1 rculatlon    ma  tor    generator    set    tripped    Caused    by 
generator    stator    temp    high    relay    actuation 
»      Tennessee    Valley    Authority         SO/O4/1B         2pp 


6004040293  Forwards    suppl    to    74S21B   application    for   amend    Co   License 
DPR-33   Revision    consist*    of    regarding    of    proposed    changes 
to     Items    D    through    EE)F    Paragraph    2   &    description    at   health 
physics    program 
UTLEY.E   E         Carolina    Power    (.   Light    Co         60/03/31          Ip 


DOCKET    S0-2il    H      B      ROBINSON   PLANT,     UNIT    2 

F      Security,    medical,     emergency    &    fire    piotection    plans 


B004070313   Forwards    response    to    NRC    B00207    questions    re    fire 
protection   Addl    responses    mill    be    submitted    no    later    than 
000601    Mods    necessary    to    provide    adequate    fire    protection 
will    be   completed    by    001031 
UTLEV.E   E         Carolina    Power    6   Light    Co         BO/O4/01         4pp 


— 9004040297  Suppl    to   741210   application    to   amend    License   DPR-23  He-vision 
consists    of    recording    of    proposed    changes    to    Items   B   through 
E   of   Paragraph   2  lr    description    of    health    physics   program 
»      Carolina    Power    t-   Light    Co         80/03/31         4pp 

B0040S06'18  Forwards   suppl     to   79)231    response    to   Lessons    Learned    Task 
Force    short-term  req.ui  r  oments   Describes   pressuriier    level 
S>   mods    to    control    switches 
UTUEY.E   E         Carolina    Power    J.   Light    CD         BO/03/31          SQpp 


0      Adjudicatory    correspondence 


6004030036  Memorandum,   of    understanding    between   NRC    &  FEMA  re    prompt 
Improvement    in    radiological    emergency    planning    & 
preparedness* d istrifiuted    as    Board    notification 

OO3SICK.L    V         Office    of    the    Executive    Director    for    Operations 
BO/04/03         34pp 


1      Financial    information 


BQ04O1Q405  Forwards  Annual    Financial    Report    1979  Also    forwards    info   re 
cash    floul   pro  jec  tion.  to    guarantee    retrospective    premium 
liability    to    nuclear    liability    insurance    carriers 
GRAHAM. N  E        Carolina   Power   *    Light    Co        00/03/27        4pp 


— 000401040?  Annual   Financial    Rept    1979 

*      Carolina   Power   d  Uight   Co        90/03/01 


J      Insurance    d    indemnity    information 


36pp 


BOQ41B0344   Forwards   Endorsement   S3   to   NELIA  Policy    NF-1BO 
ORAHAM.H  E        Carolina   Power   &  Light    Co        BO/04/11        2pp 


H1XHB40379  Forwards   Endorsement    31    to   MAELU  Policy   MF-49 
ORAHAM.W  E        Carolina   Pouiar  *    Light   Co        SO/04/17        2pp 


BQ04250039   Forwards    list     of    addl     info    needed    to    complete   review    of 
auxiliary    feeduiater    sy-s ,  conta  ining   NRC   positions    an  certain 
recommendations   Requests    response   within  30   days    from   1  tr 
receipt    Revised    version    of    endurance    test    requirements    enc 1 
SCHWENCEFi,  A        Operating    Reactors    Qranch    I        BO/03/31        llpp 

S00414Q413   Submits    addl     info    re    implementation    of    Task    Force    short- 
term   Lessons    Learned     requirements    Discusses    replacement    of 
switch    for    radiation    monitors    R-l  1    &    R-12    circuits   !.   mod     to 
power   operated    relief    valve    position    indication 
UTLEY.E   E         Carolina    Power    &   Light    Co         BO/0-l/Ofl         3pp 

B004300443  Confirms   791231    p  lans, revi ewed   u/   NRC, re    interim 
implementation    of   sJiift    technical    advisor   program  SROa  will 
be    substituted    for   shift    technical    advisors   undergoing 
planned    training 
UTLEY.G   E         Carolina    Pouer    t,   Light    Co         BO/04/25         Ip 

Q      Inspection    repot ti.     IE    bulletins    &    corro&pondence 

S004070134   ForwartfS    43-daij    response    to     IE   Bulletin    79-01    U/o    encl 
FURUrB  J        Carolina   Poruor   t-  Light    Co        QO/O3/10         Ip 

8004580099  Forwards    IE    Insp    Dept   50-2il/BG-05   on   B002aO-21    No 
noncomp 1  lance   noted 

QfiVANTiJ  C        Region    2,     Atlanta.    Reactor  Construction  li  Engineering 
Support  Branch        BO/O3/14        2pp 


P      Op*riting    llcenie   stage    documents    &   correspondence 

9004030102  Forwards    "Nuclear    Data  Link    Specs-"    study    of   digital 
qommunicat ion    ays    to    transmit    info    from   plants    to   Dethesda 
Operation*   C*r 
EISENHUTrD  0        Division    of   Operating    Reactors         BO/03/13        3pp 


— aOO40301ia    "Nuclear   Data   Link    Specs    " 

•>      Division    of   Operating    Reactors        BO/02/21 


2flpp 


— HQ042B0109    IE    Insp    Rept    50-261/80-03    on   600220-21    No   none omp 1  lane  a 
noted    Major   areas    inspected    areas    of    seismic    analysis   for 
as-built    safety-related    piping    sys    (IE  Bulletin   79-14) 
HEKDTiA  R        (legion    S,     Atlanta,    fleactor   Construction  t.  engineering 
Support   Dranch        MGDENQS.L        Region   3,    Atlanta.    Office    of    the 
Director        BO/03/13         4pp 

8004100343  fiesponds    to    IE    Bulletin   QO-03  No   charcoal    colts    of    ref    tijpe 
are    used   at    facility 
FUflfipE  J        Carolina    Pouier   t.  Light    Co        BO/03/21         6pp 


B0042BQ14B  Forwards   Amend    46   to   License    DPR-23  fc   notice    of    issuance 
availability 
BCHUENCER,  A        Operating   Rdactors    Branch    1        BO/03/13        3pp 


—  30042801  SI    Amend    46   to   License   DPfl-33,  revising    Tech   Sp 
corporate   b   plant    organiiational    change* 
SCHUENCER.A        Operating    Reactors    Branch    I        HO/03/13 


c*    to    reflect 


—  BDO42301S6  Notice   of    issuance    b   availability    of    Amend    46   to    LUenne 
DPR-H3, 
aCHHENCER.A        Operating    Reactors    Dranch    1         00/03/13        Hpp 

8004010324    Inform*    of   addition   of    onsite    dimal    generator    for    au>iliary 
shutdown    njji  to    bo    installed   d   operational    by    B01031 
Forwards   Figures    1-13    to   lie    substituted    for   Figures    1-14   of 
800501    >ubmittal 
UTLEY,E  E        Carolina  Power   ti  Light   Co.       BO/03/S1         16pp 

SOO4O20096  Forwards   r«o.uest    For    addl    info   r«    electricial    (• 
instrumentation   aspects    of    contjilnmnnt    purging    Advlita    that 
791207   commitmBnt   meet*   NRC    interim   position   re    purge  t  v»nt 
valve   op  Br*  tion   pending    resolution    of    iiolatlon    operabllitij 
SCHWENCER.  A.       Operating    Reactors    Branch    1.       60/03/21        4pp 

B004O20307  Supplements   60023  S    1  tr    re    preliminary    results    of    Zircaloy 
fluid*    tube   wear   measurement   Subseq.uent   anAlyils    assures   no 
saSity    concern   re   assembly    integrity    &   control    rod    scram 
capability 

OWSLEY.G  F        EK«on  Nuclear   Co    ,     Inc       (subs      of    En  ion  Corp    ), 
60/03/29        Ip 


8004150497  Forwards    IE    Info   Notice   80-12.    "Instrume-nt  Failure    Causen 
Opening    of   PORV  ti  Block    Valve    "   No    specific   action   or 
response   necessary 

O'REILLY.J  P        Region    2,     Atlanta,    Office   of   the   Director        GO/03/31 
2pp 

S0040BOS93  Forwards    IE  Circular   BO-05,     "Emergency    Diesel   Generator 
Lubricating    01!   Addition   &  Onglte   Supply    "   No   written 
response   required 

O'REILLY.JP        Region   3.     Atlanta,    Office   of    the   Director        BO/04/O1 
2pp 

B004140442  Ack    receipt    of    B003M    Itr    informing   NRC    oF  steps    taken   to 
correct  violation  noted     in    IE   Insp    Rept   30-361 /BO-01 
8TOHR,  J  P        Region  2,     Atlanta,    Fuel    Facilitij   &  Haterials    Safety 
Branch        BO/04/01         Ip 

— 8004140468  Responds    to    NRC   B0022S    Itr   re  violation   noted    in    IE    Insp 
Rapt   30-261/aO-Ol    Corrective   actions  written   procedures    re 
gamma   rays    are    being    developed 
STARKEY,R   D        Carolina   Power    I.  Light   Co        BO/03/14        2pp 

— B004140473  Forwaros    IE    tnsp    Rept    30-261/BO-01    on    B00204-O7   t.  notice    of 
violation 

8TOHR.J.P        Region    2,     Atlanta.    Fuel    Facility    «<   Materials   Safety 
Branch        BO/02/29        2pp 

— B004140477  Notice   of    violation    from    insp    on  8002O4-07 

*      Region   2,    Atlanta,     Office   of    the   Director        BO/02/22         Ip 
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— 0004140400    IE    Irup    fispt    50-241/80-01    on    000204-07   Honcompl lance    noted 
failure    to    hdvi    b    follou   ur 1 t ten, approved    procedurei    for 

JEKKINS.C   Fi         Region    2,     Atlanta,     Fuel    Facility    b   Materials    Safety 
Branch         fiQUTCDMERY,  D   M        Region   2.     Atlanta,     Off  leg    of    the 
Director         80/02/22        Spp 

5004150067   Forwards    IE    Info   Notice   90-13:     "CE   Tgpe    SBM   Control    Suitchei 
Defictive   CAM   followers     '    No    specific    action    or    responie 
required 

D'FIEILLV.J   P         Region   2,     Atlanta.     Qfflte    of    thi    Director         90/04/O2 
3pp 


8004l003ilO  Forward*  LER  BQ-Q06/01T-0 

BTARKEY-R   B       Carolina   Power   (.  Light   Co 


— 8004100345   LEfl   BO-006/01T-0   on   B00324.nl/plant    at    cold    shutdown    for 
steam  generator  main t, three   relay   colls    In   B    train   found 
filial)   Si  one   coll    found    contacting    ground    In   B   battery    bus 
Caused   bg    shorting    of   outer    lager    of   coil    winding! 
STARKEV.  R  B       Carolina   Pomer  S.  Light  Co        80/04/04        2pp 


0004160416   Forwards   LER   SO-004/03L-0 

STARKEV, R   fl        Carolina   Power   t  Light  Co 


BO/04/14        Ip 


0004340245  Forwards  IE  Info  Notice  00-14,  "Safety  Suggestion!  From 
Employee)  "  tin  action  required 

D'RElLLYxJ  P    Region  2   Atlanta,  Office  of  the  Director    00/04/02 
3pp 

Q0041B037B  Forwards  IE  Circular  00-07,  "Problem!  W/HPCI  Turbine  Oil 
Sus  "  No  written  response  required 

O'REILLY, J  P    fi«gion  2,  Atlanta,  Office  of  the  Director    BO/04/03 
2pp 

6004230117  Forwards  IE  Bulletin  77-03A  'Longitudinal  Us  Id  Defects  in 
ASHE  SA-312, Type  304  Stainleu  Steel  Pipe  "  Action  required 
O'REILLV.J  P    Region  2,  Atlanta,  Office  of  the  Director    BO/04/04 
Ip 


—9004100425  LER  90-004/03L-0  on  600316. u/fac i 1 itu    shut   down   u/prlmnry 
igi   at  330  pslg  d  250F    in  RHR   rec  irculation   mode,  loss    of 
power    to   all   MCC-S  b    10    loads   occurred  Caused    bg   ovircurnnt 
trip    of   MCC-3  main   power   transfer   iiaitch   Settings   reset 
8TAHKEV.fi  H  Carolina  Pouer  fc  Light  Co        90/04/14        4PP 


S004230520   Foruards   LEfi    BO-005/03L-0 
STARKEViR   B       Carolina   Pouer   S.  Light   Co 


BO/04/19   Ip 


—9004230525  LER  BO-003/03L-0  on  BOO330  during  cold  shutdown  while 
performing  PT  42  0,  valve  CCW-626, RCP  thermal  barrier  outlet 
containment  isolation  valve  filled  to  clou  Caused  bu,  loose 
lockout  Nut  tightind  E.  stated 
STARKEV.fi  0   Carolina  Pouer  d  Light  Co   BO/04/19   Spp 


B0041B0340  Forwards  IE  Bulletin  90-08,  "Eiam  of  Containment  Liner 
Penetration  Heidi  "  Written  response  required 

O'fiEILLV.J  P   Region  2,  Atlanta.  Office  of  the  Director   BO/04/07 
3pp 

BO042S0251  Ac*  receipt  of  900320  Itr  informing  HUC  of  steps  taken  to 
correct  violations  noted  in  IE  Imp  Rept  SO-261/80-03 
STOHH.J  P    Region  2.  Atlanta,  Fuel  Facility  &  Materials  Sifetu 
Branch    80/04/09    Ip 


8004240362  Forwards  LER  BO-007/03L-0 

STARKEV.R  B   Carolina  Power  &  Light  Co   60/04/21    Ip, 

—8004240366  LER  BO-007/03L-0  on  B003B6,  data  from  previous  instrument 
callbr  identified  that  first  stage  pressure  transmitters 
PT-446  b  PT-447  on  turbine  were  found  out  of  tfllibr 
nonconservadvely  Caused  bg  instruments  drifting  high 
BTARKEY.R  B   Carolina  Powar  S,  Light  Co   BO/04/21   2pp 


-80042802-61  Responds  to  fJRC  B00227  Itr  re  violations  noted  in  IE  Insp 
Hept  50-261/60-03  Corrective  actions  acid  t  batteru  removed 
Shipping  container  reinspected  t  ressalod  for  shipment 
Labeled  container;  of  radioactive  matl 
STARKEY.R  fl    Carolina  Pouer  S,  Light  Cn    BO/03/20   3pp 

-8004350275  Forwards  IE  Insp  Rept  50-261/QO-03  on  B00204-06  &  notice  of 
violation 

STQHRjJ  P    Region  2,  Atlanta,  Fgel  Facility  S,  Materials  Safety 
Branch    BO/02/27    2pp 


DOCKET  50-263  MDNTICELLD  NUCLEAR  OENERATINO  PLANT 

F  Security,  medical,  emergency  k  fire  protection  plans 

B00407Q223  Submits  results  of  drguell  safe  ihutdoun  analysis  rinuired 
by  NRC  7908H9  fire  protection  safety  evaluation  No  addl  fir» 
protection  provisions  needed  During  noraml  oporation. dryuell 
Inerted  u/nitroDen,  reducing  otggan  b  combustion  possibllitg 
MAYER, L  0   Northern  States  Power  Co   90/03/31,   Epp 


B00425O2S2  Notice  of  violation  from  insp  on  800204-06 

*   Region  S,  Atlanta,  Office  of  the  Director    BO/02/26    Ip 

8004250291  IE  Insp  Rept  50-261/90-03  on  B00204-06  Noncompl lance  noted 

failure  to  properly  label  containers  of  radioactive 

matl  &  to  follow  procedures 

OIBSDN.A  F    Region  2,  Atlanta,  Fuel  Facility  t  Materials  Safetu 

Branch    PUCHETT,  J  M  .  WRAV,  J  H    Region  3.  Atlanta,  Office  of  the 

Director   BO/03/26   6pp 

R   Periodic  operating  reports  &  related  correspondence 

a-O040403O3  Forwards  "Annual  Environ  Surveillance  Rept,  1979  " 
STARKEY,  R  B   Carolina  Power  !.  Light  Co   SO/03/31   Ip 


B0040B050B  Submits  design  info  for  installation  of  sprinkler  curtain 
to  cool  hot  gases  entering  cable  tray  area  in  water 
treatment  b  engineered  safety  feature  motor  control  ctr 
area,  as  discussed  In  fire  protection  safety  evaluation 
MAVER.L  Q   Northern  States  Power  Co   80/04/01   3pp 

9004090368  Forwards  design  info  re  <nod  to  cable  spreading  room,  stindbu 
gai  treatment  sys  room,  sul  tchgear  areas,  intake  structures  fc 
motor  generator  set  room,  as  required  by  NRC  790QB9  fire 
protection  8ER 
MAYER,  L  0   Northern  States  Power  Co,   60/04/02   Ip 


)1  "euritg  l|1'"1'R«v*«i<»'  '  P*9«  End  withheld 
MAVERrL  .0   Northern  Btatai  Power  Co   00/04/03   Ip 


8004040323  "Annual  Environ  Surveillance  Rept, 1979  " 

EDWARDS.D  H  ,  UARRINER,  G  H   Carolina  Power  (,  Light  Co   00/03/25 


rlll"dl  "Ev"glltlon  Tlm"  BitinMit.i''  In  response  to  NHC 
MAVERrL  0   Northern  States  Power  Co   BO/04/10   Ip 


SO04190374  Forwards  monthly   operating   rapt   for  Mar    19BO 
ETARHEV.R  B       Carolina  Power  t  Light  Co        BO/04/09        Ip 

3004150376  Monthly  operating    rept    for  Har    1980 

WATFORD.ML        Carol  Ina   Pouer    tt   Light   Co        BO/04/01         3pe 

__  R«pDrtable^qccuri-ences,    LERs  &  related   correspondence 

BWOW341    PNQ-II-WHMI   on  S00314,  reactor   shut  down   for  repair   ,f 
primary-to-.econdary    .team  generator    leak   During    outage, 

f 


B00403017I    RO  on  900324,  determined    that   potent!.!    jen.ri, 
-    Mhi    "/"f  .inJh;V"   "Iaf   «•"•!    NBFD-31S   Three%,l»y, 
BxhiblteJ    coil   failures  due    to   shortino   of    lead-in  wirei 
Meitlngtioute    Is    investigating    problem 
STARKEV.R   B       Carolina  Power   t,  Light  Co        90/03/24        1P 


Dir.ctor 


oblem  could 
" 


— B0041B0360    "Evacuation  Time  Estimates    " 
*     Northern  States  Power   Co,      BO/04/30 


I0pp, 


9004230397  Forwards  input  for  fire  protection  review,  I  ttmt  3  1,  0(3  (, 
*.  3  2  2(1),  fire  barriers/penetration  seals  S,  Item  3  1  12(21, 
yard  loop  Rocnmnends  approval  of  licensee  submiltali  re 
criteria  tt  test  procedures  t>  proposed  mods 
HALL,R  E   Broothaven  National  Labor»tor«   BO/04/14   3pp, 

O  Adjudicatorg  correspondence 


?m^»S2A  M:(n"llndul!1  °(  understanding  b^ween  NRC  fc  FEHA  re  prompt 
improvement  In  radiological  emergency  planning  b 


y   pla 
preparedness,  distributed   as   Board   notification 

of  lhfl  E"eutlvt  Dlricto" 


DOCKETED  ITEMS 
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lltnniH     «taoo    do<  unianlt    ft    I  tn  i  a  gpondom  a 


fio(MO/<n//  nueuitp*  NIK:  MU:M  innumi   unt  *u  i  uu  lumn 

hlglisr     Pl»»ii)ii    ga«    rv  India     fni      Pusl     btnniipt    nbnvir    .'D,  OOO 
I-HJ   day    par    motlli     tun   H«niiim»in     InilUJlu    Utnl    mi    Imniodlnl 
1  Kenning    ar  1  1  on    It    i  oi[iil  i  ud 
1(4*01  IHI.  T   f\        Operating    Nantliii't    llr«m  li    ,1        NO/O'l/ia         3 


I  01  until  •    "Hui  lonl     1>J  U    link    Up  BIB,"     »liidij    of     digital 
comrnun  It  at  Inn    «y»    to    tinnumtl    InPu    Pi  nm    plant*    to    llolh  n»tla 
Dporat  I  out   t  tl' 

t,  I)   1)        IMvUiiin    nf    Updating    iluni  li>.  *         IID/03/  ia        gpp 


110040  KM1H   "NiicUrti    I)«U   link    llpoi  . 
•      IHvialon    (if    (Ijttralliig    llo.iituri 


[)0()4(>/0,l/(l   I  ui  w<i  ill  i    «|i*i  fllliig    I  in  ti  IK  t  i  nim    (.    i  Imi  at  lm  1  -q  \.  |c  B    t)f   NIK 
liunlUi    (>hy«lii    la  I  Bphliiio    nutwin  k    I'm  pin*    uf    tipUnnfc     I «. 
Irnlitml**  Ian    up    health    (ilnjolit    fnpu    dining    Inililont    nv 
abnorma 1    m  i  IN  i  VIM  a    it    Fai  I  I  i tij 
Ulf'I'UII.JO        Hog  tun    'I.     (,liltd<)i>.     llfflio    uf    u.o    llnnloi         (WO'l/W 


[1004150184   forwards    IE    Info   Notice    BO-13,     "  Instruct   Failure   Causes 
Opening    of    PQRV   t    Block    Valve    "    No    specific    action    or 
response    necessary 
KEPPLEII.J   O         Region    3,     Chicago,     Office    of    thB    Director         BO/03/31 


0004000/19   Furiuards     IE    Circular    HO-O5,     "EmBrgencg    DtB,»l    Generator 
Lubricating   Clil    Addition   't  Onsite    Supply    "    No    ujritten 
vosponaa    ronuirod 

KEPPLm,  J    0         Region    3,     Chicago,     Office    of    tha    Director          QO/04/01 
Ip 

H004130092   Fnruards     1C    Info    Notice    flO-13,     "OE   TijpB    SBM   Control    Switches 
DoPoctiVB    CAM   rnlltiuiers    "    No    specific    action    or    raspnnae 
i  uquli  ud 

KCrTLCFti  J   0         lloglon    3,     Chicago,     Office    of    the    Director          BO/04/02 
Ip 


lU  Foiuiai-ds    attachments    to    IE  Circular    00-03,     "Protection   From 
Toilr    Ona    Haiarda,  "    mad  vortent  ly    omitted    from  BQ0306 
trannmi  tla  1 

0         Region    Ci,     Chicago,     Office    of    the    Director         00/04/02 


lia  IUniiB»li    i  mitt  L>1  lot!    let    i!f    I'Mll.    foi     *ai  h    plnul 
ihnllld    bv    riiruinnlDil    t<i    nltviitlnn    i)f    Itpylun     I    tnildonl 

1    UKplllHU     C  Ll       Uilll  111     >.'0     lldljl 

l«  I'l'l  I  II.  ,1    Q         lUuinii     I,     Hihagn,     IKTlie    uf     tliv    IUieii(,r 
1C 


roruarits    IT    Info   Nntice    BO-14,     "Safety    Sugflestion*   From 
trnpliiyaeii    "    No   action    required 

KO'PLF-.R,,t   0         tlogion    3,     Chicago,     Office    of    the    Director         BO/04/O2 
IP 


IIOO'HOOD'I'-'    IntuAi'd*     "(  vdliiaUmi    'if    Idtniee    (  imp  I  I  nn<  f    ll/rilgg 
tlnml    at    Mill     lt*(  (immniiilol  !  IHH    Uotnltlns    IM1    >.'  1m  nil  in 
I  ««i  noil    "    All    <  a  l«gul  ij    A    i'  BIJII  1  1  vmunl  <    mLitfaituillij    mat 
Hod*    ul  1  1    l>«    vttrlMeJ    liij    It 
II'I'DI  tin,  T  A        llpoi'jllng    Ho»(  tin  ,    Ih  iln  n     I        IIO/OI/J1          1  6pp. 


Advl»B»     lli*l    mtitl    uf    iiiBi.tni     pcotui  1  1  mi    *iji    lupplg    protectlvs 
cliiidliU    ulll     b«    |i«i  f  in  <<i«d    tiijinn    i|ii«l  1  f  I  nil    »<|iitj>h*iit      IB 
nvalUulw    'i  om   Ul 
HAVIH.I,    I)        Hlit'UiBrn   lltfllm    1'iiuoi     (  ii        HD/tM/J(,         Ip 


Hud  401 IU 100   Hill  If  lit     llnal    ntolny    mppni't*    Ii*luivi>    aiHnmflUf     pr*i 

l«ll>r      VfllVtf     ALllimillHUlV     <'>«<>>      VdlvC.     (•     V4l,-0     0|lBl4l.MO     ulll 

ii*    U|ioi  flil«d    ti)    r  urr  »nl    He  I  « in  1 1     I  I  at  a    1    (  i  I  lo  i  I  J    |ii  1  nr     to 

ilnrtup    fullnulng    current    infiiBlliig    tn>l«yv 

II  lAllllfM     It        Nor  Ui*  i  II   Ittdlo   I'IIUIBI    {  i>        UD/O.I^'ll         1  |i 


11001(1110,  1/,  I   Niillfldi    nr"    I'n/j.sil    nhtihili    fin     iiiilninng     rnntnlnmvnt 
)><iin  trdt  1  on«    fur    rat  iimh  i  IIBI  i    Ililglnnl    I  il>    I  VI  10    >Lh«i)iil«    not 
mat    di'<    lu    priitilgmi    il«v»lnp*d    u/>  iintol  nmaiil    itnlnlinn 
v*lv«*    Ail  il  I    ilvilgn   i    folip  li  ntitin   furl    i»i(nlin1 
HAVI'I.I     (I         tlui'Lhiirii    llt*Uo    Tnucr    I'ti          MIMIM  ">  I          Ip 


Dvunriii  Hinn/ll  t  oi'il  Itn  tii  ^1  ID  piiipni*!)  lonli 
dl'lv*  ign  RKiil*  l>lMt*<t  In  ill  Irtliml  IIMI  (tf  i  i  -tit  lug  lit  iclinn 
Mil*  mniUi  UtiidJllmi  fur  nitid*  ulll  ti*  (HinmnJ  t« 

HWfll  U    [lftlr/,to    b*     H»il«.l     in    "tin'    ('iim.nnii       fitir,    in    Ap  I      I'/iliJ 
Il'l'lll   11(1.  I    A         UpH*U'i|f    It**  I  lui  «    lli*ni  I-      I         ll't/iH/O/-          lipp 


Forwards     I!:    Circular    QO-O7,     "ProblHms    W/HPC  I    Turbine    Oil 
tlgi    "    No   uirltton    response    rnqulrad 

KtPf'LPl.J   0         rioglnn    3,     Chicago,     Office    of    the    Director          HO/04/03 
Ip 

111)04  II  (104  /    Foiyaid*    1C    Itulletln    BO-07,     "DHR    JH  t    Pump    Assembly    Failure 
Hrllton    vDDpnniD    IB  quired 

KLPPUtfi.J  Q        Rogton   3<    Chicano,    Office    of    the    Director        80/04/07 
IP 


Toruiardi    IE    Bulletin    79-03A.     "Longitudinal    Weld    Doftct*    in 
ASiMR   nA-;na,Tgpe   304   Btainloiis    Stael    Pipo    "    Action   required 
KCI'Pl.CII.J   0        Rngion   3,     Chicago,     Office   of    the    Director        80/04/07 


IK1042.J0047   Forward*    It   Bullotin   BO-OB,     "Eiam   of    Containment    Liner 
I'vnitiallon  Melds    "   Urltton   rosponae    required 
KCI'PLr-H.J    0         n»glon    3,     Chicago.     Office    of     the    Director          80/04/O9 


H      Porlodlc    (ipiiratlna    i  nporti    fc   related    correspondence 

00041S0401    Forwards    monthly    operating    rapt    for    Mar    19BO 
HAYLII,  I    (1        Norlhirn    [Unlei    Powar    Co        BO/04/10         Ip 


[1004 1 B0408  Monthly    operating    rept    for    Har    19BO 

I         Northern   EHates    Pouior    Co        HO/04/O4 


4op 


II       I  n  ip  «i,  I  Kin    r«pni  ti,      M     Sill!  I  a  I  Mis    I*    i  nt  r«*pOiMl»i<  * 


(1      ftipart«bl«    occurrences.    LCR*    &   related    correspondence 


M'.D    n    ht»i>  it*i>i  nil  jr.'i/nt)  in   on  won*   NO 

untvd 

lUglun    .1.    Uiltaau.     Hvni  Inr    CiinttMit  linn    b   I  nglimr  Ing 
i       Jff 


IKtO<t()4n4IO    Ib    Intp    Fl*pt    10   Jl,  1/110  Ol    (in   Ui>l)IM   Hn   iimiciimp  I  lance    nntad 
Hi|ur    *rd«t    lnt|>*('t*il    fliillii'm    i-o    II     IhilliUn    >>>    H.g«'i«r«l 
Jlir.im  Ion   of    IWC.    r  »fliilr«m»iil».  pi  IK  mini-  *    tn^ltw  t    ravlvw 

Of     «tl'»*»     1  KlmlAt  IUIU 

HANHlfKJII.  »  II    .    VIM.  I    T        11*01111.    ,1,     <M  *.««<).     (Ifflcr    uf    th» 
Ulrvctar 


N0(»  100143   F>orw*ri|t    II.    Into  Mnlli*   (H)   Oil,     ''ll»U»    Co   illMln(   UlrH 
t  Uetnrol    Ttrinin*!    ninil    "    Hn    ip»il'li    »rti»n    o<'    r»«poni» 
r*qtilp*<l 
Kl.fPUH.J  0        Rqllon    T    (!hir*t«i    (Iftttt    »*    lh»    Dlnttor        110/0.1/07 


llfKHOUO/.'J7   r-'0rw*rili    If     Into    l*»pl    SO   i'/t('|l«t  HI    nn   (lOII.'O*    00  t   nolle,    of 
vlnUUon  Nntlc*    of    vlnUtlnn   wllhhdd    ir»t    KH'IHJ   7VUI 
IIIND.J   A        Iliginn   3,    Chn*gn,     !lt  f  »)W4i-i)*    Uf*n>h        IIO/OJ/1H        Spf 


Nonc:af>(i  M  une*    nol.d 


Br«t»ih       UtiTJCK.H 


-li001000A40    IF    Into    Ittpt    10  «6 
in«d*4ij*i'V    in   ««•«*   of 

<r«r  loctns  iiQ} 

MIND.  J  A       fl»gun  'J. 


CimiflICfftn.0        R*gian    J,    Chit«jc.     flffu*    til 
00/03/09        3pp 


320a4'/  PNO-77-033   on   77033:1,  dur Ing    reactor    startup,  psriod    o 
U*n    5-1    u»a    oblalnBti    bafora    reactor    tripped    on    lowest    levei 
lnttrm*dl«t*   ranga   Cauied    bg    combination    of    temp    fc   hlflii 
lenun    concentration  neiir. 

OtIHCrt.O   C    .     RUY.O    W         THDHPOON.D         R»gion    3.     Chicago,     Office 
Dlriclor        77/02/23        Spp 


00040104*)^  Forward*   LER   BO-01S/01T-0 
HAVER.  L  (1        Northern   States   Pouier    Co 


BO/O3/37         tp 


—U0040l04Ba   LER  00-01 5/01T-0   on    B00317,  during    refuel  *n3    <>        « 
r.quir.d    by    IE  Bulletin    79-011), unqualified    splices    found    in 
power    cabl.s    for    inboard   MBIV   .olonoid    valves   Cause    not 
ttatid    Splice*    replaced   y/qualifiad   matli 
HAMMER. M  F        Norlhtrn  States    Power   Co        BO/03/2/         ip 

n004150S4-J  Forward,   LER.    BO-002/OIT-0,  BO-003/OIT-0,  80-004/O1T-0, 
BO-OOS/OIT-O,  £!0~OOfl/01T-0,  BO-009V01T-O,  BO-010/01T  0, 
DO  01i2/OIT-0  fc  BO-014/01T-0  . 

HAYEH.L  0        Northern   States   Pouiir    Co        80/04/QM        ip 

— 00041SOS5B   LER  BO-002/OIT-0   on   BOOBBS.  during    "'"J ^L""*" 
U«k    rate    for   AO-2-B6A   outboard    HSIV   ««c«coed    Teen      f 
acceptance    criteria    Cause*    by    poppet    not    seatins    v 
Poppet   machined   t   *tem    replaced  an/na/oa        IP 

OVEHL1D.  T  H        Northern   States    Power   Co         BO/U*'" 


imp 


"  llte* 
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--BC041S05M  LER  50-003/01 T-0  on  800235.  during  refueling  outage,  local 
liak  r»t>  for  AO-2-EJiD  outboard  MSI V.  eiceeded  Tech  Spec 
icctpUnce  criteria  Cauied  by  lapping  of  main  ieat  so  that 
poppet  Sid  not  s«at  properly  Poppet  r-achined 
GV£RLID  T  W    Northern  States  Pouer  Co    80/04/03    lp 

--EJ004150571  LEO  EO-004/01T-0  on  600223.  during  local  leak  rate  testing. 
KFCI-9  turbini  eihautt  line  check  valve  found  leaking  In 
ticesi  of  Toch  bpec  acteptance  criteria  Caused  b^  leakage 
pjtt  bodg-to-nat  rin^  threaded  joint 
SHUflTS.S  J    northern  States  Pouer  Co    BO/O4/OB    lp 

--E0041205aO  LER  E30-005/QIT-0  on  S00303,  during  local  leak  rate  testing, 
XP-6  standby  liquid  control  outboard  isolation  valve,  found 
leaking  in  eicest  of  Tech  Spec)  Caused  by  accumulation  of 
icale  an  nat  Replaced  /alve 
EHUSTS.S  J    Northern  Status  Pouer  Co    60/04/08    lp 

--BQQ415Q5S9  LER  00-008/011-0  on  B00303.  during  local  leak  rate  testing. 
AQ-ZB76  torus  vent  isolation  valve  found  leaking  in  eicess 
of  Tech  Spec  acceptance  criteria  Cause  undetermined  Valve 
ditaiifbled.  inspected,  cleaned  &  reassembled 
SHURTSiS  J    Northern  States  Pouer  Co    SO/04/OB    lp 

— a00415059S  LEU  BO-009/01T-0  on  600306, during  refueling  outage, local 
Itak  rate  for  RCIC-9  turbine  eihaust  check  valve, eiceeded 
Tech  Spec  acceptance  criteria  Probabli)  caused  by  downstream 
check  valve  jacked  shut  for  teit  Values  lapped  t.  retested 
SHURTSiS  J    Northern  States  Pouer  Co    BO/04/08    lp 

— B004150610  LEH  BO-010/OIT-0  on  B00324. during  local  leak  rats  testing. 
CV-7956  torui  instrument  air  isolation  valve  found  leaking 
in  eicen  of  Tech  Spac  acceptance  criteria  Apparently  caused 
bij  dirt  on  seat  Valve  cleaned1  b  reassemh  led 
IVERSQN.O  N    Northern  States  Pouer  Co    80/04/09    lp 

--B0041S0617  LER  BO-012/01T-0  on  800307, during  local  leak  rate  testing, 
AD-2361A  dryuell  equipment  drain  sump  isolation  valve  found 
leaking  in  eicess  of  Tech  Specs  Caused  by  packing  leak 
Packing  tightened 
W1NDSCHILL.J  E    Northern  States  Power  Co    BO/04/OB    lp 

—9004150423  LER  8Q-014/01T-0  on  600314.  during  refueling  outage,  local 
leak  rate  for  AO-2~BOA  inboard  M3IV  eiceedtd  Tech  Spec 
acceptance  criteria  Caused  by  poppet  not  seating  properly 
N«u  poppet  !,  item  installed 
OVERLID. T  H    Northern  States  Pouer  Co    80/04/08    lp 

EQ04140390  Responds  to  NRC  B00110  Itr  requesting  update  of  control  rod 
drive  syi  malfunctions  through  1979  Tuo  drives  stopped  at 
position  02  during  1970  &  1979  Caused  by  stop  piston  seal 
liakage  Drives  removed  !.  rebuilt  during  fuel  outage! 
HAVER, L  O   Northern  States  Power  Co    30/04/09    2pp 


£4004140431  Foruards  LEH  60-016/OIT-O 
MAYER. L  0   Northern  States  Pouer  Co 


DOCKET  50-265  QUAD-CITIES  STATION,  UNITES 

F  Becuntg,  medical,  emergency  6  fire  protection  plans 

B004240531  Foruards  sijs  description  t  operatinn  Instruction*  far  NRC 
health  physics  tslephonu  network  Sgs  desinned  for  ui»  during 
nuclear  incident  or  AO  Netmork  may  also  be  used  for  dally 
administrative  or  facsimille  traffic  0«,m/:jn 

KEPPLER.J  0   Region  3,  Chicago,  Office  of  the  Director   EO/O3/20 
2pp 

S004070272  Forwards  Input  to  facility  fire  protection  revieu.  for  firt 
detection  iijs, water  auppreaaion  sys  (.  foam  suppression  sy« 
Info  conplstes  items  for  which  adoquate  licensee  input 
eiUts 
HrtLL,R  E   Qrookhaven  National  Laboi atory   50/03/31    3pp 

8004070273  Foruards  Pages  C-B6  8.  C-27  of  Revision  5  to  sicui-itg  plant, 
omitted  from  B00324  submittal  Encl  withheld 
(ref  10CFR2  790) 
PEOPLES. D  L   Commonwealth  Edison  Co   80/04/02   lp 

8004330524  Forward!  ravisions  to  B00331  Itr  re  fire  protection  review, 
It  em  3  1  1-  f  ire  detection  sysiltan  3  1  5,  ui*ter  suppression 
sys.  t.  Item  3  1  6,  foam  suppression  ays 
HALL.R  E   Brookhaven  National  Laboratory   80/04/li   5pp 

BOO 4 33 036 7  Forwards  revised  security  plan  Revisions  withhold 
(ref  10CFR2  790) 
PEOPLES, DL    Commonwealth  Edison  Co    80/04/21    IP 

P  Operating  license  stage  documents  &  correspondence 

BQ040B0296  Forwards  corrected  Paoes  88  I  93  for  Licenses  DfFI-19  Amsnd 
44  i  DPR-25  Amend  39  It  corrocted  Pages  3  6/4  6-2  fc  3  A/4  A-9 
for  Licenses  DPR-29  Amend  S3  t  DPR"30  Amend  SO.  in  r«lpon«» 
to  791002  Itr 
IPPOLITO,  T  A   Operating  Reactors  Branch  3   BO/02/2G   2pp 

--60040B0310  Corrected  License  Poijes  68  t.  93  for  Amend*  44  li  31?  to 
Licenses  DPR-19  t<  DPR-25,  respectively  !.  corrected  License 
Pages  3  6/4  6-2  !.  3  6/4  6-9  for  Amends  53  &  30  to  Llcen»e» 
DPR-29  d  DPR-30, respectively 
»   Opernting  Reactors  Branch  3    BO/02/BO    Bpp 

60040703B1  Discusses  NRC  761123  requeet  that  all  LUfl  llcenieoi  aistis 
higher  fission  gai  releaso  for  fuel  burnups  above  20,000 
UN-day  per  metric  ton  Responses  Indicate  that  no  immediate 
licensing  action  is  required  for  operating  reactors 
IPFOLITO,  T  A   Operating  Reactors  Branch  3   BO/03/10   3pp 

Q004030I02  Foruards  "Nuclear  Data  Link  Specs,  "  itudy  of  digital 
communication  sys  to  transmit  Info  from  plants  to  Bethviifa 
Operations  Ctr 
EISENHUT,  D  0   Division  of  Operating  Reactors   BO/O3/1H   3pp 


— BOO4140437  LER  BO-016/01T-0  on  B00327, during  refuel  Ing, supports  for  SRV 
pneumatic  supply  sus  would  not  meet  seismic  Class  I 
rt nutriment!  Caused  by  inadequate  design  It  Installation  of 
sys  Sys  was  upgraded  to  satisfy  requirements 
OVERLID.  T  y    Northern  States  Power  Co    flO/04/10    lp 

EOQ41B046B  Forwards  LER  BO-O17/01T-0 

HAVER, L  0   Northern  States  Pouer  Co   SO/04/11   lp 


—8004030118  "Nuclear  Data  Link  Specs  " 

*  Division  of  Operating  Reactors   80/02/21    2Bpp 

8004100102  Requests  controlled  set  of  P&lDt  for  each  plant  Sulimlttal 

should  be  foruarded  to  attention  of  Region  3  incident 
response  c tr  within  20  da<ja 

KEPPLER.J  0   Region  3,  Chicago.  Office  of  thl  Director   00/03/20 


— 8004180472  LER  6Q-017/01T-0  on  800328, Bechtel  Power  Corp  notified 
util  that  control  rod  driveline  hydraulic  piping  frame 
support*  would  not  meet  OHE  stress  limits  Caused  by  EDS 
computer  code  error  Supports  modified 
DAY. B  D   Northern  States  Pouer  Co    SO/04/11    lp 


DOCKET  50-264  DOH  CHEMICAL  CO 

P  Operating  license  stage  documents  t  correspondence 

B004220533  Advises  that  Section  316  documents  re  NNPDE8  Permit 
AL.0022060  are  being  sent  to  JM  Marr.H  Zeller  b  LB  Tebo,  in 
accordance  w/util  800331  Itr 
EL-ASHRY.M  T    Tennesiee  Valley  Authority    80/04/17    2pp 


8004100313  Notification  of  800325  meetino  w/utll  !<  OE  to  dlieuti 
demonstration  bundles 
BGVAN,  R   Operating  Reactors  Branch  3   80/03/31    2pp 

S0041S0316  Foruards  revised  pages  constituting  Revision  13  to  CE-l-A. 
QA  program  Revisions  reflect  recent  organliation  title 
changes 
NAUQHTONiH  F   Commonwealth  Edison  Co   80/04/02    lp 

—8004130328  Revised  pegcs  constituting  Revision  13  to  OA  program 
Revisions  reflect  recent  organl lational  titl*  changes, 
«  Commonwealth  Edison  Co   CE-l-A  R13   80/04/04   7pp. 

8004180217  Forwards  addl  Info  re  failure  of  control  roil  to  tntdrt 
fully  on  scram  in  response  to  NRC  800110  (.  11  ltr»,  Dresden  1 
experienced  no  control  pod  failures  In  1978-79  Failure  at 
other  facilities  caused  by  leakage  past  worn  plttan  siali. 
JANECEK.R  F   Commonweal th  Edison  Co   BO/04/14,   lOpp 


DOCKETED  ITEMS 


8004250-127  Forwards  response  to  NUREG-057B  &  "Design  Criteria  5, 
Conceptual  Daslgn  Description  for  Technical  Support  Ctrs  for 
Facilities"  for  review  Ut i 1  emergency  plan  mill  bo  submitted 
w/Lasalle  County  site-specific  emergency  plan 
PEOPLES,  D  L    Commonwealth  Edison  Co    BO/04/19    6Opp 

—8004250128  "Desijn  Criteria  1  Conceptual  Design  Description  for 
Technical  Support  Ctrs  for  Facilities  " 
»   Bcchtol  Power  Corp   (subs   of  Bechtel  Corp  )    79/12/26   32pp 


S004040014  Forwards  corrected  Waste  Packaging  Insp  Rept  79-07A  Requ 
that  rapt  sent  on  300322  be  destroyed 

DAVIS,  A  S    Region  3,  Chicago,  Fuel  Facility  t-  Materials  Bafetu 
Branch    BO/03/21    tp 

— 8004040019  Forwards  corrected  Waste  Packaging  Insp  Rept  79-O7A,  on 
791212-13  Ho  noncomp 1  lane e  noted 

DAVIS, ft  B    Region  3,  Chicago,  Fuel  Facility  i  Materials  Safetu 
Branch    80/02/22    2pp 


8004240412  Advises  of  review  t,  plans  re  reload  corn  Forwards  Table  1 
providing  summary  of  key  parameters  U/approval  of  Amend  51 
ta  DPR-30,util  concludes  that  addl  Tech  Spoc  changes  not 
required  Unload  core  design  will  be  verified  by  std  tests 
PEOPLES, D  L   Commonwealth  Edison  Co   HO/04/17   4pp 

0   Inspection  reports,  IE  Bulletins  &  corroopondenCB 

8004040029  Forwards  IE  Insp  Repts  50-254/79-30  t  50-265/79-20  on 
791211-14  No  noncomplianca  noted 

DAVIS, A  13   Region  3,  Chicago,  Fuel  Facility  ti  Materials  Bafetu 
Branch    BO/02/12   2pp 

--B004040034  IE  Insp  liepts  30-254/79-30  &  50-265/79-28  on  791211-14  No 
noncompllance  noted  Major  areas  inspected  licensees  data, 
vepts  !i  oiperlenco  in  meeting  design  objective  gaseous 
release  rate  for  radioiodlne  t  radiactive  mat! 
HUETEfl.L  J   Region  3,  Chicago.  Office  of  the  Director 
FIBHER.W  L   Region  3,  Chicago,  Fuel  Facility  t,  Materials  Safety 
Branch   80/02/06   Spp 

8004100140  forwards  Waste  Packaging  Imp  Ropt  79-Q7A  on  791212-13  No 
noncomplinnce  noted 

DAVIS, A  D   Region  3,  Chicago,  Fuel  Facility  t.  Materials  Safety 
Dranch    SO/02/22   2pp 

--B0041Q0408  Wnsle  Packaging  79-Q7A  on  80791212-13  No  noncomp 1 iance 
noted  Major  areas  Inspected  compliance  w/DOT  &  NRC 
regulations  including  shipping  paper  requirements,  radiation 
levels  t,  DOT  labeling 

POTTER,  J  P   Region  3,  Chicago,  Fu» I  Facility  fc  Materials  Safety 
Branch   SO/02/22   6pp 

0004100192  forwards  IE  Inop  Repts  30-294/BO-03  d  50-263/BO-03  on 
000119-16  &  0211  No  noncompliance  noted 

FIDHELLIrO   Region  3,  Chicago,  Reactor  Construction  ti  Engineering 
Support  Dranch    00/02/28   Spp 

— 0004100207  IE  Imp  Repts  30-254/00-03  I-  50-265/80-05  an  800115-16  & 
0211  No  noncampliante  noted  Major  areas  impacted  torus 
luppart  QA/GC  program,  procedure*,  work  activities  tt  feedwater 
sy*  weldi 

DANIELBON.D  H   Region  3,  Chicago,  Reactor  Construction  fc 
EngineerlnB  Support  Branch    WARD, K  D   Region  g,  Chicago,  Office 
of  tho  Director   00/02/25   9pp 


—  8004040023  Corrected  Waste  Packaging  Insp  Rept  79-07A  on  791212-13  No 
noncompllance  noted  Major  areas  Inspected  shipping  paper  t 
placarding  requl  rements,  rad  latlon  leve  1  s,  removab  le 
contamination  t,  package  eiternal  features 

POTTER,  J  P    Region  3,  Chicago,  Fuel  Facility  t  Materials  Safetu 
Branch    80/02/22   7pp 

800415015?  Foruards  IE  Info  Notice  BO-12.  "Instrument  Failure  Causes 
Opening  of  PORV  t,  Block  Valve  "  No  specific  action  or 
response  necessary 
KEPPLER.J  0    Region  3,  Chicago,  Office  nf  the  Director    BO/03/3S 


8004080686  Foriuarda  IE  Circular  80-05,  "Emergency  Diesel  Generator 
Lubricating  Oil  Addition  ',  Onsite  Supply  "  No  written 
response  required 

KEPPLER.J  G    Region  3,  Chicago,  Office  of  the  Director    BO/04/Ot 
IP 

B0041S0014  Foruiards  IE  Info  Notice  80-13,  "OE  Type  SDM  Control  Suitchea 
Dofective  CAM  Followers  "  No  specific  action  or  response 
required 
KEPPLER.J  0    Region  3,  Chicago,  Office  of  the  Director    BO/04/Oa 


80041B0030  Forwards  attachments  to  IE  Circular  BO-03.  "Protection  From 
Toiic  Gas  Haiards,  "  inadvertently  omitted  from  B00306 
transmi  ttal 
KEPPLER.J  0   Region  3,  Chicago,  Office  of  the  Director   BO/04/O2 


8004820093  Forwards  IE  Info  Notice  30-14,  "Safety  Suggestions  From 
Employe  OB  "  No  action  required 
KEPPLER.J  0   fusion  3,  Chicago,  Office  of  the  Director   BO/04/O2 


S004220324  Forwards  1C  Circular  80-07,  "Problems  W/HPCI  Turbine  Oil 
Bys  "  No  written  response  required 
KEPPLER.J  0   Region  3,  Chicago,  Office  of  the  Director   SO/04/O3 


8004220069  Foruiards  IE  Bulletin  80-08,  "Eiam  at  Containment  Liner 
Penetration  Welds  "  Written  response  required 
KEPPLER.J  0    Region  3,  Chicago,  Office  of  the  Director    BO/04/O9 


8004080617  Forwards  IE  Insp  Repfcs  SO-254/HO-01  ft  50-265/80-02  on 
800102-0201  No  noncompliance  noted, 

HCIBUMrtN,  F!  F   Region  3,  Chicago,  Reactor  Operations  Nuclear  Support 
Branch    BO/ 02/2?   2pp 


8004110023  Forwards  IE  Bulletin  80-07,  "BUR  Jot  Pump  Assembly  Failure 
Written  response  required 

KEPPLER<J  0   Region  3.  Chicago.  Office  of  the  Director   60/04/07 
lp 


—8004080623  IE  Insp  Reptl  30-S54/BO-01  ft  3G-26S/BO-02  on  B00102-0201  No 
noncomp 1  lance  noted  Major  areas  inspec ted- maint  plant 
operation*,  physical  protection  h  folloiuupi 

BPE83ARD.R  L  ,  CHRISSOTIMOS, N   Region  3,  Chicago,  Office  of  the 
Director   BQ/02/29   7pp 

B0042B0020  Forwards  IE  Insp  R»pt  50-265/80-07  on  800130-31  No 
noncomp 1  lane*  noted 

FIOPiELLIiO   Region  3,  Chicago,  Reactor  Construction  tt  Engineering 
Bupport  Branch   BO/03/06   Spp 


8004230224  Forwards  IE  Bulletin  79-03A,  "Longitudinal  Weld  Defects  in 
A  SHE  SA~312,Tupe  304  Stainlen  Steel  pipe  "  Action  required 
KEPPLER,  J  8   Region  3,  Chicago,  Office  of  the  Director   fiO/04/O7 
IP 

8004280628  Forwards  revised  Pages  3  !.  S  *<  omitted  Page  4  to  IE  Imp 
R«pt«  30-010/80-05,  50-237/BO-05,  30-249/BO-05,  5Q-234/SO-O3  t, 
50-265/80-08 

FIQRELLliS   Region  3,  Chicago,  Reactor  Construction  tt  Engineering 
Support  Branch   80/04/09   lp 


— 8004300025  IE  In*p  Rept  50-265/GO-07  on  800130-31  No  noncompl innc* 
notid  Major  areas  inspected  IE  Bulletin  BO-02,  inadequate  QA 
for  nuclear  supplied  equipment  Si  examination  of  OE 
replacement  leedwater  ip«rgir» 

DANIELSON, D  H   Raoion  3,  Chlcaflo,  Reactor  Construction  fc 
Engineering  Support  Branch    KEY, W,  J   Region  3>  Chicago,  Office  of 
the  Director   BO/02/29   Spp 


— B004280634  Revised  Pages  3  tt  5  fr  omitted  Page  4  to  IE  Insp  Repts 
30-010/80-05,  50-237/80-05,  50-249/80-05, 50-254/BO-05  b 
90-26S/BO-08 
*  Region  2,  Atlanta,  Office  of  the  Director   80/04/09   3pp 


R  Periodic  operating  reports  b  related  correspondence 


8004100118  Forwards  IE  Info  Notice  BO-OS,  "States  Co  Sliding  Link 

El*ctrlc*l  Terminal  Block  "  No  specific  action  or  respons* 
required, 

KEPPLER,  J  0,   Region  3,  Chicago,  Office  of  the  Director   80/03/07 


8004190004  Forwards  "Radioactive  Waste  &  Environ  Monitoring,  Annual 
Rept,  1979  "  Rept  constitutes  Part  3  of  facility  operating 
r«pt 
KALIVIANAKIS.N   Commonwealth  Edllon  Co   80/03/06    lp 


8004140119  Foruiards  response  to  IE  Bulletin  80-03,  "Loss  of  Charcoal 
from  Std  Tup*  II,  Two-Inch  Tray  Adsorber  Cells  "  Visual 
examination  determined  that  contact  between  casing  &  screen 
1*  adequatn  to  prevent  charcoal  granule  escape 
PEOPLES,  D  L   Commonwealth  Editon  Co   BO/O3/20,   Spp. 


—  B004150007  "Radioactive  Waste  fc  Environ  Monitoring  Annual  Rept,  1979. 
*  Eberline  Instrument  Corp    80/03/31    91pp 


DOCKETED  ITEMS 


320333  Foruards    11.  ting    af    than9«  t.  t»  t  *    6    e,perimEnti    performed    in 

T-      1^130 

LIVlrtNftltlS.,  H         Coninanuealth    Edison    Co          60/04/14         gpp 
eportable    occurrences     LER*    t.   related    correspondence 

090573  Updatod    PNO-I  I  !  -BO-0'15B    licensee    ultrasonic    examination   of 
ro    ipraij    pip-ing    in   A  t    3    loops    located    in   dnjuell 
mpleted    Piping    will    be    replaced    U/LOIJ    carbon    steel    nine 
iniSaoriHOS-N    ,     EPEGSAHD.R    L         Region    3,     Chicaoo,     Office    of    the 
rector        BO/03/14        Spp 


020435  CoruaT  da    supp  1  omanta  1    LER    79-O&9/03L-1 

,  N         Communuoalth    Edison    Co          BO/O3/J7 


lp 


104020443   Supplemental    LER    79-009  /O3L-O    on    790129,  uhi  1  *    measuring    MSIV 
Unit    sultchtrip     position.  13    of     16    switches    were     sat    at 
aroater    tlian    10V.    of   hS  I  v   iloaure    Caused    tij    failure    to    field 
callbr    ciact    limit    full  ten     trip     pc-tnt    Switches    adjusted 
V/\H3iFNWftLD,  J         Commonwealth    Edison   Co          BO/03/17         3p  p 

i0301  10  PNO-!  1  1-80-051    on   000314,  u  1  trasonic    testing    performed    on 

i    jet    pump    holddoun    beam   assemblies    at    Unit    3  Pumps 
9,9,11    K    2O    beam    Ind  i  cations     ranged     from    greater     than    i 
li    to    approi    2O   mils   Pump    u/largest    indication   re-moved 

IRISSDTIMQS.N    ,     BARKER,  J   L    ,     SPEB5ARD,  H    L         Region    3,     Chicago, 
fit!    of    the    Director          BO/03^17          Ipp 


020352  Forwards    LER   BO-QO&/QIT-0 

N        Commonwealth    Edison   CD 


SQ/03/HS        lp 


101030333  LEIt   HO-OOfc/01  T-O   on   SO030a.  uh  i  le    performing    matter 
presiure    teat. several    tract    indications   uere    discovered    in 
pipj    to    ellioui   we  Ida    Cause    not    determined    Affected    pipe 
sections   will    be    i enlaced   ui/carbon   steal    piping 
CLrttlK.D         C  ammDimiaa  1  tfc    Ediion    Co         8O/03/E3         7pp 


020430   Forwards    LER    BO-005/Q3L-0 

,  N         Cammonural  tfi    Edlaon   Co 


aOQi101033(.  Foruardt   fire    pruttiction    revi»iu   ltBm*   3    1    17,3    1   23.3  2  3 
ti   3    2   6   Liceniie    proposed    modi     ta    htjdrojon    siji    t.   nactor 
coolant   pump    oil    collection    lus    are    only   partly    accaptablt 
NRC    should   request  drawings    re    modi   propoied    in    Item  322 
HALL^  R  E        BrooknavBii    National    Laborator-g        BO/03/26        3pp 

BOOW20410  FopuJards   nattmateB    of    evacuation   tim>»    for   tr**    surrounding 
plant, per  NHC    791129    Itr    request 
FAV.C   H        Uiscon»tn   Elsitr-ic    POUBT    Co        BO/03/B6        °pp 

8004290429  Responds   to    S003OS    Itr    re    »tatui   of    NP.C   rtvieu   of    pUnt   fira 
protection    program  List    re    statut    af   reiolution    of 
incomplete    items    end 
BUnSTElH.S        Uisconiin   Electric    PC-UET   Co       BO/04/21        3pp 

0     Ad judicatory    correspondence 

8004010399  Proteits    licensees    failure    tn   »»rve    filings   r»   ittira 
generator    tube  degradatinn   Reiterates   requeit    for   relief  at 
stated    in   BOQ226    Itr   tt    reques-ts    HRC    to   dicect    lictniee    to 
iflrve  documents 
FALK.KM         Wiscomin's    Environmental    Decade         QO/03/27         2pp 

B00403002t   Memorandum   of    und  erBtand  ing    between    NHC   (,   FEHA   re    prompt 
improviment    in  radiological    emergency   planning   b 
prgparednoB-g ,  distributed    as    Qoacd    notification 
50SS1CK.L  V        Office    of    the    Eiecutitfe   Director    for  Operations 
90/01/02       34pp 

8004230010  FoTinardi   Ofc    of    Nuclear   Reactor  Regulation  300404    order 
raq.uiring    that   testing    be    performed    uiithin   90   effective   full 
pouar   dag  i  Health   t   safety    mill    not    be   endangered    by 
continuad    operation 
eCHWENCER,  A        Operating    Reactori    Branch    1        BO/O4/04       2pp 

—9004230014  Mod   of  791130    ordar    deleting    ti  raplacina   Condition    1    of 
Section    IV    Teitino   tin  at    be    performed  within   90  effective 
full    power    days  Health    &    safety    will    not   b«   endangered    by 
order    remaining    in    affect    Safe-tig    evaluation   one  1 
CA3E,E  C        Office    of    Nuclear   fteactor  Regulation        BO/04/04        5pp 


1040S&445  LO1  EO-000/03L-0   on   800303.  uh  i  U    performing    LPC1    t, 
containment    coollns    modes    of   RHR3    logic    t*it,5-s    delay 
timer    10A-M3A    for    1002!)   RHR    pump    failed    to    actuako    relay 
K2IA   Relaij    full  nit    to    enorglie    Caused    by    microsui  fcch    drift 
.  T         Corrfnunueal  bh    Cd  lion    Co          SO/03/34         2pp 


t    LER   60-OOB/03L-0 
Co-mmomuenlth    Hdison   Co 


JOIIDOI'JB  LER  SQ-OOB/Q3U-0  on  800-305.  whi  le  porforminn  LPCI 
containment  cooling  modes. tup  5-3  delay  timer*  for  starti 
10020  FiHff  pump  failed  to  actuate  timer  contacts  Caused  by 
mltroiwit-ch  arm  being  out  of  alignment 

i  J         Cotnnonuiealth    Edison    Co         9O/O3/26         2PP 


-B004230O17  Safety   evaluation   re    stearo  generator    tube   dejTadation   due    to 
d-eep   crevice   corroiion   Continued    safe    operation  may   be 
permitted    within  conf [rmafcory    order    terms 
»      Office    of  Nuclear    Reactor   tt«gulation       BO/04/04        17pp 


I      Financial    information 


8004290418  Forward*  Annual    Finatitlal   R«pt    1979   l<   certified    financial 
9  tatements 
ODRTSCHi  J  H        Uisconsin   Electric    Pouer  Co       SO/04/22        I9pp 


—8004290425  Annual   Financial    Rept    1<?79 

KCNEER.C        Ulscansin    Electric    Power   Co 


9O/03/14        33pp 


1280613  Forward*    LER   80-OO7/Q3L-Q 
LIVIANAKAS.N        Commonwealth    Edison  Co 


BO/04/09         lp 


)04Sa0623  LER   BO-OQ7/03L.-Q    on   BOOSlfi.  unhi  ]  e    ultrasonical  1  u.    i 
j*t    pump    ftiture    beam  assemblies    one    through    so,  uidth-uilse 
crflc*    Indication   dltco-wored    along    upper    surface    of    pump    lf> 
near    bolt   Causad    by    intergranular    stress    corrosion 
HURRAY.R,       Commonwealth    Edison    Co        BO/04/09        3pp 


1290390  Foryardt    LER    e 
LIVlANAHIBiH        Commonwealth    Ediian  Co 


P     Operating    license   stage    documents   !t  correspondenc* 

B004D40123  Notifies    that    description   of   QA  program   is   App  H   to    final 
description    U  BAR 
FAY,  C  W        Wisconsin  Electric    Power  Co        BO/02/25       2pp 

B004140097  Find*  actions    taken    t*    repair,  inspect  t   test  cracking    found 
in    feeduater    sys    piping    adequate    until    t-ecommendationi   of 
o-wneri   grnuj>    b  NKC  Pipe    Crack    Btudu,    Croup    have   been 
evaluated   Safety   analysis    encl. 
SCHWENCERpA        Operating    Reactors    Branch    1        80/02/25       6pp 


]012?0407    LER   BO-009/03L-0    on   B00322. uh i le    performing   PCI    simulated 
automatic    closure    Initiation    to*t, procedure    QOS    1600-13, 
transient    in-core    probe   2, failed    to    respond    to   Group   2 
isolation    signal    Caused    by    dirty    contacts    on   relay   K21 
REED,  M        CommonuiBalth    Edison  Co        BO/04/21         lp 


^ET    50-26A   POINT   BEACH  NUCLEAR  PLANT.    UNIT    1 
Security,    medical*     emergency    &    fire   protection   plans 


10BQ2S-1  Forwards    operating    instructions    t   characteristics    of   NRC 
talth-   phusics    talephona    net  wort:   Purpote    nf   network    is 
•animlssj  an   of    health    physic*    info    during    incident    or 
inortnal    occurrance 

PPLER.J  0        Region  3,    Chicaoo,    Office    of    the    Dlrsctop 
>P 


9004030102  Forward  i   "Hue  1  ear    Data    Link    Specs.  "    study    of   digital 
communication   lyi    to    transmit    info   from  plants    to   Dethesda 
Operations   Ctr 
EISENHUTrD  G        Division    of    Operating    Reactors        80/03/12        Sap 


—300*030118   "Nuclear   Data    Link    Bpecl    " 

it      Division   of   Operating    Reactors        60/02/21 


3Bpp 


B004300276   Foruanfn  Amends    AS  «<  47  to   License*    DPR-E4  fc  DPR-27. 

respectiveltji  safety    evaluation  &  notice    of    issuance  & 
availability 

SCHHENCER.A        Operating    RoactoT*  Branch    t        fiQ/03/19       2pp 

— -B00'4300pao  Anendi   4K  fc    47    to   License.*   DPR-24   fc  DPR-27,  respectively, 
modifying    Toeh   Spec    qualification   TBd,u'r«ments    for   radiation 
protection    manager 
SCHHENCER.A       Operating    fiaactors   Branch    1        90/03/19        7pp 
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—  BOO43002BS   Safety    evaluation    supporting    Amends    13   t,    47     to    Licenses 

DPR-24    i    DPR-27,  respectively 

•»      Office    of   Nuclear    Reactor    Regulation        BQ/Q3/19        2pp 

—  BQ043002B7    Notice    of     issuance    !•    availability    of    Amends    42    fr    47    to 

Licenses    DPR-34   ft   DPR-27,  reap  oct  i  vely 

BCHWENCEfl,A        Operating   Reactors    Branch    1         60/03/1"?        2pp 

0004100172   Requests    controlled    set    nf    P&IDE    3ubmtttal    should    be 
forwarded    to   attention    of    Region   3    incident    response    ctr 
within   2O   days 
KEPPLER,  J  0        Region   3.    Chicago,    Office    of    thu   Director         00/03/20 


0004020326  Discusses  Event  3  valve  configurations  at  facilities  in 
response  to  NRC  000223  request  Valves  uiill  be  verified 
properly  closed  by  combination  of  periodic  testing  & 
observation  Sketch  showing  valve  configurations  and 
FAY.C  U   Wisconsin  Electric  Power  Co   00/03/21    3pp 

8004010319  Responds  to  000107  Itr  re  QA  requirements  for  diosel 
generator  fuel  oil  Adequate  controls  to  assure  quality  of 
fuel  oil  are  being  implemented 
f"AY,C  W   Wisconsin  Electric  Power  Co   00/03/24   2pp 

0004240096  Provides  Info  to  clarify  further  NRC  position  re  containment 
isolation  (Section  2  1  4  of  NUHEG-QS7B)  All  plants  required 
to  have  double  isolation  barriers  w/o  need  for  operator 
action  Plant  does  not  moot  position  on  two  penetrations 
SCHUENCER.A   Operating  Reactors  Branch  1    00/04/03   3pp 

B0043B0393  Forwards  Amends  43  &  49  to  Licenses  DPR-24  ti  DPR-27. 

respective  lyr  safety  evaluation  &  notice  of  issuance  It 
,  aval  labi  1  i  ty 
SCHWENCER.A    Operating  Reactors  Branch  1    BO/O4/O3    2p  p 

-S0043B0299  Amends  43  &  4fl  to  Licenses  DPR-24  t.  DPR-27,  respoctivel  y, 
making  minor  changes  to  Tecli  Bpscs  <<  approving  revised 
organ!  tational  s  true  turn 
SCHWENCER.A   Operating  Reactors  Branch  1    BO/04/03   31pp 


B004030353   Responds    to    IE   Bulletin    79-O1    re    environ    qualification    of 
Class    IE    equipment    Master     list    enc  1    compiling    all    sys 
required     to    function    under    postulated    LOCA    or    high    energy 
line   break    accident 
FAY,C    14         Wisconsin   Electric    Power    Co         BO/O3/12         12pp 

B004240449    Ack    receipt    of    NRC    BOO31O    Itr    transmitting    IE    Info    Notice 
flO-10   re    Crystal    River    Unit    3    incident    Notice    mill    be 
reviewed    by    util    nuclear    projects    ofc    personnel    I    by    plant 
supervisory    personnel    Results    will    determlnr     further    action 
FAY.C    W         Wisconsin    Electric    Power    Co         00/03/34         lp 

80O4240119   Responds    to    IE    Bulletin    90-03.     "Loss    of    Charcoal     from    Std 
Type    Hi  Two-Inch,  Tray    AtJsorbei    Cells    "    Lists    number,  SUB   fc 
manufacturer    Containment    purge    sys    cell    had    loose    strip 
securing    screen    to    frame    Ne>t    insp    scheduled    for   Apr 
FAY.C    M         Wisconsin   Electric    Power    Co         80/03/26         2pp 

8004010223   Submits    results    of    steam    generator     insp, requested     in    731130 
order   Requests   written   concurrence    that    tests    are   acceptable 
so    that   unit   may   be   returned    to    svc   List    of    tubes    plugged    & 
description    of   QA  program   enc 1 
BUrtSTEIN, S         Wisconsin    Electric    Power    Co         BO/O3/2Q         Spp 


8OO41S0194  Forwards  IE  Info  Notic. 
Opening  of  POFIV  It  BlocV  Valve  " 
response  necessary 
KEPPLER, J  0    Region  3,  Chicago, 


S0-12i    "Instrument    Failure    Causes 
No    specific    action   or 


Office    of    the    Director         BO/O3/31 


8004090727   Forwards    IE   Circular    BO-OS,     "Emergency    Diesel    Generator 
LubMcating   Oil    Addition   (•  Onsite   Supply    "   No   written 
response   required 

KEPPLER,  J  0        Region   3,    Chicago.    Office   of    the    Director        00/04/01 
lp 

0004150059  Forwards    1C    Info   Notice   30-13,     "GE   Type   SBM  Control    Switches 
Defective    CAM   Followeis    "    No    specific    action    or    response 
required 
KEPPLEHiJ  0        Region   3,    Chicago.    Office    of    the    Director        SO/04/02 


—  8004SB0301    Safety    evaluation    supporting    Amends   43  &>   49    to    Licenses 

DPR-24   5i   DPR-S7.  respectively 

*      Office    of   Nuclear    Reactor    Regulation        80/04/03        2p  p 

—  B0043B03Q4   Notice    of    issuance   b   availability    of   Amends    43    b  40    to 

Licenses    DPR-24   t>   DPR-27,  respect  ively 

SCHWENCER.A        Operating    Raaetors    Branch    1         90/04/03         2pp 

BOQ430049?  Confirm*    schedule   arrangad    by   NC    Choules   re   000408  meeting 
at    lite    to    dltcus*    regulatory    performance    of    facility 
KEPPLER.J  0        Region   3,    Chicago,    Office    of    the   Director        80/04/O7 


8004330473  Notifies    of    chanaes    to    unilervol  tage    relaying    for    protection 
against    degraded    grid    voltage    an   4160  volt    safeguard    busses 
Action  responds    to    NflC    request    to    upgrade    circuitry    upon 
revlHUi   of    facility    790024  fc    1012  fc  000117    Itrs 
FAV,C.W        Wisconsin   Electric   Power-    Co        BO/04/17        Spp 

Q      Inspection   report*.     IE   Bulletins    &   correspondence 

8004110230   Forwards    IE    Insp    Ropts    5Q-266/BO-02   (,   SO-301/80-01    on 
B00133-24   No    noncomp  1  lance   notad 

HEISHKAN.H   F        Region   3.    Chicago,     Reactor   Qperations   Nuclear  Support 
Branch        BO/03/03        2pp 

--80Q411Q24S    IE    Insp    R*pt»    SO-266/BO-02  *.  50-301/80-01    o-n   000122-34   No 
noncomplianci    noted   Major    »roa»    Inipected    plant    operations 
organiiation   ti   •dministrat  ion,QA   review  audits   &  records 
WARNICK.R   F,       NRC   Regional    Offices        HAOUEi  R   L   .    SMITH,  J  D        Region 
3,    Chicago.    Office    of    thn    Director        BO/03/04        5pp 

B  004  07020  6  Submits    status    rept    of    stress   analysis   tt  pipe    iupport   review 
as    of   B00229i  in   response    to    IE    Bulletin   79-14   An«lu»U    has 
been    completed    for    52   drawings    &   pipe    supports    evaluated    for 
26   pipe    llnis, 
FAYrC   W        Wi»con*in   Electric    Power   Co        BO/03/07        6pp. 

0004100149  Forwards    IE    Info  Notice    BO-OBr  "States   Co   Blldinfl   Link 

Electrical    Terminal    Bloct    "   No    specific  action   or   response 
required, 

KEPPLER.  J  0        Riglon  3,    Chicago,    Office  of    the   Director         BO/03/07. 

1  n 


B004190069  Forwards  attachments  to  IE  Circular  BO-03.  "Protection  From 
Tonic  Oas  Haiarillr"  inadvertently  omitted  from  900306 
transmi  ttal 
KEPPLER.  J  0    Region  3,  Chicago,  Office  of  the  Director    BO/04/O2 


0004230198  Forwards  IE  Info  Notice  80-14, 
Employees  "  No  action  required 

KEPPLER,  J  0   Region  3,  Chicago,  Office  of  the  Director 
lp 


Safety   Suggestions    From 

BO/04/02 


0004220392  Forwards    IE  Circular   00-07,     "Problems    H/WPCI    Turbine   Oil 
Sys    "    No   written  response   required 

KEPPLER,  J  0        Region   3,    Chicago,    Office    of    the    Director        SO/01/03 
IP 

0004230238  Forwards    IE   Bulletin   79-03A.     "Longitudinal    Ueld    Defects    in 
ASMS  SA-312,  Type  304   0tainloss    Steel    Pipe    "    Action   required 
KEPPLER.J  0        Region   3,    Chicago,    Office   of    the   Director        0O/O4/07 
IP 

00042200S3  Forwards    IE  Bulletin   80-08,    "Eiam  of    Containment   Liner 
Penetration  Waltfs    "   Written   response    required 

KEPPLER.J   0         Region    3,     Chicago,     Office    of    the    Director         BO/04/09 
lp 

8      Reportable    occurrences,    LERs   &    related    correspondence 

00040H0333   Forwards    LER    90-003/01T-0 

FAY,  C   U        Wisconsin   Electric   Power   Co        SO/03/33        lp 

—  BOO  4  0203  4  4  LER   00-002/01T-0   on   60031  1,  dur  ing    shutdown,  BOO   pxl 
sicondary-to-primary    hydrostatic    leak    test    of   B   ateam 
generator    revealed    tube   R33C44    leaking,  tube    R5C37  wet   (. 
plug    end   R23CSO  uet    Tuba    holes    will    be   weld    plugged 
FAY,  C   W        Wisconsin  Electric    Power   Co        80/O3/2S        5pp 


B004H90307  Forwards  LER  00-003/03T-0 
FAY.C  H   Wisconsin  Electric  Power  Co 


BO/04/16,   lp 


—8004290310  LER  BO-003/03T-0  on  00031B.  during  post-mod  testing  of 
containment  spray  sys, relay  1CSB  would  not  latch- Caused  by 
latching  mechanism  misalignment  Latch  adjusted  !<  proper 
operation  verified  nn  80031S  Similar  relaii  bench  tested 
FAY.C  U   Wisconsin  Electric  Power  Co   00/04/16   2pp 
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1290290  Forwards    updat 


uted    LER    BO-OOaxolT-01    on    80031 1 ,  dur i ng    BOO    Pit     sace 

nd    1      kl  test.tubei    R33C44   t.  RSC37  !.    plug 

.  f  ,.  iri9      t=~D  d  y     cifrrcnt     i  HBP    p  t-r  f  ot*flic  d    Tuli  G 

FAY,C   H        Wtscaciiln  Electr-ic     Power    Co        SO/04/17        <?pp 
Connressional/E.ecutivo     C0r  r  B  apon(fBrice 


-"9004  040  1  40    IE    Imp    Rep*    50-267/BO-01    on  791231-800131   Noncomp  1  iance 
•noted    failure    to   meet    distal    fuel    tank   Tech   Spec    capacity 
limit*  t    deficiency   re   electronic    surveillance    testing 
procedure* 

WESTERHftN,T   F    ,     COLLINS,  R   E    ,     EMITH.R        Region    4.     Dalla.,     Offico    of 
tlm  Director        60/02/15        Vp, 


Paruordi    IE    Insp    FlBpt    50-267/90-04    on   800211-12   No 
none  ompl  iance   noted 

MADBEN.O   L         Rejinn    IP     Dallas.     Roactor    Operation*   Nuclear    Support 
Branch         90/03/35        2pp, 


4140374   Roipondi     toMCh»rll.r    BOOI07     Itr    re,UeStlng    facility 
hutdaum   until    renpLitlan     QF     n».d.d    impair,    l5ip..  t-.it.   & 
Tsrat    nH    limit.    incrM«*n      to     aS5UTe    publlc    hgaltfl    ,,    „..*„ 

"    P11Ilni.?*    "    !*tf"*      0»1--.t..r    tub*    degradation 

E*ecut(Ve    Dir6cto;    ,„   operation, 


-- aOQ4QBQ602    IE    tnifl    Rapt    50-367/50-04    On   600211-13   No    noncompl lance 
noted   Major  areas    inspected    rev  i em   a?    licensee   performance 
Mttav<l  tf  feetlnj   [u/licensee   m^t 

UESTERMANrT   p    .     DICKERSON,  H   W         Raglan   4,     Dallai.     Office    of    thu 
Divsc^ar        MADSEW.G  L        Region    4,     Dallas,    Reactor  Optrations 
Nuclear  Support  Branch        90/02/25        3pp 


304H0377   Fdr-ard.    «    Chai-li«r      B00107    Itr    requesting     that    facility 
ba    »hut    down    until    needed      T-epaira    are 
PROXHtftE.U         S0«t.U» 


1140394   Faruards   MRC    BOOtoi      1  tf    to   J  EBtB*,  in   i-Etpont»    to  791213 
iqueat    If    i  equested  ,  Lak  *  *h  01-  e     Cltiiens    for    Bflffl    Energu    uill 
'J.*!de,rf    '"f"*0™   mf»**«9*     «•*    steam    generator    condition 
'  Office    of    the     Executive    Director   for   Qp.raticin, 


>ET   SO-BA/^FORT    ST      VRA1W    NUCLEAR   GENEflATIKS  STATION 
lecurHij,     modlcal,     fl^ergnncij     i    fire    protection   plans 

OS0379  Forward!    evaluation      of    emergenca  planninj    tone    diitarcei  p«r 

mEG~0396    guiifellnet    Rffque-stt     eraeraencg    planning 

ns    (.    Ingestion    pathuaij     be      established    at    3   !<  30  mites, 

ipoctlvflly 

.  0         Public    Utrvicra      Co       pa    Colorado         BO/Ot/01         37pp 


9004B40469  Raspondi    to    IE   Bulletin    79-27.     "Uois   of   Non-CUts    IE 
Instrumentation   b  Control   Power   Syi    But   During   Operation   " 
Rev  i  culi  anal  gall   of    four    instrument    buies   progressing 
Na   violations   of   basic    design    criteria    found 
SWART. F   E        Public   Service   Co      of   Colorado        BD/Q2/a7        lp 

9204210351  ADvlae*    that   utll   uill    not    he    able    to    keep    comfflitmerit   made 
par    BO 023 "7    telcon  re   partial    response    to    IE  Bulletin  7?-01B 
Caramuntcati on   problems    have  made    info    inaccctiible  8ubmittal 
uill    be    made   uilthin   neit    14   daiji 
BWART.F    E         Publif:   Service    Co      of    Colorado         90/03/04         lp 

SOQA030I30  Forwards  Category    I    intervice    imp    b    testing   program 
aubmittali    re   helium  circulator   b   secondarij    coolant    sus 
FULLER, J  K        Public    S«r-vice  Co      of  Colnrado        00/03/31        3pp 

—9004030131    Inservice    inap   !i  testing    program,     "Proposed   Tech    Spec 
Burwet  llatiee   Renuirements    for   Primary    Coolant  Sgs   Helium 
Circulator *r  "    draft, Reviiion  2 
*      Public    Service   Co      of  Coloi-ado        8Q/03/23        Spp 


Forwards    NfiC    c  on  f  t  rma  frortj    o-rder 
ELLDi  V        Ofpice    of    Intp-e  c  I  ion    !.   Enforcement-    Office    of    the 


04,240314   Order    confirm  tnfl      ufcil    commitment    to   perform  review 
by    IE  Bulletin   79-27   tf     eOO4ag   Renulrod    info    specified    in 
Attachment    A 

BTELttJjV        Office    of    Inspection   &    Enfor  cvmant.     Office    af    Che 
Director        BO/0-1/04        6pp 


—800^030132    "Surveillance  Retirements   Revieu   for   Primary   Coolant   B«s 
Ha  Hum  Circulators,  "    Revision   ] 

*  Public    Service   Co      of  Colorado        EE-31-0004        00/03/aB        17pp 

— B004030133    "Propoied   Tech   Spec   Birrve  i  1  lance   Requirements    for  Baconoari) 
Coolant   Sijs,"    draft,  fievii  ion  2 

*  Public    Service   Co      of  Colorado        BO/03/25        Ipp 

— BO 04 030 134   "Surveillance   Requirements   Revieu   for   Qicondaru    Coolant 
9iji,  "    Revi  i  ion    1 

*  Publlc    Bnrvlc«    Co      of   Colorado         EE-S2-OOOZ         60/03/23         2flpp 


tnanc lal    Information 


320773   Farwardi    Annual    Financial    Rept    If79 
Public    (3erv(ce     Co      of   Colorafla 


H320770  Annual    Financial     Rep*    1979 

Public    Hervlco   Co      of     Colorado        HB/O2/O7 


— BO-O-4030136    "ABHE   Code   Equipment    t,    Rvlated    Imps    tt    Testing    " 
*      Public    Service   Co      of   Colorado        60/03/39        9pp 

£004150237  Forward!    IE   Info  Notice  60-12,     "Instrument   Failure   Cau*es 
Opsnins  of  PDRV  !.  Block    Valve    "  No    ipecifU   action  or 
nipomie    n»ce-ss*rg, 

8EVFRIT,K  V        Region   4,    Dallai,    Office   of   the  Director,      BD/03/ai 
lp 


i-erattng    license    «tage 


I7O3B6  liB|)ros*riti    tJlflt    utt  1      notification    to   MRC   re    fuel    parti  elm 

C   fieroparo*  i  t(j    was    timely.   O^a*i    opin-ion    on   info 

Qlnallij    ppesentod    to    util      b|J     CA  Ca   '*    In-ieacGor 

'foritiance    of    fu»l    to    date 

LEB.J  K        Public    S«rvic»     Co.      vt    Colorado        BO/03/04        3pp 

1043D  AdvliBi    that  Oh  program    implementation   differ*   illghtlij   from 

cedura*    sbatid    tn  FSAK     It*m->     arn    not    safetij    *ignl  f  leant 

u    tiqt   r«prei»nt    unr«vl«ulani     »Bf"ti4    q,u«itUti  <JA   proji-am 

rlt»   will    be    included    *n     updated    FSflR 

ViH  L        Public    Service    <5  a         o  P    Culorsdo        8D/O3/a*         lp 

•  pact  ion  TOO  or  I;  1  1     IE   lio  I  1  et  *  rts-   fc    correspondence 


BO  040  B  0673  Forwards    IE  Circular   SO-O5,     ''Emergency   Diesel   Oaner*tor 
Lubricating    ail   Addition   &  D.nsUe    Supply    "   Na  written 
reiponse    required 
SEYFRIT.  K  V        Region   4,    Dallas.    Office   of   th>   Director        30/04/01 


9004110104   Forwards   IE    info  Notice  80-13i    "OE  Tijf*   BBN  Control    Bwltc 
Defective  CAM  Follou»rs    "   KD    specific    action    or   response 
required 

SEYFRtT.K  V        Region   4,    Dallaij    Office    of    th*   Director        00/04/02 
IP 

S0041S0499  Forupards    IE    Info  Notice   EIQ-14i     "Safetg   Suggeitlon*   From 
Employee!    "   Ha  action   required. 

V        Region   4,    Dallas.    Office   of   the    Director,      00/04/oa 


Forwards    IE    Insji    Rapt     50-367/80-01    on   79ia31-SOO131,  unties 
Violatinti    (•   notice    of    imviet^ton 

SEN.O.L        Region    4,     Dalla*>       Reactor   Operations    Noelear   Support 
nch         BO/OZ/19        Hpp 


BOQ4iaClUa  Forwarift    IE  Circular  efl-07,     "Problem*  W/HPCI   Turbine   Oil 
3gi    "   No  written    response    required 

V        Rsslon  4,    D«ll»s.    Office   of    the    Director.      00/04/03 


40-10133  Notico    of    vlQlafcloi*     -Prom    insp    on   791231-800131 
Baglon   t,    Oalliii    Office     of     the   Director        BO/OK/JS        lp 


40-lOiqi.  Nntlca    of    deviation 
R«(ion   4,     Dallas,    Office 


in«P    on   791231-000131 
Olfacfcor,      80/03/13        lp 


9004330350  Forward*    IE  Bulletin  79-05A'     "Longitudinal    Htld   Defects    in 

ASMS  BA-31S,Tgpe  304  StainlesK    St*tl    Pipe   "  Action  required 

BCVfRSTiK  V        Pcf.Ua  4,    Dallatr    Office   of    the    Dtt-ector,      BO/04/04 
lp 


DOCKETED  ITEMS 


BQ0421OI63  Ac*    receipt    of   800317  Itr    informing    NRC   of    «teps    taken    to 

correct    violations    noted     in     IE  Insp    Rapt    50-267/BO-OJ 

MADSEN.O    L,        Region    4i     Dallas,  Reactor    Operations    Nuclear    Support 
Branch        BO/04/07         lp 

— B004210166  Responds    to   NSC    Itr    re    violations    noted    in    IE    Insp   Hoot 
50-267/80-01    Correctiva   actions    graduated    gallon    scale    wag 
installed    adjacent    to    sight    glass    for    quick    Inventory 
LEE.tJ  R        Public    Service   Co      of    Colorado        BO/03/17         lp 

8004290390   Responds    to    IE    Bulletin    79-27,     "Loss    of    Non-Class    IE 
Instrumentation   i.  Control    Power    Bus    Bus    During   Operation    " 
Lois    of    instrument    bus    voltage    is    alarmed    In    control    room 
Voltmeters   are    provided    for    addl    verification 
FULLER, J  K        Public    Service   Co      of    Colorado        80/04/23        £pp 

R      Periodic    operating    reports    &  related    correspondence 


—  0004150634  LER   BO-O14/031.-0   on   BOQ31 1,  during    reactor    shutdown,  emerg  enci 
feeduater    snubber    BFS-22BE    observed    to    be    minting    pin    at 
piston    rod    aye    £<    rendered     inoperable    No    cause    stated     for 
missing    pin  New    pin    fabricated    it    Installed 
OAHM, J   U         Public    Service    Co       of    Colorado         BO/04/09          lp 


500421039-1    Forwards    LER    BO-017/O3L-0 

!  t)         Public    Service    Co       of   Colorado 


80/04/09         3pp 


—8004210396   LED   SO-017/03L-0    on    B0031 1 . w/p lant    shut    down    due    to     loss 
main    cooling    uisfrer    return    line, plant    liquid    effluent    sample 
required    bij    5R    NR     1     1    not    taken    Caused    by    preempted    time    due 
to   plant    upset    Sampling    resumed    on  neit    shift 
OAHM, J   U         Public    Service    Co       of    Colorado         BO/04/09          lp 

B00424Q323  Forwards    L-ER    BO-01S/OaL-0 

WAREHDDUflO.D         Public     Service    Co       of   Colorado         BO/Q4/IS         4pp 


B0041S0333  Forwards   monthly    operating    ropt    for   Jan    1980 
WrtflEHHOURQ,I>         Public    Service   Co       of    Colorado         BO/04/07 


—6004150336  Monthly    operating    rept    for   Jan    I960 

QAHM.J   W         Public    Service    Co       of    Colorado         80/04/07         <9pp 


--8004210328   LER  BO-OS5/Q3L-0  on   B00320, dur ing    operation    at    approi    6OX 
power,  emergency    feedwatcr   header    supply    to    loop    2    helium 
circulation   water     turbine    drives    uas    isolated    to    repair 
leaking    pressure    control    valve    Caused    by    loose   block    bolt 
GAHM,  J   W         Public     BeivlcH    Co       of    Colorado         90/04/18          lp 


8004150338  Forwards   monthly    operating    rept    for   Feb    19BO 

WAREMBOURO, D        Public    Service   Co      of   Colorado        80/04/07         lp 


BOQ421026B  Forwards   monthly    operating    rapt    for    Mar    19BO 

WARENHOURG.D        Public    Service   Co      of    Colorado        BO/04/14         lp 


— B004210S7I    Monthly    operating    rept    for   Mar    1980 

QAHM.J  W        Public    Service   CD      of    Colorado        80/04/02 


B,    Heportable    occurrences,    LERs   t    related    correspondence 


6pp 


B0040B0422   Forward*   LER   00-010/03L-Q 

WAREMBDURQ, D        Public    Service   Co      of   Colorado 


BO/04/OB        4pp 


— BQ04080427  LER   BQ-O10/03L-0   on   E30Q303.  at    10X    thermal    power. A   emepgancy 
diesel    generator    would    not    load    as    required    for   weekly 
SOX    load    test    surveillance   Caused    by    dlesel    generator 
governor    problem   which    reduced    apeod    control    response 
GAHM.J  W        Public    Service   Co      of    Colorado        80/04/02        lp 


DOCKET   30-26B   MIDHEET    FUEL   RECOVERY    PLANT 

P      Operating    license    stage    documents   1   correspondence 


80O41S0031    Appeals    denial    of   FOIA   request    for    all    records    re    sabotage 
analyses    for    spent    fuel    storage   at   Morns   Operation    In 
Mnrr  1  B,  1L 
QUIGO,  C        Pol  lution    Environmental    Problems        BO/02/19        5pp 

8004010163  Responds    to    FOIA  request    for    seven    document?    related    to 
earlier   request   under    FOIA-79-52Q  Forwards    documents    listed 
In  Apf)    A   Safeguards    manual    NEDQ-1  4502,  ujithhel  d 
(ref   FOIA  Eicmptlon    4) 
FELTON,  J  M        Division    of   Rules    and   Records        BO/03/13        3pp 

—8004010101    Informs    that    NRC   720602    Itr   containing   720517    issue   of 
proposed    license    conditions    for    facility    has    been   reviewed 
Hods    can   be  made    to    clarify   &   strengthen   matla  mgt 
components   Forwards    proposed    mods  it  evaluation   of  mad  a 
VANHOtmiBBEN,  J         General    Electric    Co         72/07/OS         16pn 


S0040BOS03  Forwards   LER   80-011/03L-0 

WAREMBOURO,  D        Public    Service   Co      Q?    Colorado 


80/04/02        9pp 


— B0040B0612  LER   BO-011/03L-0   on   B0030A-31 , reactor    dewpDlnt    limiting 
conditions    for    operation  were    exceeded    on    one    occasion   & 
operation    In   degraded   mode    occurred    on    three   occasions 
Caused    by    problems    Hi/buffer   helium    sys, 
OA1HM.J  U        Public    Service    Co      of    Colorado         BO/04/02         lp 


B004150432  Forward*   LER   SO-016/03L.-0 

WAREMBOURO,  D        Public    Service   Co      of   Colorado 


80/04/09,       5pp 


— 80041S043B  LER  80-016/031. -0   on   900323,  during    testingi  four    of    twelve 
helium   circulator    seal    malfunction    pressure    differential 
siuitch    unit*    tripped    outside    *pecs    Caused    by    dirt 
accumulation    In   electrical    switches   Readjusted    switches 
*      Public    Service    Co      of  Colorado         BO/04/09        lp 


DOCKET    50-369   OCONEE    NUCLEAR    STATION.     UNIT    1 

F      Security,    medical*     emergency   b    fire    protection    plans 

8004010233  Forwards    list    of   revisions   (r  additions    that    should    Oe 
Incorporated    In   790SO3  revised    safeguards    continnency    plan 
Revised    plan    Incorporating    revisions   b  additions   should    be 
submitted   uilhln   30    days    Info   withheld    (rof    10CFR2  790) 
REID,  U  U        Operating    Reactors   Branch   4       8O/O3/14        2pp 

8004030157  Forwards    info    in    support    of   standby    shutdown   facility  End 
withheld    (ref    10CFR2,  790) 
PARKER,  W  0        Duke   Pouier   Co        SO/03/28       2pp, 

B004170164   Forwards    Revision   4   of    security    plan  Plan  withheld 
(ref    10CFR2  790) 
PARKER,  W  O        Duke    Pouer   Co        BO/04/09        lp 


B004150342   Forwards  LER   80-013/03L-0 

UAREMBQURQ,  D        Public    Service   Co      of   Colorado        50/04/09        5pp 

—8004150552  LER  80-013/03L-0   on   Q0031O,  during    5BK    thermal    power- 
operatlonj indicated    flow   for    two    low   level    primary    coolant 
d«upoint   moisture    monitors    discovered    less    than 
requirements   Causad    by    inaccurate    flow   elements 
OAHH.J  W        Public    Service   Co      of    Colorado        BO/04/09.       IP 


8004130383  Forwards   LER   79-002/03X-1 

WAREMBPURO, D        Public    Service   Co      of   Colorado 


80/04/09        4pp 


—8004130411    Supplemental    LER  79-OO2/O3X-1    on   7V1207, durino    repairs    to 
buffer    helium  purge    valve,  operation    In    degraded   mod* 
occurred    Caused    by    bypass    of    buffer    helium    dryer    for   repair 
of   valve. 
OAHM.J  W        Public    Service  Co.     of   Colorado        80/04/09,       lp 


8004190626  Forwards   LER   80-014/03L-0. 

WAREMBC1URQ,  D.       Public    Service   Co      of   Colorado 


8004230443  Advises    that    revised    page*    to   safeguards    contingency    plan 
mill    be   provided    by    B00430.  in   response    to  NfiC   800314 
request 
PARKER, W  0        Dufce  Fotuer   Co        BO/04/11        lp 


0      Adjudicatnry   correspondence 


B004230078  Forwards   80O32B  GECY-80-166  requesting    amend    to    irradiated 
reactor    fuel    in-transit    physical    protection    requirements    If 
amend    approved, ef fee t    on   NRC   case    re    spent    fuel 
transportation  d  stoi-age   will    be    provided 
HOEFL1NQ,  R  K        Hearing    Branch    4        00/04/01         lp 

8004180432  Forwards  NRG    800403   Itr    w/encl    commercial    newspaper 
advertisement   re   resumption    of    evidentiary    hearings   NHC 
wishes    to    notify   public    officials    of    counties    in   which 
proposed    alternate    routes   are    located 
KETCHEN,  E   0        Hearing    Branch   4        80/04/08        lp 


80/04/09        4pp 


DOCKETED  ITEMS 


-6004180441    Notifies    of    resumption    oF    evidentiary    hearings    re  amend    of 
License    SNM-1773  Proposed    action,    is    ta    transport    up    to   300 
spent    fuel    assemblies    from   Qconee    nu clear    facility    to 
McGwire    nuclear    facility    Commercial    newspaper    notice    encl 
RDUSE.U   C         Advanced    Fuel    &   Spent    Fuel    Lic&nalng    Branch         BO/O4/O3 
gpp 

OQ416Q197   Forwards    US    Bf  i  talny ,  JN   Donohou.CR    Mamtta    !<    E    Uanti 
nreftled    testimonies   re    amend    to   License.    6NK-1773   for   Oconee 
spent    fuel    transportation   &    itoraga    at    McGuire 
KETCHEH,  6    C         Hearing    Branch     4         BO/04 /LI          2pp 


— 0004020338  Annual    Financial   Rept    1979 
•      Duke   Power    Co         BO/02/H          44pp 

P      Operating    license    stage    documents    ft   correspondence 

BQ040400Q3    Forwards    outline    of    plant-specific     questions    to    be    addressed 
in  addition    ta    info   required    by    IE   Bulletin    79-37  re  000206 
reactor    trip    at   Crystal   River   Sequence   of   event*    &  planned 
corrective  actions    also   encl 
DEHTQMi  H   R         Office    of    Nutlear    Reactor   Regulation         BO/03/06         26pP 


Profiled    testimony    re    BQ042B   hearing   Updates    license    amend 
record    TO    spent    fuel    handling   &   storage   *  1  ternativesi « tatus 
of    NRC    -spent    -fuel    cask   review   tc   pin    compaction    application 
SPITALrJY.B   S        ftdvanced    Fuel    it  Spent    Fuel    Licensing    Branch 
BO/D4/11          Spy 

-B004160210    Supplemental    NRC    rept    "Spent    Fuel    Storage    of    Oconee   Spent 
Fuel    at    McGwire    Nuclear    Station   -    Unit    t     " 
•*      Commission        80/04/11         2pp 


Pi-cHled    testimony    re    iloses    caused    by    Oconee    spent    fuel 
assembly    rupture  uhlla   stored    at   McGulre    spent    fuel    pool 
Converts    NF1C   300208    affidavit*    to    question   b   answer    format 
Prof    ijual  if  Icatton-s    encl 
DOHOHEU.  J  N        Environmental    Evaluation   Branch        90/04/11        13pp 

-B004160221    Testimony    re    ASLB    questions    at  Tran*cript    4027  !<  4432-47 
concerning    uihether    Fuel    stared    in   McGuire    spent    fuel    pool 
would   remain    subcritical    if    cask    fall*    onto    pool    Converts 
NRC   B0020B  affidavits    to    question   &  ansuer    format 
HAHDTTA.C   R        Office    of   Nuclear   Material    Safety    k  Safeguards 
BO/04/11         Spp 


8004030102   Forwards    "Nuclear    Data    Linl    Specs,"    study    of    digital 
ccmmunicat  ion   sys    to    transmit    info    from   plants    to   Bethe*da 
Operations    Ctr 
EIBENHUT.D  6       Division   of  Operating   Reactors        BO/03/12        5pp 


— 8004030119   "Nuclear   Data  Link   Specs    " 

*      Division   of   Operating    Reactors         60/02/21 


2Bpp 


600(1030230  Notification   of  800318  meeetina   u/all    operating    BiW   reactor 
licensees    in   Betliesda,  HO    to    evaluate    implications    of    Crystal 
River   Unit   3   event    6   response    tc-    IE    Bulletin    79-27 
RE1D.R    W        Operating    Reactors    Branrh    4         BO/03/14         2op 

B00417O327    "Trll-PluB   Bne   Toward   a    Safer  Nuclear   Power   Program    " 
«      Duke    Pouier   Co         SO/O3/36         I3pp 

0004010470   Supplements   B00324    Itr    Confirms    conversations   ui/NRC    re 
testing    of    loss    of    non-nuclear    instrumentation  integrated 
control    sys    pouer   on  Unit    1    Test    mill    be    completed  uithln 
90  days    of   order, if   required 

0        Duke  Pouer   Co        80/03/28        lp 


-8004160234    "NRC    Critical ity    Analyiia    of    HcOuire   Bpent   Fuel    Pool 
Containing   Oeonee   Spent   Fuel    for   Cask-Drop    Accident    "    Prof 
qualifications    encl 

HflnaTTA- C    R        Office    of   Nuclear   Material    Safety   &   Safeguards 
80/04/11         lOflp 

-6004160227    Testimony    re    ASLB    Questions    at  Transcript    40B7    !.  4433-47 
concerning    whether   -fuel    stared    in   HcOulro    spent    fual   pool 
mould    remain    tuber i t i cal    if    cask    falls    onto   pool    Converts 
NRC    000209  affidavits    to    question   E>  arttuer    format 
LAMTZ.E         Division    of    Oporating    RaBetors         BO/04/11        2p p 

-B0041i023O    "Supplemental    Criticalitu.    Anali/mli    for   Proposed    Tranifer   of 
Spout   Fu«l    From  Qconee    to   HcOuire    ''  Prof    qua!  1  f ica-tions 
•  nc  1 
LANTZ. E        Blvliion   of    Operating    Raectors        80/04/11        Spp 

-Q004160235  Affidavit   re    occupational    doses    caused    by    Oconse   ipetit    fual 
assembly    ruptureiat   270   days    in   aeeiiiihe<n    stored    in    HcOuire 
spent    fuel    pool    Complete:*-    NRC    response    to   ASLB   791031    order 
Supporting    docuraentat i on    encl 
UONOHEW.  J   N        Environmental    Evaluation    Brartb        BO/04/10       Sop 

-OOO41A-0240   Affidavit   re    occupational    ilo-ses    cauied    bg    Occnee   (pent    fuel 
assembly    rupture-at    4O  days    in   age,  when    stored    In   HcOuire 
spent    Fuel    pool    Completes    NRC   response    to   ASLB   791031    order 
Supporting    documentation    encl 
DDNOHEW.  J  N        Environmental    Evaluation    Branch         BO/O4/10       Bpp 

iffidavit    modifuins    JM  Donohew  BOOH  1    affidavit,  Table    2-  Paot 

3.  Pae«    H 

N        Environmental    Evaluation    Qranch        60/04/11        3pp 

fonse    rennet. ting    deferral    at    ASLB   consideration  of 
ID405  motion   proposing    primary    rout*    of   spent 
its    Urges    ASLB    bo   hold  motion    In   abeyance    pending 
ctlort  ft    security    issue    WJ/Cer  tif  ica  te    of    Svc 
Hearina   Branen   4        9O/04/I1        Ipp 


r »»pondence 


ponds    to   900309    Itr    requesting    info    rn   environ   tffocti    of 
nuclear    pouer    plants   Radiation   Bffiut-nt    levels 
u    10CFK20  b  App    1    to    10CFRSO  Environ    Info 
,    stated    LPDflS 

Environmental    Pro ject-j    Branch    1        9O/O4/01        2pp 


•n format  ion 


iifirds    Annual    Financial   Rept    for    1971?!  annual    certified 

atements, f inane lal    forecast    for    1900-B2  i 

1    available    sources    of   funds    to   satisfy    liability 

Duka   Reiner   Co        SO/O3/2G        6pp 


9004030199   Foruards   proposed   amend    to    facility    Tech   Specs   Table   4    l-3i 
Section    664  4<2Xa>    k  Table  6   6-1    rs  monitoring   uasb* 
disposal    programs 
PARKER,  W  0        Duke  Pouer   Co        80/03/aB       Epp 

— 8004030202  Propose*   amend    to    facility   Tech   Specs    Table   4    1-3, Section 
6   6   1    4OMat    d  Table   6   6-1    re   waste   disposal    monitoring 

t      Duke  Pouer   Co        80/03/31        7pp 

BQ04210321    Requests   follnwup    ropt    to   791030   Itr   re    method    used    to 
demonstrate    conforman.ee   u/provis tons    of   40CFR190 
rapt   required   btj   Tech   Specs 
REID,  R   H       Operating   Reactors   Branch   4        BO/03/2B       2pp 

B0041e,0001    Responds    to  791116  Tech    Spec    change   application   re    operation 
of  Unit    3  at    full    rated    power   during   Cycle   3  Review  has 
determined    that   proposed   rotnad    requires    Clast    IV  amend    fie 
instead    of  Clan    Ifl   Requests   addl    fee 
DIOQS.R    M       License   Fee   Management   Branch        80/03/31        lp 

B0040B059S  Foruards  info   re    indication!  &  controls    requiring    mods    to 

maintain   plant  at  hot   shutdown    independent   of    ICS/NNI    pouer 
supplies. 

PARKER.  H  0        Duke  Pouier  Co        GO/04/O1        2pp 

B0040S0614  Supplements  BOO 102   Itr    b  confirms    discussions   u/NfIC   re 
reactor    vessel   head   vent   required    by   NUREQ-O37B  Remotely 
operable    reactor  vessel    hoail    vent  will   be    installed   Design 
will    be    similar    to    that   of   hot    leg    vents    per  600102   Itr 
PARKER,  W  0        Duke  Pouer  Co        BQ/04/O2        lp, 

BO 04 21 OSS 3  Summary    of   800235  matting   u/BfeU   ouner*    group    in   BethesdaiMd 
re  abnormal    transient   operational    guidelines 
SEIOEi-rB   L        Reactor  Systems    Branch        flO/04/02        4pp 

SOD4140430  Forward*   comparison    of    draft  ST8  u/snubber   functional    test 
sampling    plan 
COLLIN03.  D  M        Duke  Pouier    Co        BO/04/03        Ilpp. 

8004290366    Summary    of    B 00403  meeting   w/uti  ls.B&U<  NUS  Corp    ti  McOrau-hlill 
in  Q»th»sda,MD  re   draft  NUnE»~0667,     "Transient  Response    of 
DfcW-Designed    Reattors    " 
CAPRA.R    A        Standardiiatlon  Branch        BO/04/O4        7pp 

BOO 41  BO 470   Notification   of  800433   meeting   w/utils  &  BliU   in    Bethssda.MD 

to  discuss    imp  lamentation    of    recommendations    by  BltU  Reactor 
Transient   Respond    Task   Force 

CAPRA.R.A       Standardliation   Branch        BO/O4/OS  2pp. 

BOO4SB0105   Foruard*   ovaluatipn    of    implementation   of  Lessons   Learned 
Tasfc    Force   Catenory    A    item*   All    items    satisfactorily 
implaminted   at  Unit    1    Thrae   remaining    item*    at  Units  3  t,  3 
uill    be   net   prior    to   restart    from  Mar    1980  shutdowns 
REIDiR  M.      Operating    Reacturs    Branch    4        80/04/07,       15pp 


DOCKETED  ITEMS 


8004300137    Concur!    U/BQO321     Itr    describing    safety    af    fuel    pool 
operation    u/o   addl    cooling    capacity    due    to    delay    of    addl 
cooler    ti    pump    Installation    Requests    procisa    estimate    for 
procurement    &    installation    by    SQ0601 
REID.R   U         Operating    Reactors    Branch    1         BO/04/09         3pp 

80041504i5   Forwards    supp  1  eirmnta  1     response    to    NRC    HO 02 23    request    for 
info   re    primary    coolant    sys    pressure    isolation   valves 
Neither    continuous    surveillance    nor    periodic    testing     is    tiou 
being    performed    Chock    valves    display    no    lack    of    integrity 
PARKER- W  0        Duke   Power    Co        80/01/11         4pp 

BQ04220S03   Advises    that    (totalled    analysis    of    thermal-mechanical 
conditions    of   reactor    vessel    during    recovery    frnm   small 
braaks    will    be    submitted    B00715 
PARKER,  W   O         Duke    Power    Co         BO/O4/14          Ip 

3004220640  Supplements    uttl    790935,  1019   t,    1219    Itrs    re    design  &   use 
of    containment    purge    sys      Requests    NRC    concurrence    in    scape 
of   mod*    to    permit    purging    during    operations    above    cold 
shutdown 
PARKER. W   D        Duke   Power    Co        80/04/15        2pp 

6004180356  Submits    addl    info    to    supplement    800354    Ur    Describes 
parameters    needed    by    operator    to    place    plant    in    safe    hot 
shutdown    condition   i    testing    for    loss    of    power 
PARKER. W  0        Duke   Power    Co        BO/04/10        2pp 

0      Inspection   reports,     IE   Bulletins    &•   correspondence 

8004070362  Responds    to   NRC    request   made    during    000109-11    insp    for    addl 
info   re   assumptions    made    for    support/rostra int    calculations 
performed    in   compliance    ui/IE   Bulletin    79-02   Addl    1   original 
calculations    for    Support   SR    134    encl 
PARKER, W   O         Duke    Pouior    Co         BO/O1/31          19pp 

B004Q4Q358   Ac  k    receipt    of    1C    Imp    FlepU    50-267/00-04,90-370/00-03   * 
30-207/00-03   nn  8001SI-25  (.  28   &    0201    No    proprietary    Info 
PARKER, W  0        Duke   Power    Co        BO/03/10        Ip 

—0004040383  forwards    IE    Insp    Ropta    50~S69/BO-0<I.  50-270/HO-03  fc 
50-287/80-03  on    B0012I-23  i    2B   d   0201    No    noncomp 1 lance 
noted 

8TOHR,  J  p        Region    3,     Atlanta,     fuel    Facility    b  Materials   Safety 
Dranch        BO/OS/ 14        2pp 

—8004040402    IE   Insp   Rapta    30-269/80-04.  SO-270/00-03   h    50-2fl7/EiO-03 
on   BQ012I-2S  fc  28   ti   0201    No    noncomp  1  ianco    noted   Major 
arias    inspected    emergency    fac i 1 i 1 1  es. equipment  &   procedure*, 
means    for    determining    release    1>   emergency    training 
JENKINS, 0  R        Region   3,    Atlanta.    Fuel    Facility   b  Material!    Safety 
Branch        PERROTTI,  D  J        Raglan   2.    Atlanta,    Office    of    the   Director 
BO/03/14        llpp 

8004040402    IE    Insp   Repts    SO-269/80-04, 30-270/00-03  t.  90-287/80-03 
on   B00121-25  d  28  fc   02OI    No    noncomp  1  ianco    noted   Major 
artas    inspected    emergency    fac i 1 i ties. equipment   &  procedures, 
means    for    determining    release   &    emergency    training 
JENKINB.Q   R        Roglon    2,    Atlanta,     Fuel    Facility    I<  Materials   Safety 
Dranch        80 /OP/ 14         llpp 

0004000253  Forwards   rosponse    to    IE   Bulletin   79-01Q   ra    snviron 
qualification   of   dais    IE   equipment   Completion   of    Items    1, 
Z  &   a   documented    W/o    and 
PARKEH.W  0        Duke   Power   Co        00/O3/13        2pp 

0004100351    Responds    to    IE  Bulletin   79-13  Results    of   radiographic 

examinations    of    feediuater   norile    uelds  uas    provided    in 

800229    Itr   iu/0   encl    rapt   by    K  Thlelsch  documenting 
metallurgical    evaluation 

PARKER.  U  O        Puke   Power    Co        00/03/19  Ip 

8004240035  Forwards    response    to    IE   Bulletin   00-03,     "Lo»s    of   Charcoal 
from  Std    Type    II.  Two-Inch,  Tray    Adsorber   Cells    "   No    evidence 
of    filter    degradation    a*    described    In   bulletin  ua»    observed 
at    facilities 
PAHKER.U  D       Duke  Power  Co       BO/03/31       2pp 

6004230202  Ack    receipt    of   B00204    Itr    informing    NRC    of    steps    taken    to 
correct   violation   notud    in    IE    Insp    Repts    50-2i7/79-4I. 
30-270/79-39   fc   30-207/79-41 

LEWIS, R  C,       Region   2,    Atlanta,    Reactor   Operations   Nuclear  Support 
Branch        00/03/2A        Ip 

— 8004230236  Responds    to   NRC   0001U    Itr   re    violations    noted    in    IE    Imp 
Repts    50-2A9/79-4 1,90-270/79-37   t.   50-2B7/79-41    Corrective 
actions- technician    involved    given  written   uiarnlng    & 
independent   verif icntlon   being    developed 
PARKER,  W,  0        Duke   Power   Co        80/02/04,       2pp 


—6004230949   Foruaids    IE    Insp    Repts    50-2A9/79-41 ,  50-270/79-39   & 
50-287/79-41    on    791203-10    t     notice    of    violation 

LEWIS, R    C         Region    2.     Atlanta,     Reactor    Operations    Nuclear    Supporl 
Branch         00/01/14         2pp 

--B00423036/    Natlcs    of    violation    from    insp    on    791203-10 

*      Region   3.     Atlanta,     Office    of    ttie    Director         8O/O1/11          ip 

--B004230277    IE    Insp    Repts    SO-269/79-41,  50-270/79-39   t.    SO-2B7/79-4 1 
on    791203-10      Nancomp 1 iance    noted    failure    to    folium   maint 
procedures    resulting     in    none nmp 1 iance    u/Toch    Specs 

MADTIN.R    0    ,     JAPE,  F         Region    2,     Atlanta,     Reactor    Operations    Nucle 
Support   Branch        8O/01/11         6pp 

8004210191    Ack    receipt    of    IE    Insp    Repts    50-269/90-03,  50-270/80-03     & 
SO-287/BO-02    on    B001 14-24    No    proprietary     info 
PARKER,  W   D         Duke    Poiuer   Co         BO/O3/38         Ip 

--8004310195   Forwards    IE    Insp    Repta    50-269/80-03,50-370/00-02   t,    90-39 
80-02   on   B00114-24   No  noncomp 1 iance    noted 

BRYANT, J   C         Region    2.     Atlanta,     Reactor    Construction    i    Engineer-in 
Support    Branch         BO/03/04         2pp 

— B004210I99    IE    Inap    Repts    50-269/BO-03,  50-270/90-O2   V    50-2B7/BO-O3     01 
BOOI i 4-24   No   noncomp 1 iance    noted   Major   areas    inspected    IE 
Bulletins    79-13    8,    79-17,  aui  1 1  iary    feeduater    noitle    thermal 
sleeve    Insp   >j   crack    repair 

HERDT.A  R        Region   2,    Atlanta.    Reactor    Construction   &  Engineei  *ng 
Support    Branch         ECONOMOS,  N         Region    3,     Atlanta,     Office    of    the 
Director         BO/02/25         7pp 

000415O51I    Forwards     IE    Info    Notice    80-12.     "Instrument    Failure   Causes 
Opening    of    PORv   t.    Block    Valve    "    Nn    specific    action    or 
response    necessary 

D'REILLY.J   P         Region    2,     Atlanta,     Office    of    the   Director         SO/03/31 
3pp 

0004320188  Forwards    IE    Insp    Repts    50-269/80-08,50-270/80-06  (. 
SO-aS7/00-Oi  on   800225-39      No    noncomp 1 ianc e   noted 
KENNA,  W   3      Region    3,     Atlanta,     Safeguards    Dranch         80/03/31         3p p 

—8004220304    IE    Insp    Repts    50-269/BO-09,  50-270/90-06  b   50-287/BO-OA     at 
800225-29  No   noncomp 1 iance   noted   Major    areas    inspected 
security    p Ian, secur i ty    program  I    physical    security    Details 
withheld    (ref    10CFR2   790) 
TOBIN,W  J        Region   2,    Atlanta,    Safeguards    Branch        BO/03/2S         Ip 

B004OB0611    Forwards    IE  Circular   80-05,    "Emergency   Diesel   Senerator 
Lubricating   Oil    Addition   (•  Onsite   Supply    "   No  urltten 
response    required 

O'REILLV.J   P         Region    3,     Atlanta,     Office    of    the   Director         BO/04/G! 
2pp 

8004150070  Formards    IE    Info  Notice   00-13,     "GE  Type   SBH  Control    Buitche 
Defective   CAM  Followers    "   No    specific   action   or   response 
required 

O'REILLY,  J   P         Region   2,     Atlanta.     Office    of    tha   Director         80/04^03 
2pp 

B004H40S49   Forwards    IE    Info   Notice    00-14.     "Safety    Suggestions    From 
Employees    "   No   action   required 

O'REILLV.J  P        Region   3.    Atlanta,    Office    of    the   Director        BO/04/OE, 
Spp 

B004B50330  Ack    receipt    of   800314    Itr    informing   NRC    nf    steps    taken    to 
correct    violation   noted    in    IE    Insp   Repts    5O-269/80-05. 
50-270/BO-O4   &    50-287/80-04 

LEWIS, R   C        Region   2,    Atlanta,    Reactor   Operations   Nuclear   Support 
Branch        BO/04/03        Ip 

— BOQ4250334  Responds    to   NRC   B00230    Itr   re   violation  noted    in    IE    Insp 
Repts    SO-269/00-05,  50-B70/BO-04    t.    50-207/80-04   Corrective 
actions    areas   cited    were   cleaned    t,  maint   practices   ti 
procedures    changed    to    include    housekeeping    practices 
PARKER,  W  0        Duke   Power   Co        QO/03/14        2pp 

— 6004250340  Forwards    IE    Insp    Repts    50-269/00-05, 50-270 /BO-04  t 
9Q-287/BO-Q4   on   B001O7-31    t   notice   of    deviation 

LEKI6.fi    C        Region  B,    Atlanta,    Reactor   Operations   Nuclear   Support 
Branch        80/03/30        2pp 

— 8004230346  Notice   of    deviation    from   insp    on   800107-31 

•      Region   2,    Atlanta.    Office    of    the   Director        80/OB/20        Ip 

— B004350357    IE    Insp    Repts    30-269 /BO-05,  50-270/BO-04    t>   SQ-2B7/BQ-Q4     or 
800107-31    Noncompliance   noted    failure    to   adhere    to    stated 
housekeeping    practices    In   areas    occupied    by    safety-related 
equipment 

MARTIN.R   D       Region   2.    Atlanta,    Reactor   Operations   Nuclear   Support 
Branch        80/03/30        Spp 


70 


DOCKETED  ITEMS 


8004100324  Forwards    IE!   Circular    BO-O7- 
Sys    "   No    written   response    rdijulred 
O'REILLY,  J   P         Rejinn    3,     Atlanta,     Of  fi 


Problems    IJ/HPCI    Turbine   Oil 
of    the    Director         90/01/03 


80042SQ357     IE     Inap    R«ptS    SO-S&'J/BQ-OS,  50-270/90-04    I  &0-aB7/BO~04    on 

B00107-31     NoTiconipl  lance    noted     failure    to    adhere    to  stated 
housnfceep  1  no    practices     in    are-ai     occupied    by    safety-related 
equipment 

MARTIN,  H    D        Region    2,     Atlanta,     Reactor   Operations  Nuclear  Support 

DT-anch          JAPE,  F         Region    2,     Atlanta,     Office    of     the  Director 
BO/02/30         Sop 

E300423Q132    Forwards    IE    Dullotin    79-03A  "Longitudinal    Held   Defects    in 
ASME  SA-313.  Jiff   304    Stainless    Stsel    Pipe    "   Action   required 
Q'REILLVjJ   P         Region    2,     Atlanta.     Office    of    the    Director         BO/04/04 


9004100359   Forward!    IE    Bulletin   GO-OB,     "E»am   of   Containment   Liner 
Penetration-   Welds    "   Written    response    required 

O'REILLY.  J   P        Region    a,    Atlanta,    Office    of    th*    Director        00/04/07 
Bpp 

BOQ43QQ205   flck     receipt    of    900303     1  tr     informing    NflC    of    uteps    taken    to 
correct    violations,    i.    deviations    noted     In    IE    Inaji    Repts 
SO-3&9/79-37,  50-270/79-34    i    SO-2S7/7-7-37 
O'REILLV.J  P        Region   S.    Atlanta,    Qffics    of    the    Director        80/01/07 


S004a206Sa  Formardi  LEH  BO-007/03L-0 

PftRKER.Wtl        Out*   Pouier    Co         BO/04/14        2pp 

—8004220690   LER    BO-007/03L-0   on   S0031S,  during    installation    of    cable 
tietueen   cable    room»,void   botwe-en    tuio    layers    of    firestop    matl 
was   discovered  caused    by    large    number   of   coble    trays 
deflecting    layer    of  matl   Addl    layer   of    firestop   matl    added 
LEWIS, 8   R        Duke    Pomer    Co         0O/Q4/14         lp 


DOCKET   50-270   OCCWEE   NUCLEAR   STATION,     UNIT   2 

F     Security,    medical,     emergency  fc    fire   protection   plans 

0001010255  Forwards   list    of    revision*   6  addition*    th»t    should    be 
incorporated    in   790B03   rovned   safenuarilB   contingency    plan 
Revised    plan    incorporating   revisions  &  additions    should    bo 
submitted    uithin   30   days    Info   uithhold    (ref     lOCFHa    790) 
REID,R   W       Operating  Reactors    Branch   4        BO/03/14        2pp 

3004030157   Formardi    info    in    support    of   standby    shutdown   facility   End 
withheld    (ref   10CFR2  790) 
PARKER,  W   0        Dulto   pnuer    Co         BO/Q3/2B        2pp 

a0041701i4  Forwards  Revision  4    of    socurltij    plan   Plan  withheld 
(ref    10CFR2   790) 
PARKER,  W   0         Duke   Rouisr   Co         QO/O4/O9         lp 


-8004300214   Raipotida    to  URC   S  00206    1  tr    re   violationi    it  dEvlatione 
IE    Insp    flepta     50-2i<9/79-37,  30-270/79-34   t,    SO-5B  7/79-3  7 
Corrective    actions    shift    operating    personnel    instructed    on 
manual    transfer    interc  omraunicati  on    ays   t>    alarm   procedure! 
PARKER,  W  O        Duk»  Power    Co         BOVQ3/03        flpp 

9004300230  Foi-iuaTds    IE    Insp    Rents    SO-2i9V79-37,  30-270/79-34  fc 
30-2B7/79-37    on    791111.15   *t    14   it    noticas    of    violation    fc 
deviation 

LEWIS,  R   C         Region  2,     Atlanta,     Reactor   Operations    Nuelo»r  Bufp 
Branch       60/03/06       Kpp 

G004300237  Notice    of   violation,    from    insp    on   791111.19  (t    16 
*      Region    2,    Atlanta,    Office    of    the  Director        80/01/18        lp 


B00430024S  Notice   of    deviation    from    insp    on    791111,13  &    16 
»      Region   2,    Atlanta,    Offfte    of    the  Director        BO/01/IB 


2pp 


~SOD43002iO    IE    Insp    Rept«    5  0-26  9  /  79-3-7,  SO-27O/79'-34   t    30-267/79-37    on 
791111.15   fc    16  Noneomp  liance    noted    inadeiiuate    procxfures    to 
correct    potential   malfunction*,  ticesslve   RCH   cooldouin   rat* 
&    failure    to    notify    of   RQ  uithin    1-h 

QUICK,  D    R    .     MARTIN.  R         Rug  Ion    3,     Atlanta,     Office    of    the    Director 
eO/01/lS        6pf> 


&004220443  Advi<«s    that   ravised    pagei    to   safeguards    contingency    plan 
will   be    provided   by    H00430. in   response    to  NRC   000314 
rsqueit 
PARKER,  M   0        Duke   Poucr    Co        60/04/11         lp 


0      Ad judi calnvu    correspondence 


9004230078   Forwards  B00323  8ECV-00-I66  renueitJng    a/nitid    to    irradiated 
reactor    fuel    in-transit   physical    protection   requirements    If 
amend   approved,  effect   on  WF!C   cito   re    spent    fuel 
transportation  tt  storage  will    be    provided 
HOEFLINQ,R  K       Hearing    Branch    4        80/04/01         lp 


I      Flnanc  ial    information 


3004020334  Forwards  Annual   Financial    Rept   for    1979, annual    certified 
financial    statoinsnts.  f  Inane  ial    forecast    for    1980-CH  d 
statement    re   available   sources   of    fund*    to   satisfy    liability 
requirBmeTits 
THIE8.A   C        Duke   Power  Co        BO/03/28,      6pp 


—800402033(3  Annual  Financial   Rept    1979. 
*      Ouke   Power  Co        BO/02/11        44pp 


1004240596  Forwards   addl    response    to    IE  Bulletin   79-018'    "Environ 
Qualification    of    Class     IE   Equipment     "    Revised    master     iy*/ 
caff  one  nt  s    list    d   ays    comp-oriBnt    evaluation  uarl    slieeti    encl 
Addl    equipment    info   will    be    lent    by    GOO701 
THIESi  A  C.       Dulifl    Power    Co        80/04/al. 


Rep  or  liable    occurrences.     LERs    &   relat-ed    corretpond'enc* 


0040703H7  Forwarils    LER   80-OOS/03L-0 

O.       Duke    Power    Co         BO/03/sa.       3pp 


-B004070330  LER  ao-OOS/03L~0    on    B00229. dorlno    annual    calibr   check, 
reactor    protection   <v*    channal    B   reactor  coolant    pressure 
transmitter    found    out    of    calibr. Cause    undetermined 
Transmitter   recallbr    &   will    be   checked    at    nut    outage 
LEWIS'S  R.       Duke    Power    Co         BO/03/3B         lp 


D040B0471    Foruardi    LEO   afl-OO6/O3L-O 
PARKER, M  0        Dule    Power   Co        3O/04/04 


-S0040S047£>  I.ER   BO-006/03L-0   on    B0030i,  d urinj    decay    heat  removal    teft. 
heat    removal    cooler    ID    outlet    valve    1LP-4    failed    to   open 
maniuallii   Caused    by    limit    luibch    being    c-ut   of   adjustment 
Switch    readjusted 
LEWIE. S   R.       Duke    Power    Co        90/04/04        2pp 


P      Qparatinfi    Ucinse   stage   documents   d   corrvspondencH 

0004000441    "Elettr leal.  Instrumentation   tt  Control    Aspects    of   Override 
of  Containment  Purge   Valve    Isolation   &  Other   Safety   Feature 
SIo,n«I«i  Oconse  Nuclear  Station,"    informal    rep  t 
UDV.A  C        EO  (.  Oi    Inc        FIN  tt~i,SSt>        B0040B064I        00/02/29         ISpp 

B004040005  Forwards   oi/tllne   of   p lant-spaclf Ic    questions    to    be    addressed 
in  addition   to   Info   required    by    IE  Bulletin  79-27   re   BOQ2QA 
reactor    trip   at  Crystal   River   Sequence   of    events   &  planned 
corrective  actions  also   encl 
DENTDN.H  R        Office   of  Nuclear   Reactor  Regulation        BO/03/O6        2App 

8004030103  Forwards   "Nuclear    Data  Link    Bpacs, "    study    of   digital 
communication    ttjs    to    transmit    Info    from  plants    to   Betheida 
Dperatlon.1   Ctr 
EISENHUT.DO       Division   of    Operating    Reactors        BO/03/ 13        3pp. 


—3004030119   "Nuclear  Data  Link   Speci 
*      Division   of  Operating    Reactors 


BO/O2/21         SQff. 


3004030230  Notification   of   B00319  maeetlng   ui/all    opiratlng    BfcW   reactor 
licensees    In  Petbesda, MD   to    evaluate    implications    of  Crystal 
River  Unit   3  event  (.  response    to    IE  Bulletin   77-27 
REID,  R  W        Operating    Reacton   Branch    4       BO/03/14        2pp 


JO4170Z03   Forwards    LER   BO-003/13T-1 
PARKER.  U  O        Duke  Poue,r   Co        HO/04/1O 


9004170337    "TMI-Plui  One  Toward   a  Safer    Nuclear   Power  Program 
»     Duke  Pouier  Co       BO/03/26        13pp 


-S004170SOB  LER   90-00&/13T-1    on    900327, motor    operator    on  valve    1LP-105 
deterninad    un-D.ua]  1 1 1  ed    -for    in-con-t*  inmeiit    use   Caused    by 
errdnaou'i    provlclan    during    transfer    to    tits    for    instillation 
as    part    of   NSM-507   Valve    operatar   will    fct   replaced. 
HIL60N.K  ft         DuRe  Power    Co        60/04/11         ip 


9004010470  BupplmiBnti   B 003 24    Itr   Confirm*   convarsatlont  u /NRC   re 
testing    of    loss  of  non-nuclear    Instrumentation. Intagrated 
control    sijj   pouer   on  Unit    1    Test  ulll    b»   completed    within 
90  d*ys  of    order,  (f  required 
PARKER,  W  D        Duke  Power   Co        SO/03/29        lp 


DOCKETED  ITEMS 


B004030199   Forwards    proposed    amend    to    facility    Tech    Specs    Table    4     1-3. 
Suction    6   b    4    4l2Ma>     *-    Table    6   6-1    re    monitoring    uaste 
disposal    programs 
PARKER,  W   0         Duke    Pouer    Co         60/03/20         2pp 

—  B004030202  Proposed    amend    tp    Facility    Tech    Specs    Table    4    1-3,  Section 
661    4(2)<a)    tj    Table    6    6-1    i-o    uasto    disposal    monitoring 
programs 
«      Duke    pouer    Co         BQ/03/ji          7pp 

0004210321    Requests    follouup    icpt    tn    791O30    Itr    re   method    used    to 
demonstrate    conf  omancs   u/provi  5  ions    ot    40CFR19Q 
rept   required    by    Tech    Specs 
REID,R    W         Operating    Reactors    Branch    -1         aO/O3/aa         2pp 


8004160001    Responds    to    791116    Tech    Spec     change    application    re 
of  Unit   3   at    full    rated    pauior    during    Cycle    5  Review   has 
determined    that    proposed    i  (.'load     requires    Class     W   amend    fue 
instead    of    Class    III    Requests    add!     fee 
DIQ83,  R   M         License    Fee    Management    Branch          BO/O3/31          ip 


60O40B09S3   Forwards    info    re    indications    &   controls    requiring 
maintain    plant   at    hat    shutdown    independent    of    ICS/NNI    potunr 


operation 


PARKER,  W   D         Duke    Power    Co         00/04/01 


2pp 


Q      Inspection    reports,     IE  Bulletins    &   c  arrospandence 

B00407O3A2   Hosponds     to    NRC    request    made    during    300109-11     insp    for     add 
info    r«    assume t i CHE   made    for    support/restraint   calculations 
performed     in    compliance    ui/IE    Bulletin    79-O2   Addl    (•    oriainal 
calculations     for    Support    SFI     134    end 
PARKER.  U   O         !)uko    Pouer    Co         8O/01/31          19pp 

0004040356   Ack    rocoipt    of    1C    Imp    Repts    50-269/00-04,50-270/80-03    t, 
50-237/60-03    on    BOOI^l-35   4    23   h   0201    No    propr  ietary    info 
PARKER, W   0         nuke    Pouior    Co         00/03/10         Ip 

— 0004O403B3   raruards    IE    Insp    Hepts     50-269/00-04.50-370/00-03   t. 
5Q-2B7/00-O3    on    B00121-35    5     S3    Si   0201    No    noncomp  1  lani  e 
not  ad 

BTOHR,  J    P         Region    2.     Atlanta,     Fuel    Facility    6   Materials    Safety 
Branch         00/02/14         2pp 

— S00404O402    IE    Insp    Flepts    50-269/00-04,50-270/00-03   !<    50-207/BO-03 
on   S00121-25    S    38   >t   0201    No    noncomp  1  lance    noted    Major 
areas    Inspected    emergency    f  ac  1 1  t  ties,  equi  pmont   ti   procedures* 
meoiiB    for    determining    release    &    emei  gsncy    training 

JENKINS, 0  R  Region  3,  Atlanta,  Fuel  Facility  ti  Materials  Safety 
Hranc-h  PERRDTT!,  0  J  »eo.lon  3.  Atlanta,  Office  of  the  Direr  td-r 
BQ/O2/I4  llpp 


B0040BQ614   Supplements    BOO1O2    Itr    &   confirms    discussions    u/NRC    re 
reactor    vessel    head    vent    required    by    NUFIEQ-0978   Remotely 
operable    reactor    vessel    head    vent    mill    be    installed    Design 
uiill    be    similar    to     that    of    hot     leg    vents    per    BQ01Q2    Itr 
PARKER,  W   0         Duko    Power    Co         BO/Ofl/02          Ip 

B0043I0328  Summarij    of    600922   meeting    U/B4W   owners    group    In    Dethasda,  Md 
re   abnormal    transient    operational    guidelines 
SEICELi  B  L        Reactor    Systoma    Branch         00/O1/02        4pp 

B004140430   Foriuards    comparlsnn    of    draft    STB  tu/snubber    functional    test- 
sampling    plan 
CQLLINSS.D  M        Duke    Pomer   Co        SO/04/03         llpp, 

&0042303&B   SummariJ    of    BOO  4  03    meeting    ui/ut  i  IB.  DdWi  NUB   Corp    &    McOraui-Hi  1 1 
in   Buthmda.MD  re    draft    NUREO-0667,     "Transient   Response    of 
Gt<H-DB«ignBd   Reactors    " 
CAPRA.R   A        Standnvdiiation    Branch         00/04/04        7pp 

S004180490  Notification    of    800433   meeting    u/utils  i  QbU    in   DothoBda.MD 

to   dlscujj    implementation    of    rue  omraendotiona    bu  DtiW  Reactor 
Transient    Response   Task    Force 

CAPRA,fi   A        Standardiiatlan   Branch        SO/04/05  2pp 

3004200105  Forwards    evaluation    of    implementation    of  Lesions    Learned 
Task   Force    Category    A    items    All     items    satisfactorily 
Implemented    at   Unit    1    Tnroc    remaining    it emu    at  Units    3  A  3 
ujlll    be   mot    prior    to   restart    from  Mar    1900    shutdowns 
REIDiR  W        Oparotina    Reactors   Branch    4        00/04/07        15np, 

B0043Q0137  Concurs   W/H00321    Itr    describing    safety    of    fuol    pool 
operation   ui/o    addl    cooling    capacitg    due    to    dolaij    of   addj 
cooler   d  pump    installation   Roque-sts    precise    estimate    for 


procoramant   t<    Installation   by   BOD601 
REID,R  M        Operating    Reactors    Branch    <1 


80/04/09        3pp 


BO0415Q469  Toruards    «upp lemenbal    reaponsc    to   NRC    BOOS23  request    for 
info   re    primary    coolant    ays    pressure    isolation   valves 
Neither   continuous    surveillance   nor    periodic    testing    is    nou 
beinp    per  formed   Check    vat  vet    display    no    lack    ot    Integrity 
PARKER,  H  0        Duke  Pouier   Co        80/O4/11         4pp 

8O04S5050Q  Advises    that    detailed    analysis    ot    tharmal-nechanical 
conditions    of    reactor    vessel    during    rocoverij    from    small 
brnaks   utll    be    submitted    BOO715 
PARKER,  H,  D        Duke   Poiuor    Co        SO/04 /1 4         Ip 

0004220640  Bupplemants    util    790935,  1019   8.    121?    ttrs   re    design    !<    uie 
of    containment    purge    sys      Requests    NHC    concurrence    in    scope 
of   modi    to    permit    purging    during    operations    above    cold 
shutdown 
PARKER,  U  0        Duke  Pouier   Co        00/04/15,       2pp 

aO042E044V  Foruards    fee    to    supplement    license    fee    submitted    on   791116 
PARKER, H  0        Duke  Poiuer   Co        80/04/15         Ip 

B004 180396   Submits   addl    info    to    »upplem«nt    BOO 32 4    Itr   DeierlbBs 
par«maters    needed    by    operator    to    place    plant    in    safe   hot 
•hutdoun    condition  b    testing    for    lavs    of    power 
PARKER.W,  0        Duke  Pouer    Co        QO/04/10        Sff 


SO04090253  Forwards    response    to    IE   SullHtin    79-01D   re   environ 
qualification    of    Class     IE    equipment    Completion    of    Items     1, 
2   It   3    documented    U/o    enc  1 
PARKER,  U   Q         Duke    Pouier    Co         BO/03/13        2pp 

B004240033   FoiuiarJs     reaponso    to    IE   Dulletin    BO-03,     "Losa    af    Charcofll 
from   Btd    Typo     1 1  <  Tuio-Inch,  Tray    Adsorbei     Cells    "    Ha    evidence 
of    filter    degradation   as    described    in    bulletin   ual    observed 
at    fact litiee 
PARKEH,  W  0        Duke    PouiBr   Co        BO/03/21        2pp 

0004B30202   Ack    receipt    of    B002O1    Hr    informing   NJIC    of   steps    taken    to 
correct    violation   noted    in    IE    Inup    flopts    50-369/79-41, 
30-27O/79-39    &    30-HB7/79-41 

LEU  I  Si  R    C        Region   2,    Atlanta,    Reactor  Operations   Nuclear    Support 
Branch         30/03/36         ip 

— 8004230336   Flo.spondB    to   HUG   800114    llr    re  violations   noted    in    IE    In*p 
Repbs    90-267/79-41,30-270/77-39  f>    50-007/79-41   Corrective 
actions    technician    Involved    given   written   uiartiing   i 
independent    verification   being    developed 
PAflKER.U   0        Duke   Pouier    Co        00/O2/Q4        3pp 

— B004230349    Foruarda    IE    Insp    Repts    50-269/79-41,  50-a70/7<?-39   fc 
50-287/79-41    on    791SO3-10   t.    notice    of   violation 

LEWIS,  fi   C        (legion  S,    Atlanta,    licactnr   Operations  Nuclear   Support 
urancli        00/01/14       Spp 

— H004230S67   Notice    o.f   violation    from    Inflp    on   791203-10 

*      Region   S,     Atlanta,    Office    of    the   Director        00/01 / 11         Ip 

—0004230377    IE    Imp    flopfca    50-269/79-41 ,  90-270/79-39  (.  50-207/79-41 
on  791203-10      Montomp 1 iance    noted    failure    to    Pol  law  malnt 
procedures   resulting    in   none omp 1 i ance  u/Tech    Specs 

MART  I  Mi  f)    D   ,     JAPE,T        Region    2,    Atlanta,    Reactor   Operations   Nuclear 
Support   lira  nth         00/01/11        App 

B004310191    Ack    recflipt   of    IE    Jnsp   fiepts   50-269/BO-03, SO-27O/BO-02   ft 
30-237/00-03   on    600114-24   No    proprietary    info 
.PARKER- W    0        Duka  Power    Co        60/03/EB        Ip 

— e00421O17S  Foruafds    IE    Insp    Flepts    30-269/00-03,  SO-S70/BO-02  (.   SO-207/ 
BO-Oa   on   000114--3<]   No   noncomp  Hance   noted 

BRYANT,  J  C         Region   S.    Atlanta,     Reactor   Construction  &   Engineering 
Support    Branch         80/03/04        Hpp 

--8Q0431Q1"79    IE    Insp    Rents    50-269/00-03,50-3/0/80-02  t.  50-207/00-03    on 
000114-24   No    noncomp liance   noted    Major   areas    Inspected    IE 
Bulletins   79-13   b   79-17,  auiillary    feeduatcr   noiilc    thermal 
sleeve    Insp    b  crack    repair 

HERDT,A   R        Region   2<    Atlanta,    Reactor  Construction  b   Engineering 
Support    Branch         ECONOH03,  N        Region   S,    Atlanta,    Office    of    the 
Director        BO/02/25        7pp 

Q004150511    Foruiards    IE    Info  Notice   00-12,     "Instrument  Failure   Cau»o» 
Dpenino    of   PDOV  ti   Qlocfc    Valvfl    "    No    specific    action   nr 
rasp on se    recossarv 

d'REILLV,0  P         Region  3.    Atlanta,    Office   of    the    Director        60/03/31 
Spp, 


0004220100   Forward*    IE    Insp   Repts    50-269/fiO-OB,  30-270/80-06.  *- 
90-267/80-06  on   B00235-29      No    noncomplUnce   noted 
KENNA.W   B      Region    a.    Atlanta,    Safeguards   Branch        SO/03/31 


2PP 
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DOCKETED  ITEMS 


— 30043302O4     IE    Insp    Repts     SO-2i9/BO-QS. 50-270/93-06    te   30-237/60-06   an 
80022S-29   No   none omp 1 i ance    noted    Major    areas    inspected 
security     p  1  an,  sec  urtty     program   I-    physical    security    Details 
withheld     fref    10-CFR2    7901 
TDDTM,  W   J         Reg  1  an    3,     Atlanta*     Safeguards    Branch         BO/O3/23          if) 

8004090611    Forwards    IE  Circular    90-O5.     "Emergency    Diesel    Geneiator 
Lubricating    Oil    Addition    t  Qnsite    Supply    "    No    ujnttsn 
responso   required 

d'REILLV.j   P         Region    2,     Atlanta,     Office-    af    the    Director         00/O4/01 
2pp 

HQ04150O70   Foruard*     IE    Info    Notice    BO-13,     "GE    Type    SBI1   Control    Suitche 
Defective    CAM   Followers    "    Ha    specific    action    or    response 
requl rod 

O'REIU-V.J    P         Raglan    2.     Atlanta.     Office    of    the    Director         BO/04/02 
2pp 


— a00430026ft   IE    Insp    Rept*    50-269/79-37,50-270/79-31   fc   5Q-2B7/79-37   an 
79 1  HI.  15   6    16   Noncompliance    noted    inadequate    procedure*    to 
correct    potential    ma  If  unct  ions,  eices  si  ve   RCS    coaldoun   rate 
It   failure    to  natlfg    of   RD  within    1-ti 

QUICK, D   Fl    »     MARTIN. n         Region    3,     Atlanta,     Office    of    tho    L-.tector 
80/OW1B        &pp 

OOQ4340396  Forwards   addl    response    to    IE   Bulletin   79-01Q,     "Environ 
Qualification    of    Class    IE  Equipment    "    Revised   (naitor    »y»/ 
components    list   !<   ays    component   evaluation  uor  k    sheete    encl 
Addl    equipment    Info   mill    be    sent    by   B00701 
THIE8.  A   C         Duke    Power    Co         BO/01/2!          lEOOpp 


DOCKET    90-371    VERMONT   YANKEE    NUCLEAR   PuWER    STATION 

F     Security,    medical,     emergency    fc   fire   protection   plans 


BG04240249   Forwards    IE    Info  Notice   BO-14,     "Safety   Suggestions   From 
Employees    "    Ma    action    required 

O'KElLLY.iJ   P        Region   3.     Atlanta,     Office    af    the   Director        BO/04/03 
2pp 


S0041104ii5  Confirmi.   provision    at    self-contained    breathing    apparatus    for 
ready    access   by    control    room  personnel, as    discussed    In    firo 
protection    safety    evaluation 
CDNWAY.  H   F         Vermont    Vantee    Nuclear    Pouier    Corp         BO/04/07         lp 


B004250330   Act    receipt    of    B00314    Itr     Informing    NRC    of    steps    taken     to 
correct    violation    noted     in     IE    Insp    fUpts    30-24,9/BO-OS, 
50-270/80-04    &    50-237/80-04 

LEWIS, H    C          Region   2,     Atlafta.     Reactor    Operations    Nuclear   Support 
Branch         BQ/04/C2         lp 

— B0042S0334    Responds    to    NRC    800220     Itr    re    violation    noted    in    IE     Imp 
Repts    50-269/80-03,  50-370/30-04    Si   5Q-aB7/BO-04   Corrective 
actions    areas    cited    mere    cleaned    it  maint    practices    i< 
procedures   changed    to    tneluda   housekeeping    practices 
n**,,,™    ..    o         Dll]ll!   Paulfr    CD          BO/03/14         2pp 


G0041404O3  Forwards    assessment    of    fire   protection   review  re    Item 
3    1    13. portable   ventilation   equipment   License*    input    has 
not   been   received    Recommends    that    ventilation   equipment   fae 
Inita 1 1  ed 
HALL.R    E        nrookhnven  National    Laboratory        00/04/OB        Bpp 

3004330510  Foruiards    results   a-f    fire    protection   revieuiltem  3    1    3.  fire 
barrier    ponetatlons   Recommends    NRC   consider   design  &   conit 
of   penetration   seals   as    conditionally   acceptable   Typical    If 
penetration  requires   addl    test    data 
HALL.R    E        Brookhaven  National    Laboratory        80/04/14        Spp 


~ 3004250340    Foruiards    IE    Insp    Reptu     50-2A9/80-OB,  50-270/30-04   t 
SO-287/BO-04    on    BOO107-31    &    notice    oi    deviation 

LEUIS.  R    C         Rsgian    2,     Atlanta,     Reactor    Operations    Nuclear    Support 
Branch,       80/O2/20        2pp 

— BOO 42 503 4 6    Notice    af    deviation    from    tFiip    on    BOO  107-31 

*      Region    2,    Atlanta*    Office    at    the   Dir-ectar        BO/03/20        lp 


O     Adjudicator^    corraspondenc e 


Q004 03005 1  Memorandum  of    understanding    between   NRC   tt  FEMA  re   prompt 
improvement    in  radiological    emergency    planning    & 
propar  edneisi  il  iitrlbuted   an    Board    notification 
GOS8ICK.L  V       Office   of    the    E"«cutive  Director    *or  Operations 
80/04/02        34pp 


B0011B032t  Forwards    IE  Circular    30-07,     "Problems    W/HPC  I    Turbine  Oil 
SUB    "    Mo   written    response   required 

D'REILLV.J   P        Region   S,     AtUnta,    Office    of    the    Director        SO/04/03 
2pp. 

B004250357    IE    Insp    Ropfcs    50-3A9/HO-05,  5O-370/BO-04  it  50-267/60-04    on 

900107-31    Noncomp  llatice    noted    failure    to    adhere     to  itated 
hoUKkaeping    practices     In    areas-    occupied    bij    saf  t  ty-r  alated 
equipment 

MARTIN,  R   D        Region  a.    Atlanta,    Reactor   Operations  Hut  1  ear  Support 

Branch         JAPE,  F        Region    2.     Atlanta.    Office   of    the  Director 
QO/02/2O        app 

8004230132  Forwards    IE  Bulletin    77-03A    "Longitudinal    Ueld   Defects    in 
ASMS   SA-3!2.Ti|pe    3O4    Stainle-ss    Bteol    Pipe    "    Action    1-ua.ulred 
O'REILLY.J   P        Reoian   2,     Atlanta,     Office    af    the    Director        BQ/01/O4 
lp 

6  004  IB  035  B  Forwards    IE   Bulletin    BO-OB,     "Eiam  of   Containment  Liner 
Penetration    Welds    "    Ur-ltteit   response    required 

O'REILLV.J  P        Reglan   2,     Atlanta,     Office    of    the    Director        80/04/07 
2pp. 


Ack    receipt   of  300303    Ur    informing    NRC    of    itipi    taken    to 
correct   violation*    tt  deviations    noted    in    IE   Insp   Rept! 
50-269/79-37.  50-270/79-34   tt   SO-337/7f-37 

O'REILLY,  J  P        Regiun  3.    Atlanta.    Office   at    the   Oirector        BO/04/07 
2pp. 

•B004300214   Res-ponds    to   NRC    BO050b    Itr    re  violation*   &   deviation*    in 
IE    Insp    Repts    30-269/79-  37  r  50-270/79-34   fc    BO-2H7/79-37 
Corrective    Actions    ihiYt    operating    personnel    Instructed    on 
manual    transfer    Intercommunication   si|i   k   alarm   proc*dur-ei 
PARKER,  W  0        Dute   Pauer    Co,       60/03/03        4pp 


H     Oineral    correipondenc a 


B0040B037i  Notifies    of   change    in    addreti    on    "lilt   of    coplii"    to   read 
LH  Heider.VUe  PreildentiS3   Research   DriVB.  Ue»tboro,  MA  tt 
UP   Murphyr  Plant  Superintendent!  PD   Dot    1S7,  Vernon.  VT 
BHITH.n   L       Vermont   Yankee    Nuclear   Power   Corp        SO/04/01         lp 

8004 at 004 B  neipands    to  800309    Itr    requxtlng    info  re    environ    effecti    of 
Wiw  England  nuclear   power   plants   Radiation   effluent    level* 
determined    tiij    10CFR20  &   App    1    to    10CFRSO  Environ    info 
available    in   stated   LPDRB 
DALLARDiR   L        Environmental    Projects   Branch    1        80/04/01        2pp 

P     Operating    license    itage    document*   b  correspondence 

BD04150O3B   "Safety  Evaluation   Repti  Inservlce-   Te*tlng   Program   " 

FEHRINOER,  J  M   ,    RDCKHDUD.  H  C        EO   t,  0,     Inc        FIN  A-623S        B0041S003B 
BO/02/2?        40pp 


3004070408  Diieusie*  NRG   761123  requeit   that   all    LWR    lionieii    ai 
higher    fiiilon  gai   release    for    fuel    burnupi   «bov*   30i  000 
HU~dag    ftr   metric    ton  RBiponse*    indicate   that  no    immediate 
licencing   action    Is   required    for   operating    renctor* 
IPPOLITO, T  A       Operating    Reactors    Branch   3        0O/03/10        3pp 

B001030103  Foruiards    "Nuclear  Data   Lint  Specs,  "    *budy    of   digital 
communication    syi    to   trantmit    info    from  plant*    to   Betheida 
Operations   Ctr 
EIBENHUT.D  0        Division    of   Operating   React  an        BO/03/ la        Spp 


--BOO4030113   "Nuclear   Data   Link   Specs    " 

"      Division    of  Operating   Reactors        GO/O2/Sf 


28pp, 


6004300230  Forwards    IE    Imp    Repts    50-269/79-37.  80-270/79-34  !< 
30-287/79-37  on   7"Jllii.  15  &    14   h  notice,    of   violatlor,    tc 
deviation. 

LEWIS, R    C,        Region    2.     Atlanta.     Reactor   Operation!    Nuclear   Support 
Branch         00/02/06        Spp. 

8004300337  Notice    of    violation    from    incp-   on   79UlIr  15  &    16 

*  Region   2<    Atlanta.    Office    of    the    Director        SO/01/ 18        lp 

8004300245  Wntlce   o*    deviation    from    Insp    on   791111.  15  J,    1* 

*  Region  2,    Attanta.    Office   of    the   Director        BO/01/1B       2op 


80041100B4  Forwards    requests    -far    addl    info  needed    to    conplet* 
evaluation    of   electrical /bypass    aspect*   of    containment 
purge    itjs 
IFPOLITO.T  A        Operating    Reactors    Branch   3        60/03/12        4pp 

B004110O4O  Foruardi    info   on  S00402  meeting   uf/util    in   Betheida.HD   ri 
analysis    of  accidents   %    translants  &  preparation   of 
emergency    procedure   guidelines 
ROSSiD   F        Division   of  Project    Management        00/03/17        6pp 


DOCKETED  ITEMS 


9004070040  Summary    of   000129   maeting    u/util    in   Uetoesda.MD   re   App    J 
requirements 
ROdNEY.V   L         Operating    Reactors    Branch    3          BO/O3/21          Ip 

—B004070042  Foiwards    notes   of    B0012<?  meeting    w/util 

CARFAGNO.G  P        Fiantlin    Instl tuto/Fran k 1  in   Research    Center 
80/01/31        6pp 

8Q04Q1O237   Forwards    inadvertently    delated    page    of    "Cycle   VII    Startup 
Test   Rept    " 
SMITH, R    L         Vermont    Yankee    Nuclear    Power    Corp         BO/03/24         Ip 


80040B0433  Requests    confirmation    at   NRC   understanding    that    71-O10 
missing    Item    I    info    will    be    submitted    by   S00314  d    Items   2   tc 
3    qualification   work     6h cuts    submitted    by    8003 14   per    util 
BOO3Q4    telecopy, 

CRIER. Q    H         Region    1,     Philadelphia.     Office    of    tho    Director 
BO/O3/06         Ip 

B004080361    Submits    response    to    IE    Bulletin    79~27   re    loss    of     Instrument 
control    power   &   affect    on  ability    to   achieve    cold    shutdown 
Util    evaluating    need    for   alarm    in   control    room   to    indicate 
loss    of    pouer   &  revising    instrument    power    bus    procedures 
8MITH.H    L         Vermont    Yankee    Nuclear    Power    Corp         80/03/10         Bpp 


— 8004010213    Inadvertently    deleted     page    of     "Cycle    VII    Startup    Test    Rapt 
*      Vermont    Yankee    Nuclear    Power    Corp          BO/03/24          Ip 

B004010256  Responds    to    NRC    telcon    request    for    addl    info   ti    clarification 
n   NUREG-Q578, Item  2    1    3a   concerning    direct    position 
indication    of   safety    d>   roliaf    valves   Position    Indication    sys 
consists    of   pressure    switches    in    valve    discharge    piping 
CDNWAYjW  F        Vermont    Yanlee   Nuclear   Power    Corp        BO/03/34        2pp, 

800408023B  Forward  a    hijdragen   monitoring    sys    description   Util    has 
investigated    requirements    of   Recommendation    2    1    1   of    NUREQ- 
057B  Present   sv»   meats    virtually    all    monitoring 
requirements   Replacement   would    bo    o«p«mslve    ti   unnecessary 
CONWAY.H  F        Vermont    Yankee   Nuclear   Pouer    Corp        80/04/O1        7pp 

6004000470  Forward!    nonpropn etary    version    of    NRC   791211    presentation 
rept.     "Eight    by   Eight    Fuel   Failure    Investigation    " 
SMITH, R   L        Vermont    Yankee   Nuclear    Power    Corp        BO/04/03        Ip 

G004110190  Responds    to   Nf)C   B00110    1  tr    requesting    info   re    Failure    of 
control    rods    to    insert    fully    since   Bapt    1976  No   failures 
observed    On   781101,  Control   Rod    26-31    failed    to    latch    after 
a  cram  b    settled    to   Position   03   Rod    retcsted    satiifactori ly 
CdNWAY-W  F        Vermont    Yankee   Nuclear   Power    Corp        SO/04/O4        Ip 

B004110434   Forwards   Revision   B    to   VQQAP-I-A   addressing    organliatian 
changes    to   OA  program 
HEIDER.L   H        Yankee    Atomic   Electric   Co        0.0/04/04         Ip 

— BQ0411Q444   OA  program   Revision    B    for    facility    operation 

VANDEN.BUROH,  D  E.    HEIDER.L   II    .    MODDV,  D  E         Yankee  Atomic   Electric 
Co        YOQAP-1-A        QO/04/01         20pp 


8004080269    Forwards    response    to    IE    Bulletin    79-0111    Pa    environ 
qualification   of   Class    IE   oquipment   Revised    data   re    Item    i 
L   updated    response    to    Items    2   d   3  attached    Missing    info   will 
be    submitted   within   90-day    period   U/o    enc  1 
JOHNBON.W   P         Vermant    Vanleo    Nuclear   Power    Corp         80/03/14-         app 

800*090410   Adviies    that     IE   Bulletin   00-05.     "Vacuum   Condition    Reiultina 
in    Damage    to   Chemical    Vol    Control    Sys    (CVCS)     Holdup    Tanks'" 
tuas    incorrettlv    sent    for   action   No   response   required 
ORIER.D    H         Region    1.     Philadelphia,     Office    of    the    Director 
00/03/17         Ip 

BQ04130307  Forwards    IE    Info  Notice   B0-13i     "Instrument   Failure  Causes 
Opening    of    PCIRV   !•    Block    Valve    "    No    specific    action    or 
response    necessary 

ORIEH.B   H        Region    1<    Philadelphia,    Office    of    the   Director 
BO/03/31          Ip 

B004090107  Forward  a    IE   Circular   80-05.     "Emergency    Diesel    Generator 
Lubricating    Oil    Addition    &   Dnslte    Supply     "    No    curltten 
response    required 

ORIER.fi   H       llegion    1.     Philadelphia,    Office    of    the  Director 
SO/04/01          Ip 

3004110915  Forwards    IE    Info  Notice   BO-13,     "GE  Type  SBM  Control    Switches 
Defective  CAM  Follou/ers    "   No   written   response    required 
ORIER. B   H        Region    1,     Philadelphia,    Office    of    the   Director 
GO/04/02        Ip 

8004240353  Forwards    IE    Info  Notice   BQ-14.     "Safety   Suggestion*   From 
Employees    "    No   aclion    required 

QfllER.D   H        Region    1,    Philadelphia,    Office    of    th<  Director 
80/04 /OH        Ip 


Q004210043  [)«qu«»ti    that    licensee    remit   addl    sum   per    1QCFR170 
requirements    for   Clan*    III    foe    category    ro    G00125  Tech   Spic 
amind   F*a    should    (IB    submitted    within    15   dnijo   after   rnceijit 
at    Ur. 
MILLER, W  0        License   Fee   Management   Branch         80/04/04         Ip 

Q004250017  Forwards   B0012Q  !t  0211    Itrt    to   OE   re    proposed    control    rod 
drive   iy»    mods   related    to   elimination    of    cracking    in   return 
line    noiiles   OuldellnHs    for   modi    uill    be    diacuned    in 
NUREO-0611?,  to    be    issued    in    "For   Commint"    form    in   Apr    19HD 
IPPOL.ITO.T  A        Operatinfl   Reactors    Branch   3        BO/04/07        2pp 

B004220307  Raquetts    that   Proposed    Change    6B    to   Tech   Bpacu    be   uithdrau 
KEIDER.L  H        Vermont    Yankee   Nuclear   Power    Corp        BO/04/13        Ip 


S004180231    Foruards    IE  Circular    00-07.     "Problems  W/HPCI    Turbine    Oil 
Bys    "    No   written   response   required 

ORIER, B   H        Region    1,    Philadelphia,    Office    of    the  Director 
BO/04/03        Ip 

0004110072  Forward*    IE   Bulletin    BO-07,     "BUR   Jet   Pump    Assembly    Failure 
Written   response   required 

CRIER, B   H        Region    1,    Philadelphia,    Office    of    the   Director 
BO/04/04        Ip 

8004230397  Forwards    IE   Bulletin   79-03A,    "Longitudinal    Uild    Defects    in 
ABME  SA-312. Type  304  Stainless    Steel   Pipe    "    Action    required 
ORIER, B  H        Region    1,    Philadelphia,    Office    of    the  Director 
BQ/04/0-1        Ip 


B004290419  Requests   mod    to   App    A    of    01.  reflecting    changa    In 
organizational    structure    of   util    Deletes    position   of 
technical    fvci    supervisor   t  updates    position,    bitlo   & 
Membership    responsibilities    at    prof    technicians 
HEIDER.L  H        Vermont   Yankee   Nuclear   Power    Corp,       BO/04/23        6pp 

8004380506  Responds    to   NRC   B00417    requeit  Provide*   addl    info   re 
monitoring    to   complete   NFIC   review    of   8004O1    response    to 
NUREO-OS78i TMI   Uesseon*   Learned    short-term   requirement*   No 
flooding    danger    to   hydrogen  analyzers 
SMITH.  R   L        Vermont    Yankee   Nuclear   Pouer    Carp        BO/04/24        4pp, 


Q      Inspection    reports,     IE  Bulletins    ti  correspondence 


B0041B0293  Forwards    IE   Bulletin   80-oa,     "Eiani   of   Containmient   Liner 
Penetration  Molds    "   Written   response   required 
ORIER, B   H        Region    1,    Philadelphia,    Office    of    the   Director 
BO/04/07        Ip 


R      Periodic    operating    reports   fr   related   correspondence 


0004150360  Forwards   monthly    operating   rept    for   Mar    1980 

MOODY.D  F        Vermont   Yankee  Nuclear   Power   Corp        60/04/11         Ip 


— 8004150361    Monthly    operating    rept    for   Mar    19BO 

BEERS.  F  C        Vermont    Yankee   Nuclear  Power   Corp        £90/04/11        App 


8004080423  Adviies    that    per    telcom  anchor    bolt*   associated    ui/two 
hangers    on    tiuo   8-lnch    RHR    line*   which    CrossConnect  RHR    sgs 
to   spent    fuel    pool    cooling    sys.will    not    be    Inspected    or 
replaced    as    previously    agreed    upon    for    safetu    reasons 
WOODY, D,E        Vermont   Yankee  Nuclear   Power   Corp        80/02/38        Ip 


80041B036B  Notifies    that   meeting    of   Environ   Technical    Advisory 
Committee   will    be    held    800509    in   White   River   Junctit-n,  VT 
Forwards    annual,  "Ecolog leal    Studies   of   CT  River,  Vernon/VT. 
R»pt    IX.  1979   " 
MARX.D  J        Vermont   Yankee   Nuclear   Power  Corp        80/04/15        Ip 


80040B0384   Submits    schedule    for    response    to    IE    Bulletin   79-01 B   re 
environ   qualification    of   Class    IE    equipment   Certain   data 
for    submittal    not   yet   available 
JOHNSON,  W  P        Vermont    Yankee   Nuclear   Pouier   Corp        BO/03/04,       2pp 


—9004180371    Annual    "Ecological    Studies   of   CT  River,  Vernon/VT,  Rep  t    IX, 
1979,  " 
*      Aquatic. Inc        80/04/15        203pp 

BOQ4220301    Forwards    "Ecological    Monitoring   Rept    1979    " 

SMITH, (I   L        Vermont   Yankee   Nuclear   Power   Corp        80/04/17         Ip 


74 


DOCKETED  ITEMS 


—8004390304    "Ecological    Monitoring   Rept    1979    " 

«      Vermont   Yankee    Nuclear    Power    Corp         GO/04/17         203pp 


3     Reportable  occurrences.    LERs   !•    related    correspondence 


B004010489   Foruardi    LER    BO-OU/01T-0 

HURPHY.W  P        Vermont   Yankee    Nuclear    Power   Corp 


30/03/36         lp 


~~  B004010479   LER   BO-Q11/Q1T-0    on    000312,  invEi  tlgat  i  on    of    onsite    powor 
distribution   ays    revealed     voltage    of    some    400- volt     loadi 
belDui  min   allowable    u/min    grid    voltage    t   worse    ease    loading 
Caused    by    Incomplete    analysis    when    transf arroers    replaced 
MURPHY,  W  P       Vermont    Vankee   Nuclear   Pooler    Corp        BO/03/Efc        lp 


B004030356   Forwards    LEfi    BO-01 3/01 P-0. 

MUflPHViW   P         Vermont    Yankee    Nuclear    Power    Corp 


— B004O203fia   LER   6Q-012/O1P-Q    an    B0033B:  during     seismic    snalytl  a,  P  ipe 
supports    RHR-H-B3   k   flSW-H-loB    discovered    possibly 
Inadequate    to    support    seismic     load    -Cauied     by    deviations    from 
hangar    design    details    Moils     to     sya    will    be    performed 
MURPHV,  W   P        Vermont    Yankee    Nuclsar    Pausr    Corp         QO/03/E0          lp 

8004040339   Forwards    LER    BO-01Q/03t_-0 

riUHPHY,W  P        Vermont    Vanfcao    Nuclear    Punier   Corp        80X03/31         lp 

--BOQ4040332  LEfi  SO-010/03L-0    on    B00307.  50-n.i  1 1  i  second    value    ua*d    in  GE 
transient  analysis    for    reactor    protection    sys    d-elau,    tima 
in   violation   of   Tech    Saec>s    Tech    QpeC    3    1   A   uill    be    revised 
MUHPHY.H  P       Vermont    Yankee   Nuclaar   Power    Corp        30/03/31         lp 

8004150506  Forwards   LER  60-O12/01T-0 

MURPHV.U  P       Vermont    Yautaa   Nuclear    Power   Corp         BO/04/11        lp 

"8004130514  LER  80-013/01 T~O    on   B0032B, during    seismic    analysis   required 
bij    IE  Bulletin  79~14j  discovered    that    pipe    supports    RHR-H-a3 
t>  flfiW~H-16fl  may    ha    Inadequate    to    support   seismic    loads 
Cauied  dij   deviations    from   Ji anger    design    details, 
MURPHYiM  P       Vermont    Yankee   Nuclear   Powor    Corp        BO/04/11         lp 

B0041BQ41Q  Forwards   LEH  BO-013/O3L-O 

(HJSPHY.W  P.      Vermont   Yankee   Nuclear    Pouiep    Corp        00/04/14        lp 

— 60041B0413  LER  GO-013/03L-0   on   500326,  uh  He    performing    surveillance 
teit    on   HPCli  turb  ine    spaad   mould    not   increave    above   BOO  r,pm 
Cauied   bg    failure    of    f  1  am   controller  Flam   controller    uas 
rep  laced. 
MURPHV,  W   P       Vermont    Yankee   Nuclear   Pouer   Corp         BO/04/14,       lp 


DOCKET  3Q-E73  8ALEH  NUCLEAR   GENERATING   STATION-    UNIT    1 
F      Security,     medical,     emeroancu   &    Fire    protection    plan* 

900414003?  NatlMei   that    util    BOO  1 25  proposed    emergency    plan  must    be 
reviled  Forwards   specific    criteria   for    compliance    w/NUREG- 
06S4  Proposed  plan    thould    ha   reiubmltted 
aCHHENCEH,  A       Operating    Reactor*    Branch    1,       ad/03/se        SOff, 

O     Ad judicatory   correspondenc e 


—9004150030  Supplemental    hnof    re   motion    for   directed    certification   & 
tor    itay   Commission    600331    memorandum   &   order   re   Black   Fni 
leaves    no   doubt    that   ASLAD    propaied   considsrjt ion    of 
OifBstion   9    15    contrary    to    directive    of    Commission 

VIETTEFtHAHN^M    J         Public    Service   Electric    &   Oa*    Co       of    New   Jeney 
HETTERHAHN,  H    J        Conner.     Moore    it   Corber         BO/03/24         fipp 

— 9004150043  Memorandum  d   order   vacating    portion   of  ALAB    973   ciptioned 
"Consideration   of  Class    9  Accidents"   it  remanding    to   ASLAB 
fop    further    tans  iderati  on    Certificate    of    SVC    e-nc  1 
CHILK'S  J       Office   of    the  Secretary    of    the   Commission        BO/O3/21 
ijip 

B0041001253   Memorandum   fc    order    denying    licenie*    motion    for 
cert  if  ication,  stay   i.  other   reliefire   consideration    of    CUn 
?  accident   anviron   consoqueneea,  in   spent    fuel    pool    storage 
expansion   proceed  ing 

BISHOP, C    J       Atomic    Gafety    and   Licencing    Appeal    Panel         90/04/01 
lOpp 

6004030026   Memorandum  of    understanding    between   NRC   fc  FEMA   rt   prompt 
improvement    in   radiological    emergency    planning   & 
prepflrednen,  distributed   as    Board    notification 
GOSBICK.L  V       Office   of    the  Eiecutive  Director    for   Qp«ration« 
80/04/OS       34pp 


B004240-4B3  Foruards   NRC    confirmatory    orders 
BTELLO.V       Office   of    Inspectinn    t,  Enforcement, 
Director        80/04/04        lp 


Office    of    thi 


—  B0042«10490  Order   confirming    utll    commitment    to   perform  review 
requested    by    IE  BulUtin   77-27    by   Q007O1    Required    info 
ipeclfied    In  Attachment    A 

QTEU-0,  V       Office   of    Inspection  t  Enfororaert,    Office    of    the 
Director       80/04/04        6pp 


Order    confirming    util    commitment    to   perform   review  requested 
by     IE  Bulletin  79-27    Infa   required    il   specified    in 
Attachment  A 

STELLD,  V       Office    of    Inspaction  S.  Enforcement,    Office   of    the 
Director         30/04/04         6pp, 

B004310291    Forwards   response    to   Public   Bvc    Electric   It  0«»   Co   of  NJ 
comments    re  request   of    Louer    Allauays   Croel   Township    for 
suspension  of  moratorium  of    Issuance   of  OL  OL    thquld    not   be 
inuvd   until    conclusion   of  ASLB   hearing 
VALORE,C   J       Valore,    C        80/04/15,      5ff 

B0043009B5  Reiaonds   to   791010  petitions    requesting    that    Commission 
ttsue    show  cause    order    to    suspend   or  revafce   DL  for  Balem    1 
(.  CPs    for    Qalem  3  tt  Hope  Creek    1    k  2,    (,   «tay    lliuance    of   OL 
far  Salem  2  Request    denied    ^/Director  's   declilon 
DENTOM.H  R        Office   of    Nuclear  R«»itor  Regulation        BO/04/18        lp, 

~SO(J43C-OS90  Director's    decision   under    10CFRS  20a  on  E  h   A  Coleman 
petition   requesting    that    Commission    lss.ue   show   caute-    order 
re    facllitlei  DL  t,  CP    lisuancei  Requeit   denlid 
DENTONiH  R        Office   of  Nucloer    Realtor   HeguUtlon        80/04/18        ipp 

—  B004300598  Notice   of    issuance    b  availaail  ity   of  Director's    decision 
under    1OCFRS  S06   on   A  fc  E  Coleman   petition   requesting    that 
Caminiiiian    lnue    thoui  cause    order   re   facilities   OL  b    CP 
issuances 
DENTONiH  R        Office   of   Nuclear    Reactor   Regulation,       80/04/1B        2pp 


300^040207  Comments   on    irresponsible  uay    ineerve'nori    are    balnfl    treated 
Sites    case    of  rulino    to   allow  Salem  Unit    1    to    operate 
despite   no    evidence    that    licensee    couli!   protect  endangered 
shortnose   sturgeon 
CDLEMAN.E  0  ,    COLEMAN,  A  C        Affiliation  Unknown        BO/03/05       3pp 

B0040B0633  Naticei   of   KA  Onidorff   ejlfchdrawl    i.  RE   Halul    appearance    on 
behalf   of    intervanors   Cntenians    In    proceeding. 
DNSDORFFrK  A       Neui  Jerteij,    State    of        80/03/10        Spp 

\  B00409000B  Forwards    intervenor    Coleman   B00317  motion    for    eitenilon   of 
J       time   to   file    ieitimony   fc    for    postponement    of   B00423  hearing 
AYRES.  B  T        New  Jerseg,     State    of        BO/03/19         lp 

— B004090009   Motion  tor   30-day    e. tension    to    File    testimony   re 
connquences   of  water    las*    from   ipant  fuel    storage   pool 
Urg»s   pottponeminit   of    BOO422    evidentlaq-y    hearing, 
accordinoly  Notice    of    appaar-ance   «c  Certificate    of   Sve    encl, 
AYREB.S  T   ,    VAN  NE9S,  8   C        Neu  Jersay,    State    of        COLEMAN 
Affiliation  Unknown        80/03/19        ipp 

8004150027  Foruiards   licensee    supplemental   brief   re   notion    for   directed 
certification  !.  for    stay    Pendency    of    Class   t    Issue   before 
Commission   noted    in    Licensee   motion    for   directed 
tt-rtif ication  &  for    stay    Discussed    on    Pago*   7-10 
METTERHAHM,  M  J       Conner,     Moore   h   Corber-        BO/03/24        2pj 


—  8004300iOO   "Asiatstnent    of    Impact*   of  Facilities   on  ahortnose   Sturoeon, 
Acipenser  DrevlTOstrum  Lesucr 
MASNIK,  M  T   ,    WILSON,  J,  H 
BO/O3/31         ip 


Office   of    NucUar   Reactor   Regulation 


B004320&74  Response    in   opposition   to  Township    of   Louier   Alloys   Creek 
proposed    testimony  RE  H«bb   S,  DD   Fankhauser    testimonies 
should    not   be    admitted    in   entirety,  du»   to    total    concern 
u/ClasE   9   accident  Certificate   op   Bvc    encl 

MOORE,  J,  E        Hearing    Bra-nch    2,       PAJON.W  n        Mitring   Branch   4. 
BO/04/21         )3pp 

BOOHS10S33  Notice   of   appearance    In    procaeiling   Certlflcete    of   Svc    encl 
8CINTQ,  J,       Regulations   Division.       80/04/25        3pp 

H     general    correspondence 

B004030123  Responds    to  790916,  Itr   r«   plans    to   reopen  TMI-1,  nuclear 
plant    const    In  NJ  fc  nuclear  accidents.  Plant  will    not   reopen 
until    safety-related    ls«uaa  are   resolved   Provides    info    r» 
plants    in  NJ  No   diseases   resulted    from  TMI 
DENTQN,  H  R        Office   of  Nuclear    Reactor   Regulation        80/03/03        2pp, 


DOCKETED  ITEMS 


— B004O30129   Opposes    restart     of    TMI-l. const    of    nuclear    plants     in    MJ 
nuclear    accidents    due    to    health     ha  lards    &•    risks    to    public 
safety 
FOSTER, K         Affiliation    Unknown          79/09/16         2|>p 


1       Financ lal     information 


9004070239  Confirms    eitension    of    date    For    aubmittal    of    annual    certified 
financial    statements     from   B00415    to    B0051S   Ei tension 
requested    so    that    cuvi ant    cash     flow    projection    can    be 
furnished    for    1900 

SCHNEIDERiF  W        Public    ServicE    Electric    *   Oaa   Co      of    Neu  Jersey 
80/04/01          lp 

P      Operating    license    stage    documents    !•   correspondence 

0004020460  Forwards    NRC    safety    analysis    of    cracking    discovered     in 
faodiuafcer    sys   Util    repair    program,  nondestruct  ivo    insps   & 
leakage    testing    are   adequate    to    insuie    that    integrity    of 
feediuater    piping    mill    be    maintained 
SCHWENCER.A         Operating    Heactois    Branch     1         80/02/35         fipp 

B004020433  Summari IBB    791210   audit    of    implementation    of    small    bread 
LCJCA   guidelines    into    plant    pro-ceduros   Forwards   audit,  list    of 
meeting   attendees    Si    specific    comments 
ROSS, H  J        Operating    Reactors    Branch    1         BO/02/27        llpp 

B004030102  Forwards    "Nuclear    Data   Link    Specs. "    study    of    digital 
communication    sys    to    transmit     Info     from    plants    to    Hotheads 
Qperations   Ctr 
EJSENKUT, DO        Division    of    Qporatinp    Reactors        BO/03/ 12        5pp 


— -BOO4030U8   "Nuilear    Data   Link    Bpecs 
«      Division   of   Operating    Reactors 


2Bpp 


8Q04O20154   Forwards    addl    info    re    shortnose    sturgeon    In   Dolauara    River 
Concludes    that    continued    operation    of   Unit    1,  future 
operation1    of   Unit    2  !•   const    completion    of    Hope  Creek    units 
ulll    not    jcopardiie    existence    of    shortnosu    sturgeon 

REOAN.WH        Assistant   Director    for    Environmental    Projects        8O/03/14 
Hpp 

— BOQ4Q20i<b3   "Assessment    of    Impacts    of    Bnlem   &  Hope   Creek   Stations    on 
Shortnase   Sturgeon:  Aciponsor    Brevirostrum  Loiuer    " 
MASNIK,  M  T  ,    WILSON,  J  H        Office    at   Nuclear   Reactor    Regulation 
80/03/05        HOpp 

5004190237   Notification    of   BOO40O   S.  09   meeting   m/util  in    Hancocks 

Br  i  due,  NJ,  re    implementation    of    Lesions   Learned   Task  Force 
short-term   recommandati ons 

RBBB.W  J        Operating   Reactors    Drench    1         BO/03/ EO  Sp p 

BQQ40BQ390  Forwards    "Reactor  Containment    Integrated    Leak    Rate   Tait- 
First   Retast   -  Aug    1979    " 

LIBRIZZI.F  P        Public    Service    Electric    h  Oat   Co      of  Neu  Jersey 
BQ/Q3/31         lp 

— 8004090394   "Reactor    Containment    Integratad    Leak   Rate    Tost,  Pint 
Rntest   -   Aug    1979    " 
*      PSE  &  0  Hetoarch    Corp,       71/09/31        SOOpp 

8004310032  Forwards    evaluation    of    Info    re   auxiliary    feedtiiater    si|«    Open 
Item*    muitr   be   resolved    in   acceptable    manner    prior    to 
completion    of   safety    evaluation    Request*    notification    of 
further   actions    that   uilll    be    taken    to   meet    NRG   position 
SCHWENCER.A        Operating    Reactors    Branch    1         BO/04/04        Bpp 

8004170060  Describes    plans    to   «laff    licensed    operator    positions    on   both 
unit*, fallowing   OL    issuance    foi-    Unit   2.  per    B0033B 
discussion   u/NRG 

MITTUR   L        Public    Service   Electric    &  Oai    Co,     of   Neui  Jersey 
BO/04/07,       3pp 

8004170062  Forwards    revised    pages    to   B00102   response    to   TMI   L*ssoni 
Learned    Talk   Force    short-term  ve'O.u iromentsi  incorporating 
addl    info    in   reipons*    to  NRC   BOO409  requait   Also   fnruardi 
revised    pages    previously    submitted    for  Unit   3  bu   B0032H    Itr 
LIBRIZZI.F, P        Public    Service   Electric    t  Oai   Co      of  Nau  Jersey. 
80/04/11,       20pp 

B 004 1702 90  Respond*    to   KfJC  800314    biological    asiffismint    of    Impact    of 
continuad    operation    or    const    of    facilities    Forwards 
biological    opinion   &   nummary    of    informal    consultation   ui/NRC 
rt  Salem  Unit    1    Shortnose    sturgt«n   are    not    in    jeopardy 
LE1TZELL.T  L        Commerce, Dept    of,     National    Marine  Fisheries    Service 
BO/04/15        20pp 


B0042S0366   Responds    to    800107     Itr    re   QA    requirements    for    diesel     ftiel 
oil    Fuel     is    supplied     from    day     tanks    which     are    fed     from 
20,000    gallon    storage     tanks    Lists     Tech    Spec     requirements 
re    surveillance    of    fuel 

HDRIZZI.F   P          Public    Service    Electric    f,    Gasp   Co       of    NBUI    Jersey 
OO/Q4/21          !p 

0      Inspection    reports.     IE    [Juliet  iris    (•   c  orre  s  panderue 

B004O8031B   SgbmLts    response    to     IE    Bulletin    79-27    i"e     loss    of     instrument 
control    power    ti    effect    on    ability     to    achieve    told    shutdown 
/"allure    analysis     an    c  i  re  u  I  t-by-c  irtu  1  1    basis    to    check     bus 
loads    ti    alarmi    10X.    campletH    Subrfilttal    by    00LOO1 

SCHNEIDER,  f    W         Public    Service    Eloctiic     t,    Gas    Co       of    New   Jersey 
80/02/26         Hpp 

8004170288  Forwards    IE    Insp    Ropta    50-272/79-32  (.   50-311/79-37   on 
7911IB-121S   No    noncomp-llance     iioteiJ 

BRUNNER.E  J        Rooion    1,     Philadelphia,    Reactor    Oparatians   Nuclear 
Support    Branch          SO/02/26         2pp 

~aO»41702I?3    IE     Insp    Repts    5O-272/79-32   !<    SO-31  1  /79-37    on    7-miB-1215   ^ 
noncompliantD    notod    Major    areas     inspected    plant    operations. 
including    tours    of    facility,  lag    fc  record    review  rev  i  eu  of 
liconsee    evenfcSi  IE    ciirulars    !i    bulletins     !<    follouiup     Items 
KEIMIO,  R    R          Region     1.     Philadelphia,     Reactor    Operations    Nuclear 
Support    Branch          JOHNSON,  D    F    ,     NQRHDLM.  L    J         Rej  i  on     1, 
Philadelphia,     Office    oF    the     Director         BO/02/20         20  pp 

8004220,116   Forwards     IE     Insp    Repts    50-272/79-33    !H    30-311/79-37    On 
791110-1215   f,    800109 

OR1ER,  B   H       Region    1,    Philadelphia,    Office    of    the  Diroctor 
BO/O2/36        2pp 

—  B004220429    IE    Imp    Repts     5Q-272/79-32   t    50-311/77-37    on    79111B-1215    ic 
8O0109      Noncomp  liance    noted    unauthoriiad    individual 
approved    tagging    request    u/o    knouledge    of    responsible    shift 
aupervi  sor 

KElMIOp  D  F,     JOHNBOM,  D   T        Fiogion    1,    Ph  i  Isdfflph  la,     Reactor 
Operations    Nuclear   Support    Branch        NBRRHOLM,L    J        Region    1, 
Philadelphia,     Office    of    the    Director         8O/O2/3O         21pp 

3004100356  Requests    eitonsion    of    response    dates    re    IE    Bulletin   79-O1 
Extension   required    due    to    numerous    changes    t>   respective 
Scope    of   work 

SCHNEIDER,  F  U        Public    Eorvlco    Electric    t    Qas    Co      c-f   Neui  Jersey 
SO/02/29         lp 

900-1210074   Forwards    Wastff   Packaging    Insp   Rept    79-07/1   on    791312-13  No 
none  amp  liance   noted 

SMITH,  0  H       Region    1,     Phi  lade  1  p-hia,     Fuel    Facility    t.   Materials   Safctij 
Dranch         00/03703         2p  p 

—000-^310076  Haste    Packaging    Insp    Ropt   79-07A   on    791312-13  No 
noncompl  iance    noted   Major    areas    inspected    shipping    paper   & 
placard!  ng    requirements,  r  ad  ia  1  1  on    leve  la,  removal!  le 
contamination   t>    package    eitcrnal    feature    requirements 
POTTER.  J  P   ,    PEEFlYiU   V    ,    WOODRUFF,  H  L        Region    1,    Philadelphia, 
Fuel   Facility    fc  Materials    Safety    Branch         SO/O1/19         7pp 

B0041OO247   Forwards    response    to    IE    Bulletin    79-OSD    "Environ 
Qualification    of    Class     IE   Equipinant    "   Partial    roiponte 
•sddr  sites    Items    1,5  tt  3   Submittdl    made    par   G002291    Itr 
W/o    «ncl 

SCHNEIDER,  F  H        Public    Service    Eluctric    t   Oat    Co      of    New  Jersey 
BO/03/07        2pp 

B0043004QB  Advlies    that   audibility    turvey    requested    bu    IE   Bulletin 
79-1B   has    been    hampered    by    recent    reactor    outage    Burveij 
still    In   progress    Final    rept    will    be    faruarcfedl    by    B004O4 
BCHNEIDER.F  »        Public    Service    El&ctric    t<   Ga-s    Co      of    NBUI  Jersey 
BO/03/18        lp 

8004240494   Responds    to    IE   Bulletin   00-03    Interim    Finding!    of   visual 
Imp    indicate   adsorber    cells    are   adequate    ui/ttia   etceptlons 
Inveitlgation  &    evaluation   are    continuing    Final    rept 
expected    by   dOD331 

SCHNEIDER,  F  U        Public    Service    Electric    b   Qa«    Co      of   Neu  Jer«ey 
3pp 


Q004160004   Foruiarils    notice    of   violation    from    IE    Insp    on   790BHO-30 
0930,  notice   of    proposed    imposition    at    civil    penatiet, 
enforcement   hi  it  cry   &   order    mod  if  ij  Ins    license    Motlce    of 
violation   £•  enforcement    htstorij    withhold    (ref    10CFRB   790) 
DEVQUNOiR   C        Office    of    InspBction   *.   Enf  orcenun  t,    OfPie»    of    the 
Director        30/03/30        2pp 
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--  aOQ4li,OQ07    flotice    of    proposed     imposition   of     civil    penalties    Civil 
penalty    must   he    paid    gr    written    answer    protesting 
imposition    of    civil    penalties    submitted   uithln   20   daijs    of 
receipt    of   notice 

*      Office    of    Inspection   t,    Enforcement,    Office    of    the   Director 
BO/03/20          lp 

--  BOC41&OQ1'?   Order    immediately    modifying    license    to   adopt    &    implement 
written    security    procedures    requiring    continuous 
surveillance    of    doors    leading    to    vital    areas    &   review    to 
prevent    security    breach    by    maint    activities 

DEYOUNG.FI    C         Office    of     Inspection   »,    Enforcement  ,     Office    of    the 
Director         60/03/50        5pp 

BQO42BOao7   ForuaTo*    second    partial    response    to    IE    Bulletin    7f-01B 
addressing    Items    1,2    I    3  U/o    encl 

SCHNEIDER.  F   W         Public    Service    Electric    fc   Gaj    Cn       of    NELJ   Jersey 
BO/Q3/21          2pp 

BD0421Q01i    Forwards    IE    Insp    Rept    50-272/79-26.    on    790823-30 
GftEER.B   H         Region     1.     Philadelphia,     Office    of    the    Director 
80/03/BA         Sfv 


B004IB0246  Forwards    IE  Circular   00-07,     "Problems   W/HPC1    Turbine   Oil 
Sgs    "    tJn  written  response   required 

OHIER,3   H        Region    1,    Philadelphia,    Office    of    the   Director 
BO/04/03        lp 

B004230442  Forwards    IE  Bulletin   77-03A,    "Longitudinal    Utld    Defects    in 
ASHE   SA-312,  Type   304   Stainlasi    Stoel    Pipe    "    Action    required 
OR!ER,B   H        Regian    1.    Philadelphia,    Office    af    the   Director 
90/04/01         lp 

8004160360  Forwards    IE   Qullatin  30-03.     "Eiam    nf   Containment    Liner 
Penetration  Welds    "   Urltton    responae   required 
BRIER,  Q    H        Region    1,    Philadelphia,    Office    of    the   Director 
80/04/07         lp 

80041402^9  fl  evil  PI   770520  responae    to    item  af    nontompl  lance    noted    in 
IE    Inap    Rept   50-H72/77-13  re    starting    reactor    coolant    pump 
Operating    instruction    prohibiting    starting    lull  i  1  e   reactor    is 
critical    ha:   bean    deleted 

BCHNEiDES.F   H        Public    Service    Electric    tt   Gas   Co      of    Neui    Jersey 
BO/04/Oa        2pp 


--  0004210034    IE    Insp    .Rept    50-272/79-Sc.    an   790925-30   Noncompl  lanco    noted 
phUBical    barriers,  Vital    Doors   H   S.  9,  floor    plate    opening!  at 
100,84    <-    64    ft    e  1  evatlons,  oh  ysf  eg  1     barrier    patrols    !.    accesi 
control    Details   withheld    (ref    10CFR2   790) 
DEvi.IM,J   U         Region    1,     Philadelphia.     Safeguards    Dranch 
BAILEY,  R   J         Region    1,     Philadelphia,     Office    of    the    Director 
79/12/10          lp 

BO042fJ0111    Aek    receipt    of   3QQ319    Itr    informing  NRC    of    steps   taien    to 
correct    violations    noted     in     IE     Inap    Rept    SO-273/BO-O1 
0RUNNER.E   J        Region    1.    Philadelphia,     Reactor   Operations   Nuclear 
Support    Branch         60/03/26          lp 

--0004230124    Responds    to   NUC   300229    Itr    re   violations    no  tad    in    IE    Insp 
Rept    90-272/ao-Ol    Corrective    actions    personnel    error    re 
sailor    procedure*   uias    corrected    &   supervisors    have   been 
reinstruc  tod 

SCHNEIDER,  F   H         Public    Service    Electric    t   Qas    Co      of    Neu   Jersey 
BO/O3/11?         2pp 

~-S0042aOiaO    Forward*    IE    Imp    Rept    50-S7E/BO-O1     on   000132-33   t 
notice    of    violation 

BRUNNER.E    J        Region    1,     Philadelphia.    Reactor    Operations  Nuclear 
Support    Branch         BO/03/21?        2pp 


Notice    of   violation    from   inap    on   800122-25 
*      Region    I,    Ph  I  lade  Iphiaj    Office    of    the    Director        30/03/27         lp 

B0042BOM7    IE    Insp    Rapt    50-272/80-01    on   900133-25      Noncomp  1  lance    noted 
failure    to    pvoperly    review    calibr    data 

DAUNACKj  W        Reginn    1,    Philadelphia,     Reactor    Operations   Nuclear 
Support    Urariih        DLUMHERG.N  0        Regimi    t,     Philadelphia,    Office    of 
th«    Director        30/02/27         12pp 


Foruiards    IE    InFo   Notice   80-12,    "tnstr  ument  Failure  Causes 
Opening    of    PDRV   &  Block    Valve    "   Ho    specific    action   or 
r««(>on««   necessary 

ORIEFtiB   H        Regian    1,    Philadelphia,    Office    nf    the    Director 
80/03^31.         lp 

BO040T0101    ForuoriU    IE  Circular    BO-OS,     "Emergencu    Dieiel   Generator 
Lubricating   ail    Addition   e,  Onsibe    Supply    "   No    written 
response    require! 

OHIEftrU   H        Regian    1,    Philadelphia,    Office    op    the    Director 
BO/04/01         tp 


Rospondl    to    item  of   noncomp  1  lance    noted    in    IE    Insp    Rept 
50-272/BO-D5  Uork    order    initiated    to    Investigate    Inoperable 
boron    Injection    tank    hoat    trace    channel    !/   conduct   neceisary 
repair    action   Survnll  lance   procadure  ui  1  1    be    revised 
SCHNEIDER,  E  J       Public    Service   Electric    &  Gas   Co      of   Now   Jersey 
30/04/10         2pp 


Periodic    operating    reports    ti  related    c  orreapnndence 


BOQ4010331   Forwards    "First    Interim  Rept,31i.{b)    Studies,"    for    Mar-Nov 
1979 

LIHRIZZI.F  P       Public    Service  Electric    b  Oas   Co      of  Neul   JBI-IBIJ 
BO/03/18         lp 

—  B00401O337    "First    Inter  in  Rept,  31i.(b  )   Studies,"    for   Mar-Ngv    1979 

*  Public   Service  Electric   &   Oai   Co      of   New  Jersey        BO/02/29 
ISOpp 

80041503BA  Foruardt   monthly   oparating   repk    for   Mar    I960 

MIDUHA.H  J        Public   Service    Electric   t,  Oas    Co      of  Neu  Jerieu 
BO/04/1O        lp 

—  B00415O399   Monthly    operating    rept    for  Mar    19BO 

MILLER,  L   K        Public    Service    Electric    &   Oas    Co      nf   Neuj    Jersey 
BO/04/10        19pp 

00043901B9  ForiuardE    "NPDCS  Discharge  Monitoring    Repts   for    Jan-Mar 
19BO   " 

MIDUOA.H  J       Public   Service   Electric   t.   Oas    Co      of  Neu  Jersey 
80/04/21         lp 

—8004290497    "NPDES   Biecnarge    Monitoring    Rept«    for   Jan-Mar    19BO   " 

*  Public   Service   Electric   t   Gas   Co      of   Neui  Jersey        80/04/21, 
94pp 

B     Reportable   occurrencosi    LE[)t   &   related    correspondence. 

8004320226  PNO-77-002  on  770103.RC8   uiaa    leaking   Caused    by    broken   vent 
line    in    letdown    line    to    chemical    vol    control    siji   No 
personnel    overelposures    or    radioactive    releases   occurred 
Licensee   plans   cleanup    operations    it  repair   af   broken    line 
DREHER,  F  ,    ROV,  0  U        Region,    1,     Philadelphia,    Office   of    the   Director, 
THOMPSON,  D       Region  3.    Chicago.    Office    Df    the   Director        77/01/04, 
Bpp 


IO04U050A   Foruardi    IE    Info  Notice   90-13,     "OE  Type   BDH  Control    Sultchai 
Defective    CAM   Followers    "   No    written    retponse    required 
CRIER.D  H        Region    1.    Philadelphia,    Office    of    the   Director 
BO/04/OE          lp 

S004240342   Forwards    IE    Info   Notice    Bo-It,     "Safety    Suggestions  From 
EinplDV*es    "   No   action    required 

GFUER.B    H        Region    I,     Philadelphia,    Office   of    the    Director 
SQ/CH/02         lp 

6004110497   Foruartfs    "Computer    Program  Verification,  "    using   P1PDYN    II 
stress   analijsii    for   NRC    Benchuor*    Problems    l,B,333A  i  QQ3,  in 
respgnie     to   NRC    790724    request    ti    IE   Bullatlti    79-07 
LIBRIZZI.P  P.       Public    Service   Electric    k  Oas   Co      of    Neui  Jersey. 
BOAM/C3        lp.  * 

— 80Q4U0500    "Connmtei-    Program  Verification    " 

HAWJHPPA,M        Public    Service  Electric    k  Baa  Co      o-f    New  Jersey 
LIW,V  1.        Franklin    Inatl tote/Frankl  in   Research   Center        80/01/03 
ZGSpp 


B004220OH4  PNQ-77-143  Pactftl    Pump   Co   supplied    facilities    u/prodoctlon 
lot   of    40   pumps  ntfg    using    »hafta   mad*   of    inferior  matl 
Causa    unstated   All    util*  y/pumps   uere   notified    NRC 
headquarters  notified    on  770Sia 

WHITT.  K  U    ,    NOLAM.F        Region  2,    Atlantai    Office,   of   the   Director 
77/03/12        lp 

B004010&23  Forwards  LER  80-013/03L-O 

UrcniZIIpF   P        Public    Service   Electric    t-  Oas   Co,     of  Neu  Jersey 
80/03/27        3pp 

—8004010318  LER  BO-013/03L-0  on    B00227,  during    routine    survei  1  lance,  temp 
maintained   by    heat    trace    circuit  403   found    to   be    142  F 
instead    of    145  F  Caused    by    pipe    Insulation   erosion  Heat 
tracing    repaired   i  piping   relntulateJ 

MURPHY,  M  J       Public   Service    Electric    &  Ga«  CD      of   Haw  Jersey 
BO/03/27        lp 


8004010336  Forwards   LER   79-059/Q3L-O 

LIDRI2ZI,F  P        Public   Service   Electric    t, 
BO/03/37        3pp 


Co      of   Neuj   Jersey 
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— B004010370  LER  79-039/O3L-0  on  790424  fr  050S,  during  refueling  outago, 
Public  Svc  Relay  Dept  was  performing  relay  tssts  & 
de-energliad  vital  bus  supplying  operating  RHR  pump  Caused 
by  inadequate  uiork  procedures  Lou  level  limit  railed 
KAPPLE.A  U    Public  Service  Electric  *•  Gas  Co   of  Neu  Jersey 
BO/03/27    Ip 

8004040317  Forwards  LEfl  60-014/03L-0 

L1BRIZZ1.F  P    Public  Service  Electric  5.  Oas  Co   of  New  Jersey 
80/03/31    3pp 

— B004Q40324  LEU  8Q-014/03L-0  an  800303. ground  dsvolopod  an  power  supply 
line  ta  Unit  3, resulting  in  loss  of  station  power 
transformer  13  Power  supply  line  replaced  b  transformer 
re-energ  i  zed 

MURPHY, M  J   Public  Service  Electric  !•  Oat  Co   of  Hem  Jersey 
80/03/31    Ip 


8004110493  Forwards  supplemental  LER  79-053/01X-1 
LIBHIZZ1.F  P  Public  Service  Electric  «•  Gas  Co 
BO/03/31  3pp 


if  Neu  Jersey 


— B004110494  Supplemental  LCR  79-053/Q1X-1  on  790B10, during  refueling 
outage, stress  calculations  for  safety-re lated  pipe  support 
found  unacceptable  Caused  by  using  computer  code  which 
calculated  pip  ing  response  by  algebraic  summation  method 
HAPPLE.A  H   Public  Servico  Electric  &  Oas  Co   of  NBUI  Jersey 
80/03/31    Ip 

B0042B022S  RO  SO- 17/0 1C  on  B0022B,  dur ing  review  at  environ 
qualification  documentation  for  accident  mitigation/shutdown 
equipment,  RGB  wide  pressure  transmitters  found  located  belcui 
max  containment  flood  level  following  major  LOCA 
M1DURA.H  J   Public  Service  Electric  &•  Gas  Co   of  NBUI  Jersey 
80/03/31    3pp 


B00408Q323  Forwards  LER  BO-013/03L-Q 

LIBRIZZI.F  P   Public  Service  Electric  !*  Oas  Co 
SO/04/01    Ip 


of  Noui  Jersey 


—  B004080S33  LCR  80-01S/03L-0  on  B00304i  dur  ing  normal  operati  on,  auii  1  1  iary 

annunciator  typewriter  began  printing  meaningless  messages 
Caused  by  failed  solid  state  component,  circuit  board  in 
typewriter  logic  control  cabinet  Circuit  board  replaced 
MURPHY.  M  J   Public  Service  Electric  &  Oas  Co   of  NBUI  Jersey 
BO/04/01    3pp 

B004140320  Forwards  LEfl  BO-016/O3L-0 

LIDBIZZliF  P   Public  Service  Electric  fe  Oas  Co,  of  NBUI  Jersey 
BO/04/09   3pp 

—  8004140323  LEfl  BO-OI6/03L-Q  on  B00319,  uh  i  lo  taking  voltage  readings  in 

RM8  rackr  pouiar  supply  inadvertently  grounded  by  Instrument 
prabc,  resul  ting  in  113  volts  ac  breaker  trip  Caused  by 
personnel  error  Instrument  reset 

MURPHY.  H  J   Public  Service  Electric  fc  Oas  Co   of  Neu  Jersey 
80/04/09    Ip 

8004140409  Forwards  LER  79-OB1/04L-0 

LIDRIZZI.F  P   Public  Service  Electric  b  Oas  Co   of  Neui  Jersey 
SO/04/09   2pp 

—  0004140412  LER  79-OB1/04L-0  on  790B23i  dur  Ing  normal  river  trayling 

survey  of  DE  River,  At  Ian  ti  c  loggerhead  sea  turtle  was 
captured  Turtle  Is  listed  as  threatened  t<  endangered  Turtle 
was  released  unharmed 

MUflPHY,M  J   Public  Service  Electric  fc  Oa*  Co   of  Neu  Jersey 
80/04/09,   Ip, 

8004300495  Act  receipt  of  800306  Itr.  in  response  to  NFtC  800211  Itr  re 
RO  79-71  Corrective  actions  will  be  examined  during 
subsequent  insp 
MQBELEV.N  C   Division  of  Reactor  Operations  Inspections,   HO/04/09 


8004190933  Forwards  LER  80-017/01T-0 
LIBRIZZIiF  P   Public  Servica  Electric 
QO/04/11    4pp 


Oas  Co,  of  Now  Jersey 


—  S004190S3B  LER  8Q-017/01T-Q  on  BOOSHB,  during.  revUu  of  environ 
qualification  documentation  required  by  IE  Bulletin  79-Q1B, 
RGB  wide  range  pressure  transmitters  were  found  below  ma* 
flood  level  Caused  by  imposition  of  new  requirements 
MURPHY.M  J   Public  Service  Electric  d  Gas  Co   of  Neu  Jer*»u 
80/04/11    Ip 


T  Hearing  transcripts  on  non-antitrust  matters 


800-1180405  Forwards  NRC  direct  testimony  ro  ASL0  Qusstion  5  t> 
prof  qualifications  of  NRC  uitnota,WF  Pasedag  Also  forwards 
piofessional  qualifications  of  A3  Benjamin, Band ia  Labs 
MOORE,  J  E    Hearing  Branch  2    BO/04/10    Ip 

— 8004180416  Direct  testimony  of  UP  Pasedag  in  responso  to  ASLD  Question 
5  Pp  1-5  WF  Pasedag  pi  of  quail ficat ions  encl 
PASEDAO.WF    Commission    80/O-J/10    9pp 


Operator  Ciaminat ions 


8004030357  Provides  addl  infn  per  B00125  request  Operator  licensed  for 
one  unit  of  two-unit  facility  must  take  oral  Si  uritten 
eiamination  uihen  applying  for  license  on  second  unit 
Applicant  must  score  mm  BOX  overall  to  receive  license 
CdLLINS,P  F    Operator  Licensing  Branch    60/03/30    2pp 


DOCKET  50-275  DIABLO  CANYON  NUCLEAR  POWER  PLANT.  UNIT  1 

A  Application/construction  stage  documents  t  correspondence 

8004040031  Advises  of  issuance  of  NUREG-058B,  "Interim  Staff  Position 
on  Environ  Qualification  of  Baf oty-Related  Electrical 
Equipment.  "  providing  guidance  re  methods  for  compliance 
FiOSS,  D  F    Division  of  Project  Management    BO/O2/OS    7pp 

8O04O40017  Submits  addl  guidance  to  NUREG-O5BB,  "Interim  Staff  Position 
on  Environ  Qualification  of  Saf etv-Related  Electrical 
Equipment  "  Requests  review  of  equipment  qualification 
documentation  to  Identify  degree  of  compliance 
HOBS.  D  F   Division  of  Pfrojact  Management   80/02/31   3pp 

S00433QQSS  Requests  info  re  auiiliary  focdmater  sys  per  Bulletins  fc 
Ordor»  Task  Force  review  of  TMI-2  accident  Info  should  be 
provided  as  amend  to  application  Bubmittal  schedule  should 
Include  Nile  approval  pridY  to  issuance  of  OL  W/encl 
ROSS,  D  F   Division  of  Project  Management   SO/03/10   33pp 

90Q4O10436  Forwards  addl  info  re  refueling  water  storage  tan*  capacity 
In  response  to  790720  request  FSAR  commitments  !i  Tech  Spec 
limit  is  390,000  gallons  Possibility  for  2X  error  eiists  in 
indication  of  tanfc  level 
CRANE,P  A   Pacific  Oas  t,  Electric  Co   BO/O3/20   6pp 

B004010437  Forwards  Draft  2,  Revision  2  of  proposed  ET8  for  facility, 
in  response  to  NRC  request 
TIDRICK.Q  A    Pacific  Oas  S,  Electric  Co    80/03/21    Ip 

— B004Q10441  Draft  3-RevIsion  2  of  proposed  ETS  for  facility 
*  Pacific  Oas  &  Electric  Co   SO/03/31    21pp 

8004080466  Forwards  nonproprletary  version  of  response  to  NUC  790912 
Itr  re  tube  (near  Application  for  withholding  proprietary 
Info  &  Wostinghouso  supporting  Itrs  encl 
CRANE, P  A   Pacific  Oas  &  Electric  CD   80/03/25   34 pp 

BOQ402Q2B3  Advises  that  uiori  of  R  Lesley  ro  offshore  faults  does  not 
impact  conclusions  contained  in  Suppl  4  of  safety  evaluation 
concerning  possible  connection  between  San  Simeon  t.  Hosgri 
fault  tones 
DEVtNEiJ  F   Interior. Dept  of,  Geological  Survey   80/03/3!    Ip 

BQQ40402S1  Forwards  response  to  short-term  Lessons  Learned  Tank  Force 
requirements  Five  oversize  drawings  encl 
CRANE.P  A    Pacific  Oas  t-  Electric  Co    80/03/31    35pp 

B004140016  Notification  of  800404  meeting  w/utlls  in  Bethesda.MD  to 
discuss  applicants'  progress  ft  status  in  design  review  re 
plant  shielding  &  environ  qualification  of  equipment  for 
spaces/ay*  used  In  post-accident  operations 

BUCKLEY, D  C   Light  Water  fioactors  Qranch  1    DROMERJCK,  A  W  , 
LICITRA,E  A   Light  Water  Reactors  Branch  3,   SO/03/31   7pp 

8004240248  Responds  to  791115  telegram  to  F  Press, science  advisor  to 
President  Kemenij  Commission  rept  on  Till  accident  is  being 
incorporated  Into  NRC  Action  Plan  Applicants  uiill  need  to 
implement  recommendations  prior  to  OL  Issuance 
RQSB.D  F   Pivtsion  of  Project  Management   BO/04/01    5pp 

8004340520  Discusses  potential  design  deficiencies  in  bypass. override  & 
reset  circuits  of  enginsered  safety  features  Citos  specific 
examp les. safety  significance  &  criteria  to  be  satisfied 
Protection  *y>  design  conformance  response  due  by  B00403 
BTQLZ, J  F   Light  Water  Reactors  Branch  1   BO/04/01    Spp 
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BOO40aofl43   Forwards    prnss   clipptng-j    purporting    to    state   NRC    position   re 
Cfiumash    Indians'    access    to    Facility   Ut  i  1     is    willing    to   meet 
&    discuss    issue    Access    question    derived    from    possible 
application    of   Native    American   Religious    Freedom   Act 
PETERS. R    J        Pacific    Gas.   &  Electric    Co        BO/04/O3        *PP 

BOO41S0435   Forwards    draft     "Archaeological    Resources    Mg  t    Plan    "    Plan 
cover*   area    north    of    plant    in    area    designated    SLO-3 
PETERS,  R    J         Pacific    Gas    t.    Electric    Co         80/04/07         2pp 


— 3004220744   "Relieving   Watch    (Shift   Turnover),"   Revision    3 
*      Pacific    Qas   t  Electric    Co        BO/03/37        2pp 


— -3004230751    "Control    Room  Accuse    " 

»      Pacific    Oas   t,  Electric    Ca        SO/03/31        2pp 


— B0042207S5   "Overtime   t,  Emergenty    Relief  Restrictions 
•      Pacific    Gas   t,  EUctrit    Co        30/03/31        app 


— 6004150441    Draft    "  ArchjBC-loa  i  c  at    Resources   Hgt   Plan    " 

*  Pacific    Gas    t.   Electric    Co          BO/04/3Q         45jip 

B00415Q337   Foriiiards    comparison    of    NUflEO-0411    recemmendat  i  ons     for 
aulillary    feadwater    sya     Co    detig-n    t/or    operation    of    facility 
sys 
CRANE,  P   A         Pacific    Gas    It    Electric    Co         BO/04/CB         app 

a004Ji0253   Responds    to    NRC    request    For    addl     info    re    ncondarY    uater 
chamiitry    control    It    forwards    administrative    operating    tt 
chemical    analysis    procedures   Procedures    include    schematic 
d  iagranii    Indicating    sampling    paint    location! 
CRAME.P    A         Pacific    Oas    &   Electric    Co         BO/04/08         app 

— B  0041  £.OS  Si,   Operating    Procedure    F-5, Revision    1,      "Che-mleal    Control 
Limits    " 

*  Pacific    flan    (,  EUctric    Co        BO/02/O1         42pp 

— 80 0<H 6025 9   Chemical    Analysis    Procedure    A-HP Revision   Sr     "Secondary    Cycle 
Sampling    Schedule    " 

*  Pacific   Oas    t,  Electric    Co        79/1S/04        flpp 


BOO4280373   Forwards   Revision    S  to   responte    to   NUREO-0570  Changes    result 
from   questions   by  NRC    reviewer*    preparing    BER 
CP.ANE.P   A        Pacific   Oas   I  Electric    Co        BO/04/23       Spp 

F      Security    medical,     emergency    ti   fire    protection   plan* 

8004080077    Advises    that    submittal    date    for    evacuation   time    estimates, 
requested    by   NHC   791226    ltr,hai    been    postponed    pending   GAD 
clearance    under  Federal    Hepts   Act 
CRIMESiB    K       Emergency   Preparufne  s*   Task   Force        90/03/11         4pp 

8004240394   Foriujrifs   di  af  t   rapti     "Evacuation   Times  Assessment   Study,  " 
in  response    to  NRC  77 122 6  request    Ropt  will    ba   ralssued   u/ 
possible    minor    changes    bg    800323 
LOCKE,  R   F         Pacific   Ga»    i,   EUctric    Co         QO/04/11          Ip 

— 8004340339    "Evacuation   Times    Assessment   Study     " 
»     PRC   Systems   Services  CD        90/04/30        I03pp 

0      Adjudlcatnrg    correspondence 


— B0041602AO   Chemical    Analysis    Proc«dure    E-b,     "Secondary    Sij  s    Sampling    " 
«      Pacific    Qas    i<   Electric    Co         GO/01/OS         Spp 


— 80041iQS64    Adminlitrative   Procedure   C-12, Hevii ion   2, 
Deporting    of   Plane   Problems    " 
*       Pacific    Qfl«    4.   Electr-ic    Co         78/O3/Q(,         ISff 


"Ratolution 


— 9004160267  Administrative  Procvdura  C-301 ,  Revii inn  1,  "Oen«ral 
nequl  rsra*tit»  for  Chemical  &  Wad  lochamiea  1  Control  Programs  " 
»  Pacific  Ofls  *•  Electric  Co  75/ 1 1  /34  3pp 

— 80041&0271    8uc.pl    to    Administrative  Procedure  C-20,     "Chemintry   Data 
Raview  &  Record   Hgt    "    Descriptions    of   secondary    water 
chemistry    control    program   enc 1 
»      Pacific    Oas   fc   Electric    Co        75/11/24         IBpji 

BQQ-4170076  Forwards   Raviaioit  3   to    response    to   NUREO-0570  re    short-term 
Leiaans    LsarnecF    Task    Force    recommenila  t  ions 
CRANE.P    A        Pacific    Pas   t.  Electric    Co        BO/04/O7        29pp 

3004150343  Foruiards   f)«visicin   4    to    facility    rasporiBB    to    *hcrt-t»rm 
Lesson*  {.earned    Task    Force   requii-emonts 
CRAME.P  A        Pacific    Oas   b  EUctric    Co        BO/04/11        2lpp 

3004^20406  ftespondt    to  NRC   3QOSSB    Itr    raqtietting    addl    info   required    to 
ev-tluate   myt   tt    technical    rasourcei    availatte  at   PO&E 
facilitiet    Advise    that   800321    Eel  ton   ui/J  Pouers    or 
Toknffkron    ralatjed    requ«s(:eil    info 
CRANE.P   A        Pacific   Oas    t-  Electric    Co        BO/04/13,       Ip 

JO  04  S3  0693  Re  i  stuff    Revision  2   tn    reiponse    to    NUREti-O57G   Also    forujflTrf* 
modlflBd    Instruttionl    for    Revision   2    Insertion    into  manual 
ii   eight  *dminif trative   procedures    previously    isnt    to   rcvleui 
group    Over-ilie    drawing:    «ncl 
CRANE.P  A        Pacific    Oas   ft   Electric    Co        80/O4/1B        33pp 

-B004S20&97    "Oanaral    Authorities   It   fUiponub Ultiei    of   Snift   Foreman    " 

•  Pacific   Oa»   Si  ElecCfic    Co        &0/03/27        Spp 

-fl004.KEO'704    "PUnfe   Staff    Opoani  zati  on  Si  Besponslliil  i  tie»    for  Normal 
Operationsr"    Revliion.  Z 

*  Pacific   Gai    1-  EUctric   Co        8O/03/27        3pp 

-8004220716   "Oanvral    Aothoriti es   «<  Risnansi bl  11 1 1  es    of   Nuclear   Plant 

7        Sft 


.hi  ft  T«clmlc*l    Advisor    (Shift 
2pp 

f    Off-duty    Personnel." 
app 


SOD4020133  Requeit    by    joint    intervenors    for    Comnlsilon  early 
intercession   or  reconstifcut  ion    of    ABLBi  re    seismic    iisuri 
Urges    disqualification    of   JH  Buck    due    to  prior    involvement 
Request!    oral    argument    nn    if  me   Certificate   of   Svc    end 
FLE18CHAK.ER,D       Fleischakari    D      B        PHIULIPS,  J  R        Canter    for   Lau    in 
th»  Public    Interest        BO/03/  13        23pp 

B00409003B  Request  by    joint    intervenors  •  to   stay    B00403  oral    argument   re 
seismic    i  ssu«s   Adequate    time   should    be   giv<n    to   Commission 
to   evaluate    joint    inbirvenors  '    request   for    early 
intercession  or   reconsti  tution    of   ASLAD 

FLEI8CHAKER,  0  B     FUischaker,    D     S        PHILLIPS,  J  R        Center    far   Liu    in 
the  Public     Interest        BO/03/13        4pp 

B0040B0712  Notifies    of    appearance    on    behalf   of   applicant   at    oral 
argument   re    Intervene™    eicaptfons    concern  ins    earthquake 
issueiiper    A9LAD  BQ02S5  ordar  Certificate   at  Svc    >ncl 
NORTON,  B         Brute   Norton         BO/03/14         3pp 

BO  O4  030  01  5  Opposes   operation   of    facility   CA    1*   not   safe  place    to   build 
power    plants   due   to   i*iimlc    activity 
en  APP.  C        Affiliation   Unknown        80/03/13        Ip 

B004O90033  Advises   of   appearance   on   behalf  op  Qovenor   of   State,    of   CA,  at 
600403  hearing    Certificate   of   Svc    and 
BROWN.HH        Hill   ChrKtopher   ft  Phillips        BO/03/17        4pp 

BOO42200D1   Forward*   notice   of   appearance   of   author,  PC   VaUntine   t> 
A    Baldwin    an   behalf   of   San  Luis   Obispo  Mothers    for   Peac> 
Intervenoc    JP  Taylor   prof    qualifications   end 
JONES,  Y   I         Janet.    Broun  &  Clifford        50/03/17.       13pp 

6Q04O2008A  Roiponse    in   opposition    to    joint    intervenari  B00313  request 
da    stag    oral   argument    re    seltmlc    issues  Urges   denial    of 
joint    intvrvenors  BOQ313  reituest    for  Commission    early 
intercession  or   AS  LAD   reconstituting   H/Cert  if  icate   of  Svc. 
KETCHEN,  E   0        Hearing    Branch    4        BO/03/21.       20pn 

00040S06S1   Order   r«  Joint    Int«rv»nor»  '    B00313  motions,  Commission   shall 
not    intercede    in   seismic   proceeding    JH  Buck    should   publish 
decision   by    800403  Dra  1    argument   denied 
CHILK.S.J        Office    of    the   Secretary    of    the   Commission        80/03/21 


9004020020  Forwards  affidavit   of  nondisclosure  &    protective   order 
drafts,  per    ASLAB  B00225   first   pr«he*rlng   conference   order 
A-dvites    that    parties   were   unable    to   agre*   on  certain 
provisions    Encloses    list   of  NRC   uitnesies   ra   sacurltv    issue 
BTAENBURO.M  R,       Regulations    Division        80/03/H4        17pp 

B004070132  Response  by    joint    intervenor*    In   opjiositlon   to  Commissioner 
Hendrie    decision    to   hear    proceed  ing.  El    parte   communication 
is    sufficient   for  withdrawal,  per    case    liu>  regardless   of   faiai 
against   or    in   favor   of    party    Decision   should   bi    retracted, 
FLE1SCHAKER.  D        Fleischaker,     D     S,       PHILLIPS,  J.  R,       Center    for   L«u    in 
the   Public    Interest        BO/03/26        llpp 
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— 6004090137    Response    by     joint     intervenors     in    opposition    to    Commiasionei 
Kennedy    decision    to    hear    proceeding    El     parte    communication 
is    sufficient    for   uii  thdraual  i  per    case    l>au,  regard  1  ess    of    bias 
against    or    In    favor    of    party    Certificate    of    Svc    encl 
FLEISCHAKER.D         Flelschaker,     D      S         PHILLIPS,  JR         Center    for    Law 
in    the   Public    Interest        50/03/26         I4pp 


B00423Q090  Order   reporting   000402    second    prehearing    confarence    re 
procedure!    (•    schedules    for    receiving    security    plan    evidence 
Licensee    physical     »ecurity    plan    is    entitled    to    confidential 
treatment    per    enc 1    protective    order   &  affidavit 

HISHOPiC    J        Atomic    S-afoty    and    Licensing   Appeal    Panal         BO/O4/1I 
22pp 


3004230107  Forwards   USOB   Circular    7f5   containing    conclusions    re 
adjudicated    issueSiper    ASLAB    directive    to    provide   new    info 
If    relevant   t/  mat] 
FLEISCHAKER,  P         Fletschaker,     1)      S         BO/03/S6         51pp 

B004080556  Petition   by    Jnint    Intervenors    for    revieu   of    JH   Duck    decision 
to   remain   member    of   ABLAQ    re    seismic    appeal    Prior 
involvement    tn    facility    seismic    concerns   mag    jeopardiio 
ability    to   maintain    total    impartiality    W/Certif icate   of   Svc 
FLEISCHAKER,  D        Fleischafcor,     I>      S        PHILLIPS.  JH        Center    for   Law    in 
the   Public    Interest        ao/Q3/2B        Spp 

8004210322  Motion    b«    Joint    Intervonors    to   reopen   record    re    seismic 
Issues   If    environ    qualification    of    safety-related    equipment 
New    info    invalidates   ASLB    evaluation    of   Hosgri    seismic 
fault   W/Certif Icato    of    Svc   ii   supporting    documentation 
FLEISCHAKER.D        Flei  schaker.    D      S        PHILLIPB.J        Center    for   Laui    In 
the  Public    Interest        FUElSCHAKEf],  D        San    Luis    Dbispo  Mother*    for 
Peace        80/03/28        IBpp 

— 8004210325  Affidavit    Indicating    that    facility    design   accelerations, 
velocities   '«   displacements    are   not    established   as 
conservative    values    for   M-7   S   design    earthquake    Supporting 
documentation    end 
BRUME.J  N        California,     Unlv      of.     San    Diego        BO/03/21?        43pp 


— B004230103  Protective    order    re    licensee   security   p Ian,  restri c t i ng    9ar 


{.uis   Qbispo   Mathers    for   Pea 

end    affidavit    of     nondisclo 

Biports 

8ALZHAN, R    S         Atomic    Safety    and    Li 

7pp 


access    to    protected    info    per 
e    to    be    executed    by    counsel    tt 


nnsing    Appeal    Panel         BO/G4/03 


8004220371    Response     in    apposition    to    POt/C   BOO414    application    for    stay 
of    ASLAD    800411    order    re    disclosure    of    sanitiied    version    of 
security    plan   Applicant    failed    to    shou   that    uill   uill    be 
irreparably    harmed     from    disclosure    W/Certi t Icate    of    Svc 
DAVIS, L   D        Hearing    Branch    4        SO/04/ia        13pp 


H      General     correspondence 


7904290854    Responds     to    770411     Itr    on    reactor    safety, c lari Fy ing 
concerns    re    Davls-Besse    shutdown   &    geologic    faults    near 
Diablo   Canyon 
EIBENHUT.D   C         Division    of    Dpeiating    Reactors         77/05/22         Spp 

0004040346   Forwards    articles    from   Los   Angeles    Timos   re    analysis    of    util 
financial    problems    aggravated    by    commitment    to    large    coal 
I    nuclear    power    plants 
ROEi  D         Environmental     Defense   Fund         60/02/27         7pp 


— 8004310339  Affidavit    advising    of    recent    Investigation*    indicating    that 
Hosgri    &  San   Simeon    tones    represent    continuous   & 
throughgoing    fault    syg   Chart    end 
LESLIE,  (I   B        California,    Univ      of,     Banta    Crui        00/02/39        7pp 

— 3004210393  Affidavit    demonstrating    that    independent   review    of    safety 
r slated    equipment    qualification    program   should    be   conducted 
prior    to   OL    issuance 
HUBBARD,  R   B,       MHD   Tochnical    Associatea        80/02/20        13pp 

— B004210399    "PrBlimlnary    Ropt    on   Strong-Motion    Records    from    Imperial 
County    Svc a   flldj, " 
KOJAHN.C    ,    RAOSDALE,J   D        Affiliation    Unknown        00/02/2H.       IBpp 

80040*70454   Order    denying    Joint    Intorvenori    BO 0328   petition    for    review 
of   JH  Duck    B00324  memorandum   stating    intention    not    lo 
disqualify    from   participation   JH   Duck    prior    involvement    at 
CP   stage    does    not   require    d isquali f ication 

CHILK, B  J        Office    of    the   Secretary    of    the    Commission        BO/04/01 
3pp 

8004030026  Memorandum   of    under* tandinn    between   NIC   &  FEMA  re    prompt 
improvemf nt    in   radiological    emergency    planning    b 
preparedness. distributed    as    Hoard    notification 
OOSSICKiL.   V        Office    of    tho   Executive   Director    for  Operations 
BO/04/02,       34pp 


B0040300IO  Requeats    permanent    denial    nf  QL 

ANEHUTZ.  T   L        Affiliation  Unknouin        SO/03/OS        Ip 


6004030008  Urges    licensing    of    pouier    plants    ready    or 
operation  Reliable    power    reserves    at    stake    in  CA 
TERFIELL.O   D        Affiliation   Unknown        BO/03/10        Ip 


near    ready     for 


80040301BO  Urges    release    of    hold    on    licensing    plant   for    operation   Area 
may    suffer    brownouts    tt    blackouts    If    plant   not    licensed 
yithin   one    or    two  months 
MORRIS, E   W        Affiliation   Unknown        00/03/10         Ip 

QO040S025O  Responds    to    BO 0307   mall  pram   to  President  Carter    re   validity 
of   rumor    concerning    BOO331    issuance    of   OL   to    facility    NHC 
has    no    knowledge    oP    rumor   &   no    such    decision    has    bean    made 
NflC    is    preparing   action    plan    to    complete    licensing   review* 
DENTCW.H  R        Office    of    Nuclear    Reactor   Regulation       90/03/17        Spp 

0004110303  Opposes   nuclear    power    plants   due    to    extreme    danger    to 
population   resulting     from  meltdown   Winds    in   area    of 
facility    mould    quickly    spread    radiation    over    35-mile   radius 
NRG    should    expand    evacuation   area   accordingly 
ANSCIN.U  B        Affiliation   Unknown        BO/03/29        Spp 


I      Financial    information 


B004210100  Memorandum   to    couniels    re    Joint    Intirvenors   791024  motion 
requesting    Commissioner    Handrle't    d i squa 1  if (cation 
Intervenors    have   presented    no    neu    info    proving    bias    or 
appearance    of    bias   9elf-dliqualif ledt ion    not    required 
HENDR1E.J        Commission        BO/0-1/09        Spp 


8004100933  forwards   Annual    financial    Rept    197"? 
CRANG.P   A        Pacific    Oas    (.Electric    Co        BO/04/OP 


— 8004100244   Annual   Financial   Rept    197<? 

»      Pacific    Oas   fc  Eloctrlc   Co        8O/OS/22 


43pp 


000  4230  OBI    Advl«*s    that    applicant    reiponse    to    joint    interv«nors   0003  a  B 
motion    to   reopen    evidentiary    hearings    is    due    on   B00424  & 
NRC   niponse    on   B0050S,  per    B00403    itipul^tlon   approved    by 
ABLAB 
KETCHGN.E  0        Hearing    Branch    4        BO/04/01?        2pp 

Q004S40541   Ack    r>c«ipt   of   Anson   600329    Itr    distributed    to   all    parties 
for    consideration 
BISHOP,  C   J        Atomic   Safety    and   Licencing    Appeal    Panel        SO/O4/O9 


8004340549   Forwards   map    indicating    inner    evacuation   area   Expreeses 
concerns    r»    vicaoe   routes    during    meltdown    event 
ANBON.W  B        Affiliation   Unknown        BO/03/23        ipp 


Order    granting    eitenslom  until    B00413,  for   Commission   bo   act 
to   revieu  ALAB-SB3 

CHILKrS  J.       Office   of    the   Secretary    of    the   Commission,       BO/O4/10 
la, 


Q      Inspection   reports.     IE    Bulletins   (<   correspondence 

8004070175  Forwards    IE    ln*p  Rept   90-375/80-01    on   60010I-2S  No 
noncompl lance    noted 

CREWBiJ  L        Region   S,     San  Francisco.    Reactor   Operations   Nuclear 

Support   Branch        80/02/20  Spp 

— 8004070178    IE    Insp   Rept    30-273/00-01    on  B00101-25  No   noncomp Hance 
noted   Major   areas    inspected    preoperatlonal    test ing> plan t 
tourrfire   protection/prevention-  operator    training   b 
witnessing    of    testing    in   progress 

BTERNBERQj  D  M       Region    S.    San   Francisco,    Reactor  Operations    Nuclear 
Support    Branch        YOU  NO.  T        Region    9.    San  Francisco,     Office   of   the 
Director        BO/02/06         3pp 

90042B0016  Forwards    IE    Jnsp    Rspts    SO-275/BO-02  t  90-323/fiO-Oi    on 
800211-14  it  20  No   none ornp  1  lance    noted 

SPENCER, 0  S        Region    S,     San  Francisco,    Reactor   Construction  & 
Engineering    Support    Branch        00/03/O4        2pp 
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--6004300022     IE    Insp    Hepts     50-275X60-02   t    5O-323/BO-01    on   800211-14    &    20 
No    nnncodip  I  ianc  e    noted    Major    areas     inspected    const    !c   morf 
at  t  Ivities,  Inc  1  ud  ing     licensee    action;    on    previous    findings' 
deficiency    repti    i  tern,  IE    bulletins   t    circulars 
HAYNES.R   C        Region   S,     San   Francisco,     Reactor   Construction  & 
Engineering    Support    Brancfi          MDRRILL.P    J   ,     K.IR5CH,  0   F         Region    5. 
Ban   Francisco,     Office    of    the   Director         80/Q3/O4        7pp 

BQ041503G5  Forwards    IE    Info   Notice   30—12.     "Instrument   Failure  Causes 
Opening     of    PORV   &    Block     Valve     "    No    specific    action    or 
response   necessary 

EfJGELKEN.  R    H         Region    5,     San    Francisco,     Office    of    the    Director 
90/03/31  Ip 


Forwards     IE    Circular    30-OSi      "Emergancu.    Diosel    Generator 
Lubricating    Oil    Addition    &   Onsite    SuppH    "  No    written 
response    required 

EIJGELKEH.R    H         Region    5,     San    Francisco,     Offic*    of    the    Director 
90/04  /Ol          Ip 

6004110111    Forwards    IE    Info   Notice   BO-13,     "<JE  Tgp»   SDM   Control   Switches 
Defective   CAM   Followers    "   Wo    specific    action   or    response 
required 

EMQEC.KEW,  R    H         Region    5.     San    Francisco,     Office    of    the    Director 
BO/O-t/Qj         Ip 

8004S2Q03B   Forwards     IE    Info    Notice    60-14,     "Safety    Suggestion*    From 
Emploqaei    "   No-   action   required 

EMOELKEW.R   H        Region   S.    San   Francisco,    Office    nf    the    Director 
80/04/02        Ip 

3004160148   Forwards    r£   Circular    60-07.     "Problems   U/HPCI    Turbine  Oil 
£y«    "   No   uritfcBn   raspunse   required 

ENGELKEN.F!    H         Region    5,     Ban    Francisco,     Office    of     the    Director 
BQ/04/03          Ip 

BQO4230379  Forwards    IE   Bulletin   7*7-03fl,     "Long  i  tudina  1    Weld    Defects    in 
AS  HE  SA-3l2,Type    304   Stainless    Stirel    Pipe,"    Action    required 
ENOELKEN'R   H        Region    5,    San   Francisco,    Office   of    the    Director 
BO/04/04         Ip 

a0042a017i   Forwards    IE  Bulletin   80-08,     "Eiam  of    Conta  innent    Liner 
Penetration  Weld*    "   Written    response    required 

ENOELKEN..R    H         Region    S,     San    Francisco,     Office    of     tha    Director 
60/04/07          Ip 

3      Reportable    occurrences,     LERs    li  related    carresp  ondence 

a001220QS«   PNO-/7-143  PatiFtc    Pump   C-o    supplied    facilities   u/produc  ti  on 
lot    c-f   40    pumps   mfg    using    ihafti   rtJife    of    inferior   matl 
Causa    jnstated   All    utlls    u/  pumps   uiere    notified    NRC 
heailiiuarteTi    noiified    on    770Q12 
UHITT,K  W        Region   2,    Atlanta,     Office    of    the   Director         77/4Q/13 


0004040131    Preliminary    deficiency    rept    re   pofilbj*    eqiuipment    difoct   On 
8001  IBj  1  Icaniee    reported    that    plastic    castings    used    to    h.old 
auxiliary    electrical    contacts    in   safety-related   4-kV  circuit 
breakers    contained    craclts    Vanilor   will    replace 
CRANE,  P    A        Pacific    Oat   t    Electric    Co        30/03/10        2pp 


POCKET    50-277   PEACH   BOTTOM   ATOMIC    POWER   STATION.     UNIT    2 
F      Security,     medical,     emergency    !•    firo    protection    plani 

60O4010339   Foruards    I  terns    3    1    5(2)     &   3    I    7    of    fire    protection    review 
Licensee     lubmittal    re    fire    barrier    penetration    seals    only 
partly    satisfactory   Licensee    proposal    re    fire    doors 
acceptab) e 
HALL,R   E         Brnokhaven   National    Laboratory         80/03/26         4pp 

HOO42a0252  Forwards  inmments    on   800114   emergency    plan,  per   reviom 
againat    criteria    set    forth     in    NUREO-0654 
IPPDLITO.T    fi         Operatino    Reactors    Drancfi    3         BO/04/01          14pp 

G      At)  jud  icatory   correspondence 

B004090192  Eiplains   circumstances    involving    800232    sve    of   BNWL 
draft  rept   re  measurements    of    underground    mining    radon 
releases    &  NRC    testimony    of   RM  Ullde    re   tarns    rept    Hissing 
Page    b  encl 
DCRDENICK,  B   M        Hearing    Branch    4         80/03/03         4pp 

B004030026  Memorandum   of    understanding    between   NRC  t,  FEHA  re    prompt 
improvement    in   radiological    emergency    planning    b 
preparedness. distributed   as   Board    notification 
GOS8ICK,  L   V       Offica   of    the  Etecutive   Director    for  Operations 
60/04/OS        34pp 

I      Financial    information 


300413024^   Forwards  Annual    Financial    Repts    1979    for  Philadelphia 

Electric    Co. Public   Svc    Electric    &   Qae  Co, Atlantic  City 
Electric    Co  t.  Detmarva  Pouier  !,    light   Co 

QRADLEY.E    J       Philadelphia   Electric   Co        BO/Q4/QB  IP 


--80041S0350   Annual   Financial   Rept    1979 

*      Philadelphia  Electric    Co        00/02/25 


33pp 


--9004150352   Annual    Financial    Rept    1979 

*  Public   Service  Electric   d  Oas   CD      of    NOD  Jersey,       80/02/13 
470p 

—  8004130355   Annual    Financial    Flept    1979 

*  Atlantic    Electric    af  Neu  Jersey        GO/04/00        32pp 

— S00415026O  Annual    Financial    Rept    1979 

«     DBlmarva   Pouer  &  Light   Co        80/02/13        33pp 

8004130470  Requests    that    date    far   ftlitig    certified    financial    statements 
fc    cash    floui  statements    be   delayed    until   EQ051S- due    to 
pending    rate   proceedings    involving    Public    3vc    Electric   ti  Oas 
C-a   d  Philadelphia   Elsctrlc    Co 
BHADLEV.E   J        Philadelphia  Electric   Co        BO/04/10        2pp 


P      Operating    license   stage    documents   t>   correipondenci 


a0040B0194   Discusses  NHC   761133  rHauest    that   all    LUR    Hceniee« 
higher   fitiion   gas   release    for    fuel    burnups   above   20,000 
MW-day    per    metric    ton  Responses    indicate    that    no    immediiti 
licensing    Is   required    for   operating    reactors 
IPPDLITO,  TA       Operating  Reactors   Draneh  3       BO/03/10       3pp 


BOO 4 030 102  Forwards    "Nuclear   Data   Link   Sped."    study    of    digital 
communication    sys    tn    transmit    Info    from  plant*    to   Betheida 
Operations    Ctr 
EI8ENHUT,D    0        Division   of  Operattno   Reactors        90/03/12        Spp, 


—9004030116    "Nuclear  Data  Link   Sped 
o      B-ivislon  of  Operating   Reactors 


90/02/21         2Bpp 


B0042304O9  Forwards   Amends    63  t  64    to   Liienioi   DPfl-44  ti   DPR-S6. 
raspective  1  y.  safety   evaluation   &   notice   of    issuance  li 
availability 
IPPOLITP.  T.  A        Operating   Reactors    Branch   3        BO/03/B6,       2pp 

— B004230414   Amends   65  &  64    to  Licences    BPR-44  8.  DPR-56,  r»npec ti 
revising    Tech  Spec*    re    core  monl toringi core    flooding   &   sui 
operabillty   requirements 
IPPOLITO.T  A        Operating   Reactors   Branch    3        80/O3/26        2flpp 


— B004230419  Safotij    evaluation    supporting   Amends   AS  &  64    to   Licenses 
DPft-44  ti   DPR-S6.  respec  tlvely 
«      orfica    of   Nuclear  Reactor   Regulation        80/03/H6        7pp 


DOCKETED  ITEMS 


— 6004230441    Notice    of    issuance    £•    availability    of    Amends    65    fr   fiA    to 
Licenses    DPR-44   S.    DPR-56,  respec  1 1  ve  ly 
IPPOL1TO,  TA         Operating    Reactors    Branch    3         B0/03/3i         2pa 

B004010-106  Provides    addl    info   re    proposed    installation   of    analog 
transmitters   t>    trip    units    addressed    in    790B27  amend    request 
Amend    is    necessary     to    allow   removal    of    24    saf  efcij-re  latod 
switches    In    several    facility    sys 
DALTRDFF.a   L        Philadelphia   Electric    Co        60/03/27        2pp 

8004030533  Responds    to   NRC    B0011O    request    for    tabulation    of    instances 
of    control    rods    failing    to    insert    on   scram  &   summary    of 
other    control    rod    drive  malfunctions    for    197B  (•    1979 
Facility    eipenenced     15    scrams    u/auccossful     rod     insertion 
GALLAGHER. J   U         Philadelphia    Electric    Co         BO/03/31          2pp 

B004QB0543  Discusses    imp lemontati on    of   ATW3  mitigation    Alternative    3A 
Prefers    prevention    of    event    rather    than   mitigation  Util    will 
install    Alternative    3A    in    facilities    IP   ACRB   subcommittee 
believes   ATW3   is    not    eitremely    remote    event 
DOVER,  V  8        Philadelphia  Electric    Co        BO/03/31         2pp 

B0040B0349  Forwards    revisions   t  addition*    to    info    originally    submitted 
771116    to   Bulletins    £•  Orders    Ta-sk   Force    re    process    signals 
GALLAGHER, J  U        Philadelphia   Electric    Co        BO/Q4/OS         I3pp 

Q004140273  Notifies   NFIC    of    intent    to   modify    containment    suppression 
chamber   Analysis    indicates   need    for    torus    mods    to   mitigate 
effects    of    hydrodynamic    loads   Utll    mill     install    Joad 
mitigation    devices    during    current    refueling    outage 
KEMPER,  J  8        Philadelphia   Electric    CD        80/04/03        Ip 

5004340299  Forwards    Amends   66  (.  63   to   Licenses    DPR-44   i,  DPR-56. 

respectively  saf ety    evaluation   S    notice    of    issuance    t, 
<     availabil ty 

IPPQLITD,  T    A         Operating    Reactors    Branch    3         SO/04/03         Spp 


a      Inspection    r-ep-orts,     IE  Bulletins    i-    correspondence 

9004100211    Responds    to    IE  Bulletin    79-37   re  loss    of   Non-Class    IE 

instrumentation   Submits   actions    requested  It    responses 
Design    mods    pending    completion    of    review 

DflLTRDFF, S   L         Philadelphia    Electric    Co  80/03/29         Spp 

8004160165   Foruarits    Waste   Packaging     Insp    Rep  t    79-06A   on    791126-20 
No   none orap  1 ianc B    noted 

SMITH,  O    H         Region     1.     Pti  i  lade  1  p  hi  ia,     Fuel    Facility    k   Materials    BaP 
Branch          BO/02/39         2pp 

—  000416O172   Haste    Packaging     Insp     Rept    79-OiA    t>i>    7<tlt3b-29    No 
noncompl iancc    noted    Major    areas     inspectod    i-adiatinn    level  a, 
shipping    paper     requircmsn  t  Si  r  eirovaB  1  e     contamination    ft 
labeling    requirements    For    packages 

POTTER. J   P    ,     DRDHNiR    A          najion     1,     Philadelphia,     Fuel     Facility     ( 
Materials    Safety    Branch         79/1H/12         7pp 

BOO-U40Q&4    Forwards    response    to    IE    Uullatin    79-O1D    re    environ 
qualification    of    Class    IE    equipment    Master    list    of 
engineered    safety     featuie    si)  4    ft     anviron    qua  1  if  i  cat  ion 
ovidonce    attached    HELG    analysis     due     bi|    B 001 10    H/o    enc  1 
DALTHOFF.BL        Philadelphia    Electric    Co         HO/O3/03        Spp 

BOO42I0079   Forwards    Wasto   Packaging     Insp    Ropl    79-07A  on    791212-13   No 
noncompliance    noted 

SMITH,  o   H        Region    1.    Philadelphia.     Fuel    Facility   5.   Materials    Bate 
Branch  BO/03/OS         2pp 

— B0042100B2   Waato    Pactiaging    Hept    79-O7A    on    791312-13    No    noiuornp  I  la  n 
noted    Major    areas    inspected    shipping    paper    &   placarding 
require  me  nts.radiati  on    1  eve  1  s,  reimnvabl  e    c  out  ami  nation    !< 
packaging    external    feature    rcqu i remontG 

POTTER.  J  P    p     PEfiffV,  W  IJ    ,     WOODRUFF,  R    L         Region    1,    Philadelphia, 
Fuel    Facility    *.   Materials    Safetry    Branch         QO/O1/1B         7pp 


—  BD04240307  Amends   bl>  &  69   to   Licenses    DPFI-44   !<  UPH-56,     respectively, 
revising    Tech    Specs    to   permit    purflini)    of    primary    containment 
through    reactor    bldg    ventilation    eihaust 
rPPDLITO.T   A         Operating    fieactors    Branch    3         BO/04/03          lOpp 


—  8004240320  Safety    evaluation    supporting    Amends   66 
DPR-44  It  DPR-S6.  respectively 
»      Operating   Reactors    Branch   3        BO/04/03        4pp 


to   Licenses 


—  B004240321?  Notice    of    issuance   t>    avallabflty    of   Amends    66  b    65    to 
Licenses   DPfi-44  6  DPFt-56,  respect  ively 
1PPOLITO-T   A        Operating    Reactors    Branch    3        00/04/03        Epp 

8004250007  Foruards  S00128  tt  0211     Itrs    to    OE   ro    proposed    control    rod 
drive   sys   mods    related    to   elimination   of    cracking    in    return 
line   nonles    Guidelines    for   mods    ulll    he    discussed    In 
NUflEG-0619,  to    be    issued    in    "For    Comment"    form    in    Apr    19GO 
IPPOLITD/T   A         Operating    Reactors    Dranch    3         BO/04/07         Spp 

8004320549  Responds    to   NRC   800  2  2Q  request    for    info    re  mgt    t<    technical 
resources, 
COONGYiM  J        Philadelphia   Electric    Co        80/04/11        9pp 


ROO1090416   Advlsoa    that    IE  Bulletin    00-03,     "Vacuum  Condition  Resultii 
in   Damage    to   Chemical    Vol    Control    Sijs    (CVC3)    Holdup    Tanks." 
uiaa    inc  orrett  1  if    sent    for    action    No    reaponso    r*q.uii  ed 
QlilER.  D    H        Region    1,    Philadelphia,     Office    of    tho  Director 
BO/03/17         Ip 

BOO11D0261    Hosponda    to    IE  Hutlotln    HO-03   No    cells    replaced     In 
engineered    safety    feature    filtration    *V6'  houovcv    charcoal 
adsorber    colls.iuill    have    to    bo    removed    to    replaced    rlvita 
indicated    in    Item    1 
DALTROFF,  B   L        Philadelphia    Electric    Co         BO/O3/1Q        3pji 

B00414O1B3    Ack    recoipt    of    BOOS3B     1 tr     Informing    HRC     of    steps     taken     to 
correcl     violations    noted    in     IE     Insp    Repts    30-277/79-39    t- 
30-27H/ 79-33 

DRUNWEfi,E    J        Region    1<    Philadelphia,     Reactor    Operations    Nucloar 
Support    Branch         00/03/21          Ip 

—  0004160197  Responds    to   NRC    BO020S    Itr    r<s    violation!   noted     In    IE    In- 
Repts    5O-277/79-29  i   90-278/79-33    Corrective    ac tionfi  '  no  view 
of    provision   a  Homing    entry    w/o    Filling    out    radiation    luark 
permit    mill    be    made   ui/revlslDns    to    procedurai 
BALTROFF,  S   L          Ph  narfnlnh  •<  j.    PI=^i--tr    rn          nn/nn/on          -a-  . 


3004240405  Responds    to   NRC   800414    Itr    re   QA   of    dlesol    gancrfltar    fuel 
oil    QA   program  mod    undoruau,    to   conform  u/Reg    Ouidu    1    137 
Revision    1,     "Fuel    Oil    8<js    for   Standby   Diesel    Generator*    " 
Requires   mods    of    storage    tanks    (•    procurement    of    equipment 
nALTnaFF,8  L        Philadelphia  Electric    Co        BO/04/14        4pn 


3004170346  Forgjards   application    for   amend    of    Licenms    DPR.-44    !•  DPR-96. 
Fee   encl 
DRADLEY,E  J        Philadelphia  Electric   Co        00/04/15        Ip 

—  BOQ417Q352  Application    for   amend    of   Licenses    DPR-14  k  DPR-3i  changing 
Tech   Specs    re   station    fire    hosu    hydrostatic    test   pressure    ti 
flexibility    in   mln    shift   creu  composition   Certificate    of    Svc 
tncl, 
BAUER,  E  0  ,    DRADLEY,  E  J        Philadelphia    Electric    Co        80/04/13 


—  B0041/OSS6  Revised    pages    to    Tech    Specs   ro  station    fire    hose 

hydrostatic    test   pressure   t>   flmibility  in   min   shift    creui 
compDSi  t  ion 

#      Philadelphia  Electric    Co        BO/04/19  lOpp 

B004290423  Notifies   NRC    that   util    has    been    informed    by   OE    that  Unit    1 
Reload    4   h  Unit  3  Reload   3   safety    analyses    mere    performed 
usins    30  millisecond    scram  circuit    delay    time    Tech    Spec 
specifies    delay    not    to    exceed    109  milliseconds 
COONEV.tl  J        Philadelphia   Electric    Co        BO/04/23        Spp, 


— QO041AO194    1C    Insp    Repts    3O-27 7/79-29    t*   30-278/79-32   on    791101-30 
Noncomp  1  lance    nota>(f    failure    to    Adhere    to    radiation   mark 
permit    tt   maintain    fire   Jt   penetration    seat    barrier 
KCCADE.E   C        Raglan    1,    Ph Uad e Iph la,     Reactor    Operations    Nuclear 
Support    Branch         OREENHAM,  E    0         Region    1,     Philadelphia,     Office    u t 
the    director        SO/Oia/06         ISpp 

BOOfl 150291    Forwards    IE    Info    Motica    &O-12,     "Instrument  Failure  Cdusea 
Opening    o*    PORV   t    Block    Valve    "    No    specific    action   or 
response    necessary 

GRIER.D   H        Region    I,    Philadelphia,     Office    of    the    Director 
BO/03/31          Ip 

BOO42500A5   Updates   BOO229   response    to    IE    Bulletin    79-37.     "Loss    of 
Non-Claia    IE   Instrumentation   &    Control    Pouie-r    Sys    Dus    During 
Operation    "   Lists    mods    being    designed    to    provide    redundant 
Instruments    In    control    room 
GALlftQHER, J  U        Philadelphia   electric    Co         80/03/31         llnp 
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DOCKETED  JTEMS 


8C-Q'5OI!OQ<;5    Forwards     [E   Circular    BO-O5,      "Emergency    Diesel    Generator 
Lubricating    Oil    Addition    t,    Onsite    Supply     "    No   written 
response   required 

GHIER.B    H         Region    I.     Philadelphia.     Qfilcf    of    the    Director 
80X04/01  Ip 

S0041  10501    Forwards    IE    Imfn    Notice   SQ-13.     "GE   Type    SCM  Control    Switches 
PePsttlve    CAM  Followers    "    No   written    response    required 
GRIEF),  B    H         Region     i,     Philadelphia,     Office    of    ths    Director 
SO/Qd/02         Ip 


6004340339    Forwards     IE    Info    Notice    HO-14. 
Eroploye.es    "    No    action    required 
GRIER.BH         Region     1,     Philadelphia,     Offic 
80/04/02          Ip 


Safety    Busgestions    From 
of     the    Director 


B004IBQ263   Forwards    ]E   Circular    SO-O7,     "Problem*    W/UPCI    Turbine    Oil 
Sv>    "   No   written   response   required  ' 

ORIERpB   H         HOB  ion    ].     Phi  Sadel  ph  i  a,     Office    a-f    the    Director 
00/04/03          Ip 

B0041  10046   Forwards     EE   Bulletin    00-07,     "HUH    Jet   Pump    XtiismbJv    Failure- 
Written    response    renui-rod 

CRIER-  D    H        Region    I,    Philadelphia,    OFMce   of    the    Director 
BQ/Q4/Q4          IB 

8004230512  Forward*    IE  Bulletin   79-Q3A-     "Longitudinal    Ha  1  d    Defects    in 
A  SHE   BA-312,  Ti/pe    304   Stainless    Steel    Pipe     "    Action    required 
CRIER,  D    H        Region    1,     Philadelphia,    Office    of    the    Director 
BO/Oa/CH         Ip 


DOCKET   50-27B   PEACH   DDTTOM   ATOMIC    POWER    STATION.     UNIT   3 
F      Security*     medlcali    emorgnncg   &    fire   protection    plans 

BOOfl010329  Forwards    Items   3    1    5(2)    I    3    1    7  of    fire   protection   review 
Licensee   submlttal    re    fire    barrier    penetration    seals   only 
partly    sat i sfactorij  Licensee   proposal    re   fire    doors 
accoptablo 
HALL,fi   E         flrookhavan    National    Laboratory         30/03/26         4pp 

8004280232   Forwards    comments    on   BO0114    emergency    plan,  per    review 
aaaintt   criteria   *et    forth    in  NLJR.eG-0-634 
JPPOLITO,  T    A        Operating    Reactors    Branch   3         60/04/01         14pp 

0  M judicatory    correspondence 

9004090192   Explains    circumstances     involving    B00222    *vc    of    BNWL 
draft   rapt    re  measuraments   of   underground   mining    radon 
releases   &    NRC    testimc-nu    of  RM  Wilde   re   same   rept   Missing 
Pag*  6   enc I 
BOflDENICK,  0   H       Hearing    Branch    4        BO/O3/OS        4pp 

BOO 4 030026  Memorandum  of    understanding    between  NRC   t>  FEMA   ro    prompt 
improvement    in  Tad  lolog  ica  1    emergenci;   planning    & 
propavednessi  di-itri  butsd    as   Board   notification 
OOSSICK.L  V        Office   of    the  Executive  Director    for  Operation* 
BD/04/02         34pp 

1  Financ  ial     information 


BQ041B0253  ForuariJs    IE   Bulletin  80-08,     "Eiam   of    Containment    Liner 
Penetration   Melds    "   Written    response   r-e^uired 
DRIER,  D   H        Region    1,    Philadelphia,    Office   of    the   Di  roc  tor 
SO/04/07         Ip 


S0041502')A  Forward!   Annual   Financial    Repts    1979   for   Philadelphia 
Electric   Co.PuPlic   8vc    Electric   &  Oas   Co. Atlantic    City 
Electric   CD    6  Delmarva   Pouar   &   light  Co 
DRAD-LEV.E   J         Philadelphia    El  oc  trie    Co         GO/04/08         IP 


6004340391    Foryards    seccnd1   re-iponse    to>    IE   Bulletin    79-O1B   re    environ 
Hual  iflcatioti   of    Clasi    IE   aquipment 
ALDEN.W   M         Philadelphia    Electric    Co         BO/O4/16          Ip 

—3004240393  Provide!    second    response    to    IE   Bulletin   79-aiQ    re    onvirpn 
qudlif Icat ian   of   Glasi    IE   e-juipmert    Detailed    repei   u/iiji 
master    Hst»   &    equipment    qual If £ca t ion    forms    end    Repti 
revise    &   tupersede   600303  aubmittal    re    licensee    actions 
DALTRDFF,  S   L        Philadelphia   Electric    Co        80/04/15         1300pp 


-B0041S0250   Annual   Financial   f?«pt    1979 
v      Philadelphia  Electric    Co        BO/OS/2 5 


32pp 


-8004150255   Annual   Financial   Rept    1979 

*      Atlantic   Electric    of    Nau  Jersey        60/04/00 


— 8004150360  Annual  Financial   Rapt    177? 

•      Dolmarva  Poiuer   t  Light  Co        80/OS/13 


32pp 


II      Periodic    operating    reports 


BOO4O70S70  rorwarJs    "Thermal    Wonitorlnj    Rept   7B    far   Dec    1979 
WILLSEV.U   D        Philadelphia   Electric    Co        BO/03/36         Ip 


8004150470  Raqueits   that    date   for   filing    certified    financial    •tatement* 
b    cash    floy   statement!    be    delayed    until    000315,  due    to 
penfTlng    rate    proceeding*,    involving   Punlic  Svc   Electric   fc  Q«i 
Co   k  Philadelahla  Electric    Co 
BRADLEV.E  J        Ph  lladelph  la   Electric    Co        30/04/10        2pp 


--B004O70271    "Thermal   Wonitoring    Rept    78    for    Det    1979 
»      Philadelphia    Electric   Co        BO/C-3/26        27pp 


6001170238  For  ward  i    montMi;    operating    repti    far   Mar    1980 
CDDNEV.M  J        Philadelphia   Electric    Co        BO/04/10         Ip 


P     Operating    license  itage    dacumenti   !<   correspondence 


— 8IJQ417C-230  Honthlu    operatino    rejit*    for    Mar    1980 
ALDEK.U  M        Philadelphia   Electric   Co        80/04/10 


9pp 


a      ReportalilB   otcurrencesi    LER»   t   related    corrcspondeni: o 

3004I50B60  LED  HO-006/03L-0  an   800309.  in/both    unit!    at    full    power,  one  of 
tuo    <Jff*it»   poiuer    »our(Bi    tripped   due    to    loss    of    transf orraor 
cooling    fans   Exact   cause    unknown  Cooling    fans   rei torcd, blown 
fuie    replaced   &    trani-formar    teited 
COOHEY,  M  J        Philadelphia   Eleotrtc    Co        00/04/03        Ip 

B004S90439  RO  2-80-8/1P   on   900417. rfeve I opment    of   environ    spectrum* 
acBociated   u/hlgh    energy    line   ir&aki    indicated    guillot i-ne- 
failur*   of    (team    sup-ply    piping    to-  HPC 1    turbine  Caused    bij 
tnginetring    deficiency 
ULLRICH,  IJ  T        Pniladelphia    Electric   Co        SO/Q4/IB        2pp 

8004290443  RO  2-90-a-lP    updates    info    re   pressure    profile   within  Unit  3 
valve    following    guillotine    failur*    of   HPC  I    steam  lupptij 
piping   Analysis    Indicates    higher    peek    pressure    than 
'Tiginally    rep-orted   Caused   by    engineering    error 
LRICH.W   T,       PhilailelpMa  Electrit    Co        SO/ 04/39        3ff, 


30040B0194  Dlecuitsai  NfIC    761 LS3   request    that  all   LUR    llceniees    it 
higher   PlEsion   gai   release    for    fuel    burnupi   above   20,000 
MW-day   per  metric   ton  Responses    indicate    that   no    immediate 
licensing    is    required    for   operating    reactor* 
IPPOLITO,  T  A        Operating    Rime  tori    Branch    3       80/03/10       3pp 

BO 04 030 103  Forwards    "Nuclear    Data  Link    Specs,"   study    of   digital 
communication    sijs    to    transm.it   info    from   plants    to   Dvthisda 
Oparatlons   Ctf 
eiBENHUT,  D  0        Division    of    Operating    Reactors        80/03/18        9pp 


— 600403CHIB   "Nuclear  Data   Link   Specs 
*      Division    of  Operating   Reactors 


80/02/81        2Bpp 


H004E30409  Foru/ards  Mends    6S  4  64   to  Litmus  DPR-44  1  DPH-S6. 
reipactlvelgi  fafntij  evaluation  k  notice   of    issuance   i 
availability 
IPPQLITOiT  A        Operating    Reactors   Branch    3       BO/ 03/24.      Bpp 

— B004S30414  Amends   45  t>  64    to   Llconses    DPR-44  b  DPR-96.  respee  tiv«lij, 
reviling    Te'Ch   Spec*    re    core   monitoring,  tort   flooding   &  sijs 
opcrabllitg    requirements 
IPPOLITO, T  A       Operating   Reactors   Branch  3       BO/03/26       S9pp 

— 800423041?  BaPetu    evaluation    supporting   Amends   69  &  &4   to  Liceni's 
DPn-114  »•  DPfl-36r  respective  lij 
«      Office   of    Nuclear  fieactor  Begulatlon        BO/03/B6        7pp 


-B004B30441    Notice   of    Issuance  &  availability   of  Amends  69  *  &4    to 
Licenses    DPK-44  fc  DPR-S6.  re»p«c  tlv*I  u 
IPPOLITOrT  f>        Operating   Reactors    Branch   3       BO/03 /Hi       2pa 
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8(10*1010406   Provides    add!     info    re    proposed     Installation    of    analog 
transmi  tters   tt    trip    units    addressed    in    790B37    amend    request 
Amend     if    necessary    to    allow    removal    of    24    safety-related 
switches    in    several    facility    s  y  a 
DALTROFF-S    L         Philadelphia    Electric    Co         8O/O3/37         3p  p 


8004140064  Forwards    response    to    IE  Bulletin   79-01B    re   environ 
qualification    of    Class     !E    equipment    Master    list    Of 
engineered    safety    feature    sys    !<    environ    qualification 
evidence   attached   HELB   analysis    due    by    BGQ410  W/o   end 
DALTROFF.S   L         Philadelphia    Electric    Co         BO/03/03         3pp 


800-4000536  Responds    to   NRC   BOO  110   request    for    tabulation    of    instances 
of    control    rods    falling    to    insert    on    scram   &   summary    of 
other    control    rod    drive   mal functions    for    1778   &    1979 
Facility    eiperionced    15    scrams    ui/succeflsf  ul    rod    insertion 
GALLAGHER, J  W        Philadelphia   Electric    Co        90/03/31        2pp 

BQO40B0543  Discusses    imp lemon tati on   of    ATWS  mitigation   Alternative    3A 
Prefers   prevention   of    event    rather    than   mitigation   Util    ui 1 1 
install   Alternative   3A    in    facilities    if   ACHB   subcommittee 
believes   ATWS    ia   not    o'tremeJy    remote    event 
BOVER.V  S        Philadelphia    Electric    Co        BO/03/31         2pp 


0004210079   Forwards    Waste    Packaging     Itigp    Rept    79-O7A   on   791312-13   Mo 
noneomp liancc    noted 

SMITH, 0   H         Region    1,     Philadelphia,     Fuel    Facility    t.    Hatenals    Safety 
Branch         BO/03/O5         3pp 

—2004210082   Waste    Packaging    Rept    79-07A    on    791313-13    No   noneomp  1  ianco 
noted    Major    areas    inspected    snipping    paper    fc    placarding 
requirements,  radiation    level  s,  removsb  1  e    con  tarn i  nation   l> 
packaging    eiternal    feature    requirements 

POTTER.  J  P    ,    PERRY,  W  U    i    WOODRUFF,  fl   L        Region    1>    Philadelphia, 
Fuel    Facility    K    Materials    Safety    Branch         BO/01/1H        7pp 


3004080349  Forwards    revisions    ft   additions    to    info    originally    submitted 
791116    to   Bulletins   ?    Orders    Task    Force   re   .process    signals 
GALLAGHER,  J  W        Philadelphia    Electric    Co        80/O4/O2        13pp 

£3004240299   Forwards    Amends    66    &   63    to    Licenses    DPR-14   &   DPR-56, 
r  eEpec  tive  ly,  safety    evaluation    4    notice    of     issuance    tt 
aval lab  i Ity 
IPPOLITO.T   A         Operating    Reactors    Branch    3         BO/04/03         3pp 

— BOO4240307   Amends   66  b  65    to    Licenses    DPR-44   t   DPR-96,    respectively, 
revising    Tech    Specs    tc    pormit    purging    of    primary    containment 
through    reactor    bldg    ventilation    eihaust 
IPPOLITO.T    A         Operating    Reactors    Oranch    3         BO/04/03          lOpp 

--3004340320   Safety    evaluation    supporting    Amends    bit   It  63   to   Licenses 
DPR-44  tt   DPR-56,  raspec  t  ive  ly 
*      Operation    Reactors    Branch    3        SO/04/03        flpp 

— 8004340329  Notice    of    isauanco   t*    availabilty    of   Amends    66   &   hS   to 
Licenses   DPR-44  (•   DPH-36,  respectively 
IPPdLITCJ'T  A        Operating    Reactors   Branch    3        80/04/03        3p  p 

G0042S0007  Forwards   B0012fl   S<  0211    Itrs    to   OE   re    proposed    control    rod 
drive    »«s   mods    related    to    elimination    of    chucking    in   return 
Unit   nonlcs    Ouidellnes    for   mods    will    be    dlacussed    In 
NUF1EQ-0619.  to    be    Issued    in    "F^or    Comment"    form    in    Apr    I960 
IPPOLITO.T  A        Operating    Reactors   Branch    3        00/04/07        3pp 

S004240403  Responds    to  NF1C    800114    Itr    re    QA   of    dlvael    a*norator    fuel 
oll.OA   program  mod    unileruaij    to    conform  u/Heg    Guide    i    137 
Revision    I,     "Tuol    Oil    Bye    for    Standbu    Diesel    Oanemtori    " 
Requir«s   modi    of    storage    tanks    &   procurement    of    equipment, 
DALTROFF.B  L        PM  ladelph  la    EUttric    Co        HO/04/14        4pp 

B00417O246  Forwards   application    for   amend    of   Licenses    DPR-44  fc    DPR-S& 
TBB    oncl 
CflADLiTV,  E  J        Philadelphia   electric.    Co        GO/04/19         Ip 


B0040904I6  Advises    that    IE   Bulletin   00-05.     "vacuum   Condition  Resulting 
in    Damage    to    Chemical    Vol    Control    S«s     (CVCSJ    Holdup    Tanks." 
uias    incorrectly    sent    for    action   No    response   required 
OfilER.B   H        Region    1.    Philadelphia.    Office   of    the    Director 
BO/03/17        Ip 

H004100261    Responds    to    IE   Bulletin   BO-O3   No    cells    ropljcad     in 
engineered    safety    feature    filtration    sys, however    charcoal 
adsorber    cells, will    have    to   be   removed    to   replaced    rlvits 
indicated    in    Item    1 
DALTROFF.S  L        Philadelphia   Electric    Co        BO/03/16        3pp 

80041601B3  Ack    receipt   of   S0023B    Itr    informing   NRC    of    «tep»    taken    to 
correct   violations   noted    in    IE   Imp    Repts    50-277/79-29  & 
50-278/79-32 

BRUNNER,E   d         Region    1.     Pli  i  lade  Ipti  ia,     Reactor    Operations   Muclear 
Support   Branch        SO/03/21         Ip 

— B004I60197  Responds    to   NRC   60020B    Itr    re   violations   noted    in    IE    Imp 
flepts    30-277/79-29   *    50-27B/79-32   Corrective   actions    review 
of    proviaion   allowing    entry    ui/o    filling    nut    radiation  word 
permit   uill    be   made  w/revi s ions    to    procedures 
DALTROFF, S  L        Philadelphia   Electric    Co        BO/Q2/2S        3pp 

— B004160I09  Foluards    IE    Insp    Repts    50-277/79-29  b   30-373/79-32  on   791101- 
30  i  notice    of    violation 

BRUNNEHiE  J        Region    1.    Philadelphia,    Reactor   Op«ratlonf   Nuclear 
Support   Branch        BO/03/03        2pp 

—8004160171    Notice    of   violation    from    insp    on  791101-30 

»      Rejion    1.    Ph  Uatfe  Iphi-a.    Office   of    the   Director        80/OS/O6        Ip 

—8004160194    IE    Imp    flepts    30-377/79-39   !<    30-270/79-33    on   791101-30 
Noncompllanca    noted    failure    to  adhere    to   radiation  uork 
permit   d  maintain   fire   t<   penetration    seal    Barrier 
MCC/iBE.E  c        Rejion    t,    Philadelphia,    Reactor  Operation!   Nuclear 
Support   Branch        OREENHAN. E  0       Region    I,    Philadelphia.    Office    of 
tn>    Director        BO/02/06        I3pp 


— H004170S52  Application    for   amend    of   Licenses    DPJI-44    t.  DPR-36    changino 
Tich    Spec  i    re    station    fire    hose    hydrostatic    tent   pressure  tc 
flexibility    in   min    ihlFt    cram   composition   Certificate   of   Svc 

•  ncl, 

BAUEfi.E  (J  ,     BRABLEV.  E  J        Philadfllphla    Electric    Co        80/04/13 
7pp 

B004170356  Reviled    pages    to    Toqli    Specs    re    station    fire   hos> 

hudro*tatic    test   prassure   &    fleribUity    in   min    shift    creu 
compofltlan 

*  Philadelphia    Electric    Co        8O/04/1B         lOpp 


8Q041SQ391   Forwards    IE   Info   Notice  00-12,     "Instrument  Failura  Causes 
Opening    of   PORV  *   Block   Valve    "   No   specific   action    or 
refponse   necessary 

ORIER, B   H       Region    1,    Philadelphia,    Office   of    the   Director 
80/03/31         Ip 

800423006B  Updates   SOOH39   response    to    IE  Bulletin   79-37,     "Loss    of 
Non-Class    IE    Instrumentation   d  Control   Pouier   Sys   flu*   During 
Operation    "   List*   mods    being    designed    to    provide   redundant 
instruments    in   control    room 
GALLAGHER. J  U        Philadelphia   Electric   Co        80/03/31         llpp 


E3  DO  4290 423  Not  if  in   NRC    that   util    hai    been    Informed    by    OE   that   Unit    1 
Reload    4  &  Unit   3  Reload   G    safety    analu*a*   uiafe    performed 
using    SO  millisecond    scram   circuit   delay    time    Tecti    Spec 
Kpvclfles    delay    not    to    eiceed    100  milliseconds 
COONEY.M  d        Philadelphia    Electric    Co,       BO/04/23        3pp 


B004090095  Forward*    IE  Circular    90-05,     "Emergency    Die«el    Generator 
Lubricating   Oil    Addition  t>  Onslte   Bupplu    "  No  written 
rtsponie   required 

QRIEfl.H  H       Region    1,    Philadelphia,    Office    of    the   Director 
BO/04/01        Ip, 


BOQ4220S49  Rmpondi    to   NRC   SOOSSB   rBo.ue»t    for    info   ve   mot  d   Ceclinical 
r  e-i  nurtei 
COONEV.H  J.       Philadelphia    Electric    Co        BO/04/11         9pp 

O        Intpection   report*,     IE  Bulletins    t  correspondence 

OOO41OO211    Respond*    to    IE  Bulletin   79-27  re  las»    of    Non-Class    IE 

in»trumentation:  Submits   actioni    requeiterf  Sf  r«tpon*e« 
Drtlgn  modi    pending    camplntion    of    review. 

DALTROFF,  B  L        fhl  Udilphid   Electric   Co  30/02/29         9pp 


8004110SOI   Forwards    IE   Info   Notice   80-13-     "GE  Type  SBH  Control    SuJlfce 
Defective   CAM  Followers    "   No   urittan   response   required 
QRIER, B  H       Region    I,    Philadelphia,    Office   of   the   Director 
BO/O4/02        Ip 

8004240339.    Forwards    IE   Info  Notice  80-14,     "Safety   Suggestions    From 
Employees    "   No   action  required 

ORIER. D  H        Region    1,    Philadelphia,    Office   of    the   Director 
80/04/02        Ip 

B0041002i3  Forwards    IE  Circular   80-07.     "Problems  W/HPCI    Turbine   Oil 
Sus    "    No  written   response    required 

ORIER.  D  H       Region    1,    Philadelphia,    Office    of    the    Director 
BO/04/03        tp 
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BOQ4llCOfii   Forwards    IE    Bulletin    BQ-07,     "BHff   Jat   Pump   Asaemblg    Failure 
Written   response    required 

GfilER.D   H        Region     1,     Philadelphia,     Office    of    the   Director 
80/04/04         Ip 

8004230512   Forwards    IE    Bulletin    79-03A,     "Longitudinal    Wa 1 d    Defects    in 
ASMS  SA-312,  Type   304    Stainless    Steel    Pipe    "   Action    required 
OHIER.E   H        Region     J,     Philadelphia,     Office    of    the   Director 
80/04/04         Ip 

E0041B0252   Foruards    IE    Bulletin    BO-OB:     "Eiam   of    Containment   Liner 
Penetration   Heidi    "    Written    response    required 
CniER.B   H        Region     I,     Philadelphia,     Office   of    the   Director 
80/04/07         Ip 


BOQ4140258  Responds    to   NRC    request   at    B00326  tt  27   meeting    for    emergency 
plans    revised    in    accordance   w/NUREQ-Qi54  North    Anna 
emergency    plan  uill    be    submitted    on   [300501    3urry    plan  mill 
be    submitted    on   300602 
I1AUM,E   A         Virginia    Electric    t    Power    Co        80/04/OB         Ip 

BOQfl300072   Forwards,    summary    of    review    bu    element    number    for     upgraded 
emergency    plati  per  requirements    of   NUREO-0654  Plan   should 
tie  reviewed    per  new  elements   1    revisions   provided    by   OGOilfc 
SCHWENCER,  A        Operating   Reactors    Dranch    1        HO/04/11         lOpP 

0004220311    Forwards    fire    protection    project    status    summary     for    OL 
Amend i    53   &   51   mods 
SVLV1A.B    R         Virginia   Electric    '«   Pnuier    Co         00/04/18        2pp 


0004340391    Forwards    second    response    to    IE   Bulletin   79-010    re    environ 
qualification    at   Class     IE   equipment 
ALDEN, U  M        Philadelphia   Electric    Co         80/04/16         Ip 

--0004240392   Provides    second    response    to    IE   Bulletin   79-01B   re    environ 
qualification    of    Class    IE   equipment    Detailed    repts    u/»ys 
master    lists    tt   equipment    qualification    forms    encl    Refits 
revue   &    supersede    900303    submlttal    re    licensee   actions 
DALTRGFF,S   L        Philadelphia    Electric    Co        GO/04/19          1300pp 


R      Periodic    opeiating    reports 


lated    correspondence 


8004070270   Forwards    "Thermal    Monitoring    Rept    79    for   Dec     1 
WILLBEV.M   D         Philadelphia   Electric   Co        80/03/36         Ip 


—9004070271    "Thermal    Monitoring    Rept    78   for    Dec     1179 
*      Philadelphia   Electric    Co         BO/03/24        27pp 


B004170228   Forwards   monthly    operating    repts    for   Mar    1980 
COONEY.tl   J        Philadelphia   Eleqtric    Co         BO/04/10         Ip 


— B004170230   Monthly    operating    repts    for   Mar    I9BO 

ALDEN.W   M        Philadelphia   Electric    Co        SO/04/10        9pp 


H      Central    correspondence 


8004020400   Forwards    resumes    nf    persons    holding    revised    employment 
positions   resulting    from  S00401    mg t   reorgani lattom  to  assist 
In   review   of    proposed    Tech    Bp«c    changes    rtlio    forwards    jab 
dascriptions    of    positions     Info   withheld    Iref    Privacy   Ac  t  > 
STALLINQS.C   M         Virginia    Electric    t   Pomer    Co         HO/03/31  Ip 


1      Financial    Information 


800*010269   Forwards    Annual    Rept    W7 

BAUM.E  A        Virginia  Electric   I.  Power   Co 


--SQQ40I0275    Annual    Rept    1979 

»     Virginia   Electric    t,  Power   Co        79/12/31        32pp 


Insurance    I    Indemnity    information 


6004300434  Confirms    900435   telcon   granting   entonsinn   until    000015   to 
file    Info   per    guarantee   requirements    set    forth    In 
Alternative   5   of  NRC    770615    Itr    re    implementation    of   curtain 
provisions    of    1975  amends    to  Price   Anderson  Act 
•JOHN30N.B   D        Virointa   Electric    b   Pouior  Co        nO/04/25        Ip 


S      Reportable   occurrences,     LERs    >t    related    correspondence 


P       Operating     license    stage    documents    fc    correspondence 


BQ04230433   RQ   3-BO-7/1P    on   800221 < durina    routine    insp    of    plant 
equipment,  seiimic   air    supply    to    five  containment   ventilation 
valves  valved    out  of    svc   Causod    by   procedural   k  operation 
error    Investigation    continuing    Procedural    mads    considered 
ULLHICH.W  T       Philadelphia  Electric  Co       60/02/22       2pp 


B004150249   Notification   of    ACRS   Subcommittee    on    8urry    Nucluar    Station 
800123  meeting    In   Wash  ing  ton.  DC    to    continue   revleul   of   iteam 
senerator   replacement   program 

HavtEi  J  C        ACRB  -  Advisory   Committee    an  Reactor    Safeguard! 
79/13/20         3pp 


B004O70311   LER   90-003/O3L-0   on   800303, uhl le   performing    lurveillance 
te.t»,MO~3-10-aSA  LPCI    on   A, loop     failed    to   open   6   RHH    pump 
would    not   start  Caused    by    galled    Ualuorth   34- inch   gate, 
pressure    seal    bonnet    Valve   repaired    6    leak    tested 
COONEY-M   J        Philadelphia   Electric    Co        90/04/02         Ip 

9004150340  LER  60-006/03L-0  on  B00305,  ui/both  units  at   full   pauier,  ono-    of 
tuo   offslte  power   sources    tripped    due    to    loss  of    transformer 
cooling   fans   Eiact   cause   unknaun   Cooling    fans   restored, b laun 
fuse  replaced    ti  transformer   tested 
CGDNEV.M   J        Philadelphia   Electric   Co        80/04/03         Ip 

B004370439   RO   2-SQ-9/1P    on   90041 7,  envelopment   of    environ    spectrums 
associated   w/hlgb  eneToy    line    breaks    indicated    guillotine 
failure   of   steam   supply    piping    to   HPCI    turbine   Caused    bu 
engineering   deficiency 
ULLRICH.H  T       Philadelphia  Electric  Co       80/04/18       2pp 

9004290443  RO  8-BO-B-1P   updates    Info  re   pressure  profile    uithin  Unit    3 
valve   following    judtlotine   failure   of  HPCI    steam  sunplij 
piping  Analysis    indicates   higher    peak   pressure    than 
originally   reported   Caused   by    engineering   error 
ULLRICH.H   T        PhlUiiBlphia   Electric   Co        80/04/28        3op 


DOCKET   50-280   SURRY   POWER   STATION,     UNIT    1 

D,    NHC   Draft/Final   Environmental    Statements,    suppla  !,  correspondent 

6004150429  Comments   on   DEB  re   st«am  generator  repair  Proposed 
recommended  action   has   no   effect   on    transportation   iysj 
eicent   In  event   transport   of   haiardoui  mat!    Is   required 
COOPER, S       Transportation. Dept   of        BO/04/OB        Ip 

F^JJeeurity,    medical,     emersency  It   fire   protection   plans 

SOM1MKM1  RequeBts  *«.i    info    ident.fied    in  enclosure,  for   revieu  of 

S*VJ"?«;nJin9"lc:''    plan  "oi06***    response  within  60  daus 
Encl   withheld    Iref    10CFH2  790)  v 


0004140481   Responds    to   util    790914  ansuei     to  NRC   request    for    info   on 
realtor   coolant   pump    supports    Info   does  not  resolve   concarn 
re    integrity   components   made   of    high    strength    maraglng 
it«el    Requests    Insp   of   all    maraging    components 
SCHWENCER, A         Operating    Reactors    Branch    1         8Q/Q2/2B        2pp 

B004030102  Foruards    "Nuclear   Data  Link   Specs,"    study    of   digital 
communication    sys    to    transmit    info    from  plants    to   Bethesda 
Operations    Ctr 
EI5ENHUT.D   0        Division   of   Operating    Reactors        BO/03/12         3pp 

--B00403011B    "Nuclear   Data   Lini  Specs    " 

»     Division    of  Operating   Reactors        00/02/21        2Bpp 

B004080320  Forwards    corrected    Amend    55   to  License    DPR-32,  s«f »ty 
evaluation   (.  notice   of    issuance   &   aval  lab  i  1  ity,  Date   of 
Issuance  not   affixed    to    original 
SCHWENCER. A       Operating    Reactors   Branch    1        GO/03/19       2pp 

--aooflOa0325  Corrected    Amend    56   to   License   DPR-32  requiring    nxt   steam 
generator    tube    insps   be   conducted    uithin  6  months   of 
equivalent   operation   from  791025 
&CKWENCER.A        Operating   Reactors    Branch    1        80/02/05        2pp 

— 3004080327   Safety    evaluation  suppoi-tino  Amend    33    to  Llcinsn    DPR-32 
»     Office    of   Nuclear   Reactor  Regulation       80/02/03        Spp 

"a°DPR-3aa°   N°tlCe   "f    '9SUance  *  availability    of   Amsnd   33    to   License 
aCHUENCEH.A         Oparating    Reactoi  s    Branch    1         00/02/03,        Spp 

6004330178  Foruards   Amends    50  &  57    to   Licenses   DPR-32  J,  DPfi-37, 
respectively, safety   evaluation  «    notice   of    issuance 
>t   aval  labil  ty 
SCHWEMCER,  A        Operating    Reactors   Branch    1        BO/03/21.      2pp 


BCHHENCEH.A       Operating   Reactors    Branch    I       BO/02/29 


Spy 


DOCKETED  ITEMS 


85 


--B004230193   Amendfl    38   t,    57    to   Licenses    DPR-32    t,    DPJi-37,  respectl  vel  y 
changing   Tech    Specs    re    condition   which    required    use   of 
temporary    containment   t   ventilation    sys    Far    all    cutting    & 
grind  Ing    operations 
SCHW£NCEF),A         Operating    Reactors    Branch     1          BO/Q3/2I         flpp 

— 8004250204   Safety    evaluation    supporting    Amends    SB    t,   57    to   Licenses 
DPR-32  1.  DPR-37, respectively 
»      Office    of    Nuclear    Reactor   Regulation        30/03/31        2pp 

— B004250212  Notice    of    issuance    ft  availabllty    of    Amends    SB  &    57    to 
Licenses    DPfl-32  &  DPR-37    respectively 
BCHWENCER, A        Operating    Reactors    Branch    I        6Q/O3/21        app 

B0040103B4    Forwards    corrections    to    B00115    "Revised    Rept    an    Reanaly&is 
of   Baf oty~Related   Piping    Sys    "    Ha    impact    on   previous    Itrs 
indicating    that    analysis   &    Installation    of    show    cause  mods 
is    complete 
SPENCER, W   C         Virginia    Electric    81   Pouor    Co         BO/03/2B         Ip 


— 80040402SO  Forwards    IE    Inap    Repts    50-280/79-65   '.   50-281/79-85   on 
791126-30   it   notice    of    violation 

LEW I Si R   C        Region  5,    Atlanta,    Reactor   Construction  b  Engineering 
Support   Branch        79/12/31        2pp 

— 8004040259  Notice    of   violation   from    insp    on   791124-30 

*      Region   ?..    Atlanta.    Office    of    the    Director        79/12/37         Ip 

— BOQ4040299    IE    Insp    Rapts    50-2BO/79-65   &   50-2S1/79-B5    on   791126-30 
Noncoinp 1 iance    noted    failure    to    follow   surveillance    test 
procedure   S    review  d   retain    instrument   callbr    procedures 
UPRIGHT, C    M         Region    3,     Atlanta,     Reactor   Operations    Nuclear    Supporl 
Branch         MOON,  B    T         Region    2,     Atlanta.     Office    of    the   Director 
79/12/27         7pp 

8004090358   Forwards    IE   Bulletin   90-03,     "Loss    of    Charcnal    From   Btd    Tyno 
1 1.  Two-Inch. Trag    Adsorber    Cells    "    Action    required 
O'REILLY.  J   P         Roglon    2,     Atlanta,     Office    of    the    Director         B0/02/0<b 

app 


— e0040103B7  Corrections  to  "Revised  Ropt  on  Reanalysis  of  Safety-Related 
Piping  8gs  " 

*  Virginia  Electric  &  Pouor  Co    BO/01/31    Bpp 

B00403Q124.  Forwards    corrected    pages    to    revised.     "Reanalqsis    of    Safety- 
Related   Piping    Sys    " 
SPENCER, W  C        Virginia   Electric    !,  Power   Co        8O/Q3/2B        Ip 

--8004030128   "Reanalusis    of    Safety-Related    Piping    Sgs."    corrected    pages 

*  Btnno   !i  Wsbster   Engineering    Corp        SO/03/38        Bpp 

8004010231    Application    for   amend    to   DPR-32  fc  DPR-37    Encl    proposed   Inch 
Spec    Change   B4    reflects    changes    to   Section   6  0. 
administrative    controls, re    organliation    of    nuclear 
operations   (,  maint    dept   &   nuclear    technical    svcs    dopt 
STALL1NQS.C   M        Virginia   Electric    (.  Power    Co         80/03/31        3pp 

— B004010236  Proposed    Tech    Spec    Change    B4    rcflectinn    changes    to   Section 
6  0, admini strati ve    controls. re    organization    of    nuclear 
operations   1  maint   dept   fc   nuclear    technical    BVCB    dept 

*  Virginia   Electric    &  Power   Co        BO/O3/31         13pp 

B004Q30234  Foruiards   addl    info    re    implementation    of    TMI-B  Lessons 
Learned    Task   Force    short-term  Category    A   requirements, based 
on  NF1C   onslte    review 
8YLVIA.H   R        Virginia   Electric    «-   Power    Co        BO/04/01        78pp 

0004210010  Forward*    request    for    addl    info    re    bypass    &   reset   of 
engineered    safety    features    for   review   of   containment    purging 
&   venting   Commitment   re    performance    of    containment   venting 
operations   meets    791022   position 
BCHHENCERi A        Operating    Reactors    Branch    1        BQ/04/OB        4pp 

B004140246    Informs    NRC    that   ERL-Narragansett    declines    to   review 
Mar    19BO  DEB   T4*k    Is    outside   area    of    eiportisp 
PRACERi J  C        Envlranmontal    Protectiah  Agency         BO/04/OB        tp 

60042203 IB  Discusses    options    for    disposal    of    reactor    coolant    pipe    from 
Unit    1    iteam   generator   replacement   Preferred    option    IB 
onilte   storage 
aYLVIA.B   R        Virginia   Electric    t,  Poiuer    Co        80/04/13        2pp 

8004300472  Foruiards    info   re    implementation    of   TMI    short-term  Category 
A  Lesiont   Learned   Requirements   Remaining    info   mill    be 
forwarded    al    later    date, 
SVLVIA,D  R        Virginia   Electric    t.  Power   Co        80/04/28        4pp 

Q      Inspection   reports,     IE  Bulletins   &.   correspondence- 

9004170079  Forwards    response    to    IE  Bulletin   79-17, Item   l,re    cracking    in 
stagnant    bora  ted    mater    sys    Review    Identified    tya   tun  1th 
potentially    contain   stagnant   Diygenatad    borated    water 
BTALLJNGS.C   rl        Virginia   Electric    (.  Power   Co        79/08/30        22pp 

B004040232  Ac k    receipt   of   BOO  129    Itr    informing   NRC    of    steps    t-afctn    to 
correct   violations   notod    In    IE    Insp    Repts    HO-280/79-65  fc 
SO-2B1/79-83 

LEWIB, R  C        Region   2,    Atlanta,    Reactor   OperationB    Nuclear   Support 
Branch         60/02/05         Ip 

—8004040242  Responds    to   NRC    791231    Itr    re   violations    noted    In    IE    Insp 
R«ptt   3Q-2BO/79-43  t   90-2S1/79-B3  Corrective    actions 
periodic    teit    steps   are   noui   signed    in    ink   &  revleued    bij 
mpirvisor   Correct    review   procedures    were    stressed 

M        Virginia   Electric   !<  Power   CD        80/01/25        3pp 


B001090366  Foruiards    IE    Insp    Repts    50-2BO/80-02  t,   50-381/00-04   on 
B00129-02O1    No    noncomp 1  lance    noted 

HRYANTiJ  C        Region   3,    Atlanta.    Reactor   Construction   fc  Engineering 
Support   Branch        80/02/21        3pp 

—8004090374    IE    Insp    Ropts    50-2BO/BO-02   (•    50-281/SO-04    on   800129-0201     Na 
nancamp 1  lance   noted   Major   areas    inspected    previous    Insp 
f ind ings, const    testing, review   of    quality    records,  primary    b 
secondary    hydrostatic    test   t  const    status 

HUNTiM  D        Region  2,    Atlanta,    Reactor   Construction  S<  Engineering 
Support   Branch,       U1LCOX,  J  D        Region   2,    Atlanta,     Office    of    the 
Director         BO/02/20         4pp 

8004O10-101    Responds    to    IE    Bulletin    79-17,  Revision    1,      "Pipe   Cracks    in 
Stagnant   Borated   Water    Sys    at   PUR   Plants    "   Na   adverse   plant 
conditions    re    Intergranular    stress    corrosion   cracking   uiere 
detected    No   mods    to   plant    or   operating    procedures    planned 
8TALLINOS,C    M         Virginia   Electric    &    Power    Co         BO/O2/27         2pp 

B00424040B  Foryards    IE   Innp    Repts    30-2BO/80-03  &   BO-2B1/BO-05    on 
8O0213-15   No    noncnmp 1 iance    noted 

LEWIB- R   C        Region   2,    Atlanta,    Reactor   Operations    Nuclear   Support 
Branch        BO/03/03       app 

-- B004240413    IE    Inap    RepU    30-2BO/BO-O3   t,    50-S81/80-03   on   B00213-13   No 
noncomp 1  lance   noted   Major    area    inspected    surveillance 
testing    program 

UPRIGHT,  C   M        Region   2,    Atlanta,    Reactor  Operations   Nuclear   Support 
Branch         MES91TT.B   R         Region   2,     Atlanta,     Office    of    the    Directnr 
BO/02/2B        4pp 

0004030270  Submits    interim  response    to    IE  Bulletin   79-27,     "Lo-ss    of 
Non-Class    IE    Instrumentation  d  Control    Power   Sys   Bus   During 
Operation    "   Operator    can    be    alerted    bo    loss    of    power   by 
combination    of   alarms   or    indications    from   equipment 
STALLIN08.C   M        Virginia   Electric    (.  Poiuer   Co        BO/O3/07        4pp 

Q004020027  Request*    eitentlon   until    end    of  May    to   respond    to    IE 
Bulletin   79-14   Tu/o    long-term   items    re    svt.   water    sys    outside 
containment  will    require   addl    analysis 
FEftOUSON,J  H        Virginia  Electric    t,  Power   Co        BO/03/18       2pp 

30040B0356  Submits    response    to    IE  Bulletin  79-011)   re    environ 
qualification    of   Class    IE   equipment   Requested    Master    list 
mill    be   ready    by   800419  Equipment    tost   repts    In   progress 
Review  of    facility    ivc    conditions    ready    by   800903 
8TALLINSB.C   M        Virginia  Electric    fc  Power  Co        BO/03/18        3pp 

0004150164  Forwards   response    to    IE   Bulletin  GO-03   re    charcoal    ad*orbor 
cells  North    Anna   charcoal    adsorber    cells    in   use    do   not   have 
potential    for    loss   of   charcoal    No    evidence    of    degraded 
cells    has    been   noted    during    recharging    at  Qurry 
STALLINOS.C   M        Virginia   Electric    t,   Poiuer  Co        BO/03/21        7pp 

9004240509  Responds    to    IE   Bulletin   79-17, Revision    1,     "Pipe  Crack  a    in 
Stagnant   Berated   Water   Bys    at   PUR   Plants    "    No   adverse   plant 
conditions   re    intergranular    stress    corrosion  cracking   mere 
detected    during    required   evaluations 
8TALLINQS.C   M        Virginia   Electric    &  Power  Co        BO/03/27        Spp 

8004150940  Foruiards    IE    Info  Notice   30-12.     "Instrument    Failure    Causes 
Opening   of   PORV  &  Block   Valve    "   No    specific    action    or 
response   necessary 

d'HEILLY.J  P        Region   2,    Atlanta,    Office    of    the   Director        BO/03/31 
2pp 

6004000652  Forward*    IE  Circular   80-05,     "Emergency   Diesel   Generator 
Lubricating    Oil    Addition  &   Onslte   Supply    "   No  written 
response   required 

O'REILLY!  J   P         Region    2,     Atlanta,     Office    of    the    Director         80/04/01 
2pp 
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B004I5O105   Forwards     IE    Info    Notice    60-13,      "OE   TEjpe    SBM   Control    Si4Jltchaa 
Detective   CAM   Followers    "    Ha    specific    action    or    response 
required 

Q'REILUV.J   P         Region    2.     Atlanta,     Office    of    the    Director         60/04/03 
2pp 


--BC040B04B6  LEH  80-Olfl/OlT-O  on  600320,  informed    by    Hisstinohouse 
incident    of   streu   corrosion  cracking    in   control    rod   support 
pint  &   fleiurei   noted    In    foreign   plant  Vendor    testing   & 
aiseisiriBnt    program   In   progress    Appropriate   action   planned 
HILBDN, J   L         Virginia   Electric    &   Power   Co         QQ/O4/Q2         2pp 


Q0042402S4    Forwards    IE     Inffo   Notice    30-14,     "Safety    Suogmtton*    From 
Enplogeet     "    No    action    required 
O'REtLLVjJ   P         Region    3,     Atlanta,     Of/lcn    of     the    Director         BO/04/02 


8004110333   Notification    of    BC0415-17    meeting    u/util     in    Hurry, VA    to 
discuss    iniarvite     fnsp    &    pump    £r    value     testing 
NEI-OHBQRS.  0        Operating    Reactors   Jl ranch    I         80/04/03        Spo 


5004250371   RO  unite  conducting    PT  S3    12, pump    1-FP-P2    In   fir*    protection 
sy*    failed    to  meet  acceptance    criteria    of  230  ft    at  2900 
gallons    per   minute  Cause   not    determined    Vendor   will 
participate    In    inig    Local     fire    ddpts    ui  11    supply    atsistance 
SVLVIH.B   R         Virginia    Electric    t,    Pouer    Co         60/04/22         Ip 

8004200612   Forwards   LEfil    BO-021/03L-0    t,    60-Q3a/03L-Q 

WILSON.J   L         Virginia   Electric    b    Poiuer    Co        SO/04/24         Ip 


0004180399   Forwards     IE   Circular    BO-07,      "Problem    H/HPCt    Turbinn    Oil 
Sy*    "    HQ  written    response    required 

O'REILLVrJ  P        Region   a,     Atlanta,    Office    of    the   Director        BO/04/03 
2pp 

B0042301QB   Forward!     IE   Bulletin    79-Q3A    "Long  'tud  inal    We-ld    Defects    In 
ASME    8A-31S,  Type    304   Stainless    Steel    Pipe     "    Action    required 
O'REILLY!  JP         Region    S.     Atlanta,     Office    of    the    Director         90/04/04 


S00"i25003i  Responds    to  80022i    Itr    re    status    of    imp    on    1  ou  pressure 
turbines   NBC    Issued    draft    EIS  re    proposed    repair    Final    EIS 
ulll    be    issued    soon    after    raquired    comment    period    end!    on 
BQ0305 
DEMTON,  H   R         Office    of   Nuclear    Reactor    Regulation         BO/04/04         3pP 

—  6004950041    Advise*     that    turbine     insp    originally    tcheduled    for    May.  is 
nau   underway    due    to   vibration*    eiperieneetf   prior    to 
shutdown  Completion   expected    bg    300310  Requests    that 
preparation    of   EIS   not    interfere   u/ga-nera  tor   replacement 
FEHOUSON,  J  H        Virginia   Electric    &  Po-war   Co        BO/OH/2i        Ip 


—8004280616  tER  BO-021/03L-0  on  80032:7,  during    performance   of    1-PT-39B-I. 
tnuibor    1 -UAPD-HSB-14B    discovered    u/lou   fluid     level    In 
reservoir    Cauied   by    fluid    leaking    out    through    reservoir    to 
block    tube    fitting   Bnubber   declared    inoperable 
WILSON.J  L        Virginia    Electric    fc  Power  Co        BQ/04/24        Spp 

-- 90043BO(.a&  LER  80-022/03L-O  on  600337,  during    performance   of    1-PT-39B-1. 
inubbera    l-RC-HSB-116   t    1-RC-HSS-I17   discovered    initalleiJ 
70   degrees    out   of   position  Cauaud    by    cnrrecttve   work 
performed    per    IE  Bulletin   79-14 
WILSON.  J  L        Virginia    Electric    (,  Poiuer  Co        BO/04/24       Sfp 


DOCKET    90-2B1    SURHV   POWER    STATION,     UNIT   2 

D     NRC    Draft/Final    Environmental    Statement!,    mppli   &  correspondence 

B0041304a?  Cammenti   on  DEB  ro    atoam    jenerfltor  repair   Proposed 
recommended    action   ha*  no    effect   on    transportation    *gir 
B*e«pt    in   event   traniport   of   haiardaui   matl    it   required 
COOPER,  S        Transportation,  Dapt    of        BO/Ot/Qa        Ip 


9001110476  f!e*ponds    to   NRC   B00314    Itr   re    violations    notsiJ    in    IE    Insp 
Repts    SO-?aO/aO-Ot    &    SO-2B1/BO-03   Corrective    actieni 
pertonnBl    instrutteil    to   utillis    only   manufacturer 
recommended    replacement    parti    &  proper    gactetl 
SYLVIA,  9  R        Virginia    Electric    S.  Foyer   Co        BQfQQ/07         If 

8004180401   Farwardi    [g  fiullatln   BQ-CB,     "Bum  of  Containment   Liner 
PanetratlOTi    Melds    "   Written   retponie   required 
O'REILLY,  J  P        Region  3,    Atlanta,    Office    of    the    Director        90/04/07 


8004100289  Forwards    rpaulti    of    steam   generator    imp    t   prs-vontive 
plugging    program  ripprox   ZS    IK    tubas    plugged    Editing 
analijili    by   Amend    99   to  License    DPR-  32  applicable    Approval 
ulll    be    requested    to   alJou   addl    ill   months    power    operation 
SYLVIA.  Q   Ft         Virginia    Electric    t-   Power    Co         QO/04/I5          ISpp 

3004290334   Responds    to    IE    Bulletin    79-13,  Revi  *  ion    2,     "Cracking     in 
Ferduiater  Piping   Sus    "   ND    nonconf  orrnanc  e*    idBntifled    in 
visual    eiam  of    feeilwater   pipe   supports    Welds    uilll    aa 
Inipecteii    during    refuailng    outage    Supersadai    800409   Itr 
SYLVIA.  B   H        Virginia   Electric    6   Pouer    Co        80/04/24        Hpp 


F     Seeurityi    inedicali    ertergeneij   A   fire    protection   plan* 

S004150041    Rmuetts   aildl    info    identified    in   enc  loiure.  for   reviviu   of 
revised   contingency  plan  Requests    response   uithln  iO  dayi 
Encl    ulthheltf    (ref    10CFR3  790) 
SCHUENCER.A        Operating    Reactors   Branch    1        80/02/29       3pp 

B00414O2SB  fits  ponds    to  NRC    requeit   at  800326  I  27  meeting    for    tmergency 
plans    revised    in   accordance    u/NUREQ-C-634   North   Anna 
emergency   plan  will    be   submitted   on   B00301   Surrg    plan  mill 
be    submitted    on  800602 
DAUM,  E  A       Virginia  Electric   fc  Power    Co        SO/O4/OB        Ip 

BOO  4  300072  Forwards    lutnmary    of  revieiu  by    element   number   for   upgraded 
emergency    plan    per  requirements   of   NUflEQ~OaS4v  Plan    should 
be    reviewed   per   new  elements  ft   revisions    provided    bu  B00616 
Op  tratinf  Reactors  Branch    1        BO/04/1  i,       lOpp 


6004220311   Foriu«rifs    fire   protection   project   status    summary   for    OL 
Amsnds    33  &  54  mods 
SYLVIA.B  B        Virginia  Electric    !.  Pouer   Co       BO/04/1B       2pp 


R      Periodic    operating    reports    E<  related   correspondenc i 


Adjodicatory    correspondsnce 


B00417024.I   Forward!   monthly   operating    repts    for    Mar    I960 

B         Virginia    Electric    6   Pouer    Co         BO/04/I4          Ip 


— 8004170244   Month lu   operating    rept«    for   Mar    19BO 

COSTELLD.Q  J        Virolnia  Electric   i    Pouter    Co        3D /O 4/02        42pp 

S      Reportable    occurrence*,    LERs    t    related    correspondence 

B00403026i  Forwards   LEB   BO-019/03L-0 

STALLINOS'C,  M        ViTjlnia   Electric    &  pouier   Co        BO/03/23         Ip 

04030270  LEft  80-01?/O3L-fr  on  B003O4, during    evaluation    of   veil    of 
ontamtnat«<f    drain    tanks    for    ire  rest  ing    tankage 
vailablliti),  error   uss    discovered    in    vols    belno   iis-ed   Caused 
V    level    indication    during    plant    con«t 
TEWART,  H  L        Virginia  Electric    L  Pou*i-   Co        80/03/26        3pp 

)90474   Foruiardi   LERs    80-014/017-0  *.  QO-OOS/Oir-O 
SON.J   W        Virginia    Electric    &  Pouer   Co        BO/04/02         Ip 

I40B04B2   LEfi  flO-008/Ol T~0  on   900330,  insp    of   containment    following 
•Vpe   A    liat   rate   revealed    fight    1/4    Inch    holder*    drilled 
hrougfi    containment    liner   Causad   by    improper    interpretation 
f    procedure    during    Design  Chang"    7B-4S  Repair    alann»J 
H.SDN,  J  L        Virginia    Electric    Si  Pouer   Co        60/0 4 /OH        3fp 


0004070O36  Forwaril*    order    lifting    su«peniion  of    facility   operation 
required  by   79O313  order    to    ahouj  cause 
DENTOM.II  R        Office  of  Nuclear   fieactor  Regulation        00/03/24        3pp, 

— 8004070063  Order    lifting    suspension   of    facility    operation  required    by 
790313  order-    to   thou  cause,  effective    immediately    All   mods 
to   correct   piping   tys   overitress    shall    be   completed   prior    to 
startup 
CASE.E  0        Office   of  Nuclear  Reactor   Regulation        00/03/26        3pp, 

— B004070066  Safety    evaluation    stating    that   condition!   of   770313   order   to 
shoiu  cause   have    been  met 
*      Office   of    Nuclear  Reactor  Regulation        BO/03/81        7pp. 

H      Oeneral   correspondence 

BQ04020400  Forwards  resumes    of    persons   holding   ravised    employment 
positions   resulting    from  800401    mgt    reorganiiation.  to   assist 
in  revieui   of   proposed    Tech   Spec    changes   Also   forwards    job 
descriptions   of    position!    info  withheld    (ref  Privacy   Act) 
STALLINGS,  C  H        Virginia  Electric   &   Punier   Co.      80/03/31        Ip 


I.    Financial    Information 


B0040I02A9  Foruarils  Annual   Repfc    1979 

BAUM.E  A       Virginia  Electric    4.  Power   Co 
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—8004010279  Annual    Rept    1979 

»      Virginia   Electric    &  Power   Cn        79/12/31        32pp 


J,     Insurant!!   &    indemnity    information 


BOQ430Q436   Confirms    B00425    telcon    granting    eitension    until    000915    to 
file    info    per    guarantee    requirements    set    forth    in 
Alternative    9   of   NJ1C   77O615    Itr    re    implementation    of   certain 
provisions    of    1973  amends    to   Price   Anderson  Act 
JOHNSON,"   D        Virginia   Electric   E.  Power    Co        80/04/35        Ip 

P      Operating    license    stage    documents   It    correspondence 

B004130E49  Notification    of    ACRS  Bubcomfni  ttee    on   Surry    Nuclear   Station 
B00123  meeting    'n  Wash  ing  ton. DC    to   continue   review   of    ateam 
generator   replacement    program 

HDVLEiJ  C        ACRS  -   Advisory    Committee    on   Reactor    Safeguards 
79/12/20        3pp 

B0041404B1    Responds    to   util    7909)4   answer    to   NRC    request    for    info   on 
reactor    coolant    pump    supports    Info    does    nob   resolve    concern 
re    integrity    components   made    of    high    strength    mar aging 
steel    Requests    Insp    of   all    maraglng    components 
SCHWENCER.A        Operating    Reactors   Oranch    1        BO/02/3B        2pp 

800403Q1GH  Forwards    "Nuclear   Data   Link    Specs. "    study    of   digital 
communication    sys    to    transmit    info    Prom    plants    to   Bethesda 
Operations   Ctr 
EIBENHUT,  D  0        Division   of   Operating    Reactors        00/03/12        Spp 


—8004030118    "Nuclear   Data    Link    Specs 
*      Division   of   Operating    Reactors 


80/02/21 


28pp 


B004230178  Forward i    Amends    SB   t,   97   to  Licenses   DPIt-33   t.  DPH-37, 
rispecttvely,  safety    evaluation  b  notice    of    issuance 
(.  availabilty 
StHWENCEH.A        Operating   Reactors   Branch    1         BO/03/21        2pp 

—8004230193  Amends    SB  fc   37    to  LUensel    DPFI-3B  b  DPR-37.  respectively 
changing    Tich    Bpacs    re    condition  uh  Ich    required    use    of 
temporary   containment  ft   ventilation    syi    for   all    cutting    h 
grinding    operations, 
BCHWENCERrA        Operating    Reactors   nranch    1        80/03/21        4pp 

— B004250204  Safety    evaluation    support! no" Amends    30  fc   97   to   License* 
DPR-32   S,  DPR-37, respectively 
»      Office   of   Nuclear  fi»actor   Regulation        BQ/03/21        Spp 

— -B0042B0212  Notice    of    issuance   (,  availabiltg    of   Amend!    98  t   97    to 
Licenses    DPR-32  (.  DPJ1-37   respectively 
BCHWENCER.A        Operating    Reactors   Branch    1        80/03/21        Spp, 


B004220318  Discusses    options    for   disposal    of    reactor    coolant   pipe    from 
Unit    1    steam    generator    replacement  Preferred    option    Is 
onslte   storage 
BVLVIA.B  R        Virginia  Electric    t   Power    Co        BO/04/1B        Spp 

BOO 430 047 2  Forwards    info    re    implementation   of   TMI    short-term  Category 
A  Lessons    Learned    Requirements   Remaining    Info  will    be 
forwarded    at    later    data 
SYLVIA.B   R        Virginia  Electric    &  Power    Co        60/04/33        4pp 

Q      Inspection  reports.     IE   Bulletins   d   correspondence 

8004170079  Forwards    response    to    IE   Bulletin  79-17,  Item   l,re    cracking    in 
stagnant    borated    water    sys    Review    identified    ays   uihich 
potentially    contain    stagnant    oxygenated    borated    water 
STALLINQS.C  M        Virginia   Electric   &  Pouier  Co        79/09/30       23pp 

79092B0009  Reiponds    to    IE   Bulletin   79-13,     "Cracking    in  Feeduiater 
Piping   Sys    "    Unit   S   ueld    insps   are    approi    25X   complete 
8TEWART.W  L        Virginia    Electric    (.  Power   Co        79/09/05        Ip 

S00404023S  Acl    receipt    of    800125    Itr    informing   NRC   of    stepi    taken    to 
correct   violations    noted    in    IE    Insp    Ropts    50-28O/79-65  t 
5O-281/79-83 

LEWIS,  F!   C        Region   2.    Atlanta,    Reactor   Operations   Nuclear   Support 
Branch        80/02/09         Ip 

— B004040242  Responds    to   NRC   791331    Itr    re   violations    noted    in    IE    Insp 
Repts    50-2SO/79-&5    It    5O-381/79-B9    Corrective    actions 
periodic    test    stapi    are   now  signed    in    ink    tc  reviewed    by 
supervisor   Correct    review   procedures    uiero    itressed 
BTALLINOB.C   H        Virginia   Electric    «,  Power  Co        BO/O1/23        3pp 

— B0040402SO  Forward*    IE    Insp   Repts    90-280/79-65  6   50-281/79-B5   on 
791136-30  i.   notice    of    violation 

LEWIB.R   C        Region   2,     Atlanta,    Reactor   Construction  U  Engineering 
Support   Branch,       79/12/31        2pp 

— B0040402S9  Notice    of    violation    from    Insp    on  791126-30 

*      Region  2,    Atlanta,     Office    of    the   Director        79/12/27        Ip 

— 80040402B9   IE    Insp    fiapts   30-2BO/79-65  t>   50-2B1/79-85   on  791126-30 
Noncomp 1  lance   noted    failure    to   follow  surveillance    test 
procedure   fc  review  *    retain    instrument   calibr   procedures 
UPRIGHT,  C   M        Region   3.    Atlanta,    Reactor  Operations   Nuclear   Support 
Branch        HODN,  B   T        flogion  2,    Atlanta,    Office    of    the  Director 
79/12/27        7pp 

0004090358  Forwards    IE   Bulletin  80-03.     "Loss    of  Charcoal    From  Std    Type 
1 1,  Two-Inch,  Tray   Adsorber   Cells    "    Action   required 

O'REILLV.JP        Region   2,    Atlanta,    Office   of    the   Director        80/02/06 
2pp 


8004010231    Application   for    amend    to   DPR-32    t.  DPft-37   End    proposed    Tech 
Spec   Change  04  reflocti    changes    to  Section   6  0, 
administrative    contrail, re    organliatlon    of    nuclear 
operation*    tt  malnt    dept   b  nuclear    technical    svcs    dipt 
STALLINOB,  C,  M,       Virginia   Elictric    &  Pouier   Co,       BO/03/31        3pp 


B004090366  Forwards    IE    Insp   Repts   SO-2BO/BO-02  d   50-2B1/80-04   on 
800127-0301   No   noncomp 1 1 ance   noted 
BRYANT,  J  C        Region   S.    Atlanta,    Reactor   Construction   b  Engineering 


— BOO 40 10236  Propoied   Tich    Spec    Change   B4  reflecting    changes    to   Section 
6  Oi  administrative   contmli ,  re   organiiatlon    of    nuclear 
operations   &  maint   dept   d  nucliar    technical    svcs    dept 
«      Viroini*  Electric    t  Power    Co        80/03/31         13pp 

B004030234   Forwards   addl    info   re    implementation   at    THI-2  Lessons 
Learned    Task   Force    short-term  Category    A    requiremtnts, based 
on  NRC    onslte   review, 
SYLvIArP.R        Virginia   Elictric    &  Power    Co        80/04/01.       7Bpp, 

8004210010  Foruiards    request    for    addl    Info    re    bypass    b  reset    of 
engineered    safety    features    for    review    of    containment    purging 
It  venting.  Commitment   re   performance   of    containment   venting 
ppirations    meet*   791022   position, 
6CHHENCER.A,       Operating   Reactors   Branch    1         BO/04/02        4pp. 

B004I40B19  Forwards    "R»pt   on   Reanalysls    of    Safety-Related   Piping    Si|«,  " 
Revision    1    re  800222   request    for   startup    of    facility. 
Incorporate*  B00321    commitment    to    complete    installation   of 
modi   re    order    to    show   cause    prior    to   ctartup, 
SPENCER, M  C        Virginia   Electric   h  Power   Co.       BO/04/11,       Ip. 


—0004140224    "Rept   on  Reanalysls    of   Safety-Related    Piping   Syi,"   R 
1 

*      Ebasco   Birvlces,     Inc.     (subs,     of   Ensarch   Corp.)         BO/04/11, 
B4pp 


DOCKETED  ITEMS 


B0040B03SA  Submits   respc-nso    to    IE   Bulletin   79-0-1B   re    environ 
qualification    of   Class    IE    equipment   Requested    Master    tilt 
ulll    be    ready    by    800415  Equipment    Best    repts    in   progress 
Review  of    facility    svc    conditions    ready    by   E00903 
STftLLIrJQBiC   M        Virginia   Electric    4,  Power  Co        BO/03/18        3pp 


— 3004080493  LEU  BO-Q02/01 T-0  on   000330.  imp   at    containment    following 
Type  A    leak    rate   revealed    eight    I/A    Inch    holders   drilled 
through    containment    liner   Caused   bu,    improper    interpretation 
of    procedure   during   Design  Change   73-46  Repair   planned 
WILSON,  J   L         Virginia    Electric    &   Power    Co         8O/04/Q2         Zpp 


B0041S-OJ64    Far  ward*   response    to    IE   Bulletin  90-03  re   charcoal    adsorber 
celli    Hgrth    Anna    charcoal    adsorber    cells    in   on    do   not    hav* 
potential    tar    Ion    of    charcoal    No    evidence   of    degraded 
cell*    has    been   noted    during    recharging    at    Burrq 
SrALLlNGSjC    11         Virginia    Electric    t    Power    Co         aO/03/21          7pp 


9004350371    RD  while  conducting  PT  29    12.  pomp    i-FP-PS   in   fir*    protection 
tyi   /ailed    to   meet  acceptance    criteria  of  250   ft   at  2SQO 
gallon*   par  minute  Cause    not   determined  Vendor   ulll 
participate    in    imp   Local    Fire    dept*    ulll    mpply   assistance 
SVLvIA.B   R        Virginia   Electric    &  Power  CD        80/04/22        Ip 


8004340909  FUsponifi    to    IE   Bulletin   79-I7,  Revi  slon    1,     "Pipe  Craclil    in 
Stagnant   Derated   Water   Sjs   at    PWR   Plants,"    Wn   adverse   fl  lant 
condition*   re    Inter  granular   stress    corrosion   cracllng   were 
ditetto-d    during    required    evaluation! 
STALLIN3S,C    M        Virginia    Electric    &  Power  Co        90/03/27        Spp 

6004150540  Forwards    IE    Into    Notice    BO-  12.     "Instrument    Failum   Cauie* 
Opening    of   POflV  ti  Block   Valve    "    No    specific    action    or 
refpaniB    neceisarg 
O'flEILC.Y,J  P        Region    a.    Atlanta.     Office    of    the   Director        BO/03/31 


BQQ409O692  Fnriuarils    IE   Circular    SO  -05,     "Emergency    Dienl    OEnerator 
Lubricating    Oil    Addition  &   Dntite    Supplg    "   No  written 
reipOTtie   required 

O'REILLY.  J    P         Region   3,     Atlanta,     Office    o*    the    Director         80/04/01 
2pn 

B004130103  Forwards    IE    In-fo    Notice  QO-13.     "(JE  Type    SBM  Control    Switch* 
Defective   CAM  Follouiers    "    No    specific    action    or    ravponi* 
required 

O'REILLY,  J  P        Region  3.    Atlanta,    Office    of    the   Director        BO/04/03 
3pp 

BOO  4  24  02  B  4   Foruixrdg    IE    Info  Notice    BO-14,     "SaFeby   Sugje.tion*   From 
Employees     "    Nu    action    required 

O'fieiLLY,  J  P        Reglan    3,     Atlanta,     Office   of    the   Dlrtctor        SO/04/03 
2pp 


DOCKET  SO-3BS  PRAIRIE   ISLAND   NUCLEAR   STATION,    UNIT    1 
F      Security,     medical'    *m«rgancu   t   fire    protection   plant 

BOO 4 OB 022 3   Submit*   revlted    schedule    fur    implementing    fire   protection 
mod* 
HAVER,  L  D        Northern   States    Power    Co        00/03/31        2pp 

3004170096  Foruardi    "Evacuation   Time    Ettimato,  "    from  areai    near 
nuclear   generating   plant,  in    reiponie    to  NRC   791129  requeit 
HAVER,  L  a        Northern   Statei    Pouer    Co        30/04/10        Ip 


— B004l7005fl    "Evacuation  Time    Ettimatet    " 

»     Northern  Btatei  Power    Co        BO/04/30        IBpp 


correipondancB 


SO&4K300BB  Requvit   for   hearing    and   petition   to    Intervene   re    ipent   fuel 
pool   mod   Licenie  amend    ihould   not    be    timed   until    State   at 
KH  admin i«lratlve   proceedin<gi   are    comgileteil   re    llcanie* 
applicatlori    for  certificate    of   need   Si   environ   evaluation 
BCHECHAL.M  E  ,    OLSON,  J  F        Minnesota,    State   of        60/03/31         9pp 

6004230100  Notice   of   appgamnce    In   proceeding 

SEWECHAL.M  E  ,    OLSON,  J  P        Minneiota,    StJte   of        60/03/31         Zpp 


3004110333  Notification    of   600415-17   meeting    u/util    in    Burrij.Vft    to 
rfiicun    iniervjce    Imp    i:  pump    t<  valve    teitlng 
NEIOHBOF1S.  D        Operating    Reactor*   Branch    1        80/04  /OP        2pp 

6004100299  Foruardt    IE  Circular    80-07,     "Problem*   W/HPCJ    Turbine    ail 
By*   "   Ho   written   rfsponit    required. 

O'REILLYS  p        Region  2,     Atlanta.    Offio   of    che    IHrtctor-        BO/04/O3 
2pp 

B004330103  Forwards    I£  Bullstin   7T-03A    "Long  i  tudinfl  1    Wald    Difectf    in 
ASME  BA-312.  Type   304    SGainleas   Steel    Pipe    "    Action    required 
O'REILLV.J  P        fieoion    2,     Atlanta,    Office    of    cite   Director        BO/€4/Ot. 


H     Oatieral   c etrretpondenee 


90012B0037  Diicuitu   NRC    Intcrvenor   funding    In  ratponie   to  S0030S   Itr. 
Gomminion    decided    not    to    Initiate    program   to   provide 
funding    in    1976    In&ervenor    funding    li    being   ttudied  Again   fc 
futidi   for    pilot   program  hav«    been   requested    for  FVS1 
CHHISTENBURY,  E       Hearing  i    Divliinn        80/04/05        Ip 

—  0004360043   Request*    info   on    aval  lab  1  1  1  tn   af  govt    financial    aid    for 
intervenori    In   facility    ipent    fuel    (toragt   llcente  amend 
proceeding 
FIELD  SETH.  H       Affiliation    UjUnou/n.      SO/03/05        Ip 


800411047B  fleiponds    to   NRC   B00314    Ur   r*    vlolatlani    not»d    in    IE    Imp 
Reott    SO-aao/BO-01   Si   SO-2B1/BO-03   Corrective   action* 
pvrionnal    ins  true  tod    to    utJlire    onlij   nanufacturer 
recommonifed    rep  1-ac  eitient    parti    t*  proper    gaikett 
BVLvIft.B  R        Virginia   Electric    !.  Pouer   Co        BO/04/07         Ip. 


P,    Operating    license    stage    document*   &  correspondence 

3004110920  Fo>ru«rd«  FR  notice    of   propoted    iisuince   of   amtnd    to   License* 
BPR-42  ft  DPR  -40  re    ipent    fuel    storage   capacltg 
8CHHENCEn,A,       Opurntlng   Reactors    Branch    1,      60  /OS/SB       Spp 


80Q41B0401   Forwards    IE  Bulletin   BO-Qfl,     "Euajii  of  Containment  Liner 
Penetration    Melds    "    Writtan   re<pon«e    required 

O'REILLY,  J.P        Region   3<    Atlanta,    Office   at    the   Director-        60/04/07, 
Epp 

8004270334    Responds    to    IE  Bulletin    79-13.  Bevi s ion  2.     "Cracking    in 
Feeduattr  Piping   Sui    "   Ho    nonconf orma-nc ea    identified    In 
visual    exam   flf    Feedurater   pipe   supports    Molds    will    be 
inspected   during    refueling    outage    Supersede!    9004 OB    Itr 
SVLvlft-B   R        Virginia    Electric   &  .Power  Co        60/04/24        Spp 

Periodic    operating    reports   &  related    correspondence 

04170241   Forward*   montlilu    aperatlng    rept-s    for   M»r    19BO 
SVLVlAiR.  B        Virginia  Electric    k  Pomer  Co        BC?/04/lq         Ip 

—  8004170244  Month  in    operating    repts    for   Mar    1980. 

CDSTELLOiO  J        Virginia    Electric    t  J>ower    Co        8-0/04/02        ISpp 


— S004I10524  Notice  o*  proposed    issuance    of  amend    to   Lictnie*    DPR-42  t 
DPR -60  re    spent  fuel    storage   capacity 
QCHWENCER.A       Operating    Reactori   Branch    1        BO/02/EB        4pp 

B004O20070  Forwards  Amends   41    fc  35    to   License*  DPR-4a  &  DPR-60, 
respectively    t  notice   of    Issuance  &   avelUbillty      , 
SCKMENCERiA,       Operating    Reactors    Branch    1        80/02/39       4pp 

—8001020073  Amend    41    to  Llcenie   DPR-42  reviling   App    B   Tech    Specs   by 
changing   requirement   re   blowdourn    floin   over    190   cfs   to  annual 
•(<   Pish    impingement:   tamp  ling    frequency    to   once    every    tuo 
uhs 
ECHWEfJCERrrt        Operating  Reactors    Branch    1        aO/OS/29       2pp 

—3004020075  Amend   35   to  1- leans*    DPR-&O  changing   App   B  Tech   Specs    by 
revising   requested   requirement  re   b  loud  own   flou   over    150  cfs 
to    annual    &    fish    impingement    lampling    fr*i|uencv    to   once 
every    tuo   uiks   Tech   Spec   replacement   page*   end. 
8CHWENCER,A       Operating   Reactors   Branch    1        SO/02/29       Bpp 


tiactric   i  Power   Co        BO-/04/02        Ip, 


— 9004020079  Notice    of    issuance    &  availability   of  Amends  41   &   39   to 
License  DPR-42  t  BPfi-iO,  respectively, 
BCHW£NCER,A       Operating   R*actor«   Branch    1        80/02/29       9pp. 

8004030102  Forwards    "Nuclear    Data  Link    Specs,"    ttudy    of   digital 
comntunic*tlon    sys    to    transmit    Info   from   plants    to   Btthetda 
Operations   Ctr. 
EISENHUT,  D  0.       Division    of  Operating    Reactors        80/03/12        Spp. 


DOCKETED  ITEMS 


89 


--B00403011B   "Nuclear   Data  Lin*    Spues 
*      Division    of   Operating    Reactors 


aePP 


0Q0407Q378  Forwards  operating  instructions  &•  characteristics  at  NHC 
health  physics  telephone  network  Purpose  of  network  is 
transmission  of  health  physics  Info  during  Incident  or 
abnormal  occurrence  at  facility 

KEPPLER.J  S    Region  3.  Chicago,  Office  of  the  Diroctnr    80/03/1? 
Bpp 

8004100183  Requests  controlled  set  of  PttlDs  for  each  plant  Submittal 
should  be  forwarded  to  attention  af  Ration  3  incident 
response  ctr  within  30  days 

KEPPLERiJ  0   Region  3.  Chicago.  Office  of  the  Director    BO/O3/20 
IP 

9004100486  Summary  of  000221  tele  an  w/util  re  statue  of  NUHEO-Q578 
implementation  Items  ra quiring  addl  clarification  subcaoling 
meter  &  backup  procedures  used  to  determine  subcooling  & 
use  of  CRTs  not  having  seismic  qualifications 
GROTeNHUIB.M    Operating  Reactors  Oranth  1    00/03/31    Spp 

B004140099  Summary  of  800331  meeting  u/util  in  flethesda,  Ml>  re  fuel  pool 
eipansion  proposed  by  util  on  000131  Addl  info  re  unresolved 
questions  uilll  be  transmitted  by  utll  cncl  list  of 
attendees 
GHDTENHU1B,M    Clpeiating  Reactor;  Branch  1    BO/03/31    3pp 

BOOAS10023  Advises  that  781123  application  to  amend  Licences  DPR-42 
t>  DPR-60  IB  pro  forma  &  administrative  in  nature,  p  lac  ing 
Unit  1  in  Class  II  fee  category  Hefund  for  Class  III 
overpayment  mill  be  processed 
MILLER, W  O   License  Fee  Management  Branch   BO/O4/03    Ip 

BOM 150337  Forwards  addl  Info  re  Implementation  of  short-term  Uesaons 
Learned  Task  Force  recommend at  ions 
HAVER.  L  0   Northern  States  Pouter  Co   SO/O4/I1    17pp 

B004'1804i4  Forwards  proprietary  6  nonpropr i etary  versions  of 
"Structural  Analysis  of  RCB  for  Postulated  LtlCAi  " 
preliminary  issue  Applications  for  withholding  end 
Proprietary  version  withheld  (ref  10CFR2  770) 
ANDERSON, T  M   Westinghouse  Electric  Corp    80/04/11    llpp 

— 8004100475  Nonpropr  letary  version  of  "Structural  Analysis  of  RCE  for 
Postulated  UO.CA. "  preliminary  IISUH 

*   Westinghouse  Electric  Corp  -  Nuclear  Energy  Systems   BO/03/29 
lOOpp 

0004100341  Forwards  Dffsito  Dose  Calculation  Manual, Revision  1 
MAYER. L  0   Northern  States  Power  Co    SO/Ofl/13    Ip 


8004100143  Forwards  IE  Info  Notice  BO-OB-  "States  Co  Sliding  Link 
Electrical  Terminal  Block  "  No  specific  action  or  response 
required 

KEPPLER.J  0   Region  3,  Chicago,  Office  of  the  Director   80/03/07 
IP 

0004040456  Responds  to  IE  Bulletin  79-01B,  "Environ  Qual  i  f  icati  nn  of 
Class  IE  Equipment  "  Delay  until  60031')  approved  by  J  Hughes 
in  800239  telcon  Evaluates  compnnents  Ei  sys  qualification 
for  eipected  operational  conditions 
GILBERTS,  D  E    Northern  States  Power  Co    80/03/13    4pp 

8004100067  Ack  receipt  of  00032"?  Itr  informing  NRC  of  steps  taken  to 
correct  violations  noted  in  IE  Insp  Repts  50-2Q2/79-32  t. 
SO-306/79-26 

DAVIS.A  B    Region  3.  Chicago,  Tuel  Facility  &  Materials  Safety 
Branch   80/03/20   Ip 

--8004100070  Responds  to  NRC  800207  Itr  re  violations  nnted  in  IE  Insp 
flepts  50-2B2/79-39  5<  50-306/79-26  Discusses  collection  of 
Xe-133  gas  samples  w/lou  level  gaa  headers 
01LDERTS,  D  E    Northern  States  Power  Co    SO/O2/39    3pp 

8004160013  Responds  to  IE  Bulletin  80-03  re  loss  of  charcoal  from  std 
adsorber  cells  Visual  Insp  of  charcoal  filters  installed 
revealed  no  degradation  or  sagging  Detailed  visual  insp  of 
each  filter  performed  annually 
GILBERTS,  D  E    Northern  States  Power  Co    30/03/24    2ft 

80041901B4  Forwards  IE  Info  Notice  80-12.  "Instrument  Failure  Causes 
Opening  of  PORV  tt  Block  Valve  "  Na  specific  action  or 
reap  on  so  necessary 

KEPPUER.JG    Region  3,  Chicago,  Office  of  the  Director    80/03/31 
IP 

80040B0719  Forwards  IE  Circular  BO-OS.  "Emergency  Diesel  Generator 
Lubricating  Oil  Addition  (•  Onsite  Supply  "  No  written 
response  required 
KEPPLER.J  0   Region  3,  Chicago,  Office  of  the  Dlmctor   BO/04/01 


S0041500B2  Forwards  IE  Info  Notice  60-13.  "QE  Type  BBM  Control  Suitchea 
Defective  CAM  Followers  "  No  specific  action  or  response 
requ  ired 

KEPPLER.J  Q    Region  3,  Chicago,  Office  of  the  Director    80/04/O2 
Ip 

B00418005S  Forwards  attachments  to  IE  Circular  0O-03,  "Protection  From 
Tonic  Oat  Haiarda,  "  inadvortent  ly  omitted  from  BOO306 
transmi  ttal 
KEPPLER.J  0   Region  3,  Chicago,  Office  of  the  Director   BO/04/02 


— G004180342  Dffsite  Dose  Calculation  Manua 1 , Revision  1 
»  Northern  Btatoa  Poumr  Co   80/04/30    IBOpp 

B004BB0347  Requests  NRC  review  of  proposed  implementation  of  short-term 
Lesions  Learned  Task  Force  recommendations  re  Item  S  1  6  i>, 
"Plant  Shielding  Review."  Item  2  1  9.  "Roactor  Vessel  Head 
Vent."  &  Item  S  S  36,  "Oniita  Technical  Support  Ctr  " 
MAYERiL  D   Northern  States  Poyer  Co    0O/04/3S    Ip 

0  Inipection  reports.  IE  Bulletins  tt  correspondence 

B004100S69  Forwards  IE  losp  Ropts  30-283/60-01  fc  30-306/00-01  on 
800102-31  k  notice  of  violation 

HEISJiMAN,  R  F   Region  3i  Chicago,  Reactor  Operations  Nuclear  Support 
Branch    80/03/03   2pp 


-900410QS83  Notice  of  violation  from  insp  on  800102-31 

x  Region  3.  Chicago.  Office  of  the  Director   80/03/53 


2pp 


80Q422O14B  Forwards  IE  Info  Notice  00-14,  "Safety  Suggestions  From 
Employees  "  Mo  action  required 
KEPPLER.J  0   Region  3,  Chicago.  Office  of  the  Director   BO/04/O2 


B00422037B  FormardE  IE  Circular  SO-07,  "Problems  W/HPCI  Turbine  Oil 
Sys  "  No  written  response  required 

KEPPLCR.  J  G   Region  3.  Chicago,  Office  of  the  Director   80/04/03 
IP 

B004230297  Foruiarda  IE  Bulletin  79-03A,  "Longitudinal  Hold  Defects  In 
AS  HE  SA-312,  Type  304  Stainless  Steel  pipe  "  Action  required 
KEPPLER.J  0   Region  3,  Chicago,  Office  of  the  Director   80/04/07 


B0042200-V7  Forwards  IE  Bulletin  80-08.  "Eiam  of  Containment  Liner 
Penetration  Welds  "  Written  response  required 

KEPPLER.J  0   Region  3,  Chicago.  Office  of  the  Director,   BO/O4/09 
Ip 


— H004.10Q290  IE  Inap  ReptS  50-2B2/BO-01  &  SO-304/flO-Ol  on  S00102-31 
Noncompliance  noted  containraent  spray  additive  tank 
Isolated  from  containment  spray  sus  &  failure  to  follou 
operating  procedurE, 

FEIERABEND,  C,  D  ,  BOVD,  D  C   Region  3,  Chicago,  Office  of  the 
Director   80/02/2H   <?pp 

B00407005S  Responds  to  IE  Bulletin  79-17,  Revision  i,  "Pipe  Cracks  In 
Stagnant  Darated  Mater  Sys  at  PWR  Plants  "  Required  visual 
Imp  completed  on  Unit  I  In  Feb  I960  No  corrective  actions 
nicisiary, 
GILBERTS, D  E    Northern  States  Power  CD    80/03/07    Ip 


80042304BO  Forward.*  Revision  4  to  "ASMS  Code  XI  Inservice  Insp  d 
Tasting  Program  &•  Info  Required  for  NRC  Review  Of  Requests 
for  Relief  from  ASME  Code  Section  XI  Requirements  " 
HAVER,  L  D   Northern  States  Poiuer  Co   BO/04/17   Hpp 

— B0042304S7  Revision  4  to  "ASME  Code  XI  Inservice  Inflp  d  Testing  Program 
tt  Info  Required  for  NRC  Review  of  Requests  for  Relief  from 
ASME  Code  Section  KI  Requirements  " 
»   Northern  States  Power  Co   80/04/17   35pp 

R  Periodic  operating  reports  &  related  correspondence 


8004070210  Responds  Lo  IE  Bulletin  79-27  outlining  conclusions  Fran 
invastigat ion  of  Instrument  busts  Design  change  initiated  to 
replace  instrument  Inverters  w/lnvertera  capable  of 
automatic  transfer  to  alternate  ac 
GILBERTS, D  E   Northern  States  Power  Co    80/03/07   2pp 


8004140339  Forwards  monthly  operating  rept  for  Mar  1980 
MAYER, L  0   Northern  States  Power  Co   60/04/10   Ip 
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— 80041403^4    Monthly    -operating    i-ept    for    Mar    199O 

HJNSTABi  A   A         Northern    Statsa    Power    Co         BO/04/01         Bpj> 


S      fteportable    occurrences.     LEFIs   It    related    correspond  ence 


8004220561    Respond!    to   NRC    BOQ3S7    request    bg    providing    info 
implementation    of  Leisons   Learned    Task    Farce    item  r« 
automatic    initiation   of   auiiliarij    Feeduater   sys   Control 
grade   *ys    complying   iii/requIrements    haa    ttet-n    Installed 
JQNE9iU   C         Omaha   Public    Pouer    District         80/04/08        3pp 


8004080478   Forwards    updated    LEP.    79-03D/O3X-3 

MAYER.  L  O        Nortrtnrn  States   Power   Co        60/04/03 


--B0040B04B4    Updated   LER   79-D30/03X-3   an    791121 .  dur 1 na    imp    per    IE 
Bulletins    79-14   6   71-02,  1 110    snubbors     in    cooling    uater    us 
found    installed:    incorrectly    £    Five   h.anger>    Found    tSaaaset    or 
in    violation    Df    safety    pequl remenfcs    Insp   ongoing 
HUNSTAD.A   A        northern   States    Pouier   CD        BO/04/03        Ip 

BO04140t3S  Forwards    LER   BO-009/O3L-0 

MAYEfl.L   0         Northern   States    Power    Co         BO/04/0?         Ip 

—  BQ04I404.4O   LER  BO -009/03 L-0   on    B0031  Oi  durl  ng    normal    operat  Ion.  niic  lear 
power   range    channel    IN44   was    inoperable    for    se-veral    minutes 
Caused    bu     latch-up    of    high    voltage    pouer    supply    due    to    spike 
on   ijtlloiu    Instrument    bus   Fuses   unre    i-emovod  4   reset 
HUFJSTAD,  A    A         Northern    States    Poiuar    Cn         90/04/09         Ip 


B0041S05B7  F 
HAVER.t   0 


Twards    LER   BO-01O/Q3L-0 
North«rn  States   Power   Co 


60/04X10        Ip 


— ao04ISOi03  LER   eO-0!0/03L-0   on  a0031  1,  during    surveillance   teit, 
containmont    isolation  valve    11    opened    at   0   57  fti   Caused    bi; 
apparent   drift    in   Barton    Model    288ri   dffferentidl    prenure 
suiltch    Setpoint    arfjuitBd    ti  valve  retested    BitJif actori  1  ij 
HUfJSTAD.  A   A        NorthErn  Sfcatos    Pousr   Co        BO/04/10        Ip 


90042303SH   Foruiflrds    updated   LER  SO-010/03U-1 

HAYEfl.L  D        Northern    States    Pouer    Co        80/04/17 


— BOO4230359  Updated   LGR    BO-O10/03L-1      "cause   code"  &    "component 
manufac turar"    corrected 

, A   A        Northern   States   Pouer  Co        80/04/17         IP 


DOCKET    50-2H5    FORT    CALHOUN   STATION,     UNIT    1 

P      Operating    license    stage    dgcjvments   Si  correspondence 

£004030275  DUcuiset    NRC   B00307   sit*    visit    to  revieu    imp  lamttn  t  at  ion 
of   Catfjori)    A  Letiona   Learned    requirements    Addl    Ilceniee 
at t io-n/diicussiori    it   necessary    by   800314  Rsuwnt    for    addl 
Info    encB 
REID.R    H         Ope-ratir-C-    Reactor*    Branch    4         SO/03/10         If 

OOQ40301Q3  Forwards    "Nuclear    Data    Link    Specs."    study    of    digital 
communication    sys    to   transmit    Info    from  planCi   to   Bathtida 
Operations   Ctr 
EISENHUT,  D   0         Division    of    Operating    Reactor*         80/03/13         Spa 


B001240S3i  ftc fc   receipt   of   B0021 1    Itr    by    forwarding    rEiponso    to   J  Web»r 
B00311    nuestloni   re   paiuer   rating 
REIDiR    W         Operating    Raactors    Branch    4         BO/04/09         Bpp 

B0043800'10  Poriuards   Amend    47   to  License    DPR-40,  *afetg    evaluation  & 
notice    of    issuance    i  auai lab  1 1 i tU 
SEID,R    H         Operating   Roactors    Branch    4         BO/O4/11         2pp 

— 8Q042B0044    Amend   47   to    Licenie  DPR-40i  (hang  ing    Tech   9p»cs    to    be 
consistent  u/Cgcle  6    fuel    reload    analysis   &   reviling    coolant 
9(jB    heatup    t   cooldoun 
OAM«H-L,W  P        Operating   Reactors    Branch   4        BO/04/11        Slpp 

— B004EB004b   Safety   evaluation   supporting   Amend   47    to  License    DPR-40 
a     Operating  Ra act or 4   Branch   4        GO/04/11        2Spp 

— B004EB0047   Notice   of    issuance  b   availability    of   Amend   47    to    Licenii 
DPR-40 
REtB,  H  W        OperatinD    Reactort    Branch    4       30/04/11        2pp 

Q      Inipeetion    raports.    IE  Bulletins   &    carraipondence 

S00404025S  Foruarda    IE   Insp   Rept   SO-aBS/BO-Oi    on   BD0114-17  No 
noncomp 1 iance  noted 

MClDBEWpG  u        Region   4,    Dallas,    Reactor   Operations   Nuclear    Support 
Branch        BO/03/05       Spp 

—-8004040262    IE    Insp   Rept   50-285/80-01    on  B00114-17  Ma   noncomp 1  lance 
noted  Major   areas    inspected   plant    operations   b   prerefuel ing 
activities 

KELLEV,0  L   .    WE8TERHAN,  T  F       Region   4.    Dallas,    Office    of    the 
Director        BO/02/04        4pp 

8004080&91  Foruiards    I£    Insp   Rept   50-2B5/BO-02  on   B0012B-OE01    No 
noncoinpliance  notnd 

K ADS EN i  0  L        Rug  ion   4,    Dallasi    Reactor    Operations   Nuclear    Support 
Braticn       80/03/14       Spp 

—6004080696    IE    Insp  Rept   50-235/30-02  an   000126-0201   No  noncomp  1  i*nci 
noted    Major   areas    inspected    second    periodic    containment 
integrated    leab   rate    test 

HEBTEHMAN,  T  F   .    KELLEY, D  L   ,    HALL, R   E        Region   4i    Dillasi     Office   of 
the   Director         80/08/13         4pp 

8004asoOBi  Forwards  rasponso    to    IE   Bulletin  79-27.     "Loss    of   Non-Clas* 
IE    Instrumentation  k  Contra!   Power  Bgs   Dug   During 
Operation   "    nased   on   utll    review,  adequate    Indication  fc 
annunciation   available    to    Identify    bus    failure 
JOHES, H  C        Omaha  Public   Pouer  District        80/02/21        App 


B004140021    Foruarili  response    to    Items    1,2,3  I.   5   of    IE  Dullitln    79-018 
Chart  of    svc    condition  profit**  V  master    Itst   of   Class    IE 
components   mqulred    to    function  under   accident   conditions 
encl 
JONES,  U  C        Omaha  Public   Pnuer  District,       BO/03/03,      20Qpp 


0004070033  Forwards    IE   Imp   Rept   30-2B5/SO-09   on   000212-15.  No 
noncompl  lance   noted 

MADSENiO  L        Region   4,    Dallas.    Reactor  Operations   Nuclear   Support 
Branch,      80/03/19       Sff 


—8004070036   IE   Imp  Bepfc    3O-2B3/QO-03    on   800213-13  No  noncomp  I  lance 
noted  Major   araai    Inspected    revieu    of    security    p  lam  nhu,«  leal 
barriers.  I  Ightlng  t>  alarm  stations,  Details   iiiithheld 
(10CFB8  770) 

CALDWELL.R   A  ,    EVANS,  C   A       Region   4.    Dallas,    Office   of    the 
Director        MAD3EN.G  L        Region   A,    Dallas,    Reactor  Operations 
Nuel*»r  Support  Branch        80/03/19        Bpp, 

B004U04B0  Forward*    IE    Insp   Rept    50-2B5/BO-06   on  fl  00303-07.  No 
nancompllancB   noted  Details   withheld    <re<f    10CFR2   7*70), 
HIND,J  A        Region   3,    Chicago,    Safeguards  Branch        00/03/27,       Spp 


— B0041I0498   IE   !nsp  R»pt    90-209/BO-Oi   on   800305-07.  No  noncompl iance 
noted  Kajor   areas    inipeeted,  facility    organiiation   ti 
controlii  inventory   b  verlf icitioni  shipping   b  receiving, 
starve  !.   controls   Details  withheld    (ref   10CFR2.  790) 
HINDrJ  A        Region  3,    Chicago,    Safeguards   Branch,       PATTERSON.  J  P  < 
FTNLEV,  A  0.       Region  3.    Chicago,     Office    of    the   Director,       BO/ 03/23 
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B00419O234  Forwards  IE  Info  Notice  90-12,  "Instrument  Failure  Causes 
Opening  of  FORV  1i  Block  Valve  "  No  specific  action  or 
response  necessary 

SEVFRIT.K.  V    Rcjion  1.  Dallas.  Office  of  the  Director    BO/03/31 
lp 

BO040B0670  Forwards  IE  Circular  BO-O5.  "Emergency  Diesel  Generator 
Lubricating  Oil  Addition  '<  Onsite  Supply  "  No  written 
response  required 
SEYFRIT.K  V    Region  4,  Dallas,  Office  of  the  Director    00/04/01 


F  Security,  medical,  emergency  '<  fire  protection  plans 

8004100100  Comments  on  proposed  rule  10CFB50  10-mile  emergency  planning 
lone  for  plirrne  eiposure  lacks  technical  justification  NRC 
adopted  position  u/o  studying  validity  of  underlying  bases 
WEISS,  E  R    Sheldon,  Hai  mon  '-  Weiss    80/02/19    5pp 

— E004100127  Statement  before  NV  City  Council,  "Impact  on  NV  City  of 
Reactor  Accidents  at  Indidn  Point,"  (corrected  770620) 
BEVEA,J    Princeton  Univ    79/06/20    49pp 


8004110102  Forwards  IE  Info  Notice  80-13,  "GE  Type  SUM  Control  Switches 
Defective  CAM  Followers  "  No  specific  action  or  response 
required 
SEYFRIT.K  V    Region  4,  Dallas,  Office  of  the  Director    SO/04/02 


aQQ41B049i  Forwards  IE  Info  Notice  80-14,  "Safety  Suggestions  From 
Employee*  "  No  action  required 

6EYFRIT.K  v1   Region  4,  Dallas,  Office  of  the  Director   00/04/02 
IP 

8004160158  Forwards  IE  Circular  00-O7,  "Problems  W/HPCI  Turbine  Oil 
Sys  "  No  mritten  response  required 

SEYFRIT.K  V    Region  4,  Dallas,  Office  of  the  Director    00/04/03 
IP 

8001230354  Forwards  IE  Bulletin  79-03A,  "Longitudinal  Held  Defects  in 
ASHE  SA~312,Type  304  Stainless  Steel  Pipe  "  Action  requirod 
BEVFfllT.  K  V   Region  4,  Dallas,  Office  of  the  Director   00/04/04 
IP 

R   Periodic  operating  reports  *j  related  correspondence 


8004080&9S  FOIA  request,  on  behalf  of  UCB, f or  time  analysis 
evacuate  public  from  lO-mile  area  sunounding  facilities 
WEIS9.E  R  Sheldon,  Harmon  '4  Ueiss  80/03/3O  ip 


squired  to 


BQOfl0806t?0  Responds  to  FQIA  request  for  time  analysis  required  to 
evacuate  public  from  IQ-milo  area  surrounding  facilities 
Forwards  ropt,  "Evacuation  Times  Estimates  for  Areas  Near 
Site  "  W/o  end 
FELTGN,  J  M    Division  of  Rules  and  Records   BO/03/31    lp 

BOQ"12503B2  Foiuards  input  to  fire  protection  rovlow  for  Items  3  1  B12I, 
sprinkler  sy-a,  Item  3  2  4,  cable  spreading  loom  t.  Item 
3  2  1, separation  of  insti  umentatl  on  in  containment 
HALLiR  C    Brookhaven  National  Laboratory    00/O4/17    3(jp 


G  Ad judi catory  correspondence 


60Q4O2O091  Forwards  UCB  BQQ310  comments  on  director's  decision  under 
10CFR2  206  Decision  t  confirmatory  order  do  not  resolve 
critical  issues  Objects  to  eicluslori  of  petitioner  from 
meetings  &  correspondence  solving  issues 
UEISS, E  ft    Sheldon,  Harmon  1  Uelss    BO/03/10    2pp 


BOQ14IB0391  Forwards  monthly  operating  rept  for  Mar  1980 
JDNES.H  C   Dmaha  Public  Power  District   80/04/02    lp 


— 6004190379  Monthly  operating  rept  for  Mar  19SO 

HICKLE,  D  J   Qmaha  Public  Power  District   00/0-1/02   17PP 


— B004Q2009?  Comments  un  director's  decision  under  IOCFR2  2O6  Decision 
conf irma tory  order  do  not  resolve  crucial  Issues  re  site 
suitability  '<  do  not  establish  necessity  schedule  or  stds  nf 
mods  Urges  disqualification  of  JM  Handne  W/documentafrion 
WEI9S.E  R    Union  of  Concerned  Scientists    WEISS,E  R    Sheldon, 
Harmon  d  Weiss   30/03/10   43pp 


DOCKET  50-206  INDIAN  POINT  STATION,  UNIT  3 

D  NRC  Draft/Final  Environmental  Statements,  soppla  tc  corroBpondence 

3004020110  Advises  of  FES  issuance  re  selection  of  preferred 
alternative  closed-cycle  cooling  *yi,  NUFjEG-0574,  Doc  1979 
Future  discussions  re  simplification  of  proceeding, 
appropr late 
LEWIS,  B  H   Hearing  Qrancli  a   BO/03/1?    lp 

— B004020126  Summary  of  meotino  ui/PASNY  re  DEB.  »elect ion  of  preferred 
closed  cvcla  cooling  sys  &  related  issues  NRC  ujll  draft 
stipulation  for  parties  '  comments 
OECKLERiR  P    Environmental  Projects  Branch  1,   79/09/14   3pp 

E   NRC  Safety  Evaluation  Report  (SER),  suppls  ti  correspondence) 

G0041BOSB1  Addreiie«  questions  in  BOOH 14  memo  on  R  pollard  allegation* 
re  facility  8ER  Issue  of  containment  isolation  valve*  uias 
previously  addressed  R  Pollard  input  ft  final  SER  are 
tubstantially  lame  6ER  excerpt  one  1 
DENTQN.K  R,   Office  of  Nuclear  Reactor  Regulation.   BO/04/03    7pp 


—  B004030109  Ftesponds  to  /30717  Ur  re  siting  criteria  Facility  site  doos 
not  meet  NRC  regulations  «•  criteria 
HENDRIE.O  II    Commission    73/09/10    3pp 

B004070047  Order  granting  citension  until  000414  for  Commission  to 
review  director's  BO031  1  decision 
HOYUC,J  C    Office  of  the  Secretary  of  the  Commission   80/03/31 


6004030026  Memorandum  of  understanding  between  NRC  S"  FEMA  re  prompt 
Improvement  in  radiological  emergency  planning  & 
preparednBssi  distributed  as  Board  notification 
OOSSICK.L  V   Office  of  the  Eiecutivn  Director  for  Operations 
flO/O'l/02   S^pp 

80041S0073  Order  granting  eitension  until  B00433  for  Commission  to 
elect  whether  to  review  ALAQ-436  (.  ALAQ-561 
CHILK.S  J   Office  of  the  Secretary  of  the  Commission   BQ/O4/04 


S0042900D2  Forwards  NRC  confirmatory  order 

STEU-O.V   Office  of  Inspection  t,  Enforcement,  Office  of  the 
Director   SO/04/04   Ip 


-B004180286  Respond*  to  770110  Itr  r«  possibility  of  tornado  damage 
re-evaluation  of  containment  isolation  features  of  auiiliary 
steam  lines,  Auiiliary  -steam  supply  &  condensate  return  lines 
satisfy  Criterion  S7  of  general  design  criteria 
SCHWENCER.A,   Operating  Reactors  Branch  1    78/09/27   7pp 


— Q004290006  Order  confirming  util  commitment  to  perform  revie-w  requested 
by  IE  Bulletin  79-27  by  800530  Required  info  specified  in 
Attachment  A 

BTELLO.V    Office  of  Inspection  i  Enforcement,  Office  of  the 
Director    SO/04/04   6pp 


— -B0041B0394  Submit*  question*  about  R  Pollard  allegation  at  800305 
commission  meeting  re  BER  inaccuracies  &  plants  not  meeting 
current  regulations  on  containment  Isolation  &  environ 
qualification, Tranter ipt  excerpt  encl, 
HRADFORD.P.A   CommU»ion   80/02/14    9pp 

B004220462  Discunes  B003S6  Itr  re  request  to  have  DCS  identify 
Irxccuraciet  in  plant  SER  in  support  of  NfiC  rtvloui,  Request* 
info  re  purpose  of  request  &  findings  of  review,  Huggests 
procedure  to  identify  SER  discrepancies  for  Uniti  1  &  2 
WEIBS,  E  R   Sheldon,  Harmon  &  Heist   80/04/17   3ff 


80042S0754  Forwards  petition  supporting  UCS  petition  requesting 
decommissioning  of  Unit  1  S*  suspension  of  operation  at  Units 
2  t,  3 
QRAVEB.fi  3   Wausatonic  Safe  Energy  Alliance   80/04/13   ip 

— 3004220765  Supports  UCS  petition  requesting  decommissioning  of  Unit  1 
suspension  of  operation  at  Units  2  &  3 
GRAVES, R  S    Housatonic  Safe  Energy  Alliance   BO/OQ/15   lp 

8001220030  Ordor  granting  eitension, unti 1  000430, for  Commission  to 
review  Director's  BOOH 11  decision 

HOVLE.  J  C   Office  of  the  Secretary  of  the  Commission   80/04/14 
lp 
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H      General    correspondents 

eo022<?0il56  Comments   on    util    SOQ20I     Itr    from  0  Berr^    re    design    lafity    k 
operating    procedures   Possible    human    failure   t,   lack    of 
adequate    info   about    equipment    performance    Illustrate* 
InflErerit    danger    Licensing    should    not    continue 
FLEISHER.W    L         Affiliation    Unknown         90/02/35         2pp 

Q004O30O1&  Advises    that   Commission    shoulrf    evaluate   need    For   power 
gone  rated    by    facility   t,    tafce    close    loo  It   at    safety    achieved 
For    public    protection 
•OILINSKY,  V        Commission        BO/03/11         IP 

--  8OQ4Q3GQIB    Responds    to    800225    1  tr    Foruard*    NY   Times    article    re    lack    of 
ne«it    For    electricity    produced    at    facility    Citei    util    trade 
as-SDC  iation    statement    that    reserve  margin    oF   2X   would    e«ist 
if    a  1  1    plants    1  rv   svc    grid    were    shot    d  oiun 
LEV1NSON,  J   O         Affiliation    Unknown         BO/03/02         2pp 

—  SQ0403QOS4   Responds    60   800303    Ur    supporting    petition  bu   UC9   requesting 

detominias  i  Dninn    of   Unit    1    fr    suspend  Ing    operations    oF   Uniti 
2   tii    3   fidvises    that   Commission    ii    reviewing    comments   on 
ma  t  1  e  r 
QILINSKVrV         Commission          B0/O3/2S         3pp 

—  S004030O35   Supports    UCS   770917    petition   requesting    d  ecomrni  moning    of 

Unit     1    (-    suspension    oF    operations    at    Units    2    ti   3   Cites 
safety,  -related    reasons    for    prompt    act  ion  Cert  if  ica  te    at   Svc 
one  1 

O         Affiliation   Unfcnotun         BO/02/00         3pp 


6OO4O70I74   Responds    to   FOIA    request    For    info  re    Facilities   li   damage  due 
to    earthquake)    at    Indian    Point    Forwards    Documents    1-4    listed 
in    App    A   Document*    5  &>  6  may   be    purchased    bij    undfng    check 
in    amount    of    »9   50    to  HRC    in  Washington,  D   C 
FELTOH-J    H         Division    of    Rules    and   Records         8O/03/19         2pp 


3004170342  R»sponds    to  BO 02 06  ma  11  gram  requesting    shutdown    of    facility 
Special    measures   are   being    considered    for   plants    located    in 
high   density   areas    Interim  measures    have   been    ordered   at 
fac  1 1 itg.  e onFirming    commitment    to   public    health   t    safety 
.,  „        r,..,._    _,    -,cioar   Reactor   Regulation        00/04/01         Zpp 


— 800407023?    "Annual    Operating   Rept,  "    I?7i 
*      Consolidated   Edison  Co      of    Meu   York 


76/12/31        27pp 


DENTON.  H   R         Dff  ice 


BOO 42 10030  Respond*    to  300135  request    re    public    hearing   &   determination 
on   UCS   petition   NRC  considering    luhat    (pedal   measures    should 
be    taken    to    reduce   probability   of    i eve re   reactor   accident    or 
1  esien   consonances 
DENTON/H  R        Office   of    Nuclear  Reactor   Regulation        BO/04/01        2pp 

— HQQ42I0073   Requests   scheduling    oF    public    hearing   &  determination 
of  UCS  petition  re   operation   of    facility    prior    to 
reactivation  Concerned    For   health    &   safety    at    community 
SCIANDDA.  J        New   York,  NY        BO/01/25         Ip 

B004210193  Responds    to  800207   1 tr    re   continued   operations   at    facility 
NJiC    it    Investigating    special   measures    to   be    taken    in   high 
density    population   areas    surrounding    nuclear   power   plant) 
Interim  measures   have   already    been    ordered    at    sites 
DEHTON.H  R        Qfflcs    oF   Nuclear  Reactor   Regulation        BO/04/01        2pp 

— 60-042 1020 1    Supports   continued    operation   oF    Facility   Reactors    supply 
20X  of   generating    capacity    for   Neiu  York   City    &  Westchester 
County   Utils   can   shut   off   oil    p  lanti  1  owering    rates   ti 
dependency    on    foreign   oil 
WU,J        Affiliation  Unknown        00/02/O7        Ip 

8004210309  Reipontfs    to  300304    1  tr   re    continued   operation    of    Facility 
Plants   reviewed    to   determine  uihat   adifl    measures    or   design 
changes    can   6  should   lie    Implemented    to    Further   reduce 
probability    at   reactor   accident    or   consequences 
DENTQN,H   R         DFflce    of    Nuclear   Reactor    Reoulatlon         80/04/01          2pp 

— Q004210333  Urs"*   NRC    to   decide    In    favor    of    continued    operation   of 
facility    Reactors    have    long   historg    of   saferclean   ^  economic 
operation    Concerned    that    fuel   adjustment   charge*   will 
Increase    if   plants   are   shut   down 
GAY  R   R        Affiliation    Unknown        80/08/04        Ip 


SO  O4  07023  3    "Annual    Op*roting    Flepti"    1977  Ttfl    semiannual    (•  annual 
oparatinj    rept    eicerptt    ertcl 
»      Consolidated   Edison   Co      of  Weu  Yorlt        77/13/31         43pp 


ForuJards    info    requaited    in   90OS1B    Itr   rr    licensing   action! 
Matl    cauld    not    be    forwarded    by    600229   Js     Itr    did    not    arrive 
it    HRC    until    aOQ22&  U/o    encls 
DEM  TON,  H   R         Office    oF    Nuclear    Reactor    Regulation         BO/03/25         Hpp 

--  BOO4S9OO3H    Requests    info    re    changes    aPFecting    eibeniion    of    OLs    to 
B10LO1 
FLEIBHER,  Z   S        Affiliation   Uriktioun        BO/02/  19        Ip 

QQQ418D234  Forward  s    NRC  GO03SS   response   to    cncl   30O218    Itr    from 
ZS   Fleisfter    of   West   Branch   Conservation   Assoc  latiori  In 
rsiponse    to    Q0022A  request   W/o    enc  1 

DinCKS,  W  J        Office   of    the   Executive    Director    for  Operations 
00/03/23         1  p 

—  BQQ41B0237  Requests    info   re    new  safety   regulations 

FLEISHERrI    3        Hut   Branch   Conservation   Association        BO/02/ia 


B004350013  Responifs   to  000212   postcard    re    operation   oF    Facility    NiiC 
considering    uihat    special   measure*    should   be    taken    to   reduce 
probability    at    severe   reactor   accident  Confirmatory    orders 
Issued   as    Interim  measure 
DEMTOM.K  R        Office   of   Nuclear  Reactor   Regulation        BO/04/01.       Epp 

—8004230030  Urgei    that  NRC    consider   UCS   petition   re   closing    of    f 
Posslbill  ty    of   earthquake    eiltts   u/plant   built   near    Fault, 
Only  SOV,  of  area  energy    generated    by   nuclear    power 
Alternative!    should   be    canildered 
fluLDHOR.F        Affiliation  l/n  known        BO/02/12,       Ip 

B004SJ001B  Responds    to  B0031S   Itr   re    operation   of    facility   NRC 
caniidsring    special    measures    to   reduce    probability    of   severe 
reactor  accident   or    to    lessen  coniequences   Confirmatory 
order*    Issued   as    interim  maaiure 
DENTOM.H  R        OFflce    of  Nuclear  Reactor  Rtgulatton,      80/04/01        Zpp 


—9004250033  Urges   WRC    to   approve  UCS  petition  re    shutdown   of    Facility 
because   of    proximity    to  New  York   City    &   impossibility    of 
evacuation    oF   10  many    people 
MflS.L  L,  ,    HOB,  M       Affiliation  Unknown        BO/02/13        Ip. 


9004210336   Advises    tJiat   771106    Itr    to  President  Carter   r*    arrxrgency 
plana    has    been    referred    to   NRC   Since   Summer    1979rNRC   hat 
been,   actively    pursuing    program    to   upgrade   efflM-gency 
praparalfiiesi    Forwards   MUC/FEHA   document-ation   W/o   *ncK 

R        Office    of   Nuelear   Reactor   Ragulafclon        80/03/31        3pp 


BOO415OOB&   Respond*    to    900228    Itr    re    operation   of   nuclear    pouer    plant* 
in    high    de<n«it</   areas    NRC    is    investigating    special    measures 
to    br    t-ak&n    in    heavily    populated    areas    Interim  measures    have 
already    been   ordered    at   sitei 
DENTON,  K  R        Offtet    oF   Nuclear   Re-actor  Regulation        60/04/01        2pp 

—  SOD415O094   Adwlies    that    Facilities    should    be  shut    doun   du«    to  proiimiti; 
to    highly    populated    areas   &    livelihood    of    serious    accident 
STERNER  J  W        Affiliation   Unknown        30/02/26        Ip 


a0042301B9  Advises    that   NRC   held    two  mietingi    in  NV  r*   continuing 
operation  sb    fact  11  ty,  Commission   presently   considering    form 
of   revieui  Public    comments    Invited    Renuest   for  another 
hearing    in  vicinity   of   plant  will    b*    considered. 
DENTON,  H  R        Office   of   Nuclear  Reactor   Regulation        SO/04/03,       Ip 

—  800)4230190  Requests   that  NRC   hold    another   public    hairing   ri    continuing 
operation    of   facility    to   offer   public    chance    to    question     , 
plant  operators   &  govt  agencies    Public    should    be   properly 
notlflo-d    through    local    news  media 
CONNOR,  R  J        Meu  York,    State   of        90/01  /OS        2pp 

S0042BQ2B7  Responds    to   B002ES    Itr   r*    facility    safety   Shutdown   not 
ordered   due   to    Interim  measures    imposed    ty    end    confirmatory 
order  M/o    encl 
EI9ENHUT,  DO,       Division    of   Operating    Reactors        80/04/07        Ip 


BQO414-Q173  Responds    to   B0021H    Itr   re    continued  operation    of   nuclear 
p.aw*r    plant    Addl    naasurei    should    be    Implemented    that   will 
further    reduce   jirobsbi  1  i  ti/    at    severe   realtor  accidents 
Licensee    n-a>    been    in  shutioun   pending    completion    oF   action* 
DENTOH,  H  R.       Office   of   Nuclear   Reactor   Regulation        80/04/01        Spp 


0004SB0140  Desponds    to  800117    Hr    to   DDE  r*  BOOU7    Incident   At 
FaclllUis   Plant   did    not    trip    during    minor   iarthqua):e 
tremor  Epicenter   oF    tremor  uias    located    approx    seven  mills 
from   site.  Tremor   was    significantly    belaui   design   capability 
EISENHUr<D  6        Division   of   Operating    Reactors        80/04/08        Ip 


~  —  BQ04I.£0176  Requests    that  NfiC    not    phase   out   facility    or   taiwert    to  non- 
nuclear   generators    Nuclear   power    Is    source    for   power    in   US, 
No    nuke>   political    arguments   have   no    basis    in   reality 
LAVERTV.  E-       Af  Fl  nation  Unknown        BO/OWlS        2pp 
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P  Operating  license  stage  documents  tt  correspondence 

8004070094  Forwards  agenda  &  proposed  rule  for  NRC  sponsored  BOOHS 
meeting  in  Neiu  York. NY  re  proposed  rule  on  emergency 
response 
RYAN,  R  0    Office  of  State  Programs    79/13/31    12pp 

— 8004070098  Requests  opportunity  to  testify  at  NRC  BOOHS  meeting  in  Neu 
YorkiNY  re  emergency  response  plans  in  fifty-mile  ione 
arnund  plant  NY  City  Council  has  bean  holding  hearings  on 
resolution  to  phase  out  plant 
FRIEDLANDER,  M    Hem  York,  NY    79/12/21    lp 

8004030309  Summary  of  B00123.2-1  &  30  site  visits  to  facility  to 
identify  problems  to  determine  oitent  of  compliance  ui/ 
outstanding  items  Facility  moets  all  short-term  Lessons 
Learned  Task  force  req.u!  rements 
TELFDRD.J  T    NRC  Three  Mils  Island  TasV  Force    BO/02/1B    Bpp 


8004030381  Forwards  response  to  L  Dlshan  BO 02 19  verbal  request  far 
summary  of  original  evaluations  of  RCS  Includes  tables 
providing  seismic  loads  far  RCS  piping  &  supports 
EARLV,P  J    POLIBI-  Authority  of  the  State  of  Neiu  York    80/04/01 
7pp 

9004210113  Advises  that  780831  amend  application   ra  secondary  mater 
chemistry  monitoring  falls  in  Class  II  fee  category  Refund 
mill  be  forwarded  fai  Class  111  overpayment 
MILLER, U  0    License  Tae  Management  Branch    80/04/01    lp 

8004110038  Responds  to  FOIA  request  for  Sandia  Labs  study  re  liquid 
effluent  pathway  at  facility  Rept  is  undergoing  NRC 
technical  review  prior  to  publication  Draft  encl 
FELTQN, J  M    Division  of  Rules  and  Records    80/04/02    lp 

— Q0041I0051  Draft  studg  of  facility  liquid  effluent  pathway 
«   Sandia  Laboratories    GO/ 04/02    SOOpp 


8004180339  Forwards  modified  near-site  study  in  response  to  NRC  791203 
request  for  60-day  crash  effort 

PEOPLES, D  L   Commonwealth  Edison  Co    DAVIBi  J  F   Power  Authority  of 
the  State  of  New  York    CAHILL,  W  J    Consolidated  Edison  Co   of  New 
York    BO/02/aS    lp 

—6004180395  "Near-Site  Study  "  Viewgraphs  encl 

it   Commonuiea  1  th  Edison  Co    *  Consolidated  Edison  Co   of  Neu  York 
*  Power  Authority  of  the  State  of  New  York    80/03/25   95pp 

8004040260  Forwards  response  to  791221  Itr  addressing  NRC  requirements 
for  auiiliary  feadwater  sys  at  facility  NRC  revieui  fc  addl 
info  required  for  completing  review  encl  Urges  reply  no 
later  than  30  days  from  receipt  of  Itr 
BCKUENCER,  A   Operating  Reactors  Branch  1    BO/03/09   4>pp 

B004Q40423  Forwards  response  to  791219  Itr  addressing  NRC  requirements 
for  auiiliary  feedmater  sys  at  facility,  NRC  review  &  addl 
required  info  for  completing  rovioui  encl  Urges  reply  no 
later  than  30  days  from  receipt  of  Itr 
SCHWENCEH.A    Operating  Reactors  "ranch  1    80/03/05    7pp 

8004280223  Forwards  SEP  schedule  t>  contant  requireoients  for  environ 
HUB! if icat ion  of  electrical  equipment  Previously  submitted 
info  should  be  incorporated  by  specific  ref  Unit  eiempt  from 
IE  Bulletin  79-01Q 
SCHWENCERiA   Operating  Reactors  Branch  1    80/03/05   4pp 

3004030 I 02  Forwards  "Nuclear  Data  Link  Specs."  study  of  digital 
communication  sys  to  transmit  info  from  plants  to  Bethesda 
Operations  Ctr 
EI8ENHUT,  D,  0    Division  of  Operating  Reactors    SO/O3/1B    Spp 


800417O061  Submits  info  requested  at  800111  meeting  w/NHC  ro 
containment  bldg  basemat  X-vay  detraction  test  performed  to 
determine  crystalline  >t  noncrystal  1  Ine  calcium  compound!  t 
silicon  diojide  Results  listed 

EARLY.P  J    Power  Authority  uf  the  State  of  New  York    50/01/08 
2pp 

B0043S0167  Forwards  re-quest  For  info  as  part  of  NRC  upgrade  review  of 
QA  program  Includes  info  re  requirements  ft  methodology  for 
determining  haul  d  to  what  client  OA  program  will  he  applied 
to  specific  items  !>  activities 
SCHWENCER,A    Operating  Reactors  Branch  1    BO/04/OB    7pp 

8001240430  Forwards  addl  info  re  revleiu  of  unresolved  safety  issues, 
trip  rept  of  Lessons  Learned  implementation  team.  &  task 
action  plan  in  view  of  high  population  density  surround  ing. 
P lints 
DENTON.lt  R    Offme  of  Nuclear  Reactnr  Regulation    BO/04/0?    33pp 

—8004940483  Summary  of  Ues  t  Inghouse  Lessons  Learned  team  800121-22  site 
visit  to  determine  status  of  Category  A  implementation 
Attendance  fr  status  lists  encl 
TELFORDiJ  T   Safeguards  Standards  Branch   00/02/19   Spp 

— 8004340486  Summary  of  Uostinghouse  Lessons  Learned  team  800134-25  site 
visit  re  status  of  Category  A  implementation  Attendance  t> 
status  lists  encl 
TELFQRD.  J  T    Safeguards  Standards  Branch    60/02/20    3pp 

— 8004340409  Summary  of  Hestinghuuso  implementation  team  BOEH33-24  t*  30 
site  visit  re  short-term  Lessons  Learned  requirements 
TELFQRD, J  T    Safeguards  Standards  Branch    60/02/15    dpp 


— S004030I18  "Nuclear  Data  Lint  Specs 
*   Division  of  Operating  Reactors 


80/03/31    28pp 


8004140221  Summary  of  800221  meeting  u/mpresentat ives  of  all 
SEP  plantsiutils  b  Franklin  Research  Ctr  re  accelerated 
program  for  evaluating  qualification  of  safety-related 
electrical  equipment 
HILSQN.R   Plant  System*  Branch    80/03/14   3pp 

B004110045  FOIA  request. on  behalf  of  UCSi for  Sandia  Labs  study  re 
liquid  effluent  pathway  at  facility 
MEISB.E  R   Sheldon,  Harmon  &  Hoin    BO/03/ 18    lp 

8004240163  Forwards  addl  info  &  clarification  re  guide  for  evaluating 
tnviron  qualification  of  Class  IE  electrical  equipment  in 
operating  reactors  it  for  identification  of  appropriate 
lafaty  equipment  of  SEP  reactors 
8CHWENC&1' A   Operating  Reactors  Branch  1    BO/03/20    19pp 

B004II0001  Forward*  corrected  attachment  to  Amend  B9  to  License  DPR-64 
forwarded  in  NHC  800221  Itr  Attachment  lists  page  numbers  of 
rtvlicd  pages  to  be  removed  '«  inserted 
8CHWENCER-A   Operating  Reactors  Branch  1    SO/03/21   3pp 

8004140014  Responds  to  stiitomont  during  800225  meeting  re  many 
sianificant  discrepancies  between  inputs  to  SER  fc  published 
public  version  Idantlf icotion  would  be  helpful  so 
appropriate  action  can  be  taken 
8CMENCER.A   Operating  Reactors  Branch  1    80/03/26    lp 

B004100169  Notification  of  800403  meeting  ui/utll  in  Dethmda.MD  re 
environ  qualification  of  electrical  equipment 
OLSHAN, L  N   Operating  Reactors  Branch  1    80/03/31    3pp 


— 80042404*72  Forwards  evaluation  of  utll  actions  taken  to  satisfy 
Lessons  Learned  Category  A  requirements  Concludes  all 
requirements  satl-aPied  Attendance  list  for  800151-32  site 
visit  encl 

SHCWENCER.A   Operating  Reactors  Branch  1  (Pre  791O30)    BO/O2/29 
27pp 

— 8004240504  Forwards  evaluation  of  util  compliance  w/Category  A  Lessoni 
Learned  requl  rement*  Concludes  alt  requirements  satisfied 
IE  follouiup  &  attendance  lists  encl 

BCHWENCER.A    Operating  Reactors  Branch  1  (Pro  791O30)    80/02/31 
14pp 

— 8004340507  Forwards  action  plan  developed  in  recognition  of  high 
population  den  sit  lea  surrounding  sites 

DENTON.H  R   Office  of  Nuclear  Reactor  Regulation   SO/O2/21 
SOpp 

— 8004240518  Discusses  Event  5  probabilities  Suggests  continuous 
monitoring  &  readout  capability  of  check  valve  position  Si 
periodic  tests  af  leak  rate  measurements 
TAYLOR, MA   Division  af  Reactor  Safety  Research    BO/01/15    17pp 

GQ0423023E  Forwards  status  of  unresolved  safety  issues  at  Indian  paint 

1  %  2, trip  repts  from  Indian  Point  %  Zion  site  visits, 
safety  evaluation  for  Lessons  Learned  requirements  at 

f  acil  it  iesi  task  action  plan  l>  facility  societal  risk  Info 

DENTON.H  R   Office  of  Nuclear  Reactor  Rogulation   BO/04/09,   34pp 

8004380054  Forwards  status  of  unresolved  safety  issues  at  Indian  Point 

2  81  3>trip  repts  from  Indian  Point  &  Zion  site  vi  a  i  tsj  safety 
evaluation  for  Lessons  Learned  requirements  at  facilities, 
task  action  plan  d  facility  societal  risk  info 

DENTQNJH  R   Office  of  Nuclear  Reactor  Regulation   90/04/09   34pp 
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G0042B0113   Forwards    safety    evaluation    re    ulil    QG012?    &   0337   t-QCA 
reanalysea    All     assumptions     In    analyses    are    conservat  IVB 
Analyses     provide    acceptable    basis    for    operation    within 
limitation    of    Teth    Specs 
SCHWENCER.A         Operating    Reactors    Branch    1         30/0-1/09         2pp 

— SOQ43B012Q  Safety    evaluation    concluding    that    assump tioni    mada    in    util 
B001B1?    It   0227   LOCA    raanalijses    are    conservative    Analgses 
provide   acceptable    basi-s    for    operation   tulthm    limitation    of 
Tach   Specs 
*      Office    of    Nuclear   Reactor   Regulation        30/01/09        2pp 

QOQ424045S   Forroaliies    plans    re    series    of    technology    nicfianga   meetings 
re    facilities'    accident    mitigation    features    activity    Five 
meetings    suggested    Recommended    meeting     schedule    t>    agenda 
items    BTicl 
SCHUEHCER.A         Operating    Reactors    Branch     1         BO/01/1Q         ISpp 

5004130343    Responds    to    NRC   SQCK30S    Itr    re    auxiliary    f  BetfiLjateT    su,s 
Foruiai-ds    commitment    dotes    'jftrr    responses    re     level     Indication 
t,   .alarm    control     roam   t    results    of    endurance    teit    on    steam 
driven   auiiliary    feed    pump 

EAfiLV.P    J         Power    Authority     of    the    State    of   Neu   York         BO/O4/11 
7pp 

SO041B0350  Forwards    responses    to    60-daij   action    items   of   NRC   600211 
confirmatory    order    (interim  actions)    Steady    state    generator 
operating    level    uas    chosen    on    bans    of    analyses    k   set    point- 
type    studies    Level    opt imlied    iii/Clasa    I    trans ionts 
EARLY,  P   J        Pouier    Authority    of    the    State    of   Heu   York        BQ/04/11 
lOpp 

Q       Inspection    reports.     IF    Bulletins   &    c orr espondont a 

BQ040BCi32    Forwards    response    to    IE   Circular    78-08    it    IE    Bulletin   79-01 
re    environ    nualif (cation   of    safety-related    electrical 
equipment    Basic    requirements    of    FGAR    have    been  met 
Transmitters    envi ronnen tal ly    qualified 

BAVNE, J   P         Power    Authority    at    the    State    of    Neu    York         79/06/13 
7Bpp. 

SQ04220767   Responds    to    IE  Bulletin   79-17   Eaamination    of    stagnant 
borated    water    sijs    detected    no   visible    leaking    an    normally 
accessible    ueltfs 

DAYNE.J   P        POUIBP   Authority    of    the   State    of    Nam  York        80/02/Oi 
Hop 

BO0409035-1   For  war  if  E    response    to    IE   Bulletin  79-14   Complete    lilting    of 
static    span    table   analyied    line*    end    Representative    aampla- 
of   tldgi    b   ccmponenti    investigated    for    seiitnic    input    to 
ditlgn   ipec* 

SCHHIEDEfliJ  R        POWET    Author itg    of    tfte   atat*    of   Ntu  York        BO/OS/35 
13pp 


-S0042100i4  Forwards    IE    Insp    fepfc   50-2Bi/79-3'1   on  771030-31    t.   notlct   of 
violation 

SMITH.  0  H        Region    1,    Philadelphia,    Fuel    Facilitij   t.  Materlali 
Safety    Branch        79/12/11        3pp 


-8004210069  Notice   of   violation    from   tnsp    on   791030-31 

*      Region    1,    Philadelphia.     Office    of   the   Director        79/12/10 


Ipp 


— 6001210070    IE    Imp    Rept    50-296/79-34    on    791030-31    Noncomp  1  iance    nOtod 
failure    to   maintain    results    of    surveys    re    personnel 
monitoring    requirements    for    individuals    entering    it  earn 
generators 

BTOHR,J   P         Region    1,     Philadelphia'    Fuel    Facility   tc   Material! 
Safettf    Branch         EERABIAN, J    A         Region    1.     Philadelphia,     Office    of 
the    Director         79/12/10         8pp 

6004150233  Forward!    IE   info    Notice    80-12,     "Instrument   Failure   Camel 
Dpenlno    of   POHV   f,  Block   Valve    "    No    specific    action   or 
response    nee  etsarg 

ORIER.H    H        Region    1,    Philadelphia,    Office   of    the   Director 
BO/03/31          Ip 

BQOfl090092  Forwards    IE  Circular-  BO-05,     "Emorgencg   Diesel    Generator 
Lubricating   Oil    Addition  &  Onsito   Supply    "   No   urltten 
response    required 

GRIER.IJ    H        Region    1.     Philadelphia,     Office    of    the   Director 
QO/04/01          Ip 

B004110163   Foruards    IE    Info   Notice    80-13,     "GE  Type   8BM  Control    Suitchti 
Defective   CAM  Fgllouiora    "    No   written   response    required 
DRIER, 0    H        Region     1,     Philadelphia,     Office    of    the   Director 
BO/04/02        Ip 

0004240333   Foruiartfs    IE    Info   Notice    BO-14,    "Safety   Suggtitioni   From 
Employee  I    "   No  action   required 

QftlER.B   H       Region    I,    Philadelphia,    Office   of    the  Dir.ctor 
ao/04/02        IP 

&004130341    Foriuards    IE  Circular    BO-07,     "Problami   U/HPCI    Turbin*   Oil 
Siji    "   Ho   written    response   required 

QRIEfi, B   H       Region    1.    Philadelphia,    Office   of    the   Director 
90/04/03        Ip 

60042304SS  Foriuardl    IE  Bulletin   79-03A,     "Longitudinal   Wuld    Defect*    in 
ASME  BA-3i2,Tgpe   304  Btoinless  Stoel   Pip*    "    Action   raquir*d 
DRIER.Q   H        Region    1,    Philadelphia,    Office    of    the  Director 
00/04/04         in 

B0041B0212  Foriuards    IE  Bulletin   90-09,     "Guam  of  Containment   Liner 
Penetration  Wolds    "   Written  response-   required 
ORIEfi.D   H        Region    1.    Philadelphia,    Office    of    the  Director 
BO/04/07        Ip 


Submit*    response    to    IE   Dulletin   79-27   re    loss    of    itistrumant 
control    power   i.    effect    on  abllitij    to   achieve    cotd    ihutdoun 
Rev  low  r«q.ulres    odd)    procedure   guidance    to  b«    submittnd 
uiithin  iO   <faija   Site   design    differs    from    bulletin    sys 
PAYrtE.J  P        Poiuer   flutho-rtt-j    o-f    the   State    of   Neui  York        00/02/aB 


0004300041    desponds   to    IE  Bulletin    79-14  Forwards   3PT-V14,  Revision   3, 
"As-Built    Verification   of  Baiflmic    Class    I    d    II    Pipe 
Supports,  " 

EARLV,P    J        PnuBT  Authority    of    the   State    of  New  York        BO/04/09 
2pp 


eOO403(>367  Submits    response   to    IE   Bulletin    79-1B  ro   audibility   problems 
encountered    an   evacuation  of    personnel    from  high    noise 
areas    Performed    survey    to  dotermine    adequacy    o*    notification 
sys   Results    indicated    sys  needs    upgrading 
HAYNE.J   P         Poiiier    Autfiontv    of     the    State    of    Heiu   York          BO/03/03         Ip 

eOO4aS0004  Forwards    interim  safety    evaluation   rept    of  piping    reanalysU 
in  response    to    IE   Bulletin  79-07   Total   reanaly,sis    package 
ahoutd    be    submitted   by    600411    t-   supports    should    be   modified 
by  900620 
aCHWENCER.A        Operating   Heactors   Branch    1        SO/03/34        2pp 

B00*220007  Safety    evaluation    supporting    revieu  of    piping   reanalysis 

in   response    to    IE  Bulletin   79-07 

*      Operating   Reactors   Branch    1        80/03/24        2pp 


—8004300044   "Ai-Built  Verification    of   Seismic   Class    I    b    II    Pip* 

Supports    " 

»      Pouar   Authority    of    the  State    of   Now  York        79/09/29        4pp 

BOO4150438   Submits    final    rept   of  uo-vk    performBd    under    IE  Dulletin 
79-O7  Safetu    igs    re-evaluated      "As-built"    verification   of 
piping    si;*   performed    per    field    check    plan   Plant  mag 
continue    operation  W/o   rlsh    to    public   lafetij 

EARLV.P    J        Pouer  Authority    of    the  State   of  NBLJ  Vort        90/04/10 
3pp 

R      Periodic    operating    reports   t   related   correspondence 

8004150599   Forwards    "Environ   Discharge   Monitoring   Rept   for   Mar    1980 
MONTI,  H  A        Consolidated   Edison  Co      of  Neui  York        BO/04/10        Ip 


SOO4aiOO&6  Ack    i-oceipt    o*   B001O3    Itr    informing    NRC   of    ateps    taken    to 
correct    vlolatlonl    noted    in    IE    !n»p    Repfa    90*23^/79-24 
SMITH,  0  H        Region    1,    Ph i  larfelph U,    Fuel    Fac  1 1  Ity   &  Mater  ial*  Safety 
Branch        BO/O3/26         ID 

80012100-61    Responds    to   HRC   791211     Itr    v»   violations   noted    in    IE    Insp 

Rept    SO-2B6/79-24  Corrective   actions    evaluation    performed1    to 

determine   monitoring    &  protective    clothing    requiremanls    for 

specific    job 

BftVNE.J  P        Foyer  Authority    o^    tha   5tat"    of    Neui   York        60^01/03 

2pp 


— B004150407   "Environ   Discharge   Monitoring   Kept    for  Mar    19BO    " 
*      Consolidated   Cdison  Co      of   Neui  York        BO/04/10        15pp 

B 004 ISO 136  Forwards  monthly   operating    rept   for   Mar    1930 

DAYNE.J  P        Pouier  Authority    of    the   State  of  Natu  York        BO/04/1S        Ip 

— 3004180434   Monthly   operating   rept    for  Mar    1900 

CQNNELL.  C        Pouier  Authority    of    the    State    of  Neui  York.       BO/04/03 
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800421026"?   Forwards    "Daily    Counts    from    Intake  Screens,  Mar    19SO,  "    re 

fish    collections    Circulators    were     shut    doian  for    month    at 
Unit    1 

CAHILL.ll   J         Consolidated    Edison    Co       of    New  Vorfc         BO/04/15         Ip 

— 9004310276    "Daily    Counts    from    Intake    Screens, Mar    19BO,  "    Te    fish 
co  1  lections 
»      Consolidated    Ediaon    Cn       of    New    YorV         BO/04/15         4pp 

S     Reportable    occurrences,    LERs    &   related    correspondence 

8004210440   PNO-77-172    on    77O926.  Units    2   fr    3    tripped    from    100    t,    9 IX 
pouior.  respect  ivoly    Caused    by    spurious    signal*     in    reactor 
protection    sys    resulting    from    electrical    disturbances    in 
Buchanan    substation   State    of   NV    informed 

KLINGER.G         Region    !,     Ph i Iddol  ph ia.     Office    of     the    Director 
77/09/27         Ip 


DOCKET    50-2B7    OCQHEE   NUCLEAR    STATION,     UNIT   3 

F      Security,     medical,     emergency    i>    fire    protection    p  latia 

BOO40102S5   Forwards    list    of    revisions   !.  additions    tfiat    should    be 
incorporated     in    710303    revised     safeguards    contingency    plan 
Revised    plan    incorporating    revisions    t    additions    should    be 
submitted    uitMn   30   days     Info   withheld    Cref     IQCFR3    790! 
REID,R   U         Operating    Reactors    Branch    4         BO/O3/14         2|>p 

90040301S7    Forwards    Info     in    support    of    standby    shutdown    facility    End 
withhold     (ref    10CFR2   7<?O> 
PARKER,  W    0         Duke    POUIOI'    Co         BO/O3/S3         2pp 

0004170164    Forwards    Revision    4    of    security    plan    Plan    withheld 
(ref    10CFR2    790) 
PARKER,  IJ    D         Dufce    Power    Cn         BO/04/O9         Ip 


8004110437  Forwards   LEU    BO-002/O3L-0 

BAYNE,  J   P         Power   Authoiity    of    the    Statt 


if    New    York         BO/01/03 


—6004110442   LER    BQ-OQ2/O3L-O    on    800309,  at    hat    shutdown,  dur  ing    routine 
check    of    heat    trace    c  ti  cui  try,  bor  ic    acid    heat    trace    circuit 
7  was    found    not   continuous   Cause    not    stated    Circuit    fault 
ropa  ired 
QUrHJLEiF  W        Pouior   Authority    of    the   State    of    New   York        00/04/03 


B004140416  Forwards  LER    BO-Q03/Q3L-0 

BAYNE.J  P        Power   Authority    of    the    State    of   New  York 


BOQ4220443   Advises    that    revised    pages    to   safeguards    contingency 
will    be    provided    by    S00430,  in    response    to   MtiC    BOO314 
request 
PARKER, U    Q         Duke   Power    Co         80/04/11          Ip 


G      Ad jud icatory    covrespondenc 


8OO423Q07B    Forwards   80032B    SECY-BO-166    requesting    amend    to    irradiated 
reactor   fuel    in-tranilt    physical    protection    requirements    If 
amend    approved, of  feet    an    NfJC    case    re    spent    fuel 
transportation  &  storage   will    be    provided 
HOEFLINO,  R    K         Hearing    Branch    4         BO/04/01          Ip 


— B004H04E5  LER   HQ-003/03L-0    on  80031 1 ,  dur  Ing    hot    shutdoiun,  body    of    valve 
CF-43  was    leak  ing,  causing    piping    associated    w/boiler    feed 
pumps    to    become    inoperable    Caused    by    pinhole     leak     in    valve 
body   Valve   was   replaced   &   returned    to    ave 

QUHHLE.F  W        Power    Authority    of    the   Stale    of    Now  York        SO/04/10 
IP 


BOD4180448   Forward*    LER    OQ-OQ4/O3L-0 

DAVNE.J  P        Power   Authority    of    the    Statn    of   Now   York 


00/04/14        Ip 


—  6004100461    LCfi    80-004/O3U-Q    on    Q003I3,  upon    completion    of    containment 
iprey    pump    tes  t.  operator    attemptad    to    opEn   UC    isolation 
valve   06*70   w/o    success   Cause    by    key    failure    induced    by 
mechanical    fatigue   Key    &    key-uiay    repaired 
OUHOLE.F  W        Power   Authority    of    the   Btato    of   Hew  York        SO/04/14 


B004220741   Forwards  LEfi   00-005/03L-0 

DAYNE.J  P        Power   Authority    of    the    Slate    of   New   York 


B004240544   Opposes    licensee   motion    to    compel    discovery   upon    intorvenor 
Motion   constitutes    part    of    continuing    pattern   of    h-arrassment 
hg,     licensee    attys   Certificate    of    Svc     end 
HEPFORD.C        Environmental    Coalition    on   Nuclear   Pouiflr        BO/O4/03 


I      Financial    information 


B00403033'l    Forwards   Annual    Financial    Rept    for    1979,  annual    certified 
financial    statements,  f  inane  ial    forecast    For    1900-83   tt 
statement    re   available    sources    of    funds    to   satisfy    liability 
requirements 
THIE3, A  C        Duke  Pouer   Co        SO/03/2S        6pp 


--0004020339   Annual    Financial    Rapt     1979 
»      Duke    Power    Co         00/03/11         44pp 


P      Operating     license    stage    documents    t-    correspondent:! 


--0004230749  LER  80-005/O3L-0    on    800326.  uih  1  le    operating   at   73X   power, 
ligns    of    outboard    pump    bearing    overheating    wero    indicated 
from  visual    observance    of    auxiliary    hollar    foed    pump   Caused 
by    thrust    bearing    failure    which    created    ahaft    scoring, 
QUMBLE.  F  H,       Power   Authority    of    the    Stala    of   New  York,       00/04/17 
Bpp 


U     Conoretiional /Executive   Correspondence 


0.004000193  Responds    to   791212    Itr   re   Roc kland    KobiHiation    for 
Survival    Itr    concerning    Dec    1979   public    mee-ting    on   emergency 
pripartdneis    Period    of    public    comment    lasted    until    NIC 
pirticipinti    had    llttenod    to   all    «p«abers 

DIRCKSiN  J        Office    of    the    Executive    Director    For   Operations 
80/03/05        Bpp 


BQ04000641    '"Electrical,  Inifcrumontation   fr  Control    Asc-ects   of   Override 
of   Containment   Purge   Valve    Isolation   t    Other    Safety    Feature 
Signals,  Oconee   Nuclear  Station,"    informal    rept 
UDY,  A  C        EO  «-   Q,     Inc        FIN  A-6356        ao010BOA41         00/02/39         12pp 

8004040005  Forwards   outline    of   plant-specific    questions    to   be    addresiad 
in    addition    to    info   required    by    IE   Bulletin   79-S7    re  300206 
reactor    trip    at  Crystal    River   Sequence   of    events   t   planned 
corrective   actions   alia   end 
DENTON.H  R        Office    of   Nuclear  lieactor   Regulation         SO/O3/O6        24 pp 

3004030102  Forwards    "Nuclear    Data   Link   Specs. "    study    of   digital 
communication    sys    to   transmit    Info   from  plants    to    De>the«da 
Operations   Ctr 
EI8ENHUT-U  0        Division   of   Operating    Reactors        GO/03/ 12        5pp 


—0004080206  DUcuisei    791218    public    mooting    on    emergency   preparedness 
Plani    ihould    bo  arranged    to   alloiu   ample    time    for    public 
comment   Viewpoint!    of    clblieni   uiltliln    facility    vicinity 
appear    to   be    unimportant    to  NRC 
BTERN.L  D       Rockland   Mobil  1  lation   for  Survival       79/12/09       2pp. 

8004300292  Forwards   Conoressman   Ro*enthal    B00114    Itr    re   concerns 
falling   within   FR  800222   notice    requesting    public    vieus   on 
proceeding    lnuei 

DIRCKB.W  J        Office    of    the   Exoeutiv*    Director    for   Operations 
90/04/11         Ip 


—8004030118   "Nuclear   Data   Link    Specs    " 

*      Division    of  Operating   Reactors        80/02/31 


28pp 


B004O30330  Notification   of   8003 IB   meeeting  tu/all    operating    RtH  reactc 
licensees    In   DethesdaiKD    to   evaluate    implications    of  Crystal 
Diver   Unit   3   event  1   response    to-    IE  Bulletin   79-27 
REID, R  W        Operating   Reactors    Branch    4        80/03/14         2pp 

8004170337   "TMI-Plua   One   Touiard   a   Safer    Nuclear   Pouier    Program    " 
*      Duke  Power   Co        BO/03/26        13pp 


-- 600430029?  Gonvtui   concern!    re    »af»lij   ft   health    risks    posed    by    plant* 
ti    l*ck    of   adBq.u>ta    evacuation    plan   Urges   NRC    to   respond    to 
UCS   petition 
RDSENTHAL,  D   S        HOUIB    of   Rep    ,    Foreign   Affain.       80/01/14        Ip 


8004010470  Supplements   G00324    Itr    Confirms   conversat  Ions  ui/NRC   re 
testing    of    loss    of   non-nuclear    instrumentation  integratoi! 
control    ii|s    pouer   on  Unit    1    Test    will    be   completed    within 
90   days    of   order/ if   required 
PARKER, U  O        Duke  Pouier   Co        SO/03/2H        Ip 
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0         Dull    Pa. i 


r*nd  to  facility  Tech  Spect  Table  4  1-3 
EO/Q3/EB    2pp 


--Ga04033202  Propnied  a-iend  to  facility  T«ch  Specs  Table  4  1-3,  Section 
4  b  1  4<2)<a)  (.  Ttbl*  4  6-1  re  waste  disposal  nonitorinj 
programs 
*   Duke  Pouir  Co    QQ/03/31    7pp 


RequeiU  follcuup  rept  to  791030  Itr  re  nethoi!  ustd  to 
dtmjTtUat*  confornanc!  u/provii  I  ons  of  40CFR190 
ript  required  by  T»ch  Specs 
FE10,R  U    Operating  Reactors  Branch  4    80/03/20    2pp 


Q   Inspection  reports.  IE  Bulletins  &  correspondence 

BOQ4220227  Discusses  investigation  of  4 cram  breaker  failure*  at 
facility  Adjustment  mechanisms  can  potentially  fall  both 
at  Sc  dc  breakers  IE  headquarters  is  pursuing  concern,  fc 
preparing  circular  on  affected  breaker! 

5ATTERFIELD.  R   Electric,  Instt-umentatlon  (.  Control  9y»tinn»  Branch 
79/06/21    3pp 

8004070362  Responds  to  NRC  request  made  during  800109-11  Inip  for  add! 
info  re  assumptions  made  far  support/restraint  calculation! 
performed  in  compliance  u/IE  Bulletin  79-03  Addl  1  original 
calculations  for  Support  SR  134  end 
PARKER, U  D    Duke  Power  Co    90/01/31    19pp 


6004160001  Responds  to  791MA  Tech  Spue  change  application  re  operation 
of  Unit  2  at  full  rated  pou»r  Curing  Cycle  3  Revitu  has 

inititd  of  Clait  III  Hequsiti  add!  fee 

DIGOS  R  M    Liceri*  Fea  hinagemtnt  Branch    80/03/31    Ip 

0004060353  Forward,  info  r.  indication.  I,  controli  requiring  mods  to 
•nintaln  plant  at  hot  shutdown  indipendent  of  ICS/NNI  pouer 
i  ti  p  p  1 1 « I 
PARKER, w  0    Dele  Pou«r  Co    BO/04/01    2pp 


B00404035B  Aclr  receipt  of  IE  Imp  Repts  SO-3ft9/BO-04,  SO-27O/80-03  8, 
SO-aB7/BO-03  on  BOOI21-25  b  28  tt  0201  No  proprietary  info 
PAFWER,W  0    Duke  Pouier  Co    80/03/10    Ip 

—  8004040383  Forwards  IE  Insp  Repts  SO-269/00-0-V.  50-270/00-03  fc 
50-287/80-03  on  800121-33  tt  38  tt  0201  Nn  noncomplUnc* 
noted 

SrCHR.J  P   Region  2.  Atlanta,  Fuel  Facility  tt  Materials  Safety 
Branch   BO/OH/14   2pp 


£004030614   Supplements    600102    Itr   t-    confirms    disculsions   w/NHC    re 
rractor    vnsel    head    vent    required    by    NUREO-0578   Remotely 
operable    reactor    vessel    head     *ent    uiil    be    installed    Deiign 
uill    be    simlar    to    that    of    hot    leg    vents    per   HQ0102    Itr 
PARKER, H   D        Ouie   Power    Co         BO/04/02         Ip 

F.W43I032B   Sun-mar  ^    of   800222   meeting    u/DtW   ouners    group    in   Bathesda,  Hd 
ri   abnormal    transient    operational    guidellnis 
SEICEL,  Q   L        Reactor   Systemi    Branch         BO/04/03        4pp 

8004140430   Foruards    comparison   of    draft    STS   u/.nubber    functional    test 
sampling    plan 
COLLUISG.D   M        DuVe   Pouer    Co         80/04/03         llpp 

800423036B   Summary    of   B00403   meeting    u/ut,  Is,  DtU,  NUB   Corp   !,   rlcOrau-Hill 
in   Beth.sda.MD   r.    draft   MUREG-0667,     "Transient   Respon,      of 
BiH-Dfsisned    Reactors    " 
CAPRA.B   A        Standardliatlon   Branch         80/04/04        7pp 


2pp 


CAPHA.R   A        Standardization    Dranch         90/04/05 


in    T 

RE   D   R   U 
HEIO.R   U 


":Hl    e¥"uflt'on   of    '»Pl..-nt.t,-n   of   L.s.on,   L 
*t'S««    A    '*<"<»   All    item    saUsfactorily 
at   ""'I    '    rhF"    "m*"""S    **«•   -I   Unit!   2   t.   3 
PP"J  r"*"t    f--°">   ""    19BO   .huttfown, 

perating   Raactnrs    Branch    4        30/O4/07         ISpp 


--B004040402  IE  Insp  Repts  50-269/80-04,50-270/80-03  fc  30-2B7/QO-03 
on  aOOi3i-35  ti  SB  i  0201  No  nancump  1  lance  noted,  Major 
areai  Inspected  emergency  fac  1  1  1  ties,  equipment  d  procBdur«»i 
meant  for  determining  release  t,  cmorgency  training 

JENK1NS.O  R  Region  2,  Atlanta,  Fuol  facility  (.  Muterlali  Gif.ty 
Branch  PERROTTI.D  J  Region  2,  Atlanta,  Office  of  th.  IHrmtor 
BO/03/14  llpp 

80040802S3  Forwards  response  to  IE  Bulletin  79-01B  ro  anviron 
qualification  of  Clan  IE  e^uipm9nt  Complotion  of  Items  1, 
2  t<  3  documented  U/o  enc  1 
PARKER.H  Q   Dulte  Pouier  Co   80/03/13   2pp 

B004240035  Forojards  responsa  to  IE  Bulletin  80-03.  "Loss  of  Charcoal 
from  Std  Type  II,  Tun-Inch,  Trau.  Adsorber  Cells  "  No  evidence 
of  filter  dagradation  ai  described  In  bulletin  uas  obilrvnd 
at  facilities 
PARKER,  U  0    Duke  Power  Co    00/03/31    2pp 

8004230302  Ac  k  receipt  of  800204  Itr  informing  NRC  of  step,  tak.n  to 
i-;™"*  "lol.tton  noted  in  IE  Ihl«  R.pt,  30-269/79-41,  P 
SO-370/79-39  t.  30-387/79-41 

Qranch"  Cao/03/26n  \M>ant"  "«ctor  Operation.  NucL.r  Buppc-rt 


—8004230236  Responds  to  NRC  8001(1  Itr  r*  violations  not.rt  in  1C  Ini 
R.pt.  50-269/79-41,50-270/79-39  t,  M-MW^l  tlrrllll  v. 
actions  technician  involved  given  written  uarnina  t 
independent  verification  being  developed 
PARKER,  |J  o   Duke  Pouier  Co   BO/OB/04   2PP 


aun0d 

tSol^   »    .  ?!    cuol.ng    capacity    Sue    to    delay    of   add! 

cooler   !,   pump    installation   Request!    preciie    e.timate    for 
procurement   t,    instalUtiun   6y   800601  ••*»"*•    '«• 

REID.H   U        Operatino   Reactors    Branch    4        60/04/09        3pp 


reqo"t 


H   D        Duke    Pouer   Co        60/04/14 


PARKEfl.H  0 


=n  &  testing    for   lass 
I   Pou«r   Co        80/04/1B 


•  •«» 


DOCKETED  ITEMS 


97 


8004130311    Forwards    IE    Info   Notice    80-12,     "Instrument   Failure   Causes 
Opening    of    PQRV   Si   Block    Valve    "    No    specific    action    or 
response   necessary 

O'REILLY,  JP         Region    2,     Atlanta,     Office    of    the    Director         BO/03/31 
2pp 


-SO0430Q214  Responds  to  NRC  B00206  Itr  re  violations  t,  deviations  in 
IE  Insp  Repts  90-269/79-37,50-270/79-34  !•  50-237/79-37 
Corrective  actions  shift  operating  personnel  instructed  on 
manual  transfer  intercommunication  sys  (•  alarm  procedures 
PARKER,  W  a    Puke  Power  Co    80/03/03    4pp 


8004230100  Forwards  IE  Inap  Pepts  SO-3A9/BO-QS. 50-S70/BO-06 
SO-297/BO-06  on  600223-29  No  noncomp lianc e  noted 
HENNA. W  B   Region  2,  Atlanta,  Safeguards  Branch    BO/03/31 


2jiP 


— B004220204    IE    Imp   Repts    SO-269/BO-OB, 50-270/BO-06  *i  50-287/80-06  on 
800225-29  No   noncomp 1 iance    noted    Major   areas    inspected 
security    p  Ian. secur i ty    program   d    physical    security    Details 
withheld    Iref    10CFR2   790) 
TOBIN.W    J         Region   B.     Atlanta,     Safeguards    Branch         80/03/29         Ip 

BOQ40B06I1    Forwards    IE  Circular   80-03,     "Emergency    Diesel    Generator 
Lubricating   Oil    Addition   t,   Dnsite    supply    "    No   turitten 
response    required 

O'REILLY.J  P        Region    2,     Atlanta,     Office    of    the    Director        BO/04/01 
2pp 

B00415007Q  Forwards    IE    Info   Notice    HO-13,     "OE  Type   SUM  Control    Switches 
Defective   CAM  Folloulers    "   No    specific    action    or    response 
required 

O'REILLV-J  P        Region   5,    Atlanta,     Office   of    the   Director        BO/04/02 
app 

0004240249  Forwards    IE    Info   Notice    80-14,     "Safety    Suggestions   From 
Employees    "   No    action    required 

O'REILt-V.J   P         Region    2,     Atlanta,     Office    gf    the    Director         80/04/02 
2pp 

B004250330  Ack    receipt    of   B00314    Itr    informing    NRC    of    steps    taken   to 
correct   violation   noted    in    IE    Imp   Hepts    30-269/80-05, 
SO-270/80-04    &    80-207/80-04 

CeWlB.fl   C        Region  2,    Atlanta,    Reactor    Operations   Nuclear   Support 
Branch        HO/04/02        Ip 


—8004300330    Forwards    IE    Insp    Repts    30-269/79-37.50-270/77-34   i 
SO-2B7/79-37    on    791111,15   (.    16    b    notice*    of    violation    ic 
deviation 

LEWIB,R    C         Region    2,     Atlanta,     Reactor    Operations    Nuclear    Support 
Branch         BO/02/06         2pp 

— BD043Q0237   Notice    of    violation    from    inup    on    791111,13   S,    16 

*  Region    3,     Atlanta,     Office    of    Che    Director         30/01/10         la 

—0004300245   Notice    of    deviation    from    insp    on    791111,13   &    16 

*  Region    2,     Atlanta,     Office    of    the    Director         BQ/Ot/IB         2pp 

— SO04300260    IE    Insp    Repts    50-269/79-37,50-370/79-34   *V   50-2B7/79-37    on 
791111,  IS   ic    16   Noncomp  1  lance    noted    inadequate    procedures    to 
correct    potential    ma  I  f unc tlons, eicessi ve   DCS   cooldown    rate 
t.   failure    to   notify    of   RO  within    1-h 

QUICK.D   R    ,     MARTIN.R         Region   2.     Atlanta,     Office    of    the    Director 
BO/01/lfl         6pp 

8001340296  forwards   addl    response    to    IE  Bulletin    79-01D,     "Environ 
Qualification    of    Class     If.   Equipment    "    Revised    master    sys/ 
components    list  (•  sys    component    evaluation   uiork    sheets   encl 
Addl    equipment    info   mill    be    sent    by    S0070I 
THIEB, A   C         Duie   Power    Co         BO/04/21          1200pp 


S      Reportable    occurrences,    LERs   IV   related    correspondence 


80Q4160272  RO  287/80-4   rept    re   breach    of    fire    barrier    in    cable   room 
should    have    been   submitted    by    B 00327  Anticipates    that   rept 
mill    be   submitted   no    later    than   BQQ411 
PARKER. U  0        Duke  Power    Co        BO/03/27        Ip 


--B0042S0334  Responds    to   NRC   800320    1  tr   re   violation   noted    in    IE   Insp 
Repts    30-269/60-03,30-270/80-04    &   SO-2S7/80-04   Corrective 
actions    areas    cited    were    cleaned    tv   maint    practices   & 
procedures    changed    to    Include   housekeeping    practices 
PARKER, W  0        Duke   Power   Co        80/03/14        2pp 

— 8004B30340  Forwards    IE    Imp    (lepts    SO-269/80-OS,  90-270/80-04   t 
50-2B7/80-04    on  800107-31    b   notice    of    deviation 

LEWIS,  Fl   C        Region  Si    Atlanta,    Reactor   Operations  Nuclear   Support 
Branch        00/02/20        2pp 

--8004330346  Notice   of    deviation    from    Insp    on   800107-31, 

*      Region   2,    Atlanta,    Office    of    the    Director        BO/02/20        Ip 

B0040B0432  Fariuarcf*    steam   generating    operating    history,    updating    info    in 
utll    781120    Itr    through    1977   refueling    outage    Intervice 
Imp 
PARKER,  U  0        Dufce  Pouier    Co        80/04/03         12pp, 


8001030223   Formai-ds    LER   BO-005/03L-0 

PARKER, W  0        Duke   Power   Co        80/03/31        3pp 

— BO0403Q234  LER  BO-005/03L-0   on   B003O2, boratcd   water    storage    tank    leva! 
Channel    1    failed    high    uhon      bellows    froie   Caused    by   removal 
of    transmitter   boi    cover   Transmitter    thamed   It   calibr 
checked 
LEWIS,  B   R        Duke   Power   Co        BO/03/31         Ip 


8004160229  Forwards   LER  SO-004/03L-0 

PARKER, W   O         Duke    Pouer    Co         BO/O4/11         3pp 


— -0004160232  LER   BO-OQ4/03L-0  on  800226, breach    in    final    barrier 
penetrations    discovered    in    two   places   Cause    for  missing    matl 
In    one   sleeve  1   hole    in   plate   of    other   undetermined  Hourly 
firm  watch    established    until    firestop   matl    was    installed 
LEW IB, 8  R        Duke  Pouer   Co        80/04/11         Ip 


8004180326  Forwards    I£  Circular   90-O7.     "Problems    W/HPCI    Turbine   Oil 
Byi    "   No  written   response   required 

O'REILLY.J  P        Region  2,     Atlanta,     Office    of    the    Director        80/04/03 
Hpp 

B0043S0357    IE    tnsp    R«pts    SO-269/90-O3,  50-B70/SO-04   fc  50-287/80-04   on 
BD0107-31    Noncompl ianca    noted, fai 1 ure    to   adhere    to   ttated 
housekeeping    practices    in   area*   occupied    by    *af oty-related 
equipmant 

MARTIN, R   D        Region  S,    Atlanta,    Reactor   Operations   Nuclear    Support 
Branch        JAPE,  F        Region   3,    Atlanta,     Office    of    the   Director 
BO/02/20        8pp 


DOCKET   30-289  THREE  MILE    ISLAND  NUCLEAR   STATION.    UNIT   1 
F      Security,    medical,    emergency   t    fire    protection    plans 

8004100350  Forward*   Revision   6D    to   modified   amended    physical    security 
plan   Plan   withheld    Iref    10CFR2  7901 
HERDEIN.J   0         Metropolitan    Edison    Co         BO/04/02         Ip 

8001S10263  Notification   of   800415  meeting   u/util    In    Behtesda    re   open 
item*    on    fire    protection    per   NRC   B00207    Itr 
DIIANNI.D  C      Operating    Reactors   Branch    4        80/04/04        Ip 


BOQ4230132  Forwards    IE  Bulletin   7  9-0  3  A    "Longitudinal    Meld   Defect*    in 
A9ME  8A~312,Type    304  8talnle»   Steel    Pipe    "    Action   required 
O'REILLY,  J,P,       Region   H.    Atlanta     Office    of    the   Director        80/04/04 


5004300409  Advises    that    std   market   weather   alert   monitor    is    sufficient 
for    use    in   notifvins    P"bl  ic,  regardless    of   on-off    switch 
HERBEIN.J    0         Metropolitan   Edison    Co         80/04/H3         Ip 


9004  [803  90  Forward!    IE  Bulletin  BO-OS,     "Clam   of   Containment   Liner 
Penetration   Melds    "   Hritten    response    required 
O'HEILLY,  J  P.       Region  2,    Atlanta,    Office    of    the   Director        BO/04/07 


B00430020S  Act    receipt   of    800303    Itr    informing   NRC    of    steps    taken   to 
correct   violation*   d  deviations    noted    in    IE    imp    Rept* 
30-269/79-37,  SO-S70/79-34   fc   50-2B7/7-J-37 

O'REILLY.J  P        Region   2,    Atlanta,    Office    of    the    Director,       80/04/07 
Bpp 


0      Ad  jud  icatory    correspondence 

8004100136  First    sat   of    Interrogatories    directed    to    licensee    in   restart 
proceeding    re   UBPA  filed    nuclear    facility    incident   plan 
Certificate    of   Svc    ene  I 
AAMODT.M  H        Affiliation   Unknown        80/02/16        9pp 

—  8OO4100142   Second    set    of    interrogatories    directed    to  State   of   PA    in 
restart   proceeding    re    relation   between   hypothyroidism  & 
radioact  ive    emissions 
AAMODT.M  M        Affiliation  Unknown        80/02/22        3po 


DOCKETED  ITEMS 


lU'iiuticn 


concerning    radiation 

ao/02/Ea      IP 


-BQ040100B9  Fourth    set    of    interrogatories    re   Contention    3    Include* 
Questions   re   operator   &   senior   operator    basic    engines-rins? 
lj  physics    training    in    thermal    hydraulics 
AAMDDT,  M   M        Affiliation    Unknown         BO/02/25         Bpp 


j    re   Contention     11    l.concerning    projected    t   present 
0        Affiliation    Un»niu.n         BO/02/33         lp 


-8004010073  Suth    set   of    interrogatories    ro    Contention   3    Includes 
question*   re   tests    used    for    licensing    operators    befora   & 
after   TMI-a  accident  Certificate   of  Svc    encl 
AAMODT,MM        Affiliation   Unknown         BO/05/23         6pp 


rutart    prscrtiling    re    jiiffndod    Contintion    4.  concerning    ilata 

Jatuntntttion   <•   Carttficate    of    Svc    encl 

ftAI'ODT   N   0        Affiliation    UfknoLn        SO/02/33         5pp 

£.03  <C  33  1  37   (Jitira    of    taking    of    depositions    Submit!    names    of    addl 
lictnifi    erplni(«e>    to    be    added    *o    lilt    provided    in 
jn  ter.inor    C00123   notice    of    taking    of    deposition 
C«rtif  icite    of   Svcs    *nc  1 

WJCC=F,M   P         T«r»«   Mile    Island    Alert         WIDOFF,  M  P        WIdoff.    Reagsr, 
S«llcjiti    1   AKJir         EO/02/2.2        3j>P 

-~SOQ«OEQ146   Natict    of     intent    to    tale    depositions    of    individuals    luted, 
all    of   uhrni    iervid    at    staff    or    consultant!    to   President's 
Co-mmnsn    on    TNI      Certificate    of    Svc    1   related 
ccrr.ipondtnc*    end 

HIDDFF.H   P         TUne    Mile    Island    Alert         UIDOFF.H   P        Hidoff,     Reager, 
SeUouiti    t   Adlar         SO/02/32        4pp 


50   Further   ai.nd    to    300133   notice    of    depositions    («   B00214 
ftnl    to    notice,     adding    follouing    dat«s   800312   t    17 
Certificate    of    Svc    tncl 

k[DOFF,M   P         Three    Mile    Island    Alert         U1DOFF.M   P        Hidoff.    Reager, 
Seltojiti    I,   Adler         8Q/C2/S3        3pp 

—  eOCH030167   Seventh    let    of    interrogatories       Includes    questions    re    past 
tr   prmnt   util   personnel,  insp   b  naint    loj   It  administrative 
procedures    eiplaining    use    li   meaning    of    job    ticktt   form 
Certificate    of   Svcs    end 


P         Three   Mil.    Island   Alert         HIDPFF.M  p        Hiijoff,    fleager. 
Selkouiti    (.   Adler         SO/02/22        7pp 

—  B0040DOI76   Notice   of    taking    of    depositions      Suomlts    namas    of   (JBC 
p«r»onn»l    to    be    added    to    lift    provided    in    intervenor 
B00206   notice    of    deposition*      Certificate    of   Svc    and 
WICDFF.M   P         Three   Mile    I,Und    AUrt        MIDDFF.H   P        Hidoff.    Reagsr, 
Selkouiti    tt   Adler         SO/02/22        2pp 

SOD42203SO  Certification   to  Canmitf  mn  r«    ps^chologtcal    distress 
iiiu-s    Urg*i    consideration    of    Hiue    und.p   N6PA   for   purgost 
at    nltlgating    effacti    of    TMI-I     licensing    activities 
Initirvenori    contentions    encl 

JOflDAN.H   H   ,    LITTLE.L    U   .    SMITH,  1    u        Atomic   Safety   and   Licensing 
Board   Pan.l         60/02/22        3ipp  v  uimnunj 

B0040lD06q    Third    ,.t    of    in  terr^a  tori.,,  re   Contention   4    Include, 
Hueitions    re   NRC   "innitoring    of    data    from    licensee   J,   NfiC   role 
""t*""t"   Pr0"""""in'    ln  «-"*.6ura   area 


AArlODT.W  0       Affiliation  Unknown       BO/O2/23 


lp 


—  B0040I007D  Fourth    set   of    .nterrogatories    re   Contentions   4   U   5   Include, 
Vi,    tion,    re   pj t.ntUI    for    foodstuff  poisoning   due   to  ""'"<>"« 

radioactive   iodine   imlssiani 

H       Affiliation  Unknown       BO/02/2S       2pp 


AAKODT.N  0        Affiliation   Untrtoun        30/O2/23         lp 

"a^"iuon,Trir.(;:^r0fnj:nD^uveVo;:n^      4 ' 5  incioif" 

AAMOOT.M   M        Affiliation   Unknown        BO/02/25        2pp 


^ ,   .'.  ejnergenc    'nt*rrDJatoPiml   «  Contention 

AMKWT.H  H        AfflliatJon^n^noun11    PBo!?02/a5.       3ff 


8004010036  First   of   set    of    Interrogator  ie-a    Interrogfltories    limited    to 
Contention    B   re    emergency    planning    d   preparedness 
Certificate   of  Svc    encl 
SHOLLV.8  C       Affiliation   Untnoun        30/03/39        ftfP 

— 8004010040  First    set   of    interrogatories    tt   document   requait*    Includvi 
questions   re   communications    links   betueen    atate   ngenclvi    (< 
licensee  !<   state  &    licensee   emergency    event   claiat  t  icat  ian 
cchsme  Certificatfl   of   Bvc    encl 
SHOLLY,S  C       Affiliation  Unknown        SO/02/25        7pp 

— 9004010042  Second    set    of    interrogatories   b    document   reqiiBiti    Includai 
questions   re  NRC   assessment   of   adequacy    of    licensee    prunosed 
high   radiation   containment    isolation    signal    Certificate    of 
Svc    encl 
8HDLLV.3C        Af f i  1  iation   Unfinoun         BO/02/23         ISpp 

--B004Q10044  Fourth   >et   of    interrogatories    S,    rfocumBnl   ren.ua«ts    Incltidai 
quettions   re    formor    emplayaos   ufto   served    on   THI    security 
force   !,  attempted   acts    of   sabotage  (.   theft   Cartificate    of 
Svc   encl 
SKOLLV,S  C       Affiliation  Unknoun        90/02/23        36pp 

B004090190  Notice   of  address    change   for    iritervonor    Chtiapeako   Ennrpg 
Alliance  Matl    should   be   ,ent    to   representative    tn   Paltlmore, 
MD  Certificate   of  Svc    encl 
POLLARD. U  0       Chegapeake  Enargy    Alliance        80/03/27        3pp 

BOOW20202  Response    in   opposition    to   SC   Bhollg    Interrogator ie»    5,  6,  Ifl, 
22  &  29~34   of   third    set   of    interrogatories   re   Contention    16 
Questions   bear  on   security    planning    out    do   not   mlata    to 
alleged    threat  posed      by   Unit   2  Certificate    of   Bvc    encl 
DLAKE.E  L       Metropolitan  Edison   Co        BLAKE,  E  L        flhaiu,    Pi.ttn.an,    Pott* 
tt   Trocubrldge         80/02/28         7pp 

8004070076  Motion   sealing    entonsion   until   000331    to   respond    to 
intervenors'    Interrogatories,  due    to    largo   vo  1    i,    la«t-mlnute 
filing, re   restart   proceeding   Certificate    of   Bvc    »ncl, 
TBOWDRIDeE.O  F       MetropDl  i  tan  EdUon  Co        TflQWDFIIOBE.  0  F        FJhau. 
Ptttman.    Potts   d  Troubrldge        BO/03/03        6pp 


B004I10541   Notice   of    intervenor   800307  entry    upon    preml.es    of 
purpose   of    insp,  measurino   t.  photographing    control    ronm 
I.*!"!!    '!"!!??    '""!''•*"'"  «""»*"ini    instrument,   t- 


TMI-I    for 


hi/drooen  recombiner  Certificate   a(  Bvc   encl 
SHOLLY.B   C         Affiliation   Untnoun         BO/03/O3 


tD   C0fflpel 
ftled    0|>J 


to   ntconi)    sat 


8HOLLV.Q  C        Affiliation  Unknown        BO/03/07 


lOpp 


WEI8S,ER        Sheltfon,    Harmon  i-  Weiss,      80/03/04 


ZAHLER.R  E       Metcopol  itan  E<fi,on  Co        BO/O3/04        4.pp 
'dSVorSl    *PBM,*ntV"<lr«?2"3  roceed!   MOtU'l'il1  ".por...    tc. 


Energy   Al  1  lance.       90/03/06 


;  f    -    •  •  »?-  «".J:/K:;j!;;i:jr:; 

BHARTZ.LL       Antitrust   Divi,  ion        80/03/07        iH 


AffilimonUnknouln       00/02/23       2pp 


DOCKETED  ITEMS 


99 


S004030322  Response    in    opposition    to    fourth    special    prehearing 
conference    order    disposing    restart    Contentions     IIIC).III(A) 
{a>    t-    III(A)(t)    Urges    revision    of    order    due    to     Improper 
determination    of   merits   Certificate    of    Svc    encl 
BOUERS, J         Anti-Nuclear    Group    Representing    York          BO/03/10         4pp 


— 8004100436    Objections     to    intorvenor    Aamodt    Family    900223    third    sal 
interrogatories    Interrogatories     [-7    relate    to    Aamodt 
Contention     11     1.  rejected    by    ASLB 

ZAHLER.R    E         Metropolitan    Edison    Co         ZAHLER.R    E        Sham,     Pittmar 
Potts    'j    Trowbrldge         80/OJ/13         Ip 


6004110155   Forwards    licensee    response     fco    TMI    Alert    third    set    of 
interrogator  1 es 
ZAHLER.R    E         Shau.     Pittman.     Potts    &    Troubndge          SO/O3/10         if 

— 0004110163   Response    to    third    set    of     interrogatories    Includes     info    re 
radiation    releases     into    atmosphere    t,    into    Susquehanna    River 
during    first    nuarter    of    1979   Affidavits    &  Certificate    of 
Bvc    encl 

ZAHLER.R    E         Metropolitan    Edison    Co          ZAHLER,  R    E         ahaui.     Pittman. 
Potts    t-    Troubridgo         SO/O3/10         16pp 

8004210235  Forwards    licensee    supplemental    response    to   TMI    Alert   second 
set   of    interrogatories   Responses    to    Interrogatories    17,51,22 
t-   33   have    been    treated    as    document    requests 
ZAHt-ER.R   C        Sham <    Pittman,    PottE    (.    Trouinridge         00/03/10        2pp 

— BOQ4210230   Supplemental    response    to    second    sat    of    interrogator ies 
Includes    info    re    utll    tngt    auditiTMI-1    operating    ti   emergencg 
procedure*    &   names    of    all    health    physicists    employed   at 
THI-1   Affidavit   !.  Certificate    of   Svc    end 

ZAHLER.R   E        Metropolitan   Edison   Co         ZAHLER.R   E        Sham.     Plttman, 
Potts   &  Troubridge        SO/O3/10        ypp 

B004040229  Mot  ion    for    eitension    until    000324    for    deposition's    noticsd    on 
B0012B  (•   until    000331    for    depositions    noticed    on   800222   re 
restart   proceeding   License   duet)    not    oppose    eitension 
Certificate    of   0vc    end 

ADLER.T  A        Three   Kile    Island    Alert        ADLER.T  A        IJldoff,     Reagcr. 
Bolkouiti    fc  Adler        SO/03/11        3pp 


— 9004100437    Objections    to    intervenor    Aamodt   BCO225    siith    set    of 
interrogatories    Interrogatories    4-iO   arc    unrelated    to    Aamodt 
Contention    10   or   any    other    contention  accepted    bij   ASLI3 
Certificate    of   Svc    encl 

ZAHLER.R    t         Metropolitan   Cdlson    Co         ZAHLER.R    E        Bhau,     Pittman. 
Potts    &    Troubndge         BO/03/13         bpp 

SQQ40BOOi'l   Forwards   "eg    Guides    1     134    fc    1     145    in    further    response    to 
document    requests    portion    of    intervenor    second    suppl    to 
interrogatories    to  NRC    staff   Copy    of    WASH    14OO    is    on   order 
fc   mill    be    forwarded    ao    soon   as   received   IJ/o    encl 
SOUDER.J   L         Division    of    Rules    and    Records         00/03/14         If 

8004030678   Notice    rescheduling    licensee    BOQ310    deposition    to    B00326    at 
OF  Troubridge    of c. Hash ingtoni DC,  re    restart   proceeding 
Certificate    of    Bvc    encl 

WEIBS.E   R         Union    of    Concerned    Scientists         WEIBS.E   R         Sheldon. 
Harmon   S.   Weiss         00/03/14         3pp 

BQQ4100471'   Objections    to    Chesapeake    Energy    Alliance     first    set    of 
interrogatories    Intervene?    requests    ape    irrelevant    to 
ultimate    disposition    of     issues   Certificate    of    Svc     encl 
TROHBR1DGE.Q   F         Metropolitan    Edison    Co         TfiOUBRIDuE,  0   F         Shau, 
Pittman,     Potts    t,    Troubridge         BO/03/14         Iflpp 

B004 100543   Amend    in    notice    of    deposition    Depositions    of    0   Henderson, 
H   Dougherty    &   T  Gerutfey, of f  ic  la  Is    of   CofnmoTiuea  1  th    of  PA.  ui  1 1 
be    taken    on    B00324   L   Jackson   ui 11    not    be    deposed 
BOWERS, J        Anti-Nuclear    Group   Representing    Vork         BO/03/14        Ip 


80tj4090022  Memorandum  &•   ardor    re   Chesapeake    Energy    Alliance    800313 
omnibus   motion    filed    in    restart    proceeding    Certification    to 
Commission   ulll    not    be    entertained    absent    eitrsordinary 
circumstances   Funding    denied   Labeling    sys    granted    partially 
BMITH,  I   H        Atomic    Safety   and    Licensing    Board    Panel        80/03/11        4pP 

B00409042S  Motion    to   compel    UCS  ansuier    to    Interrogatory   0-1    of    licenses 
8001 18   first    set   of    interrogatories    re    facility    restart 
Licensee    Is    entitled    to    identification   of    alleged    inadequacy 
re  UCS  Contention  0  tl/supportlng    Itr   tt  Certificate    of  Svc 
TnOWBfHPOE,  0   F        Metropolitan  Edison   Co         TROWBRIDQE,G  F        Bhaiu, 
Pittman.    Potts   Si  Trowbridge        BO/03/li        &pp 

B0040B0720  Objection*    to    intervenor   SC    Shelly    fourth    set   of 
interrogatories   &   document    requests    Intervenar    request*    info 
not  uitliin    scope    of  Contentions    15  81    16  Certificate   of   Svc 
encl 

TROWOniDQE,  0  F        Metropolitan   Edison   Co        TRQWQRIDGE,  0  F.       Shaui, 
Pittman,    Potts    l<  Troiubridge        60/03/11         IHpp 

500411002"?  Dbjectloni    to    Interroga torij    179   of    irtervenor  UCS   second    get 
of    interrogatories   Request    for    info    re    licensee    tiearing 
preparations    is    irrelevant    to    ultimata    disposition   of 
isiusi   Certificate   of   Svc    encl 

TRDUDRIOOEiO  F        Metropolitan   Edilon   Co        TROUBRIDOE,0  F        Qhau, 
Piltman.    Potts   li  Trouibridgo        BO/03/11         Spp 

8004020044  Fit-it    i«t   at    interragfltorles    directed    to  NRC   Supplements 
SC   ahull g    B00117    interrogatories   re    restart    proceeding 
Include*    questions    re    quantity    of   radiation. adequacy    of 
emergency    plan  fc    ingestlon    exposure   Certiflcata    of   Svc    end 
SHQLLY,  S  C        Affiliation   Un Known        SO/03/13        7pp. 

0004030170  Motion    for    emergency    funding    to    continue    depniitlon*    re 
restart    proceeding   Funding    approved    by   Comptroller   General 
Jan    I960  opinion   Requests    immadiatt    certification    to 
Commission   Certificate    of   Svc    Encl, 

ADLER.T  A        Three   Milt    Island   Alert        ADLER,  T   A        Widoff.    fieager. 
BeUoulti    t  Adler        SO/03/13        3pp 

0004100300  Objects    to    interrogatories    included    In    tntervinor    Aamodt 
Contention   2    interrogator ies.  fourth    set. Info    requested    i* 
eithflr    biuond    scope    of   Contention   Z   or    Irrelevant    to 
Contention   S, Certificate    of   Svc    encl 

TRuUDRIDQE.O  F        Metropolitan   Edi.on   Co        TRDWBP1DOE,  0  F        Bhau, 
Pibtman,    Pott*   tt  Troubridge        BO/03/13        Qpp 

B004100439  Objection*    to    intervenor   Aamadt   Family    B002B2  second    set   at 
Interrogatories    Interrogatories    1-4    do    not    relate    to   Aamodt 
Contention   8   or    any    other    contention   accepted    by    ABLB 
IAHLER,R  E        Metropolitan   Edison   Co.       ZAKLER,  R  E        Bhau,    Pittman. 
Potts   t<  Troubridge        00/03/13        Bap 


— B004100S65    Intervenor   responso    to    first    set   of    interrooatori es    Includes 
Info   re    intervenor   witnesses   ial\a   mill    testify    aa    to  adoquacy 
of    licensee   &   govt    emergency    plans 
BOWERS, J        Anti-Nuclear   Group   Representing    York        BO/03/ H         Ip 

— 8004100967   Follouon    interrogatories    Includes    info  re  aQ-milo 

evacuation    radius    discussed    by   Chairman  Hondrie  on  790330 
Certificate    of   Svc    encl 

BQWER3.J        Anti-Nucloar    Group   Representing    YorH  BO/03/14        2pp 

B0040BOI79  Forwards    licensee    responses    to  MI    Leuis  800130  second    set    of 

interrogatories   Affidavits    for   responses  mill    lie  f oriuarded! 
shortly 

ZAHLER.R   E        Bhauj,    Pittman,    Potts   If   TroubHdge  QO/03/17         Ip 

— Q0040B0200  Response    to    second    set    of    interrogator ioi    Includes    info    re 
history    of    Incident   Message   Form  R-72  entry    In   radiological 
data    log    booh 

ZAHLERiR    E         Metropolitan    Edison    Co         ZAHLER.R    E        Bhaw,     Pittman,, 
Potts   «t   Troiuhridse         HO/O3/17         5pp 

0004090281    Forwards    licenseo    responses    to    intorvennr   B00121    first   set 
of    interrogatories  Affidavits   mill    bo    foruardcd    shortly 
ZAHLER,R  E        Shau,    Pittman,    Potts    fc   Troiubridge        SO/03/17         Ip 

— S004090283  Responie    to    first   set    of    interrogator ios    Includes    info   re 
gaseous   &    liquid    effluent    filtration    devices   t  measures 
taken    in   response    to  NUREO-OS6O   reactor   control    room  design 
criticisms 
ZAHLER.R   E        Metropolitan   Edison   Co        80/03/17         13pp 

0004090289  Forward 5    licensee    further   response    to   SC    Btiolty   800104    first 
set   of    interrogatories  Affidavits    will    be    foruardad    shortly 
ZAHLER.R  E        0hay,    Pittman.    Potts    fc   TrcJiuBridge        SO/03/17         Ip 

— 0004090295   Further    response    to   first    set   of    Interrogatories    Includes 
Info  re   hydrogen   control. ECCB   flou   rate* use   of   radiation 
monitoring    devices   li  health    physics    procedures 

ZAHLER.n   E        Metropolitan  Edison   Co        ZAHLER.R   E       Bhaiu,     Pittman. 
Potts    &    Troubrldge         00/03/17         SSpp 

800410027?  Foruards    licensee    response    to   Shally    B00206  second    set   of 
interrogatories   Affidavits    for   responses   uilll    be    Forwarded 
shortly 
ZAHLER.R  E        Shau,    Pitt  man.    Potts   t,   Troiubridgc        80/03/17         Ip 

— 8O041003BS  Response    to    second    set    of    interrogatories    Includes    Info    re 
persons   uho   contributed    to    licensee   emergency    plan  b 
emergency    plan   accident    classification   iga 

ZAHLER.R   E        Metropolitan   Edison  Co        ZAHLER.R   E       Sham.     Pittman. 
Potts   tt  Troubridge        8O/O3/17        13pp 
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SOO41Q0476   Ack     receipt    of    800239   request    to    be     Informed    uhen    TMI 
pet-urns    to    operation    rtSLB    wilt    hold    hearings    r  e    TMI-1 
restart    Hearing*   nay    e  eminence    during    Summer    I'SBO, 
but    date    of    Conmission    Final     decision    is    not    known 
SMITH, I    U         Atomic    Safety    and    Licensing   Board    Panel         80/03/17          lp 


8004060026  Memorandum  (•   order    shortening    time    for   answering    motion!    to 
compel    discovery   re   restart    proceed Ingi  to    flva   days    after 
svt    of    motion  Requests    For    aitenslon   mill    be    entertained 
Time    to    answer    motions    served    prior    to    order,  shortened 
BMlTHi  I    W        Atomic    Safety    and    Licensing    Board    Panel          BO/03^19          3pp 


— B004IQQ47a    Requests    info   as     to   uhen    TMI    mill    bee  on 
Author    Is    General    Public    Utils    stockholder 
SEKULA.P         Affiliation   Unknoun         80/02/29         tp 


operational    again 


6004100539   Comnomjieal th    of   PA    response    to    second     set    of 

emergency    response    plans   Certificate    of   8vc    end 
CARTER,  K   U         Pennsylvania,     State    of         BO/O3/17         33pp 

B00110O949   Hes.pon-se    to    third     sat    of     interrogatories     Includes    info    re 
persons    responsible    for    internal     security,  sec  ur  itij     contracts 
f.    Incident    rept-s  Certificate    of  8vc    4  RA  Rice    affidavit 
•  ncl 

BLAKE, E   L         Metropolitan   Ed  1  ton   Co         BLAKE,  E   L         Shau,     Pittman.     Potts 
ti   Tro-ubridge        BO/03/17        ISpfl 

ai>Q41QO&62   Response    to    finfc    set    of     interrogator i e>     Includes    Info 
re   alleged    Inadequacy    of   natural    circulation    to    remove 
decaij     heat    Certificate    of    Svc    encl 

WEISS,  E   R         Union    of    Concerned    Scientists         UE1SB.E   R         Sheldon. 
Harmon    it   He  i  5  s         60/03/17         2Qpp 

BQQ4100566  Objections    fco    Interrogatories    1,5  t  6   rs    intervanor 
TMI    Alert, !nc     seventh    set    of     Interrogator  1  el   Social 
security    numbers    of    former    employees    deemed    irrelevant 
Certificate    of    Svc    end 

BLAKE.  E    L         Metropolitan   Edison   Co         DLAKE,  E   L         Shau,     Pittman,     Potti 
(,    Traiubridge         BO/03/17         5pp 

B004I1O175  Response    to    first    set   of    Interrogator l*»    Includes    info   r* 
potential    for    accidents   at    TMI-1    resulting-    from  TMI-a 
accident  Certificate    of  Svc    end 
POLLARD, R   Q         Chesapeake   Energy    Alliance         BO/03/17         4pp 

8004110516  Responds   to    PA  Public   Util    Commission    first    s»t   of 
interrogatories    Includes    Info  re  witnesses    uho    will    be 
called    to    testify   by    licensee  Certificate    of  Bvc    & 
attachment  Wartdl   response    end 

TROWBRIDGE,O   F        Metropolitan  Edison   Co        TROHBJUDGE.O   F       Shay, 
Pittman,    Potts    fc  Trouibridge        80/Q3/17       2?pp 


9004090199  Motion   to   compel    responses    bij    licensee    to    fourth    sot    Qf 
Interrogatories   1    document    requests    Licensee    B00311 
objections   attempt    to    carvo    out   scope   of   restart 
contentions  Certificate    of   Svc    encl 
SHOLLY,  S   C         Affiliation    Unknown         BO/03/19         17pp 

B004210433  Responses    to   Aamadt   first   set   of    Interrogatories    Includes 
info   re   agricultural    emergency    plans   Affidavits   & 
Certificate    of   Bvc    encl 
CARTER,  K  U       Pennsylvania,    State   of        BO/03/  19        23pp 

8004110077  Forwards    licensee  ansuer    to   EC    Sholly    Interrogatary    08-006, 
re    restart    proceeding 
ZAHLER,  R   E        Sfiau,     Pittraan,     Putts    t<   Troubrldge         QO/O3/20          lp 


Rusponie    to  EC  SKollg    Interrogatory   oa-OOt    of    flr*t    *at    of 
Interrogatories,  re   restart   proceeding    Sept    1979  accident 
classification  s  ysi  NUREG-Q610(  ha  j   be  on   adopted   by    liceniBe 
in   einergencij    plan 
f      MBtropolitan    Edison    Co         BO/03/20         Sop 

8004110095  Response    In   opposition    to  SC  8holly    BOO  303   motion    io    compel 
anaueri    to    second    set    of    Intoirogatorios    Theoreticai 
assump  tloni    underlying    emergency    plan    Iropoiiible    to 
document,  due    to  reliance    on    thoughts   rather    than    fact* 
ZAHLER,  R   E        Metropolitan   Edison   Co         ZAHLER,  R   E         Shaui,     Pittmnh- 
Potts    &   Troubrldge        80/03/20        9pp 

8004110100  Responds    to   ASLQ  B00123   third    special    prehearing    confornnce 
order    requesting    extent    to  which    emergenccj    plan    hai 
incorporated   NUREO-0376  Class   7  accident   consideration* 
fisiponss    to   Shelly    Interrogatory   08-OOC>   provides    info 
ZAHLER,  ft  E       Metropolitan  Edi»on  Co        ZAHLER.  R   E        Bhau.    Pittman. 
Potts  A    Troiubridge        80/03/20        2pp 

S0042500A3  Response    in   opposition    to    liconsee    objection*    to   Anmiult 
BOOaag    third   set   of    interrog  ator  ie»  Assert*    that   appropriate 
relationship   eilits   between    interrogatories   fc  Contention   4 
re   restart   proceeding 
AAMODT.Hu       Affiliation    Unknoiun        BO/03/2O        2pp 


B0041S0561    Foruarfls    licensee    response    to   TMI    Alert    Inc    BC-Oiafl    fifth 
set   of    interrogatories   Affidavits    for   responses    uiill    be 
forwarded   shortly 
BLAKE,  E    L         Shaw,    Pi  fctman,     Potts   t<   Troubridgi         BO/03/17         Ipp 

—  BO041105i7  Responds    to    fifth    set   of    interrogator!  es    Includes    info   r« 

independent    contractors    to    perform  maint    repair  & 

QA   functions    at  TMI    Certificate    of  Svc    encl 

BLAKE.  E  L        Metropolitan   Edison   Co        BLAK-E,  E  L        Shan,,    Pittman. 

Potts    S.   Trouibridge         80/O3/17         IBpp 

S004I40O74  FuruiariJs  Commonuealth   of    PA  relponses    to    intervenor 
interrogatories   fc  document    rcnuestfi   Objects    to    Interrogatory 

03-009  *   suggests  redrafting    Interrosatory    OB-002 
nvterpreted    very   narrowly 

CAHTER,  K  M        Pennsylvania.    State   of        SO/03/17        2pp 

8O04140077  Response    to    first    set  of    interrogatories    Include*    info   ro 
communications   links   between  state   agencies,     control    room 
fc   emergency    planning    lone   Affidavit  of  MA   Ruillu    encl 
CARTER.K  W        Ptnnsy  Ivania,     Stata    of       80/03/17        Spp 

—  SOOfllflOOBO  R.iponsa    to  Aamadt   second   *et  of    interrogatories    Includes 

info  re   connection    between    incidence  of  hypothuroi  dUm    in  PA 
!.  TMI-3  accident  EB   BoudimSK  Tokuhatfl  (.  MA  FJelllu    draft 
affidavit*    encl 
CARTEfl.K  W,       Pennsylvania,    State   of       30/03/17        9pp 

--B  004  140  094  Second   response    to  flpst    set  of    tnterroBatorie*    Includes 
info    re   persons   employed    by  Commonuealth    of   Pfl  UJ,0   mare 
notified   bij    licensee   of   TMI-2  accident  Affidavit    of   JI 
Everlu  &  Certificate   of  five    encl 
CARTEfl-K  M        Pennsylvania,     Statf    of       80/03/17        7pp 


.tr*;dU?.*  °r?r    "J""ng   Chesapeake  Energy   Alll.nc. 
late   Contentions    14    t«    15  NURE5/CR-1270  upon  which 
contentions   JT»    bated,  does    not  deal    w/newlu.    discovered    Info 
re   human   factor,   in   control    room  design 
SMITH,  I    W       Mamie  Safety  and  Luenifn.  Board  Panel         BO/03/1B        Spp 


—  BQ04250081   Response    in   oppoaltlon    to    licensee    objections    to    Aamodt 
second    set  of    Interrogatories   Challenges    licet)***    fliiessmant 
of   rfldioattive  matl    quantities   fc    licensee    capability    under 
projected    uatte  mgt   mechanisms 
AAMODT.N   O        Affiliation   Unknown         BO/03/20         lp 

~B004a50O73  Flesponie    in   opposition    to    licenien    objections    to   Aamodt 
InterTogatories   re  Contention   4  Questions,    licensee    refusal 
to   disclose    fc«»ts   prior    to    Apr-May    1*7BO  Requesti    parmissian 
to   question   employee!   re    training  W/Certl  f  icat*   of    Svc 
AfVMuDT,M  M       Affiliation  Unknoun        80/03/20        Spp 

B0040aoi04  Sup  pi    to  NRC   position   on   nned    to    consider   Class    9    evanti 
previously    submitted    in   response    to  A8LB  771218   flr»t 
special    prehearing    conference    order 

8INOEH.L  N       Hearino   Branch   S        TDURTELLOTTE,  J        Hearing    Branch    4 
BO/03/21         lp  * 

—8004020107  Suppl    to  NRC   B00131    position   on    need    to    consider    Clats    9 
event*   Summarises  ti  discusses   action   plant   b  accident 
scenarios   &  measures   Plans    &   recommendations    for   rul«m«hing 
will    be   placed   before  Commission  W/Certif  icate   of    Bvc 
0Q/oa/'L  N       Hearing   Dranch   S        TOUR  TEL  L  OTTE,  J        Ha*ring    Branch    4 

800^090399  Advise,   of   TMI    Altft    lack    of    financial    resources    to 
participate    in   restart    proceeding    Uro.es   ABLE)    to    UK    power    t, 
goof  auspices    in   order    to    help    provide    funding,  permitting 
Intervenor   continued   activity    in   discovery,  W/svc    list. 
ADLER.T  A        Hidoff,    Reager.    BelkouMtt   fc  Adler        BO/O3/21         Spp 


Forwards  Commisi  ion    800321   memorandum  fc  order   vacating    part 
of  ASLAB   791207   memorandum  ft    order,  AUAB-573,  re    consideration 
of  Class   9  accidents'    consequences   W/o   encl 
SINGER,  L  N       Hearing    Branch   2        80/03/24        3pp, 

B0040J0315  Response    in   opposition    to  MI   Lewis    300304   r-»que«t    fco    compel 
discovery  Urgss    issuance    of   protective   orde-r   re 
Interrogatories    11   d    19  Response    to    Interroaatoru    15   re    leak 
reduction  will    be   prepared   Certificate   of   9vc    encl. 
SWARTZ.  L.  L        Antitrust   Division        SO/03/24        6pa 
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a004O10314  Response  in  opposition  to  UCS  8O0311  mutton  to  compel  NrtC 
ansuier  Renews  tt  confirms  abjections  to  Interrogatory  21O 
due  to  irrelevancy  it  under  protection  of  Privacy  Act  NF1C 
will  proceed  la/Interrogatory  211  Certificate  of  Svc  encl 
SWARTZ.L  L    Antitru-it  Division    80/O3/24    6pp 

B00410001O  Motion  to  compel  intervenor  Environ  Coalition  on  Nuclear 
Power  to  respond  to  licensee  first  set  of  Intarroaatorl os 
Although  ASLB  granted  extension  until  S00317,  Intervenor 
neither  respondad  nor  objected  tg  interrogatories 

ZAHLER, R  E    Metropolitan  Ednon  Co    ZAHLER, R  E    Sham,  Plttroan. 
Potts  &  Troubridge   90/03/24    lp 

— BQ0410Q015  Motion  to  compel  Intervenor  TMI  Alert  to  respond  to  licensee 
800114  first  set  nf  interrogatories  Although  A8LB  granted 
entension  until  Q00317,  intervenor  neither  responded  nor 
objected  to  interrogatories  Certificate  of  Sue  encl 
ZAHLER, R  E    Metropolitan  Edison  Co    ZAHLER.  R  E    Bhaw.  Pittman, 
Potts  t>  Troubridge    80/03/34    4pp 


B004230Q01  Response  in  apposition  to  intervenor  Aamodt  motions  tp 
compel  Questions  do  not  boar  on  Contention  S   Disclosure  of 
tests  re  Contention  2  delayed  U/util  QQ0124  Itr  fc 
Certificate  of  3vc 

ZAHLER. R  E    Metropolitan  Edison  Co    ZAHLErt,  R  E    8hau,  Plttman, 
Potts  8  Trombrldgo    00/03/30    16pp 

8004330030  Response  in  opposition  to  UC8  motion  to  compel  licensee 
answer  Interrogatory  179  Elamonts  of  UCB  contentions,™ 
licenses  position  to  be  provided  per  mat  ion, shoul d  be 
identified  if  ASLB  grants  motion  Certificate  of  Svc  encl 
TROWBRIDGE.G  F    Metropolitan  Edison  Co    TRBNBR  I  DGE,  G  F    Shay. 
Pittman,  Potts  ti  Trowbndge   BO/03/23   Spp 

80O4230077  Forwards  affidavits  re  licensee  further  response  to  9C 
Sholly  first  tot  of  interrogator i es, response  to  Sholly 
Interrogatory  09-006  of  first  set  &  response  to  Bholli] 
second  set  of  interrogatories  U/Cer ti f Icate  of  Svc 
ZAHLER,  R  C    Shau,  Plttman,  Potts  t-  Trouibrldge    80/03/2B    llpp 


B004100464  Forwards  notar i led, signed  affidavits  for  "Licensee  Response 
to  Interrogatories  (Fifth  Sett  of  TMI  Alert. Inc  " 
ZAHLER, R  E   3hau,  Plttman.  Potts  *.  Troubrldge    BO/03/34    13pp 


BQQ4230137  Forwards  RU  Keaton  affidavit  re  licensee  response  to  Ml 
Lewis  second  set  of  interrogatories 
ZAHLER. R  £   Shaw,  Pitcman,  Potts  &  Troubrldge    60/Q3/2B   2pp 


9004230037  Clarification  Of  interven-or  600306  suppl  to  omnibus  motion 
Urges  ABLE  to  grant  financial  assistance  due  to  Intervenor 
lack  of  resources  to  contribute  affectively  to  psychological 
distress  issue  Certificate  of  Svc  one  1 
PQLLARD.R  Q    Chesapeake  Energy  Alliance    60/03/34    4pp 

B004QB0630  Memorandum  &  order  advising  licensee  that  intervenar  Aamodt 
B00321  pleadings  should  be  treated  at  motions  to  compel 
discovery  re  restart  proceeding 
SMITH, 1  H   Atomic  Safety  and  Licensing  Board  Panel    BO/O3/23   2pp 


6004330131  Forwards  RU  Keaten  t,  RL  Long  affidavits  re  licensee  response 
to  intervenor  Anti-Nuclear  Group  Representing  York  first 
set  of  Interrogatories 
ZAHLER, R  E    Shau,  Pittmnn,  Potts  &  Troubridge    BO/03/28    3pp 

8004080004  Partial  response  to  Intervenor  BC  Sholly  second  set  of 
interrogator  ios  Addresses  Interrogatories  01-009,07-003, 
08-010  through  08-016,10-002  k  15-005  through  15-013 
Affidavits, prof  qualifications  &  Certificate  of  Svc  encl 
CUTCHIN,  J  M    Hearing  Branch  3    80/03/31    47pp 


8004110157  Interrogatories  directed  to  HRC  re  psuchol ooi ca  1  distress 
issue, Content  1  on  4  In  restart  proceeding  Request* 
specification  of  NRC  posit  ion,  controversial  aspect  of 
contention  &  credibility  of  licensee 
POLLARD,  R  A   Chesapeake  Energy  Alliance   BO/03/26   3pp 


8004080045  Response  to  Chesapeake  Energy  Alliance  Interrogatory  12-16 
re  BH  analysis  of  integrated  control  sys  Area  of  concern  re 
multiple  failure  ii  relatively  insignificant  Affidavit  & 
Certificate  of  five  end 
SINGER,  L  N   Hearing  Branch  2   BO/03/31   7pp 


— 0004110164  Interrogatories  directed  to  licensee  re  psychological 
diitress  contention  in  restart  proceeding  Request*  adoption 
of  encl  B00326  Interrogatories  directed  to  NRC 
POLLARD.  R  Q   Chesapeake  Energy  Alliance   BO/03/36    lp 

— 8004110166  Interrogatories  directed  to  State  of  PA  re  psychological 
diitress  contention  in  restai  t  proceeding  Requests  adoption 
of  encl  B 00326  interrogatories  directed  to  NRC  Certificate 
of  Svc  encl 
PDLLARD,  R  0   Chesapeake  Energy  Alliance   0O/03/26   2pp 

B0040B0347  Discusses  MI  Lewis  request  for  documents  contained  in  800315 
further  discovery  lc  Interrogatories  Request  for  documents 
authored  by  RE  Webb  should  be  directed  to  author, 
CUTCHIN,  J  M   Hearing  Branch  3   00/03/27   Spp 

B0041004S3  Forwards  FR  notice  of  proposed  rule,  "Physical  Protection  of 
Plants  ti  Matlsj  Access  Controls  to  Nuclear  Pouerplant  Vital 
Areai< "  &  SECV  60-131,  "Accident  Considerations  Under  NEPA  " 
BINDER.  L  N.   Hearing  Branch  2,   80/03/27   Spp 

B004110093  Follouon  Interrogatory  directed  to  State  of  PA  rn  restart 
proceeding  Requests  identification  of  all  rep ts, studies  & 
documentation  relied  upon  In  Btate  of  PA  response  to 
Intarrogaru.  23(b)  Certificate  of  9vc  encl 
DOWERBjJ   Anti-Nuclear  Group  Representing  York    BO/03/27   3pp 

B004070011  Confirms  that  ASLB  has  granted  extension  until  B00410  for 
NRC  to  respond  to  SC  Sholly,  UCBj Chesapeake  Energy  Alliance 
t<  other  Inturvenori'  interrogatories.  Majority  of  answers 
uilll  be  filed  an  800331 
CUTCHIN.  J  M   Hearing  Branch  3   80/03/28   Spp 


— Q0040B0051  Response  to  intervenor  Aamodt  first  &  third  through  siith 
sets  of  interrogatories  Includes  Info  re  monitoring 
programs, operator  performance  &  Incidents  attributed  to 
human  errors  Affidavits  &  Certificate  of  Svc  encl 
GWANSON.D  T   Hearing  Branch  1    80/03/31    4Sp p 

SOQ400Q056  Response  to  UCS  first  t  second  sets  of  interrogatories 

Includes  bibliography  of  Class  9  accident  studies  &  HRC 

position  on  UCS  contentions  Prof  qufll  I  f  Itat  ions  tt  affidavits 
encl 

SMARTZ.L  L    Hearing  Branch  I    BO/03/31    99 pp 

0004100322  Memorandum  b  order  directing  NRC  to  specify  b  desclbe  encl 
accident  sequences  of  NRC  B00331  responss  to  A8LB  inquiry  re 
Class  9  accident,  in  relation  to  restart  proceeding 
Satisfactory  answer  should  fac  filed  within  15  days  from  svc 
LITTLE,  L  W  ,  JORDAN,  U  H  ,  SMITH,  I  M   Atomic  Safety  and  Licensing 
Board  Panel    BO/03/31    7pp 

0004140001  Response  to  TMI  Alert  seventh  set  of  interrogator ies  re 
restart  proceeding  Includes  names  t  functions  of  ma i tit  & 
operations  personnel  OF  Trowiir  idoe  B00331  forwarding  Itr  to 
TA  Ad ler  cnc  1 

BLAKC.E  L    Metropolitan  Cdlson  Co    BLAKE,  E  L    Shau,  Plbbman.  Pott' 
&  Troubridge    80/03/31    29pp 

— B004140007  Response  to  Aamodt  family  BOOS33  fourth  <Bt  of 
Interrogatories  re  restart  proceeding  Includes  info  re 
primary  &  backup  communication  sys  In  emergency  plan  OF 
Trowhrldge  S00331  forwarding  Itr  to  MM  Aamodt  encl 
TRDHDRIDOC. 0  F  .  ZAHLER. R  E   Metropolitan  Edison  Co 
TflQWBR  I  DOC,  0  F   Shaw,  Pittman.  Potts  fc  Troubridge   80/03/31 


B004090403  Memorandum  &  order  Inviting  parties  to  move  for  relief 
consistent  u/Commlsslon  B00314  order  h  ASLB  present 
Interpretation  of  same  order  Correctness  of  interprf tation 
may  be  argued  Motions  must  be  filed  within  5  days 
SMITH.  I  W   Atomic  Safety  and  Licensing  Hoard  Panel,   BO/O3/28   6pp 

80041A0131  Foruard*  People  Against  Muclaar  Energy  Interroga torlea 
to  licensee  Requests  that  interrogatories  be  served  on 
those  on  svc  list 
JORDAN,  W  S   Sheldon,  Harmon  fe  Uelsi    BO/O3/SB    lp 

— 8004160138  Interrogatories  to  licensee  Includes  questions  re  intervenor 
Contentions  1  d  2, documents  that  licensee  e>pects  to 
introduce  into  evidence  (t  licensee  position  on  possible 
psychological  distress  caused  by  TMI -2  accident 
JORDANiW  S  i  SHELDON.K  P   People  Against  Nuclear  En»roy 
JORDAN,  W  S   Sheldon.  Harmon  h  Weiss,   80/03/28   9pp 


-B004140O13  Response  to  Aamadt  family  800225  sixth  set  of 
Interrogatories  re  restart  proceeding  Includes  Info  re 
routine  S>  planned  radioactive  releases  per  Tech  Spec!  OF 
Troubrldge  800331  forwarding  Itr  to  MM  Aamadt  encl 
TROUBRIDOE.O  F  ,  ZAHLER, R  E   Metropolitan  Edison  Co 
TRQHDRIDOEiO  F   Shau,  Piltman.  Potts  i  Trowbrldge   8O/03/31 
3pp 

-BOQ4140017  Response  to  Newberry  Township  TMI  Steering  Committee  90021! 
first  set  of  interrogatories  re  restart  proceeding  Includes 
Info  re  selection  of  witnesses  %  licensee  studies  re 
emergency  plan  OF  Trowbridge  B00331  foruarding  Itr  encl 
TROWDE)IDGE,Q  F  ,  ZAHLER,  R  E   Metropolitan  Edison  Co 
TRQWERIDQE.O  F   Shaw,  Pittman.  Potts  h  Trouibr  Idge   BO/O3/31 
HPP 
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-BQ04140019  Response    to   UCS    second1    set    of    interrogatories  re    restart 
protending    Includ-es    info    re   prevention   of    void    •formation   !• 
reduction    of    natural     circulation    loss    GF    Troubrldge    BOQ331 
forward  ing     Itr    to    ER    He  i  s  i    en< ! 

TRDHBRIDGE.G    F         Metropolitan   Edison    CD         TftDWBFUDOE,  0   F         SMu, 
PLttman.     Potts    6   Troubridgo         80/03/31         Spp 

-6004140023  Response    to   Anti-Nuclear   Croup   Resp resent  ing    Vork    second    *et 
of    interrogatories    rs   restart   .proceeding    Include*    info  re 
off  site    emergency    operations    etr-   (.    interruption   of 
electrical    *vc    OF  Trout-ridge   BOQ-33]    forwarding    Itr    end 
TRQVJBRIDGE.G   F   ,     ZAflLEfl,  R   E        Hn  tropo  1 1  tan  -Edison    Co 
TRQWBRIDGE.Q    F         Shflu,     Pittmsn,     Potts    it   Troubridg-B         80/03/31 
7pp 

-B004lfl002B   Fte-sponse     in    opposition     bo    EC    Bhally    B00321    motion    to    compel 
answers    to   certain    of    fourth    set    of    i nterrogatories    ro 
restart    proteetf ing    -Certificate    of    Svc    end 

TRdWBRlDSE.  0   F         Metropolitan   Edison   Co         THDHBRIDCE,  Q   F         3hau, 
Pit-fcman,     Potts    t,    Troubridoe         SO/03/31          SOpp 

-SC04140032   Motion,    to    compel    Chesapeake   Energy    Alliance    answer     to 
licensee-   000118    First    set    of    Intorroga  tor  les    re   restart 
proceeding     Intervenor    aOQ317    responses    are     Insufficient   & 
Incomplete   Certificate    at   Svc    end 

TROWHRI&CE,  G   F         Metropolitan    Edition    Co         TRDUBR1DGE,  0   F         Sham, 
Pittmsn,    Potts    tc  TroDbrldge        BO/03/31         23pp 

-8004140038   Response    to  HI    Lewis    third    stt    of    interrogatories    re    restart 
proceeding    Includes    Info    re    selection   of   uitneii.es   t 
bactoround    of  HI    Ley  it    (.  8  Oar  ley    GF  Troubridge    BDQ33I 
forwarding     Itr     to    MI    Leuis    enci 

TRDU3RIDCE,  0  F    ,     ZflHLEFt.  R   E        Metrofiol  itan   Ediion   CD 
TIU1U3RIDGE.G   F         6hau,     Pittroan,     Potts    &    Trombrldge         90/03731 
4pp 


00040B0019   RBSponso    to    intervenor  SC   Sflollg    first    sot    of 
Interrogator iei    Includes    info   re   radioactive   release   as 
result    of    containment    isolation    failuie    t    other    related 
matters  Affidavits    t,  prof    t;ual  if  icatiano    encl 
CUTCHIN.JM        Hearing    Branch    3        00/01/01          lipp 

. — 8004060023   Response    to    intervenor    Anti-Nuclear   Oroup    Representing    York 
follou-on    interrogatories    filed   as   result    nf  tiKC    answer    to 
Intevrogatorg    4  Addroasas    evacuation    radius    stated    by 
Chairnan  Hondrle    Affidavit    i-  Certificate    of   Bve    ancl 
SINGER,  UN        Hoarlng    Branch    2        90/04/01         Spp 

B004090579  Memorandum  advising    that   ASL.B    Is    in   proeoos    of    aalcctlng  m»p 
fi  overlays   depicting    TH!    vicinltijita   be    presented    a% 
eihlbit    In   restart    proceeding    ASLD    membar    LW   Little    Si    MRC 
einplaijee   C  LaDoche   uilll    select  appropriate   dap    features 
SHITH.l   W       Atomic    Safety    and   Licensing    Board   Panel        BO/04/01        4pp 

3004090536   Memorandum  &   ardor    compelling   UCG   to   aniuer    license!  800110 
Interrogatory   B-l    re   UCB  Contention  6   challenging    analgils 
reciulrad    for   ECCS   performance  Orants   20-clag    eitensioni  after 
svc    of      present    orrfar,  for   UCS   to   comply    U/A9LB   directive 
SHITH,  1    U        Atomic    Safety    and    Licensing    Board    Panel         80/O4/O1         7pp 

BG04030026  Hcmorandum  of    understanding    botueeii   NRC   &  FEMA  n    prompt 
Improvement    In  radiological    emepgency.  planning   (. 
preparedness,  dl  str i botod   as   Board   notification 
GOSSICKiL  V       Office    of   the   Executive   Director    for   Operations 
BO/O4/02         34pp 

B00410OOIB  Memorandum  !.   order    denying   UCS  B00324  motion    to    compel 

licensee    aiisuier    to    Interrogatory    179  re  restart   proceeding 
Interrogatory    is    broad    fr   premature 

SMITH.  1   U       Atomic    Safety    and    Uiceniing  Board   Panel        80/04/03        3pp 


-9004140045   Rasponm    to    Aamodt    famili;    Q0021A    fint    sec    of 
interrogatories   re   restart   proceeding    Include*    info   ro 
agricultural    emergency    plan  !i    other    related    agricultural 
issues   RE    Zahler   B00331    roruardlng    Itr    to   HM  Aanadt   encl 
TROUBRIDQEiO  F  ,     ZAHLER.R   El        Metropolitan   Edison  Co 
TRDWOHIDGE.  Q  F        Sham,    Pittman.     Potts   !.   Troiubridge        BO/03/31 
Spp 

'B0041<I005I   R-osponsn    to   MI    Leuiii    fourth    sec   of    Interrogatories    re 
r- IE  tart   proceeding    Includes    info   re    pathyaij    analysts   k 
raduaste    gas    iys    drawings    OF   Troubridja   BOO33I    forwarding 
1 tr    to    MI    Leuis   encl 

THOUBRIDOEiO   F    ,     ZAHLER.R    E         Metropolitan    Edison    Co 
TRDWDRIDOE,  Q    F         8hau,     Pittman.     Potts    !.   Troubridoe         BO/03/31 
4pp 

-B004HO057  Response    to-  AA  rtamodt  300225    fourth    set   of    interrogatories 
r»   restart   proceeding    Includes    Info   re    training    in    basic 
heat    transf  err  f  tuld    floui  1r   thermodgnawi  cs   Supporting 
documentation    t*   OF   Ti-owbr  iJge    BO0331     HP    Bni  1 

TftOHBRlDOE.O   F        Metropolitan  Edison  Co        TfKlHBHIDGE,  Q  F        Bhaui 
Plttmani    Patti    &  Troubridge        30/O3/31        36pp 

-BQ041400AS  Response    to    Chesapeake    Energy    Alliance    fir-it    set   of 
Interrogator i »    Includes    Jnfo   re    description    of   present 
radioactive  uate-r   storage   &   methods    of    decontamination    OF 
Trouibrlifire   £300331    forwarding    Itr    to   BO  Pollard    *nc! 
TRDW9RIDOE.O  F.       Metropolitan  Edlion  Co        TROWBRrDOE,^  F       Shaw. 
Pittmatij    Potts    &  TroubrEdge        30/-03/3]        30pp. 

-8004140065   Supplemefita  1    response    to  PA  Public   Util    Commission    first  3-9 1 
of    interrogatories   re    restart    proceeding    Includes    info    re 
decontamination   d.  restoring    during    operation  Af  f  idavltii  GF 
Traubrioge    800331    Pariuardint    Itr   fc   Ceriificatt    of   Svc    «ncl 
TROHBHIDOE,  Q  F        rfetropol  itan   Edison  Co,       TROHBRIDOE.  0   f       Shaui, 
"'  •  •  Trouibridge        30/03/31         1?PP- 


3004100031   Hemorandum   &  order   directing   NRC    to   dalet*    confidential    Info 
from    original    record   &    to    provide    rest    of    info    in   response 
to  UCS    Interrogatory   210  re    restart   proceeding  nocammends 
that   NRC  t.  UCS  confer   re    Interrogatory   311 
SMITH,  I   U       Atomic   Safety    and    Licensing    Board   Panel        80/04/02        7pp 

GOO 4 1000 24  Memorandum   &  order   re  SC   Shelly   600303  motion    to   compel 
licensee  answers   Hesponse    to    Interrogatory    OB-QOi   is 
responsive   to   Interrogatory   OQ-019  Enforcement   of   SC   Sholly 
Interrogatory    06-024    is   declined 
SHITH.  I   U       Atomic    Safety    and    Licensing    Hoard  Panel        00/04/02        2pp 

S00410D304  rlcmorandom  h  ordor   ro  Lewis   000304  motion   to    compel    NRC 
answer  i   to    Interrogatories    14t  15  ft   IB  Denies  motion   re 
Interrogatory    13   NIC   800324  ansiuer    sufficient  re 
Interrogatory    14    Interrogatory    19   it   not   answerable 
SMITH.  I   W       Atomic   Safety    and    Licensing    Board   Panel        80/04/02        2pp 

8004220011   Response    to  A8LO   600323  memorandum  it  order,  stating    abjective 
of   Intervenor    discovery   &  deposition   program  Prospected    info 
ojlll    spotlight    licensee    internal   weakness   Participation    in 
future    depositions   uncertain  Certificate   of   Svc    >ncl 
ADLEff.  T  rt        Threo   Mile    Inland    Alert        80/04/02       3pp 

0004300001   DiicussBs   preparation    for  600410  meeting   u/UBQS  re   chartino 
of  emergency   planning   maps    for   TNI-1    restart    hearings 
Foruardi    lists   of  relevent    items    in   emergency    planning 
assessment    af    area 

LITTLE, L  W       Atonic    Safety    and   Licensing    Board  Panel        BO/Q4/02 
4pp 

— 8004300005  Confirms    800331    notification   of   900410  meeting    u/USQS    in 
fiestoniVrt  ra  Uses    production   of   maps    for   TMI-1    hearings    In 
June    or  Oul    1?30  USOB    land    use    list   oncl 
LAROCHE.O       Environmental   Specialists   Branch        80/04/01        2pp 


8004100589  Response    to   A9LB   BOO 33 S  memorandum  ti  order   ASLB    does   not 
have   authority    to    order   NRC    to    take    depositions    on   behalf 
of   ASt-D   &    Intarvenor    TMI   Alert  ASLB  proposed   action    Is 
impractical   &    Intervenor   deposition   program  repetitive 
SWANSON.D  T       Hearing    Branch    1        81NQER.L  N        Hearing   Branch   Z 
80/04/03        13pp 

3004210114  Memorandum  &  order   re   Lewis  8O0319  nation    to   compel    MRC    to 
an sun r    Interrogatori**   Declines    to   enforce    Interrogatories 
23,24^23,29-30  d  37    Interrogatories   27  &  SB  uill    be   answered 
by   NRC.  May    submit    substituted    Interrogatory   31 
SMITH. I    W       Atomic   Sflfetu   and    Licensing    Board  Panel        80/04/03        4pn, 


8004210421   Comments    on   ASLB  B00325   order   re  adoption   of   TMI   Alert 
deposition   program  concerning    util   mgt   &  financial 
competence   Question   re   whether    depositions   have  been 
productive    should    not   be   addressed    by    licensee 

THOHDRIDOErO  F       Metropolitan  Edison  Co        TRDHBRIDOE.  0  F        Shau, 
Plttmani    Pott"   I<  Trouibridge        80/04/03,       6pp 
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B004230053   Petition    for    addition    of    neui    contention    Hany    sys    have    had 
to    operate    unattended    at    TMI-2    For     over    a    yr    Same    syj    must 
be    qualified    at    TMI-1     to    operate    unattended    for    similar 
poriod    Svc    list    end 
LEWIS, H    I         Affiliation   Unknown         BO/0'1/03         2pp 


8004030133   Responds    to    790016,  l*r    ie    plans    to    reopen    TMI-1 ,  nuc 1  ear 
plant    const     in    IIJ   <•   nuclear    accidents    Plant    mill    not    rpppen 
until    saf  u  tij-related     issues    are    resolved    Provides     info    re 
plants    in    NJ   No    diseases    resulted    from   TI1I 
DENTQN.H   R         Office    of    Nuclear    Reactor    Regulation         BO/03/O3         £ 


8004150176    Interim   memorandum   t    order    directing     licensee    to    ansuic 
Interrogatory    16    of    Aamodt    900225    fourth    set    of 
interrogator lei, re    Contention    2    in    restart    proceeding 
SMITH,  I    W         Atomic    Safety    arid    Licensing    Board    Panel         BO/04/04 


--8Q04030129   Opposes    restai  t    of    TMI-1.  const    oF    nuclear    plants     in    NJ    If 
nuclear    incidents    due    to    health    ha i arris    t    iisVs     to    public 
safety 
FOSTER, K         Affiliation   Unknown         79/OB/16         3pp 


B00424017i   Memorandum    stating    practicality    of     issuing    no    ruling    re 
Aamodt    family    request    to    depose    State-    of    PA    of  fi  c  era,  due    tn 
PA   offer    of    continued    voluntary    responses    Informal   ASLB 
900229    fourth    special     prehearing    ordei     not    changed 
SMITHi  1    U         Atomic    Safety,    and    Licensing    Board    Panel         80/04/08         2pp 

BOQ4210094   Memorandum   t-    order    re    Aamodt    Family    H00320   motions    to    compel 
licensee    response    to    discovery    lequeats    Licensee    not 
required    to   ansuer   Contention  B  re    raduiaito 
SMITH, I    U         Atomic    Safety    and    Licensing    Doard    Panel         BO/04/09         9pp 


B0041B0109   Responds    to    enc I     Itr    to    President    Carter    re    restart    of 
TI1I-1    Util    icquest    to    restart    TMI-1     is    subj     of    public 
hearing, not    eipected    befure    early    part    of    1901 
INGHAtl,  F         Office    of    Public    Affairs         80/03/05         2pp 


3004210103   Responds    to   Q00108    1  tr    re    boron    dilution    errors    '< 
cask    drop    evaluation  Provisions    to    protect   against 
accidental    boron    dilution    are    acceptable    Fuel     shipment   not 
anticipated    for    at    least    one    yr    after    startup 
REID,R   U         Operating    Reactors    Branch    4         BO/03/12         Ip 


8004150373   Addl    response    to    SC    Sholly    second    net    of     interrogatoi iea 
Answers    interrogatories     14-003,  14-004,  14-009    !<    16-004 
Includes    statements    re    NUREO-0616    Af F idavits, prof 
qualifications   &  Certificate    of   Svc    one) 
CUTCHIN.J  M        Hearing    llranch    3        BO/04/li         llpp 

BQ04150499  Foiuards   adjudicator^    hearing    stipulation    of    settlement 
document    re    NPDES   Permit    0009920 
HERBCIN,J   G         Metropolitan    Edison    Co          HO/04/11         4pp 


B0042200I9   Foiwards    ST   Amant    S00219    Itr    urging    re 
Roquests   NftC    findings    V   views 
STONE,  R         Senate         BO/03/14         Spp 


start    of    facility 


QOO4O20H2   Responds    to   800227    Itr    ra    util     financial    situation    tJRC    does 
not    regulate    electrical    util    rates    Licensing     board    hearing 
mill    determine   whether   Unit    I    can    safely    resume    operation 
during   Unit   2   cleanup 
GILINSKY,V         Commission         8O/Q3/19         2pp 


8004230115   Memorandum   '<    order    directing     TM1    Alert    to    respond    to 
licensee   BOQ114    first    sot    of    Interrogatories    within    10   days 
from   svc    Answers   are    essential    for    licensee    litigation    of 
intarvenor    c on tent  ions 
SMITH,  1   M        Atomic   Safety   and   Licensing.    Board   Panel        BO/Ofl/11 


3pp 


0004170055  Response    In   opposition    to    LBLJIS    B00403   petition    for   addition 
of   neu  contention  No   now  allegation    advocated    due    bo 
coverage   by   LJC8   Contention    12  Certificate    of    Svc    ancl 
CUTCHIN, J  M        Hearing    Branch   3        80/O4/14        4pp 

0004170098   Motion    for    oitonsion    until    HO0601     to    respond    to    ASLB   B00331 
memorandum  i   order    requesting    further    supplementation  re 
Class   9  accidents    Involvement    in    safety,    evaluation 
publication  ulUl    delay    dnomor   Certificate   of   Svc    end 
SINOCRrL  N        Hearing    Branch    a        80/04/15        Spp 

80043130356  Ack    receipt    of   BOQ324.    intorrooatori a«    Until    ABLB    rules    on 
uhethor    psychol ooica 1    itross    iisuea   will    be   heard    in 
proceeding , NUC    is   reluctant    to    Initiate    review    or   analysis 
BWARTZiL  L        Hearing    Branch    1        BO/04/13        Ip 

S004SB03S8  Ac k    receipt    of   People   Against   Nuclear    Enorgu   80Q331 
Intirrogabor ies   Since   ASLD    has    not    ruled    on    psychological 
dittroifi    laiue.NRC    Is    reluctant    to    initiate    review   or 
analyst*    of    issue   at    this    time 
BWARTZ.L   L         Hearing    Branch     1         BO/O1/1S         Ip 

BQ04S2029I    Reminds    oP    D   Pollard    commitment   during    BO0411    deposition    to 
Inform  MRC    1C   discussion    In  NUREO-OfifiO,  Draft    3.Tasl(    1ID. 
»jtiifie»   UCS  Contention   t, 
SWANSON,  D   T        Hearing    Braneh    1        QO/0-l/IH        Ip 


— BO04020I14   Discusses   concerns   re    util    financial    situation   Development 
of    nuclear    pouer    sbould   not   bo    blocked 
GUISENBERRY.G   F      Affiliation    Untnoun         00/02/27         Spp 

SO04040002   Responds    to   General    Public    Uttts    stockholder    re    financial 
concern    for    restart   of    plant    site   NtIC    is    conducting    hearing 
before   Licensing    Board    to   determine   whether   Unit    1    can 
restart  uiKile   cleanup    begins    at   Unit   2 
OILINSKY.  v        Commission        80/O3/19        Ip 

— 0.Q040400Q4   Requests   restart   of    unit    because   dividends  are   needed    & 
nuclear    power    is   needed    until    some    other   source    of    pouier    is 
found    If    util    goes    bankrupt, NRC    is    to    blame 
BAKER, B    0         Affiliation    Unknown         BO/03/12          Ip 

B0041B0113   Ack    receipt    of    SQ03I2    Itr    concerning    financial     situation    of 
util    NRC    does    not    regulate    rates    charged    bg    utila    Main 
concern   of   NRC    is    regulation    of    safety    of   nuclear    reactors 
OILINBKV.v         Commission         8O/03/19         Ip 

o 

— S0041BOI2O   Requests   assistance    of    NRC     tn    restoring     financial     Integrity 
to   util    Util    presently    close    to    bankruptcy    because   of 
financial    burden   of    Till    accident 
LAU8DN.J    D         Affiliation   Unknown         BO/03/12         Spp 

BO0421Q3B1   Responds    to    Itr    re    permanent    shutdown    of    f ac 1 1 1  ty,  c 1 eanup 
of   waits  &•   payment   of   eipens.es   concerning    accident    Dry 
wastes   are    packed    in   steel    drums   '/   shipped    tn    burial    sites 
Util    customers    do   not,    pay    far    facility    restoration 
DENTON,  H  R        Office   o*   MIH-IBJU.   B»Fi-ni-   un-,,K,Hnn        nn/ni/ta        i~» 


B004250373  Renuests    review  fc  recons  I  deroti  on   of   800407   Director's 
dacialon    under    10CFR2  206   denying    300325    petition    Interests 
of   public    hoalth    demand    that   cleanup    be    started    at    facility 
GARY,  R        Affiliation  Unknown        BO/04/  IB        Spp 

B004380241?  Advises    of    intention   not    to    respond    to   Aamodt  600407   request 
far    further    extension    of    time    re   State    of   PA  deposition, 
unlns   advised    to    contrary    ASLB  BO0229  memorandum   disposes 
of   m«tt*r 
SWANSON,  D  T        Hearing    Branch    I        80/01/24,       Ip, 


BQOici^ui  citj   nifbponua    to    i  /i/cii  f     i  ti     i  H    vn  1 1     i    tvei  u    trruti<    utfiny    iiiauc 
protect   public    health    V   safety    at    all    nuclear    pouier   plants 
currently    operating   or    planned    for    operation   Restart   hearing 
has    not   yet    begun 
DENTCJN,  H   R         Office    of    Nuclear    Reactor    Regulation         BO/03/19         Ip 

— H004220171    Request!    adherence    to    regulatory    directives 

PHILLIP8.L    B    ,     PHILL1P3.V         Affiliation   Unknown         79/06/17          Ip 


H     (Jeneral    correspondence 

B004020227  Rssponda    to   790919    Itr    expressing    concern   ra   NRC 
participation    In   decl«lon    to   place    reactor    in    operation  fe 
NRC   monitoring    activities    of   reactor    const   Beyond    licensing 
requirement*,  commercial    operation    i*    corporate    decision 
VOLLMCR.R   H        TMI-2  Operafcion«/8uppor  t        HO/02/03        2pp 

—  8004oaoB34   Expresse*   concern    re   NRC   participation    in   decision    to 
reactor    in   operation  to  NUC   monitoring    activities    of   reactor 
eonit.Ltr    of   791024    to   Met   Ed    expressing    concern   re   Unit    i 
restart   and 
EDMQNSBNiL  D        Affiliation  Unknown         79/09/19        6pp 


B004H40441    Responds    to   790B1S    Itr    eipiessing    concern    re   pollution    of 
environ   by    use   of  EPICOR-1I    sy>    Bys    mill    clean  water    In 
auxiliary    bldg    to   extent    that   no    further   risk    will    ba   posed 
Environ   assessment   uilll    be    issued    prior    to   disposal 
DENTQN.H  R        Office  of  Nuclear   Reactor   Regulation        90/03/19        Spp 

— B004240447  Expresses    concern   re   plans  for    disposal    of   contaminated 

uiater  at   TMI-2  Use   of   EPICOR-Il    ays  will    pollute    environ    & 
expose  workers    to  radiation 

GILBERT, R    S         Affiliation   Unknouin  79/09/15         In 
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on    levels 

on        80/03/19        ?pp 


q,    re    f.c  .  1  1  tv   *<  t  HenC    In 

" 


cidsnt.  uitludln)    pr 


6004190114   Res 


mli.Uc,,   Unknown        80/01/31         2PP 
onds    to    6Q022B    1  tr    rfg.rdina    -nel    At    B    Thflmpaon     Ur    „  f 


iin    -ountne) 


gO/03/31         5pp 


^er    inta   Sus^uehania   River    is   no 
tar    liquids    containing    IDLJ   or 


800422DI7J   Ac*    r«.,pt    °>    Ur    re    F  >  nanc  lal     sitoa  *  . 
Util.    NHC    does    not    requlatc.    rates    charged    bj    •J 
utils   NRC    is    conduLting    hearing     to    determine    une 
can    be    restarted    while    TMI-2    cleanup    proceeds 
GJLWSKV.V        Commission         60/04/02         Ip 


^ 


RO/03/1^ 


-B004220IB1    Ur9*s    NfiC    to    expedite    rate    r.ll.f    requested    by    Or« 
PubUc   UtlU   6    return    THI-1     to    svc    Unfair    treatment    accorded 
to   Osneral   Public    Uiils    has    encouraged    demonstrators 
LSaHiL        Affiliation    Unknown         SO/03/2'l         2|>P 


CO-1D20117   Hpspcndi    to    900.01    Itr    requesting    info    re   application   of 
Trfl-"1   Letion)    Lfart.eil    Tas*    F^rie    to    facility    t   certain   other 
plants    unJer    const    NTI3    i^oulJ    be    contacted    for   SER    info 
ASLB    pr  3c  *9d  i  nj  i    announcpd    in   FP 
VA-55A   S   A         Aijis'ant    Director    for   Light    WMer   Reactur.         BO/03/32 


l-,^,^-.   Responds    to    790923    Itr   vc   nuclear    fission   (.    b  iolqgic 
effects    of    radiation    FPA,  Occupat  ional    Safety    !<   Health 
Administration  i  NRC   are    responsible    for    raoulatlng 
eipoaure   to   radiation   or   radioactive   mat!  n,n&ini 

DENTCN.W   R        Office    of   Nuclear     Reactor    Regulation         HQ/Qt/WJ 


Ad    ist*    that    rosponse    to    inquiry    re    plants    under    const   mil 
b*   pro/ulej    in   SEBi    uhich    uill     include   1HI-2  Lessons   Learned 
Tdii    Force    firdinjs   Forward!    Cor>ir>i  st  ion   order    defining    TH1-3 
n.ieu   para-nBters    (,   fWC    Itr    to    all    OMJ   reactors      H/o    encls 
VAHCA   S   A         Attistant    Director    for    Light   Water   Reactors         BO/03/22 


e:-0421u356   fletpondt    ta    750904    Itr    re    release    of   Br-951    from   facility 
Util    'Safety   Analysis    'i   Environ   Rept  '    states    that    optimum 
chou»    for    rilsase    of    Hr~Q51    is    atmospheric    dispersion 
through    controlled    purging    01    reactor    bldg    atmosphere 
DEIUO'i.H   R         Office    of   Nuclear    fleactor   Regulation        BO/03/24        Bpp 

--6004310340   Opposes    reopening    of    facility   t,   release   of   Kr-B5    into 
jtmaiphpre   Refuel  ts    plans    for    disposal    of   waits 
LEONARD,  J        Aff  il  lation    UnktiOiin         79/09/04         Ip 


B004100504   Oppontion    to    TMI-1    restart   People    utio    live     In    viclnitu     nf 
T«l    live    to   constant    dread    KRC    personnel    do    not    have    to 
share   danger   of    living    clo-se    to    plant    Chances    of    nuclear 
atcldant   qreatlij    undcrest  imated    bij    util    4.   NRC 

H       Affiliation   Unknown       90/01/09        3pp 


8004150473  Forwards   updated    svc    copy    dl  s-trtbuti  on    Hal    Cor    f 
Notifies    that  GK  Hovey   has    replaced   RF  WlUon   ns    director 
of  Unit  2 
ARNOLD,  R   C        Metropolitan   Edison    Co         80/04/10         5pp 

B0042B03B4  Act    rucelpl    of   BOO30B    1  tr   eipresalnfl    concern    ru    delay     In 
placing   TMI-1    back    in    svc    Based    on   710309   shutdown    order 
S    current    status    of    proceedinoB,  restart    not    pomible    until 
earli;    1931 
DENTON.H   R        Office    of    Nuclear    [leactor    Regulation         BO/O4/14          'P 


6004210343   Retponil*    to    HI     re    holding    of   public    hearings    on    Facilities 
drttrmine   uhethar   Unit    I    should    b<    operated   Mill    conduct 
BEHTQM   H   R         Office    of   Nuclear   Reactor   Regulation        30/03/24        2pp 

--6iJ04310373   EipiBUfs    conviction    that    public    hearin(»   must    be    held    in 
cofwuni t lei   uithin   ES'mile    radiui    of    facility    site 
LVO.N5.E         Affiliation   Untnoun         79/07/23        2pp 

BOO4200342  Reipondi    to    791630    Itr    to   NHC   r*   TKI    IJHC    has   ordersd 
public    hearin;)    to  determine  uhtthBr   TH1-1    should   be 
restarted   Uicensie   diithority    to    operate   Unit   2   uas    suipendei) 
hy    KRC   7907EO   order 
(J£HTOH,H  n        Office    of  Wuclear  Reattoi-  Rejulation       80/03/34        2pp 

--aOO42803E>>   Opposes    reoponing    of   TMI    due    to   health   hiiard    posed    to 
aria    rtiitlsnti    Rvi^uiits    info   re   plant    to   dlspoie   of 
ridioactivi   water    unich    flooded    reactor   Water   may    fi-eeie    In 
w|nt«r    t    bunt    can  ta  indemt   walls 
OAMDIflO.M        Affiliation   UnVnotun        79/06/30        4pp 

8004100047   Foruardi   Commission   790809   orCer   >j   notice    of    hearing    for 
rt»tart   of    Facility    in  response   to  800317   telcon 

H         TMI-2   Operations/Support        60/03/2S         Ip 


BQ04110571    Forwards   WAEH-1400      "Reactor    Safety   Study, Assessment    of 
Accident   Bilks    in   US   Commercial    Nuclear   Pouier   Plants."   t, 
Uitfd  ippmduit    to   rept  All    documents    identified    in  second 
suppl    to    interrogatories    to    f'BC   have   noui   been    lent 
SAUOEH.J  L         Division   of   Rules   and   Record)         BO/03/26        Spp 

8004100S74  Rtipondi    to   790615    Itr   restart  up    of   reactor  Both  Units    l    t, 
S   shut  down  Unit  2  wh*re  accident   occurred  will   be   shut   down 
tar   4 cat   tine  Hfic  htarinjs    to  ascertain  safetu   of  Unit   I 
ulll   bi   conducted   t>»farr   startup 

pV)  „        rjtfu,  of  f,uciear  Rejcto,.  Reoulatlon       BO/03/27        Ip 


—3004260309  Requests    immodinto    restart    of    unit   Delay    coulu1    cause    i<prloiii 
economic   dislocations  &   crsata    political    Imbalance    Draft   Oft 
of  General    Counsel    reply    end 
YQUNQiDU       Affiliation  Unknown        BO/03/OB        3pp 


Financial    Information 


B004030341   Forwards    update    to    uttl    800219    Itr   IB    projected    1VQO   cJiHi 
flow   forecast,  reflect  ing    recent    rate   relief  Company    Is    abls 
to  meet   rnai   retrospective   premium 
HERBEIN.J   0        Metropolitan   -Edison    Co         BO/03/31         3pp 

800^090477  Forwards    supp lenientarq    financial    Info    in    support    of    TMI-1 
restart   proceedings 

HAPER.F   D        General    Public    Utilities   -    GPU   Service    Corp         HQ/Oo/03 
IflOpp 

— B00409047S  Transcript   of   PA   Public    Util  Commission   BOQ213   hearino    in 
Harrisburg.PA  Pp    1,963-3,143 

SHANAMAN.S       Pennsylvania,    3tate    of  RUSSELL,  a    C    ,    HELTZEFl,  A   M 
Rijan.     Russell    t-   McConaghy         BO/04/03         ISBpp 

— B004090471?  Transcript   of   PA  Public   Utit  Commission    000227    hoarlng    in 
Harrisburs,PA  Pp   2,  494-2,  527A 

BHANAMAMrS       Pennsylvania,    State    of  RUSSELL.  S  B   ,    SELTZER,  ft   rt 

Ryan.    Rusaoll   «.  MeConaghy        ao/04/03  37pp 

— 80040904BO  Transcript   of  Pfi   Public   Util  Commission   BOQ3SH   hearing    in 
Harrisburg.PA  Pp    2.  52Q-2,  6SS 

SHANAMAW.S       PBnnsy  Ivania.    State   of  RUSSELL,  S  El    ,    SELTZER,  A    M 

Ryan,    Russell    !>   tlcConagfiy         SO/04/03  156pp 

— 80040704B!   Transcript   of   PA   Public    Util  Commission.   800318   hearina    '" 
Harriiburg.PA  Pp   3,  2i7-3i  419 

SHANAMAN,  S       Pennsylvania,     State   of  RUSSELL,  S  B    ,    SELTZER,  A    M, 

Ryan,    Russell   &  MeConagny        SO/04/03  204pp 
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— 0004090132   Annual    Financial    Rept    1979 

*      Qenera!    Public    Utilities    -   GPU  Service   Coi  p         «      Jersey    Central 
Power    &   Light    Co         «      Metropolitan    Edison    Co          BO/O4/03         44pp 


0004070390   Forwards    Tech    apes:    Change    Request    61B    to    App    A   of    Lit 
DPR-50 
HERBEIN.J   0         Metropolitan    Edison    Co         BO/03/31  lp 


— 8004O90483    "Proposal    to    Conduct    Analysis    of    Strategic    Options     for 
JCPtL    " 
»      Arthur-    Young    t,   Co         80/02/39          125pp 


—  SOQ407O391    Applicatio 
Change   Request   6lB 
HERBEIM,  J   G         Metropolitan    Ediso 


amend    App    ft    of    License    DPR-50    p 
30/03/31          lp 


Tech    Spec 


—  0004090494    "TMI-2   Coal    liurning    Plant    Summary    of    Study    of    Converting 
TMI-2    to    Fossil-Fueled    Plant    " 
»      Gilbert/Commonwealth    Cos         BQ/O2/25         13pp 

8C042BO&30   Forwards    Het    Ed    certified    Annual    Financial    Rept    1979    t 
General    Public    Utlls   Carp    certified    Annual    Financial    Ropt 
1979  &   certified    "Uniform   Statistical    Rept. 1979    " 
HERBEIN.J   0         Metropolitan    Edison    Co         80/04/33          lp 


-8Q042BQ&33    Certified    Annual    Financial     Kept     197? 
»      Metropolitan   Edison    Co         BO/03/07         27pp 


—  8004380633   Certified    Annual    Financial     Rept    1979    Certified     "Uniform 
Statistical    Repi,  1979"    end 
»      Oeneral    Public    Utilities    -  QPU   Service   Corp         BO/04/33        71pp 

P      Operating    license    itage    documents    it   correspondence 

8004040005   Forward!    outline    of    plant-specific    questions    to    be    addresat 
In   addition    to    info   required    by    IE    Hullelin   79-27   re   000206 
reactor    trip    at   Crystal    River    Sequence    oR    events    &   planned 
corrective   actions    also    one  I 
DENTON.H   R         Office    of    Nuclear    Reactor    Regulation         BO/03/O6         26pp 

BOQ4090121   Forward*   NRC/TMI    weekly    status    rcpt   Liquid    effluents    from 
TMI-1    released    to   Susquehanna   River. after    processing   mere 
within    limits    specified    in   Tech    Specs    No    liquid    effluents 
mere    discharged    from  TMI-3 
COLLINS. J    T         TMI-2   Operations/Support          BO/O3/I1          4pp 

B004030102   Forward*    "Nuclear    Data    Link    Specs,"    study    of    digital 
communication    sy»    to    transmit    info    from   plants    to   Bethesda 
Operations   Ctr 
EIISENHUT.D   0         Division    of    Operating    Reactors         BO/O3/13         5pp 


— B004030110    "Nuclear   Data    Link   Specs    " 

»      Division    of   Operating    Reactors        30/02/21 


28pp 


B004070I41   Notification    of   800321   raeating    w/util    fc    NRC    consultant, 
II  Mittelstaedt,  in   Bethesda. MD    to   discuss   TMI-1    restart 
SILVER.!.        NRC   Three   Mile    Islant)   Task    Force        SO/03/13        lp 

3004030230  Notification   at    BOO31B  meeeting   ui/all    operating   0>M  reactor 
licensees    in    Bothesda.MD   to    evaluate    implications    of  Crystal 
Rfvir  Unit  3   event   &   response    to    IE    Bulletin   79-27 
HE1D.R   W        Operating   Reactors    Branch    4        BO/03/14        2pp 


--80Q40703O6    Tech    Spec    Change    Request    6IB    to   App    A    of    License    DPR-50 
mods    to    high    pressure     injection    sys     to    ensure    mm    acceptable 
flou    through    sacf     leg    should    one    pump    fail 
n      Metropolitan    Edison    Co         BO/O3/31         'Ipp 

0Q0407O318   Advites    that    capacity    of    appro'    IftO,  OOO    gallons    of    Unit    2 
uiater    will    be    maintained    by    one    reactor     coolant    bleed    holdup 
tank     in    each    unit    Tiinlis    ui  1  I    remain    empty, per    NRC 
requirements 
WILSON. R   F         Metropolitan    Edison    Co         00/03/31          lp 

0004070319   Foruiaids    Tech    Spec    Change    Request    77A    to    App    A    of    DPR-50 
HERBEIN.J   G         Metropolitan    Edison    Co         00/03/31          lp 


--S004070323   Application    to    amend    App    A    of    DPR-SO    per    Tech    Spi 
Requeit    77A 
HERBEIN.J   0         Metropolitan   Edison    Co         80/03/31          lp 


Change 


— 8004070325    Tech    Spec    Change    Request    77A    to   App    A    of    DPR-50    re    ruvisii 
of    tendon    surve  1 1  lanco    to    reflect    Reg    Guide    1    35, Revision    3 
requirements    &    to    delete    ring    girder     surveillance    program 
t      Metropolitan   Edison    Co         80/03/31          lOpp 

S00400056O   Responds    to   NRC    B002P3    Itr    re    nverpressuri  latlon    >,    rupture 
of    loiu   pressure    injection    stjs    lou   pressure   piping    due    to 
failure    of    redundant    check    valves    to    act    at    pressure 
Isolation    barr  ier 
HERBEIN.J   G         lletropol  i  tan   Edison    Co         30/03/31         2pp 

0004090703   Forwards    Tech    Spec    Change    Request    90    CD    temporarily    amend 
License    DPR-50   Certificate    of    Svc    enc  1 
HERHEIN, J  0        Metropolitan   Edison   Co        00/03/31         lp 


--8004000707   Application    to    te 
Spec    Change    Request    90 
MERGE IIJ.J   G         Metropolitan    Edison   Co 


anly    amend    Licens 
90/O3/31 


DPR-SO    per    Tech 
3pp 


— B004080716   Tech    Spec    Change    Request    'JO    re    period    for    Cycle    6   refueling 
Page    4-5?   Change    mould    be    deleted    upon    completion    of   Cycle 
5 
»      Metropolitan   Edison    Co         BO/O3/31         2pp 

3004110471    Notifies   NRC    that    as    of    800326, appro*     160,000   gallons    of 
shielded    storage    capacity    for   TMI-2  uiater  will    be   maintained 
by    reactor    coolant    bleed    holdup    tank     1A   of   Unit     1    U    1A   of 
Unit    2   mil    BO0328   (nemo    re    Ttll-1    bleed     tanks    enc! 
WIL80N.R   F         Metropolitan    Edison   Co         (JO/03/31         2p  p 


fi0040B0067  Confirms   S00303    telcon   ro    regulatory    requirements    for 
portable   radiation    survey    meter    calibr    recall    iys, Proposed 
radiation   protection   p loni    mill    specify    min    frequencies    for 
portable    survey   meter    calibr 

COLLINS. D  M        Division    of   Site   Safety    8-  Environmental    Analysis 
90/03/17        lp 


0004110393   Responds    to    B00307    Itr    re    reactor    tildg    spray    sys    Evaluation 
determined    that    by    eliminating    ! odium   thiasulfate    tank   i 
adjusting    sodium   hyilroilde    tanV    concentration  t-    level, sys 
can   maintain    spraij    ph    between  a   5  t.    1 1    0 
HERBCIN.J   G         Metr-nnnl  iffln   Frii  =  nn    fn         nn/ndyo3         in 


8004170C94  Forwards    suppl    to    safety    evaluation   re   Amend    46    to   License 
DPR-30 
HEIDiR  W        Operating   Reactors    Brancli    4        00/03/23        4pp 

— 3004170300  Buppl    to    safety    evaluation    supporting    Amend    46    bo   License 
DPR-90. increasing    frequency    for    performing    heat    balance 
checK*    of   out-of-core    detectors 
*      Operating   Reactors    Branch    4        90/03/36        4pp. 

8004010412  Advites    that   Met    Ed    response    to    Item  3   of   NRC   790014    Itr 
will    b«    Included    in   revised    study    on    degraded    grid. to   be 
submitted    on   000413 
HERBEIMiJ.O        Metropolitan  Cdiaon  Co        80/03/30         tp 

90O40702B-1   Respond!    to   NRC    791030    Itr    t   000306    telcon    inquiry    re    IQ3CC 
investigation   Forwards    i tom-by-i tern   response    to   NRC    791030 
I tr, describing    change*    to    investigation   &  repair    program 
HEfiflEIN.JO      ^Metropolitan   Edison  Co        BO/03/3I         4pp 


— -8004070283  Revision  2    to    "Oas   Tungsten    Arc    -  Shielded    Metal    Arc   Welding 
of   Stainless   Steel    In  Dorated   Water   Piping   Syfi"    re    ID  uield 
clad    procedure 
»     Metropolitan  Edison   Co        79/12/0-1         5pp 
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goOillSQW   For,.JiJr      nn»n1     I 'i     to    Flestdrt  Rept     " 

HEfiDETIN,  J   i        Metlopolitan    EJison   Co  eu/04/11         If 

--bQ04  I  50-151     "A-end     le    tu   d-itsrt    Ilept,  pro'  iding    add]     info    re    plant 

«      Melropoli  Ian   Edissn   <-o         SO/04/11  54pp 


HQ&4220E23   Foruards    Tech    sp-scs    Change    Request    "?2   Certificate    of    Bvc    '• 
tee    end 
HEflOEfN.JG        Mptropoli'aTi    Edison    Co        BO/04  /1  1         2pp 


—  BC04320I24    Te'h    Spets    Lha-nge   Pequest     t£   le^iiing    Page    3- 
HERBEIN    J   G        Hetiopolitan   Fdison   Co        BO/O4/11         3pp 


-ia   Foruards    application    to    amend   License    DPR-5Q.App    A, 
consisting    of    Tech    Spec    Cflauje   Request    91    Fee    end 
HEFBEINj  J   G        Metropolitan    Edison   Co        SO/04/11         2pp 


--aoO4E30545   Application    >a    arrend    License    DPR    50,fipp    A,  COTIS  is  t  ing    of 
Tech   Spac    Change   Request    91 
«      Metropolitan   Edison   Co         SO/04/11         lj> 

—  -3004220553    Tech    Spei    Cnange    Fewest    91    replacing   Pages   4-1  i  ,  12.  13.  13a 
!<   ?7a   re    RCS    inaer^ice     in.5p    to    pro.ide    interim   measures    for 
irradiation    of    one    reactor    jessel    matl    surveillance 
capsule    in   Crystal    River    Unit    3   reactor 
*      Metropolitan   Edison   Co         BG/04/11         6pp 


aQ041502B!    Foiuards    corrected    Page   2    1-45,  Aft 
defending    short-term   modi 
t      Metropolitan   Edison   Co         80/04/14         lp 


—  BQ04150287    Corrected    Page    2    1-45,  Amend    13, to    restart    rep t, describing 
•short-term   mods 
*      Metropolitan   Edison   Co         80/04/14         lp 


30042304.54   Foruards    list    uf    outstanding    Tsch    Spec    change     requests    '- 
respective    submittal    date;    Requests    reviotu    of    list    >- 
status    rcpt    for    each     item 
HERBEIH.J   G        Metropolitan    Edison    Co         80/04/15         3pp 

BQ04250367   Requests   oil  thdi  aual    ot    Tech    Spoc    Change    flequust    SQ    for 

potential    effects    of    atypical    uield    un  e    possibly    uaed     in 
vessel     fabrication   Eiisting    press ui e-temp     limits    acceptable 
HERDEIM.J   G        Metropolitan    Edison    Co         90/04/13         lp 

0      Inspection    reports,     IT   Bulletins    £    correspondence 

8004210097   Forwards    IE    Inap    Repts    50-320/79-30   t,    50-289/79-21    on 
791 12B-B00104   tto    noncomp  1  lane  e    noted 

GR1ER.B    H        Region    1.     Philadelphia,     Office    of    the    Director 
BO/02/2Q         2pp 

— 8O04210103    IE    Inap    Flepcs    50-J2O/79-30   !•    50-289/79-24    on    791130-000104 
Major   areas    inspected    licensee    action   on   previous    insp 
findings,  new   !<    revised    rcco/ery    procedures,  plant    operations, 
plant    tours    t,    status    meetings 

MARTIN, T   T    ,     PLUMLEE,  K   E    ,     VUHAS,  0   P         Region    I,     Ph  i  la  6  B  tph  ia. 
Office    of    the    Director         80/02/26         7pp 

8004090013   Responds    to    IE   Bulletin    79-97    le    loss    of    non-Class     IE 
instrumentation    '-    control    pouer    s  y  s    bus    during    operation 
Mod    to    intercommunication   sijs    Is    being    made    to   ensure    prompt 
action  Manual    transfei    contrac tot  s   ui 1 1    be   provided 
HERQE1N.  J   G        Metropolitan    Edison    Co         30/02/29         2pp 

B00421OLI5   Foruards    Waste    Packaging     Insp    Hupt    79-OftA   on    791136-30    Mn 
noncompl lance  noted 

SMITH, G   H        Region    1,     Philadelphia,     Fuel    Facility    t,   Matin   talfl     Bafatu 
Dranch         BO/03/05         2pp 

—6004310120   Waste    Packaging     Inap    Rept    79-06A    on    791 12i-20    No 
none omp 1  lance    noted    Major    areas     inspected    shipping    paper    & 
placarding   requirements,  radiation    le/ele. removab le 
contamination    !.    package    oiternal    feature    requirements 
POTTER,  J  P   ,    BRDWN,R   A        Region    1,    Philadelphia,    Fuel    Facility    !< 
Materials   Safety    Branch         79/13/12         7pp 


H004170104   Forwards    Amend    17to      Restai  t   flept,  "    App    7A,Revislon   2    to 
radiation    protection    plan 
HERB£!N,JG        He  tropol  i  tan    Edison   Co        60/04/14         lp 

— B0041701Q6   Amend    17    to    'Restart    Rept,1     App    7A, Hevis ion   3    to    radiation 
protection    plan 
HERDEIN,  J   G    ,    POTTS, W   E         Metropolitan   Edison   Co        BO/04/03        24pp 


to    URC   600407 


3004210335   Fo-rurards    Susqueha-nna   Rwer    data    in    res[ 
request 
SKINNER,  U   F        Pennsylvania    Power    h   Light   Co         80/04/15         lp 

— 800431O340    "Demonstration    for   Hrunner    Island    Stoam  Electric    Station 
Units    1-3.  Vols    1    t,   2     • 

*  EG   d   G.     !nc          J7/05/1"?         200pp 

--S004210344    "Potential    fcffetts    of    Brunner    Island-   Steam   Electric    Station 
on   Future    Migrations    of    Aneiican   Shad    in   Susq,uehanr.a   River    " 
"      EG   '    G.     Inc         77/08/13         23pp 

— BO042IG347    "Probabilities    of    Noriral    i,  Worst    Case   Conditions    in 
Suiquehanna  River   during    Critical   Periods    for   Musfcellunge 
Spawning    6   Smallmouth    Bass    Egg   Survival   *,   Development    " 
»      EG   !.   G,     Inc         77/09/15         16pp 

— 8004210349    "Assessmont    of    Thermal    Effects    from   Brunner    Island    Steam 
Electric   Station  Qaied   on    Newly   Derived  Ma>    WeeHy   Averaqe 
Temps   " 

•  EO   ^   S,     Inc         79/05/31         33pp 

--8004210355    "Etologlcal    Study    of   Effects    of   Brunner    Island    Steam 
Electrlt    Station   Cogling    Hater    Intakes    " 
JOHNSQM.  T    D        Ro^    F      Westan.  Inc         77/1  I/IB         78pp 

--B004S10358    "Biological    Survey    of   Sosquehanna    River    in    Vicinity    of   York 
Haven. PA    1778  Terminal   Rept    ' 
WURTZ.C   B        Charlos    B      Wurti         79/06/29        33pp 

— B004210366    "Ichthyofaunal    t,    Creel    Census/Ft shlna    Pre^ure   Surveys    in 
^lliiL"*   Hrunnel-    Island    Steam  Electric    SUtion    " 
DENONCOURT,  R   F        R   F      Denoncourt         7B/OS/3I,         lilpp 


900^070409   Ack    receipt    of    B0011B   '<    791211     Itr5    informing     NRC    of     BlonB 
taken    to    correct    violations    noted     in    IF    Inap    Rept 
50-239/79-19 

GRIER.li   H        Region    I,     Philadelphia,     Office    of    the    Director 
80/03/07         lp 

— 8004O7041i   Responds    to   NRC    791113    1  tr    re    violations    noted     In     IE    Imp 
Rept    50-289/70-19   Corrective    actions    evaluation    of    ejctr-Bmilij 
dose    to    whole    body    dose    ratios     in    progress    Extension     until 
791331    requested 
HERBEIIJ.J   G        Iletropolltan   Edison   Co         79/12/11          lp 

—3004070420   Ac  k   revieui  of   corrective   action  !<  advises    that    corrected 
termination    Itrs    sent    to   affected    individuals 
ARNOLD, R    C        Metropolitan   Edison   Co         BO/01/1Q         lp 

B0040200S6   Forwards    response    to    IE    Bulletin    /9-OID    re    environ 
qualification  of    Class    IE   equipment  Provides   master    Hat    nf 
electrical    components   Wi U    submit    qualification   data 
uiithin   45    days    after    master    list    submitted 
HERBEIN.J   0       Hebropolltan   Edison   Cn        BO/03/11        33pp 

H00407O319   Responds,    to    IE    Bulletin    79-19.     "Packaging    of    Lou   Level 
Ratfuas.tB    for   Transport   If  Burial    "    Personnel    training 
renuirements  mill    be    completed    by    Apr    1900  Requests    that 
Unit    1    paduatte   be  veleased    for    shipment 
WILSQM.H  F        Metropolitan  Edison   Co        SO/O3/31        7pp 

B00411O29Q   Responds,    to   NRC    800223    1  tr    requesting    status    of     action*     All 
IE  Bulletin  79-19    items    essentially    complete   Personnel 
training   requirements   near    completion  !.  approval    of    three 
raduaste   shipments  was    gained   Add  1    status    infq    encl 
HrLBOfJ.R   F        Heti-opolitan   Edison    Co         BO/03/31         7pp 

8004150276  Forwards.    !E    Info  Notice   00-12,     "Instrument  Failure    Causes 
Opening    of   PORV  ti  Block   Valve    "    No   specific    action   or 
response  necessary 

QHIER,B  H       Region   1,    Philadelphia,    flffice   of    the   Director 
BO/03/3]         lp 

9004090065  FormarifE.    IE  Circular   B0-05i     "Emergency   Diesel    Ge-nerator- 
Lubricaiing   Oil   Addition  &   Qnslte   Bupplij    "   No  written 
r&sponse   required 

CRIER, D   H        Region    1,     Philadelphia,     Office    o*    the    Director 
BO/04/01          lp 
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3004110149   Forwards    IE    Info    Notice    BO-13,      "GE    Type    SUM    Control     Suitchc 
Defective    CAM   Followers     "    No    written    response    required 
QRIER.B    II        Region    1,     Philadelphia'     Office    of    the    "hector 
50/04/02         !p 


S00425O395   Formal ds    f>!  e  1  imi  nai  v    data    from    offsite    emergency 
radiological     environ   monitoiing    program    consisting     of 
program    summary    4.    status    t-or    u'<    of    B0032Q-Q4O3 
GERTZ.S   M         Porter-Gerti    Consultants,      Inc         60/04/01          14pp 


8004240315   Forwards    IE    Info    Notice    BO- 14,      "Safety    Suggestions    Fri 
Employees    "    No    action    1 equlred 

GRIER.H    H        Region    1.     Philadelphia,     OfPico    of    the    Director 
BO/04/02         Ip 


80Q4O70332   Submits    average    daily    readings    of    radiation    levels    as 
measured    bij    gamma   rate    recorder    installed   at    Coldsboro   fire 
hail, for    800322-29 
BAST.J         Envii  oninental    Protection    Agency         BO/04/Q7          Ip 


0004180360   Forwards     IF.    Circular    80-07,      "Problems    N/HFCI    Turbine    Oil 
Sys    "    No    written    response    required 

GRIER.B   H         Region    I,     Philadelphia,     Office    of     the    Director 
90/04/03         Ip 

BOQ433O46B   Forwards    IE    Bulletin    79-03A,     "Longitudinal    Weld    Defects    in 
ASMS   6A~313,Tope    304    Stainless    Bteel    Pipe    "    Action    required 
GFUER,B   H         Region    1,     Philadelphia,     Office    of    the    Director 
BO/04/04         Ip 


BOQ4230493   For 
HER0EIN,  J   G 


ards    monthlg    operating    rept    for    liar    IfBQ 
Metropolitan    Edison    Co         80/04/15          Ip 


—  BO04230495   llontlily    operatinfl    rept    for    Har    I9BO 

MITCHELL, D   G         Me tropo 1 I tan    Edison    Co         BO/04/15         Spp 


BQO4230375   Preliminary    data    lept    of    air    ''   uatei-    sampling 

CCfiKERN,U   D         Environmental    Protection    Agency         BO/Q4/16          Ip 


B004IB0171    Forwards    IE    Bulletin   BO-OB,      "Eiam    of    Containment    Linei 
Penetration    Uelils    "    Written    response    required 
QRIER.D    H        Region    1,     Philadelphia,     Office    of    the    Director 
80/04/07         Ip 

6004150621    Foruards    790S21    !<    22    Itrs    from    B&W    to    BS.W   oiuners    group 
ai    partial    response    to    IE   Bulletin   79-O5C    Includes 
technical    analysis    of    small    breaks   &    Impact   assessment   of 
RCP    trip    on    non-LOCA    events 

THORPE, J  R        General    Public    Utilities   -   GPU  Service   Corp        80/04/09 
13Spp 


S      Reportable    occurrences,     LERs    i-    related    con  espondence 


8004010338   RO   BO-06/1P    on    800325,  dur  ing    refueling    frequency    reactor 
bldg     local     leak    rate    tost    of     valve    RB-V7, updated    total 
leakage   eiceeded    Tech    bpecs    Testing    is    continuing    u/approi 
1/4    nf    test    program    complotc 
TOOLE.R    J         Metropolitan   Edison   Co         60/03/26         Ip 


BOO4040336   Forwards    LERs    80-005/?9X-0   t,    BO-01I/99X-0 
HERBEIW.J   G         Metropolitan   Edisnn    Co         BO/03/27         Ip 


B0043005GO  Ack    receipt    of    B00220    Itr    informing   NRC    of    steps    taken    to 
correct    violations    noted     in    IF    Investigation    Rept 
SO-289/79-IO 

*      Region    1,     Philadelphia.     Reactor    Construction    b    Engineering    Support 
Branch        BO/04/10        Ip 


-6004040344    LER    SO-005/99X-0    on   600321 , Rosemount    I  1 52   pressure 
transmitter    in    limited    cases    eihibited    output    between  A   i    20 
ma    ill/input    pressure    over    or    under    calibr    range    Caused    by 
long-term    degradation    tram    submergence    m   uiater 
CHAPLIU,S   I)         Metropolitan    Edison    Co         BO/O3/27          Ip 


—8004300596   Responds    to    NRC    79O1I06    Itr    re    violations    noted     in     IE 
Investigation   Rept    30-2B9/79-10  Corrective    actions    re- 
Biamlnation    of    Items    not    completed    during    1979    insorvlce 
inup    eiam   has    been    scheduled    for   ufc    of   G0021EJ 
HERDEINiJO         Metropolitan    Ediaon    Co         BO/02/50          Ip 


-B004040349   LER   SO-011/99X-0    on   8003S1 ,  Rnsemoiint    1153   pressure 
transmitter    in    limited    cases    eihiblted    output    between    4   &    SO 

long-term    degradation    fpom    submergence    in   Liater 
CHAPLIN, S    D         Metropolitan    Edison   Co         BD/O3/Z7         4pp 


B0041B0473  Distunes    inaervica    inap    pi'onram   submitted    79102&   Clarifies 
position   re    upgrade    of    ultrasonic    nondestructive 
examination    technique!   4   procedures    Upgrade    completed   u/o 
replacing    callbr    stds 
HERDEIN-J  0        Metropolitan   Edison   Co         BO/04/U         Ip 


9004260633   PNS-I-BO-004    on   900327,  luo    bomb    threats    mere    received    both 
abating    that    botnh   uas    set    foi     800338    Search    conducted    No 
bombs    found 

MADDEN, M   ,     DEVLIN, J    ,     MAHriN,U        Region    1,     Philadelphia,     Office    of 
the    Director        BO/03/28        2pp 


II     Periodic    operating    reports   8-   related    correspondence 

S004010444   Submits    "EPA  Preliminary   Data    Hopt   800312.11,17  !<   21," 
prepared    by   Environ  Monitoring    Sijs    Lab 
SMITH,  A  E        Environmental    Protection   Agency        80/O3/34         Ip 

B004010490  Submits    "NRC   Air   Sample   Reaulta    for   BO03O5,  12  t.    If." 
prepared    bij   Environ   Monitoring    Sys   Lab,  EPA 
BMITHiA  E        Environmental    Protection  Agency        80/03/26        Ip 

Q004070S22  Submits    preliminary    air   fr  uator    sampling    data    Par    800319-36 
BMITH.AE        Environmental    Protection   Aaeney        BO/O3/27        Ip 

B004140420  Forwards   uaekly    status   rept    for    ink    ending    800328   re    offsits 
emvrgvncy    radiological    environ  monitoring    program   Surface   & 
drinking   water    samples    had    normal    tritium  &   gross    beta 
activities 
OERTZ.8  M       Porter-0«rti    Consultants.     Inc        80/03/EB        H3pp 

8004070335  Forwards    "Radiological    Environ   Monitoring    Program   Annual 
R«ptiI979,"    "Hydraulic    Survey"   &   "1979   Monitoring    of    Cooling 
Towtr   Operational    Effects    on   Vegetation    In  Vicinity    of 


HERBEIN,  J,  fl        Metropolitan   Edison  Co        80/03/31         Spp 

—  S004070339   "Radiological    Environ  Monitoring    Program  Annual    Rept    for 
1979   " 
»      Metropolitan  Edlion   Co        BO/04/30        9Bpp 

—8004070343   "Hydraulic    Survey,"    for    Ju  1     1979  Three    overslie    draiuinoi 
•ncl 
«      Ollbert/Commonu!»»ilh    Cos,       79/O7/31        SOpp 


8004230406   Foruarrfs   I.ER   BO-006/01T-0 
HER[)CUJ,J  0        nutropoliLsn   Ellison   Ci 


--8004330411    LER    BO-006/01T-0    on    B00325, during    periodic    reactor    bldg 
local    leak    rate    testing, conta inment    isolation   Valve  RB-V7 
had    cicessive     1  oat  age   Cause    suspected    to    be    seat    damage 
Improved    valve    placed    on   order 
MITCHELL, D   0         Metropolitan    Eduon    Co         BO/04/OB         2pp 


U      Congressional/Executive   Correspondence 


S0040B0137   Responds    to   SO022O    Itr    referring    to    0    Bogardus    concerns    re 
facility    restart   Hearing    could    not    be    eipected    before  June 
1980,  due    to    scope   of    pi  oceed  ing,  magnl  tude   of    intervention  ti 
late    licensee    submittal    of    technical    matl 

DIRCKS.W  J        Office   of    the   Etecutive   Director    for   OpBrationa 
80/03/07         Ip 

—  B004080141    Requests   response    to   end    G&V  llogardus    800309   I  fcr    supporting 
plant   restart 
MATH I  AS,  C   M        Senate        30/02/30        Spp 


V      Operator   Examinations 


8004100420  Discusses   reasons    for   postponement    of   re-eiamtnation   of 
licensed   personnel    at    facility   Startup    date   has    been 
Indefinitely    postponed    making    testing    premature   Uti  1    will 
probably   contest    decision  ' 

COLLINB.P   F         Operator    Licensing    Branch         80/03/37         Spp 


--9004070347   "1979  Monitoring    of   Cooling    Tower   Operational    Effects    on 
Vegetation    In   Vicinity    of   Facility    " 
PELLEK.fi   R   ,    FRI  DAY- 0   P    ,    JOHNSON,  R   R        NUS  Corp        80/02/39        32pp 
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8QQ4D90470   Forwards    (Moposed    change*    to    App    A    of    Tech    Spots    *t    Bop|j3     V 
to    "Supplenental    Reload    Licensing   Sutmittal    far    Reload    4    " 
E       Boston   Edison  Co        60/01/03        3pp 


i  naericij    plan   Plan   withheld 


ID 


llG*  tor     EJ  nor.     Cc 


t  ion   of    fat  ill ty 
BO'Q4/17         4pp 


—  SQ04Q90472   Pruposed    changes    lo    Teth   fepB^i   Ppp    AM  "vising    opera  I  in!) 
limit   ma(    average    planar     lineai     heat-oonei'ation    rnto     to 
gnsyre    LOCA    limits    uill    not    be    ei  reeded 
a      Boston   Edison   Co         BO/01/03         Bpp 


jjpl    1    to    "Supplemental    Reload    Licensing    Bubmittflt     f,>[ 
Reload    'i     ' 

BRANDON,  R    J   ,     KISS.e    ,     aRIULE.V,R    L         Genera]     Electric    Co 
HEDO-8-tS34-l         80/03/27         lO/pp 

8004100414   Foriaard=   methods    ot    implementation    for    Gatfujorij    A    ilerrn 
re    77tO'3Q   discussions    of    LBSsons    Learned    Task    farca 
)hort~term   renuiiements    ConFo'fflance    necessary    prloi-    to    next- 
operating    CIJE1E 

C        Boston   Edison    Co         BO/04/O4         SSpp 


S0041003B6  Application    tor    mod    of   ftpp   ft  Tec|,   Specs    to   License    OPU  <) 
consisting    of    various    changes    In    •aurvel  J  lance    requirement* 
'.    setpotnts    Fee    end 

B        Boatan   Edison   Co         SO/Q4/07          lp 


i      Antitrust    rori  eiiiormj 


Frojecti    Hran-h    1         60/04/0!         Spp 


6,.04090<I7!    Weipcnss    r«co-i.nd  103    that    State    of   MA  Muni  rjpajs    79IOJ] 
(JithHnjal     of    intervention    35    na0t    t  e    granted    ftnkilrust 
Msri-v)   nc     ian^*r   r,ecsisanj    per    entj    DOJ   S00317    |tr   1   due    to 
nt    betuBcii   municipals    (,    utij 
j    R        Antltruit    Di.ltion         8^/03/31         2pl, 


Responds    to    ?ttO2-l    Kr    i-equestinc    DOJ   ( 
Gnrrgv   Ac  i    Antiti-utt    hearing    no    lanjer   neresssri 
seim-nent    Oetu(fn   State    of    MA   iiuniripals   t   util 
CtrtHics  te    of    S.i     ent  1 
LITVACK,  S    II        Just.ce.Dept    of         BQ/0J/i7         4pp 


op,, 

J',                     P      ^    >paige.    tiacu,  associated  *n*lvii*   !,   plaI15 

far    re»ur,ing    PQuer    s,ti,     refueUng    oula9e  v                * 

t«Wfl'.,j   fj         Opflaii»ls    fiesccor,    Branch    3  80/03/07         lipp 


--B0041003B9  Pioposed   App    A  Tech    Spec    changes    ro    core    ipvay    *pai  guv 
area!:   detection    secfloint    hydraulic    anubt  cr*i  olec  lr  i  cal    patuor 
aqs   aurveillance   i  equ  i  rementa,  mods    to    safeig    relief   waive*   t. 
cgntainmErit    Isolation    valve    logic 
"      Boston   Edison   Co        60/04/07        3bpp 

6004140310   Discusses    secondari,    containment    leak    rate    test    To»t 
aemanitratfld    that    standdy    gds    treatment   aye    coultf   nainUln 
1/4    inch    of  water  vacuum    in    secondary    cont-alnmont  Toat    data 


Boston   Erfison    Co         80/04/07 


IP 


--8Q041403U    "Secondary    Containment    Leak    Rate   Teat   Data    " 
*      Boston  Edison  Co        80/03/50        lp 


iiles   Guidelines    for   mods    ui  i  [L    be    diicUjscd     in    NUREO- 
de.    issued   in    "For   Comment"    form    in   Apr    19BD 

A        Operating    Reactors    Branch    3         00/04/07         3np 


ruahr(iH  ;i<l::r*  foi  info  re  tu^'nB  d"c  tr*cn«, 

.  schedule    that  wil]    ailou  reVielu   prior    B0    lUn-tu 
s      "'"H-S    <"•*•••    *  .....  «nt    of    ^I«ti2]     J"*" 
!'         damaoe    should    bo    pr-ovideii 
A        OpeTaUtq   Heactor,    Branch    3         FJO/Ofl/07         Ipp 


D,.r«in,    Rectors   Bran,-,    3        30/03/iO 


lfl     'Njclear   Data   Lin*    Specs    " 
*      Olvmon   of   Operating    Hflactors         BO/02/21         23pp 


ANDDONINr.G  C   DnstDn  Edison  C0   SO/04/16   ipp 


ANDOONIMt.O  C 


80/03/30 


1710  N°  "»«»»- 


B0040803VS  fleiponjs    to 
»n.<l...uUd    ,ntrlS»'° 
bult*    info    tor   S-rr 


Off,,   o,    th.   D,rBtto 


No 
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— BOO40404I  1     IE    Insp    Rept    50-293/BO-01     on    BOOIOB-ll    No    noncomp 1 iance 
noted    Major    areas    inspected    administrative    controls    For 
safety -related    main t, ma  in t    activities,  technician 
qualifications    &    preparation    for    refueling 

KEHOE.  D    ,     BAUNACK'U         Region    1,     Philadelphia,     Office    of    the 
Director        MARTIN,  T   T        Region    IP    Philadelphia.     Re-actor    Operations 
Nuclear   Support    Branch        BO/02/Q&        9pp 

8004090395   Forwards    IE    Insp    Kept    50-293/80-03    on    000132-24    No 
noncomp 1  lance    noted 

CARLSON, R    T         Region    1,     Philadelphia,     Reactor    Construction    & 
Engineering    Support    Branch        SO/03/12        2pp 


8004110003    Ack    receipt    of    BQ0304    Hr    requesting    eitension    of     IE 

notification    of    any    deviation    from    unders land  ing     that 
response    to     Item:    1,2,     V    3   mill    be    submitted     by    80O317 
GRIER,D    H          Region    1,     Philadelphia,     Office    of    the    Director 
BO/03/U  lp 

B00424O552   Advises    that     IE    Bulletin    BO-Q5,     "Vacuum   Condition    Resulting 
in    Damage    to    Chemical    V<i  1    Control    Sijs     (CvCS)    Holdup    TanKs," 
was     incoi  roc 1 1  u    sent    fof    action    No    response    required 
GRIGR.S    H         Reniori    1,     Philadelphia,     Office    OF    the    Director 
BO/O3/I7          lp 


—  G00409040I     IE    Insp    Rept    5Q-293/BO-O3    on    BQ0122-24    No    none omp  1  lane e 

nuted    Major    areas    inspected     torus    mod    d    inservice     imp 
TRIPP<U   E         Region    1,     Philadelphia,     Reactor    Construction    It 
Engineering   Support    Branch        UAUTGN,  C  A        Region    1,    Philadelphia, 
Office    of    the    Director        80/02/0"?        6pp 

0004160145   Forwards     IE    Insp    Rept    30-293/SO-Ofl    on    800128-31    No 
n  on  com  pi  iance    noted1 
HRUNNERiE   J         NRC    Regional    Offices         GO/O2/EB         2pp 

— BOQ4160153    IE    Insp    Rept    50-293/80-04    on    B0012B-31    No    noncomp 1 iance 
noted    Major   areas    inspected    inservice    insp    imp lementati on, 
anubber    program. conta inment    integrated    leak    rate    test 
procedure   t-   plant    tours 

MARTIN,  T   T         (legion    1,     Philadelphia,     Reactor    Operations    Nuclear 
Support    Branch         KEHOE, D    ,     HIGGINS, J         Region     1.     Philadelphia, 
Office    of    tho    Director        80/02/25        14pp 

6001210169  Forwards    IE    Insp    Rapt    50-293/79-07   on   791009-10   No 
none omp  liance    noted 

SMITH. 0   H         Region    1,     Philadelphia,     Fuel    Facility    &   Materials    Safety 
Branch         90/02/23         2pp 

—  3004S10173    IE    Insp   Rept    50-293/79-07    nn    791009-10   No    noncomp  1  iance 

noted   Major   areas    inspected    radiation    protection    program, 

Including    train  ing>  surveys,  post  ing    &    control    fc    facility 

tours 

KNAPP.P    J         Region    1,     Ph  i  lade  Ipli  ia,     Fuel    Facility    8,   Materials 

Safety    Branth        OM.LINA.C    D   ,    THQMJS,  L  H        Region    1,    Ph  i  ladel  ph  iar 

Office    of    the    Director        HO/02/S7        5pp 


B0043Q0602   Forwards    IE    Insp    Hept    50-293/BO-Q7    on    900230-2?   No 
noncomp 1 1 anc  e    noted 

CARLBC1N,  R    T         Region    1,     Philadelphia,     Reactot     Construction'. 
Engineering    Support    Branch         BO/03/17         2pp 

--B004300607     IE    Insp    Flspt    50-293/80-07    on    B00220-22   No    noncompl  iance 
noted    Majei     areas    Inspected    activities    re    torus    mod    f, 
inservice    insp 

WALTON, (J    .ft         Region    1,     Philadelphia,     Office    of     the    Director 
BO/03/13          5pp 

8004160139    ftcfc    receipt    of    B00229    Hr     informing    NRC    of    steps    taken    to 
correct    violation    noted    in    IE    Insp    Repl    30-293/79-2! 
BRUNNER,  E    J         Region    1,     Philadelphia,     Reactor    Operations    Nuclear 
Support    Branch         BO/03/24          lp 

— BQ04I60133    Responds    to    NRC    600121     Ur    re    violation    noted     in     IE    Insp 
Rept    50-2=73/79-31    Corrective   actions    fire    protection 
operating     procedures    will    be    levised    to    Implement 
requirement  a    re    Tech    SpeCE    6   B   D,  3    12   t    4    12 
ANDOQNIHI.G   C         Boston    ttlison    Co         SO/02/29         3pp 

—SOO<M60137    Foiwards    IE    Insp    Rept    50-293/79-21     on    791210-14    «•    notice    of 
violat i on 

DRUHNCn,E    J         Region    1,     Philadelphia,     Reactor    Operations    Nuclear 
Support    [Branch        80/O1/21        2pp 

—8004160141     Notice    of    violation    from    insp    on   791210-14 

*      Region     1,     Philadelphia,     Office    of    the    Director         BO/0 I/ 14          lp 


BOO-1110079  Requests    10-day    eitonsion   of    45-day    response   period    for 
Items    1,2   t.   3    of    IE   Bulletin    /9-01B 
ANDOONINI.G  C        Boston   Edison   Co        BO/03/04         lp 

SOO4090469   Forwards    1C   Mgt    Meeting    Flept    50-293/00-06    on   300207 
EHUNNERjE  J        Region    1,    Philadelphia,    Reactor   Operations   Nuclear 
Support   Branch        BO/03/06         lp 

— 0004090473    IE  Mgt   Meeting    Rept    50-293/BO-06   on   B00207  Areas    discussed 
establishment    of    onsite    ofc    for    two    full-time    resident 
Inspectors   All    parties    concurred    on    admins trat Ive    & 
operational    considerations    needed    to    establish    ofc 
MARTIN, T   T         Region    1,     Philadelphia.     Reactor    Operations    Nuclear 
Support    Branch        MCOAUGHY, R   W        Region    1,    Philadelphia,    Reactor 
Construction   &  Engineering    Support    Branch        KEHdEr D  V        Region    1, 
Philadelphia,    Office    of    tho   Director        80/03/04        3pp 

E30042B0297  Forwards    IE    Insp    Rept    30-293/79-23  4  Waste   Packaging    Insp 
Re-pt   79-OBB    on   791227-28,  GOOI04  &   79121B,  respec  lively 
GRIER-B   H        Region    lr    Philadelphia,     Office   of    tho    Director 
BO/03/06        2pp 

-- -BOD42B0300    IE    Insp    Hept    50-293//9-33  on    791S27-2B   fr   S00104 
Moncompllance    noted    failure    to   comply    ui/DOT  regulations 
CLEMONS,  P    ,    GALLINA.C    ,    CROCKER, H  W        Region    1,     Philadelphia, 
Office    of    the    Director        BO/01/10        Spp 

— 80042B0310  Matte   Packaging    Insp    Rept    79-OBB   on    791218  Noncomp 1 iance 
noted    radiation    levels    in    excess    of    specified    limits 
BROWN, fi   A   i    POTTER, J  P        Region    i,    Philadelphia,     Office    of    the 
Director        79/12/21         3pp 

8004010013  Forwards   response    to   80021S  notice    of   violation   d   »5, 000 
(hack    for   resultins    civil    penalty    imposed    Responsible 
personnel    reinstruc ted    an   proper   methods    of    radiation 
survey  ing, packaging    &    shielding 
AWDOQNINKO  C        Boston   Edison   Co        BO/O3/10        3pp 

3004350136  Forwards    response    to    IE  Bulletin   79-010,     "Environ 
Qualification   of   Class    IE  Equipment    "   Environ   capability    of 
•lictrical    equipment    received    adequate    consideration    during 
design   it  const    of    facility    H/o    encl 
ANDOCNINI.O  C        Boston   Edison  Co        BO/03/IB        5pp 


— 8004160146    IE    Insp    Rept    50-293/79-21    on    791210-14    None  ompl  lane  e    noted 
Failure     to    adequately     Implement    Fire    protection    operating 
procedures 

BAUNACKiW  Region  1,  Philadelphia,  Reactor  Operations  Nuclear 
Support  Branch  CHUNO,  J  ,  ULUIinEflQ,  N  Region  1,  Philadelphia, 
Office  oF  the  Director  80/01/14  14pp 

800415OS'ia   Fat-wards    IE    Info    Notice    BO- 12,     "Instrument    Failure    Causes 
Opening    of    PGRV   ti   Block    valve    "    No    specific    action    or 
response   necessary 

ORIER,B   H          Region    1,     Philadelphia,     Office    of     the    Director 
SO/03/31          lp 

B004090037  Forwards    IE  Circular   80-05,     'Emergency    Diesel    Generator 
Lubricating,    Otl    Addition   >J   Onsite    Supply    "    No    written 
response    required 

GRIER.O   H         Region    1,    Philadelphia,    Office   of    the    Director 
QO/04/01  lp 

8004110122    Forwards    IE    Info    Notice    80-13,     "QE   Type    SDH   Control    Switches 
Defective    CAM  Followers    "    No   written   response    required 
GRIER.B   H         Region    1,    Philadelphia.    Office   of    the    Director 
BO/04/Oa         lp 

8004240290    Forwards    IE    Info    Notice   80-11,     "Safety    Suggestions    From 
Employees    "    No    action   required 

CRIER, B   H          Region    1,     Philadelphia,     Office    of    the    Director 
BO/04/02         lp 

B0041B0227  Forwards    IE  Circular    BO-07.     "Problems   W/HPCI    Turbine   Oil 
Sys    "   No   uiritten   response    required 

GRIER,D    H          Region    1,     Philadelphia,     Office    of     the    Director 
BO/04/03          ip 

SO04110050  Forwards    IE  Bullotin  80-07,     "BUR   Jet    Pump   Assembly    Failure    " 
Written   response    required 

GRIER.D   H         Region    1,    Philadelphia.    Office   of    tho    Director 
80/04/04         lp 

SOO 4 230463  Forwards    IE  Bulletin   79-03A,     "Longitudinal    Held    DeFects    in 
ASME   8A-312.  Type   304   Stainless    Steel    Pipe    "    Action    required 
GRIER,D  H        Region    1,    Philadelphia,    Office    of    the   Director 
80/04/04         lp 
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IE    Djllelln   00-U?   Replacenent     faeduater 
ere    purchased    through    GE"San 
in    Engineering    during    Feb    1180 


60^403051)    ForuarOi      Er/ii»n   Raaiolojica!    Monitoiing   Repl    12,    '    1979 

(.NDQttUIJJ     r,   C         Boston    tO!50n   Co        BO/04'01         lp 


2-l      En, iron   Radiological    Monitoring    Rept    1?,"    1979 
SOl.DO'l   T   I     ,     MOSOLESI'D,  F    J        Boston   Edison   Co        BO/04/30         l.llpp 


SOO'1230497   Forjirds   ronthly    operating    rtpt    for   Mar    1930 
MCOUIRE.P    J        Uoston   EJisan   Lo         60/04/09         lp 


—  B004230459   HontMi,    operating    rept    for   Mar    11BO 

WHlTfJEr.O   G         Boston   poison   Co        BO/04/03        fcpp 


Reportaole 


luERs    ',    related    ctrrespondence 


Re^esti    ?4-h    unification   of    deviation    from   unders  landing 
per    000311     telcon    re    recent    i  nc  ident,  that    fuel    handling 
opBpjtiun    uill    not    resume    until    certain    conditions   are   met, 
including    concurrence    trom    IE 

GRIER,B   H        Region    1,     Philadelphia,     Office    of    the   Director 
50/03/11          lp 

S004150574,   Foruardi    revised    LER   80-009/04T-1 

MCCUIRE.P    J        Boston   Edison   Co         BO/04/02         lp 

--SQ041505Sa   Reused    LER   BO-009/04T-1    on   B00310,util    received    analysis 
rept    fron    i-ankse    Atomic    Electric    Lab    indicating    importable 
Cr-Sl    concentrations    were    found    in   mussel    samples    from 
discharge    canal    Cause   not    stated 
HCLGUCHLIN.M   T         Boston    Edison   Co         BO/03/18         lp 

PN5~''aQ-005   "n   800404,  bomb    threat   uas    rece.ved    Search    ua, 


H004M0337   Forwards   LER    BO-010/03L-0 

MCCUIRE,P   J        Boston   Edison   Co         80/04/09         lp 


r«      House  -"*    "„,.    hoU)B    „   da 

y      ruck    House   wrapped    around    hydrant,  prevent  ina   access 
S?,nV0t    itated  House  '•»l'*'i  I*  «    returned    to   svc 
MCLDUOHLl^H   T        Boston   Edison   Co        BO/04/09         |p 

B004I701B4   Forwards   LER   SO-OS1/01T-0 

HCGUIRE.P   J        Boston   Edison   Co        BO/04/09         [p 


te 
riUX.x-t  ::.i;'^,  i::::iivi:i:';:,?:-:;-  not  -^ 

MC.n^rHLlN.M   T        Boston   Edison   Co        80^04/09         lp 


V      Operator    Eliminations 


BOQ415Q15B   Approves    790B2B    revision    to    requa I i f icat inn    progiam 
simulator    retaining    Addl    changes    may    be    required    after 

COLLINS, P  F       Opeiator    Licensing   Branch        BO/03/37         lp 


DOCKET    50-294   MICHIGAN   STATE   UNW      RESEARCH   REACTOR 
P      Operating    license    stage    documents    >•   correspondent  e 


B00401O227   Forwards    Teed    Specs,  amended    to    comply    u/neui    format 
requirements,  for    rencual    of    License    R-114 

WILKINSON,  R    ,    CARR1CK,  J    ,     TERRY,  S   H        Michigan    Stnte    tMiv         BO/03/11 
IP 

—800401022?    Tech    Specs, amended    to    c  omp  I  ij    lu/now    format    requi  romontB 
*      Michigan   State    Univ        80/03/11         92pp 


DOCKET    50-395    Z10N    NUCLEAR    POWER    STATION,     UNIT    1 

F      Security,     medical,     emeigency    t     Fire    protection    plans 

B0041100S9   Forwards    request    for    add!     info    re    790333    contingency    plan     & 
7^1026   Revision    1    Request    withheld    (ref    10CFR2   790) 
SCHWENCCR, A        Operating    Reactors    Branch     1          BO/02/27          lp 

800fl24&531    Forwards    sijs    description   (.   operating     instructions    foi>    NRG 
health    physici    telephone    network    SYS   designed    for    use    during 
nuclear    incident    or    Ad   Netuioi  k    may    also    be    used    For    daily 
administrative  or    facsimile    traffic 

KEPPLER.JC        Region    3,     Chicago,     Dffite    of    the    Director         BO/O3/2O 
2f-p 

8004010357   Forwards    fire    protection    review    Items    3    1    3,3     1    4    (,    3    1     3 
Review    is   duplicate    of  800307   review  u/mlnor   paragraph 
change    in    Item  3    1    3  t-   clarification   oF    Item  3    1    5 
HALL.R   E         flroohhaven    National    Laboratory         BO/03/21          4pp 

BQ04230125  Forwards    evaluation   of    facility    fire   protection    program   (. 
status    of    incomplete    items    identified    in   780310  li  790413 
safety    evaluations  Position   on    safe    shutdown   capability 
also    sue!  * 

BCHWENCER.fi        Operating    fleactnrs    Branch    I         80/O3/24         22pp 

800J29003"?  Discusses   arrangement*    For  3004 1 1    meeting   u/ut  U    in   Olon 
tliyn,  IL  ra  none  omp  1  lane  e  >,   program  weaknesses    identified 
ucirm'c611'    tlealt'1    physics    program   appraisal     tnsp 
MEEPLER.J   fi        Region    3,     Chicago,     Office    of    the    lHre(:tor          BO/04/O7 


scu  , 

iscuBH   mBteorological    acceptance 

prsparednesi   at   site 


Bria    for    eraergenc 
i  sn-'-u 

Operating    Reactors    Branch    1         BO/04/OQ         3pp 


, 
ssion   sys    for   g.-noped    cable    trays    in 

T   U"U    '    ''  2  "bl"   «^«-lna    v.oms 
Commonwealth    Ednon   Co         QO/04/M         2pp 


Mrorecio 

tire   pro>tection  review  Sijo   acceptable 

HALL.R    E        Drookhaven    National    Laboratory         BO/04/  H         2pp 


PEOPLES, DL        Commonwealth    Edison    Co         BO/O4/21          IP 
Adjuditatory   correipondence 


DENTQN.H 


eactor   fiegulatioi,         80/O2/29         Bpp 
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BOO4080078   Foruards    FR    notice    fc    director's    decision    under    1OCFR2   206 
denying    request    For    preparation    of    EIS    re    Amends    44    &   41    to 
•facility    OLs 
DENTON.H   R         Office    of    Nuclear    Reactor    Regulation         00/03/13         Ip 

— B0040BQOB3   Director's    decision    under     10CFR2   206    denying    C    Guigg    79O427 
request    that    Directoi     of    Nuclear    Reactor    Regulations    order 
full    EIS    For   Amends    44   >f   41    to  OLs    Amends    uiill    not 
Significantly    affect    quality    of    human    environ 
DENTON.H   0         Office    of    Nuclear    Reactor    Regulation         80/O3/13        ipp 

— HOO40BOOBB   Notice    of    Issuance    of    Director's    decision    under     10CFR2    2Oi 
denying    C    Qulgg    790427    request    that    Director    of    Nuclear 
Reactor   Regulation    order    full    EIS    for    Amende    44  &   41    to    DLs 
No    basis    for    Issuing    EIS    eiists 
DENTON.H   R         Office    of    Nuclear    Reactor    Regulation         BO/O3/13         Ip 

aOO4O8Q568   Order    granting    e  «tenn  on.  unt  1 1    000409, for    Commission    to 
elacfe    whether    to    review    B00319    denial     nf    enforcement   action 
CHELK.S   J         Offite    of    the    Secretary    of    the    Commission         8O/Q3/31 
IP 

QOO4O30026   Memorandum    of    understanding    between   NRC    &   FEMA   re    prompt 
improvement    in   radiological    emergency    planning    & 
preparedness, d i str ibuted    as    Board    notification 

O03SICK.L   V         Office    of    the    Eiecutive    Director    for    Operations 
BO/04/02        34pp 

B0043BQ590   Requests    immediate    suspension    of    license    issuod    by    NRC 
to    Co mm   Ed    to    reracl    i    compact    spent    fuel    poo)     to    3,112 
spent    fuel    assemblies 
OWOG.C         Pollution    Environmental    Problems         SO/04/17         2pp 


H      General    correspondence 


8004210208   Responds    to    BUQ2Q4     Itr    re    continued    operation    of     facility 
Plants    reviewed    to    deteimin-e     what    addl    measures    or    design 
changes    can    >•<    should    be    implemented     to    further    reduce 
probability    of    leactor    accident    or    consequences 
DENTON.H   P.         Dff]co    of    Nuclsai     Reactor    Regulation         BO/04/01          Spp 


BOQ4210336  Advises    that    79H06    Itr    to   President   Carter    re    emergency 
plans    has    been   referred    to   NRC   Since   Summer    I979.NRC   has 
been   actively    pursuing    program    to   upgrade   emergency 
preparedness    Forwards   NRC/FEMA   documentation   W/o    encl 
DENTON.H  R        Office   of   Nuclear   Reactor    Regulation        BO/O3/31        3pp 

aOO4t5QOB9  Responds    to   800238    Itr    ro    operation   of    nuclear    power   plants 
In    Mgh    density   areas   NRC    Is    investigating    special    measures 
to    ba    taken    in   huavlly    populated   areas    Interim   measures    have 
already    been   ordered    at    sites 
DENTON.H  ft        Office   of   Nuclear  Reactor   Regulation        BO/04/0!        2pp 

— B004IS0094  Advises    that    facilities    should    lie    shut    down    due    to   proiimity 
to    highly    populated   areas   &    likelihood    of    serious   accident 
STERNER, J   W         Affiliation    Unknown         30/02/28          Ip 

9004160173  Responds    to   800312    Hr    re    continued    operation    of    nuclear 
power    plant    Addl    measures    should    be    Implemented    that   mill 
further    reduce    probability    of    severe    reactor    accidents 
Licensee    has    been    in    shutdown    pending    completion    of   actions 
DENTONrH  R        Office    of   Nuclear    Reactor   Regulation        9Q/O4/01        Epp 

— BO04I60I76  Requests    that   NRC   not    phase    oul    facility    or    convert    to   non- 
nuclear   generators   Nuclear    poyer    is    source    for    power    in    UB 
No   nuke    political    arguments    have    no    basis    in    reality 
LAVERTY,  E        Affiliation   Unknown        BO/02/12        2pp 

QOO4I70342  Responds    to   800206  mail  gram   requesting    shutdown   of    facility 
Special   measures   are    being    considered    for    plants    located    In 
high    density    areas    Interim  measures    have   been    ordered   at 
f jc  1 1 1 tg, confirming    commitment    to   public    health    &   safety 
DENTdN.H  R        Office   of   Nuclear   Reactor    Regulation        80/04/01        2f>p 

a<XH2100BB  Responds    to   B0012B   request    ra    public    hearing    t   determination 
on    UC8  petition  NRC    considering    uihat    special    measures    should 
be    taken    to   reduce   probability    of    severe   reactor    accident    or 
IBS  sen   consequences 
DEMTON.H  R        Office    of   Nuclear   Reactor    Regulation        80/04/01        3ff 

— -a 00 4210093  Requests    scheduling    of    public    hearing   fc   determination 
of   UCB   petition   re   operation    of    facility    prior    to 
reactivation, Concerned    for    health    &   safety    of    community 
SCIANDHA,J        Neui  York,  NY        BO/01/23         Ip, 

8004210193  Responds    to   BOOB07    Itr   re    continued    operation*    at    facility 
NRC    ii    investigating    special    measures    to    be    taken    in   high 
density    population   areas    surrounding    nuclear    power   plants 
Interim  miasurci   have    already    been    ordered    at    sites 
DENTQNiH  R        Office   of   Nuclear  Reactor   Regulation        80/04/01        2pp 

— 8004210201    Supports   continued    operation    of    facility    Reactors    supply 
2QX   o*   oenerating    capacity    for   NBIU   York   City    &   Uestcheater 
•County   Utils    can   shut    off    oil    plant,  lowering    rates  & 
dependency    on    foreign    ail 
WU, J       Affiliation  Unknown        80/02/07        Ip  • 


8004250013   Responds    to    00021; 


considering    uihat    special    me 

probability    of    severe    react 

issued    as     interim   measui c 

DENTON.H   R         Office    of    Nuclear    Reacto 


jf    facll  Ity    NRC 


hould    be    taken    to   reduce 


Regulation         BO/04/01 


2pp. 


— SO04250030   Urges    that    NHC     consider    UCS    petition    ro    closing     of    facility 
Possibility    nf    earthquake     ousts    u/p)ant    built    near    Fault 
Only    3QY.    of    area    energy     generated    bij    nuclear    power 
Alternatives    should    be    considered 
OOLDHOR.F         Affiliation    Unknown         00/02/12          Ip 

8004250018   Responds    to    B00215     Hr    re    ojieiation    of    facility    MRC 
considering    uihat    special    measures    should    be    taken     to    reduce 
probability    of    severe    reactor    accident    or    to    lessen 
consequences    Confirmatory    orde-rs     issued    as    interim   measute 
DENTONiH   R         Office    of    Nuclear    Reactor    Regulation         EO/01/O!          2pp 


P      Operating     license    stage    documents 


B004040031    Advises    of    issuance     of    NUREG-OSBBi     "Interim   Staff    Position 
on   Environ   Qualification   of    Safety-Related    Electrical 
Equipment,"    providing    guidance     re    methods    for    compliance 
ROSS, D   F         Division    of    Project    Management         BO/O3/Q5         7pp 

B0040B0377   Summary    of    Ues t inghouae    Lessons   Learned    team   000121-22    site 
visit    to    determine    implementation    status    of    Category    A 
Lessons    Learned    requirements    Status    of    each     item   t- 
attendance    list    encl 
TCLFORD.J   T         NRC    Three    Mite     Island    TaiV    Force         90/03/15         6pp 

800411056?   Forwards    Lessons    Leai  ned    Task    Force    status    re     implementation 
of   Category    A   requirements    following    800121-22   visit   by 
Uestlnghouse    Utll    has    signed     c  onf  i  rmatorij    Itr 
specifying    that    NRC    mill     be    notified    of    noncomp 1 iance 
TELFORD.F    T         THI-2   Lessons    learned    Task    Force         50/OJ/1S         6pp 

8O04020463  Forwards   NRC    safety    analysis    of   cracking    discovered    in 
feedwator    sys    Utll    repair    program,  nondestruc t ive    inspfe    & 
leakage    testing   are   adequate    to    insure    that    integrity   of 
feedwater    piping   uill    be   maintained 
SCHUENCER.A         Operating    Re-attors    Branch    1         30/02/23         6pp 

EJQ041B0381?  Forwards   modified    near-site  study    in    response    to    NRC   791205 
request    for   60-day    crash    ef foi  t 

PEOPLES, D   L         Commonwealth     Edison    Co  IIAUIS.J   F         Pouor    Authority     of 

the    State    of    Neu   York         CAHILL,  U   J  Consolidated    C  ill  son    Co       of    Neui 
Yori         80/02/2D         1 p 

— B0041B0375    "Near-Site    Study    H1    Vieuigraphs    encl 

*      Commonuealth   Edison   Co         »      Consolidated    Edison  Co      of   Neu  York 
»      Power    Authority    of    ttio    State    of    New   York         90/02/25         95p  p 

B004020257   Forwards   Amends    52    8     49    to    Licenses    DPR-39   8,   DPR-4B, 
respectively   Amends    consist    of    changes    to    license    ic  appended 
Teen   Specs    permitting   mod    of    spent    fuel    pool    increasing 
storage   capacity    from  84>S    to    H,  112    fuel    assemblies 
SCHWENCEfl,A         Operating    Reactors    Branch    1         BO/02/2B         3pp 

— 3  004  02  02  63  Amend    53   to   Lice  tile    DPR-39.  changing    license    ii  appended    Tech 
Specs    to   permit   mod    of    spent    fuel    pool    to    increase   storage 
capacity    from  B6B   to  2,112    fuel    assemblies 
SCHWENCER, A         Operating    Reactors    Branch    1          00/03/28         3pp 

— B004030266  Amend    41?   to   License    HPR-4B,  chang  ing    license   t  appended    Tech 
Specs    to   permit   mod    of    spent    fuel    pool    to    increase    storage 
capacity    from  B6B   to   2, 1  IS    fuel    assemblies   Replacement    pages 
of   App   A  Tech   Specs    encl 
SCHHENCER,  A        Operating    Reactors    Branch    1         80/02/3B        &pp 

— BOQ4Q20270   Notice    of    issuance     of    Amends    52   t   19    to   Licenses    DPR-3?    fc 
DPR-'18i  respectively   t    negative    declaration 
SCHUENCER.A        Operating    Reactors    li ranch    1        SO/02/28        3pp 

8004320192  Requests   addl    info    re    dimension   of    upper    vessel    Kead 
surrounding    control    rod    penetrations    Info  needed    to   complete 
work    being    conducted    by    Lns    Alamos    Labs   re   vessel 
strengthening    Drawing    encl 
SCHUENCER.A        Operating    Reactors    Branch    1        BO/02/2B        2pp 

8004010004  Foruards    "Evaluation    of   Licensee   Compliance  u/Cateooru,    A 
Items   of   NRC    Recommendat ion-s    Resulting    From   TM1-2   Lessons 
Learned    "   All    Category    A   requirements    satisfied 
SCHUENCER.A        Operating    Reactors   Branch    I        80/02/a?        2pp 
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— QQ04-G1QOQ6      Evaluation    ot    Licensee    Compliance    u/Cat*oortj    A    Itsms    of    NRC 
Kflcammendaticris    Resulting    From    TMI-2   Lessons    Learned    " 
*       Division    ot-    Operating    Reactors          BO/02/23         llpp 

9001280217    Forwards    SFP     schedule    !.    content    requirements    for     environ 
qualification    of    electiica)     equipment    Previously    submitted 
Info    should    be     i  ncoi  p  ora  tefl     b y    specific    rtf    Facilities 
eismpt    -from    IE    H-ulletin    /9-OIB 
SChWE'JCEFi,  A         Operating.    Reactors    aranth     1         80/03/O5         5pp 


0004030102  Fcruai 
(oirmunic  a  t  ion  ' 
Operations  Ctr 
EISENHUTi  »  G 


"Nuclear    Data    Link    Specs."    study    of    digital 
to     transmit,     into    from    plants     to    Bethesda 


Division    of    Dpeiating    Reactor 


5pp 


— SO0403011B    "nuclear    Data   Link    Specs    " 

*      Division    of    Operating    Reactors         BO/02/21 


SBpp 


B0040BOOO3   Forwards    Amend 

respectively,  safel-u.    eva ! uat I o 

availab  1  1  i  tu. 

SCHWENCER    A         Operating    React 


i  50  to  Licenses  UPR-39  !.  DPR-4Q, 
oii!  I  notice  of  issuance  ti 


app 


--8004080005   Amends    S3   Ij    50    to    Licenses    DPFI-39   £•    OPR-IS,  r  E5pectivel  y. 
chanq i nq,  Tech    Specs* App    ft. to    increase    allowable    LOLA 
pealing    factor    •Prom    I    B6    to    1    93. based    on.   FCCS    reanalijsis 
GAW11LL,  W   P         Division    of    Operating    Reactoia         BO/03/13         7pp 

—8004080009   Safety    evaluation    supporting    Amends    S3   6    50    to    Licenses 
DPR-39   '.   DPft-'IB,  respect  IVE]I| 
«      Office     of    Nuclear    Reactor    Regulation         80/03/13         4pp 


900410033B  Responds    to   NRC    BOO^SB    Itr    re   Drawing   6B6J374   Apparent 

i  od    penetration;    dogs    not    exist    Actual     thickness    uniform    & 
6-5/B    inches   +    1/6    inches-0    inches   L./O   clad 
NAUGHTO1J,W   F         Commonwealth    Edison    Co         BO/O4/Q3         lp 

3QQ424048O   Forwards    -aildl     info    re    review   of    unresolved    safety     Issues, 
trip    rept    of   Lessons    Learned     implementation    team;  !<    task 
action     plan    in    vieu    of    high    population    density    surrounding 
plants 
DENTuN.HR         Office    of    Nuclear    Reactor    Regulation         BO/Q4/O9         33pp 

— B0042404B'J   Summary    of    Westingho-use    Lessons    Learned    team   BO0121-22    site 
visit    to    determine    status    of    Category    A    implementation 
Attendance   '-<    status    lists    enc  I 
TELFORD, J    T         Safeguards    Standards    Uranch         00/02/15         Spp 

— 9004240496   Eummai y    of    Wcstinghouse   Lesions    Leavned    team    BOO124-25    sits 
visit    re    status    of   Category    A    implementation    Attendance    ti 
itat'US    1  i  sts    enc  1 
TELFORD, J    T         Safeguaids    Standards    Blanch         BO/02/20         Spp 

"9004240469    Summary    of   Westinghouse    implementation    team    B00123-24    d   30 
site    visit    re    short-term   Lessons   Loai  Tied    requirements 
TELFCFID.J   T         Safeguards    Standards    Branch         SO/02/13         8pp 

-- 6004340193    Forwards    evaluation    of    util    actions    taken    to    satisfy 
Lessons   Learned    Category    A   renuiremen ts    Concludes    all 
requirements    satisfied    Attendance    list    for    BOO121-22    site 
visit    cncl 

SHCHENCER,A        Operating    Reactors    Branch    1     (Pro    791030)          BO/02/29 
27pp 


— BOQ4Q8QOH    "Safety    Evaluation    of    Request    for    Removal    of   Conssrvat i sm    In 
Westi^ffhouse   PflD   Computer    Code,"     prepared     in    response    to 
utll    request    for   Ql_   araeni) 
»      Core    Performance    Dianch          30/03/31         33pp 

—  S0040H0013   Notice    of     issuance    £•    availability    ot    flmenili    93   &   50    to 
Licenses    HPFf-39   t    DPR-43,  rcspec  1 1  veli| 
SCHWENCEn.A         Oferating    Ueactors    Branch    t          30/03/13         2pp 

BOO4taO221     Summary,    of    BOO22 1     meeting    in/representative's    Of    all 
SEP   plants, utils    1   FianHni   Rcsaar-ch    Ctr    re   accolerflted 
program   for    evaluating    qual i i i cat i on   of    saf ety-rela ted 
electrical    equip m^nt 
HIL90N,  R         Plant    Systems    Branch          80/O3/14         3pj. 

60041001O3   Requests    controlled     sut    of    PS-lDs    for    each    plant    Submittal 
shaul-d    he    foryard«d     to    attention    of    Region    3    incident 
response    ctr    ukthin    20    dai)s 

KEPPLER,  J   G         Region    3.     Chicago,     Office    of    the    Director         BO/03/20 
lp 

8004210194   Forward*    request    for     info    re    containment    environ    conditions 
J.    SIJB    requlrud    foi     accident    mitigation    for    revioui   of    environ 
qualification    of    Class     IE    electvica]     enuipment    NSC    luill 
estJmatE    tlmo    for    containment    temp    to    return    to    near   normal 
aCHUEWCER    A         Operating    fieactors    Branch     I         SO '03/2O         15pp 

9004020199   Forwards    response     to    HRC    80O227   confirmatory    order    to 
perform   actions   within    30   dags    Wes  tinghoiisa   representative 
stationed    ons i te.  vent i 1 ation    Intakes    i e-e*aminedi  emerjoncy 
action    Ivvels    revised    >j    reactor    operatars    training    untferuay 
HAUCHTON.H   F         CommonLFeal  th    Edison    Co         00/03/36         9pp 

aOO<OBOai-l   Foruardi    rosponae    to    immediate    action    items    of   Nf!C   900239 
confirmatory    order  No    immediate   action    required    In-plant 
1410!  k-throughs    mill    be    tompleted    prior    to    ne»t    reactor 
startup    Simulator    training     is.    in    pi-ogress 
NAUOHTON^W   F         Commonwealth    Edison    Co         BO/03/2B         4pp 

B0042503i.'l    "Safety    Evaluation    of    Inst-rvice   Testing   Prooram   for  Pumps 
t   Valves,"    7B0117-7W1?!* 

FEHFUNGER,  J   M    .     flQCHWOLD,  H   C         EG    t,   Q,     Inc         F  IN   fl-62Sa         8004230364 
80/03/31          46pp 


-6004240504   Foruiaros    evaluation    of    util    compliance   u/Catogoru,    A  Lesioni 
Learned    renuiremcn t t    Concludes    all    requirements    satisfied 
IE  fnllauup   &  attendance    lists   cncl 

SCHWCNCER, A        Operating    Roactors    Branch     1     (Pre    7910301         80/02/31 
llpp 


~ BOO'124OS07   forwards    action    plar.    develop 
population  densities    surrounding    site 
DENTON.H   R       Office    of  Nuclear   Reactor   Regulation 
BOpp 


in   recognition    of   high 
BO/02/21 


— 8QO4210SIB   Discusses    Event    5   probabilities    Sugao»t»    Continuous 
monitoring  Ii   readout    capability    of   check    valve   position   & 
poriodlt    tests   of    leak    rate   measurements 
TAYLQn.M   A         Division    of   Reactor    Safety    Rasoarch         BO/01/19         17pp 

5004250232  Fo-ruJdrds    status   of    unresolved    safety    issues    at    Indian   Paint 
1   t  2.  trip    repts    From    Indian  Point  8.   Zlon    siti   visits, 
safety    evaluation    for   Lessons  Learned    requirements   at 
facilities,  task   action   clan   i    facility    societal    risk    info 
DENTON.  H  R       Office   of   Nuclear    Reactor    Regulation        60/01/0?        34pp 

BQQ424043B  Formaliias    plans    re   series    of    technology    eiehange   mootings 
re    facilities'    accident  mitigation    faaturos    nctivltu   Fivo 
meetings   suggested)   Recommended    meeting    schedule  &   agenda 
Items    encl 
BCHWEMCER.A       Operating   Reactors   Branch    1        BO/04/10        15pp 

B004250437  Portuards    retponso   to  NUHEO-037B  «.   "Design   Criteria  b 
Conceptual    Design   Dsscrlption    for    Technical   Support   CtTB    for 
Pacllitiei"    fur  review  Util    emargency    plan  will    be    *ubmitt«d 
tu/LatallB   County   si  te-spsi  i  f  ic    emergency   plan 
PEOPLES, D  L       Commonuaalth   Edison   Co        BO/04/1S        60pp 

~aoo4a&042B    "Design  Criteria   i    Conceptual    Design   Dflicriptlun    for 
Technical    Support   Ctrs    for   Facilities," 
»      Buchtel   Pouer   Corp      (subs      of   Oechlel    Corp    )        77/12/26        32pp 

S004280509   Forwards    revised    Pajo    37    to   DL   PeopUi    G00101     Itr    concerning 
comml  tmenta   re    TM1-2  Lesson-a   Laarncd   Task   Fone   short-term 
requ lr  aments 
fEOPLEB.D  L       Commonuealtti   Edison   Co        BO/04/10        2pp 


B00415031A   Foruarils    i«vised    pages    constituting  Revision    13   to  CE-I-A, 
OA   program    Revisions    reflect    recent    organi lati on    title 
changes 
NAUSHTONi  W   F         Commonuea]  tJi    Edison    Co         BO/04/Oa         lp 

— 6004150326  Revised  pages    Constituting   Revision    13  to   Qft  proorflffl 
Revision*   reflect   recent    oi-ganl  i  *  llona  i    title    chano«s 
*      Commonuiealth   Edison  Co        Ce-l~rt  R13        SO/0+/04        7pp 


3004290S03  Application    for   amend    to   Licenses    DPR-39  fc  DPR-49i  App    A  Tech 
Spec*    eliminating    refs    to   part    length   rod*   d  «.tmo«phartc 
relief1    valves  t,  revising    reactor   protection    syi    permi«»ivB 
testing    Table    4    1-1 
PEOPLES,  D  L       Commonuea  1th  Edison   Co        BO/04/22        4pp 


Revised    pages    to   Tech   Bpecs    eliminafcinB   ref»    to    part    length 
rods    t>  atmospheric    relief    valves   Si  revising    reactor 
protection   sys    permissive    testing    Table   4    1-1 
*      Commonweal  th    Edison   Co         BO/04/32         49pp 
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IE    Bui  letins    t- 


rEspondenc  e 


8004040316   Forwards     IE    Insp    Heft's    50-295/79-22    &    50-301  / 79-21    an 
79O91O-G00204    No    none  amp  1  lane e    noted 

F10RELLI.G         Region    3,     Chicago:     Reactor    Construction    !•   Eng  inner  ing 
Support    Branch          00/02/30         2pp 

—9004040339    IE    Insp    Rapls    50-295/79-22    i    50-2O4/79-24    on    790710-BOOaOfl 
No     noncomp 1 lanco    noted    Major    areas     inspected    review    of 
inservice     map    program   '•    review    of     licensee    activities    re    IE 
Bui letin    79-13   t    79-17 

DAMIELSQN.D   H    ,     KEV,  H    J         Region    3,     Chicago,     Office    of    the 
Director         BO/02/14          19pp 

0004100140   Forwards    Waste    Packaging     Insp    Rapt    79-Q7A    on    791212-13    No 
none ompliancc    noted 

DAVIS, A    B         [legion   3,     Chicago,     Fuel    Facility    fc    Materials    Safety 
Branch         BO/02/23         2pp 

--8Q04100409   Waste    Packaging    79-07A   on    00791212-13    No    noncomp 1 lanco 
noted    Major    areas     inspected    compliance    uJ/DOT    ?<    MRC 
regulations     Including    shipping    paper    requi romonts, rad lat  l  on 
levels    t>   DOT    label  ing 

POTTER, J   P         Region   3,     Chicago,     Fuel    Facility    f-    Materials    Safety 
Branch         00/02/22         d>fip 

B0043aO157   Foruiards     IE    Inap    Ropts    50-295/90-01    t,    SO-3Q4/BO-O1     on 
BOO  103-0206   *    notice    at    violation 

HEIBHMANiR   ^         Region    3,     Chicago,     Reactor    Operations    Nuclear    Support 
Branch         BO/03/04         2pp 


-B00422014>5   Notice    of    violation    from    insp    on    000103-0206 
*       Region    3,     Chicago,     Office    of    the    Director          BO/03/03 


90041  500  i-i    For wards    1C     Info    Notice    £0-13,      'GF   Type    SUM    Control    Switches 

requi r  cd 

kEPPLER, J    G         Region    3       "hicajo,     Office    Qt    the    Director         SQ/O'1/02 

IP 


8004180030   Foruja 
Tone    Gas    Haia 
trans,Ti[  tta  1 
KEPPLCFJ,  J    G 
IP 


attachments    to     If   CircuUi     BO-03,     "Protection    Fron 
"     inadvertently    omitted    from   800306 


3.     Chicago,     Offit 


the    Director 


B004220093   Forwards    IE    IfifO    Notice    SO-1'1,     "Safety    Suggestions    Fl  om 
Employees     "     t"o    action    inquired 

KEPPLEH, J    G         Region    3,     Chicago.     Ol-fice    ot    the    Director         80/04/02 
IP 

Q004220J3'!    Forwards    IF   Cucular    BO-07,     "Pt  obi  ems    H/HPCI    Turbine    Oil 
Scjs    "    No    untl-en    response    T  equired 

KEPPLER.J    G         Region    3,     Chicago,     Ortice    ot    the    Director         BQ/O4/O3 
IP 

B004230224    Forwards    IE   Bulletin    79-03A.     "Longitudinal    Wald    Defects    in 
A3HE   SA-31?,Type    30'!   Stainless    Steel    Pipe    "    Action    required 
KEPFLER.J    Q         Region    3,     Chicago:     Office    of    the    Director         SO/O4/07 
IP 

B004220069   Forwards     IE   Bulletin    60-00,     "fciacn    of    Containment    Liner 
Penetration    Welds    "    Written    tesponse    required 

KEPPLEH, J    G         Region    3,     Chicago,     Office    of    the    Director         BO/O4/0? 
IP 


R      Periodic    operating    reports    i    related    correspondence 


—  0004320175    1C    Inup    Repts    50-29S/BO-01    fc  50-304/BO-01    on   H00103-0206 

Mnricompl  lance    ntitad    failure    to    folloui  procedureB    during 
shift    turnover 

LITTLE.U  a    ,     KOHLERi  J  E        Region   3.     Chicago.     Office    of    the 
Director         BO/03/O3         llpp 

GOCHlQQlia  Foruards    IE    Info   Notice   QO-06,  "States    Co   Sliding    Link 

Electrical    Terminal    Block    "    No    specific  action    or    response 
required 

KEPPLER.J   G         Region   3,     Chicago,     Office  of    the    Director         BO/03/07 


BOD414Q119   Forward*    response     to    IE   Bulletin    BQ-O3,      "Loss    of    Charcoal 
from   9td    Type    II,Tiuo-Inch    Tray    Adsorber    Cells    "    Visual 
elimination   determined    that    contact    between    casing    t,    screen 
Is    adequate    to    prevent    charcoal     granule    escape 
PEOPLES,  D   L         Commonuiealth    Edison   Co         BO/03/2O         5pp 

B00404O014   Foruiards    corrected    Waite    Packaging     Intp    Rcpt    79-07A   Requests: 
that    rept    sent    on    800222    bo    destroyed 

DAVIS,  A   B         Region    3,     Chicago,     fuel    Facility    t-    Material*    Safety 
Branch        60/03/21         Ip 

—  BOO4Q400I9   Forwards    covrectod    Uaite    Packaging     Inap    Rept    79-07Ar  on 

791212-13  No   noncompl  lance    noted 

DAVIS,  A   D         Region   3,     Chicago,     Fuel    Facility    t.    Material!    Safety 

Branch         60/02/33         2pp 

—  -BOO1010033   Corrected    Waste    Packaging     I'isp    fiept    77-07A   on    791212-13   Nq 

nnncomp  1  lance    noted    Major    areas    inspected    shipping    paper    & 
placarding    requirements,  radiation    levels,  removable 
contamination   %   package    eiternal    features 

POTTER,  J  P        Region   3,     Chicago,    Fual    facility    t  Materials   Ba-fety 
Branch        80/03/BH        7pp 


B00414030/1   Foiuaids    "Radoiaste    '.    Environ    Monitoring    Annual    Rept.   1979    " 
UANDKE.H   E         Commornueal  tti    Eduon    Co         SO/01/1B         Ip 

--Q004140322    "Raduaste    ',    Environ    Monitoring    Annual    Rept,  1979    " 
HOHL. K   A         Eberline    Instrument    Coip         BO/03/ia         6Opp 


Reportable    occurrences,     LERs    4    related    currespondenc i 


8004320084   PNO-77-143   Pacific    Pump    Co    supplied    facilities   Lj/pro  due  I  i  on 
lot    of    40    pumps    mfg    using    shafts    inaile    of    Inferior    matl 
Cause    unstated    All    utils    tu/pumps    uere    notified    NRC 
headquarters    notified    on    770B12 

WHITT.KW         Region    2.     AtUnta,     Office    of    the    Director         77/09/12 
IP 


8004030311    Forwards    I  EH   HO-010/03L-0 

WANDKC, N         Commonweal th    Edison    Co         BO/O3/17         Ip 


—8004030313   LER   00-010/031 -0   on  B00319,  dur  Ing    normal    opei-afc  ion,  c  pmponent 
cooling    liquid    rad   monitor    IRE- 001 7    read    high    alarm 
intermittently   Caused    by    corroded    detector   contact    pins    due 
to    condensation  Pin    replaced   'i   more    insulation    installed 
OST,F         CommonLiBal  th    Edison    Co         BO/03/17         Ip 


0004020369   Fo 
WAHDKE-N   E 


uiarfls   LER   BO-C1  1/03L-0 
Commonwealth    Eduon  Co 


— GOQ4030376    LER    QO-011/&JL-O    on    B00224, uh i 1 B    performing    dally     rauiattt 
monitor    opcrahillty    check. PTQ   App    N,Unit    1    passive    gas 
failure    radiation  monl  tor.  1RTPR1 3    failed    1  oui  t    could   nut    be 
reset   Caused    by    defective    ti-ansislor    ZN3639 
TRZYNA, G         Commonwealth    Edison   Co         00/03/1/         Ip 


SOOAtlOSSS  Summary    of   800118  meeting    ui/utll    t-   West  l  nghouse    In    Qethaidi 
(ID    re   Unit    1    turbine    disc    Insp    results,  repairs    made   b   plans 
for    inspecting    Unit    2    I ou   pressure    turbine    rotor    discs   List 
of    attendee!   &    supporting    mat)    end 
REEVES, C  A        Op  orating   Reactors   Branch    1         BO/O3/26        Hpp 

B001150I59  Forwards    IE    Info   Notice   00-12.     "Instrument   Failure   Causes 
Opuning    of   PCIRV  8.  Block    Valve    "   No    specific    action    or 
re  sc-onse   necessary 

KEPPLER.J  0        Region   3.    Chicago,    Office    of    the    Director        GO/03/31 
tp 

9004O8069i  Faruiards    IE  Circular   B0-05r     "Emergencu    Diesel    Generator 
Lubricating   Oil    Addition   f>  Onsite   Supply    "    No   written 
response    required 

HEPPLEfl.J  0        Region  3,    Chicago,    Office    of    the    Director        00/04/01 
IP 


8004280641    PNCI-I I  l-BO-063   on    600331 ,  unp  Unned    gaseous    radiation    release 
occurred    because    of    operator    error     in    operating    valves 
Prcliminaiy    analysis    indicates    release   rates    <!id    not    exceed 
Tech   Spec     1 1ml ta 

DOYDi  D   C    ,     KOHLER.J   E         Region   3,     Chicago,     Clfficc    of    the    Director 
BO/04/01          2pp 

8004380654    PNO-1 1 1-BO-063A    B00'102,ltr    from   Mayoi     of    Waukegan.  IL. 
demanded    actions   as    result    of   Q00331    unplanned    gaseous 
release   Region   3    is   continuing    investigation  b   evaluation 
STRASMA.H    d    ,     HEISHtlAM.  R    F         Region    3,     Chicago,     Office    of    thfl 
Director         BO/04/03         ?pp 


B0042205H6    Foruiards    LCR    80-Q12/03L-O 
HANDKE.N    E         Commonuiea  I  th    Edison   Co 


~80042305<?6    LCR    00-012/03L-0    on    000312,  dur  ing    normal    power    lu/lG    olesot 
generator    in    standby, dc    control    breaker    tripped    Caused    by 
use   of    S-amp    s  I  oiii  blow    fuses      in   annunciator    inverter   Slou 
blow   fuses    replaced    ug/fast    blowing    fuses 
CLARK, S         Commonwealth    Edison    Co         80/04/11          Ip 
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WANDKE   II   t" 


QO/04/i'l          ij 


EV-G1  )/ 
r.eill3M 


on    CK  Oil  4  ,  u'h  1  1  e    pcrfoimino    periodic 
.id  *  i  I  i  aT  y    t  1  dg    aT  ea    rio-n  i  tor 
t"j     farmi     gr»9tei     than    five    Caused 
r-a  I     variation    a  i     accidental    reset 

rh    Co          BO'Q4'Ut          lp 


but     insiJ"    >lto    e  j  c 1 u  3 i D  n    area 

IPPOLITCiT    A         Operating    Reactors    Branch    3 


o    l_icen5E5    DPR-33,  DPR-52    ),    DPH-iB, 
GO/03/17         6pp 


--SOO41105?7  Safely  e.alual 
DPf-33  DPIt~52  '  DPR-1.B, 
•  CFfite  of  Unclear  Hc 


upporting    ftmenils    i.0,  55    t.    33    to    Licenses 
c  tivelij 
Regulation         BO/03/17         7pp 


Commonujea  1  tr-.    tdi»on    to         F10-/OI/1B         ]p 


~  300-12 'VQ '196    LEf    8u-O14/i.j[  -0    ori    800320.  dui  i  ng    normal     operati 
cori  talnmen  t     ,  en  t    rad     monitor     IPE-QO]  1     tripped    repeatedly 
Caussd    by     nonitur    vibration    Replaced    relays    uihicFi     trip 
blouer    on    f>  igh     or     low    Flouj 
OST.F         Commonwealth    Eiisor    Co          BO/Q'l/lS          IP 


3004290473   Forward?    LEO    GO-0 1  5 '0-3L-0 
WANDKE.IJE         Commonwealth    Edison    Cc 


--60045^0483    LErt    80-OI  VOJL-0    on    500401 .  dur  i  ng    normal    operat  ion  ,  au  • 
bldg    eiha-jst.    sy«    p  art  i  t  ula  tt:   iodine    taJ    monitor    QRT-Pfil2A',B 
instrument    Failed     '     a  I  a  rins     activated    Ca  u  serf    b  ^     natur  a  1     end  - 
of-lire    o-f    P/W   2000   n-agnahelit     <  \  sndor-duijer  I 
MER.R    E         LammDiiuieaJ  th    Edison    Co         SO/01/^2          IP 


GOO^ISOIQS   Foruartfs    comments     on    790301     safeguards    continsencij    plan    f- 
790901    Revision     1    Re^ueats     re.ision*    t,    adtil     info    Enc  1 
withheld    (ref     10LFR2    770) 
IPPDLITO,!    A         Operating    Reactors    Dranch    3         BO/03/27         3pp 


i]    t  orresp  ondenc 


S004ai02Oa   fiesponils     to    BOOrOI     Ur    re    continuEid    operation    of    facility 
Plants    reviewed     to    deter  mi  TIP    uhat    addl    measures    or    design 
changes    can    '•    should    be    imp  1  emeu  ted    to    further    reduce 
probad  1 1 1  tij     of    reactor    accident    or    consequent  ei 
DENTCM.Hfl        Office    of   Nuclear   Reactor    Regulation        aOVOrt/Ol        2pp 


--S004110531    Notice    of    issuance    '•    a-ai  lab  1  1  i  ty    of    Amends    60,55    I    32    to 
Licenses    DPfl-33.  DPR-52    •,    DPfl-fiB,  respec  t  Ively 
IPPOLlTOiT    A         Operating    Reactors    Branch    3         80/03/17         3pp 

aOO<ll50-123   Advises    that    add!     l-inie    uii  1  1    be    needed    to    develop    coordinated 
response    to   HttC    request    of    B00315   Response    nil  1  1    be    submitted 
by    BOO50! 
HILLS,  L   M         Tennessee    Valley    fluthoritpj         60/01/07         lp 

800*1150557   Forwards    addl     info    ie    containment    purge    &    venting    sijs,  in 
response    to    NRC    500^26    Itr    keif     locV    suiitches    are    provided    on 
central    -uitcries    to    allow    overriding    primarij    containment 
isolation    signal 
rilLLSiL   II         Tetinesspe    valley    Authonti;         BO/04/07         3pp 

9004390020   Foruards    BoOl^S   I    0211     Itrs    to    GE    re    proposed    control    rod 
drive    sij5    mods    related     to    eliinination    of    cracking     in    return 
line    nellies    Guidelines    for    mods    uill    be    discussed     In    NUREG" 
061?i      to    fra    issued     in    "Tor    Comment"    form    in    rtpr    I960 
IPFOLITtl,  T   A        Operating    Reactors    Branch    3         BO/Ofl/07         3pp 

QOO'lSaO^ai   Faruai-ds    request    For    addl     info    re    degraded    grid    voltage 
Also    requests    revised    schedule     for    submission    of    design    of 
long-term   ipods    re    adequacies    of    station    electric 
distribution    syi     voltages 
IPPCLlTCIrT    A        Operating    Reactors    Branch    3         QO/04/OG         3pp 

6004230506   Foruaids     info    re    control    drive    malfunctions    during    CV7B   Hi 
79i   in    response    to    NRC    900110   request 
MULLS,!,   H        Tennessee    Valley    Authority         SO/04/11         2pp 

B00i}220340   Application    to    amend    Licenses    DPfl-as,  DPR-52    t,    DPR-6B 
changing    Tech    Specs    to   allow   conduct    of    short    containment 
integrated    lea1!    rate    test   Fee    end 
MILLS,  L   M         Tennessee    Valley    Authority         SO/04/1S         2pp 


—9004210223    Urges    NRC    ID    detido-    in     favor    of    eontinued    operation    of 
facility    Reactors    have     Ion]     hi  •story    of    safeitlean    &    economic 
operation    Concerned    that     fuel    adjustment    charges    will 
incre-ase     if    plants    are     shut    down 
GAV    f!   U         Affiliation    Unlnoun          HQ/02/Q'S          lp 

B00430040"l   Requ&sts     that    public     hearing    t    EIS    be    raqujruf    for    proposed 
1  o-u    level    upaste    ctinpdc  1  1  on    *•     incineration    Facility    at    lite 
.R    C         Affiliation    Un'inoum         BO/04/32          lp 


P      -Operating     license    stage    dotumeiits    t     coi  respomlcnce 

S0040S017S   Foruai  tfs    request     foi      add!     info    on    proposed      Tuch    Spec 
Cb-anges    re    control    ''    un  ing     dia^rana 

Plant    Sjstens    Jlrancii          60/02/11          3pp 


6004240S05  "Confirmation   of    Original    Oual  i  f  lea  fcion    T>st    for 
Electrical    Connector's   Used    at    F-ac  L  1  i  ty.  "    it  up  pi 
BONZON',  L   L    •     iiUCW.LEW,  W   II    ,     DUGAH,  D   U         Bandla   Laboratoriffs 
NUREO/CR-ll1?!          ao/02/29         2GOpp          rtva-ilable    at    NTIS 

000407038^    Di&cussei    NflC    7411?3    rcq.uBsi     that    all    LWf!     licensees   ii 
higher    fission    gas    release     for     Fuel    turnups    above    SO.  000 
MH-day     per    motile     ton    Heiponies     inditate    that    no     immediate 
licensing    action     is    required     for    operating    r-cactors 
1PPDL1TD,  T    A         Operating    Reactors    Branch    3         3Q/Q3J1Q         3p  p 

B0040301O3   Forwards     "Nuclear    Data    Link    GjieCB,  "     study    of    digital 
cammunicat  ion    si;s     to    tiansmit     info     from    plants     to    Dothesda 
Operations   Ctr 
EISENHUT.D   O         Division    of    Opeiatlii)    Reactors          QO/03/12         5pp 


— B004030MB    "Nuclear    Data.   Linl     Specs 
*      Division    of    Opeiating    Reactors 


SO/ 02/2 I          2Bpp 


60041105(7   Forwards    Amenos    hQ,  55    i-   32    to   Licenses    DPR-33,  DPfl-92   (, 
DPR-69,  respectively,  safety    evaluation    t   notics    of     issuance 
&   avai  labi !  i  tif 
IPPOLITCIrT   f\         Operating    Reactors    Branch    3         GQJQ3/17         2p  p 


B00422O3'19   Proposed    Tech    Spec     revi  sionsi  al  loming    conduct    of    short 
containment    integrated     \na\    rate    test 
»      Tennessee   valley    Authority         BO/O't/15         I3pp 

S004220159    "Nuclear    Containmont    Testing    for    TVA   Nuclear    Power    Plants 
presented   at  ANS   771111-16  uj  inter  meeting 
CLARH.K   H   ,     WHITE,!    J         Tennessee   Vallou    Authority         79/11/16 


Responds    to    NRC    SOOS12   request    for    info   needed    to    compare 
HETRAN    code   results    u/slmulator    results    i-    ECt.0   000317 
request    for    Info   re   LQCA   ca  leu  1  at  t  onal    models   Singer    Co 
could    more    adequately   address   NfiC    request 
MILLS,  L    II         Tennessee    Valley    Authority         BO/04/J3         3pp 

—  a0042HO'531    flequesla    assistance     in    comparing    RETfiAN   fc    simulator    reaolti 
For    DHR   plant    trans  ion  Is/  Inc  laetits    re    loss    of    fBeduiater    & 
loss    of    load    BNL    should   tie    provided   cj/related    info   EQ&G 
BO0317  raquest    for    Info   eticl 
FABIC.S       Analysis    Development    Branch        BO/02/12        tpp 

a  00  422  0533   Advises    that    Section    316    documents    re    HNPDES   Permit 
AL003a080  arc   being    s.ent    to    JW   Warr.H   Zeller  tt  LB   Tebo,  In 
accordance    uJ/utU    800331     Itr 
EL-ASHfJV,M    T         Tennessee    Valley    Authority         80/01/17         2pp 


Inspection   reports*      IE   Kulletins    t>    correspondence 


Ack    receipt    or   80013-1    !tr    informing   NRC   of    steps    taken    to 
correct    vialataoni    noted     in    IE     Insp    Repfcs    50-259/79-42i 
50-2AO/79-42   t    50-396/79-12 

DRVANT, J  C        Region  2.    Atlanta,     Reactor  Construction   6  Engineering 
Support    Branch        BO/02/04        3pp 

8004Q4Q181    desponds    to   NRC   H0010S    Itr    re    violations    noted     In    IE    Insf 
Ropts     50-259/79-42,  50~260/'79— IB    (.   SO-276/ 79-42   Corrective 
actlont    review  of  all    previoi/s    map    data    records   wfli    made    to 
vsrifu.   notification    to    DES   engineer 
MtLLB.L   M         Tennessee    Valley    Authority         80/01/24         3pp 
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—  BOO40101B5   Forwards    IE    Insp    Repti    50-259/79-42,50-260/79-12   !- 
5  0-296/79-  42    on    791126-27    *    notlEe    of     violation 

MURPHY.  C    E         Region   2,     Atlanta,     Reactor    Construction    i.   Engineering 
Supper*-    Branch         20/01/02         2pp 

~-a004Q401S9   Notice    of    violation    from    itisp    on    79ll2i-27 

»       Region    2,     Atlanta,     Office    of    the    Director         79/12/14         Ip 

--Q004040196    IE    insp    ReptB    50-259/79-42,50-360/79-43    fc    50-296/79-42   on 
791126-27   Noncorop  1  ianc  e    noted     failure     to    report 
discrepancies    to    DES    engineer 

HCRDT.A         Region    2,     Atlanta,     Reactor    Construction    &   Engineering 
Support    Branch         MODENOS,  L         Region    2,     Atlanta,     Office    of    the 
Director         79/13/11         4pp 

3004090352   Forwards    IE    Bulletin   80-03,     "Loss    of    Charcoal    From   Std    Typo 
1  1,  Two-Inch-  Tray    Adsorber    Cells    "    Action    required 
D'HCILLY,  J   P         Rogion   2,     Atlanta,     Office    of    the    Director         SO/02/06 


SQ04090245   Forwards     IE    Insp    Ropts    50-259/30-03,  SO-260/BO-03   t, 
30-296/BO-Q9    on    B00129-31    No    none  Drop  1  iance    noted 

LEHia,R    C         Region   2,     Atlanta,     Reactor    Operations    Nuclear    Support 
Branch        50/02/19        2|>p 

--3004090252    IE    Insp    fiepts    50-259/50-03,50-260/80-03   &    50-296/BO-O9   an 
800129-31    No    noncomp  I  iance    noted    (lajor    areas     inspected 
refueling    activities 

KELLOGG,  P   J        Region   2,    Atlanta,    Reactor   Operations   Nuclear   Support 
Branch        30/02/15        3pp 

8004:110503   Forwards     IE    Insp    Repts    50-259/60-07,50-260/80-07   !< 
90-296/80-07   on    Q00205-07  No    nnncomp  1  ianc  e    noted 

BRYANT,  J  C        Region  S,    Atlanta,    Reactor    Construction   It  Engineering 
Support   Branch        BO/02/27        2pp 

—  3004110314    IE    Insp    Rents    90-259/BO-O7.  5O-26O/BO-07   &    30-396/00-07    nn 

S002O9-07  No    noncomp  1  iance   noted    llojor    areas    inspected    video 
observation    of    core    sprag    sgs    sparger    &   review   of    proposed 
actions    for   LER 

HEflDTiA  R        Region   2,    Atlanta,    Reactor    Construction  d  Engineering 
Support   Branch        VANDOORN,  P  V,        Region   S,    Atlanta,    Office    of    the 
Director         BO/02/23         3pp 

GQ042B0194   Forwards    IE    Inup    Ropts    50-259/00-08,50-260/00-05   t 
50-B76/BO-05    on   800206-00  No    noncomp  1  iance   noted 

DRVANTi  J  C        Region  2,    Atlanta,    Reactor    Construction  i>  Engineering 
Support  Branch        80/03/07        2pp 

--9004300202    IE    Insp    Ropts    30-359/80-05,50-260/00-09   b    50-296/BO-05   on 
B  0020  6-  00  ND   noncomp  1  iance    noted   Major    areas    inspected    areas 
of    seismic    analysis    for    as-built    safety-related     piping    sys 
<  IE  Bulletin   79-14) 

HEHDT.A        Region   2,    Atlanta,    Reactor   Construction   ti  Engineering 
Support   Branch        MODENDSi  L        Region  2,     Atlanta,     Office    of    the 
Director        BO/03/04        4pp 

8004020242  Ack    receipt    of   800204    Ur    informing    NRC    of    steps    taken    to 
correct   violations    noted    In    IE    Insp    Ropts    50-259/79-3B, 
50-260/79-38    &    50-396/79-30 

LEWIS,  fi   C        Region   2,    Atlanta-    Reactor   Operations    Nuclear   Support 
Branch         90/03/11          Ip 

—900402024?  Respond!    lo   NRC   0001  10    Ur    re    violations    noted    in    IE    Insp 
R«pts    30-2S9/79-39,  3Q-260/79-3B   8,    30-596/79-38   Corrective 
actions    local    leak    rate    test   performed    on   normal    hatch    cover 
fit   control    rod    drive   added    to   C1LRT    results 
MILLS,L  M        Tennessee   Valley    Authority        90/03/O4        3pp 

—9004020252  Forwards    IE    Insp    Rtpta    90-259/79-38,90-260/79-30   t 
SO-B96/79-38   on   7911I9-S3  &  notice    of    violation 

LEWIS,  fi   C        Region   Z,    Atlanta,    Reactor   Operations   Nuclear    Support 
Branch        80/01/10        2pp 

—  HOO402025B  Notice    of   violation    from    insp    on   791119-23, 

*      Region  2,    Atlanta,    Office    of    the    Director        BO/01/OS        Ip 

—  30O4020263    IE    Insp    Repts    30-259/79-38,5-0-260/79-33   &    50-S96/79-3B   on 

791119-S3  Noncompliance   noted'use    of    temporary    control    rod 
drlvelin*    hatch    cover    during    Integrated    leak    rate    test 
UPRIGHT,  C.M,       Reeion  2.    Atlanta.    Reactor   Operations   Nuclear   Support 
Branch        BROOKS,  E  H   ,    WHITENER.H  L        Region   2.    Atlanta,    Office    of 
ttif    Director        BO/01/08        App 


B0042I01/8  Forwards    response    to    IE   Bulletin   80-03,     "Loss   of   Charcoal 
from    Std    Type     I  I ,  Tuio-Inc  (i ,  Tray    Adsoiber    Cells    "    Enc  1     lists 
results    of     insps    at     facilities    to    dctormine    if    potential 
for     lota    of    chaicoal     incidental     ^o    handling    or    use    eiists 
MILLS, L    11         Tennessee   Valley    Authority         80/03/21          4pp 

BOO42B0001    Supplements    600212    response    to     IE    Bulletin    79- IB   Forward  a 
info    ro    procedural    controls    necessary    until    completion   of 
ays    mods    foi     upgiading     public    address    >i    evacuation    alarm    SIJE 
as    required    by    bulletin 
MILLS, L   H         Tennessee    Valley    Authority         BO/03/35         2pp 

B004190527    Foruaids    IE    Info    Notice    60-12,     "Instrument    Failure    Causes 
Opening    of    PQRV   t    Blaclt     Valve    "    No    specific    action    or 
response    necessary 

O'REILLY, J   P         Region   S,     Atlanta,     Office    of    the    Director         BO/03/31 
2pp 

S0040Q0636   Forwards    IE    Circular    60-05,     "Emirgency    Diesel    Generator 
Lubricating    Oil    Addition    V   Onsite    Supply    '     No    written 
response   required 

D'REILLV,J   P         Region    2,     Atlanta,     Office    of    the    Director         90/04/01 
2pp 

8004150097   Forwards    1C    Info    Notice    30-13,     "GE    Type    SBM   Control    Suitcha 
Defective    CAM   Follouers     "    No    specific    action    or    response 
requl red 

O'REILLY, J   P         Region    2,     Atlanta,     Office    of    the    Director         90/04/02 
2pp 


Q00424O274   Forwards     IET    Info   Notice 
Employees    "    Ha    action    required 
O'nEILL¥,J   P         Region    2,     Atlanta 
3pp 


"Safety   Suggestions    From 


Office   of    the    Director 


6004180275   Forwards    IE    Circular    BO-07,     "Problems    U/HPCI    Turbine    Oil 
Sys    "   No   written    losponae    required 

O'REILLY, J   P         Region    2,     Atlanta,     Office    of    the    Director         00/04/03 
2pp 

B004U0031    Forwards    IE    Bulletin    BO-07,     "BUR    Jet   Pump    Assembly    Failure 
Written    response    required 

O'REILLY, J   P         Rogion    S,     Atlanta,     Office    of    the    Director         BO/O4/O4 
2pp 

8004230142   Forwards    IE    Dulletin    79-03A    "Longitudinal    Meld    Defects     in 
A8ME   BA-313,  Type    304    Stainless    Steel    Pipe    "    Action    required 
O'REILLY, J   P         Region   2,     Atlant.i,     Office    of    the    Director         90/04/04 
tp 

BQO41B044S   Forwards    IE    Dulletin    BO-OS,     "Ciam   of    Containment    Liner 
Penetration    Uelds    "    Uritton    response    required 

O'REILLY, J   P         Region    2,     Atlanta,     Office    of    the    Director         gO/04/O7 
3pp 

S0042BO170  Foruiards   monthly    progress   rept    for  Har    19BO    in  response    to 
IE    Bulletin    79-14,     "Seismic    Analysis     for    As-Built    SaFety- 
Related   Piping    Sys    "    Includei    Insp    of    drawings,  p 1 pe    supports 
&    floor   &  wall    penetrations 
HILLS, L   H         Tennessee   Valley    Authority         80/04/O7         20pp 


B004S90170  Foruiards    IE    Insp    Repts    90-259/80-13,50-260/00-10  & 
30-296/BD-ll    on   S00311-14   No   noncomp 1 iance   noted 
KENNA.W   u         Regions,     Atlanta,     Safeguards    Branch         SO/04/09 


2pp 


--S004290177    IE    Insp    Ftepts    50-259/BO-1S,  5O-260/BO-10   t.    50-296/BO-ll    on 
BOO311-14   No    noncompl 1 ance   noted   Major   areas    inspected 
review   of    security     plan,  organl  lat  ion,  access    controls   ti 
barriers   Details   withheld    (rsf    10CFR2   790) 

OILLESPIE,  F         Region    3.     Atlanta,     Safeguards    Branch         TILLMAN.A 
Region  2,    Atlanta,     Office    of    the   Director        BO/04/07        Ip 

B00429O379   Requests    approval    of    ASME   Code    Cases    N-234    fr   H-S33    for    use 
on   reactor    pressure    vessels    Eipedltious    approval    is 
necessary    for    use   of    code    casei    in    forthcoming    preservlce 
insp 
MILLS, L  H        Tennessee  Valley    Authority        GO/04/23        3pp 

R      Periodic    operating    reports   &   related    correspondence 

B00424041 1   Forwards   monthly    operating    repts    for   Mar    19SO 

ABEflCROMBLE.  H  L      Tennessee    valley    Authority        80/04/10        Ip 


6Q041O0364  Respond*    to    (E  Dulletin  79-23  Conducted    sustained    full-load 
operational    test    on  Emergency    Diesel    Generator   3A   Test 
demonstrated    ability    of    diesel    generators    to    function 
properly   over   2<I-h    period    at    specified    loads 
MILLS,  L  11,       Tennessee  Valley    Authority         SO/03/21         Ip 


— 8004240415   Monthly    operating    repts    for    Har    19BO 
THOM.T        Tennessee    valley    Authority        60/04/02 


32pp 
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3      Retiortablt!    ait  urgent  e  4.     LEIts    ',    related    correspondence 

SOO'UBOSie   PNa-II-7B-147    or     7B08lSr  one     of    sn    air     compressors    suffered 
massive    failuie    resulting     in    Tapi4     lo;s    of     control    air 
pressure    to    all     three    units    Caused    by     targe    foolo    in    cylinder 
head    of    failed     compressor    Compressor    uas    isolated 

KLINGEfi.n         Region   2,     Atlanta,     Office    at    the    Director         78/OB/1B 
IP 

8004010393   Forwards    LER    BO-G07/03L-Q 

CftLHQUti.J   Ft         Tonnesseo    Vallej    Authority         BO/O3/3B         Ip 

--8004010403    LEW    BQ-OO7/03L-0    on    a0030t. a f ter    offilte    p oner    luas    restored 

rede-sure    of    bus    tie    board*i     fe-sder    bleaker    Apparent 
disagreement    in    time    14    still    being    investigated 
«      Tennessee    Valley    Author  i  ty         SO/03 /2B         3p(i 

6004160452   Forwards    LER    7B-OOB/01/-1 

CftLHOUHpJ   R         Tennessee    Va 1 1  eg    Authority         GG/O<VOB         IP 

— B004180456    LER    7Ei-008/-Ol  X- 1     on    780415.  during    reactor    3Cram,  relief   valv-i 
1-31     failed    to    reseat    until    reactor    pressure    reached   260 
psig    Modnrator     coolJoun    late    eiceeded     10O   F    allowed    bij    Tech 
Specs   Caused    b 'j    eitessivc    pilot     leakage 
a      Tennos&oe    Valley    Authority         BO/04/QS         Ip 

DOCKET    50-393   COOPER    NUCLEAR    STATION 

F      Security'     medica-l,      emergency    >,    fire    protection    plant 

GO  042  5  0391   Forward!   change    to    physical    iecut-itij    p  lani  Hevi  i  ion  9   End 
withheld    (ret     1QCFR2    TJOi 
F1LANT.J   n         Nebraska    Public    Power    Diitritt         90/03/26         Ip 

P      Operating     1  icenio     stage    documents    E.    correspondence 


--B0040302-1/    IE    Insp    Rept    50-2<?B/79-19    on    791203-14    Nn    none  amp  1  lance 
Tioted    Major    areas     inspected     1  ou    level     waste    shipments    t- 
packag  1119 

ZURAKQWSKLpP    Fi         Region    H  •     Dallas,     Office    of    the    Director 
liQOK.H   E         Region    4,     Dallas,     fuel    Facility    &   Materials    Safety 
Branch         BO/01/31         •?(>? 

B00fl350077   Responds    to    1C    Bulletin    79-27,     "Losa    of    Non-Class    IE 
Instrumentation   I,    Cantfo!    Pouier    Sys    BJS    Durinfl    Operation    " 
Review    identified     tiuo    instrument    panels     lacking    direct     loss 
of    pou-or    alarms    Direct    alarms    added 
PILANT.J   M        Mebrasia   Public    Poiuer    District         90/02/2B         2pp 

0004210211    Forwards     IE    Insp    Ropt    50-293/90-01    on   QOO129-0201 , 03-07   t. 
13-14    >•   notlci-    Qf    violation 

MftDBE^pQ   L        Region    4,     Dallas,     Reactor    Operations    Nuclear    Support 
Branch        60/03/10        3pp 

— B004310215   Notite    of    violation    from    insp    on    600129-0201,05-07    t,    13-14 
»      Region   4,     Dallas,     Office    of    the    Director         BO/03/Ofa         Ip 

—  300^310219    IE    Insp    Rept    50-29Q/BO-01    on    800129-0301,09-07    t-    13-14 
None ompl lance    noted    failure    to    adhere    to    surve i 1  lance 
procedure   '.    to   uear    required    protective    clothing 
UESTEfiMAN.T   F    ,     YftMDELL,  L    f,    .     SPAIJOLCR,  R   ft         Region    ->,     Dallas, 
Office    of    the   Director         BQ/Q2/O6         13pp 

B0042801B4   ForuiarSs    response     to     IE   Dulletin    BO-30,     "Inadequate    QA    for 
Nuclear   SupplmiJ    dtuipment    "    Rapt    was    omitted    from   Q003H3 
response 
PILftNT,JM        Nebraska    Public    Pouier    District         SO/03/19          Ip 

— 80042301Q6    "Supply    of    Improved    Interferonte  Fit  Feedujater   Spargers    " 
»      Mebuska    Public    Pouei     District         79/02/23         30pp 

B004030349   Forwards    IE    Insp    Rept    50-296/80-02    on    B00303-Q5    No 
noncomp 1  lance    noted 
HIND,  J  A       Region   3i    Chicagoi     6rifeguards   Ilranch        30/03/24        2pp 


B004Q7O3<?0   Ducusses    HRC    7AI13J    request    thai-    all    LUR    licemees    a 
hlohar     fusion    gas    release    For    Fuel     burrups    above    20, OOO 
MU-day    per   metric    ton   Responses    Indicate    that   no    immediate 
licensing    action    15    required    for    operating    roac tars 
IPPOLITQ.T    A         Operating    Raattors    Branch    3         BO/03/10         3pp 

B00fl030102   Foruards    "Nucluai-    Data    Link    Speci,"    studij    of    digital 
tominutiicat  ion    sijs    to    transmit     info    from    plants    to    Gethesda 
Operations    Ctr 
EIBEHHUT.D  C        Division    of   Operating    Reactors        60/03/12       Sp  p 


— 6004030119    "Nuclear    Data    Lirfc    Specs 
*      Division    of    Operating    Reactors 


2Bpp 


B004300ilO   roruards    URC    BOO128   >,   O211     Itrs     to   GE    re    roods    to   DHR 
control   rod    drive    sija    tlUHEC-Oil1?  mill    provide    requiremonts 
for    facilities   where   mods    to   operating   reactors    have 
already    been    performed    under    code    requirements 
1PPOL1TO.T    A         Operating    ffeactors    Sranih    3         BO/04/07         2pp 

30043301157   Discusses    800317     1  ti-    re    request    for    change    in    Tech   Spec 
3  7  E    I    value    for    drijuiel  1    -suppression   chamber    differential 
pressure    f  i  om    1    47    psid     to     1     1    psii)    Requests    another    change 
to   Tect>    Spec     to    value    of    1    0   pal 
PILANT,  J   M         Nebraska    Public    Power    Dutrlct         30/04/1B         2pp 

Q      Inspection   reportsi     IE   Bulletin!    (,  correapondence 

3004330193   Responds    to    IF   Bulletin    60-01    ro   operabilltu    of   automatic 
depressur  i  tat  ion   syn    valv-e    pneumatic    supply    Automatic 
depressun  ration    accumulator    sys    uses     soft-»Bflt    design    lift 
cfiocfc    valves   nfg    by    Dragon    Valves.  Inc 
PILANTiJ   rt         Nebraska    Public    Power    District         BO/O1/16         2pp 


~  8O04030350    IE    Insp   Rept   50-29B/80-Q2   on   600303-05  No    noncorap  1  ianca 
noted   Major    areas    inspected    facility    ovgnnl  lation   fc 
opei  atian  measurements   &    control    !>    inventory   verification 
Details   withheld    (ref    IOCFHS   7?Q) 

HIND,  J   A        Region   3.     Chicago,     Safeguards    Branch         FINLEV.A   6 
Region   3,     Chicago,     Office    oF    the    Director         30/03/19         Ip 

500-1150233  Fotwards    IE    Info  Notice    60-1?,     "Instrument   Failure   Causes 
Opening    of  PO^V  ft  Block   Valve    "    No    specific    action   or 
response   necessary 

GEVFRIT.K  V       Region   4,    Dallas,    Office    of    the   Director        00/03/31 
IP 

BOQ-lOHOa&EI  Forwards    IE  tirmlar    80-03,     "Emepgancij   Dloiel    Qenorator 
Lubricating   Oil   Addition  6   Onsilo   Supply    "   No   uintten 
r-aiponse   required 
6EYFRIT.K  V       Region   4,    Dallas,    Office    of    the   Director        00/04/01 


SOO'HIOIOI   roruardo    IE    Info  Notice    90-13,     "QC  Tupe   SDH  Control    8iuitch«i 
Defective   CfiM.  Followers    "   Wo   specific    action   or   reaponie 
required 

aevFRlT.K   V       Region   1,    Dallas,    Office    of    the    Director        QO/04/02 
10 


Forwards    IE   Infn    Notice    BO-H,     "Safety   Suggestions   From 
Emploijeas    "  Ha  action   required 

SEVFRIT.K    V        Region    •!,     Dallas,     Otfico    of    the    Director         BO/04/OH 
IP 

6Q041BOI65  Forwards    IE  Circular    30-07i     "Problems  W/HPCI    Turbine   Dil 
Sijs    "    No  urltten    respanse    roqutreil 
SCVFRIT.K  V        Region   .1.    Dallas,    Office    of    the   Director        90/01/03 


8004100093   Forwards    IE    tiifo    Notica    00-02,     "8X611    Water    Rod    Loiusr    End 
Plug    Woar     "   Wo    specific    action    or   response    J-enJirBd 
SEYFRIT.H.  V        Rogton    4,     Dallas,     Office   of    the   Dir«ctor        ao/Ol/25 


800411C006  Forwaids    IE  Bulletin   80-07,     'BUR   Jet  Pump    Assembly   Failure 
Written  response    i equlved 
SEYFRITiK   V       Region   4,    Dallas,    Office    of    the   Director        60/04/04 


B004140479   Responds     to    IE    Bulletin    79-02    "Pipe    Support    Base   Plate 
Designs   Using    Concrete    Expansion    Anchor    Bolts    "   Toritue 
verification    of   all    e»paniion   anchors    on   supports    for  8  3- 
inili    diameter    !•    larger    piping    completed    aatl  sPactori  ly 
PILANT.J   M         Nebraska   Public    Power    District         80/03/05         4pp 

8004030346  Forward!    IE    Insp    Rept    50-290/77-19    on  7913G3-14  No 
noncompl ianc>-   noted 


Q004230337  Foryacde    IE   Bullatin  79-03A,     "Longitudinal    Held    Defect*    in 
AaHE    SA-3tS,Tupe    304   Stainleia   Steel    Pipe    "    Action   required 
SEVFPIT.K  V       Region   <1,    Dallas,     Office   of    the  Director        90/04/04 


B004E9000S   ForujflHs    IE    Insp    Rept    80-393/00-03    on   B00317-20      No 
none  ompl  lance   noted 

MADSEN.Q   L        Reolon   4,    Dallas,    Reactor   Operations   Nuclear   Support 
Blanch        BO/0'1/07        2pp 


DOCKETED  ITEMS 


117 


— 6004270011     IE    Insp    flept    5O-298/BO-O3    on    B00317-20   No    noncnmp 1  lance 
noted    Major    areas    inspected    security    p  Ion,  phys  Lea  \    barriers, 
protected    t-   vital    areas, access    control    >*   alarm   station 
Details    withheld    (ref    1QCFR2   790) 

CALDWELL.R    A    .     EVANS.  C    A         Reglun    4,     Dallas,     Office    of    the 
Director         MADSEN,  0   L         Region    4,     Dallas.     Reactor    Operations 
Nuclear    Support    Branch         80/04/07         2pp 

R      Peric-dic    operating    reports    !•   related    correspondence 

8004Q1O454  Forwards    "Semiannual    Operating    flap  ti  Rad  i  oac  tivo   Effluents, 
JuI-Dec     1979    " 
.PILANT.J    M         Nebraska    Public    Pouer    District         BO/O3/21         2pp 

—  BQ04O10457    "Semiannual    Operating    Rep t.  Rad i oac tiva    Effluents.  Jul-Dei 
1979    " 
#       Nebraska    Public    Pousr    Oistrict         SO/O3/21          25pp 

80Q4O4O396  Forwards    "Annual    Environ   Operating    Repti  1979.  "   Vol    2 
radiol ogical 
PILANT.J   M         Nebraska    Public    Power    District         BO/O3/3B         Ip 


BO04030026  Memorandum  of  understanding  between  NRC  It  FEMA  re  prompt 
improvement  in  radiological  emei  gency  planning  ti 
preparedness, distributed  as  Board  notification 

GOSSICKiL  V    Office  of  the  Eiecutive  Director  for  Operations 
80/04/02    34pp 

S0041B0122  Act  receipt  of  300312  petition  requesting  that  NRC  issue 
order  to  show  cause  >j  order  enjoining  util  from  returning 
facility  to  operati on,  due  to  steam  generator  tube 
degradation  Petition  will  be  acted  upon  within  45  days 
DENTDN, H  R    Office  of  Nuclear  Reactor  Regulation    80/04/03    Ip 

— 80041B012&  Notice  of  Wl  Cn/iron  Decade  800312  request  that  NRC  issue 
order  to  show  cause  '«  order  enjoining  operation  of  facility 
because  oF  steam  generator  tube  degradation  Petition  will  bo 
acted  upon  within  45  days 
DENTdN, H  R    Office  of  Nuclear  Reactor  Regulation    BO/04/03    Ip 

— B004160130  Requests  that  NRC  issue  order  to  show  cause  t  order 
enjoining  operation  of  facility  because  of  steam 
generator  tube  degradation 
FALK, K  M    Wisconsin's  Environmental  Decade    SQ/O3/12    Ip 


— aOO4G4040;>   "Annual    Environ  Operating    Rept    1979."    Vol    2  radiological 
•      Teledyne    Isotopes        00/03/20        06pp 


a004O9G303   Forwards    monthly    operating    rapt     for    Mar    1900 
LESSOR, L  C        Nebraska   Public    Power   District        SO/04/03 


1      financial    information 


000429O41S  Forwards   Annual    Financial   Rept    1979  L  certified    financial 
a  tatemonts 
QORTSCH,J  H        Wisconsin   Electric    Power   Co        QO/04/22        19pp 


—  B004090304  Monthly    operating    rept    for   Mar    1900 
BALLINQER.P   L        Nebraska   Public   Power    District 


00/04/O3        4pp 


—9004390425  Annual    Financial    Rept    1979 

MCNEER.C        Wisconsin  Electric    Power   Co 


33pp 


8      Repo-rtable    occurrences,    LERs    &   related    correspondence 


P      Operating     license     stage    documents    It    correspondence 


8004040025  PNQ-W-80-013  Host inohouse    inspectors    found    two    cracks    in 
rotor    disc    of    low   pressure    turbine    1    Largest    crack    is   approi 
3  9    inches    deep    &   extending    over    length    of    keyuay    Licensee 
plans,    to    remove    cracked    disc    at    neit    outage 

CONSTABLE,!)  L   ,    WESTEHMAN,  T  F        Region   4,     Dallas,    Office    of    the 
Director         BO/O3/17         2pp 


80042BOB74   Forwards   LER   QO-007/03L-0 

LESSOR!  L  C        Nebraska   Public    Pouier    District 


QO/03/S9         Epp 


B004040I23  Notifies    that    description   of   OA  program    is   App   H   to    final 
description    ft    SAD 
FAV,C    W         Uisconsin   Electric    Power    Co         80/03/25         2pp 

B004140037  Finds    actions    taken    lo   r epa ir,  inspect   t    test    cracking    found 
in    feeduiatsr    sgs    piping    adequate   until    recommendations    of 
owners    group    t,    NRC    Pipe    Crack    Studu,    Group    have    been 
evaluated   Safety    analysis    one! 
BCHUENCER, A        Operating   Reactors   Branch    1        80/02/25        ipp 


— aOO42Q0579  LER   00-007/03L-0    on   B00310. during    surveillance    testing    of 
standby    liquid    control    pumps, standby    liquid    control    pump    ID 
mould    pump    only    36  5   gpm  at    1,215   pslg    Caused    by    dinar   fc 
pittlna    to   seating    surface 
BALLINOER.P   L        Nebraska   Public   Power    District        QO/03/H3         Ip 


DOCKET    50-301    POINT   BEACH   NUCLEAH    PLANT,     UNIT   S 

F      Sicurlly,    inodlcal,    emergency    I    fire   protection    plans 

800 40 BOH 3 4   Forwards    operating    instructions    &   characteristics    of   NRC 
htalbri    physics    telephone    network   Purpose    of    network    is 
transmission    of    health    physics    info    during    incident    or 
abnorma  1    occurrence 
KEPPLERiJ  0        Region  3.    Chicago,    Office    of    the   Director        00/03/19 

app 

8004010336  Forwards    fire    protection   review    Items    3    1    17,3   1    23,3  2  2 
fc  3  S   6  Licensee    proposed    modi    to   hydrogen   sifs    &   reactor 
coolant   pump    oil    collection    sys   aft    only    partly    acceptable 
NRC    should    request    drawings    re   mods    prop-used    in    Item  3  8  S 
HALL,  R   E        Drookhaven  National    Laboratory        BO/ 03 /Bit        Spp 

9004020410  Forward*    estimate*    of    evacuation    times    for   area    surrounding 
plantjper  NRC   791121?    Itr    request 
FAY,  C    W        Wisconsin  Electric   Power   Co,       80/03/H6        9pp 

8004290^28  Responds    to  uuo309    Itr    re    status    of    NRC    review  of    plant    fire 
protection   program  List   ro    status    of   resolution    of 
Incomplete    items    encl 
BURBTEIN.S        Wisconsin   Electric    Power   Co        BO/04/21        2pp 


B004030103   Foruiards    "Nuclear    Data   Link    Specsi  "    study    of    digital 
communication    sys    to    transmit    Info    from  plants    to    Dethesda 
Operations    Ctr 
EIBENHUT, D  0        Division   of    Operating    Reactors        BO/03/12        5pp 


— B00403011B   "Nuclear   Data   Link    Specs    " 

*      Division    of    Operating    Reactors        BO/O2/21 


3Bpp 


B00430027i,  Forwards  Amends  42  '/  47  to  Licenses  DPR-24  fc  DPR-37, 
reap ectively, aaf etu  evaluation  &  notice  of  issuance  & 
availability 
ECHWENCER.A    Operating  Reactors  Branch  1    BO/03/19    2pp 

-- -8004300200  Amends  42  S.  47  to  Licenses  DPR-24  <<  DPR-37,  rospac  ti  vely, 
modifying  Tech  Spec  qualification  requirements  for  radiation 
pro tec  t  ion  manager 
SCHWENCER,  A   Operating  Reactors  Branch  1   GO/03/1?   7pp 

— B0043OOBB5  Safety  evaluation  supporting  Amends  42  fc  47  to  Licenses 
DPR-24  t  DPR-H7,  respect  ivclij 
*   Office  of  Nuclear  Reactor  Regulation   BO/O3/19   2pp 

~ B0043002B7  Notice  of  Issuance  b  availability  of  Amends  42  &  47  to 
Licenses  DPR-24  ft  DPR~27i respect ively 
SCHWENCER,  A   Operating  Reactors  Branch  1   00/03/19   3pp 

80041O0172  Requests  controlled  let  qf  P&IDs  Submlttal  should  be 
forwarded  to  attention  of  Region  3  incident  response  ctr 
with  in  SO  days 

KEPPLER.J  0    Region  3,  Chicago.  Office  Of  the  Director    00/0)3/20 
tp 


0   Ad j ud icatory  correspondence 

3004010399  Protests  licensees  failure  to  serve  filings  re  tteam 
generator  tube  degradation  Reiterates  request  ft"1  relief  a* 
stated  in  80022*  Ur  tt  request*  NRC  to  direct  licensee  to 
terv*  documents 
FALK, K  M   Wisconsin's  Environmental  Decade    80/03/27   Spp 


8004030326  Discusses  Event  5  valve  configurations  at  facilities  in 
response  to  NRC  000223  request  Valves  will  be  verified 
properly  closed  by  combination  of  periodic  testing  & 
observation  Sketch  showing  valve  configurations  encl 
FAY,C  W   Wisconsin  Electric  Pouier  Co   90/03/21    3pp 

0004010319  Responds  to  B00107  Itr  re  QA  requirement*  for  diesel 
generator  fuel  oil  Adequate  controls  to  assure  quality  of 
fuel  oil  are  being  implemented 
FAYiC  W   Wisconsin  electric  Power  Co   00/03/24   2pp 
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800424 0096   Pro/ides     info    to    clarify    further    MRC    position    re    containment 
isolation     (Svcti«i>   3     !     4    of    WUHEG-0579)    All    plant*    required 
to    have    double    isolation    barriers    a/a    need     for    operator 
action.  Plant    Joe's    tiot   meet    position    on    two    penetrations 
SCHWEMCER.  A         Operating    Realtors    Branch     1          00/04/03        3pp 


800415019'!    Forwards     IE    Info    Notice    00-12.     "Instrument    Failure    Causes 
Opening    of   PQHV   i    Clock    Valve    "    No    specific    action    or 
response    necessary 
KEPPLER,J   G         Region    3.     Chicago,     Office    of    the    Director         00/03/31 


0004390273   Forwards    Amends    43   !     40  to    Licenses.    DPR-24    1   DPR-27. 

raspet  1 1  vely  ,  safe  tij    evaluation    *•  notice    of    Issuance    '/ 
aval  lab  1 1 1  ti| 

SCHWENCERpA         Operating    Reactors  Dranch    I         00/04/03        2pp 

— 0004380299    Amends    43    &    18    to    License*    DPH-24    '/    DPR-37,  reap  ec  tiv«  1  u, 
making    minor    change's    to    fech    Sp.ecB    t    approving    revisod 
organ  1 1 abiona I     structur  e 
SCHNENCER.  A         Operating    Reactors    Branch    1          BO/04/03         31  p  p 

— 3004300301    Safety    evaluation    supporting    Amend*    43   tt    48   to   License) 
EPR-24    f,    DPR-27,  respectively 
*      Office    of    Nuclear    Reactor    Regulation         BO/04/03        2pp 

— 8004200304    Notice    of     issuance    &   availability    of    Amends    A3   !.    4S   to 
Licenses    DPR-24   !<  DPR-37,  respac  1 1  velg 
SCKHENCERxA         Operating    Reactors    Branch     1         BQ/04/03        2pp 

0004300J99   Confirm*    schedule    arranged    by    NC    Choules    re    600409   mooting 
at   sitff    to    discuae    regulatory    performance    of    facility 
HEPPLER, J   C         Region    3.     Chicago,     Office    of     the    Dimeter         GO/04/07 
IP 

8004220279   Forwards     "Analysis    of    Capsule    R   From   Uti)    Facility    Reactor 
Vessel    Radiation   Surveillance   Program    " 
FftV,C   U         Wisconsin    Electric    Power    Co         BO/04/16         4pp 


8004080727   Forwards     1£    Circular    BO-09,     "Emergency.    Diesel    Generator 
Lubricating    Oil    Addition    's    On  site    Supply    "    No    uiritten 
response    required 

KEPPLER,J   fl         Region    3,     Chicago,     Office    of    the    Director         00/O4/01 
IP 

B004150059   Foruards     IE    Info    Notice    60-13,     "GE    Type    SUM   Control    Switchfli 
Defective    CAM   Followers     "    No    specific    action    or    response 
rffquiro-d 

K.EFPLEH,  J   O        Region    3,     Chicago,     Office    of    the    Director         00/O4/02 
IP 

6004190065  Forward*    a ttachmants    to    IE  Circular   BO-03,     "Protection    From 
Totic   Gas    Haiards."    inadvertently    omitted    from  000306 
transmi  tta 1 

KEPPLER.J   S         Region    3.     Cfiicago,     Office    of    Che    Director         00/04/02 
IP 

90042201  SB   Forwards     IE    InPo   Notice    BO-14,     "Safety    Suggestions    Front 
Employees     "   No    action    required 

KEPFLER.J  C       Region   3.     Chicago,    Office    of    the   Director        fiO/04/02 
IP 

B004220393   Foruiarrfs     IE    Circular    80-07,     "Probloms    (J/HPC1    Turbine    Oil 
Sys    "   No  written    response   required 

KEPPLER,J    C        Region    3,     Chicago,     Office    of    the    Director         80/04/03 
IP 


--0004230284    "Analysis    of    Capsule    ft    From    Util    Facility    Reactor-    Wei 
FladiatiDn  Surveillance   Program    " 

HAflfiR,  T    R         Wtstinjhouse    Electric    Corp         HCAP-9439         79/12/31 
I12pp 


00042303BB   Forwards    IE    Dulletln    79-03A,     "Longitudinal    Held    Defect*     In 
ASME   SA-313,Type    304    Btainluss    Steel    Pipe    "    Action    required 
KEPPLEFJ,  J  0        Rwgion   3,     Chicaoo,    Office    of    the   Director        BO/04/07 


0004330475  Notifies    of    changes    to    und ervo 1 tage   relaying    for    protection 
against   degraded    grid    voltage    an    4160  volt    tafsjuard    busses 
Action    PE* ponds    to  NRC    request    to    upgrade    circuitry   upon 
rsvlou    of    facility    790-S24    '->     1O15   *    000117    itrs 
FAY.C   W         Wisconsin   Eiettrit    POUJBT    Co         SO/04/17         2pp 

0      Inspection    reports,     IE   Bulletins   &    corre-sp  ondence 

Q0041 10230   Foriuarifs     IE    Imp    Septs    30-246/80-02   t    50-301/BO-01     on 
800122-24   No   noncomp  1  iane  e    notsiT 

IRISHMAN, R    F         Region    3.     Chicago,     R* actor   Operations    Nutlssp   Support 
Branch         BO/03/03         2(,  p 

—0004110245    IE    ln»p    Repba    50-S46/QO-02    &    SO-3O1/SO-01     On   H00122-34    Ha 
noncompl lance    noted    Major    areas    inspected   plant   operations 
organl  lation    !•    admin  tstr-a  tlon,  &A  review  audit*   &  re  card  i 
HARNICK,  R   F         MRC    Kegfonal    Of  ft  CBS         MAOUE.  H    L    i     SMITH,  J    D         Region 
3,    Chitaon,    Office    of    the    Director        80/03/04        Spfl 

9004070206  Submits    status    pep  t    of    ttran   anaEyiit    !>   pipe    support   rovis-iu 
aa    of   B00237, in   response    to    IE   Qullrtin    77-14  Analysl*    has 
been   completed    for    52   drawing i   &   pipe    supports    evaluated   for 
36   pipe    lines 
FAV.C  W        Wisconsin    Electric    Paiuer   Co        BO/03/07        6pp 

B004L0014?  Furuardi    IE    Info   Notice   BO-OS,     "States   Co   Sliding   Link 
Electrical    Terminal    Block    "   No    specific    action   or    re»ponse 
roquiretf 

KEPPLER,  J  G        FtHiion  3,     Chicago,    Office    of    the   Director       30/03/07 
IP 

0004030353   Respond*    to    IE   Dullatir    79-01    ro    environ    qualification   of 
CSais    IE    equipment   Master    list    «ncl    c-ujnpllirg    all    sus 
rflq.uir!d    to    function    under    postulated    LOCA   or    high    energy 
1  Ine   broil    ace  id  Brit 
FAYrC   U         HlseonUn    Electric    Pouer    Co         00/03/12         12pp 

800424044?  Ack   receipt    of    HRC    B00310    Itr    trammi  ttlrjg    IE    Info   Notice 
80-1O  re    Crystal    River    Unit    3   Incident  Notice   tulll    be 
reviewed    bi/   util    nucUar   projects    ofc    personnel    &  by   plant 
sfjp«rvisori|    personnel    Results   uill    determine    further   action 
FAV.C  W        Wisconsin   Electric    Poiuer    Co        80/03/24        tp. 

8004340419  Reiponds    to    IE  Bulletin   BO-03,     "Lois    of  Charcoal    Prom   SU 
Typt    HiTnio-InchiTr«u   Adso-rher    Cell*    "  t-ists    number.  ti)«   d 
manufacturer    Containment    purge    nji   evil    had    looia    strfp 
securing    screen    to    frame    Nvxt    ln*p    scJiedulBd    for   Apr 
FAY.C  M        Wiiconsln    Electric    Power   Co        BO/03/26        3fp 


aOO*230053   Forwards     IE    Bulletin    30-00.     "Eiam   of    Containraunt    Liner 
Penetration   Welds    "    Written    response   required 

KEPPLER.J  0        Region   3-     Chicago,    Office    of    the  Director        00/04/07 
IP 

S     Reportibls    occurrences,     LERs    t  related    correspondence 


90043904M    Faruai-aa    updated    LCR    00-002/O1T-1 

FAV,C   W         Wisconsin    Electric    Power   Co         SQ/04/14 


--6004370469    Updated    LER    flO-002/OlT-l    on    B00227.  dur  ing    normal    operation, 
indication   of    increasms   pr imavy-co-seconilary    leak    in   A 
a  team  generator    rioted    Caused    by    leaHnp    tube    in   A   steam 
generator    position    R1OC37 
FAY.C   W        Uisconsin    Elettric    Pouier   Co        SO/04/16        1PP 


S004al!0470  Forward!   LER    BO-003/01T-0 
FAV,  C  W        U(  icons  in   Electric    Power   Co 


— B0042V0479  LER   ao-003/01T-0   on    000409,  uihi IB    tasting    pressuHmr    logic 
channels,  ppesiuri IST    level    channel    427  uas   momentarily 
faileif    loui   by    instrumentation    t  control    technicians   Caused 
by    personnel    error    Event    discussed   u/pBrionnel 
TAY.C    W        Ufgconiln    Electric    Pougr   Co         GO/04/17         2pp 


U     Co-ngreii  ional/Eiec  utivo    Correspondence 


000414037-a    Rasponds    to   M  Cfiarlier    0001O7    Itr   re^uHitlng    facility 
shutdown    until    completion    of    needed    repairs    Insps,  tests   t> 
operating    limits    increased    to    assure   public    health   V   safety 
fol  I ouin-g    problem*   u/steam  generator    tub*   degradation 
DIRCKS,  W  J        Office    of    the   Eiecutive   Director    for  Op  era  t  ions 
BO/O3/SJ          lp 

--800414037-7  Forwards    M   Charlier    800107    Itr   requestino    that    facility 
be    shut   down  until    needed    repairs   are    completed 
PRDXMIRE,  W       Senate         BO/01/17       2pp 

000414039'!  Forwards  NRC    900104    Itr    to  J  Estes,  in   response    to   791213 
requs-tt    If  requested.  Lake-shore    Citizens    -for   Safe   Energy    nil  1 1 
be    Included    In   future    meetings    re    iteam   generator    condition 
DIRCKS, H  J        Office    of    the    Executive  Director   for   Operations 
BO/03/35        \p 
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DOCKET  50-302  CRYSTAL  RIVER  NUCLEAR  PLANT,  UNIT  3 
H   General  correspondence 


300425(3333  Advises  that  i  esponse  tn  inquiry  re  plants  under  canst  mil 
tie  provided  in  EERs  which  mill  include  THI-2  Lessons  Learned 
Task  Force  findings  Forwards  Commission  order  defining  TH1-2 
revieui  parameters  4:  NRC  I  tr  to  all  QiW  reactors   U/n  Hucls 
VAROAi  S  A    Assistant  Director  for  Light  Water  Reactor's    SO/03/32 
2pp 

8004180510  Forward  a  annotated  sequence  of  000226  events  &  simplified 
electrical  circuitry  schematics  per  300227  request 
DENTON.H  R    Office  of  Nuclear  Reactor  Regulation    00/04/01    21pp 


0004100365  Forwards  pioposed  changes  to  Tech  Specs.  App  A 
BRIGHT. R  II    Florida  Poujsr  Corp    HO/03/54    Ip 


— BQ041Q03&7  Proposed  char 
sys 
*   Florida  Power  Corp 


,App  A  re  reactivity  control 


gfl/03/24    12pp 


SOO421032B  Summary  of  800232  meeting  iu/B',W  owners  group  in  Uethesda,  Hd 
re  abnormal  transient  operational  guidelines 
SEIQEL.B  L    Oeac tor  Systems  Branch    BO/04/Q2    flpp 

8004OBQ374  Foiwards  "Electricd!  Distribution  Sys  Review  Summary  " 
BRIGHT. R  H    Florida  Pouier  Corp    00/04/03    4p  P 


1   Financial  Information 


B004180462  Forwards  Annual  Financial  Rents  1973  t,  197"?  l<  ReptS  of 
Eiamlnationi  '/  Audits 
BRIQHT,R  M    Florida  Power  Corp    BO/O4/IS    3pp 


"8004160469  Annual  Financial  Rept  197B 
«   Seminole  Electric  Cooperat i vei Inc 


80/O4/13    66pp 


— B004180474  Annual  Financial  Rept  for  yr  ending  Sept  1979 
»   Orlando.FL    79/1 2/O7    15pp 


--8Q04IB0478  Annual  Financial  Rept  1979 
*  Orlando, FL   80/02/01    30pp 


—600418043'!  Annual  Financial  Rept  1979 

•  Florida  Power  Corp    79/02/06   31pp 


— 9004180491  Annual  Financial  Rept  for  yr  ending  Sept  1970 

*  Leesburg.FL   79/01/26   93pp 

— BQQ'UBOSOO  Annual    Financial    Rept    for    yr    ending    Sept    1970 

*  Sebring.FL   7S/12/06    147pp 

— BQ041B0503  Annual  Financial  Rept  for  yr  ending  Sept  1970  Bebring  Util 
Commission  financial  statements  enc  1 

*  Tallahasso.FL   79/06/15    129pp 

0      Advisory   Committee   on  Reactor   Safeguards   reports   &    correspondence 

6O04100S09  Forward  a    certified   minutes    of   ACRS  Ad    Hoc    Subcommittee 
meeting    re   TMI-2   accident    imp  I  teat j an* 

MAJOR, R   K        ACRB   -  Advisory    Committee    on   Reactor    Safeguards 
80/03/04        1p 

—  BQ04100821    Discusses    development    of    B6i">ral    framework    for   conduct   of 
limited    risk    assessment    of    BtH  reactor    aimed    at    Identifying 
unique    rlih-lnipac ting    sequences    re    reactor    safety    study 
MURPHY, J  A   t    TAYLOR. H  A        Probabilistic    Analysis    Branch    (Pre 
791030)        79/10/04        12pp 

P      Operating    license    stage    documents   d   correspondence 


— B0040B0380    "Electrical    Distribution    Sya    Review    Bummarg    " 
»      Florida    Power    Corp         80/04/03         Ip 


80040HO613   Advises    that    i esponse    to    NRC    B00229   request    For   add]     info 
containment    purge    ft   vent    sija    will    not    toe    completed    until 
B00515   Delay    caused    by    nued    far    p  lant-spec  i  nc    analysis 
BRIGHT, R    11        Florida    Power    Corp         BO/0'1/03        2pp 


B004350006   Foriiiai  ds    Amend    29    Co    License    I 
notice    of    issuance    >r    ava  i  lab  1 1  i  tij 
REID,  R   II        Operating   Reactors    Dranch    -I 


Fl-72,  safety    aval 
BO/04/O3         3pp 


--8004350009   Amend    29    to   License    DPR-72, revising    Tech    Spec)    re 
containment    structural     integr i ty, lo    incorporate    guidance    on 
selecting    number    of    tendons    for    insp    '*    detensioning 
requirements    Rcviseif    pages    enc  1 
REID.R   W        Operating    Reactors    Branch    4         80/04/O3         7pp 

—8004230012   Safety    evaluation    supporting    Amend    21?    to    License    DPR-72 
*      Office    of    Nuclear    Reactor    Regulation         BO/04/03         2pp 

-- B00425001S   Notice    of    issuance    of    Amend    29    to    License    DPfi-72 
REID, R   U         Operating    Reactors    Branch    4         BO/04/03         2pp 

B004250368   Bumniary    of    B00403   meeting    u/utlU.  B1W,  NUS   Corp    6   McGraw-Hill 
in    DHthosda.MD    ro    draft   NUREG-0667,     "Iransient    Response    of 
DIH-DBsijned   Reactors    " 
CAPRAiR    A         Standardization    Branch         00/04/04         7pp 

8004100490   Notification    of    800423   meeting    w/utlls  b    Bt-H    in   Be  theada,  (1D 

to    discuss    implementation   at    recommends!  Ions   by  Otil-J  Reactor 
Transient    Response    Task    Force 

CAPRA, R   A        8tandardiiatlon    Branch        SO/04/OS  2pp 

S0041S0307  Supplement'   util    B00111    Ur   re    imp  lomentati  on    of   TM1-3 
Lessons   Learned    Task   Force    recommendations    In  addition    to 
hat    leg    vontsi remote ly    operable    reacor    vessel    head    vent 
mill    be    installed    at   Ctt-3 
MODRC, 0   C         Florida    Power    Corp         BO/O4/11         2pp 

80042B03S1    Forwards    DAU-  1607.  Revi  1 1  on    1,     "Cycle  3   Reload    Rept," 
justifying    operation   of  Cycle    3  at    rated    thermal    power    of 
2544    KN   Formal    Tech    Spec    change    request    will    be    filed    under 
separate   cover 
BRIGHT. R  M       Florida   Power   Corp        00/04/14        3pp 


0004040003  Forwards    outline   of    plant-specific    question*    to   be   addressed 
In  addition    to    info   required    by    IE   Bulletin   79-27   re    BOO30& 
reactor    trip   at    Crystal   River   Sequenco    of    events    &   planned 
corrective   actions    also   end 
DENTONiH  R        Office   of   Nuclear   Reactor   Regulation        BO/03/06        Hipp 

8004030102  Forward 5    "Nuclear   Data   Link    Specs, "    study    of    digital 
communication    sys    to    transmit    Info   from   plants    to   flcthesda 
Operations   ctr 
EISENHUT.D  G        Division   of   Operation   Reactors        80/03/12        3pp. 


— 800403011B   "Nuclear   Data   Unto    Bp*cs    " 

*      Division    of    Operating   Reactors        BO/02/H1 


—0004380354    "Cycle    3. Reload    Rept."    Revision    I 
*      Balicoc*   *.  Wllcoi   Co        BAW-1607        00/04/14 


90pp 


29pp 


B00418023?   flesponds    to   NF)C    800315    1  tr    re    NUREC-0578    requirements 
Forwards    reviews    of    overt  I  oui/overpressure   protection    for 
tanks   t-   sys   containing    radioactive    fluids   &  miscellaneous 
waste    storage    tanit    design 
BRIOHT.R    M         Florida   Power    Corp         QO/04/13        26pp 

8004240-167   roruards    addl     info    re    implementation  of    MUREQ-QS7B,  THI 

short-term  Lessons   Learned    rBcommendatl ons, In  response    to 
NRC    request 

BAYNARD.P   Y       Florida  Pouier    Corp        80/04/20  4p  p 


BQD4080002  Bummary    of   000304  meeting    u/utiliDUJ    llc«nsees    re    facility 
000226  nonnuclear    initrumentatloti    power    supply    fallur* 
resulting    In   43,000  gallons    of   coolant    escaping    primary 
coolint    lys    into   reactor    bldg    Supporting    documentation   and 
REID-R  W       Operating   Raictori    Branch    4        80/03/13        S7pp 

6004030230  Notification    of   BOQ31B  mtiiting    ur/all    operating   BM   reactor 
Hetnitet    in   B*thesda,MD   to    evaluate    implications    of    Crystal 
Rlvir  Unit   3   event   b  responsa    to    IE  Bulletin   79-27 
REIDifl   H       Oparatlng   Reactor.    Branch    4        30/03/14        2pp 


B0042B0567  Application    for   amend    to  App    A   of   License    DPR-72,  cons i sting 
of    Tech   Spec   Change    Request    51. Revision    1    Certificate   of 
Svc    end 
BRIGHT. ft    M        Florida   Pouer    Corp         80/Q4/23         4pp 

— B00428QS6fl  Tech    Spec   Change   Request    51. Revision    1    (App    A)    ra 
organ!  tat  lonal    change's    to   OA   program 
»      Florida   Power    Corp         80/04/23         Ip 

— 80042B0571    Tech   Spec   Figure    6  2-3,     "Facility  drg-an  i  ration   " 
»      Florida   Pouer   Corp        BO/04/S3        Ip 
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d       Inspection    reports,      IE    Bulletins    h    f.  o-rrosp  undone  e 

SQ04090337   Fciuards     IE    Bulletin    80-O3,     "Loss    of    Charcoal    From    Std    Tgpe 
1 1.  TUID-]TII  h  ,  Tray    Adsorber    -Cells     "     Action    required 

O'REILLY.J    P         Region    2      Atlanta,     Orfice    of     the    Director         BO/Qa/06 
2pp 

aOO-10^0351    Forwards    IE     Inap    fiept     50-302/HO-02    on    600116-16   t-    24-25   No 
noncomplidnce    noted 

BRMIJT.  J    C          F)*gion    2,     Atlanta.     Reactor    Construction    (.   Engineering 
Support    Branch          00/02/21          2pp 


6001110566    IE    Insp-    Rept    50-3G2/80-11     on   50Q229-2B   No    nnncomp  1  lance 
noted    Major    ai  oas    inspected    vital    area    access, 
communications,  alarm    stat  ions.  detec  1  1  on    aids   &    security 
organist  ion    Details    withheld     (rof    10CFR2   790) 

TODIN.N   J         Region    S.     Atlanta:     Safeguards    "ranch         BESECKER.HH 
Region   2,     Atlanta:     Office-    of     the    Director         BO/03/25         lp 


Updates   300329   response    to     IE    Bulletin    79-27    Util    mill 
complete    review   >     evaluation    af    Non-Class    IE    Instrumentation 
',    control    sijs    as    required    b  u,     bulletin   Kept    will    be    submitted 
bu    B00,124> 
BRIGHT,  R   If        Florida    Poiuer    Corp         80/03/26         2pp 


--G004Q90355    IE     !iip    Rept    50-3O2/BO-O2    on    600116-18   S.   3-1-25   No 
noncompl lance    noted    Major    areas     inspected    seismic    analysis 
for    as-built    safety-related     piping    sys    per    IE    Bulletin 
79-14 

HERDT-A   R         Region    2,     Atlanta,     Reactor    Construction    d   Ens  '  neering 
Support    Diancti          MODEHQS.  L         Region    2.     Atlanta.     Office    of    the 
Director         SO/O2/20         5(ip 

BG03240E55   Requests    notarned    -statements    re    util     insp    of    turbine    discs 
fc-r    possible    crack     formation    Statements    mil    enable   NRC    to 
decide    uhetJier    OL    should    be    mod  L  f  I  ed  i  suspended    or    revoked 
IE    Itifo    Notice    79-37    m/errata    sheet    !•    info    request    enc  1 
E1SEHHJT,  D   C         Division    of    Operating    Heactors         BO/03/35         5pp 

8O0409O133   Forwards     IE    Insp    Rept    50-30-3/BQ--05    on    600305-09   Ho 
n one  amp  I  i  arc  e    no led 

LEWIS,  R    C         Region    2.     Atlanta,     Reactor    Operations   Nuclear    Support 
Branch          BO/02/26         2pp 

--8OO109O163     IE    Insp    Rept    5-0-302/80-05    on    600205-08   Wn    noncoron  1  lance 
noted    Hajor    areas     inspected     plant    operations    4    review   of 
previously     Identified     items 

MARTIN.  R    I>         Region    2,     Atlanta,     fleactor    Operations    Nuclear    Support 
Gratich         DYER.  J    A         Region    2,     Atlanta.     Office    of    thfi    Director 
90/02/25         4pp 

B004210105   Foruards     IE    Insp    Repl    50-302/SO-Ot.    on   BQ031J-15   No 
ngncomp  1  lam  e    noted 

LEUISpR    C         Region    S:     Atlanta.     Reactoi     Op  erat  Ion*   Nuclear    Support 
Branch          SO/03/0-1          2pp 

--HOO421OH3    IE    Insp    Rept    &0-302/aO-0(.   on   600211-15  No   noncomp  1  1  ance 
noted    Major    areas     inspected     licensee    action    on    previous 
inspector     identified     items,  infractions    It   unresolved     Item*    fc 
revioiu   of    plant    operations 

UPRISHT.C    H         Region    S.     Atlanta.     Reactor    Operations    Nuclear    Support 
Branch          BEL1SLE, G   rt         Region    2.     Atlanta,     Office    of    the    Director 
BO/03/03         6pp 


80041SC315   Forwards     IE    Info   Motice    BO-13.     "Instrument    Failure    Causes 
Opening    of    PGRV   >,    Block    Valve    "    tJo    specific    action    or 


O'REILLV.J  P        Region    2,    Atlanta,    Office   of    tho   Director 


0004080595   Foruarils     IE    Circular    80-05,     "Emergency    Diesol    Generator 
Lubricating    Oil    Addition   >j   Orisite   Supply    "   No   written 
response    required 
D'REILLV.J   P         Region    2,     Atlanta,     Office    of    the    Director         90/04/01 


a  004  150080   Forwards     IE     Info   Notice    50-13,     "GE   Type    SUM   Control    Switches 
Defective  CAI1  Followers    "   No    specific    action    or    response 
raqu  if  ed 

O'REILLV.J   P         Region    2,     Atlanta,     Office    of    the    Director         00/04/03 
2pp 

0004240259   Forwards     1C     Info   Notice   BO-14,     "Safstg    Suggestions    From 
Employees    "    No    action    required 

Q'REILLV,J   P         Region    2.     Atlanta.     Office    of    the    Director         90/04/02 
2pp 

800410027'!   Forwards     IE    Circular    90-O7,     "ProblBms    U/HPCI    Turbine    Oil 
Bus    "   Ho  written   response   required 

O'REILLY,  JJ>         Region    5.     Atlanta,     Office    of    the    Director         SO/04/03 
2pp 

8004330169   Forwards     IE    Bulletin    79-03A    "Longitudinal    Weld    Defects    in 
ASME   SA-312,Type  304   Stainless    Steel   Pipe    "   Action   required 
O'FiElLLV.J   P         Rogion    2,     Atlanta,     Office    of    the    Director         BO/04/04 
IP 

6004180317  Forwards    IE    liullotin  80-08,     "Eiam   of   Containment   Liner 
Penetration    Wolds    "    Uritten    responaa    required 

O'REILLV.J  P        Region    S,     Atlanta,    Office   of    the   Director        BO/04/07 
Spp 


Forwards    response    to     IE   Dultetiti    £90-03.     "Loss    of    Charcoal 
from  Std    Type    1 1,  3-Inch , Tray    Adsorbers    "    Mo   deficlenclns   or 
degradation     found    CR-3    filter    cells    slightly    dlffarent 
Screens    rastened    to    frame    by    spot    welds   u/I-inc-h    spacing 
BRIOHT.H    M         Florida    Power    Corp          BO/03/17         2p p 

B004-040-139  At  k    receipt    of    B00307  Itr    informino   NRC    of    slops    taken   to 

correct    violations    noted     in     IE  In-sp    Rept    30-302/30-07 

LEWlS.fi    C        Region    S,     Atlanta.  Reactor   Operations    Nuclear   Support 
Branch         QO/O3/IG          lp 

—8004040445   Responds     to    HRC    S00215    Itr    re   violations    noted     In     IE    Insp 
Rept    50-302/80-07  Corrective    actions    stainlese    steel    piping 
capp ed, pi ujg ed    or     sealed    Storing    racks    have   wooden    stripping 
Installed     to    prevent    contact    of    stainless    t>    carbon    Steel 
HANCOCK. J   A        Florida    Power    Corp        00/03/07        3pp 

~aQ040fl<M47    Forwards     IE    Insp    Rept    50-302/GO-07    on    S0013B-0201    fc    notico 

of  violation 

L.EWI5.R  C        Region   BJ    Atlanta,    Reactor  Operations    Huclear   Support 

Qrancn         BO/02/ 1 5        2pp. 


B004300143  ftc  k   receipt    of   791  IO7    Itr    informing   NffC    of    steps    taken   to 
cnri-oct    violations   noted    in    IE    Insp    Rept    90-302/79-24 
LEWIS, R  C        Region   5,     Atlanta,     Reactor   Operations    Nuclear   Support 
Branch        00/04/11         lp 

— 9004300151   Responds    to   NRC    790724    Itr   re   violations    noted    in    IE   Imp 
Rept   SO-3O2/ 79-34  Conective    actions    insp    scheduled    for    all 
accessibl  e,  posted,  h  igh    radiation   areas    once    per    shift 
HANCOCK.J  A        Florida  Power   Corp        79/11/07        lp 

—9004300159  Ack    receipt   of   79)019   Itr    informing   NRC    of    steps    taken   to 
correct   violations    in    IE    Insp   Rept   90-302/79-24  Addl    Info 
requested    re    Item  A 

LEUIS,  R  C        Region    S,    Atlanta,    Reactor  Operations    Nuclear  Support 
Branch        79/10/26        lp 

—9004300164  Responds    to  NRC    790924    Itr   TE   violations    noted    in    IE   In»& 
Kept   30-302/79-24  Corrective    actions    supervisors    instructed 
not    to   sign  clearances    unless   clearance    log    is    properly 
filled   out 
STEWAHT.W  P        Florida   Power   Corp        79/10/10        2pp 


— 9004040449   Notice    off    violation    from    Insp    an    B001E8-02Q1 

*      Region.  2.    Atlanta,    Office    of    the   Director        BO/O2/14        tp 

--800404045S    IE    Imp    Rept    50-303/SO-07    on   80O12B-QS01    Noncumpl  i-ancB 
noted    several     lengths    of    pipe    st-ore-d    In   warehouse    uaro   not 
capped    or    plugged    !<   open    ends    unprotected 

MESSIT7,  G  ft    ,    LfPHIOHT.C   (1        Region  3.    Atlanta.    Office   of    the 
Director         BO/O2/I4         4pp 


B004110562   Forward!     IE    Insp    Rept    50-3Q2/BO-1  1    on   BQOSHS-SB  No 
nontompl  lance   noted 
KEUNA.W  D        Heal-on  2.    Atlanta,     Safeouards   Branch        90/03/29 


3pp 


-0003300171   Foruiards    IE    Insp    Rept   50-302/79-34   on   790702-OQ03  &  nntict 
of    violation 

LEWIS,  Fi  C        Region    3,    Atlanta,    Reactor   Operations   Nuclear   Support 
Branch       79/09/34        2pp 

-900«00177  Notico    of    vtolabion    from    insp    on   790702-OB03 

it      negiori  H,    Atlanta,    Office    of    the   Director        79/09/19        ip 

-0004300197    IE   Insp   Rept   SO-302/79-24   on  790703-OB03  Noncomp 1  lance 
noted    failure    to   control    high    radiation   area  ii    failure 
bo    properlif   control    equipment   clearance 

MARTIMiB   D       Region,  2,    Atlanbaj    fleactor   Operations   Nuclear   Support 
Branch         QUICK,  D    ,     BRADFORD' 1-1        Region   3,     Atlanta.     Office    of    the 
Director        79/09/19        13pp 
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SOO423052&   Responds    to    IE    Bulletin    79-010    Actions    required    by     Items 
4    k    5    can    be    completed    hi)    800630   Responses    required    bij 
Items     1.3   E.    3    will    be    submitted    by    B00421 
BFIIQHT,R    H         Florida    Power    Corp         00/0-1/17         2pp 

8004300331    Forwards    response    to    IE    Bulletin    79-27.     "Loss    of    Non-Class 
IE    Instrumentation   tt    Control    Power    Sys     DUB    During 
Operation    "    Equipment    necessary    for    cold    shutdown    available 
BRIGHT, R    M         Florida    Power    Corp         BO/04/29         7pp 

R       Periodic    operating    repoi  ts    t    related    carrespondenc  o 

8004010469   Forwards    "Post-Operational    Ecological    Monitoring    Program, 
Annual    Rept     1171."    Vo!     I, Parts     1    b    3    I*    Vol     11 
iMODRE.GC         Florida   POWBI     Corp         80/O3/25          Ip 

— 8004010473    "Post-Operational    Ecological     Monitoring    Program* Annual    Rept 
1979.  "    Vol    I,  Part    1 
»      Florida    Pouier  ,Corp         BO/03/31          SOOpp 

— B004010479    "Post-Operational    Ecological     Monitoring    Program. Annual    Rept 
1979.  "    Vol     I, Part    2 
»      Florida    Power    Corp         BO/03/31          30Opp 

— 3004010483    "Post 'Operational    Ecological    Mo nit or  ing    Program.  Annual 
Rept    1979.  "    Vol     II 
*      Florida   Power   Corp        80/03/31         30Opp 

80040104BB  Forwards    "Annual    Environ  Operating    Rept    1979,"   Vo  1  a    1    t<  2 
HANCOCK,  J  A        Florida   Power   Corp        BO/O3/31        3pp 

— B004010A94    "Annual    Environ    Operating    flont     1979,"    Vol     1, nonrad 10  log ical 
«      Florida    Power    Corp         SO/O3/31          45Qpp 

— B0040I0497    "Annual    Environ   Operating    Ropt    1979,"    Vol    2.  rad Inlog lea  1 
»      Florida   Power  &  Light   Co        60/03/31         95pp 

BOQ421023B  Forwards   monthly    operating    rept    Cor    Mar    I960 
HRIOHT.H   M        Florida   Pouier   Corp        80/04/11         Ip 

— 90042 102-10  Monthly    operating    rept    for    Mar    19BO 

CULVER,  M  W        Florida   Pouior    Corp        30/04/01         Spp 


DOCKET    50-304    ZION   NUCLEAR    POWER    STATION,     UNIT   a 

F      Sncurit^,     medical.     emergency    '<    file    protection    plans 


a004ilOOS<?   Foiuards    request    for    addl     info    re    7903^3    contingency    plan 
791026   Revision     1    Request    withheld     tret    10CFR2    790) 
SCHWENCER    A         Operating    Reactors    Hi  anch     1         60/02/27         Ip 

8004240531    Forwards    sys    description    d    operating     instructions    for   NRC 
health    physics    telephone    netuioi  k    Sy  5    designed     far    use    during 
nuclear    Incident    or    A3   Network    may    also    be    used    for    dally 
administrative    or    facsimilie    traffic 

KGPPLER.J   G         Region   3,     Chicago.     Office    of    the    Director         SO/03/2O 
2pp 

S004O10357   Forwards    fire    protection    review    Items    3    I    3,3    1    4    "j    3    1    5 
Review    is    duplicate    of    000307    levieui   uj/mmor    paragraph 
change    in    Item  3    1    3  I    claiification    of    Item  3    1    5 
HALL,  R    E         [irookhaven   National    Laboratory         BQ/03/21         4pp 

0004230125   Foruiaids    evaluation    of    facility    firo    protection    program   S. 
status    of    incomplete    items     identified     in    7303  iO   &    790413 
safety    evaluations   Position    on    safe    shutdown    capability 
also    encl 
9CHHENCER.A         Operating    Reactors    Branch     1         80/03/34         23pp 

B004290039   Discusses    arrangements    for    800411    meeting    ui/util     in    Clon 
Ellyn.IL   re    none  amp  1  iance    &    program   weaknesses    identified 
in    recent    health    physics    program   appraisal     insp 

KEEPUER.J   O         Region   3,     Chicago.     Office    of    the    Director         BO/04/07 
Ip 

8004300588   Notification    of    800417   mooting    u/utll     in    Dethesda,MD    to 
discuss    meteorological    acceptance    criteria    for    emergency 
preparedness   at    site 
REEVES,  E         Operating    Reactors    Branch     1         BO/04/09         3pp 

8004220356   Submits     info    in    response    to    NRC    question    re    characteristic 
of    fire    suppression    sijs    for    grouped    cable    trays    in 
stairwell    between  Unit    1    >t   2   cable    spreading    rooms 
NAUQHTON,H   F         Commonwealth    Edison    Co         80/0-1/14         Spp 


B004a303IS   Forwards    addl     Info    re    Item   3    1    3, g 
tire    protection    review  Sye    acceptable 
HAUL. R   E        Hrookhaven  National    Laboratory        BO/04/14 


suppression    sys,  for 
2pp 


3      Reportable    occurrences,    UER&   b   related    correspondence 

£3004020310  Forwards    LER   SO-OIS/O-JL-O 

HANCOCK,  J  A        Florida   Power   Corp        80/03/11         4pp 

—  BOO 402 0323  LER   QO-013/04L-0   on   800304,  more    than    tuiD    std    deviations    uioro 
discovered    between   prnoperal ianal    study    b   operational    study 
in  metabolic    function   of    discharge    salt   marshes   Possibly 
caused    by    natural    or    seasonal    variations 
LANCASTER, K  F        Florida   Power   Corp         HO/03/11         Ip 

B004090313  Forwards    LEU   BO-019/03L-0 

HANCOCK.J   A         Florida    Power    Corp         BO/04/03          Ip 

) 

— 8004090313  LER   80- 01S/O3L-0   on  OO030&, while    performing    engineered 
safeguards    functional    test, decay    heat    suction    Isolation 
valve    began    to    (lose    inadvertantly    No   apparent    cause   for 
event    Investigation   underlay 
LANCASTER. K  F        Florida   Pouer   Corp        30/03/31         2pp 

Q004B90')80  Forwards   LER   00-016/01T-0 

HANCOCK,  J  A        Florida   Power    Corp        00/04/14         Ip 

--0004290488  LED   80-016/01T-0   on   800-101,  inadver tent   actuation    of    fire    svc 
deluge    eys   resulted    in   damage    to   auxiliary    bldg    ventilation 
Bihaust    filter   AHFL-2A  Caused    by    personnel    error    during 
reset   of    fire    »vc    panel    alarm  AHFL-2A   media    replaced 
LANCASTER, K  F        Florida   Power   Corp         BO/04/08        2pp 


DOCKET  50-303  CRYSTAL  RIVER   NUCLEAR  PLANT,     UNIT    1 
If      Qangral    correspondence 


8004230367   Forwards    revised    security    plan    Revisions    withheld 
(ref    10CFR2   790) 
PEOPLES, V   L         Commonwealth    Etfison    Co         00/04/21          IP 


0      Adjudlcatory    correspondent 


OOO4070139   Forwards    000339    confiimaloty    order    amending     facility    OLs    by 
Incorporating    commitments    to    Implement    addl    procedural 
measures   t>  design   changes   made    in    util    800222    1  tr    Actions 
necessary    for    continued   assurance    of    public   health    d    safety 
DENTON.HR         Office    of    Nuclear    Reactor    Regulation         30/03/51         2pp 

— 8004070142   Conf inflatory    order    amending    facility    OLs    by    incoparating 
commitments    to    implement    addl    procedural    measures   t   design 
changes   agreed    to    in   util    800222    Itr   4    discussed    In    enc) 
DENTQN,H   R         Office    of    Nuclear   fieactor    Regulation         00/02/29 
21pp 

80040B0078   Forwards    FR    notice    t    director's    decision    Under    10CFH2    206 
denying    request    for   preparation    of   E1S   re   Amends    44  S<   41    to 
facility   OLs 
DENTON.H  R        Office   of  Nuclear   Reactor   Regulation        SO/O3/13         Ip 

-~ 80040800B3   Director's    decision    under    10CFR3   206    denying    C    Qutgg    790437 
request    that   Director   of   Nuclear   Reactor  Regulations    order 
full    EIB   for    Amends    44  'i    41    to  OLs   Amends  will    not 
significantly   affect   quality    of    human    environ 
DENTON.II   H         Office    of    Nuclear    Reactor    Regulation         80/03/13         6pp 

— B004OQQOB8  Notice   of    issuance    of   Director's    decision    under    1QCFR2  E06 
denying    C    Quigg    790427    request    that    Dliector    of    Nuclear 
Reactor   Regulation   order    full    EIS   for    Amends   44   %  41    to  OLs 
No    basis    for    issuing  CIS   eilsts 
DENTON.H   K         Office    of    Nuclear    Reactor    Regulation         80/03/13         Ip 


6004350332  Advises    that   response    to    inquiry    re    plant*    under   const   ulll 
ba    provided    in   SERs    which   will    include   TMI-2  Lessona   Learned 
Ta.»fc   Fore"    flndinfls   Forwards   Commission    order    defining    TM1-2 
1-0 view   paramatars    ti  NRC    Itr    to   all    B&U  roattor*      W/o    encls 
VAROA.S   A        Assistant   Director    For   Light    Water   Reactor*        80/03/22 


8004QBD568  Order    granting    ei tons  ion, unt i 1    600409,  for   Commission    lo 
elect   whether    to   revieu  800319   denial    of    enforcement   action 
CHILK.S   J       Office   of    the   Secretary    of    the  Commission        BO/03/31 
IP 
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5004030026   Hanoi  an  Jum    of    und  ei  s  tan  J  ing    be-tiiieen    NRC    b.    FEHA   re    prompt 
improvement     in    radiological     eraet  ^erm     planning    fj 
preparedness,  d  i  itr  itouted     as    Hoard    no  1 1  r  i  cat  i  on 

G05SICH,L   V        Office     of     Che    Ejecutive    Director    For    Operations 
30/04/02        3-tpp 


--B00425OQ3O   Urges    that    NRC     consider    UCS    petition    re    closing    of    facility 
Possibility    of    earthquale     eiists    u/plant    built    near    Fault 
Dn  1  v     2O/    of    area    eriei  gy     geneiated    by    nuclear    pouer 

SDLBHOH.F         Afrlllation    UnkFioun         80/02/12         Ip 


3004380590   Requests     immediate    suspension    of     license     issued    by    NRC 
to    Comm   Ed    tn    reracl.    >,    to.iipact     spent     fuel    pool     to    2,112 
spent    fuel    .isienblies 
QUIGGpC         Pollution    tn vl r onmen t a  1     Prob 1  cms          BO/04/ 17         2p  p 


H      General 


respondenc 


800*210336   Advises    that    Till  Oh     Itr    to    President    Carter    re    emergency 
plans    has    been    referred     to    NRC    Since    Summer     1'779.NRC    has 
been   actively    pursuing    program    to    upgrade    emergency 
preparedness    Forwards    NRC-FEfM    *acumpr,tation    W/o    end 
DEHTOH.     H   ft         Off  us    of    Nuclear    React.li     Regulation         BO/03/31          3pp 


9004250018  He s ponds  to  800315  1 tr  re 
probability  of  severe  leactor  accid 
DENTDN. H  H  Office  of  Nuclear  Reac 


peiation   of    facility    NRC 

ould    be    taken    to    reduce 

nt    or    to    lessen 

ued    as    interim   measure 

01     Regulation         BO/04/01         Zpp 


P      Operating     license    stage    documents    t    correspondence 


QGQ4O')OQ3l    Advises    of    issuance    of    NUF1CG-058B.     "Interim    Staff    Position 
an    Environ    Qualification    of    Safe  try-Delated    Electrical 
Equipment."     providing     guidance     re   methods    for    compliance 
ROSS,  D   F        Division   of    Project-    danagement        80/03/05        7pp 


8004150085   Responds     to    3QOE2E3    )ti     re    operation    of    nuclear   power    plants 
in    high    density    areas.    f-.RC     19     Investigating     special    measures 
to    be    taken    in    heavily    populated    areas     Interim   measures   have 
already    been    ordered    at     sites 
DENTON-H   R         Office    of    Nuclear    Reactor    Regulation         SO/04/01          2p  p 


80040B0377   Summary    of    Westing  h  OU>SB    Lessons   Learned     team    B0012I-22    site 
visit     to    determine     implementation    status    of    Category    A 
Lessons    Learned    requir  empn  ts    Status    of    each    item   It 
attendance    1  lit    end 
TELFORD,  J   T         NRC    Three    Ml  1  a     Island    Task    Force         BO/O2/15         ipp 


—  B004150094  Advises    that    facilities    sliould    be    shut    d  oun   due    to    protimity 

to   highly    populated-    areas-    i    likelihood    of     ton  am    accident 
STERNER,  J   U        Affiliation   Un  *  noun         BO/O2/2B          ip 

8004160173   Responds     to    BQ0212    HT     re    continued    operation    of    nuclear 
power    plant    Add  I    me-asui  es    ihould    lie     implemented    t-hat    uill 
further    reduce    probability    ot    severe    reactor    accidents 
Licensee    ha-s    been    in     shutdown    ps-ndin^    completion    of    actions 
DENTON.HR         Office    of    Nuclear    Reactor    Regulation         80/04/01          2p  p 

—  B00416017f)   Requests     that    MRC    not    phase    out    facility    or    cnnvart    to    non- 

nuclear   generators    Nuclear    pcuer    is    sourca    for   pouer    In   UB 
No   nuhe   political    arguments    have   no    basis    in    reality 
LAVCRTY,  F        Affiliation    Untnoun         HO/Oa/12         2pp 

30041703'ia1   Responds    to    GQ02G6   mailarara    re-questina    Bliutdioun   of    facility 
Special    measures    are    being    cons  i  dered    for    plants    located    In 
hlijh    density    areas     Interim   rneaiuiea    have    been    ordereif    at 
fac  1  1  1  tgi  conf  irnung    c  ommi  tmant    to    public    health   'j    safety 
DE'ITON.MR         Office    of    Nuclear    Reactor    Regulation         80/04/O1          2pp 


Responds    to    SOQlSij  request   re    public    hearing    E.  determination 

be    talon    to   reduce    probability    of    severe   reactor   accident    or 

lessen   consequences 

DENTQN,H   It         Office    of    nuclear    Reactor    Regulation         BO/OI/Ol          2pp 

—  8Q042IOOIJ3   fienue-sts     scheduling     of    public     hearing    8.    determination 

of   UCS  petition   t'f    operation    of    facility    prior    to 
reactivation   Concerned     tor    health    t     safety    of    conmuni  ty 
SCIANOfiA,  J        New    Vort.NY         80/01/25         Ip 

8004210193   Responds     to    BOO207     Hr    re    tontmued    operations    at     facility 
NRC    is    investigating     special     measures     to    be    taken    in    high 
density   population   areas    sunounding    nuclear    power    plants 
Interim   measures    hav«    already    teen    ordered    at    aites 
DEKTQfJ.K   H         Office    of    hue  1  ear    Reactor    Regulation         QO/04/01          Bp  p 

—  800'42102O1    Supports    continued    operation    of    facility   Reactors    supply 

20X   of   generating    capacity    tor    New  Yorlt   Cit^    5    Hestthstter 
Countij    Utlls    can    shut    off    otl    p  lant.  1  oiueriiig    rates    'A 
dependency    on    fDreion    oil 
WUrJ        Affiliation    Unlinouin         BO/02/0/          Ip 

8004210209  Re*porUi    to    900204    Str    re   continued    operation    of    facility 
Plants   reviewed    to    detoimine    ujhat    add  1    measures    or   design 
changes    can   'j   should    be    implemented    to    further    reduce 
pro-bab  1  1  1  tij    of   reactoi     accident    or    con  te  nuances 
DENTON.hfi        Office    of    Nuclear   Reactor   Regulation        80/04/01         2pp 

—80014310323  Urges    NflC    to   decide    in    favor    of   continued    operation   of 
facility   Reactors    ha\e    long   history   of    safe.cluan   t    economic 
operation  Concerned    that    fuel    adjustment   charges   will 
increase    it   plants    are    shut   do'jjn 
8AV  R   R        Affiliation  Unknoiun        30/02/04        Iji 

B004250013  Re»ponds    to    &0021?    pottcard    pe   ope-rati-on    of    faciliti)    NBC 
conliderlng    what    apeci*!    measure*    should    b«     taken    to    reduce 
probabllitii    of    severe    reactor   accident   Conf  irmatoru.    orders 
issued    AS    Interim   measure 
DEHTON.H  R        Otflce   of    Nuclear   Reactor  Regulation        BO/04/01         2pp 


80041105-fa1?   Forwards    lessons    Learned    Task    Force    status    re     implementation 
of    Category    A    r  equ  irpinen  ts     following    BQ0121-22   visit    by 
Uestinghouse    Ut  1 1    haa     signed     co-n  fi  rmatorij     Itr 
specifying    that    NRC   will     b-e    riot  if  led    of    noricompl  iance 
TELFORD.F    T         TMI-2   Lesson s    Learned    Taak    Force         90/02/15         6pp 

B004O20463   Foriuaide    NRC     safety     analysis    of    cracking    discovered    in 
f  eedwa  tet-    SLJS    Util     repair    pragram,  nondestructive    insps    t. 
leakage    testing    are   adequate    to    insure    that    integrity    of 
f  ae-dua  ter    piping    bill]     be    maintained 
SCHUENCER. A         Operating    Reactors    Branch     I         BO/03/35         6pp 

600419036'?   Foryards    modified     near-  site    studu    in    responso    to    NHC    791205 
requDst    tor    60-day    crash    effort 
PEOPLES, D   L         Commonwealth    Edluon   Co         60/02/25         tp 


-~e004in03?5    "Mear-Sita    Biudq 
*       Commonuiea  1  th    -Edison    Co 


Vi eugraphs    encl 
BO/03/25         75pp 


aO0402O357    Foruards    Ameinis    32    tt    49    to   Licenses    DPF1-39   J.    DPR-ABi 
respectively    AmaniiE    consist    of    changes    to    license   &    appended 
Tech.   Specs    permitting    mod    of    spent    fuel    pool    Increasing 
storage    capacity    f i om   G&B    to    2.113   fuel    assemblies 
SCKUENCER.A         Operating   Reactor*    Branch    1         80/02/2B         2pp 

— 8004020S6t   Amend    fl"?    to    License    HPf)"4B,  chang  Ing    license    J,   appended    lech 
Specs    to   permit   mod    of    spent    fuel    pnot    to    increase    storage 
capacity,    from   366    to    3.  US    fuel    assemblies    Replacement    pages 
at    App    (\   Tech    Specs    one  1 
SCHWEMCER,  A         Operating    Reactors    Dranch    1         QO/02/2B         6pp 

--3004020270   Notice    of     issuance     of    Amends    52   d   49    to   Licenses    DPR-39   & 
DPH-^fl.  raspectivclij    !•  negative    declaration 
SCHWENCER,  A         Opflcating     Floactors    Branch     1         90/02/28         3pp 

8001)220192   Fleguosts   addl    info    re    dimension   of    upper   vessel    head 
surrounding    control    rod   p aoe trat  ions    Info   needed    to    complete 
uork    belna    conducted    by   Los    Atamos   Labs    re   vessel 
strengthening    Drauing    encl 
SCHWENCER, A         Operating    Reactors    Branch     1         80/02/28         2pp 

Q00401DOO>1    Foruards    "Evaluation    uf    Licensee   Compliance   u/Category    A 
Items    of    NRC   Recommendations    Resulting   From  TMI-2  Lessons 
Learned     "    At  1    Category    A    requirements    satisfied 
ECHWENCER.A        Operati  no  ftoac  tors    Branch    1        80/02/29        2pp 

— 8004010006    "Evaluation    of    Licensee   Compliance   u/Catigory    A    Itemi    of  HHC 
Recommendations   Resulting    From   TMI-3  Lessons  Learned    " 
*      Division  nf  Operating    Reactors        BO/O2/EB        llpp 

800428O2I7   Forwards  BEP    schedule    &   content   requirements    for    environ 
qualification  of   electrical    equipment   Previously    submitted 
info    should    be    incorporated    by    specific    ref   Facilities 
eiempl    from    IE    Bulletin  79-010 
SCNUIENCER.A         Operating    Reactors    Branch     1         30/03/05         3pp 

60040301-02  Forward  i    "Nuclear    Data   Link   Specs,  "    study    of    digital 
communication   sys    to    transmit    info   from   plants    to   Betheida 
Operations    Ctr 
EISENHUT,  D  0        Division   of    Operating   Reactors        80/03/12        Spp 


— Q004O3011B   "Nuclear   Data    Lin'<    Specs    " 

*      Division  of  Operating    Reactors        BO/03/21 


28pp 
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BQQ'lOBOQQa   Forwards    Amends    33   '-    50    to    Licenses    DPR-39   k   DPR-4S, 
respec  live  ly  i  safety    evaluations    &    notice    of     issuance    t< 
availability 
SCHUENCER.A         Operating    Reactors    Branch     1         SO/03/13         3pp 


—9001240507   Forwards    action    plan    developed    in    recognition    of    high 
population    densities    surrounding    site? 

DENTDN,H   [i         Office    ot    Nuclear    Reactor    Regulation         SO/02/2! 
BOpp 


-80Q40BQ005   Amends    53   >s    50    to    Licenses    DPR-39   &    DPR-4B,  reapec  1 1  vely, 
c hang  Ing, Tech    Specs, App    A,  to     inci  ease    allowable    LOCA 
peaking    factor    From    I    86    to    I    93, based    on    ECCS    reanalysis 
GAMMILL,  W   P         Division    of    Operating    Reactors         BO/03/13         7pp 


--BOQ424051B   Discusses   E.ent    5    probabilities    Suggests    continuous 
monitoring    &    readout    capability    of    check    valve    position    >x 
periodic    teats    oF    leal    rate    measurements 
TAYLOft.HA         Division    of    Reactor    Safety    Research         BO/01/15 


I7pp 


— S0040BOOOB   Safety    evaluation    supporting    Amends    53    S>    50    to    Licenses 
DPR-39    &    DPR-4B, respec tively 
«      Office    of    Nuclear    floactar    Regulation         80/03/13         4pp 

--BOO4080011    "Safety    Evaluation    of    Request    for    Removal    of    Conservatism 
Hestlnghouse    PAD   Computer    Codei "    prepared     in    response    to 
Util    request    for    OL    amend 
»      Core   Performance    Branch        90/03/31         32pp 

— BOQ40B0013   Notice   'of     issuance    S    availability    of    Amends    53   fc    50    to 
Licenses    DPR-39   t,    DPR-IB.  respec  t  i  vely 
SCHHENCER,A         Operating    Reactors    Branch    1          BO/03/13         2pp 

3004140221    Summary    of    B00221    meeting    u/reproaontali ves    of    all 
SEP    plants, utils    t  Franklin      Research    Ctr   re   accelerated 
program    for    evaluating    qualification    of    safety-related 
alec tr leal    equip me nt 
WIt-6QN,H         Plant    Systems    Branch         00/03/14         3pp 

BQ04100102   Requests    controlled    set    of    PUDs    for    each     plant    8ubfnlUal 
should    be    forwarded    to   attention   of   Region   3    incident 
responie   ctr    uilthin  20    days 

KEPFUER.J  0        Region   3.    Chicago,    Office    of    the    Director        BO/03/30 
IP 

9004210194  Forwards    request;    for    info   re    containment    environ    conditions 
It   uiji   required    for   accident   mitigation    for    review    of    environ 
qualification    of    Class    IE    electrical    equipment    NRC    mill 
estimate    time    for    containment    temp    to    return    to    near   normal 
SCHWENCER.A         Operating    Realtors    Branch     1         SQ/03/2O         ISpp 

BOO40201B9   Forwards    response    to    NRC    800229    confirmatory    order    to 
perform  actions   within   30   days    Westinghause    representative 
stationed    on site, venti la 1 1  on    intakes    re-oiamlned,  emergency 
action    levels    revised   It   reactor    operators    training    underway 
WAUGHTON,  W  F        Commonwoa 1 th    Edison   Co        80/03/28        9pp 

8004080514   Forwards   response    to    Immediate   action    items    of   NRC   800339 
confirmatory    order  No    immediate    action    required    In-plant 
iirsl  l-throughs    mill    be    completed    prior    to    nait    reactor 
startup    Simulator    training    is    In   progress 
NAUQIITON.W   F         Commonwealth    Ed i ion    Co         8O/03/2B         Ipp 

BOQ42503&4    "Safety    Evaluation    of    Iriservice    Testing    Program    for   Pumps 
&    VHlves, "    760117-790916 

FEHRINGER.J   M    ,     ROCKHOLD,  II   C         tO   k   Q.      Inc         FIN   A-633B         8004250364 
80/03/31         46pp 

8Q04t5031i  Forwards    revised    pages    constituting    Revision    13   to   Ct-l-A, 
OA   program  Revisions    reflect    recent    organliatlon    title 
change* 
NMJQHTON.W  F        Cotnmonuea  I  th    Edison   Co        00/0-1/02         Ip 

— 6004150328  Revised    pages    constituting    Revision    13    to   QA  program 
RovitioiiB   reflect   recant    organ!  lationol    title    changes 
«      Commonwealth   Edison  Co        Ct-l-A  R13        80/04/04        7pp 


8004250232   Foulards     atatu;    of    unresolved     safetu    issues    at    Indian    Point 
1    i    2.  trip    Tepts    from    Indian    Point    t     Zion    site    visits, 
safety    evaluation    for    Lessons    Learned    T  ei)uirements    at 
fac i  1 1 1  IBS,  task    action    plan    I     facility    societal    risk     info 
DENTON.HR         Office    of    Nuclear    Reactor    Regulation         BO/04/09         34pp 

8004240458   Formaliiea    plans    re    series    of    technology    eic'iange    meetings 
re    facilities'    accident    mitigation    features    activity    Five 
meetings    suggested     Recommended    meeting    schedule    !<    agenda 
Items    end 
SCHWENCCR,  A         Operating    Reactors    Branch     1         BO/04/10         15pp 

B004250437   Forwards    r-esponsa    to    NUREG-0578   (,    "Design    Criteria    t, 
Conceptual    Design    Description    for    Technical    Support    Ctrs    for 
Facilities"    ror    review   Util    emergancy    plan   will     be    submitted 
ui/Laealle   County    site-specific    emergency    plan 
PEOPLES, D   L         Commonwealth    Cdison    Co         80/04/15         60pp 

— B00425042B    "Design    Criteria    i    Conceptual    Design    Description    for 
Technical    Support    Ctrs    tor    Facilities     " 
»       Decntel    Pouier    Corp       Isuhs       of    Hechtel    Corp     )         79/13/26         32pp 

8004280509   Forwards    revised    Page    37    to    DL.   Peoples    B001O1    1  tr    concerning 
comnu  tmnnts    re   TMI-3  Lessons    Learned    Task   Force    short-term 
raqntroments 
PEOPLES, D   L         Commonwealth    Edison   Co         80/04/1B         2pp 

8004290502   Application    for    amend    to    Licenses    DPH-39   t,    DPR-48,App    A    Tech 
Specs    eliminating    rofs    to   part    length    rods   &  atmospheric 
relief    valvee    (•    revising    reactor    protection    sys    perm'ssivc 
testing   Table    4    1-1 
PEOPLES, D  L        Commonwealth   Edison   Co        BO/04/22        4pP 

— 8004290506   Revised     pages    to    Tech    Specs    eliminating    raft    to    part    length 
rods    &   atmospheric    relief    valves    (,    revising    reactor 
protection    BUS    permissive    testing    Table    4    1-1 
*      Commoniuealth    Edison  Co        BO/04/22        45pp 


Q      Inspection   reports,     IE  Bulletins   it   correspondence 


B00404031i   Toi  yards    IE    Imp    Repts    50-295/79-32   i    50-3O1/79-H4    on 
79Q910-G00204    No    nnncomp 1 ianc e    noted 

FIORELLI.Q        Region    3,    Chicago,    Reactoi    Construction   &  Engineering 
Support   Dranch        80/02/20        2pp 

--8004040339   IE    Insp    Ilepts   50-295/79-33  t    50-304/79-24    on   7701?!  0-BOOP04 
No    noncompl lance    noted   Major   areas    inspected    review  of 
inservice    insp    program  b   review  of    licensee   activities   re    IE 
Dulletin   79-13  *•    79-17 

DANIELSQN,D   H    .     KEY,  W   J         Region    3,     Chicago,     Office    of    the 
Director        80/02/14        19pp 

8004100140  Foruiards  Waste  Packaging    Insp    Rept   79-07A   on  791212-13  No 
none  amp liance    noted 

DAVIB.A  B        Region    3,    Chicago,    fuel    Facility   1  Materials   Safety 
Branch         BO/O2/23         2f>p 


8004100339  Respond!    to   NRC   B002BS    Itr    re   Drawing    696J374   Apparent 
Increased    thickness    of    upper    vessel    head    surrounding    control 
rod    penetrations    does   not    exist   Actual    thickness    uniform  b 
i-9/8    Inches    +    1/8    inchos-Q    Inches   u/o   cUd 
NAUOHTON,  W  F        Commoniuealth    Edison   Co        BO/04/03         Ip 

5004240480  Forwards    addl    Info    re   review   of    unresolved    safety    Issues, 
trip   rtpt   of   Lesions    Learned    Implementation    team,  Si    task 
action   plan    In   view   of    high    population    density    surrounding 
p  lants 
DENTONiH   R         Office    of    Nuclear    Reactor    Regulation         80/04/09         33pp 


— Q00410040B   Waste    Packaging    79-07A    on    SO79I212-I3    No    noncomp 1 i ance 
noted   Major    areas    inspected    compliance   w/DDT  &   NRC 
regulations    including    shipping    paper    requirements, rad iatlon 
levels   &  DDT    labeling 

POTTERiJ  P        Region  3,    Chicago,    Fuel    Facility    &  Materials   Safety 
Branch         HO/O2/33         6pp 

8004330157  Forwards    IE    Insp    Repts    50-295/80-01    fr  SO-304/BQ-01    on 
800103-0206  »-   notice    of  violation 

HEIEHMAN, R  F        Region  3,    Chicago,    Reactor   Operations    Nuclear    Support 
Branch        80/03/04        2pp 


-H0042404B3  Summary    of   West iitghouse   Lessons   Learned    team  800121-22  sits 
visit    to   determine    status    of   Category    A    implementation 
Attendance   &   status    lists    encl 
TELFORD,  JT,       Safeguards    Standards    Dranch        80/02/13        5pp 

-8004:340492  Forwards    evaluation   of   util    actions    takan    to   satisfy 
Lusons   Learned   Category    A   requirements    Concludes    all 
rtqulraments    satisfied    Attendance    list    for   800121-22   site 
visit   encl 
BHCWENCER.A        Operating   Reactors   Branch    1    CPre   791030}        80/03/29 


—8004220165  Notice    of   violation    from    insp    on  800103-0206 

*      Region   3i     Chicago,     Office    of    the    Director         BO/O3/Q3         Ip 

—8004220175   IE    insp    Repts    50-295/80-01    t.   50-304/80-01    on   B00103-OS06 
Noncompl lanca   noted    failure    to    follow   procedures    during 
shift    turnover 

LITTLE,  W   B    <     KQHLER.J   E         Region    3,     Chicago,     Office    of    the 
Director        BO/03/03        llpp 
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BOO'llQOlia    ForuarOs.     IE     InFc.    Notice    BO-OB,      "States    Co    Eliding    Linl 

r  equ  i  red 

KEPPLER,  J    G         Region    3.     Chicago,     Office    of    the    Director         90/03/07 

IP 


—30041403^.2 
H.DHI_:K    A 


S      Renortati  le   occurr 


Fiwiron    Monitoring    Annual    Rept,  1979 
Instrument    Corp         8O/03/1B         tOpp 


la  ted    coriesponiienc 


Notifies     that     facility    uill    be    per  Forming     inaervice     map 
activities    during    refueling    outage     Insps    mill     Include 
volumetric     surface-    t     ji»ual     insps    of    Llass     1    Ir   S    components 
Insps    scheduled     For    600512    <jill     ettend     through    EJOO413 
WANDKE:tl   £         Cofnmoniueal  th    Co  i  son    Co         00/03/13          lp 

8004140119   Forward?    response     to     I£    3ulUtin    80-03,     "Loss    of    Charcoal 
from    Stfl    Tyipe     1  1  ,  Tuio-I  nth     Tray    ftdsorb&i     Cells    "    Vis.ua! 
elimination    deleimined     that    contact    between    casing    I,    screen 
is    adequate    to    prevent    charcoal     granule    escape 
PEOPLES.  0    U         Cnmrooniupal  th    Edison    Co         QO/03/2O         bpp 

8004040014    Forwards    corrected    Waste    Packaging    Insp    Hep  t    79-07A    Requests 
that    rept    sent    an    600292    be    de  a  tro<j  ed 

DAVIS,  A    Q         Region    3,     Chicago,     Fuel    Fsc  i  11  ty    !'    Materials   Safety 
Branch         BO/03/21          1D 


8OO1310'133   PNQ-77-131A   br,    770/12,  d  unng     routine    testing    ui/facilitb 
in    not    shutdown,  safety     s^s    circuits   uei  e    temporarily 
disabled    Caused    by     inadequate    ing  t    attention    &    procedural 
controls    Program    of    corrective    action    instituted 

KLINGER.C    .     NQLAN,  F   ,     SNIEZEK.  J         Region    3,     Chicago,     Dffire    of    tha 
Director         77/O7/ES         lp 

E100422QOS4    PND-77- 143   Pac  I  f i c     Pump    Co    supplied    facilities    u/produc t  Io 
lot     of   '10   pumps    <nfg    using     shafts   mado    of     inferior    matl 
Cause    unstated    All    utils   ui/pumps    uere    notified    NRC 
heado.uarteri    notified     on    770B12 

MHJTT.HU        Region    2,     Atlanta:     Office    of    the    Director         77/QB/ia 
IP 


30Q402040/   Toruaids    LER    HO-012/03L-0 
E         Commonwealth    Ediaon   Cc> 


BO/03/aS         lp 


—800404001^   rcruards     CQI  retted    Waste    Paclcajtng     [nsp    Rept   79-O7A,  on 
771212-13    No    moncorapl lance    noted 

DAVIS,  A    8         Region    3,     Chicago.     Fuel    Facility    t   Materials    Safety 
Branch         00/03/32        2f(. 

--B004-040023    Corrected    Waste    Packaging     Insp    Rept    79-07A   on   791212-13   No 
honcomp  1 1  atice    noted    HajoT    areas     inspected    shipping    paper    i. 
placarding    renuir  em  erttSi  radiation    level;. r  emovab  1  c 
contamination    &.    package    eiternal     features 

POTTER.  J   P         ftpgiun    3.     Chicago,     Fuel    Facility    fr   .Materials    Safety 
Branch         BO/Oa/22         7pp 

B0041l05iS    Surrmai  ij     of    30OHB   me  e  ting    u/util    t-    West  1  nghouse    in    Dethoada, 
MD    re   Unit    1     turbin«    disc     insp     resul  1 5 ,  repa  irs    made-   !•    plans 
for     Inspecting    Unit    2    lou    pressure     tut&ine    potor    disco   List 
of    attiiTiilees   i    supportir<i    matl    chc  1 
REEVES, E    ft         Operating    ReattoTa    Branch     I          BO/03/ad          Hpp 


6004130159   Forwards     1C    Info    Noti 
Opemnn    of    PORV   !,   Tiloc*    Valve 
revpoitse    necessary 

KE.PPLER.J   0         Region    3.     Chicago,     Office    of    the    nunctor         QO/03/31 
IP 


90-12,      "Instrument    Failure    Causes 
No    st.oc.iflc.    action    or 


Foru.ird^     IE    Circular    BO-O5,     'Tmei  oetit  g    Diesel    Oenorator 
Lubriiating    Oil    Addition    *,    Dniite    Supply     "•    tJo    written 
rSBpoTiae    reiiuired 
KtPPLEU,  J   G         Region    3,     Chicago,     Office    of    the    Director         BO/04/0 


QOOfllSOOM    Forward*     IE     InFo    Nntit*    BO-13,     "GE    Ty&e    3DM    Cnntrol    Uiuicchtjs 
Def-ective    CAM   Fo  1  1  ouier  5     "    Mi>    specific    action    or    response 
required 

KEPPLER.J    G         Region    3,     Chicago,     Office    Qf    the    Dlrectur         80/04/02 
ID 

9004100030    Torwaidi    attachments     to     IE   Circular    00-03,     '"Prot  Be  t  ion   From 
Toilc    Qas    Haiordi.  "     i  nadver  ten  t  I  v    omitted     from   BOOnOd 
transmi  tta  1 
HEPPLER.  J   Q         lianioti    3,     Chicago,     Office    of    the    Director         BO/O4/02 


--00040304  I  a   LER    BO-Q12/GJL -0    on   S00224i  luh  1 1  B    incraasihg    pnuer    to    SO'/., 
control    rod    bank    D   rod    position    Indicators   mere    slightly 
greater    than     13    steps    above    bank    demand    position    Caused    by 
Instrument   drift    Recalibr    performed 
T'NIEMI.W    D         Commonwealth    Edison    Co         00/03/25         lp 

B004190172   Forwards    LER    BO-013/031-0 

WAHRHE, M   E        Commonwealth    Edison    Co         B0/03/2e         lp 

— 8004150477   LEFt    90-013/031 -0-    on    B00227,  during    normal     oparntion,  maint 
personnel     found     steam   generator    pressure    comparator 
3PC-936rt-H    shifted    *.igh    b  if     I     5X   Caused    bi|    uefectlve    unit 
Defective   unit   replaced    u/spare   unit 
JENKINS,  Ft    V         Cammonuoaltli    Cd  non    Co         00/03/38         lp 

80042BQM1    PUH-S  1 1-BO-063   on    B0033I .  utip  Innned    gaseous    radiation    rBleo 
occurred   berause    of    operator    error    in   operating   valves 
Preliminary   analysis    indicates    release   rates   d 1  $    not    uiceed 
Tach    Spec    limits 

DOYD.D  C   ,    KDHLEJi,  J  E       (iegion   3,    Chicago,    Office    of    the   Director 
BO/04/01        3pp 


aOO-t!5091H   Foruiardi    LEK    BO-011 /03U-U 
E       Comfncinuiealth   Edison   Co 


~B00415052i  LER    QO-OI-1/031 -O    on   6003O3,  dur  ing    normal    opurat  ion,  ma  int 
perBonnel    found    itonm    gonet'atoi    pressure    traiismi  tter 
2-P1-316    had     shifted     loui    b  g    SV.   Defective    Flihor    Porter   Model 
30EPI041    DCXA   replaced    >A    channel    returned    bo    svc 
JENKlltS.W   V         Comrnatiuealth    Edison    Co         BO/O't/02          tp 

BQOlaaOfiS4   PND-t  1  l-BO-063ft   B004Q2,  Itr    from   Magor    of    WauVagam  1L, 
domandBd   actions   as   result    at   300331    unplanned    gaseous 
release   Region    3    is    continuing    investigation  t   evaluation 
BTRAShVwR  J  ,     HClSHMflN.rt  F        ftegion    3,    Chicago,    Office    of    tho 
Director         BO/01/03         S[>p 


Q004S206M  Forwards    updated    LER  80-002/Q3X-I 
WAND«C,NE        Commoniuealth    Edison   Co        SO/04/14 


Foriua?-ds     1C    info    Notice    BO-14,     -Bafety    Suggestions    From 
mpoyee!     '   No    action    rcq_uLred 
KEPPLFR.J   0         Region    3.     Ctiitagn,     Office    of    the    Director         GO/O4/02 
IP 


— 9004220/02  Up-dato-d   LER   BO-005/03X-1    on   800126,  during    steady    at 
operation, pressure    transmitters   HPT-a26   for    steam   generator 
SB   S    HPT -346    far    steam   gonoralor    2C    failed    high    Caused    bv 
cnld    drafts    freezing    itist rumen b    coot    lines 
KUnTH.U  Fl        Commoriuealth    Cdison  Co        00/04/11        3pp 


ROCKET  50-305  KEWAUNEE   NUCLEAH  PDWER    PLANT 

F      Securitg,    medical,     emergencg    It   fire   protection   plana 


ForwariiE    ihfo    on    emefgency   broadiast    BIJS    Including   Dupl    of 
Commerce   pamphlet   enti  tl  ad,  NOAft's   Obiquitaua   Radio   b 
"DefoiiBD  Civil    Preparednos*    Agoncij    pamphlat    entitled. 
EmnrgeiiLi)    Broadcast    8gs    " 
SCKHGNCER,  A        Operating    Reactors   Branch    i        BO/02/3B        31pp 


aooiOB01B7  Forward*   operating    instructions   (,   charac tBi-istlc*    of    NRC 
health    physics    telephone   netuork   Purpose    of   network    is 
•transmission    nf    health    phijsics    infd   during    incident    or 
at normal   occurrence    at    facility 

KEPPLERiJ  G        fiejion  3,    Chicago,    Office   of    tho   Director        00/03X19 
Gpp 
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6QQ41400B6   Confirms    BOD319    toleon    re    arrangements     Fnr    600423    d    2t 
meetings    In   Kewaunoe,  WI    ro    licensee    emergency    preparedness 
procedure    fr    capability    of    public    agencies    Public     is    Invited 
SCHWENCER,A         Operating    Reactors    Branch     1         80/O3/36         2pp 

aoG430050a    Informs    that    certain    areas    of     industrial     security    manual     do 
not    meet    requirements    of     IGCFR73    55    Requests    that    proposed 
amends    to    industrial    security    manual    tie    submitted     for    revleui 
ulthln   30   days    End    guidance    withheld     Cref    IOCFR2    790) 
SCHHENCERiA         Operating    Reactors    Branch     1         80/04/O3         2pp 


P      Operating    license    stage    di 


ants    I    correspond enc 


— 8004310331    Proposed    Amend    40a    to    Tech    Specs, Sec ti ons    3    15,4     15   '«   6-2, 
superseding    proposed    Amend    40   Adds    i  equ  n-emen  t    for    five-man 
fire    response    team,  c  orrec.  ts    uoiding     inconsistencies    d 
deletes    fire    protection    mod    requirements 
*      Wisconsin    Public    Service    Corp         SO/04/14         9pp 


G       Inspectli 


sports,     IE    Uulletir 


SO0410O133   Fnrcuaids    1£    Insp    Flept    50-305/80-04    on    SQG304-05   No 
noncomp  liance.    noted 

FIORELLI.O         Region    3,     Chicago,     Reactoi     Construction    &   Engii 
Suppoit    Branch         BO/02/21         2pp 


BOO4O3O102   Forwards    "Nuclear    Data    Link    Specs."    study     of    digital 
communlcat  ion    sys    to    transmit    Info    froifl    plants    fco   Bethesda 
Operations    Ctr 
EISENHUT.D   0         Division    of    Operating    Reactors          QO/03/12         5pp 


— B004030UB    "Nuclear    Data    Link    Specs 
»       Division    of    Operating    Reactors 


3Hpp 


6004100106   Requests    controlled     set    of    PlIDs    Submlttal    should    be 
formarded    to    attention    of    Incident    response    c  tr    within    20 
days 

KEPPLER.J   O         Region   3,     Chicago,     Office    of    the    Director         SO/Q3/20 
lp 

D004010492  Forwards    info    re    qualification    of    certain    equipment, contr o 1 
room   indications    of    bypassed    or    inoperable    saf o ty-related 
oquipmenti  Page    TS6-I7    of    Tech    Specs    (•    listing    o-f    current 
Tech    Spec    pagesi  In    response    to    NHC    request 
5CHROCK.C    A         Wisconsin    Public    Service    Covp         SO/03/37         14pp 


— BQOAOIQ495   Page    TB6-17    of    Tech    Specs    r 
listing    of    current   Tech    Spec    pages 
*      Wisconsin   Public    Service  Corp        7B/01/23 


fety-rolated    equipment 
I4pp 


B004QB0337  Forwards   addl    info    t equeuted    at   800305   meeting   u/NRC    re 
Implementation    of    short-terra   Lessons   Learned    Task    Force- 
requirements    Info    Involves    Tech    Specs    3    1    3.2    1    6   & 
2    1    B 
MATHEW8.E   R         Wisconsin    Public    Service    Corp         SO/O1/O3         I 5p p 


— BQ04100130    IE    Insp    Ropt    SQ-3Q5/ao-O4    on    BQ02Q4-Q5   Ha    noncomp 1  lane e 
noted   Major    areas    inspected    actions    re    1C   Bulletins    79-14   *• 
79-04,  work     procedure    i  e^i  ew   t    records 

DANIELSQfl.  0   H         Region    3-     Chicago.     Reactor    Construction    t, 
Engineering    Support    Branch         VIN,  I    T         Region    3.     Chicago,     Office    of 
the    Director         BO/02/31         &pp 

Q004100153   Fovuards    IE    Info    Notice    SO-OB,     "States    Co    Sliding    Link 
Electiical    Terminal    Block    "    No    specific    action    or    i esponse 
requ  ired 

KEPPLER, J   G         Region   3,     Chicago.     Office    of    the    Director         8O/O3/07 
IP 

8004100405   Responds    to    IE.   Bulletin    79-01B    Consistent    m/lntent    of     IE 
Circular    /0-O8,  IE   l)ulle<  in    79-01    t.    79-01A,  review    of    Class     IE 
Instrumentation    comparing    qualifications    u/design    specs 
or    FSAFI    requirements    shows    addl    requirements    uere    met 
MATHEUS,E   R          Wisconsin    Public    Bet-vice    Corp         BO/03/11         ip 

000409042B   Foruaids    IE    Insp    Rept    50-305/BO-05   on    BOOS19-2a   No 
noncompllance    noted    Details    withheld     (ref    10CFR3    7W> 
HIND.J   A         Region    3,     Chicago,     Safeguards    Branch         SC-/O3/1B         2pp 

— 8004090431     IE    Insfi    fiept    SO-305/80-OS    on    BQ02I9-52   No    none  omp  1  lance 
noted   Major    areas    inspected    facility    organuatlon    t/ 
operations  i  previous  I  y    identifmd     items    4    nuclear    matl 
control    Details    uiithhelif     def    10CFR2    7901 

HIND,  J   f,         Region    3,     Chicago,     Safoguntds    Branch         PATTERSON,  J   P    , 
FINLEV.A   Q         Rogion   3,     Chicago,     Office    of    the    Director         HO/O3/07 


800-4170018  Discusses   proposed    Installation   of    restraints   near    reactor 
v*ciel    noiiles    to    limit    break    slie    of   LQCA   event   &    limit 
aiymmetric    loads    to    reactor    vessel    Restraints   will     Improve 
safety   margin   while    not    presenting    haiard 
P1ATNEWB.E  n        Wisconsin   Public    Service   Corp        80/01/10        3pp 


SO0415O196   Forwards    IE    Info   Notice    80-12.     "Instrument    Failure    Causes 
Opening    of    PGRV   t.   Block    Valve    "    No    specific    action    or 
response    necessary 
KEPPLEfliJ   G         Region   3,     Chicago,     Office    of    the    Director         SO/O3/31 


B004100464   Forwards    proprietary    E,    nonpropri  etary    versions    of 
"Structural    Analysis    of    RC5    For    Postulated    LOCA.  " 
prsl iminary    itfue   Applications    For   withholding    enc  1 
Praprietarv   varsion   withhold     Iref    10CFR2  790) 
ANDERSON,!  M        Uestinghouse   Electric    Covp        SO/O4/11         llpp 


9004080738   Forwards    IE   Circular    BO-OS,     "Emergency    Diesel    Generator 
Lubricating    Oil    Addition   *    Onsite   Supply    "    No    written 
response   required 

KEPPLER.JG         Region    3,     Chicago,     Office    of    the    Director         BO/04/01 
IP 


—8004180475  Nonpropr  ietary    version   of    "Structural    Analysis    of    RCS   for 
Postulated   LQCA,"    preliminary    issue 
*•      Uestinohouse   Electric    Carp    ,    Nuclear   Energy    Systems        G  0/02/29 


6004190438  Forwards    "Reload    SaPetu   Eva  luatton,  Cyc  lo   VI.  Mar    19BO 
MATHEWSiE  fi        Wisconsin   Public   Service    Corp        BO/0-)/l4        lp 

—8004.100133   "Reload    Safety    Evalual  Ian,  Cyc  le   VI,  Mar    198D   " 

HOLLY,J  T        Wiiconsin  Public    Service   Corp        SO/03/S7        i3p  p 


8001150061    Forwards    IE    Info    Notice    BO-13,     "OE   Type    SBH   Control    Switches 
Defective    CAM    Followers    "    No    specific    action    or    response 
required 

KEPPLER,J   0         Region   3,     Chicago,     Office    of    the    Director         BO/04/02 
IP 

a0041800ii7   Forwards    attachments    to    1C   Circulai     BO-03,     "Protection   From 
Tonic    Gas   Hajards,"     inadvertently    omitted    f i om   800306 
transral tta 1 
KEPPLER,J   0         Regions.     Chicago,     Office    of    tho    Director         BO/04/02 


6004180479  Forward*   revised    pages    of    reactor    test    program  Revisions 
reflect   results    of    conversations   w/K  Chalterton    Program  was 
aucossful    during   Cycle   V   startup 
MATHEWSrE  R        Wisconsin   Public    Service    Corp        80/04/14        2pp 


BO04220160  Forwards  IE  Info  Nolle 
Employees  "  No  action  required 
KEPPLER.J  O  Region  3,  Chlcagt 
IP 


BD-14,     "Safety    Suggestions    From 
Office    of    the    Director         BO/04/02 


— B004180483  Reviled    pages    of    reactor    test   program 

»      Wi*cnnsln   Public   Service    Corp        79/09/22        3pp 

B00122075A  Responds    to  NRC    B004 11    requa«t    for   addl    info   re  RCS   vant 
dmlgn  &  radiation   qualification   of   ECCS  Will    Install 
c«4Ctor   veisol    head   vent    s«a    of   C-E   design   Will    define   dose 
criteria   for    items   ui/o   acceptable    dose    qualification 
MATHEWB.E  R        Wiiconiin  Puollc   Service   Corp        HO/04/14        2pp 

8004310327  Forward i    proposed    Amend   40a    to    Tech    Specs. Sections   3    15. 
4    13   d  6-S  Proposed    Amend    40a    supersedes    proposed    Amend    40  & 
adds    appropriate    requirements    concerning    fire   protection 
«yi 
MATHEWB,E  R        Wisconsin  Public    Service   Corp        8O/04/16        2pp 


8004220395   Forui»rd*    1C   Circular   80-O7,     "Problems    W/HPC  I    Turbine    Oil 
Bgs     "    No   written    response    required 
KEPPLER.J   0         Region   3,     Chicago,     Office    of    the    Director         BO/04/03 


8004230291    Forwards    IE  Bulletin    79-03A.     "Longitudinal    Weld    Defect*    in 

ASME   8A-31B.Type    304  Stainless    Steel    Pipe    "    Action    required 

KEPPLER.J   0         Reolon  3,     Chicago,     Office    of    the    Director         00/04/07 
IP 

0004220060  Forwards    IE  Bulletin   BO-OB.     "Eiam  of   Containment  Liner 
Penetration  Welds    "   Written   response    required 
KEPPLER.J   0         Region   3,     Chicago,     Office    of    the    Director         BO/04/09 
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R       Periodi 


ting     reports    J-    related     i  or  respandsnc  6 


3004150354   l-oruards    north  ly     operating    rept    tor     tlar    1180 

MATHEW5,  E    R         Wistonsin    Public    E-ervife    Corp          EJQ/O-t/0?          lp 

--BQQ415Q355    Itanthly    opBiating     rept    for    Mar     l^QO 

RUITERiG    H         Wisconsin    Public     Service-    Con  p         30/01/09         Sup 

S       Report  able    occurrences,     l_ERs     '     re  Jo*  ed     correspondence 

a0040BO'l57    Forwards    LERa    BO-015/03L-0   1    BO-01  6/03L-0 

MATHEWS:  E    R         Wi-sc  onsin    Public    Service    Corp         £30/04/01          lp 

--80040a0462    LER    SO-015/OJL-O    on    8COJOJ,  ujhi  I  e    performing    SF34-09<?,  valve 
SI-351A   mould    rot    open    Caused     big    setting     of    2    1/2   close 

2     1/2    Tested    satisfactorily 

AiD    3         Wisconsin    Public    Sorvite    Coi  p         BO/04/OJ          lp 


—  3004030467    LEU    SQ-016/O3L-O    on    S00305.  wh  1  1  e    testing     ID    iliesel    generator 
operaoilitu.     POT     ICPs    on    1A    diesel     genera  tor,  IB    gensrator 
failed    to    start    Caused     by    primary    air    start    motors   not 
rotating     engine    Motors    replaced    Manufacturers     invettigat  1  ng 
NALEPKA.D    t,         Wisconsin    Pub  1  I  c    Service    Corp         BO/04/01          lp 


flQ04150524   Foruards    revised    LER    79-02O/03X-2 
MATHEUS.E   R         Wisconsin    Public    Ssr-.ice    Corp 


--3004150532    Bovised    LER    79-Q20/03X-2    on    791307,  dur  1  ng    insp,  three 
horliontal    oip«r    restraints    discovered    missing    -or.    16-inch 
sv-c    uater    header    Caused     by     oversight     between    seismic 
analysis    '-    hanger    design    teams 
SAUER,  n   W         Wisconsin    Public    Service    Corp         HO/04/09         2p  p 


8004150531    Foruards    supplemental    LER    79-O17/03L-0 

MATHEWS.E   R         Wisconsin    Public    Service    Corn         QQ/04/09 


QQQ417QQ56  Forwards  "Evacuation  Time  Estimates,"  from  areas  r 
nuclear  generating  plant,  in  i-caponse  to  NRG  79112<?  request 
HAVER, L  0  Northern  States  Power  CD  BO/04/1O  lp 


— QOOfll7O059    "Evacuation    Time    Estimates    " 
»      Northern   States   Power    Co       80/04/30 


IQpp 


Ad  j ud  i 


i-rcsporidenc  t 


Notice    of    appear 
SEHECHftL.l1   £    ,     OLSON,  J    F 


H      General    e  on  esp  ondenc 


SOQ423QGBB   Request    far    hearing     anil    petition    to    intervene    re    spent    fuel 
pool    mod    License    amend     should    not    be    issued    until    State    of 
MN   administrative    proceedings    are    completed    re     licensee 
application    for     certificate    or    need    &    environ    evaluation  fc 

SENECHAL.  M   £    ,     OLSON,  J    F          Minnesota,     State    of         BO/03/31         5pp 


ice    In    pi  oceeii  Ing 
Minnesota,     State    of 


Discusses    MIC     intervenor    Funding    in    response    to    B00305    Itr 
Commission    decided    not     to     initiate    program    to    provide 
funding    in     19741     Intel  venar     funding    Is    being    studied    again    >« 
funds    For    pilot    program    have    been    requested    for    FYB1 
CHR13TENDURV.  E         Healings     Division         80/0'1/OB         1(1 

— 8004SaOQ'l3    Requests    info    on    availability    of    govt    Financial    aid    for 
in tervenor 5     in    hacilitu     spent    fuel    storage    license    amend 
proceed  ing 
FIELD5ETH.H         Affiliation    Unknoum         QO/03/05         lp 

P      Operating    license    stage    documents   >•   correspondence 

BOOtl 10 530   Forwards    FR   notice     of    proposed     Issuance    of    amend    to    Licontai 
DPR-42   (-   DPfi-60    re    spent    fual    storage    capacity 
9CHUENCER.A         Operating    Reactors    Branch     I         60/02/28         2pp 


R    BO-0'17/03L-0    on    B00310,  during    surwelllantfl    testing, 
tin-bine    driven    jiu(ili,iii(    fecdujater    pump    discharge-   cross- 
connect    valve    rtFW    1OD   uould    not    cloie    from    control    room    Hlien 
Insp  etted.  jar.  ve    operated    properly 

S         Wisconsin    PuSlic    Service    Corp         GO/04/09          tp 


e004220i43   Foruaids    LEU    00-01 4/04L-O 
MftlHEWS.E  Fl        Wisconsin   Public    Serv 


-- 300122 Ot4S   LER    BO-O1 4/OrtL-O    on    SOO^IB.  when    circulation   uiater    Inlet    temp 
rose    above     limit    due    to    circulating    water    discharge   drifting 
over     intake    aftei     mind     jh  i  ft,  second    circulating    uater    pumfi 
Failed    to    start    Caused    bg     clogged    bearing     cooler     floui    linn 
L         Wiifoniin    Public    Service    Corp         80/O4/I7          lp 


8004230504   Forwards    LEFt    QO-01S/C3L-O 

MATHEW3.E   R         Uisconsui    Public    Set-vita    Coi  p         BO/04/1B          lp 


— BQ04110D2'i   Watice   OF    pi  oposad    issoance    oP    amend     to    Licenses    DP(i-4a 
DPR-fiO  re    spent   Fuel    storage   capacity 
BCKHENCER. A         Operating    Reactors    Uranch    1         BQ/Q3/3Q         4pp 

8001020070   Forwards   AmenrJs    41     &   3S   to   Licenses    DPfl-42   t.   OPR-feO, 
i-BSpec  tivclu.    t,    notice    of     issuance    !•   ava  i  lab  i  1  i  tij 
SCH14ENCFn./i        Operating-   rteaclurs   Branch    1        fiO/02/S1?        App 

— SOtMC-20075    rtmend    35    to    License    DPH-60    changing    App    Q    Tech    Specs    trj 
revising    requested    reqii  I  rcment    re    bloudoun    flow    over    ISO   cfs 
to    annual    It    fish     Impingement    sampling    frequencg     to    nnce 
every    two    uks    Tech   Bper    i  aplacement    pages    enc  I 
SCKNEWCER.A         Operating    [teactora    I)ranch    1         SO/02/29         Spp 

— B004&20079  Notice   of    issuance   t,   aval  lab  i  1  i  tij    of   Amende    41    &  35    to 
License    BPH-12    If    DPR-fiOj  r-eapec  fc  i  vel  u 
SCKUENCER.A         Operating    flaactors   Branch    1        80/02/29        2pp 


— 800423O5S5   I  ER    BO-0 1 B/O31  ~0   on    90032O   during    normal     iteadi)     state 
operation,  un  farm  1  iar    udor    noted    in    dlcsel    generator    room, 
ID      Wfille    looking    For    sourcoi  Uus    \~t*   potential    traniformer 
disconnect    cubicle    dooi     openetf    causing    lass    of    voltage 
WALEPH.A.  D         Wisconsin    Public    Service    Corp         BO/03/19         lp 

000*390321    Forwards    LERs    BO-019VO3L-0   &    80-020/03L-0 

MATHEUS,E   R         Wisconsin    Public     Service    Cor?         BO/D4/23         1  p 

--a0012'9&327   LEfl    BO-019/03L-0   on   300326,  d-uring    shlelit    bldg   ventilation 
sys    surveillance    tast  i  rvgi,  chflc  k    dampei    SBU-lOA   failed    to    op  on 
f  ul  1  u.  resu  1  ting    in    inabiti1,i(    to    dram  vacuum   in   annulus 
Caused    by    controller    astpolTit   drift    Setpoint   adjusted 
NAPiEFKA.D   Ei         Wiscanein    Public    Service   Corp         gO/04/lS          lp 


6004030-102   Forwards    "Nuclear    Data   Link    Specs,"    study    of    digital 
communication    sijs    to    transmit    info   from   plants    to    Dathesda 
Operations    Ctr 
EIBEMHUT.D   G         Division    of    Operating   lieacbors        90/03/13        5p  p 


— 800-1030110    "Nuclear    Data    Link   Specs 
*      Division    oF   Operating    Reactors 


29pp 


eoOt07037B   Foruards    operating.     Instructions    it    characteristics    of    WIG 
health    physics    tclaphnns;    netuork   Purpose   of   network    is 
transitii ssi on    of    health    physics    Info   during    incident   or 
abnormal    occurrence   at    facility 
KFPPLEB.J  0        Region  3,     Chicago,    Office   of    the   Director        80/OOn1? 


-900-1290336   LEH    80-020/031.-0    on    9003^6,  c  ontro  1     valve    SW    10A1A   failed    t-D 
open   upon    removal    of    heat    detector    during    charcoal    filter 
heat    detector     test    9P    09-195    Caused    hj    dlrtr/    valve   Valve 
internals    cleaned      &    diaphragm  replaced 
HALEPl*A,D   S        Wisconsin  Public   Service   Corp        00/04/35         lp 


OQD1IOQIB3  Requests   control  1  e:d    set  of   PMDt    For    aach    plant   Subroittal 

should    be     FuruiaTded    to    attention  of    Region   3    incident 
response    ctr    within  SO    sJaijE 

KEPPLEF1.J   0         Region   3.     Chicago.  Office    of    the    Director         SO/03/20 


DOCKET    30-306    PRAIRIE    ISLAND   NUC1-EAH   fiTftTCON,     UM1T   H 
F      Security,    medic-al.     eraerjency   ^   fire    protection   plan! 

B001090225  Submits    revised    schedule    for    implcmontlng    fire   protflcUort 
mods 
HAVER,  L  0        Not  them  Slates   Power   Co        30/03/31        2pp 


B0011004S6  Summary    of  800221    tfllcon  u/util    re    itatua    of   NUREG-O57B 
itff  1  emontal  I  on    I  terns   requiring   addl    clarification    subcoallng 
motcr    V   backup    procedures    used    to    determine    lubcooling   & 
ule    of   CRTs    not    having    •seitmic    ^ualif  icati  ons 
OROTENHUIB,  M        Operating    Roactor*    Branch    I        BO/03/31        Spp 

8001110079  Summary    of  800321    meeting   ui/util    in  BethestJa,  MD  re    fuel   pool 
elpantipn    proposed    bg    util    on  B00131    Addl    Info   re    unreiolVBd 
questions    uill    be    transmitted    b(j    utll    encl    lilt    of 
atternieei 
ORDTENHU1S,M,        Operating    Reactors   Branch    1        BO/03/21        3pp 
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6004210023   Advises    that    781122    application    to    amend    Licenses    PPR-42 
t,    CPR-60    is    pro    forma    t>    admin  i  s  trat  wo     in    nature,  p  lac  ing 
Unit     1     in   Class     il     fee    category    Refund     for    Class     III 
overpayment    mill    be    processed 
MIL-LEO, U   0         License    Fee    Management    Branch         8O/Q4/Q3         Ip 


B00404O456    Respond*    to    IL    Bulletin    79    Oil!, 
Class    IE    Equipment    "    Delay    until    800311    , 
in    8003?f    telcon    FvaluaUs    components    ' 
for    eifiected     operational    conditions 
GILBtRTS,  O    E         Northern    States    Pouor    Co 


'Environ    (luol  I  ncatl  on    of 
ppi  oved    bij    J   Hughes 
iis    qual  1 1- 1  cat  i  on 


8001150339   Foruiords    add!     info    IB     implementation    of    short-term    Lessons 
Learned    Task    Force    recommendations 
HAVER, L   0         Northern    Status    Pouier    Co         SO/O4/11  17pp 

0004100464   Forwards    proprietary    ft    nonpropr i etary    vei sions    nf 
"Structural    Analysis    of    RCS    foi     Postulated    LOCA," 
preliminary     issue    Applications     roi     withholding    eric  1 
Proprietary    version    withheld     <ref    10CFR2    790) 
ANDERSON,  T   M         Wostinghouse    Electric    Corp         SO/04/11          llpp 

— B0041BQ475  Nonpropr ictary    version   of    "Structural    Analysis    of    RCS    for 
Postulated    LOCA. "    preliminary     issue 

n      Westinghouse    Electric    Corp    ,     Nuclear    Enei gy    Systems         80/02/29 
lOOpp 

BQQ41B0341    Foiuaids    Offnte    Dose    Calculation   Manual  - Revis ion     1 
MAYER, L   0         Northern   States    Power    Co         BO/04/13          Ip 

— 80Q41B0342   Offsite    Dose    Calculation    Hanua  1 ,  Revis  Ian    1 
•      Northern    States    Pouier    Co         80/04/30          ISOpp 

(3004260547   Requests   NRC    review  of    proposed    Imp  1  emenfcat  ion   of    short-term 
Lemons    Learned    Task    Force    recommendations    re     Item   2    1    fa   6, 
"Plant   Shielding    Reviem, "    Item  21?,     "Reactor    Vessel    Head 
Vent."    &    Item    2   S   26,     "Onsite    Technical    Support    Ctr    " 
HAVER,  L   0         Northern    States    Pouier    Co         00/04/25          Ip 


Inspection    reports'     It    Bulletins    t<    correspondent:! 


B0040I01S1    Further    responds    to   NftC    79O123    I  tr   re    violations    in    IE   Insp 
Rapt    30-306/70-24   Corrective   actions    Anker   Holt    snubber 
delivery    scheduled    for   Apr    1980  !    Installation   mill    be 
completed    one   month    after    delivery 
WACHTER.L   J        Northern   States    Power   Co        79/12/10         Ip 

8004030251    Forwards    IE    Insp    Ropt    50-30ii/0O-O3    on    BOOIIS-IB   i,    notice 
of    violation 

FIORCLLI.O        Region   3i    Chicago,    Reactor    Construction  ii  Engineering 
Support    Oranch         80/02/16         2pp 

— a0040302S2  Notice    of   violation    from    Insp    on   B00115-18 

*      Region   3,    Chicago,    Office    of    the   Director        SO/02/13         Ip 


S004100067    ftck     leceipt    of    BOOKS'?    Ur     informing    NRC    of    steps    taHen    to 
correct    violations    noted     m     [C    Insp    Rspts    50   232/77-32   tj 
50-306/79-24 

DAVIS,  A   li          Region    3,     Chicago,     Fuel    Facility    5    Materials    Safety 
Branch         SO/03/20         Ip 

—  8004100070   Responds    to    NRC    B00207    llr     -e    violations    noted     in    IE    Insp 

flepts    50-282/79-32   '.    50-JO&/  79-J6   Discusses    collection    of 

Xe-133    gas    samples    ui/lou    level    gas    headei  s 

01LQERTS.D    E         Northern    States    Pouet     Co         80/02/29         2pp 

8004140199    Summary    of    S00^12   meeting    ui/util    '-    Uesti  nghouse    at    Forest 
Hills    Lab     rp    results    of    facility    steam    generator     insp     Insp 
>j    plugging    of    steam   generatoie    tuas    actepta&lc    ',    supports 
resumption    of    pooler    operation    Supporting    ma  1  1  s    end 
OflATENHUIS,  11         Operating    Reactors    Branch     1         BO/03/20         17pp 

—  8004  1402  1  0    &Tt>   Pages    3/1    4-1  A  3/4    4-19.3/4    4-3    !.    3/44   4-4    re    steam 

generator     insp 

»      Westinghousc    Electric    Coip         79/0//I5         4pp 

Q004160013   Responds    to    IE   Bulletin    BO-03    ie    loss    of    charcoal    from    std 
adsorber    colts    Visual     inep    of    charcoal     filters    installed 
revealed    n-o    dearadatlon    or    sagging    Detailed    visual     insp    of 
each    filtei     performed    annually 
GILBERTS,  I)   E         Northern   States    Pouier    Co         BO/Q3/24         2pp 

BOO41501B4   Foruiards    IE    Info    Notice    B0-l?p     "Instrument    Failure    Causes 
Opening    of    PORV    tr    llloch    Val^e    "    Uo    specific    action    01 
response   necessary 
KEPPl-ER.  J    0         [legion    3,     Chicago,     QKice    of    the    Ducctor         BO/03/31 


BOO<10B0719   Foruiards    IE   Circulai     80-05,     "Emergency    Dioael    Generator 
Lubricating    Oil    Addition    ',  Onsire   Supply    :l   No   untten 
response    r  aqun  od 
KEPPLER.J    0         Region   3,     Chicago,     Ofncc    of    the    Director         3O/04/01 


8004130052   Forwards    IF    Info    Notice    BO-13,     "GE    Type    SGM   Control     Switch 
Defective    CAM  Followers    "    No    specific    action    or    response 
renoired 
KEPPLER,J   0         Region    3,     Chicago,     Office    or    the    Director         0O/04/O2 


--B004030255    IE    !n*p   flept    50-306/00-03   on   000115-18   Noncotnp  1  i  anca    noted 
failure    to    follfltu  nondestructive    eiaminflt  ion    procedures 
HEY,  W  J   ,    DANIELSQN.D  H        Region   3,    Chicago,    Office    of    the 
Director        80/02/13        9pr> 


0Q041B0095   Forwards    attachments    to    1C    Circular    BO-03,     "Protection    Fro 
Toilc    Oas    Halards,"     inadvei  tent  ly    omitteil    from   800306 
transrnitta  1 
KEPPLER,  J   O         Region   3,     Chicago,     Office    of    the    Director         BO/04/02 


flOQ4J00369  Foriuards    IE    Insp   Repts    BO-282/BO-01    t,   50-306/00-01    on 
B00102-3I    d  notice    of   violation 

HEIBHHAU,  R  F        Region   3.    Chicago,    Reactor   Operations   Nuclear    Support 
Dranch        00/03/03        2pp 


000422OHH   Forwards    1C    Info    Notice    BO-14,     "Safety    Suggestions    From 
Employees    "    No    action   required 
KEPPLER,  J    G         Region   3,     Chicago.     Office    of    tlie    Director         80/04/02 


—  9004100203  Notice   of   violation    from    insp    on   000103-31 

*      Region    3,     Chicago,     Office    of    the    Director         SO/O2/22 


2pp 


—  3004100890    IE    Insp    Repte    30-202/SO-OI    i.  50-306/BO-O1    on   000102-31 

Noncompl  iance   noted    containment    spray  additive    tank 

Isolated    from   containment    spray    sys    ff  failure    to    follou 
operating    procedure 

FEIERAQEND.C    D   .    OOYD,  D  C        Region   3,  Chicago,    Office    of    the 
Director,       80/02/22        9np 

000-4070039  Responds    to    IE   Bulletin  79-17,  Revision    I.     "Pipe  Cracks    In 
Stagnant   Derated   Water   Sys   at   PUD   Plants    "   Required    visual 
(risp    completed    on  Unit    I    In   Feb    1900  No    corrective    actions 
necessary 
QILBEHTa,D  E        Northern   Slates   Pouier   Co        80/03/07        Ip 


BO04220378   Forwards    IE   Circular    BO-07,     "Problems    U/HPCI    Turbine    Oil 
Sy»    "   No  written   response    required 

KEPPLER.  J   C         Region    3,     Chicago,     Office    of    the    Director         BO/04/03 
IP 

8004230297  Forwards    IE  Bulletin    79-03ft,     "Long  i  tuO  ina  1    Held   Defects    in 
ASME  SA-312,Type   304  Stainless   Steel    Pipe    •'   Action   required 
KEPPLER.  J    Q         Region   3,     Chicago,     Office    of    the    Director         BO/04/07 
IP 

BO0430033'I    ftck     receipt    of   800312    llr    informing    NRC    of    steps    taken    to 
correct  violation*   noted    in    IE    Insp   Repl    50-306/BO-O3 
F10RELLI.O        Region  3,    Chicago,    Reactor   Construction  (•  Engineering 
Support  Branch        60/04/03        apn 


8004070210  Responds    bo    IE  Bulletin   79-37    outlining    conclusions    from 
inveitlgat ion    of    instrument    buses   Design   change    initiated    to 
replace    instrument    inverters    uj/inverters    capable    of 
automatic    transfer    to   alternate    ac 
GILBERTS,  D  E        Northern   States   Pouier   Co        80/03/0?        2pp 


—8004300337    Responds    to   NRC    300216    Ur    ie    violations    noted     in    IE    I  nap 
Rept    50-30ei/BO-03  Corrective    actions    liquid    penetrant 
eiaminat ions    conducted    during    fuel    outage   Uelds    buffed 
smooth 
GILBERTS, D    E        Northern   States    Power   Co        BO/03/12        2pp 


8004100143   Forwards    IE    Info    Notice    BO-OB-     "States    Co    Sliding    Link 
Electrical    Terminal    Rlack    "    No    specific    action   or   response 
r  tqulred 

KEPPLER.J  0        Region  3,    Chicago,    Office    op    the    Director        SO/03/07 
IP 


B0042S0047   Forwards    IE   Bulletin    BO-OB,     "Eiam   of    Containment    Liner 
Penetration   Holds    "   Written    response    required 
KEPPLEH.J    0         Rfljlon   3,     Chicago,     Office    of    the    Director         QO/04/09 
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;*   rni  u>i  da     i  fhsei  v  1  >"  &     ir.sp/eiarn    summary     for    refueling 
Number    'I    on    SOO1O2-O2Q4 
Mfti-ER.  L    O         Northern    States    Pauer    Co          90/04/14.          1  p 


J  t  acjt 


—  80Q41EQ3O7  Inservice     insp    rop-t/eian    summary     foi     re  fuel  ing    outag-e 

Number    4  an    BOQJQ2-C204 

HAUSEMp  D  ft    i     DAHLMrflrJ,  I     f     .     I'flvMPOS.P    J         Northern    States    Power 
90/04/01  ISOop 


P      Operating     license    stage    documents    I    col  respondents 

B0042B0065   Responds     to    80O12B    request    for    info    re    testimony    before 
Public    Utils   Commission    ',    fciu'ards    LER    7B-53/01T-0,  7812O6 
backup     rept   '.    list    of    documents    on    dockets    for    Dct    1978- 
Mar    1<?79   (.    Mar    1979-May     19/7   Request    list    end 
RUS5E.LL:U    T        Technical    >•    Admi  ni«  ti  at  we    Support    Branch         BO/03/05 


3004530480  Forwards  Revision  1  to  "AS11E  Code  *  I  Iniervic 
Testing  Program  >  Info.  Re-qui  i  ed  for  NBC  R*VIEUJ  of  Ren 
for  Relit!  from  ASI1E  Code  Section  XI  Requirements  IJ 

0         Northern    Sta^s.    P04.t>r    Co         80/O4/17         2pp 


Insp 


—6004230137    Re/ision    4    to     '  A5KE    Code    XI     Inseivice    Insp    I,    Testi 
i,    Info    Required     f  or    HRC    Review    of    Requests    for    Relief    from 
ASMt    Code    Settlor     <1    Poqu  i  r  ernent  s     " 
»      Northern    States    p^wer    Co          BO/Ofl/17         35pp 


g    Progran 


--B0043BO09O   RequeB»s     ETIC  1    chronology    of    safetg    injection    piping    stresi 
analysis    '/   rev  lew;    be    foruaidcd     to   Engineering    Branch    for 
revieu   Refs    A1TS-F14,'41H2,  document    record    foi     dockets    for 
Oct     197B"hor    1979    *.tiar-Mai(     1-779, 1  espec  tively,  enc  1 
KElHIG.n   Ft         Rpgion    IP     Philadelphia,     Office    of    the    Director 
79/O1 /IS        *?5pp 

9004030102   Foiuaros     "NucUitr    Data    Link    Specs,"    study    of    digital 
communication    sys     to    tiansmit     info    from   plants    to    Dethesda 
Operations   Ctr 
E1EEHHUT.D   G        Dlviaior.   of    Operating   Reactors         00/03/12         Spp 


flOO'J  1 4033?   Foruaiili    monthltj    operating     rep  t    foi     Itar    19BO 
»MEK,L   O         Noithern    Slates    Pdniei-    Co         30/O4/1O          Ip 


--9004140344    Monthly     opeiating     rept     for    Mar     1980 

H-JMSTflD,  A    A         Northern    States    Pnuer    Co         BO/O4/01          Bf  P 


S      Repot  table    oct  urt  ent  e  i,     LERs    It    related     corr  e-spondenc 


— B004030119   "Muclcar    Dat=    I  in^    Specs 
>      Division    of    Operating    Reactors 


aspp 


0004080047   Responds     to    BO0029   memo    re    deletion    of    tJRC    uiater    quality 
requirements    froiK    facility    UL    CnmmtGSlon    approval    uaa    not 
sought    since    action     involved     implementation    of    ftSLAP 
decisions    Comparison    of    requirements    uf    EIS   E.    NPDEB    cncl 
GHAPAR.H   V,        Office    of    the    E.ecutive   Legal    Directoi-         DEMTDN.  H   R 
Office    of    Wucleor    Reactor    Regulation         80/O3/21         7pp 


3O041B03BO    Forwards    LER    £10-011/031-0 

MAYER,  L   O         Northern    States    Poiuer    Co         60/04/11 


—  B0041B03&ii   LEfi    BO-011/O3L-0    on    9QQ31  2,  motor    breaker    of    chargi 
uould     not    staij     closed    Pump    stopped    Caused    by     failed    TFM 
breaker    [ire.iWr    replacud 
MWISTAD,  A   A         Northern    States    Power    Co         80X04/11          Ip 


DOCKET    50-309   MMNE    VAtWCF    ATOMIC    POLJEn    PLANT 
H     Qatieral    correspondence 


g     pump    32 


a00424043&   Forwards    S002S9     1 tr     from   Sensible    HC    Power     legal    counsel 
S    Tupper    Couniel     takes     issue    u/MHC    stated     purpose    for 
jnpeting     to    discus-s    group     nol*     in    util    request     to    enpand 
spent    fuel     storage     facility    Requests    comment    on   Tupper     Itr 
CDHEH,«    S         Senate         BO/O3/07         -Ipp 

BOOJOQOA'U    Discusses    8OO^CV5    tclcon    w/AF   Stevens    of    HE   Voice   of    Cnergy 
re    concerns    eiprcssad     in    900109     Itr    Te 1 c on    assured     that 
NHC     is    receptive     to    info     *rom    all     parties    concerned     in 
action     involving    energy 
FAIRTILE.H    I>         Operating    Reactafs    Branch    4         SO/03/11          Ip 

— 9Q04080653    Expresses    concern     that    NF5C    maj    be    giving     too   much    ueight    to 
positions    op   Sensible    Mi"    Pouei     Gi  oup    does    not   represent  all 
citiiens    of    ME 

S,  rt    T         Maine    Voice    af    Energij          90/O1/1B          lo 


—  S004ogoOS3   Submits    questions    re    deletion    of    water    quality    requirements 
from    facility    QL    Response    should    be    completed    before    further 
deletions    are    made    to    other    DLs 
BRADFORD,  P    A         Commission         SO/02/2?         Ip 

QOO411O570   PravidoB    add!     info    re     imp  lamentation    of    requirement*    set 
forth     In    Item   2    1     7n    of      NUHEG-O57B   Commitment    to    install 
safety-grade    sgs    prior    to    0101O1    required    no    later    than 
15   daijs   after    receipt    of    Itr 
E16ICNHUT,D   0         Division   of    Operating    Reactors         BO/03/37         Hpp 


Notifies     tiiat    info    requested     111   NBC    000312    Itr,  re    bijpass 
reset    of    engineered    safety    features,  ui  1  1    be    submitted    by 
000319 
GHDCE.f)   M        Maine    Vanki?o    Atomic     Pnuer    Co         QO/03/2B         Spp 

QOOflllO'134    Forijjari!^    Revision   8    to    YQQAP-I-A   addresslnn    organiiation 
chflhges    to   QA   pT-O(]rflm 
HE!DER,L   H        Vanliee   At  omit;    Electric    Co         BO/04/04          Ip 

—  HO(M1  lOfl'14   QA   program   Revision    B    far    facility    operation 

VANDENBURGH.  1)   C,     HEIDER.U   M    .     MuODY,  I>   E         YanVee    Atomic    Electric 
Co         VOOAP-1-rt          BO/  04/01          HOpp 

8004110^09  NotifiPi    bhat   CEN-12B,  "DespansD    of   C~E  NBKB    to   Tianalantt 
AccldEnts"   constitutes    retponsa    to   short-term  analysis    & 
emergency    procedure    guideline    requirements    of   NUR.EO-057Hi 
Section   2    1    9    1C  t 
G!iQCE,n   H        Maine    Yankee    Atomic     Poiuer    CD         QO/04/10         Ip 


9004030112   Responds    to    9GQI16     Itr    re    nacilitij    cancoms    Faruai-da 
detailed    outline    info    addressing    concerns,  inc I uding    info   re 
aiymmetrit    LPCA    1  oads .  opera  top    training,   1    licensing    fc  Mar 
1979    radiocative    gas    release 
OENTON.  H   (1         Office    of    Nurlear    Reactor    fjEQulatlon         SO/03/ 1 7 


3PP 


H004iaofl39   Prnvidfls.    status    nf    response    to   NHC    300337    rc0.ueal    fop 
comml  tmont    to   Installation   of    auxiliary    f oeduiatel-    SUE    t> 
safety-grade   sys    For   automatic     initiation   Development    of 
laf  e  ty-grade  iys    underuay 
GRDCE.R  H       Mai  no    Yankee    Atomic    Power  Co        BO/04/14         Ip 


90Q40BQ339    Nofcifi&s    NfIC     that    util     concurs    ui/C"E    ouinors    ornup    request 
that    future    correspondent  e    re     regulatory    ma'ters    be    directed 
to    Individual     licensees 

E         Maine    Yankee    Atomic    Pouer    Co         90/03/27         2pp 


nesponds    to    Q00309    llr    requesting    info   TB    envli  on   effects    of 
Maul   England    nuclear    pouei     plants    Rddiattori    effluent    levels 
determined    bij     10CFR2O   *•    App    1     to    1OCFR50   Environ    Info 
available    In    stated    LPDFS 

.         Environmental    Projetts    Branch     I         BO/04X01         Spp 


0004220933  Poruards    revised    Section   3  4    1    of    "CtjcU    Si  Core   Performance 
Ana lusis    " 

VANDENQUnOH.  0        Maine    Yankee    Atomic  Power  Co        80/O4/17        tp 

— B004220B30  Revised    Section    5    4    1,  of  "Cycle   5. Core   Performance 
Analysis    " 

*      Main*  Yankee    Atomic    Poiuer   Co  8O/04/17        3Spp 

0      Inspection   reports,     If   Bulletins  'r  correspondence 


1      Financial 


9004150390   Forward)    FOI  m    10-K.util     W)   annual    financial    repl 
HOWE.R    B         Maine    Yankee    Atomic    poiuer   Co         80/04X10         37pp 


a0041EJ050B  Forwards    1C    Intp   Rept    50-309/80-03  on  900123-39 
No   noncompliancc    noted 

CARLSON.  Fi   T       Region   3,    Atlanta.    Reactor   Construction   b  Engineering 
Support   Branch         aO/02/?i        2pp 

— SOOillB0512    IE   Insp   Rept    30-30^/80-03   on   600122-85  Mo    noncoropHanc* 
notc-il   Major   areas    inspected    quality   related   activities 
associated   iu/  inservlce    lusp    program 

TRIPP.L  E        Region    Z,    Atlanta,    Roactoi    Construction   (•  Engineering 
Support  Branch         SANDERS.  W   F        Region   2,    Atlanta,    Office    of    the 
Director        BO/OS/21        Spp 


DOCKETED  ITEMS 
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9004330120   Forwards    IE    Insp    Rept    50-3Q9/79-HO    on    791317-30      No 
none  amp  1  iance    noted 
MARTIN,  U   Q         Region    1,     Philadelphia,     Safeguards    Branch         SO/03/03 


—  BOO433012B    IE    Insp    Rept    50-309/79-20    an    791217-20      No    nancamp  1  i  anc  e 
noted    Major    areas    inspected    approved    physical     security    plan, 
audit,  or  g  an  iialion.  barriers,  lighting,  access    controls   & 
alarm    stations    Details    withheld     Iref     10CFR2   790) 

DEVUIN.J   W         Region    I,     Philadelphia.     Safeguards    Branch         J  ONE'S  ,  E 
Raginn    1.    Philadelphia.    Office    of    the    Director         BO/02/21         lp 

900-40904SB   Forwards    atidl    response    to    IE   Bulletin    79-O1    re    environ, 
qualification    of   Class    IE   equipment   Master    list    t.    electrical 
component    list    encl    Qualification    uiork     sheets    t<    other 
missing    info   will    be   submitted    by    B00314  W/o    encl 
JOHNSON,  U   P         Maine    Yankee    Atomic    Poiuor    Co         BO/O3/O4         Spp 

B004100422   Responds    to    IE   Bulletin   79-  If  Field    verification    of    valve 
weights,  el  ist  ing    pipe    geometry,  seismic     support     locations, 
functions   Ei  all    details    completed    Review  of    fluid    mark    vs 
design   shows    differences    at    rate    of   apprni    307, 
MDQDY.D   E         Maine    Yankee    Atomic    Pouor    Co         00/O3/04         2pp 

BQ040B0430   Requests    confirmation    of    NRC    under  5  tand  lug    that    79-0  1H 
missing    Item    1     info    will    be    submitted    BOO314    i    Items    2   &   3 
qualification   work    sheets    by    E00314    per    utll    800304 
telecopy 

ORIER.n   H        Region    1.    Philadelphia.    Office    of    the    director 
BO/03/06         lp 


B004020016  Responds    to    IE   Bulletin   79-19 
program  required    by    bulletin    presently 
fully    Implemented    by   Jul    19BO 
MOODY  i  D  E        Maine    Yankee   Atomic    Power   Co 


NRC    B00213    Itr   Training 
nderway    &  mill    be 


8004100-106  Responds    to    IE  Bulletin   79-14   Submits   mod    to  Paragraph    4    of 
8QD304    Itr    to   NRC,  per   800306    tele  on  All    seismic    support 
nonconformanco   uill    be   restricted    prior    to    restart 
MOODY,  D  E        Maine    Yankee   Atomic    Power    CD        BO/03/07        lp 


9004090069   Forwards    1L   Circular    SU-05.     "Emergency    Diesel    Generator 
Lubricating    Oil    Addition    '-    Qnsitp    Supply     "    No    written 
response    required 

GRIER.B    H         Region    1,     Philadelphia:     Office    at    the    Directoi 
BO/O4/O1  lp 

BQ04110154   Forwards    IE    Info    Notice    80-1J.     "OE    Type    SUM    Control     Siuitctte 
Defective    CAM    Followers    "    No    urltten    response    required 
GRIER.B    H         Region    1,     Ph  i  lade  Iph  la,     Office    of    the    Director 
BO/O4/O2          lp 

3004240318   Forwards    IF    Info    Notice    00-14,     "Safety    Suggestions    From 
Employees    "    No    action    lequired 

GHIER.B    H         Region    1.     Philadelphia.     Office    of    the    Director 
BO/04/02          lp 

BQ041B0174   Forwards    IE   Circular    HO-07,     "Problems    1J/HPC1    Turbine    Oil 
Sys    "    No  written    response    icnuiied 

GUIER.B    H         Rcgian    1.     Philadelphia.     Office    of    the    On  ecloi 
BO/04/03          lp 

8004230459   Forwards     IE   Bulletin    79-O3A.     "longitudinal    Weld    Defect!    in 
ASME   SA-312,  Type    304    Stainless    Steel    Pipe    '•    Action    required 
QRIER.I1    H         Region    1,     Philadelphia,     Office    of    the    Director 

ao/oi/o-i       IP 

8004180194  Forwards    IE  Bulletin   BO-OB.     'Eiam  of   Containment   Liner 
Penetration   Welds    "    Written    response    required 
GRIER.D   H         Region    1.     Philadelphia.     Office    of    the    Director 
80/04/07          lp 


R      Periodic    operating    reports   4   related    coi  respondence 


SO04Q80406   Forwards    "Radiological    Environ    Surveillance    Rept.  1979    " 
GFIGCE.R    H         Maine    Yankee    Atomic    Power    Co         BO/03/31          lp 


— 8004080411    "Radiological    Erivn  on   Surveillance  Kept.  1979   " 
»      Maine    Yankee   Atomic    Power    Cn         BO/O3/23         S5pp 


SOQ40H0263  Submits    response    to    IE   Bulletin   79-27   re    loss    of    instrument 
control    power   ft    effect    on   ability    to   achieve    cold    shutdown 
Redundancy    of    info   It  controls    sufficient    to   achieve    cold 
shutdown    in   event    of    single    bus    failure    No    mods    necessary, 
GROCE.R    H         Maine    Yankee    Atomic    Power    CD         BO/03/1O         Bpp 

SOQ40S03B1   forwards    response    to    IE  Bulletin   79-Q1B    re    environ 
qualification   of    Clasi    IE    equipment   Revised    data    re    Item    1 
&    updated   uiork    sheets   &   profiles   attached    Missing    info    to   be 
submitted   within   90-dau,    response    period    U/o    encl 
JOHNSON, W  P        Maine    Yankee   Atomic    Power    Co        BO/03/14        2pp 


B00414015A  Forwards    "Discharge   Monitoring    Rept    for   Fob    19BO    " 
Background     Info    also    encl    re    minng     lone    temps    recorded 
during    summer    of    1979   I    status    of    discharge    license    renewal 
IJARRITY.J    H         Maine    Yankee    Atomic    Power    Co         80/04/04         3po 


— B004140157     "Discharge    Monitoring    Rept    for   Feb    I960    " 
*       Maine     Yankee    Atomic    Power    Co         80/02/12         16pp 


8004150367   Forwards    monthly    operating    rept    fnr    Mar     19QO 
MOBDV.D  E        Maine    Yankee   Atomic   Power   Co        80/O4/11        Bpp 


B004230QOB  Responds    to    IE   Bulletin   BO-03    Investigation   completed    t/ 
charcoal    adsorber    cells    found    adequate 
MOODY, D   E         Maine    Yankee    Atomic    Power    Co         BO/03/18         Bpp 

G004210039  Ack    receipt    of   B00317    Itr    Informing    NRC    of    steps    taken    to 
correct   violations   noted    in    IE    Insp   Kept    50-309/80-01 
ORIER, B   H        Region    1,    Philadelphia,    Office    of    the    Director 
80/03/26         lp 

— 8004210044   Responds    to   NRC    B00325    Itr    re    violations    noted    in    IE   Insp 
Rept   30-309/80-01    Corrective    actions    refueling    machine 
operator!    reminded    to   wear    protective    cotton    gloves    unless 
special    health    physics    surveys    performed 
MduDYiD  E        Maine   Yankee   Atomic    Poiuer    Co        80/03/17        2pp 

—  8004210045  Forwards    IE    Insp    Rept    SO-309/BO-01    on  H00121-25   t>   notice   of 
violation 

BRUNNERiE  J        Region    1,    Philadelphia,     Reactor    Operations   Nuclear 
Support   Branch        BO/02/25        2pp 

— 3004210049  Notice    of   violation    from    insp    on   BOO121-25 

«      Region    1,    Philadelphia,    Office    of    the    Director        BO/02/21         lp 


— B00415037O   Monthly    operating    rept    for    Mar    1980 

BEERB.F   C        Maine   Yankee   Atomic    Power    Co        BO/04/11        5pp 

80042B0562   Forwards    "Discharge   Monitoring    Rept    for    Mar     1900."    submitted 
to    ME   Dept    of    Environ   Protection   Rept    sent    to   NHC    per    B00307 
commitment    Transmitlal    Itr    encl 
OARRITY.J   H        Maine   Yankee    Atomic    Power   Co        SO/04/23        2pp 

— 8004280544    "Discharge  Monitoring    Rept    for  Mar    19BO    " 
*      Maine.     State   of        GO/O3/O7        fcpp 


Reportable    occurrences.    LERs 


related   correspondenci 


B0041H04B9   Forwards    LER    BO-007/03L-O 

WOOD.E  C        Maine    Yankee   Atomic    Power   Co        30/04/10        lp 

— B0041B0492   LER    BO-007/03L-0    on   800319, during    routine    power    escalation 
following    refueling    shutdown.  RHH    valvei   HH-B   t.    10    found    open 
li    unlocked    81 1    addl    valves    found    unlocked   Caused    by 
personnel    error   Operators    rclnstructed    on   procedures 
DRINKLER.J    E         Maine    YanCec    Atomic    Power   Co         BO/04/1O        2pp 


--B004210053   IE    Insp    Rept   50-309/BO-01    on   000121-25   Noncomp 1  lance   noted 
failure    to    comply    w/radiation  wort:    permit    requirements 
Audible    count    rate  monitor    not    operating    in   refueling    cavltij 
area 

MARTIN.T  T        Region    1,    Philadelphia.    Reactor    Operations   Nuclaar 
Support  Branch,       SHETLAND,  P   D   .    LAZARUS,  W   J        Raglan    1. 
Philadelphia,     Office    of    the   Director         BO/02/21         lp 

6004150277  Foruiards    IE   Info   Notice   80-12i     "Instrument  Failure    Causes 
Opening    of   PORV   t   Block   Valve    "   No    specific    action    or 
response  necxsary 

DRIER, B   H        Region    1,    Philadelphia.    Office   of    the    Director 
B.O/O3/31          lp 


BO042I0277   Forbiards   LER   80-OOB/03L-0 

WOODiE  C        Maine    Yankee   Atomic    Power    Co 


— B004210279    LER    BO-OOB/03L-0    on   000331 ,  during    special     testing     of    trip 
matrix    poi  tion   of   reactor    protective    sys,  found    one    set   of 
relay    contacts    on   one  matrix    relay   would    not   open    reliably 
upon   de-energliation  Cause    not    stated 
BRINKLER.J  E        Maine   Yankee   Atomic   Power   Co        BO/04/14        Hpp 
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DOCKETED  ITEMS 


30041402=??    Responds     to    Si  -01  11    i  -quest    Foii-iards    NRC    FJQ0317   re-spnnso    to 
H    Duiinell     BO  Oil  6     inq.uinj     'e    facility     safety 
DIRCKS.U1    J         Qffite    of     I  h  <s   Eiecuti/e    Director     fnr    Operation? 


&0)0414O303    Foruiardi    response    to    80011*.    1  tr    to    Senator    Cohen    re    facili 
safety    Hardware    nece51arij    to    resolve    as-ypne  tr  I  c    LOCA    load 
issue     installed     pi  icr     to    restail    Operator     training    program 
improved,  as     illustrated    by    IOO?     success    on    3c  t    1979    test 

R         Office    of    Nuclear    Reactor    Regulation         BO/03/17         3pp 


BOO4H0304    Fnruiards    11    lluinell    BOOH  6    i 
J         House    of    Rep         6O/QI  /31 


IB     Facility    safety 


aOG40iO-M3  Forwards  addl  infc 
pressure-vacuum  relief  circ 
isolation  incuitrg  nod  if  LI 
injection  input  signal 
M1TTL,  R  L  Public  Service 
80/03/2B  Bpp 


iES*ed    le    containment    purgi 
I    Containment    ventilation 
include    addl    safety 


BQ04Q1Q:1'19   Advises    of     new     low    level    alaim    on    refueling    water    storage 
tan*     Alarirs     to    bo     instalLed    prior    to    lou    power    testing 
M1TTL.R   L         Public     Service    Electric    t    Gas    Co      of    Neuj    Joi  soy 
BO/03/2B         2pp 


3Q04O10'153  Notifies  of  r 
III-lrIv-1  S  VI-l  from 
Feedurator  Transients  '. 
DesigriGd  Operating  Pl 


-ieu   per    NRC    request    of    Tables     1-3   &   3,11-1. 
MUREG-0611.     "Qeneric    Evaluation    of 
Small     Break    tOCA    in    Uestlhghouso- 
ts     "    Lists    corrections    for    tables 


MITTLi  R    L         Public     Service    Electric    !•   Gas    Co      of    Neui    Jersey 
80/03/38         3pp 


&QCKET    50-311    SALEI1   NUCLEAR    eEUeHATtlJ'J    STATION.     UNIT    2 

ft      Application/construction    stage     documents    >,     c  orre  sponaence 

OOO4O40O31    Advises    or     issuance    of    NUfEG-O5BB,     "Interim   Staff    Position 
on    Environ    Qualification    of   Ba  (-sty-Re  1  atc*l    Electrical 
Equipment*"    pravi!lin.t|    guidance    re    net  hods     for    compliance 
ROSS,  D    F         Division    of    Project-    Management          QO/02/03         7pp 

6004040017   Submits    addl     guidance     to    NUREG-0539,     "Interim   Staff    Position 
on    Environ    Qualification    of    Safety-Delated    Electrical 
Equipment    "    Requests    revieu    of     equipment    qualification 
documentation     to     identify    degree    of    compliance 
HQSBiD    F          Division    of    Project    Management         80/02/21         3pp 

0004230058   Request*     info    re    auiiliary     feeduator    lus    per    Dulletlis   li 
Orders    Task    Force    review    of    TMl-2    accident    Info    should    be 
provided    as    amend     to    application    Submit  ta  1     schedule    should 
include   NHC    approval    prior    to    is-juance    of    DL  -W/e-ncl 
RQSB,  D   F         [Jivi*fon    of    Project    Manaoement         60/03/10         53p  p 

S00104047S   Summaiy     of    BOOr27   niffEting    u/app  I  leant    at    alto   re    near-term 
QL    requirements 
LICITRA,E    A         Light    Water    Reactors    Hrancli    3         QO/O3/11         3pp 

B001020256    Requesti    rovieu    nf    protettlon    sijs    design    for    potential 
deficiencies    in    tiypoiSi  averr  Ide    tr    reset    circuits    !. 
coiif  ornance    id/listed     criteria    Use    of    noneafBttJ    grade 
monitor    could    degiade    roSiabililij    of    Isolation    BUS 
PrtHft,  0   D         Light    Water    Reactors    Branch    3         SO/OJ/  13         Ipp 

800*02015-1    Forwards   addl     info    re    ihoitnose    sturjcon    In   Delaware  ftlver 
Concludes     that    continued    operation    of    Unit     I,  future* 
operation    of    Unit    2    '„    const    completion    of    Hope    Creek    uniti 
uill    not    jeoparifiia    eristenca    of    stiorttioee    sturgeon 

REOAM.W    H         AiBistant    Dnector     for    Environmental    Projecti         80/03/14 
2pp 

—  8O040?Oli3   "AsseEBment    of    Impacts    of    Saloif.  t  Hope    Cr«ei   Station!   on 
Stiortnose   Blurgeoni  Ac  Ipenser    Hrevirostvum  Lesuar    " 
MASMV.M    T    ,     WILEOH,  -J   H        Office    of    Wutlear   fieactof    Regulation 
80/03/03          llOpp 


Confirms,     points    made     during    SOO313    telion    ui/utll     le    tcsl 
that    tlmulatesi    Inn    of    all    at     poujep    ualng    FICS    puitip    heat    to 
nirulate   detail    htai    Preparation    of    detailed,    test    [noceduroa 
requai  ted 
PAHR.O  D        Light   Water    Reactors    liranch   3        80/03^17        3p[> 

G00410O526   Notification    of    600319-21,  HI   5.    25    site    visit    In   Salem 
Countif.NJ    to    discuss    control     room 
LICITRA.t    A         Light    Water    Reactors    Branch    3         80/03/1B        3pp 


800-lU04a6  Notification    of   QQ03aS 
d i 8cus3    staffing    of    facility 
L1C1TRA.E    A         Light    Water   Reactors    Branch    3 


eting    w/ut)l    in   Qethesda.  HD    to 
(•03/27       Bpp 


BGQ424013"?   Approves    s^tondari/   uater    cheml s (.1  y   control    prugrani    for   steam 
cenerator    tufca    integrity   Req.uires.   addl    meaiures    re 
Installation    of     Insp    ports    *•    plujgliig    of    Row    I     tube*    prior 
ta    startup 
PARR, O    D         Light    Mater    Reactors    Branth    3         SO/03/B7         3pp 

6004010439  Foruftrdi    updated    info    re    implementation   af   THI   Tasl    Force 
short-tarm  Lessons    Learned   reijo  i  i-ements    OnsllB    technical 
support   ctr    op  erat  I  onal,  lu/commun  I  cat  ions    ln*t«lled   at 
described    In   300104    submlUal 

MITTL.R  L        Public    Service  Electric    fr  Bas  Co      c-P  New   Jerfi«u 
9O/03/2B         llpp  ' 


fi004070?50   fleriucsta    o. tension    of    CPPR-53   until    BOllQl.due    to    delau    in 
URC     lisuanct-    of    OL.B    caused    bg    Till    accident 

MlTTLiR    L         Poblic     Bervico    Electric    t    Gas    Co      of    Neu    Jorsey 
QO/03/2S         3pp 

6004040313   Submits    supploment    to    1  ata   pouicr    test    program    described     in 
B002OB    Itr     Includes     tuo    addl     tests    re    establishment    of 
natural    circulation    from    stagnant    conditions   (•   boron    mil  ins 
t.    cooldouin    test    summaries     one  I 

MITTL.R    1          Public    Seivite    Electric    d   Gas    Co      of    Neu    Jersey 
80/03/31          Ipp 

Q004140016    Notification    of    aOO-JO'l    meeting    lu/utils    in    Bethesda.MD    to 
discuea    applicants'     progress    t-    status    in    design   review    re 
plant    BlilelUin-g    '/    environ    nua  I  i  PI  cat  ion    of    enulpmcnt    for 
spaces/si];,    used     ih    p  ost-ac  c  loent    operations 

BUCKLEY.  D    C         Light    Watci     Reactors    "ranch    1         DROHER ICK, A   N    , 
LICITfiA.E    A         Light    Water    Reactors    Branch    3         BO/03/31         7pp 

8004040393   Notifies    that    utll    plans    to   develop    training    program  re    u>» 
of    Installed    plant    sijs    to    control    or   mitigate   accident 
Involving    severe    core    damage    Licensed    operators    will     be 
trained    prior    to    full    pokier    operation 

MITTL.R    L         Futile    Service    Electric    J.   Gas    Co      of    Neui   Jersey 
BO/04/01          3pp 

60041  103O&   Informs    thai,    mod    planned    to  ECCB   to   provide    automatic    sija 
for    changeover    From    injection    to    rsc Ircu let  Ion   fihaso   Mod 
lulll    provide    backup    for    noinial    manual    changDOVBP    oporation 
l)o<sign    description    iui  1  I    be   provided    prior    to    imn  1  emontat  Ion 
MITTL.R    1         Public    Service  Electric   J.  Gas   Co      of   Neui  Jersey 
60/01/03          Ip 

BOIH110431    Foiwards    updated    info    re    Imp  lamentation    of    short-term 
Leajuiia    Learned    Task    Force   requirements   Evaluation   will    bo 
parformnd    of    eipected    ladiatlon    levels    prior    to    initiation 
of    special    1  oui   power    test    program 

hITTL.lt   L        Public    BeivUe   Electric   t,  Oas   Co      of    Notu   Jerseij 
BO/O-I/OS         4pp 

au041104riU  Notifies    that    util    iui  1  I    establish    onsite    safety    rcvieui 
grou-p ,  independent    of    station    staffi  to    perform   Independent 
rovieuj   of    plant    operational    activities    Training    program   for 
oFfsitc    technical    personnel    uil  1  1    be    instituted    by    Aug    1900 
HITTt.R   L        Public    Servic*  Electric    t,  Gas  Co      of   Meui   Joraey 
SO/04/03        Sfp 

600411O47<4   FnriuardB    "Refueling   Water   Storage   Tank   Vortex    Test," 
verifijlria    no  vortei    farmation 

M1TTU.R  L        Public    Service   Electric   t,  Qas   Co      of   Neu  Jersey 
80/04/03        lp 

— 000*1 1047&   "Rofuoling    Uater    Storage   TanV   Vortei    Test    " 

*      Public    Service    Eloetrlt    t   Gas  Co      of   New  Jersey        80/04/03 
•Ipp 

8004110436   Submits    info   re    RUBT    low    level    alarm  setpolnts, in   reiponm 
to    BOO'lOl    Sn  02    telcons    Sntpaints   mill    be    set   at    150,000 
gallons    to.    insure    that    sufficient  vol    uiill    be   available    In 
HH9T   to   a  11  oar  thangaover    from    InjBction    ta   rac  irtulation 
MITTL.R   L        Publtc    Service  Cleetrit    &  Qas   Co      of   New  Jersey 
BO/01/07        3pp 

S004170060   DEBCT-ibcs    plans    to    staff    licensed    operator    positions    on   both 
uni  ts,  f  D]  lowing-  Cll     issuance    for   Unit  S,  per   BOQ328 
d  t  scusslon   u/MliC 

M1TTL.R   L        Public    Service    Electric    t  Gas   Co      of    New  J«rimj 
flO/0-1/09        3pp 

QD042B01S?  Notifies    of    completion   of   reviey  of   util    appllcalon    for 
QL    Forwards    proposed    license 
DEtJTON.H  R        Office    of    Nuclear   Heat  tor   Regulation        QD/04/09         lEjjip 
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--BO04280162   Draft    safety    evalu* 
*      Office    of    Nuclear    Reactor 
400pp 


tion    re    OL    application 
Regulation         NUREQ-0317   SI         BO/04/QB 


00041703SO   Responds    to    NRC    800314    biological    assessment    of    impact    of 
continued    operation    or    canst    of    facilities    Forwards 
biological    opinion   >j    summary    of    informal    consultation   w/NRC 
re    Salem   Unit    1    Shortness    sturgeon    are    not     in    jeopardy 
LETTZELL, T   L         Commerce,  Dop t    of,     National    Marine    Fisheries    Servite 
BO/Q4/15         20pp 

30Q4B50393   Responds     to   NRC    B00327    request    that    Roui    1     tubes    in    s  team 
generators    be   plugged    prior    ten    start    of    operation   Ut  1 1 
considers    mod    unnecessary    Plugging    RQLJ    1     tubes    mould    remove 
capability    for    early    detection    of   onset    of    denting 
M1TTL,  R    L         Public    Service    Electric    &   Gas    Co       of    Neiu   Jersey 
00/04/15         2pp 


BQ043BO195   Notice    o( 
deng  ing    in  tervenot 
issuance    of    GL 
DENTOIJ,  H   f(          Off  11 


Culeman    790803   I    31    petitions 
of    Huc.lv3i    Reactot    Regulation 


10CFR3   206 


--BO042BO196   IHrostoi's    decision    under     10CPR2   206    denying    intervenoi 
Colenan    79-0803   '•<.   31     petit-ions    re     issuance    of    OL    Operation 
of    facility    uould    insult     in    substantial    production    cost 
savings    to    ratepayers 

DENTON, H   Fl          Office    ot    Nuclear    Reactor    Regulation         BO/04/lfc 
40pp 

8004300585    Responds     to    791018    petitions    lequestlng    that    Commission 
issue     Bhou   causa    OTdei     (•  a    suspend    or    revoke    OL    for    Salem    1 
I.     CPs     foi     Salem    S.   i   Hape    Creeli     112      t.    stay    issuance    of    OL 
far    Salem   2    Request    denied    U/Direc tor ' s    decision 
DENTCJN.H   R         Office    of    Nuclear     Reactoi     Regulation         BO/04/19          Ip 


F      Security,    medical,     emergency    !i    fire    protection    plans 

&Q040B0077    Advises    that    submittal     date    far    evacuation     time    estimates, 
mqueoted    by    NHC    791S26    Itr.haa    been    postponed    pending    OAO 
clearance    under    Federal    Repts    Act 
GRIMES,  D    K         Emergency    Preparedness    Task    Force         BO/03/11         4pp 

BQ04240377  Desponds    to   0004 11    telcon    requesting    Info    re    availability 
adequacy    of    procedural    guidance    for    supervisor    of    unaffected 
reactor    when    companion    unit     Is     involved     in    emergency 
Procedures    to    bo    approved    prior    to   Unit   S   crifclcallty 
MITTL.R   L         Public    Service    Electric    b   ftas    Co       of    New   Jersey 
BO/04/ H          Ip 

3004240365   Notifies    that    procedures    for    corporate    mgt    ti    technical 
support    are   being    prepared    for    revised    emergency    plan 
Implemantat  ion   procedures    manual    d   mill    be    incorporated 
prior    to    inital    fuel    loading 

MITTCiR  L        Public    Service    Electric   k  Gas   Co      of   New  Jarsey 
BO/01/ 15        Ip 


0      Ail judicatory    correspondence 


0004040207   Comments    on    Irresponsible   may    intervonors    arc    bo i  119    treated 
Sites    case    of   ruling    to    allow   Salem  Unit    1    to    operate 
despite   no    evidence    that    licensee    could    protect    endangered 
shortnose    s burg  eon 
COLEHANrE  0   ,    GOLEM AN, A  C        Affiliation   Unknomn        BO/03/05        3pp 


-9004300590  Director's  decision  under  10CFR2  206  on  E  &  A  Colt 
petition  requesting  that  Commission  isiue  shou  cause  aidor 
re  facilities  OL  >j  CP  issuances  Request  denied 
DENTON, H  R  Office  of  Nuclear  Reactor  Regulation 


00/04/1B         6pp 


—  30043O059B   Notice    ot     issuance    \    aval  lab  1 1 1  ti|    of    Director's    decision 

under    IOCFR3   SOb   on    A    '-•    E    Coloman    petition    requesting    that 

Commission     issue    show    cause    order    re    facilities    OL   ft    CP 

1  ssuances 

DENTON, H   R          Office    of    Nuclear    Reactor    Regulation         80/04/18         2pp 

—  8004300600   "Assessmant    c-F    Impacts    of   Facilities    on   Shortnose   Sturgeon, 

ftcipenser    Bvevimstrum    Lesuer    " 

MASNm,  11   T    -     WILSON. J    H         Uffice    or    Nuclear    Reactor    Regulation 

BO/O3/31          Ip 


H      General 


apondenc  o 


B004030123   Responds    to    790S16,  111-    re    plans    to    reopen    TM1-1 .  nuc  1  ear 
plant    const    In  NJ  t  nut  1  edr    accidents   Plant   cui  1 1    not    reopen 
until     safety-related     issues    are    resolved    Provides     info,    re 
plants     in   NJ   No    diseases     resulted    rrom    TMI 
DENTON.H   R         Office    of    Nuclear    Reactor    Regulation         BO/03/03         2pp 

--9004030129   Opposes    res  bait    of    TMI- 1. cons  I    of    nuclear    plants    in    UJ   J 
nuclear    accidents    due    to    health    naiards   &   risks    to   public 
safety 
FOSTER,  K.         Aff  I  liation    Unknown         /9/08/16         2pp 


8004100466  Notice    that   CJ  Valore    appaars   at    attorney    of   record    for 
petitioner   BE  Donelsoni  Mayor    of   Lower   Allouiays    Touinshipi 
Sal  tin  Countij.  NJ 

VALORE.C.J        Louier   Allounys    Creek,    NJ        VALORE,  C   J        Valoro,    C 
90/03/25        Ip 

80041005B3    Intervene!1    request    for    suspension    or    moratorium  on    Issuance 
of   CL    Issuance   mould    permit    same    enlarged    spenL    fuel    pool 
that    li    subject    ot    ongoing    hearing 
DONELQuN.B   E         Lower    Allouays    Creeki     NJ         30/O3/23         4pp 


P      Operating    license    stage    di 


:nts    '<    correspondence 


800424040S  Forward*   NRC   confirmatory    orders 

STELLDiV        Office    of    Inspection   't  Enforcement, 
Director        BO/O4/04        Ip 


Office    of    the 


— a0042-104'?3  Order    confirming    util    commitment    to    perform   review    requested 
bi|    IE  Bulletin   79-27    Info    required    is    specified    in 
Attachment   A 

BTELt-0,  v        Office    of    Inspection  &  Snt  ore  ement.    Office   of    tho 
Director        80/04/04        ipp 

SO041S0456  Forwards    commants    (n    opposition    to   Township    of  Lomer 
Allouays   Creek    B00323  request    for    suspension   of    Issuance    of 
OL   per    10CFR3  206   Delay    not   warranted 
HETTERHAHN,  M,  J        Conner,    Moore    *   Corber        BO/O4/II         Ip 

—  8004150469  Comment  i    in   opposition    to   Township    of   Loutr   Allauaijs   Creek 
800325    request    for    suspension    of    Issuance    of    OL    per 
IOCFR2  206,  Urge»    denial    due    to   untlmellness    of    petition   !• 
Inadeituacy    of    allegations    re    noncompl lance   w/NEPA   rules 
•     Public   Service   Electric    t    Oas   Co      of   Neui   Jersey        *      Conner. 
Moore   h  Corber        BO/04/11         Bpp 

8004310391    Forwards    response    to    Public   Svc    Electric    &   Oat   Co    of    NJ 
cammenti   ra    request    of   Lower    Alloways   Creek    Taunship    Far 
iuip*n«ion   of  moratorium   of    issuance    of   OL  OL    should    not   be 
iiiued    until    concluiion    of    ASLB    hearing 
VALORE.C   J        valors,    C        BO/04/13        3pp 

BO 04360 190  Forwards    Director's    decision   under    10CFR2   206   denying    790B03 
{<  31    petitions    re    Issuance    of   OL  Related   FR   notice    one  1 
DEHTuN.H  R        Qfftco   of   Nuclear    Reactor   Regulation        BO/Q4/i6        Ip 


QDO423O33B   Confirms    B004I7    discussion    u/[)F   Ross    re    util     safety    revlou 
group     commitment    to    report    to    general    manager    of    licensing    j, 
environ  within    engineering    >,   const    dept   Commitment    refers 
only    to    low   pouini     test    program  t    does    not    preclude   mods 
ECKERT.R    H         Public    Service    Electric    !.   Gas    Co      of    Neu    Jersey 
BO/04/1Q         Ip 

B0043503A6  Responds    to   B001O7    Itr    re   OA   icquiremonts    for   diesol    fuel 
ail    Fuel     is    supplied    from    da<J     tanVs    luhich    are    fed    from 
20i  OOO   gallon    stoi age    tanks    Lists    Teen    Spec    requirements 
re    surveillance   of    fuel 

LIBRIZ2I.F  P         Public    Service   Electric    !(  Oas   Co      of   New  Jorssy 
9Q/04/21         Ip 

Q       Inspection    reports.     IE    Bulletins    >j    correspondence 

B00408031B   Submits    response    to    IE   Bulletin    79-27    re    loss    of    instrument 
control    pouer    ti   effect    an    ability    to   achieve   cold    shutdown 
Failure   analysis    on   circul t-by-circui t    bans    to   check    bus 
loads    &  alarms    40X   complete   Submittal    by    B01001 

SCHNEIDER, F    U         Public    Service    Electric    t,   Oas    Co       of    Ncui   Jersey 
8O/02/26,        2>p 

0004170268   Foruiards     IE    Insp    llepts    SO-272/79-32   t    50-311/79-37    on 
79H1S-1315  Ha   noncamp  1 1  ance   noted 

QRUNNEfi'E  J        rteglon    1,     Philadelphia,    lleactor  Operations  Nuclear 
Support   Branch        60/02/26        Bpp 

— B00417O293    IE    Insp    Repts    90-372//9-32   !-    50-311/79-37    on   79111B-1215   No 
noncompl iance    noted    Major   areas    inspected    plant    operations, 
including    tours    of    f  ac  1 1 1  ty.  log    fr   record    ravl  euu  review  of 
licensee   events,  IE  circulars   S    bulletins   t-   followua    items 
KEIMIO,  R  R        Region    1,     Philadelphia.    Reactor   Operations  Nuclear 
Support    Branch         JOHNSON.  D   F    ,     NQRHOLM,  L   J        Region    1, 
Philadelphia,     Office    of     the    Director         BO/02/20         20pp. 

8Q04320<U6   Forwards    IE    Insp    Itopls    50-272/79-32   ft    SO-311/79-37    on 
7911IB-1S15   lc   B00109 

ORIER. D  H        Region    1,    Philadelphia,    Office    of    the   Director 
30/02/26        Hpp 


132 


DOCKETED  ITEMS 


50-311/79-37 
ed     individual 


791116-1215   *< 

shift 


—  QOO4220-UV    IF    Jtisp.    Refti    ^0-2,*2/  '9 

BtXMO1?      NDncoinp  1  lamt  e    nutpd     unauthDiu 

ap  p  I  ove-i     tagging     r  eq  u  pa  t    v^o    triculedge 

supervi  sol 

HEIIllGi  D    F,     JQIUJSQN.  l>    F         Region     1,     Philadelphia,    Realtor 

Operations    Nuclear    Bupporl     Branch         NnRRWOl  M,  L    J        Region 

Philadelphia,     Office     of     Ifie    &irectai          60/02/30        2Ipp 


euQfl2404'J4   Respond*     la    If     bulletin    £0-1)3    lnt*rin    findings    of    visual 
i  nsp     indicate    adsorber     cells    -ar*    adequate    w/Pe-uj   exception^ 
Investigation    *•    evaluation    are    venturing    Final    rept 
eipected    tii    SQO331 

SCHNEIDER    F    U         Pub  lie    Sef^ic*    Elect-tit     •.   Gas    Co       of    Nem   Jersey 
Jpp 


0004150177    nppros-es    SOO30/    re/ised    cable    tiaij    firestap    design    far    ut> 
inside    containment    Revision    rtia'<es    minor    changes    to    design 
approved    7Q32I-1    Modi    will     not    affect    performance    of    firestop 
in    preventing     prop-ag-atian    of    rire 
JiEID.  R   II         Operating    Reactors    Branch    4         BO/03/13         3pp 


G004170209    Forurarifs    results    of    HfiC    800310    site 
of    emergency    planning     at    facility 
REID.fi    IJ         Operating    Reactors    Branch    •!         BQ/04/O2 


t    to    revieui    statin 
i>pp 


8OO"lOlOfli)7   Forwards    res.pQ 

at    TMl-Suppj      '    rtrialys.es    re     made 
perf  arjnea 

MITTL.fl    L         Public    ber.jte    Clect 
BO/O3/26          lp 


to     1C    Bulletin    7<J-OiCj      "Nuclear    Incident 


!    Cas    Co       of    Neiii   Jersey 


BCQ41SQ23*)  Forwards  It  \nfo  Notice  00-1=1, 
Opening  of  POfiV  *.  Block  Valve  "  (Jo  spec 
F-espanse  necessary 

CRIEH.BH         Region     i.     Philadelphia,     OF* 
aO/03/31          lp 


'  Instrument  Fa 1 1 1 
. f i c    aci i on   or 


tne    Dirpcti 


Foruiards     IE   Circular     60-05,      "Craergencg    Diesel    Generator 
Lubricating    Oil    Addition.    i-    Dnsite    Supply     "    Mo   written 
response    required 

QRIER, B    H         Region     1,     Philadelphia.     Office    of    the    Director 
BO/04/O1          lp 

80O4110SO7    Forwards     IF    Inro    Malice    BO-1J.     "GE    Type    SEM   Control    Suitches 
D-ofective    CAM   FD]  lowers     "    WQ    written    i  espouse    required 
GHIER,  D    H         Reoiar     I.     Philadelphia,     Office    of     the    Director 

eo/oi/o-2      ip 

S00424O346    Forwards    IE     Info    Motice    BO-]-!,     "Bafnt^    Suggestion*    From 
Employees     "    No    action    required 

GflIER,B    H         ffegion     I,     Phj  Urfelphi »,     Office    of    the    Director 
BO/04/02          Ip 


G00423052B   Responds,    to    NRC    90O337   request    to    incorporate    vital    ,ireo 
analysis    results     into    physical    security    plan   Amend    7    to 
security    p  1  an,  submi  i  te  d    791  21S.  itic  ludos    analysis    results 
Requests    verification    of    receipt    of    all    five    copies 
MrtTTIMrJE.  0    J         Saciamento    Municipal    Utility    Uistrlct         BO/04X31 
2pp 


Ad  judicatorj    con 


aaQ4CWul87   Order    granting    eitension    of    time    until    BOO319    for   NRC    to 
file    briefs 

DEAME.R   H         V    S      Court    of    Appeal*    9th    Circuit         FflEEMflN.  K    D 
California.     State    of          80'02/ai         lp 

GO041  10074   Apclogiies     FOT     nit    giving    testimony    at    Sacramento    hoarltig* 
due    to    prior    c  nrtmi  tment  s    Mods    should    incorporate 
s  tate-of-the-arC     In    safety    of    design    (<    operatton 
J         Affiliation   Unknown         90/03/10         2pp 


BQ04QB0705    Fariuar-Js     llceneee    testimony    by    R/i   Dletench    in    responas    to 
CA   Energy    Commission     IssoB    5-2   W/o    encl 
BAKTEfl.  T    A         Shau,     Pittman-     Potti    ii   Trouibrldge         90/O3/11          lp 

800402045-)   Foruards    Cqjnmlssion    300306    order    re    Met   Ed    mg  t    competence 
Issues   which    may    be    relevant    to   proceeding 
LEWIS,  S   H         Hearing    Branch    3         30/03/17         lp 


BQQ41BOL86   Foruand!     tE    Cireulai     QO-07,     "Problems   H/HPCI    Turbine   Oil 
Sy*     "    No    ujritten    response    required 

CRIER,  G   H         Hegioi)    ],     Philadelphia,     Office    of    t^e    Director 
80/04/03          lp 

B004330455   Foroiar-d-s     IF    Bulletin    79-O3A,     "Longitudinal    Held    Defects     in 
ASME    SA-313,  tijiie    30-1    Stainless    Steel    Pipe    "    Ac  1 1  HI)    required 
URIERpB    H         Rffgion     I,     Philadelphia,     Office    of    the    Director 
80/04/04          lp 


B004030329   For-uards    ACBS   800311    1  tr    re    DullBtins    li   Orders    last    Forte 
ret ommanda 1 1 onsi  uh Ich    may    be    relevant    to   proceeding 
LEWIS.S   H         Hearing    Drancfi    2         BO/03/20         lp 

--S004030333    Cammenta    on    Bulletins   fr  Orders    Task    Force    recommendatloni 
raiult   of    BOOaOA-oa    ACR8   S39th   meeting   Action    plan   review 
underuay 

PLESSET.H    8         ACRE    -    Advisory    Committee    on   Reactor   Bafeouarri* 
BO/03/11          3pp 


BOO4180276   Foiuards     IE    Bulletin    6O-OB.     "Eiam    of    Containment    Liner 
Penetration   [Jelrfs    "    1-lritten    response    rffiluired 
GHIER.n    H         Flegion     1,     Philadelphia,     Office    of    the    Director 
OO/O4/07          lp 


GOO'4010S?3  Forua-r-d*    list    of  NRC  admitted    testimony   which    ihould    be 
found    fallowing    Transcript     1163   Requests    that    list    be 
inserted    in   record    of    H0040B   session 
LEWIS,  e   H        Hearing    Branch   2        90/03/34        3pp 


S      Reportatle    occ  uri  eric  e  s,     1ER9    b    I  elated    torr  cspc-ndpnce 

30042300B-1    PNU-77-143   Pacific     Curap    Co    aurpliefl    facilities    us/production 
lot    of    40    pumps    info    using     shflFts    made    cf     inferior    matl 
Cause    unstated    All     utils    iu/pumps    vtrrs    notified    UK 
head  quarter  i    notified    an    7701312 

WHITi.K   IJ         Region    2,     Atlanta,     Office    of     the    Director         77/09/12 
lp 

0004100611    Ack    receipt    of    final     deFiciencij    repi    re    design    dePoct 
In  oujiliarij    feedijiatcr    storase    tanli    uiatHr   m.iteup 
CARLSON. R    T         (Segion.    1.     Philadelphia,     fieactor   Conitruction    !. 
Engineering    Support    Branch         SO/03/12          (p 

— S004tOOi,13   Final    d  e  f  I  c  i  BTK  y    vept    choc  I    valve    2DR-7    failed    to    meet 
applicable    seismic     Class     E     loading    Caused    6^    design   defect 
Adril     support    will     be    tomplsted    by    H00328 
MARTIH,  r     '         ~    •  -  -        -  ~-  '     - 

30/02/15 


MARTIH,  T   J         Public    BeTvice    Electric    'f   Gas    Co      of    New   Jersey 


V     Oporator   Eiaminations 

Q004030257    Providei    add  1     info    par    8-00135   request   Operator    licensed    for 
one    unit    of    two-unit    facility    nnuit    tale    oral    t  written 
eiamination  when    applying    -foi     Hcenie   on    second   ur.it 
Applicant    mutt    scare    min   BOX    overall     to    receive     llcfrnie 
COLLINS. P    F         Clperator    Licensing    Branch         BO/03/20         2pp 


13004010362  Requests    that    1  tr   &    end    newspaper   article    be    included    In 
BOOS  13    hearing     record    Prote-sts    misleading    testimony    of    utll 
engineer    Requests    Emergency    Preparedness   Review   team  rept 
1PBER.H    W         Affiliation    Unknown         80/03/35         2pp 

8004030362   Foruiartfs    technical    documents    in   response    to   ASLD   reqiiBBt 
b*    informed    of    BO  022  A    incident   analyses   It    implications 
NU/(EQ-06i7    re    BJ.W   ajipapent    Unsigned    plant    sensitivity   will 
be    transmitted   uhon    final 
UeWIS,S   H         Hearing    Branch    3         60/03/25        2pp 

0004080414  For-iuards    INPO-NA3C    "Analysis   &  Evaluation    of   Crystal    (liver 
Unit    3   Incident,"    as    Fal  louiup    to  300333    Itr  Forwards   NUREC- 
0654,  Vol    I    "Hept    of    Dulletina    E-  Order*    Task   Force,"    for    info 
to   ASLD   !<   parties    W/o    encl 
LEWIS.  S  H        Hearing    Branch    S        BO/03/26        lp 


Forwards    NUREG-O64S,  Vol    II.  to  ASLO  h  parties    per   Cole    It  Shon 
reques  ts   U/o    enc  1 
LEWIS,  S  H        Hearing    Branch    H        60/03/87        lp 

8004230090  Forwards    Commission   S003S1   memorandum  &  order   re 

consideration    of   Class    9   accidents   beyond    design  basit    in 
Black   Foi    Station    proceeding 

BAXTEFl-T  A        Shaui.     Plttnan.    Potts  i.  Troubrldge  BO/03/S7        2pp 

3004090333   ftospon,d3    to   CA   Energy   Commission   B00321    request   of   D   Mann 
for    certain   documents    Crystal    Rivor    event   document!    were 
provided     In   30O335    r,    36    t  ran  ami  ttals    Mr    Hint    itudiei    are    in 
planning    stage    Task    B-24    documents    end    W/o   encl 
LEWIS,  3   H         Hearing    Branch    2         90/O3/28         2pp 
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BOO4170109  Forwards   notice    of    violation)  no t ice    of    proposed    imposition 
of    civil    penalties    Is    order    modifying     license    re     operation    of 
plant    ^/portions    of    ECC3    in    degraded    conditions     res-ulting 
from   personnel    eri 01 s     in    imp  lamenting    operating     procedure: 
STELUQ.V         Office    of    Inspection    tt    Enforcement,     Office    of     the 
Director         SO/04/01         3pp 

— 8004170115   Notice    of    violation    from    insp     in    Fob     19BO   of    Licence    DPR-94 
Noncomp  1  lance    noteil    two   valves    in   HP  1    cross-connect    line 
closed    '-    reactor    critical    in/ only    one    HP  I     pump     operable 
contrary    to    Tech   Specs 

*  Office    of     Inspection    '/    Enforcement.     Office    of     the    Director 
BO/04/01         3pp 

— BQ04170I21    Notice    of    pi oposed     imposition    of    civil    penalties    Util    should 
pay    civil    penalties    OP    protest    by    written   answer    uiithin 
SO  days 

*  Office    of    Inspection    >J   Enforcement,     Office    of     tho    Director 
60/04/01          Ip 


8004040005   Furuards    outline    ot    p  lant-spoc I f i c    questions     to    bt    addres-sed 
in    addition    to     info     rennr*J    by     IE    Dulletin    79-27    IB    S002Q6 
reactor    trip    at    Crystal    Ri.er    Sequence    of    events    !•    planned 
corrective    action?    also    «ntl 
DENTGN.HH         Office     of    Hue  Lear    Reactor    Regulation         &0/03/06         26pp 

B0040301O3   Forwards    "Nuclear    data   Link    Specs,"    study    of    digital 
communication    sijs     to     transmit    into    Tiom    plants     to    Hethesda 
Operations    Ctr 
EISENHUT.D   G         Division    or    Operating    fleactors         BO/03/12         Spp 

--B00403Q11B    "Nuclear    Data    Lint    Specs    " 

»       Division    of    Operating    Keattors         BO/03/21          2Bpp 

8004030230   Notification    of    BOO31B   meoeting    ui/all     operating    DMJ    reactor 
licensees    in    nethesda,  I1tl    to    e/aluate     implications    of    Crijstal 
fllver    Unit    3    event    &    response    to    IE   Bulletin   79-27 
REID.R    U        Operating    Reactors    Branch    1         BO/03/M         2pp 


— 0004170129   Order    modifying    Licence    DPR-54    to     Include    t.    implement 
administrative    procedui es    requiring    independent    verification 
of   valvlng    line-upa    li   Equipment    operabllity    when    safety- 
related    equipment    is    i  emovod    or    placed     into    svc 


STELLO,  V 
Directs 


Office    of    Inspection   &•  Enforcement,     Office    of    thi 
80/04/01          Spp 


BQOfl030026   Memorandum    of    understanding    tiotueen    NRC    S.    FEMA   re    prompt 
improvement    in   radiological    emergency    planning   !• 
preparedness,  d istr ibutod    as    Hoard    notification 

GOSSICK.L    V         Office    of    the    Etocutive    Director    For    Operations 
BO/Ofl/02         34pp 

QO04110142   Foriuards    NRC    testimony    of    HL   Canter    re    SMl>D   competency     to 
operate    facility    Supplements   NRC    testimony    of   AD   Johnson   & 
QB    Zuetiig    on   Friends    of    the    Earth    Contention    Ill(d)    &    ASUD 
Question    32 
DLACK.R    L         Hearing    Branch     1         60/04/02         2pp 

— 9004110151    NRC    testimony    of   HL  Canter   re    5MUD   competency    to    operate 
facility    Supplements   NRC    testimony    of    AP  Johnson    &  00 
Zuitilg    on   Friends    of    the   Earth   Contention    Ill(d)    &  ASLP 
Question  32  Prof   qualifications    oncl 

CANTER. H  L        Region   3,    San  Francisco,    Office    of    the    Director 
80/04/03        lOpp 

FJ0041404B2  Forwards   Apr    I960    "Transient   Response    of   BfeU  Designed 
Raactori)"    draft   NUHEQ-0667   NRC   witnesses    will    bo   able    to 
adtfresi   rept    during    B0040B    testimani)   &   elimination    W/o    end 
nt-ACR,  R  L        Hearing    Branch    1        BO/O'l/03        2pp 


H      General    corroipondance 


7906290954  Responds    to   790411    Itr    on    reactoi    eof  oty,  c  lar  1  f  ij  Jnfl 
concern!!    re    bavi  a-Dosse    shutdown   t    geologic    faults    near 
Diablo   Canyon 
EIBENHUTiD   0         Division    of    Operatinfl    Rc-actorl         7'7/O3/Ea         2pp 

9004030263  Eipreatcs    confidence    in   Util    nig  t    eip  ert  1  so,  pub  1  IE 
conic  iauiness   %   sense    of   accountability   BiJppo-rti    continued 
operation   of   plant 
FLYNNiP        Affiliation   Unknown        BO/02/27         Ip 

6004140122  Respotidi    to   791227    Itr    by    forwarding    PA   Emergency    Mg  t   Agency 
bootleti     "What   You   Should   Know  About   Nuclear    Incidents    " 
Specific    info   may    be    obtained    from  Sacramsnto    Countij   Ofc    of 
Ei'Brgfney    Svcs   President   Carter   79 1307    statement    en-el 
DENTON.H  R        Office   of   Nuclear   Reactor   Regulation        BO/03/03        Idpp 

B004O40001    Requests   nuclear    development    to    provide    for   asrieultural 
future   demands    in   addition    to   development    of    all    energy 
sources    if    proven   not   detrimental    to    environ    Sites    facility 
•it   model    nuclear    plant  Supports    continued    operation 
HILCOX.L        Affiliation  Unknown        BO/O3/07        Ip 

BQQ4O30012  Demands    Immediate    shutdoun    of    plantr before    realities    of 
nuclear   accident    become    reality    In   CA 

BCHASER.H   .    SCHWElDiS   ,    Kl-EINi  D        Affiliation    Unknoiun        BD/03/15 
3[ip 

P      Optra  ting    license    stage   documents   i   correspondence 


8004080677   Not  i  n cat  ion    of    800327   meeting    u/D&W,  DOE   t    util     in   DethesDa, 
HD    to    discuss     lead     tost    tissemtiliea    using    U   mill     tailings 
BANDS,  S   P         Reactor    Eoretu.    Branch         BO/03/13         2pp 

B004O204i>9   niacusses.    h-jdraulic     snubDer    surveillance    performed    durinfl 
I960   refueling    outage    Testing    of    Grinnel    snubbers    not    needed 
during     follouon    tests    Upbuilding    >j    testing    of    Failed 
snubbers    fulfillodl    T«ch    Specs    requirements 
REID)R    U         Operating    Reactors    Branch    4         BO/03/19         3pp 

80041001 15   Forwards    results    of    NRC-sponsored    vital    area    analysis    for 
util    far    info    4    action   Requests    notification    of    revisions 
uiithin    30    days    ot    receipt    of    If    Eric  1    withheld 
(ref    1OCFR2   790) 
REID.R    W        Operating    Reactors    Branch    4         90/03/27         3pp 


60011002-11  Forwards  Amend  29  to  Lie 
notice  of  issuance  &  availability 
REID.R  U  Operating  Heactars  Branch  <1 


DPR-S4.  safety    evaluation    I. 
BO/03/31         3pp 


—  8004100246   Amend    3f.  to    License    [1PR-54,  tel  mlnat  i  ng    ECCS    eiemption    to 

10CFRSO   46    for    fuel     loading    used    during    Cijcle    4 

tlEID.R   U         Operating    Reactors    Branch    4         30/03/31         27pp 

~a00410oasi    Safety    evaluation    supporting    Amenif    29,  to   License    DPR-54 
«      Office    of    Nuclear    Reactor    Regulation         BO/03/31          13pp 

—  -8004100255  Notice    of    issuance   >-  ava  i  I  ab  i  I  i  tu    of    Amend    29,  to  License 

DPR-Q'l 

REID.R    U         Operating    Reactors    Branch    4         BO/03/31         Spp 

8004210339   Summary    of    0002P2   meeting    u/flMJ    owners    group     in   Gethesda.Md 
re    abnormal     transient    operational     guide  lines 
BEIOEL.il   L         Reactor    Slaloms    Branch         80/01/02         4pp 

Q0042S036B  Summary    of    BOO-lOa  meeting    w/utl  Isi  BVU.  NU8  Corp   t-  McCraio-Hill 
in    uethesda.MD    re    draft   fJUFiEO-D6t7,     "Tianaisnt    Response    of 
BtW-Desi  gned   Kcactars    " 
CAPRA.H    A         Stondardliation    Branch         HO/04/04         7pp 

3004180490  Notification    of    000433  meeting    w/utlls  !-   DtW    in  Dethesda.MD 

to    discuss    implementation    of   recommendation!    by  D'jW  Reactor 
Transient   Response    Ta-sk   Force 

CAPRA.R  rt        Standardijallor.    Branch        60/04/03  Ppp 

000415O439   Responds     to    NRC    request    for    info    to    suppl    791017    response    to 
NRC    re    grid   voltage    degradation    Info   will    be   submitted    bij 
800423 
MATTIriOE.J   J         Sacramento    Municipal    Utility    District         BO/04/OS         Ip 

60O4160234   Submits    add]     info    revested    by    NURCG-057B    post- 
implementation   revieui    team   re   Category   A  tt  0    items 
HrtTTlMDEiJ  •}        Sacr-amento  Municipal    Utility   District        60/04/11 
91pp 

600421031')   Notifies    of    fulfillment    of   conditions    stipulated    In   order 
far   mod    of    license    which    required    licensee    to   adopt   tt 
implement  attmini  strat  i  ve    procedures    for    independent 
verification   of    valvirg    lineups   't   equipment   operability 
MATTIHOE.J   J         Sacramento   Municipal    Utility    District         QO/O4/14 
2Pp 


7903170134  Forwards    revised    radiolofiical    effluent    Tech   Specs   which 
Include  requirement*    of   NUREO-047B 
MATTlHDEiJ  0        Sacramento   Municipal    Utility    District        79/05/15        1 

— 7905190137   Rsvised    radiological    effluent    Teeh    Specs    including    cold 
hot    shutdown   &   protection    Instrumentation    logic 
*     Sacramento   Municipal    Utility   District        79/O5/30        300pp 


8004220569  Ulthdraws    800  30  B   commitment    concerning    Part  Di  Item  9    of  NRC 
600226    Itr   re    proposed   mod    of   auxiliary    foedwater    «ys 
Operating   Procedure    A    91    Approval    would    imply   plant    could 
be    safely    shutdown    ui/o   offslte   pokier    or    diesel    generators 
MATTIHDE.J  J        Sacramento   Municipal   Utility   District        00/04/14 
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QOC"123Q7O<?    Recoifienos     that    Tema,al     of    ref    ID    3   2   weight    percent    re 
U-235   be     incorporated     uit  a    nsi  t     r<?  1  oadi    sub-ni  tta  1 
MATTIKO£,J    J         SaerfliiBMto    Municipal     Utility    District         00/04/11         Ip 


aOO)23049&   Ravises    SO&IO7    i»sc. 

3   2   P    b.nnsite     tethi,  ic  il     s'jpjiot  t    c 

corvnun  i cat i ons     operations 

rtATTHIflC    J     J       Eati amento    tluiuripal 


to    I4U(IEC-O5?B    Category   A,      Item 
c  t  r  ,  i  E     interim 


Dutnel         BO/G4/17        3pp 


600,13903^3   Foiuaid;    Revision     1     to     inservica    testing    praflram    Submits 
program    changes     '*    reque-st     for    relief 

HATT1I10E,J    J         Sacramento    Municipal    Utility     District         BO/Q1.M7 
2pp 

— 800429053*   Revision     1     to     inservice     testing     prograin    re    ASME    code    cl-ass 
valve     testing    requirements 
»      Sacramento    Municipal     Utility    District          60/04X17         llpp 

G       Inspection    lepcrti,      IF    Bulletins    '     cor T espand ence 

B0040400S')    r  or  wards     It     Insp    Rcpt    50-312/79-29    on    /91313NO 
noncomp liance    noted 

HOOK.H    E         Region    5,     San    Trancisto,     Fuel     Facility    t.    Materials    Safety 
Branch          tJO/02/22         2-pfi 

--8004O4OO55    IE     Inip    Rept    50-313^79-29    on    791213   Mo    nonromp liance   noted 
Major    areas     inspected    one    shipment    of-    lou    level     radkiastc-    'or 
disposal 

BDQKrH  E  ,  PECH,  C  C  Region  5,  San  Francisco,  Fuel  FatiUty  tt 
Materials  Safety  Branch  THOMAS.  R  0  Region  5,  San  Ft-ancnco, 
Office  of  the  Directoi  90/O2/21  flpp 


aOU'121043J   Foruiar-ds     IE     Insp    Rept    50-312/QO-OB    on    B00304-0&   Ha 
none  omp  liance    rioted 

'jPEIICLR.G   G         Region    5,     San    Francisco,     Reactor    Construction   & 
Engineeiing    Suppoit    Branch          Q&/03/21         2pp 

— a001210flia    IE     Insp    fiept    50-312/80-00    on    800304-05    No    noncompl  i  anc  e 
noted    (lajor    .aieas     inspected    ULti^itlcs    performed     in    response 
to    IE    Bulletin    79    03,     "Pipe    Support    [lase    Plate    DEaign   Using 
Cancreto    Ei-pansion    finchai     Holts    " 

DODDS.n    T         Region    S,     San    Francisco,     Roactor   Construction   & 
Engineerinfl    Suppdit    Hi  anch          NARBUT,P    P         Region    5.     San   Francisco, 
Office   of    the    Diipttor          £0/03/30         5pp 

9004210231    ftcV    receipt    at    BOO312    Hr    informing    NRC    of    steps    taken     to 
correct   vlcldbiotis    noted:     in     1C    Insp    Rept    3Q-312/BQ-02 

QQQH,h   E         Reoion     5:     San    Francisco,     Fuel    Facility    &•    Materials    BafElij 
Branch         £30/03/35  Ip 

— BQOfl210537    RffSoonds     lo    HFiC    S00221     Itr    re    violations    notod    in     IE    Imp 
Root    50-312/30-03   Collective    actions    Maint   Procedure    M-112 


checklist  of  i 
WALBDIDGEI.W  C 
3pp 


tiuo     i  nsp  6  ,  c  lean  Ing  s    i.    completion    Qf 
eqis    per     week 
Sacramento.    Municipal    Utility    District         BO/O3V12 


1C 


Rapt    30-312/BO-Oa    on    B00121-23   t>    notica 


--a0012100'll    Toiu 
of   violation 

aODl*.H   E         Region    D,     Ban    Francisco,     Fuel    Facility    &    Materials 
Safety   Branch        60/02/21         3pp 

—8004210243   Notice     of    violaHon    from    insp    nn    000121-25 

•     Region   5,    San    Tia-nclBco,    Office   of    the   Director        00/02/2O 


Q004aa01iB   Formai-ds     IE    Insp    Rept     5O-312/BO-05    on    000130-0201,12-15   t 
17-16  No.    noncomp  1  lance    noted 

SPENCER,  0    b         Region    3,     San    Francisco,     Reactor    Construction    t. 
Enginoenns    Sunport    Branch          BO/O3/Ofl         2(tp 

--3004290180    IE    Insn    Rept    50-312/SO-03   on    600130-020^12-15   t.    17-16   No 
nont  DITB  1  lance    noted    Major    areas     inspected     licenser 
activities,    performed     in    response    to     IE    Dulletin   79-02   & 
ac  1 1  vi  t  les,    perf  ormeil     for     inseTvice     insB    for     19BO 
DaDSS.K    T         tieolnn    3,     Ban    Pranclflco,     Reactor    Construction    t 
Engineering    Support     Branch         MAHOUT,  P    P         Region    5,    San    Francisco, 
Office    of    the    Director          60/03/03         7pp 


— Sa042l02flB    IE     Intf    Rept     50-31P/BO-02   on    800121-25    Noncompl  lane  o    note 
total    ctilarine    c  one  en  Li  a  t  ioh    in   plant    effluent    oiceoded 
limit 

GQOR,H   E         llogian    3,     'San    Franciscoi     Fuel    Facility    !<   Materials 
Safety    Dranch          FIGIi,  ri    F         Region    5.     San    Francisco.     Off  lea    of    the 
Director         BO/03/20         12pp 

3004260314  Fui-ujards    1C    1  nap    ilapt   50-312/SO-04   on   000312-15, 23-29   fc 
0303-07   No    tioncomn  1  lance    noted 

CREWS,  J   I          Region    9,     Sail    Francisco.     Reactor    Operations    Nucl.ua! 
Support   Branch         IwrTZHl.O    0        Region   5,    San  Francisco,    Office    of    U 
Director        GO/Q3/2&        2pp 


000421022^    Foruarils     IE    tn?p  Beat     50-312/80-01     on    BO 01 17-26   No 
noncomp Itance    noted 

CREWS.  J    L         Region    5;     Ban  Franctica,     Reactor    Operations    Nuclear 

Support    Branch         BO/03/1O  .2pp 

— 3004210329    IE     Insp    Rpp  t    50-313/60-01     on    SOOll7-3i.   No   noncomp  I  lancq 
noted    Major    areas    inspect-ed    prooresa    In   coraplettoi  of 
required    firo    protection    mods.najor   maint   t    mrvei  1  lance 
performed    during    lefueling    outag-e 

rA<JL.AEMOCnRV,  B         ftegion    5,     San    Francisco.     Reactor    Operation* 
Nuclear    Support    Hianch          ZWETZIO.O    II         Region    5,     San    Francisco. 
Office    of     the    Director          3O/Q3/07         4pp 

6004040124   Act    T-eceipt    of    000327     Itr    mfc-rniing    NRC    of    stops     laUn    U 
corro-ct    violations    noted     in     IE    Inap    Pept    30-31 2/79-17 
SPEfKER.  0   3        Region    3,     San   Franciscn,    ReattoP  Construction    t. 
Engineering    Support    Branch          H(J/03/17          Ip 

—80040.10 137  Hespond,    t0   MRG   gooaoi     Iti-   re    violations   noloJ    in    IE    In»p 
Rept    50-312/79-17    Corr&ctive    actions    revisions     in   Procedure 
MT  O17   luere    approved   gtJOSOa   t,    ihsp    data    has   be*n    revlenred 
according     to    revised    acceptance    criteria 

WALURIDQE.W  C         aaevamento    Municipal   Vtllity   District        80/02/37 
Spp 

--8004040146   Forwards    IE    Imp    Rept    50-312/79-17   on   790724-33.0801-03,30! 
27,     S    QOOltQ-11    6    notice    of    violation 

SPENCER,  1  S        Region    5.    San   Francisco,    Hsac  tor    Construction  !- 
enaineering    Support    Branch        80/03/01         2pp 

—0001010151    Notice    of    violation     ft- am    into    on    7^0724-25,0001-03,20,27    (, 

aoono-ii 

#      Region   6.     San   fraeicisco.    Office    of    the   Director        90/01/31         Ip 

—8004040161    1C    Iris?    Rent    50-315/79-17   on   7-70724-29,  OBOl-02. 20. 27   tc 
ecoiJO-it    NontompIIance    noterf    failure    to    fill    in  aceoptanct 
criteria    coUntns    on   data    sheets    for    imp    of   concrete 
fasteners 

DDDDS,R   T        Region   s,    San  Fi-ancJico,    Reactor  Con.truction  t, 
Engineering   Support    Branch        NARBUT.P   D    ,    HAIST.BP        Region   S,    Sun 
Francisco,     Office    of    the   PiT-Bctor        BD/OI/31        9p,, 


—  a004SB022ft     IE    Insp    Rept     5O-31  2/QO-O-l    on    00021S-15,  12B-S9   &   0303-O7   lln 
noncomp  1  lance    noted    Majoi     areas    inspected    status    of 
completion   of    selected    fire    protection   modi,  corop  )  otlon  of 
rentjirod    mads    &   main!    dui  ing   refuoling    outage 

FAUL.KENBCRRY,  Q          Regian    3.     San   franc  i  sco,     Doactov    Opurattona 
Nuclear    Support    I)  ranch         ZWETZ10,o  H        Region    5,    Bon  fi-siic  i  »c  o, 
Office    of    the    Director          0(1/03/29         8pp 

Q004150B1Q  ForiuorJs    IT    Info   Notice   60-12.     "Instrument   Falluro    Causai 
Doening    of   PC1IIV   t-    Qlock    Va  Ivo    "   No   specific    aclign    or 
rospoins   nee  osaflry 

CNGEUKEN,R   H        R«glon    5,     «an    Francisco,    Qffice   nf    tha    Director 
00/03/31         Ip 

QOOfllOOlOS  forward*    1C  C  U  c  u  lar   QO-05,     "Emarjenci)    Diuaol   Oenorator 
Lubricating    Oil    Addition   *f   Onoilo   Supply    "   No   urlttBn 
responie   roq.ulred 

EHOELHEN.fl    H        Jtoglon    1.     San   Francisco,    Office    of    tin   tHreclot 
SO/04/01         Ip 

0004110115   Fgriiiar*5     IE    Info-    Notica   80-13,     "GE   Typo    SCM   Control     BijfltU>»» 
Dafective    CAM  Folloliiura    "    No    specific    action   or    rttpo.nl* 
required 

ENOELKEU,  R  H        Rngion    5,     ban   Francisco,    Office   of    IhB   Director 
DO/0.1/03         Ip 

H0042200SO   Forwards    IE    JnPo    Nc-tlto  80-14,     "Safety    SuogeaUona    From 
Krnp  loiicei    "   No    action    required 

ENGELKEN.R   II        Rcolon    3,     San  Francisco.    Office    of    the   Director 
BQ/Q4/02        Ip 

80041801&5  Forwards    IE  Circular   BO-07,     "Piobloms   W/HPC1    Tgrblne    Oil 
Sy«    "  No   lurillen    rDsponee    raquirod 

EI-IOELKEM.n   It        Roalon    5,     San  Francisco.    Officn    of    the   Director 
90/04/03         ip 


Forwards    IE   Bulletin  79~03ft.     "Lonni  tudinnl    Meld   Def»ctt    in 
ftBME  Bft-312,T.;pE    30'l    Stainless  Stoel    Pip»    "   Action    raquirad 
ENOtLKEH.R    H        Region    5,     Eau  Francisco,    QffU*    of    the   Direttor 
00/04/04         ip 


Ark    receipt    of    900311    Iti-    inPorniina   NRC    of    ittpt    taken   to 
corracfc  violations  not*!)    in   IE  Insp  Ropt  SO-31H/BO-03 
CREW9.J  L        Region  5.     Son  Francisco,    Reactor  Operation*  Nuc:l«ar 
Support   Dranch         BO/01/04         Ip 
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•—3004300433   Responds    to    NRG     1  br    ro    violations    noted     in    IE    Insp    Rept 
3O-312/QO-03   Corrective    actions    appropriate    Individuals    have 
been    made    cngniiant    of    prompt    report  ing    r&quiiements 
MATT1I1QE.J   J         Sacramento    Municipal    Utility    Diatrtct         BO/O3/ 19 
2pp 

— B004300439   Forwards    IE    Insp    ftept    50-312/SO-03    nn    B001Q2-31    t>    notice    of 
violation 

CREU5.J   L         Region    5.     San    Francisco,     Reactor    Operations    Nuclear 
Support    Branch         00/02/30         2pp 


Q004290454   Foruanj?    LEfl    80-U2I  /  G4T-0 

MATTrMOE,J   J         Sacramento   Municipal    Utility    District         80/0.1/31 


— BOO4270465   LEFt    SO-Q21/01T-0       on    OOfJCilB,  ravi  eu   of    previous    month    plant 
effluent    records     indicated     that    effluent    pH   eiceeded    3   5    for 
appro*    3-h    Caused    b  LJ     canal     pumping    station    being    out    of    svc 
for    appro*     two    months 

COLOMBO.  R    H         Sacramento    Municipal    Utility    District         80/04/21 
IP 


—0004-300440   Notice    of    violation    from    msp    on    BQ0102-31 

"       Region    9.     Ban    Francisco,     Office    of    the    Director         00/02/56         lp 

--B004300453    IE    Insp    Hept    50-312/80-03    on    800102-31    Nnncomp 1  lance    noted 
RQ  not   reported    at    proper    time 

CANTER, H   L    .     Q'RFUEN.J   P         Region    S.     San    Francisco,     Office    of     the 
Dlroctnr         FAULKENBERRY      Region    5,     San    Francisco.     Reactor 
Operations   Nuclear    Support    Branch        BO/02/26         12pp 

0004230190  Forwards    IE   Bulletin   BO-00,     "Eiam   of    Containment   Liner 
Penetration   U'elda    "    Written    response    required 

ENGELKEN.R    H         Region    5,     San    Francisco,     Office    of    the    Director 
BO/04/07          lp 


BOQ430O421    Advises    that    F(O   BO-JO    in    800417    1  tr    incorrectly    identified 
NAMCQ    switches    on    safety-related    valve;    as    functional    during 
accidents    Switches    utilited    only    roi     light    indication 
RO   8Q-20   mill    be    deleted    from   LER    file 
MftTTIt1QE,J   J         Sacramento    Municipal    Utility    District         80/04/23         lp 


T      Hearing    tranaciipt-s    on    non-ant  I  ti  ust    mfltlors 


QOQ40902b7   NI)C    testimony    re    A5LB    question    concerning    CA   Energy 
Commission   Contention    1-2   on    natural    circulation    If    reactor 
coolant    pumps    tiip    as    result    of    main    feedwater     loss, core    can 
be    adequately    cooled    bij    natural    circulation 
NORIAN,  P    E         Analysis    Uranch         BQ/0.3/01         Bpp 


R      Periodic    operating    reports    ^   related    correspondence 

8004I60E66  Forwards   monthly    opeiating    rept    for   Mar    19BO 

RODRIGUEZ,  R    J         Sacramento    Municipal    Utility    District         80/O4/O3 


—  BQ041A0270  Monthly    operating    rept    for    Mar    1900 

COLOMBO,  R   U        Sacramento   Municipal    Utility    District 
Sap 


RejiaTtable    occurrences,    LERi    I    related    correspondence. 


BOO4O70312   Forwards    LER    00-Oig/OlT-O 

MATTIMOE.J   J         Sacramento    Municipal    Utility    District         80/03/35 
2pp 

—  B004070316  LER   00-015/01T-0   on   000312,  dur  ing   visual    insp    of    cycle   3 
discharge    fueliappro'    4    Inches    of   cladding    discovered 
missing    from    fuel    assembly    1C47  Caused    by    cladding    defect    on 
one    pin    Insignificant   amounts    of    fuel    dispersed 

COLOMBO,  R   W         Sacramento    Municipal    Utility    District         00/03/25 
IP 


0004110397    Foriuards    LEO    BO-Q16/03L-0 

MATTIMOE-J  J        Sacramento   Municipal    Utility   District 
2pp 


—  6004140403   LER    00-016/03L-0    on    000310,  uih  1  1  e    performing    IE   Bulletin 
79-14   requirements,  seismic    analysis    of    supports    13-aoQ32-lA. 
1S-50062-1A  ^    1S-2362&-1    Indicated    seismic    It  re  3  a   would 
exceed   allowable    limit   Supports   modified 
COLOMBO,  R  W        Sacramento   Municipal    Utility    District        BO/04/03 


8004210299   Forwards    LER    00-017/03L-0 

MftTTlMDE.J  J        Sacramento   Municipal    Utility    District        00/04/10 
Sfp 

•—  a0042102i,2  LER   80-017/03L-0    on  800332,aFter   manually    opening    SFV-B5003 
several    turns    to    Incruaae    level    in    pressuri  i  er,  valve    failed 
to    close    electrically    Caused    by    excessive   uiaar    to    shaft 
clutch   d   clutch    gear   Defective   parts    replaced 

COLOMBO.  R   U        Sacramento   Municipal    Utility    District        00/O4/10 
lp 

60043C?0495  Foruards    LER   00-01B/03L-Q 

MATTIHOE.J  J        Sacvamanto   Municipal    Utility    District        BO/04/11         lp 

—  3004290491   UER   80-018/03L-0   on   B00334,  ppeasur  i  IHT    gas  sample   valve, 

BFI/-725Q2   failed    to    close   Caused    by    nitre    separation  in   valve 
control    circuitry   Mire   reconnected    to    terminal    lug 

COLOMBO.R   U        Sacramento   Municipal    Utility    District  BO/O4/11 


f)OO432O731   HO  00-23   on  800414,  manager    of    nuclear    operations   uias 
Informed    of   receipt   of    Dresser    Industries    notification    Itr 
implying    that    no    representation   will    be    provided    concerning 
valve   reliability   (c  operation  Cause    unstated 

RODRIGUEZ,  R   J        Sacramento   Municipal    Utility    District        HO/04/19 
IP 


80041O0542   Testimony     of    I)   flu-CA   Energy    Commi  tt  ion,  re    controlled 
f  i  1  tered   vent  i  ng 
HIX,»         California,     State    of         GO/OV11         23pp 

80O4240457    Transcript    of    GQ04Q8    evident  larv    hearing     in    Sacrflrnon  to,  CA 
Pp     1310-1375 
a      ACnmic    Safety    and    Licensing    Boar  a    Panel         GO/04  /OS 


8004220774   Transcnpt    af    S0011O   meeting     in    Sacramento,  Cft   Pp    1S69-1793 
*       AtamiL    Safety    and    Licensing    Boaril    Panel         00/04/10         234pp 


00O423O407    Transcript    off    B004H    meeting     in    Sacramentn,  CA   Pp    1794-1904 
a      Atomic    Safety    and    Licensing    Hoard    Panel         QO/04/1I         I9Opp 


000-1250337   Transcript    of    000414    moating     in   Sacramento,  CA   Pp     1935-2199 
o       Atomic    Safety    and    Licensing    Board    Panel         BO/04/14         174pp 


B00425O2-I5   Transcript    at    800416    hearing     in    3acramonto,  Cft   Pp    2344-2563 
«      Atomic    Safety    and    Licensing    Hoard    Panel         30/04/16        3IOpp 


GOO4250241    Transcript    ot    B00417    heaping     in    Sacramento,  CA   Pp    2563-2796 
#      Atomic    Safety    and    Licensing    Doard    Panel         SO/04/17         234  pp 


DOCKET    30-313   ARKANSAS    NUCLCAH    OHF.     UNIT    1 

r      Security,    medical,     craergoncy    (    fire    protection   p  lana 

S00401O3Q6  Advises    that    all    file   piotectlon  mods   mill    be   complete    by 
B010O1    Bicept    Unil    2    Items    3     14   fc   3    10   Hardwaro    mods    for 
Item   3    10   scheduled    for   Mar    1931    cold    shutdoun   Smoke 
detector    sys    for    Item    3    14    will    be    Installed    uihen    complete 
TRIMOLEiO  C        Arkansas   Pouer    ?-  Light   CD        60/03/36        2pp 

8004220427   Submits    info    re    mod     performed    on    reactor    coolant    pumps, fire 
protection    Item  3    15   Seventeen   photographs    end    Drawings 
available    in  Central    Files    only 
TRIMBLE,  D   C         Arkansas    Pouer    i    Light    CD         BO/O4/li>         2pp 

— 8004220431    "Motor    A*s*mbltj    "    List    Of    components    end 
«       Allls-Chalmeri    Corp         7O/12/30         7pp 

— 0004220436    "9000   Hnrsepotuov    Reactor    Coolant   Pump    Motor    Outline    " 

*  Allis-Chalmers  Corp         /0/09/02        lp 

—0004220440   "High   Pi-ensure   Oil    Lift   Sys    Picture    "    Sheet    I  List    of 
components    encl 
it      Allis-Chalmera   Corp        7O/03/12        5pp 

— 8004220il47    "Circulating   Oil    Sys   Picture    "   Sheet    1    Lilt   of    components 
enc  1 

*  Allis-Chalmers   Corp        7O/03/04        4pp 

— 8004BE0450   "Backstop    Lubrication  Sys   Picture    "   Shaet    1   List    of 
components    encl 

*  Allts-Chalmers   Carp         70/00/03         4pp 

— 00042^0453   "Louer    Hearing   Oil    Piping    Picture    "    List    of   components    enc  1 
«      Allis-Chalmera    Corp        69/11/24        3pp 
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—  BGQ4220-154     'Uppei     Bearing    Oil    Piping    Picture    "    List    of    components    end 
»       All is-Chalmers    Corp          b'J/li'24         Spy 

— BOC-422G-15i     "Piping    '.     !  ns  trumerita  1 1  on    Diajram   Control    Rod    Drives    I, 
M  i  seel  1  sn.Bou  :    Coolant.    Pi^mp     Connections     " 
*       Heetitel    Corp          ibOO         79/10/25          lp 


11      General 


300J17Q24O   (?eq,uests     that    util     be    required     t 
authority     is    granted     to    eipaiid    nuclear    uas 
pools    at    -site    Prior    E  I  5    i  nsu  r  f  ic  len  f 
PETERS,  U         An-il  lation    Unknown         BQ/04/09 


sufcmifc    EIS    befor* 
te    fuel     storaje 


300-1070257   Forwards    proposed    rhange    to    Paragraph     15    2   2   constituting 
Re/ision    5    to   APL-TOP-lAr     "QA   Manual,  None onf arming    MatL 
Parts    nr    Components    " 
TRIMBLE, D    C         ArVansas    Power    '    Light    Co         80/03/31          lp 


— B004O70403    Proposed    change    to    Paragraph     IS   3   2    of     "QA   h 
Noncan-rorming    Mat  1 P Part s    or   Components    " 
«      Arkansas    Power    *,     Light    Co         ALP-TQP-1A         BO/03/31 


2pp 


BO041503O-1    Forwards    brief    description    of    safety    evaluation    for     design 
changes    completed     in    1979    uhich    require    safety    evaluation 
per    10CFR50    59   .Mods     include    emergency    cooling    pond    change, 
firetio-use    station    addition   t/    increase    of    sprinkler    coverage 
TRIMBLE,  D   C         Arkansas    Power    i   Light    Co         60/03/31          Spp 


I       Financial     information 


800422-0535   Ainijal    Financial     Rep  t     1979 

•      Middle    South    Uli  1  ities.  Inc          79/12/31          HOpp 


0004150335   Foi 
TRIMDLE,  n   C 


ards    Annual     Financial    Rep-t    1979 
ArV-ansas    Pouer    >     Light    Co         60/01/10         lp 


— B004150339    Annual    Financial    R*pt    1979 

»      Arkansas.    Power    '     Liflht    Co         60/04/10         46pp 


P      Opei a  1 1 nrj     lie  en; 


••  (rag  i 


t  o-rresp  ondent 


3004110508    Summon  IBS    ualldoiun    re     identifying     seismic    Category    I    piping 
t    saf  e  ty-rela  ted     ays    attached    to    or    in    close    proilmity    to 
concrete    b  t  oc  1    mails    Numbers    are    pr  el  imi  naru    i    maij    tie 
adjusted     upon    survey     c  Oinp  1  e  Irion    on    BOO  130 
TRIMBLE,  D   C         Arkansas    Pauier    '.    Light    Co         00/Ol/aS         lp 


Foruards    outline    of     plan  l-spat  i  f  ic    o.ue&tioni    to    be    addrjssseil 
in    addution    to    info    required     by     IE   Bulletin    79-37   re    8002OA 
reactor     trip    at    Crystal    River    Sequence    at    events-    S>    planned 

DENTON,  H   fi         QfFice    of    Nuclear    Reactor    Regulation         60/03/06         3i.pp 

3004070'lc.O   Foruard-s    MRC    evalujtion    of    action*,    lakon    to    satlsry    Category 
ft    requirements    of    TMI-2    Lessons    Learned    All    Catsgory    A 
requirements    have    been   met    sfl  1  1  sfac  tori  ly    <a/est  ep  felon  of 
Item    a    1    la    for    Unit    3 
REID.R    W         Operating    fleactois    Branch    4         BOV03/10         2pp 

--000407'01i]5    "Evaluation    of    Liceniee    Compliance    WyCateoorg    A    Item'    of    NHC 
RecoiiiinBnJa  t  ions    fiesulting     from    TMI-2   Letsoni    Learned    " 

•  Dperating    Reactors    Branch    4         80V03/3!          14pp 

—  B004O7017O    "Evaluation    of    Liuensee    Compliance    IJ/Cateoory    A    Items    of   NRC 
Recommenilat  ions    Resulting     from    TI1I-2    Letsons    Learned    " 

*  Operating    Roactors    Dranch     A          B0'0a/3t          13pp 


8004030102  Foruar 
c  onmunicat  1  on  « 
Operatlom  Ctr 


ds     "Nuclear    Data    LinU    Specs."     study    oF   dioital 
|S     to    transmit     info    from    ptanli    to    Dothesda 


Division    of    Operating    Reactors 


Spp 


— S00403011B    "Nuelcar    Data    Linl    Specs 
*       Division    o-f    Operating    Reactors 


eo/02/21 


ificatian    of    30031B   meeeting    ui/a  1 1    operating    Q&H    reactor 
Hethesda.iMD    to    evaluate    implications    of   Crystal 
event    4.   response     to     IE   Bulletin    79-37 

ing    Reactors    Branch    1         30/03/14         2flp 


aOO''1700i8t   Forwards    description    of    safety    evaluation    for    design    changti 
completed     in    197? 
TRIMDLE.D   C         Arkansas    Pouar    6   Light    Co         HO/03/31          6pp 

S0043405O6   Renjests    adrfl     info    re    once-through    steam    generator    auiiliary 
reeduater    thermal    sleeve/collar   ueld    attachments    Cracking 
repovteil    at    weld   attachment    between   collar   J<   thermal    sleeve 
J1ADSEH,  3   L         Region    4i     Dallas,     Reactor    Operations    Nuclear    Support 
Branch         SO/O4/OL          3fl p 

—0004210511    Advises     that    BJ.W   prepared    t-    transmitted     to    affected     util* 
info    re    failure    discovered    at    uald    attachmunt    botiueen    collar 
*<    thermal     sleeve    on    auiiliarij    Feeduiator    noiiles    of    steam 
generator    IJFiC    should    contact   utlls    for    info 
TAVUDR,  J   H         Babcock     I,   Wilcoi    Co         QO/O3/17         lp 

80O4ai033S    auirraaru    of    900222   meeting    m/W>U   oiuncrs    group     in   Bethesda.Jld 
re   abnoimaL    transient    operational    guidelines 
SEIOEL.D    t-         Reactor    Systems    Branch         00/04/02         4pp 

BOO'H)703')-1    Informs    that    Section    3  6  3, Revision   5   of   OA  manual    re   disul 
generator     fuel    oil    meets    Tech    Spec    requirements    per    B00107 
renuest 
TRIMBLE, D    C         Ai  Urisaa    Poujer    !    Light    Co         SO/04/03         ip 

9001250788  Requests   Class    III    fee   re  800)15  reactor    vessel    surveillance 
progr-am   Payment    should    be    remitted    within    15    days    after 
racei  pt    of    1  tr 
MILLER, W   0         License    Fee   Management    Branch         00/04/Ofl         lp 

G00435Q3iiB  Bummarg    of    600103  meeting   u/utl  Is,  Bt-W.  NUB  Corp   t<  rtcOriu-Hill 
in   BethsBilai  (ID   re   draft   NUREG-0667,     "Transient  ResponiB   of 
Dt-W-ueSilgined    fiaactors     " 
CAPRA.R   A        Standard liation  Branch        SO/04/04        7pp 

FOO41S04?0   Notification    of    900423   meeting    ui/utili    t<    BtU    in   Bethe»da,HD 
to    discuss     impl omentat Lon    of    recommendations    by    ObU    Reactor 
Traniient    fiesponse    Task    Force 
CAPRA,R    ft,        Stanilardiiation   Branch        60/04/03        2pp 

3004160135  Foruards   Class    III    fee    for   review  of   800115   reactor   vmlal 
surveillance    program.  P  or   NfiC   BQ0213  ti  0404    Itrs 
TllfMHLErD   C         ArVan*as    PouiBr   i    Light    Co         BO/04/ll         2pp 

8004aiOH8  Supplements    000118    Itr   re  Lessons  Learned    Task    Force 
imp lementation   of   RCS   venting    Util   ui  1 1    Install    remotely 
operated    reactor    vessel    head   vent    provided    acceptable   vent 
location    can    be    found 
TRIMBLE, D   C        ArVonsas    Pouer  &  Light   Co        BO/04/ tl         lp 

S004290137   Forwards    safety    evaluation   of    inservlco    testing    program   ti 
re  lief    revues  b 
WANG,  A         Plant    Bustems    Dranch         BO/04/1 1         lp 


—w-,u.i*jui    iiesoonas    to  NRC    B0022S   generic    questioiis    re   HesttnghousB 
law   pressure    turilna    rotors    Actions    necessary    to   fninimlie 
striBi    curroiion    cracVing    mill     not    be    knouni    until 
Wostlnahouse    identlfie)    causes    of    cracking 
TR1MDLE.D   C         Arkansas    Power    S     Ligflt    Co         SO/03/24          lp 

90041 1O5S9   Provides    add!     info    re     imp  1 smentat i on    of    requirements    sot 
FortJi     in    Iten   a    1    7a    of    NUFJEO-037B   CommitrnBnt    fco     Itutall 
safety-grade    sija    (irior    to-   BI01OI    required    no    later    than    15 
days    »ffcer    receipt    of     Ifcr 
EISENHUTrD    D         Division    oF    OpeTating    fleactori         B0/0'3/a7         2pp 

B0090302O9  Provides    descriptions    of    long-term  Lessons  Learne-d    changes 
to   plant    shielding    J,  modified    sampling    tfs    to    ffilnimlie' 
personnel    eiposure    during    wors*    case  accident    condition* 
TRIMBLE, I)  C        Arkansas  Pouer   S    Light  Co        00/03/31        7pji 


— B00439Q133  Sa-fetg    evaluation   of    Inscrvice    testing    program  Util    should 
be   granted    relief    from   ASHE   Section    XI    requirements, 
•      Plant    Systems   Branch        80/04/11         17pp 

•9001230471    Provides    clarification   re    test    to    shou    effects    of    various 
single    pouei     failures  Subsequent    to   power    supply    upgrade, 
test  will    Be    perf ormed    to  verify   non-nuclear    instrumentation 
syt    design   'f  pouier   -supply    design  mod 
TRIMBLE,  D  C         Arkansas   Pouier   (.  Light   Co        90/04/16         lp 

800'1S'?0517  Foruiarils   safety    sequence    diagrami,  event    trees    developed    from 
safeti)    sequence   diagrams    b   auiiliary    diagrams   on    behalf   of 
EkW    owners    group,  in    response    to   NRC    000232   request    Diagrams 
uithhetd    (ref    10CFRS    790) 
TAVLOK,  J  H        Babtock    t-   Wilcoi    Co        BO/04/16        2pp 
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80&43403BO   Advises    that    S004I6    commitment    to    perform    tests     to    show 
various    single    power    failures    for    NMI-X    t    NNI-Y    cabinets 
have    been    changed    Per    conversations    u/G    Visaing, teat    mill     be 
performed    involving    120  VAC    fcransfer    switch    power    loss 
RUETER.D   A          Arkansas    Power    £    Light    Co         BO/O4/1B         flpp 


B004010416  Notifies  that  respon 
power  supply  to  non-nuclear  I 
provided  by  BOO401  Delay  caus 
include  Crystal  Rlvcr-3  event 
RUETER.D  A  Arkansas  Pourer  I,  Light  Co 


to    IE    Bulletin    79-27    re    las 
rumen tatrion    buses, uill    be 
by    e  i  pans  I  on    of    review    to 


BOC"1EC?0244   Responds    to    BQQ327    Itr    concerning    Lessons    Learned    Task    Forci 
imp lementati on    re    automatic     initiation    of    emergency 
feeduater    Specifics    of    proposed     design    are    still     under 
evaluation   NUREG-0667   requirements   mag    nood    incorporation 
TRIMBLE, D   C         Arkansas   Power    t    Light    Co        00/04/23        Ip 


B0041S0231    Forwards     IE    Info    Notice    BO-IS,     "Instrument    Failure    Causes 
Opening    of    PGRV   &    Block    Valve    "    No    specific    action    or 
response    necessary 

SEYFftIT,K   V         Region    4,     Dallas,     Office    of    the   Director         30/O3/31 
1p 


0      Inspection    vapor*'-     IE    Uulletins    I    correspondence 

BOO4O90151    Forwards    IE    Insp    Repts    50-313/BO-01    &    5Q-36B/BO-01     or 
800107-10   &    notice    of   violation 

KADSEN.G   L          [legion    4,     Dallas,     Reactor    Operations    Nuclear    Support 
Dranch        0O/03/01        3pp 

— a(J040901S3    Notice    of    violation    from    insp    on    BQ0107-IH 

*      Region    4,     Dallas,    Office    of    the    Director        80/O2/01         3pp 

— 1)004070159    JE     Insp    Repts    9O-313/8Q-01    t    5O-36B/BO-01    on   H00107-1B 
Honcomp I ianco    noted    data    sheets    recorded    relay    setting     anlg 
ti    did   not    contain    sufficient    info   S<    callbr    '•    testing   program 
for    protective    relaying    was    deficient    in   procedures 

SPANOLEB.R    O    ,     BMITH.fl    ,     UCSTERMAN,  T    F         Region    4.     Dallas,     Office 
of    the   Director        BO/02/01         ipp 

BOQ*t003I5  Forwards    IE    Insp   Rapts    50-313/80-02   t<   50-365/00-03   on 
791222-000121    t   notice    of    violation 
MADSEN.Q   L          NRC    Regional    Offices         BO/O2/OB         2pp 


0004080666   Forwards    1C   Ciiculav    80-05,     'emergency    Diesel    Generator 
Lubricating    Oil    Addition    t,   Onsite   Supply    "    No   untten 
r  esporiBe    rpq<i  I  red 
SEVFFJIT.K    V         Region    1,     Dallas,     Office    of    the    Director         60/04/01 


BQ04110097   Forwards     IE    Info    Notice    00-13,     "GE    Type    SUM   Control    Switches 
Defective   CAM    Followers    "    No    specific    action    or    response 
r  oqu  ired 

SEYFJIJT.K   v         Oegion    4,     Dallas,     Office    of    the    Director         60/01/03 
IP 

BOO41B0493   Forwards    IE    info    Notice   80-  H.     "Safety    Suggestions    From 
Employees    "    Ho    action    required 
SEYFR1T,K   V         Region    4,     Dallas,     Office    of    the    Director         9O/04/O2 


BOO4100JS9  Forwards    IE  Circular   BO-07,     "Problems   H/HPCI    Turbine    Oil 
Sijs    "    No    written    response    required 
SEYFR]T,K   V         Region   4,     Dallas,     Qfuce    of    the   Director         BO/01/03 


—  0004100324    Notice    of    violation    from    insp    on    791333-800121 
*      NflC   Regional    Offices        80/02/06         lp 


—  G00410033S    IE     Inap    Repts    3O-313/80-02   fa    50-3i,B/BO-02   on 

Noncompl  lane  e   noted    failure    to    adhere    to    requirements    of 

tost    procedure 

JQHN9QN,  U   I)    ,     CrtLLAfJ.L   J   ,     UE3TERMAN,  T   F        NRG    Regional    Offices 

8O/02/0&         flop 

B0042S004't   Confirm*   000131    telcon    re    status    of    structural    analysis    of 
concrete    block    walls    supporting    Bslsmic    Categorij    1    pipe 
hungers    pot-    IE.   Bulletin   79-02  Analysis    shows    five    hangers 
are    structurally    adequate    for    Inertia    forces    \t   hanger    load 
TrUMULEiD   C         Arkansas   Poiuer    «    Light    Co        80/02/12        3pp 


Forwards    1C    Insp   Rop  ts    50-313/79-24   t<   50-340/79-23   on 
7^1109  No    none  nmp  1  iance   noted 

MADSEN.O  L        Rogion  4,    Dallas,    Reactor   Operationn    Nuclear    Support 
Dranch        BO/Oa/26        2pp 

--0004040094     IE     Imp    Repts    30-313/79-21    t-    50-369/79-23    on   7911O9   No 
noncompl  1  ant  a    noted   Major    areas    inspected    current  NRC  &    DOT 
regulati  an«i  current   requirement!    of   uiaste    burial    firmi, 
instruction*    &   operating    procedures   &   auJlt   pi-agraw 
HARRISON,  II   C         Region    4,    Dallas,    Office    of    tlia    Director 
QROWN,0   [)         [legion  4,    Dallas,     Fuel    Facility    b   Materials    Safety 
Branch        00/Ol/lci        4pp 

QOO40?0143  Ack    rffcelpt   of   BOOS22    1  tr    infovmlng    NRG    of    steps    taken    to 
torrect   violations    noted    in    IE    Insp   Rapta    30-313/00-01    tc 
SO-360/80-01  , 

MADSENiQ.L         n^glon   4,    Ddllas,    Keacti>r   OperatiDns    Nuclear    Support 
Dranch       QO/03/03       lp 

—  BOO409014B    Responds    to  NFtC    Itr    re   violatiant    noted    in    IE    Insp   Repts 
SO-313/OQ-Ol    I   SO-360/90-01    Corrective    actions    comprehensive 
program   undar    developmont    for    scheduling   &   performance   of 
relay    inip    i    testing   Program  will    be    completed    by   Nov   19HO 
TRIMBLE,  0  C         Arkansas    Pouer   (.  Light   Co        SO/Q2/2S        3pp 

900-1550293  Forwards    IE    Insp   Repts    50-313/80-04    S<   50-368/BO-O4   an 
BOO131    d  0201    No    noncomp  Hance    no  turf 

BROUN,  0  D        Region   4.    Dallas.    Fuel   Facility    K.  Materials   Bafetij 
HrJmeh,      BO/03/-17       2pp 


9004230324   Forwards    IE   Bulletin    79-03A,     "Longitudinal    Held    Defects    in 
AfiME   SA-312,  Type    304   Stainless    Steel    Pipe    "    Action    required 
SEVFRIT,*   V         Region    4,     Dallas,     Office    of    the    Director         BO/0-1/04 
tp 

R      Periodic    operating   reports    it   related    correspondence 

BQQ'1010316   Foruiards    "IntnVe     Impingement    Monitoring    for    Feb     1930    " 
TRIMBLE.  D   C          Arkansas    Pouer    ',    Light    Co         00/03/25         lp 

— B004010217    "Intake    Impingement    Monitoring    for    Feb    19SO    " 
«      ArVansas    Pouier  t  Light   Co        BO/03/22        llpp 

&004210217  Forwards   monthly    operating    rept    for  Mar    1980 
TfUMBLEiD   C          Arlonsaa    Power    «•   Light    Co         00/04/11          lp 

— SOQ421Q32Q  Monthly    epei  ating    rept    for   [far    19BO 

BRAHLETT.L    S         Arkansas    Pouer    t,   Light    Co         0Q/04/11         Spp 

OOO-12903A1    Forwards    results    of    Impingement   monitoring    at    facility 
in  take. during    Mar    1900 
TRIMBLE,  D   C         Arkansas    Pouier    ft    Light    Co         BO/04/25         lp 

— B004290366   Kesulls    of    impingement,    monitoring    at    facility    intake,  dur  ma 
Mar    19BO 
-»      Arkansas    Power  t,  Light    Co        BO/04/22        20pp 

3      Reportable    occurrences,    LERs   t    related    cm  resp  ondence 

7O11I0017B  Describes    700916   event   at    subj    facil    auto    transfer    of 
auilliary    loads    on    both    units    to   startup    transformer    (*2  LI/ 
consequent    overload    Fiecommends     licensee    be    advised    of 
nonconf ormance   u/ODC-17  &  modify    his    design 
RDSA.F         Pouier    0yitems    Dranch         SrtTTERneLD.  R         Electric. 
Instrumentation   fc  Control    Systems   Branch        7Q/1  1/01        Qpp 

B004E00487   RO    SO-313/HO-O07    on   B003l5,litW    notified    util     decay    heat 
pumps    contain    mating   wear    rings    of    unequal    hardness   value 
Haling    uear    rings   could    gait    '/    lock    up    B&U  recommends 
replacement    Decay    heat    pumps    are    Functioning    normally 
Q'HANLON.J   P         ArVansas    Power    fc   Light   Co         BO/03/17         2pp 


—-8004-25029?    IE    Insp   Rents    50-313/80-04    (.   S0-36fl/30-04   on  800131    &  0201 
No   noncomp I  lance   noted    Major   area*    inspected    practices    of 
lionsee    health    physics    personnel    t  mainfc   contracted 
personnel 

BRDUN.O  D         Region   4i    Dallas,    Fuel    Facility    fe   Materials    Safety 
Branch        HE6TERMAN,  T  F    ,    JOHNSON.  H   D        Region   4.     "alias.    Office   of 
tin   Director         BO/03/13,       Spp 


8004020349  Forward*  LER  80-007/01T-0 

TR1MDLE, D  C         Arkansas   Power   t    Light   Co 


—  BOO4020353  LED   BO-007/01T-0   on   BOD314.BWJ  advised    that  mating    wear 
rings   on   double    suction   pump    could    cause   pump    failure 
during   accident   conditions   Caused    by    failure    to   document 
design  reviiion    on   pump    design   drauinjs 
SHIVELYiC    N.        Arkansas    Power    i   Light    Co         00/03/30         tp 


8001140320  Forwards   LER  BO-OOS/03L-0 

TRIMBLE. D  C         Alabama  Power   Co        BO/04/07 
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—00041.10333    LfH    EfU-OOS/r^L-Q    on   B003Dfi.ili.rLng    scheduled     surveillance 
test    at    P7-A,  cv-«'il7      al-e    railed    to    (lose    yematB 
electrically    Caused    b«j     .live    tinding     i  „    closed    position 
Valve    st*n    rcpacdctf    !    proper    operation    verified 
DRrttlLETT    L     5         Alabama    J>o<uer    Cc         BO/D4/07         If 


aOCH  1 50630   Faruards    LtR    OU-OO5/03L-0 

TRSMDLE,  D    C         Arkansas    Poucr    I.   Light    Cc 


80/04/07         Ip 


Insurance    t     indemnity     infoi 


BOO  41 4(13  ;M  FarjarHs   Endorsement    35    to   MAELU   Polity    MF-79,  Endorsement! 
42   t    43    m    H6LIA   Policy    NF-306,  Endorse(in>ti  t    3    to    MAELU   Binder 
KB-ilS,  Endorsement    4    to   MiVELU   Hinder    XR-64.  Endni  sement    3    to 
UB-Irt    Dnider    ED-45   i    Endorsement    '1    to   fJELIA   Hinder    EC-fal 
HUNTER,  ft   3         Indiana    '-   Michigan    Electric    la         80/D1/03        9pp 


-8GQ4150t.il    LEfi    80-005/cni-0    on   S0030&,  dur  Ing     icheduled     Surveillant* 
test    ot    P7-rt,  stegn    inf.plij    valve    CV-3617    failed    to    close 
remote    electi  (tally    loused    bij    Jslve    funding     in    closed 
position    Valve    item    rop^eteii 
BFKMILETTrt   S         Arkansas    Pomor     >,    Liijtit    Co         BQ/QA/Q7         ip 

0004140356   Forwards    LER    GO-O10/03L-O 

TRIMBLE. D   C         Alabama    Power    Co         00/C4/O8         Ip 

--6004 140340   Ltd    QO-O1Q/03L-0    on   S003O?.*,jj    revieuis    per    IE    Bulletin    79- 
found    hangers    nnjaerabu    Causa    not    stated1    Hanger*    repaired 
f,    mads   made    fry    revision    to    DCP    BO-D-1207   List    of   hangers 
end 
SBAKLCrr,  L   S         Alabama   Power    Co         00/04/08         gpp 

S00415054!    Foruardi    LER    BQ-01Q/03L-Q 

TRIMBLE. I>   C         Arkansas    Power    i    Light    Co         60/04/00         \y 


P       Operating     license    stage    documents   !• 


S004020457   Forwards    NF1C    safety    anslysis    o(    tracking    diacouaied     In 
feeiwa^fi'    ,yi.   Util    repair    program,  noiidestriic  t  iva    Insps    d 
leakage    testing    are    .Jdoquato    to    insui  e    that    Integrity    of 
feetuater    piping    un  1  )     be    maintained 

Operating    Reactors    Branch    1         BO/02/25         6pp 


BOO-11501JO   Foruiards    request    for   addl     into    re    rovieu    of    791207    fflti 
for    anend    to    reflect    proposed    mod;    to    auiiliarij    Peeduiater 
sys 
SCHWEfJCER,A         Operating    Reactors    Branch    1         6O/02/27         3pp 

9004030103  Forwards     "Nuclear    Data   Link    Specs,"    study    of    digital 
communication    sijs     to    transmit    info    From   plants    tn   BBthosda 
Operations    Ctr 
EISENWUT^DG         Division    of    Operating    Reactors         BO/03/ia         9pp. 


--800+J50SI9    LER    GO-OIO/&3L-O    on    000307, ba..d    On    ,v>   rBv,eui    per     IE 
DwJietjn    79-J^, attached     Ii^t    of    hangers    found     to   be 
inoperable    Affectefl    h^njer^    uers   modified    I/or    repa.rad 
6/lt^lfi   tims    Unit   par    Tech    Specs 
DRA«LETT,L   S         rtr>ans.3!    Power    t    Light    Co         60/Q1/OG         2pp 


B004230471    Forwards    LER    00-OOf,/O4L-0 

TRIMDCE.D   C         Arkansas    Pouier    !,   Li^bt    Co 


BO/01/16 


r 
an  Mar 


found     to    be    4    3'/.    of    jnai    perrvittJtlf 
concentration,  etceed ing    Tech    Qpecs    Major    portion    caused    bu 
reactor    blag    purge     in    Jan 
DRAHLETT.  L   S         Arkansas    Pouier   (,   Light    Co         00/04/li         Ip 

HOQ429Q374   Forwards    UER    BO-OOS/O3L-0 

TBIWDUE.D   C         Arkansas    pnuer    I    Light    Co         SO/04/22         Ip 


LEff 


DRAMLETT.L 


T/"    °*"p«'1    to    ^     laPo    dU,    tc,    failur*    of 
°SEt|    P»stion    Caused    hy    fc]  ollJn    control    fu<e    Fuse 
lve  provpd    opBrablj 

Arfcanags    Power    t    Llght    Cn         00/ff4/Sa         1  p. 


--9004030110   "Nuclaar    Data    Linl    Specs    " 

«      Pivlsion    df   Operating    Reactors         00/02/21 


QOD4210-115   rtdvises    that     fatilitU*   ull!    be    using    llodalfl    CNi-BOA,  '/-  I00f 
CHSI-31-JOO   ><   CNSI-lfl-ilS-H    for    shipment    of    radioactive 
matls 
DC-LAN,  J   E         Indiana    !,    Ihctiigan   Clectrlc    Co         BO/03/17         Ip 

aOO'1240'162  Approves    revieu    TB    potential    boron    dilution    incidents   a^ 
fac  1  1  1  ti).  per   7VO915    1  tr   about    inciifent    involving    contents   of 
spray   additive    t.ink    FSrtR    ajialgsis   represents   most    limiting 
caie-  hfo   further    action    necessary 
SCKUENCER.A        Oparating    Fleactora    Branch    I         BO/03/  19         2pp 


00/O3/30 


nuests    that    uncontrolled    sot    nf   PtlDs    be    placed    on 
contro-lled   distribution    list    for  any    Putura   revisions 
Revisions   should    be    f  oriuarded!    to  attention    of   Region  3 
Incident   response    c  tr 

KEPPLEK.JG        Region    3,     Chicago,     Office    Of    the    Director 
IP 


800JOI0355  Advises    that    no   Event   5  valve    configurations    eilst 
facility,  in   roftfiansa     to    KfiC    B00223    Itr   Uses    valve 
configurations    used    at    fa-cllitu 
DOLAM.J   E         Itidiara    t    Michigan   Electric    Co         90/03/34         3pP 


PLftNT, 


nrf:,1":    deicl-'"t"'"  <•    ^.r-t.-n    instruct^,    for  NRC 
n         Mr     incidlnt    i    Pin";    ?BtluDr>r    St"    "«»«"«-    for    use    dor.nfl 
n«c    ear    incJKent    or    AO  NetuorV    may    also   be   uted    for    tatla 
administrative    or    fdcsinillie    traffit  * 

MEPPLEfi.JC        Reglon    3,     Chicago,    Qlf,c,    of    lhe   ttlrEcto, 


ii4n   El»et«c   Co        BO/Ot/Oi        31Pfh 


0004010420   Requests   permission    to   USB   divera    to    cut    atuds    for 
replacement   of    racks    tn   spent    fuel    pool    Dose    calculations 
computed    under    tuo    separate   conditions   Ma»    observon    dose 
mould    be  0  7   man-roms 
00LAM.J  E        Indiana   *    Micftigan  Elettrit    Co        BO/03/34        Hpp 

Q0040I04S6  Advises    that    upgraded    radiation   monitoring    channels    insldt 
containment  will    ba    installed    during    fltat   outage    at 
sufficient  duration    sub  sequent    to   equipment    delivery   Reset 
feature   does    not    affect   position   of    control    room   dampers 
DOLAH,  j  e        Indiana    !.   Michigan  Electric    Co        BQ/03/S5       2pp 

800'ia'10'J56  Approves    use    of   divers    for   removal    of   anchor  bolts    duting 
spent    fuel   mods    Increase    iTis  igni  f  I  cant  No   change    to   791016 
snfetij    evaluation   necessary 
SCHHEWCER,  A       Opera-ting    neactors   Branch    1        BO/03/S5        2pp 


80040302O4  Foruarils    add)     info    to  uttl    FJ00310    Hr-  Item   3   1.  B   b    t-o 
intepim  method    For    dotermining    plant   relaasei 
MALDNEY.O  P        Indiana    5    Mictilgan  Electric    Co        60/03/27        *PP 


B004OS0534   Forwards    responses    to  HHC  SOOS27    Itr   re   mods    to   fa 
auxiliary    Ffftd  water    sys    if   requests    for   addl    info   concerning 
util    response    to   NRC    791030    Itr 
MALONEV.O   P        Indiana    (,   Michlaati  Electilc   Co        BO/03/28        -Ipp 


B00-tl50309  Forwards    ETft  Grg  ineei-ing.  Inc    Mar    1980.     "Summary   R«nl 
Comparing    Thermal    Plume    Haasuvements   u/Modelln9   Predicklotii" 
(•    factlitj    NPDE9    permit 
HUNTER,  R   6        Indiana    fc   Michigan  Electric   Co        90/04/03,       2pp 


"Summai-y    Rept   Comparing   Thermal    Plume   Measurement* 
l  Ing  Predictions    " 
Engineering,  Inc        80/03/31        53pp 
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--SOQ4150531    NPDES   Permit    Ml    0005B27,  i ssued     to     IN    (,    Ml    Power    Co 
CE)1JRCHAINE,R    J         Michigan,     State    of         74/13/27          llpp 


Q       Inspection    reports,     IE    Bulletins    '<    correspond 


GO(MQB0717   Foriuai  di     lECiicular    BQ-05,      'Emergency    Diesel    Generator 
Lubricating    Oil    Addition    '/    drills    Supply     ''    No   written 
response    required 

t'EPPLCR.  J   G          Region    3.     Chicago.     Office    of    the    Director         BQ/04/O1 
IP 


B00404O392   Forwards    Waste    Packaging     [nap    Rept    7f-Obf\    on    791l2i-2B 
No    noncompl lance    noted 

DAVIS. A   B         Region    3.     Chicago,     Fuel    Facility    h    Materials    Safety 
Branch         00/Oa/13         2pp 


—  BQQ4040399   Waste    Packaging     Insp    Rept    79-OiA    on    791126-3B   Ho 
noncoiipliance    noted    Majdr    areas     inspected    shipping    paper    It 
DOT    placarding    rea,uiremonts,r<idiation    levels,  remnvab le 
contamination    t    eiternal    packaging    Features 

POTTER, JP    p     BRGWN.R    A         Region    3,     Chicago,     Fuel    Facility    S 
Materials    Safetij    Branch         SO/02/13         .]pp 


0004150011    Forward!     IE    Info    Notice    BO-U,     "GE    Type    9BI1    Control     Switche 
Defective    CAM    Followers     '    No    specific    action    or    response 
r  oqu  ii  ed 

yEPPLER,JG         Region    3.     Chicago,     Ofnce    of    the    Director         QO/04/02 
IP 

S00418003B   Forwards    attachments    to    IE   Circular    8O-03,     "Protection    From 
Tone    Gas    Haiaids,"     inadvertently    omitted    from    BQ030fa 
tranam a  I ta  1 

KEPPLER,J   G         Region    3,     Chicago,     Office    of    the    Director         3Q/O4/02 
If 


800404043d   Forwards     IE    Insp    Repts    50-315/80-02    &    50-316/90-02    on 
7912O1-S00111    &    notice    of    violation 

HEISHMAN.R   F         Region    3,     Chicago,     Reactor    Operations    Nuclear    Support 
Dranch         90/02/16         Spp 


QOQ4220090   Foiuiards     IE    Into   Notice    80-14.      "Safety    Suggestions    From 
Employees    "    No    action    lequnod 

HEPPLER, J   G         Region    3,     Chicago,     Qftice    of    the    Director         80/04/02 
IP 


—8004040440  Notico    of    violation    from    Insp    on    791201-800! 1 1 

*       Region   3,     Chicago,     Office    of    the    Director          BO/03/11          J  fi 

— B00a040444    IE    Insp    Ilepts    50-315/BO-02    (•    30-316/BO-03    on    7912O1-B001 1 1 
Moncompl iance    noted    standing    orders    not    reviewed    by     licensed 
operator  a,  as    required 

J1AS6E.R   E    ,     QOYD,  D   C         Region    3.     Chicago,     Office    of    the    Director 
90/02/11         dpp 

B004O40285   Forwards     IE    Investigation    Rept    90-315/80-03    on    7-71217    t, 
BOQ1Q9-10  No   noncompliance    noted 

KEPPLER.J  0        Region   3,    Chicago.    Office    of    the   Director        SO/02/20 
Hop 

--aOQ401O299    IE    Investigation    Kept    30-313/00-03    on    791217   &    B00109-10    No 
nc-ncompl  iance   noted   Major    areas    investigated   allegations 
concerning    improper   wnlding    techniques    !<   security 
procedure! 

EOVD,  D  C    .    NCWELIU9,  C   E    ,     IIASSE,  R        Region   3,     Chicago,    Office    of 
tho    Director         80/02/19         Bpp 

0001070411    Responds    to    Item    1    of    1C   Bulletin    77-01B,     "Environ 
Qualification   of   Claes    1C  Equipment    "    Items   2-9   mill    bi> 
iiddrctied    before    end    of   90-day    period    Master    liat 
attached   W/o    encl 
DDLAN, J  E        Indiana   h  Michigan   Electric    Co        BO/O3/Q7        3pp 


BOO4220339   Forwards     IE   Circular    BO-0/,     'Problems    U/HPCI    Turbine    Oil 
Sys    "    Mo   urritten    response    required 
KEPPLER.J   G         Region   3,     Chicago,     Qf.lcc    of    the    Director         BO/O4/03 

IP 

BQQ4230211    Forwards     IE    Bulletin    7<?-03A,     "Longitudinal    Weld    Defects     in 
ASME    SA-3!3,Ty|je    30-1   Stainless    Steel    Pipe    "    Action    required 
KEPPLER,J   G         Region   3,     Chicago,     Office    of    tfie    Director         90/04/07 

IP 

BOO42B039B   Responds     to    000211    IE    Bulletin    00-04    "Analysis    of    PUR    Main 
Steam    Dreak    ui/Continued    Feeduater    Addition    "    FSAR    analifses 
adequately    address     concerns 
DDLAN,  J   E         Indiana,    'j   Michigan    Electric    Co         BO/04/00         3p  p 

BOO4220129   Forwards     IE    Bullotin    BO-OB,     "C.am    of    Containment    Liner 
Penetration   Welds    "    Written    response    required 

KEPPLER,J   0         Hegion   3,     Chicago,     Office    of    the    Director         BO/O4/0? 
IP 

R      Periodic    opeiating    reports    4,   related    correspondence 

BOO41 10445   Forwards    "Semiannual    Rad  loac  t  ive   Ef  f  luent    Release    ReptiJul- 
Dflc     1979    " 
DOLAN,  J    E         Indiana    >,   Michigan   Electric    Co         GO/03/04         Ip 


Forwards    IE    Info   Notice    BO-OB,     "States    CD   Sliding    Link 
Electrical    Terminal    Block    "    No    specific    action   op    ro-sponse 
ren.uirtjd 

KEPPLER.J  0       Region   3,    Chicago,    Office    of    the   Director        BO/O3/O7 
tp 

BO0430Ocill   Forwards    response    to    IE   Bullotin   80-O3,     "Loaa    of   Charcoal 
from    Btd    Type    II    Tuo-Inchi  Tray   Adsorber   Cells    "   flive-t 
ipAclng    proalem   does    not   apply    't    Facilities   Mo    evidence 
found    of    dsfoctlve   cells    or    casing-screen    separations 
DDLAN, J  E        Indiana   &  Michigan   Electric   Co        30/03/25        3pp 

BOff*14.04B4  Advtsei    that    Investigation  Rapt*    50-315/79-27  *  SO-31&/79-27 
ware    foruarded   w/incorrect    rept   numbers    Correct   numbers    are 
30-315/79-27  fc   SO-316/79-25 

HEPPLER.J  0        Region   3,    Chicago-    Office    of    the    Director        00/03/26 
IP 

0004130162  Advise*    of   error    in   800103    IE    In»P   Hepts    50-319/79-27  fc 
50-316/77-27  Corrected    repU   are    50-315/79-27   & 
50-316/7?-25 

KEPPLER.J  0        Region   3,    Chicago,    Office    of    the    Director        BO/03/26 
IP 


—8004110449    "Semiannual    nadioactlvo    Effluent    Reli 
*       Indians    &    Michigan    Electric    Co         80/03/04 


Rept,  JuJ-Doc     1979 


8004080304   Notifies    that    annual    environ    operating     rept    for    1979    is 
being    forwarded    under   separate    cover 
MALONEY.O   P          Indiana    I    Michigan   Electric    Co         BO/Q4/O2         Ip 

800415036H   Forwards   monthly    operating    i  opt    for    Mar    19BO 

SMALLER, D   V          Indiana   '-   Michigan   Electric    Co         80/04 /OS         Ip 

— B004150371    Monthly    operating    ropt    for   Mar    19BO 

OILLETT.W   T          Indiana    «-   Hichigan   Electric    Co         80/04/02         7pp 

3       (Importable    occurrences,     LERs    I,    related    correspondence 

90O42200S4  PNO-77-143   Pacific    Pump   Co   supplied    facilities   w/prorfuc 1 1  on 
lot    of    40  pumps    mfg    using    shafts   made    qf    inferior   matl 
C<ause    unstated     All    utils    iii/pumpa    were    notified    NRC 
headtiuartors   nolified    on   7/OHia 
WHITT.K   U        Ffegjon    3,    Atlanta,    Office    of    the    Director        77/OB/12 


8004160172  Ack    receipt   of   B00312    Itr    informing   NRC    of    stips    takan    to 
correct   vlolationi    noted    in    IE    insp 

HEIBHMAN, R  F        Region   3r    ChicagOr    Reactor   Operation*    Nuclear   Support 
Branch.       BO/03/27        Ip 

— S00418O1B1   Raspondt    to   NRC   B00216    Itr   r>    violationi    noted    in    IE    imp 
Corrective   actions   method    for    standing    order    receipt   8. 
nvlxu  hai    bean   changed    requiring    each    revieuer    to    Initial 
particular   ih»*t 
HUNTER. R   S.       Indiana  t    Michigan   Electric    Co        GO/03/12        2pp 

30041501.33  Forward*    IE    Info   Notice   80-12,     "Instrument   Failure   Causes 
Opening    of   PDRV  !<   Block   Valve    "    Ho    specific    action   or 
reipanae   necenary 

HEPPLER.J  0       Region   3.    Chicago,    Offic*    of    the    Director        80/0-3/31 
IP 


B004070427  PNQ-II  I-BO-O49   on   B003H,  licensee   notified    inspector    that 
small    unexplained    radioactive    release   via    auilllary    bldg 
stack    uas    in    prngiesa   Caused    by    leaking    relief   valve 
Failed    fuel    *<J&    Knlated 

BOYD.  D   C    ,     HEL6HMAN.K    F         Region   3,     Chicago,     Office    of    the    Director 
80/03/14         2pp 

8004070192  PNO-1 1 1-BO-Q52  on  S00317.  port  ions    of    plant    demlntral 1 i ed 
uiater    sgi    found    rad  laacti  vely    contaminated   Probably    caused 
by    siphoning    folloujing   uso    of    teiiiporary    line    to    add 
deminerfll  i  led    uiater    to    fpint    fuel    storage   pit 

BO.YD.  D   C    ,    DUBFtY.N   E    , '  flEISHMAN,  R  f       Region  3,    Chicago,    OFfice    of 
the    Director        60/03/17        Spp 
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S00409OQ30   PHD- I  f  I-GO-O49H    an    COO31  4,  Fleg  i  on    3    renewed    notification    of 
unplanned    i  ad  i  oac  1 1  .-e    gas     release    Caused     b  ij    relieF    valve 
lifting    in     in-line     failed     ru(l     detection     scjs    due    to 
a'  ertf>rc  It  1 i  115     of     jal-e     rtoun  ; 1  ream 

JiChVD,  C    C     ,     HEISHMAn.f!    F         flexion    3,     Chicago,     OFrice    of    the    Director 
60/03/17  ip 

000404005?   PC'Q-1  LI-ao-G5Zft    300317    investigations    revealed    contaminated 
tap    to    be     located     outside     auoliaiy    Mdg    Personnel    have    bean 

c  onsumpt  ion    *     tap     ha:    be*n    ap  p  rapr  i  a  te  lij     tagged 

BOYD,  I)   C    ,     liUBRV    M    t    :      HEISHtlAN    R   F         Fiegion    3.     Chicago,     Office    of 

the    Director          60/03/19         2pp 


Ops 


it  ing 


ents    i    can  ospondence 


9004020457   Forwards    NRC     aa-fslg    analysis    of    cracking    discovered    in 
feedtii-ater    sijs    Lttll     repan     pi  coram.  nansfestruct  i  ve     insps    i, 
loaVagc    testing    are    adequate    to    insure    that    integrity    of 
feoduater    piping    mill     fca    maintained 
SCHUENCERiA         Operating    Reactors    Branch     1         BO/O2/25         fapp 

300fll5013S   Foiuards    lequest    for    addl     info    re    review    of    791207    requoit 
for    amend     to    reflect    proposed    mods    to    aunliary    feedmater 
sgs 
SCHWENCER. A         Operating    Reactors    Branch    1         BQ/02/27         3pp 


SO0414043B   Fo 
•SMALLER,  D    Y 


irds    Ltfi    E.U-GQ4/G3L-0 
Indiana    */    Michigan    Electric    Co 


'i    BOG31  1 .  iiih  i  1  s    per  F  o-rming    scan    sequence 

far    axial     power    4  i  i tr  ibut i on 
monitoring     *y  s    &  F  ^ame     inaperable    Caused    ay    component 
failure    Alternate     scan    used     following    detector     limit    e-ntry 
•       Indiana     '     Michigan    tlectnc    Co         SO/04/OQ         2pp 


BOG423Q43&   For 
SHALLEfl,  D    V 


11-35    LFfJs    eu-005/03L-0    t    80-006/03L-0 
Indiana    '     Michigan    Electric    Co         80/04/19          Ip 


-- SOQ4S3Q-U4    LER    8Q-OO5/O3L-0    on    B00321 ,  d  i  *  CD  vared     that   Unit    1    anal 
power    distribution    nonitoiing     sys    t,    P-25Q    ana]     pouier 
distribution    monitoring     sy=     1  imi  ts    uere     Incorrifct    Cajse-d    bij 
personnel    using    Unit    2    FQ    &    Kfi!     limit*     in    computer   program 
DELDHG,£>    D          Indiana    '•    Michigan    Electric    Co         BO/0«/1S)         3PP 


B00403OI02   Forwards     'Nuclear    Data    Link    Specs,"    study    of    digital 
communication    sijs     to    transmit    info    from    plants    to    Bathesda 
Opsrat inns    C  tr 
ECSENHU'H  D   G         Division    of    Operating    Reactors         BQ/03/12         5pp 


--8004030118    "Nuclear    Data    Link    Specs 
*       Division    of   Operating    Reactor; 


2Bpp 


BOO"121O-115   Advises    lhal     facilities    will    be    using    Models    CNi-BOA,  /-101), 
CMSl-ai-300    t   CNSI-14-195-H    for    shipment    of    radioactive 
tnatl-s 
DDLAW,  J   E          Indiana    6    Michigan   Electric    Co         BO/O3/17         Ip 

B004220012    Summary    of    600306   meeting    uj/Droun    Bover  I     representat  lvt«    r* 
turbine    design   features    Vendor   repts    enc 1 

WIQQ!NTON,D         Operating     Reactors    Branch     1     (Pre    791030)         BO/03/ I f 
'tpp 


— S00ia30'»4/    LEfi    HO-OOo/O^L-O    an    Q00"'^4,  dur  I  ng     surveillance     test, Unit    1 
650-ft     elovation    airlocl     door     leakage    of     130CFH    uss    found    No 
cause    ror     1  eaA    found    fleteat    perfor/ned    u/sati  »f  ac  toru 
results 
BELONG,  S    D          Indiana    i    Michigan   Flectrnc    Co         GO-/04/1B          tp 

S004290417    RQ    on    80041^,  tuning    tilling     of    chemical    vol    1   control    si|3 
holdup     tank    u/d  i  miner  a  i  i  i  ei    ins  t  e-r.  no  1  dup    tank     inadvertent  1 1| 
pressuri  led    o^er     safetu    valve     ssipouit    of     12    pslg    Xe-133    fr 
1-131     released     front    ^&nt 
SHALLEn,D    y          [niliana    ',    Michigan    Electric    Co         QO/04/22         2pp 


— E004220017    "  1 16O   MW    Turbine    For    Facility    " 

HQ8SLLM         Brouin    Boven    Corp       (subs      Broun    Bouveri    &   Co    ,  Ltd     I 
CH-T    06QO3O   C         BO/03/17         IBpp 

— BOOil220C-23    "Welded    fJators     for-    Steam   Turbines    " 

i      Broun    Doveri    Cci  p        (subs      Sroijjn    Houveri    &   Co    i  Ltd     )         CH-T    QfcO 
072   E         GO/03/17          ipp 

—9004220027    "Rotors     far    Large    Steam   Turbines    " 

HOHNiA         Proiun    Uoven     Corp       (subs      Uromn    Bouveri    ti   Co    ,  Ltd    1         Ctl    1 
060    053    E         BO/03/17          14pp 


DOCKET    &0-31i    DONALD    C       LOOK"     NUCLEAR    PDUER    PLftMT:     UNIT   2 
F      Security:     medical,     emi?rgencg    S     firo    protection    plans 


—80042300311    "Last-Stage     Blades    of   Large    Steam   Turbines    " 

HOHIliA    i     UQVACEK,  P          Brouin    Hovori    Corp       (subs       Broiun    Bouvori    fc 
Co    .Ltd     I         CH-T    06004O   E         BO/OG/17         13pp 


Foruaids     sys    description,    ^    operation     Lna  true  tiom     for    NftC 
health    physics     telephone    netuoil     3ys    des-i^ned     for    HJSB    during 
nuclear    UK  i  dent    or    f\O    NBI..JJI  k    msv    also    be    used    for    daily 
adrnini  strati  ^e    or     Facsimilie     tiarfic 

^EPPLER,J   C          Region    3,     Chicago       Office    of    the    Dir*ctor         00/03/30 
2pp 

Q0040a05-M    Foriuaids    evacuation     tiffle     estimatss     in    response    to    NRC    791139 
Info    request    Time    requited     to    evacuate    schools    S.   nursing 
homes    undei     adverse    *-    tavGiablo    conditions    assumed     to    be 
2-ti    aftet     notification    '     ^-ti     ror    hospitals 
DDLAfJ,  J   E          Indiana    (.   dichigsn    Clectnc    Co         uO/04/Ol         2lpp 

BOOP11S05O7    Foruards     piopoEPU    changes     to     F  i  r  t'    protection   Tech    Specs    to 
raflect   mod*    made     to    plant    per    r  en  ui  i  enients    of    770731 
safety    evalua-tion    T&ch     £ipec     chan-ges    uere    relieved    ti 
approved 
HUNTER >R    S          Indiana    L     Michigan    Cleclric    Co         SO/Ofl/09         Ip 

--9004150510   Proposed:    changes     to    Hre    protection    Tech    Specs    Changes 
reflect    raods    male    to    plant     per    requirements    of    790731     fire 
protection    safety    evaluation 
HUNTER, R    T.          Indiana    '.    Michigan    Flee  trie    Co         30/01/09          Hpp 

B004a303t9   Forwards    ro.iied    aateguard    cant  i  no  encii    plan    Plan    withhold 
(ref     IOCFR2    7TO) 

Ni  J   E          Indiana    &    hichioan    Pouer    Co         QO/Ofl/Sl          Ip 


"&ome    Aspects    of    Water    Chemistry    in    LWf!    Pouer    Station* 

nroun    Bov«r-i    Corp       (subs      Droun    Bouveri    &   Co    ,  Lid     ) 
CH-T   030   013   E         30/03/17         Bpp 

Q004240'162    ftpprovos    revlow    re    potential    boron    dilution    incidenli    rtl 
facility,  per    770915    Ltr    about    incident    involvlnn    contonts    of 
apraij    additive    tan*    rSAR    analysis    represents   most    limiting 
case    No    further    action    necessary 
SCJIWENCEfl.  A         OpDfflttng     Reactors    Branch    1         80/03/19         Spp 

eOO'1100165    Requests     that    L»ncontrol  1  ad    set    of    PfclDs    be    placed    on 
contralleif    distribution    list    for   any    future   revisions 
Revisions    should    be    forwarded    to  attention   of   Region   3 
incident    response   ttr 

KEPPLEn,J    fl         Hagion    3,     Chicago,     Office    of    the    Director 
IP 


QOQ'1010329   Advises    that    no    Event    5  valve   configurations    exist   it 
facility,  in    response    to    NRC    600223    Itr    Lists    valva 
configurations    used    at    facility 
DDLAN,  J   E          Indiana    '.    Michigan   Electric    Co         80/03/31         3pp 

SOO'IOIO'ISO  .Requests   permission    to   use   divers    to   cut    studs    for 
replacement    of    racVs     in    spent    fuel    pool    Dose    calculations 
computed    under    two    separate    conditions   Mai    observed    dose 
uould    be   0    7   man-ram: 
DDLAH,  J  E         Indiana    >•   Michigan   Electric    Co        80/03/24        Spp 


J       insurance    t     indemnity     information 

GOQ4I4032.I   Foruarils    Endorsement    35    to    MAO-U    Policy    J1F-79,  Endorsement? 
42   1,   43   *o   NELIA   Policy    NF-2OA,  endorsement    3    to   MAELU   Binder 
X3-45, Endorsement    J    to   KACLU  Binder    Xfl  -64, £ndorsem&nt  3    to 
NEL1A    Binder    EB— 15   t   Endorsement    4    to    NELIA    Binder    EB-64 
HUNTER, R   S          Indiana    t,    Michigan,    Electric    Co         SO/04/03         ?pp 


(100401CHS6   Adlvises    that    upg-radeiJ    roiiation    monitoring    channels    in>ld» 
cantainmejit    will     be     Installed    during    first    outage    of 
sufficient    duration    i.ub-5 e^uent    to    equipment   delivery   Reset 
Feature   does    not   affect    position   of   control    room   dampers 
DOLM,  J   E          Indiana    «.    Michlflan   Electric    Co         80/03/25         Hpp 

0004240456  Approves    use    of    divers    for   removal    of    anchor    bolt*    during 
s-pent    fuel    mods    Increase    Insignificant  No   change    to   791016 
safety    evaluation   necessary 
SCHHENCER.A        Operating    Reactors   Branch    I        BO/03/35        Hpp 
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0004-030204    Forwards    addl     info    to    utii    80O310    Itr.  Item   2    1    B    h    re 
interim   method    fop    determining    plant    releases 
MALONEY.Q    P          Indiana    I,   Michigan    Electric    Co         BO/03/37         £pp 

B001QB0530    Responds    to    NRC    B00121?    Itr    requesting    fee    submittal     for 
review    of    documents    In    791218    Itr    Fee    already    paid    Discusses 
seismic    qua  1  if  i  cat  ion    items 
MALONEY.G    P          Indlana    t.   Michigan    Electric    Co         BO/03/2B         3pp 

9004060534    Forwards    responses     to    NRC    800227    Itr    re    mods    to    facility 
auiiliary     feeduiater    sys    &    requests    for    addl     info    concerning 
util     response    to    fJRC    791O30    Itr 
MALONEY.G    P          Indiana    t,   Michigan    Electric    Co         BO/Q3/2G         4pp 

80040BO367    Forwards    addl     info    requested    by    NRC    790109    Itr, re    analyses 
of    containment    temp    response    tn   postulated   main    steam    line 
hreals 
MALQNEY.G    P          Indiana    '/   Michigan    Electric    Co         BO/04/01         2lpp 

6004160016   Returna   WCAP-9566   West inghouse    proPrietary    ropt    is    not 
necessary    For   NRC    revioiu   of    util    proposed    Tech    Specs    changes 
tn    power    peaking    limits   U/o    enc I 
SCHWENCER.A         Operating    Reactors    Branch     1         80/04/01         2pp 

8004170170   Requests    submitt-ai    of    Class     III     fee    per    NRC    000127    Itr 
advising    classification   of    79121B   amend    application 
Reaponse   required    within    15    days    of    receipt    of    Itr 
MILLER, W  D        License   Fee   Management    Branch        SO/04/O1         Ip 

000415050"?   Forwards    ETA   Eng  i  necr  ing ,  Inc    Mar    19SO.     "Summary    Rept 
Comparing    Thermal    Plume   Measurements   ui/Modeling   Predictions" 
&    facility    NPDES   permit 
HUNTER'R   B         Indiana   *    Michigan   Electric    Co        SO/04/03        2pp 


50-31  5/7-J-27    f,    50-316/7V-25 

KEPPLCR.  J    G          Region    3,     (.hicago,     Ot-nce    of    the    Directo 

IP 


9004150162   Advises    of    error     in    E30Q103    1C    Insp    ftopts    50-31  5/79-27   i. 
50-31A/77-27    Corrected    reptg    are    50-315/79-27    >j 
50-31  i/77-35 

KEPPLER.J   G          Region    3,     Chicago,     QfUce    of    the    Director         SO/O3/26 
IP 

SOQ41B0172   Ack     receipt    ot    80O312    Itr    Informing    NRC    of    steps    taVen    to 
correct    violations   noted    in    IE    Insp 

HEISHKAfJi  R   F         Region    3,     Chicago,     Reac  toi     Operations    Nuclear    Support 
Branch          BO/03/27         Ip 

--a0041B01Bl    Responds    to    NRC    BQ0216    Itr    re    violations    noted     in    IE    map 
Corrective     actions   method    for    standing    order    receipt    t, 
review    has     been    changed    requiring    each    icvieuer    to    initial 
partiLUlap     sheet 
HUNTER.  R    S          Indiana    '     Michigan    Electric    Co         BO/O3/12         3pp 

0004150153   Toruards    IE    Info    Notice   80-12,     "Instrument   Failure   Causes 
Opening    of    POFJV   '.    Hloct    valve    "    No    specific    action    or 
response   necessary 

«EPPLEn,J   G         Rsgion    3.     Chicago,     Office    of    the    Director         SO/03/G1 
IP 

e0040B0717   Forwards     IE   Circular    60-05:     "Emergency    Diesel    Qenerator 
Lubricating    Oil    Addition   >f    Onsite    Supply    "    No   written 
response   required 
KEPPLER.J   0          Region   3,     Chicago,     Office    of    the    Director         00/04/01 


— B0041S052O    "Summary    Rept   Comparing    Thermal    Plume   Measurements 
u/MoiJel  ing    Predictions    " 
*      ETA  Engineering. Inc        80/03/31         53pp 

—6004150531    NPDES   Permit    MI    0005027,  1  ssued     to    IN   b   MI    Pouior    Co 
COURCHAINE!  F!    J         Michigan,     Btate    of         74/1B/37         1  lpp 

0      In-Jpeition    reports,     IE  Bulletins    fc   correspondence 

8004040392  Forwards    Waste   Packaging    ln»p    Rept   79-06A   on   791 156-20 
Mo   rmncomp  1  ( anc e    natod 

DAVIS. A  Q         n  eg  inn    3,    Chicago,    Fuel    Fac  i  1  i  ty   !*  Materials    Safety 
Branch        BO/O2/13        2pp 

--3004040399  Unite    Packaging    Inap    RoPt    79-04A  an    791I26-2B  No 
noncampl lance    noted    Major    areas    inspected    shipping    paper   & 
DOT   placarding    requiremantsiradiatton    1  uvul c.  removiab IB 
contamination   tt   eiternal    packaging    features 
POTTER,  J    P    •    BROUN,  R   A        Region   3,    Chicago,    Fuel    Facility   t, 
Materials    Safety    Branch         BO/03/13        4pp 


B004150QU    Foruiards     IE    Info   Motice    90-13,     "OE   Type    SUM   Control    Suitches 
Defective    CAN    Tolloujer?    "    No    specific    action    or    response 
required 
KEPPLEB,  J   G         Region    3,     Chicago,     Office    of    the    Director         00/04/02 


8Q0418Q01B  Forwards   attachments    to    IE  Circular   60-03,     "Protection   From 
Tome    Gas    Hoiards.  "    Inadvertently    omitted     from   000306 
transmi  ttal 

KEPPLER,J   G         Region   3,     Chitago,     Dfricc    of    the    Director         SO/04/02 
IP 

8004220070   Forwards    IE    Info   Notice    60-14,     "Safety    Suggestions    From 
Employees    "   No    action    required 

KEPPLCR.J   0         flegion   3,     Chicago,     Office    of    the    Director         BO/04/03 
IP 

0004320339   Forwards    IE   Circular    BO-07,     "Problems    W/HFC  I    Turbine   Oil 
Sys    "    Ma    written    rnsponie    required 

KEPPLER,  J   G         Region   3,     Chicago,     Office    of    the    Director         80/01/03 
IP 


0004040436  Forwards    1C    Insp    Repts    50-315/SO-O2  fc   50-31A/80-02   on 
7?iaoi~B001 11    &   notice   of    violation 

HElBHMAN.ft    F        Region   3,    Chicago,    Reactor    Operations    Nuclear    Support 
Branch        80/09/16        Spp 


8Q04S30211    Forwards    IE   Bulletin   79-03A,     "Longitudinal    Weld   Defects    in 
ASME   SA.~312i  Type    304   Stainloss    Steel    Pipe    "    Action    required 
KEPPLER, J   G         Region   3,     Chicago,     Office    of    the    Director         BO/04/07 
IP 


—8004040440  Notice    of   violation    from    insp    on   791201-BO0111 

«      Region    3.    Chicago,    Office    of    the    Director        BO/OH/11         Ip 

—8004040444    IE    Insp   fiepts    30-315/80-02  fc    5O-316/80-03    on  791301-BOOI 1 1 
Nancompl  iance    noted    standing    orders    not    reviewed    bij    licensed 
operator*, a*    required 

MASBE.R  E    ,     BQYD.D  C        Region   3,    Chicago,    Office    of    the   Director 
BO/02/11         hpp 

(3004070-111    Respond*    to    Item    1    of    IE  Bulletin    79-01B,     "Environ 
Qu«l I f Icatlon    of   Class    IE  Equipment    "    Items   2-9  will    be 
addressed    before    end    of   90-day    period   Master    Hot 
attached, W/o    «nc 1 
DQLAN,  J  E         Indiana   &•  Michigan  Electric    Co        SO/03/07        3pp 

9004100116  Forwards    IE    Info   Notice  80- OS,     "States   Co   Sliding   Link 
Electrical    Terminal    Block    "   Mo    specific    action    or   response 
required 
BEPPLERiJ  O        Region   3.    Chicago,    Office    of    the   Director        BO/03/07 


Stea 
,ider 


6004300611    Forudrds    ntponse    to    IE   Bulletin   BO-03,     "Lost    of   Charcoal 
fi-on  Btd    Type    II    Tuo-Inchi  Tray    Adsorber   Cells    "    Rivet 
spacing    problem   don    not   apply    at    facilities   No    evidence 
found    of    defective    celli    or    caeing'-screen    separations 
JJDLAN,  J  E.       Indiana   t<  Michigan   Electric    Co        BO/03/23        3pp 


142 


DOCKETED  ITEMS 


--0004150365    Monthly    o 
G1LLETT,  a    T         Indi 


perat  i 


ng    rept    f 
ITi  ch  i  ga-n 


DOCK€T    50-317    CALVERI    CL1PFS    NUCLEAR    PCWER    PLANT,     UNIT    1 
T      Security,     nodical,      emei gencg    ',     rire    protection    plans 


Hepor 


Q004220GEM   PND-77-143   Pacint    Pump    Co    supplied     facilities    u/  produc  1  1  on 
lot    of    40    pumps    nfg    using     stiarts    nade    of     inferior    matl 
Cause   unstated    Al  S     ulils    u/ounps    uere    notiMed    NSC 
headquarters.    notified    on   77OB12 

WHITT.W   N         negian    3.     Atlanta.     Office    of    the    Dir-ettor         77/OB/32 
IP 

3004070192   PMQ-11  [-80-052    on    30031  7,  nor  t  i  ana    of    plant   demineral  i  led 
uater    BIJS    Pound    rad  loac  I  ive  lu    c  oritdm  ina  ted    Probably    caused 
bij    siphoning    follauing    use    of     temporary     line    to    add 
deniineralifed    ua  ter    to    spent    rue  1     storage    pit 

DOVD.D   C    ,     DUflfiY.N    E    .     HEISHM*NI  ft    F         Region    3,     Chicago.     Office    of 
the    Director         00X03/17         2pp 


PMO-lII-aO   052A   eOO3J7     investigations    repealed    contaminated 
tap    to    be    located    outside    auxiliary    bldg    Personnel    have    been 
instructed     that    mater    from    that    source     is    not     for    human 
consumption    (    tap    ha;    been    appropriately    tagged 

BQYD.D   C    .     DUBRV,N   E   ,     HE19HI1AN    ft   F         Region    3,     Chicago.     Office    of 
the    Director        30X03/19         2pp 


3004010476   For 
SMALLER, 0   V 


jards    LER   80-OI1/O3L-0 

Indiana   >•   Michigan    Electric    Cr 


LER   80-Q11/03L-O    on    BQ0223.  during    treeklij    turbine    testing, 
reduction    in   PCS    pressure     occurred    Pressure    dropped    belou 
mm   Tech    Spec    limit   Caused    by     tripped     supply    breaker! 
resulting     in    inoperable    heaters    Breakers    reset 
MURPHY, C    E         Indiana   >•   Hicbjgjr,   Electric    Co         SO/03/21          Ip 


8004170316   Forwards    surmiaru    of   EOO221    meeting    u/util    re   LNQ    c  unt  i  h(tn[  ij 
plan.M   Uoh  I     tiip     rapt    )t    request     for    adctl     info    necessary     to 
complete    review    of     site    emergency    plan 
REID.  H    W         Operating    Reactoi  a    Branch    4         80/03/31          2pp 

—  BQ0417Q31S    Summary    of    UG0221    meeting    u/util     in    Qethesda.MD    tci    dlicuii 

CPN   contingency    plan    Fieviaui   wi  1  1    be    completed    concurrently 

Hi/emergency     planning    review   Agenda    or>cl 

CONNER,  £    L         Operating    Reactors    Hrancti    <l         00/03/31         5pp 

—  9004170323    Foruiaid*     aiticlos    le    methane    detection    using    la»ori 

Recoirrriends     lamr     fence    idea   Si|s    would    act    as    continuous 
fence    under    all    conditions    eicept    heavy    fag    W/o    encl 
WOODMfllJr  D   P          GTE    Syivariia,     Inc       (subs      of    General    Tclephon*    I, 
Electronics    Corp     >          79/12/26         Ip 

BQQ-1  030391    Foru^rds    Revision    b    to    modified    amended    security    gilon    I'lari 
withheld    (ref    1  OCFR3    /90) 
EVANS,  V   II          Baltimore   Oas    b   Electric    Co         BO/04/02         2pp 


Foru.irds    input    for    fire    protection    revisuiiltam  3  S   a    r« 
emergency     lighting    REcoramenils   NRC    approval    of     licensee 
proposals     contained     in    791113    Itr      Submits    recommendations 
re    proposal    to    change    from    1    5-h    units    to  B-h    units 
HALL.R    E         Qi-oolihaven   Halmnal    Laboratory         QO/04/14         Ip 


H      General    correspondence 


3001010493   For 
SMALLER. D   V 


irds    LER   ao-OiaXQ3L-0 
Indiana   (•   Michigan    Electric 


300404O300   Objects     to    radioactive    discharges    from    units    Offtclalt 
Irresponsible   ><    not    concerned   u/public    interest    People   musb 
take    immcil  i  atei  ifni  i- 1  od    action   to    gain   control    over    environ   [< 

1  1V05 

RENKO, E         Affiliation   Unknown         QO/Oa/iS         3pp 


--800401OSOO   LER    BO-O12/031  -O    on   B003O5.  utt  1  le    pcrformlnf    surveillsnce 
tEst-steam  generator   water    level    loui-loui   trip   bistable    foundj 
to    trip    at    11    057   narrow    range     instrument    span    Cause 
unstated    Bistable    recalibr    5    returned     to    svc 
RISCHLINS.J  L        Indiana   t,    Michigan  Electric    Ca        B&/03/2S        Ip 


8004080510   Forwards-    LERs    80-O13/O3L-O   fj 

SMALLER,  D  V        Indiana  I  Michigan   Electric    C 


— B0040B0529    LER   aO-013/03L-C    on    E00307,  d  ui-ing    normal    operat  ion,  c  ire  IM  fc 
breaker    for  R-ll    &  R-12   sample    pump    tripped    Caused    by 
failure    of    rubber    spider     in    Lo.ejoy,    L-100    coupling    Complete 
coupling     replaced   t   air    sampler     tested 
WIZHER.D    O         Indiana    *•   Michigan    electric    Co         BO/04/03         Ip 

—8004080345    LER   80-OH/03L-O    on    BOOaiA, during     surveillance    test, 
proilmitij    switch    for   D  main    turbine    stop   valve-    fell    off 
mounting    bracket    Caused    bi)    threads    in    mounting    bracket 
being    stripped    Hole    IB  tapped     to     larger    ail* 
RISCHLINQ,  J  I  Indiana    &    Michigan    Electric    Co         00/04/03         tp 

6004230430  Forward!    LEW   60-01 9/03L-O 

SMALLER. DV        Ind  1  ana  ',  Mn  h  I  ijan    Electric    Co        FJO/01/IS         Ip 

—8004230433   LER   90-OI5/03L-0    on    B00325,  dor  i  ng    auiillari;    faad    pump    retest 
aunliary    feed    valve  FMO-sas    for    steam    generator  3  did    not 
operate  Caused    by   armature    lead    from    llmltorque    valve 
operator    being    pulled   out    of   wire    lug   Ne-ua    lug    crimped 
BROUN,  M  6        Indiana  ',   Michigan  Electric    Co        60/04/15         !j> 

fl004330351   Forwards    LEfis   BO-016/03L-0   t,  BO-017/03L-0 

8HALLEH.D   V         Indiana   '    Michigan    Electric    Co         80/04/18          Ip 

--B0042303S5    LER   BO-016/03L-0    on    BQQ322.  uih  i  I  <•    performing    roubine    panel 
insp,  opera  tor   discovered    cast   FIHR    pump    suction    breaker 
IMQ-310   open   Cause    not    determined    Operators    have    bean 
alerted    to   keep    cloia  uatth    an  panel    indicators 
MURPHY. C    E         Indiana   '.   Michigan   Electric    Co         6O/04/1B         IP 

—6004330357    LER   BO    017/03L-0    on    B00321 ,  flur  i  ng    normal    opera  t  ion,  TDAFP 
trip    b   throttle    valve    tripped    &•   ccirld    not    be    rfltet   Caused   bu 
defective    reset    solenoid    Coil    rep  lac emsnt    not   effective    Trip 
linkage   reset  manually  wecu   coil    *    linkage    adjusted 
RIBCHLIUG.J   L         Indiana   &   Michigan    Electric    Co         HO/Ofl/IB        Bpfh 

8004290417  RO    on  600112.  during    tilling    of   chenlcal    vol   t,  control    ,u< 
holdup    tan*    u/d imi nei al  i od    water,  holdup    tank    inadvertently 
pressurned    over    safetu   valve    letpoint    of    IE    psig    Xe-133  4 
I-ial   released    from  vent 
SMALLER, D  V        Indiana   1   Michigan  Electric   Co        50/04/23        Hpp 


P      Operating    License    stage    documents    i    correspondence 


BO04{)30'137  Advises    that  TR   notice    of    consideration    of   propoiod    mini    In 
facility    spent    fuel    storage    pool    has    been   filed    for 
publication   Notice    telates    to   util    Q00113   request    to   permit 
1,740    in     lieu    of     1,360    fuel    assembles    to    be    stoi  ed 

U         Operating    Reactors    Branch    4         80/02/23         2pp 


—  00040aOr|-10   Notlco    of    consideration   of    proposed    mod    to    facility    tpti 
fuot    storage    pool 
REID.ri   W        Operating   Reactors    Branch   t        BO/oa/2Q        4pp 

3004040091    Forwards    rtmirnd-s    43   t<   33    to    Licenses    DPR-33   t    DPR-ttl 
reipoc  fcivo  1  ij,  sa  f  ety    evaluation  i.  notice   of    issuance   tt 
avallabilUu 
REID.D   N        Operating    Rojicton   Branch    4        GO/03/10        3pp 

--B0040400VA    flmends    -13    t    39    to   Licenses    DPR-53   b    DPR-i1?   reip«t  1  1  v»lu, 
deleting    satisfied    License  Condition  2  Cf3),  "Steam 
Oenerator    Water   Level    Rise   Rats,"    for   Unit   a  li   tjeletinfl 
satliFledi    license    condition   re  LMO    traffic    for    both 
RE1D.R   U        Operating    Reactors    Branch    4        BO/03/  10        2pp 


Safety    evaluation   supporting   Amends   42  t,   33    to   l.lceni*» 
DPH-93    1    DPfi-61?   roipectivelv 
*      Offlca    of    Nuclear   Reactor   Regulation        BO/03/10        7pp 

—  QO040'10109    Notice   of    issuance  i.   avallabllitg    of   Amend*    42  t>    SB   t« 
Licen»ci    DPR-53   t    DPD-69p  respec  ti  vely 
REID.ft  If        Op  orating    Reactors    a  ranch    4        80/03/10        2pp 

aoo-1030102  Forwards    "Nuclear    Data   LlnV   Specs,"    study    of    digital 
communication    nj>s    to    transmit    info    from   plants    to   Bethesda 
Operations    Ctr 
EIEENHUT,  D    0        Division    of    Operating   Heactors        80/03/12        9pp 


— 9001030116    "Nuclear    Data  Link   Spots    " 

*      Division    of   Operating    Reactors        80/02/31 


200  p 


UOO'1 100300  Submits    addl    info    re   auto    initiation   of    auxiliary    of 
Faeduiater    ii)«    NRC   791030    Itr   stated    Implementation    of    Ham 
S    1     7a    short-term    required    NRC    approval    Design   niuat    be 
verified    be  Pore    implementation 
EIBEHHUT.  D    0         Bivlsion    of    Operating   Fieactor*        BO/03/27        3pP 


DOCKETED  ITEMS 


8004010463   Submits    addl     info    re    pi oposed     design    changes     to    satisfy 
requ  i  ramen  ts     for    suilliarij     fseduater    sys    Amillary     feeduater 
If     steam    turbine    ays    will    be    modified    by    B30101    Forwards 
piping    S     instrumentation   >,    logic    diagrams 
LUHDVALL,A    E         Baltimore    Gas    '.    Electric     Co         BO/O3/2S         3pp 


ao040B0335   Submits     response    *-Q     IF    Bulletin    79-27   re    1055    of    instrument 
control    power     ',    effect    an    ability    to    achieve    cold    shutdown 
Hods     to    coSd     leg     temp     loops    null    allow    one    panel     indicator 
for     each     loop     temp    for-    single    invet  tei     loss 
LUNDVALL,  ft    C          Baltimore    Gas    '     ElecTic    Co         30/03/36         3pp 


— B0940I0467    "Piping    !t    Ins trumontat ion    Di-agiam   Auniiaty    Feeduater    Sys 
*       Bechtel    Corp         6750         BO/03/19          Ip 


-B00401047I     "Aumliary    Feedwatei     Actuation    Bysi"    preliminary    drawing 
*       Oechtel    Corp         00/03/21  tp 


Ack     receipt    o*    79Q7O3    application    &   B00113    1  tr    re    spent    fuel 
pool    mod    Retults    of    preliminary    review    determined     that    Class 
IV    Fee     It    required    for    Unit    1     rather    than    Class     111    Requests 
prompt    remittance 

M          License    Fee    Management    Branch         BO/O3/2B         Ip 


Discusses    action    taken    to    correct:    spurious    high    power    t, 
temp     morvl  tor/1  oiu    pressure    trips    on    Channel    A    of    reactor 
protection    ays    Single    channel    version    of    reporting 
Identification    symbol     transmitters    ordered 
UJNDVflLL.A    E          Bnltimoro    Qas    j,   Electric    Co         SO/03/31          2pp 

BOQ4230177    Requests    addl     info    to    complete    LOCA    revieui    of    util    790403 
application    for    partial-loop    operation    Info   required   re   high 
f,    loin    density    f  ue  Is.  tnc  1  u<f  ing    initial    clad    inside    (gap 
regionJ    b   outside    ondo    thlcVness    data 
ftEID.R   W        Operating   Reactors    Branch    4        BO/O3/31         2pp 

Q0040903S1?   Forwards    sJdl    feo    for    upni  ad  i  ng,  f  rom   Class    III    to   Class    IV. 
of    790703    amend    request    to    replace    existing    -spent,    Fuel    racks 
u  /'high    capacity    racks 
OLSON,  n    C         Baltimore  Oa  s   ><   Electric    Co        00/O4/03        2pp 


9O0409O2.I3   Forwards    J5    day    response    to     IE    Bulletin    77-Olfl    W/o    a 
master    list    of    sa  f  a  ty  —  I  e  latod    electiical     erjui  pment.  sq  i 
component    evaluation    uotfcstieet.5    I'    tabulation    of    svc 
conditions 
LUNDVALL.  rt    F          Baltimore   Qas    '     Electric    Co         &0/03/X3         2pp 


BOO4SBOaBO   Forwards    Hast 
No    mmcomplianco    noted 

SIIITH.G   H          Region    1.     Philadelphia,     Fuel    Facility 
Uranch        SO/03/OS        2p  p 


kaging     Insp    Kept    77-07A   on    7?iai£-13 

Materials    Safety 


— 3004360956  Unste  Packaging  insp  Rept  79-07A  on  791213-13  Ha 
none  omp  1  ianc  e  noted  liajur  areas  inspected  shipping  paper 
requirements,  DDT  placarding  requ  irements, radiation  1  BVB 1 s 
tt  c'emovsble  contamination 

WadDRUFF.ft    L    .     PEERV.tJW    .     POTTER.  1    P         (legion    1,     Phi  lade  Ip  h  3  s, 
Office    of     the    Director         00/01/18         7pp 

000*1100245   Forwards    corr  -cspanderice    u/Amphenol    Space    ',    Missile    SYS    I 
vendor    rep t     re     space    elactrical    penetration    test    data    in 
response    to     IE    Bulletin    79-01    Utll    considers    rcpt 
unacceptable     due    to    lack    of    detail    IJ/o    ends 
DHATIrt.P          Daltlmoie    Gas    {,   Electric    Co         00/03/06         Ip 

0004090334   Ac  k     receipt    at    B00227    Itr    infDrminS    NRC    of    steps    taken    tt 
corract    violablon*    noted     in     IE    Insp    Repts    50-317/79-34   4 
30-31B/79-23 

GFUER.  D   H         Region    \,     Philadelphia.     Office    of    the    Director 
BO/03/OB          1 p 


0001100227  Forwards    response    to   NHC    000225   request    for   addl    (nfo   re 
facility    containment    purge    sija    design    Includes    info    ra 
electrical    reset,  overr  id  e   !'    b-ypass 
LUHDVALL.A   E        Baltimore    Qas    1    Cloctnc    CD        80/04/07        Iflpp 

8004230194   Forwards    svaluation    concluding    that    Implenientat ion   of 
Lononm    Learned    Task    Force    Category    A    i  equlremonts    at 
facilities     is    acceptable    Evaluation    does    not    address    Tech 
Spues    re    limiting    conditions    tor    operation 
REID.R    W        Operating   Reactors    Hrancfi    4        SO/04/07         lOpp 


-B0040BQ333    Responds    to    NRC    £00313    Itr    re    violations    noted    In     IE    Insp 
Repta    SO-3l7/7l?-24    t,    SO-318/7'7-23   Corrective    actions    design 
&    installation    of    curbing    for    Uastlng    Neutrakiung    Tank    12 
in    progress    EC    completion    eipected    by    B00399 
LUNDVflLL,  A    E         [Ultimo™    Qas    '/   Electric    Co         BO/02/27        2pp 

-00040a0341     Forwards    IE    Insp    Repts    50-317/79-34    ti    50-318/79-23    on 
771310-11    &    notice    of    violation 

ORIERiB   H         Region    1,     Philadelphia.    Office   of    the    Director 
BQ/O2/13          3pp 


0Q0429Q03S   DUcusses    79103O    Itr    to  HR   Donton  Notifications    per   Tech 
Specs    *>3A7or33BG    should    include    dose    assessment 
Illustrating    compliance   U/40CFR190 
REIDrR    W         Operating    Reactors    liranch    4         80/O4/OB         3pp 

Q00417023B  Forwards    retponao    to    questions    contained    in   NRC   790827  t 
0*?£1     Itr*    re    proposed    spent    fuel    pool    mods    Requests    that 
NRC    allow   itoraga    of    1830    Fuel    assemblies    instead    of    1760 
avirmbl  IDS    a*    originally    requested 
LUNDWLL.  ft   E         Baltimore    Qas    tn    Electric    Co         BO/04/14         3Bpp 

0004320782   Reiponds    to   request    for    addl    info   re   util    790703    license 
amend    request    Makeup    rate    to    -spent    fuel    pool    from 
iJamineral  f  jer    tank    Is   333    gpm   Makeup   rate    from    tuo    refueling 
uatir    tanki    it    1.390   gpm 
ASH.R   F         Ddltlmore  Gas   (•    Electric    Co        BO/04/1B         Ip 


—  0001000344    Motice    of    vtglation    from    insp    on   791210-11 

*      .Region    1.     Philadelphia,    Office   of    the   Dir&ctor        90/03/07 


Ip 


— SQ040S035H     IE     Insp    Repts    30-317/79-24    tt    50-3IB/79-S3    on    791210-11 
Noncompl ianc a   noted    several    sys    components    Including   acldi 
caustic    dan     Lanksi  caustic    pumps   t<   piping    sys    were   corroded 
SHANUAKY.M   II    .    KOTTrtN,  J  J        Region    I.    Philadelphia.    Office   of    the 
Director         BORES.  (!  O        Region    I,    Philadelphia,    Fuel    Facility    % 
Materials    Safety    Branch        BO/03/07        Bpp 

B00404OE-?!    Describes    t-onformance    of    insorvice    insp    program    to    deviation 
From  AS  I  IE  Holler   &   Pressure   Vessel    Code.  Section    XI.  1974- 
1973  Forwards    "Long-Term    Inservice   E»am  Plan   for   Class    I, 
Class    2  &  Class    3  Sys    t    Components."   Vo  1    1-3. final    plan 
LUNDVrtLL.A    E         Baltimore-   Oa9   &  Electric    Co        BO/03/29        IBpp 


0004260435    Di sic  us  SB*   redirecting    offarta    nf   Operating    Eiperlence 
A«B«*smen,t*    Committee    to    avoid    overlap    u/efforts    of    Plant 
Operation*    Safety    Review   Committee    Described    change*    meet 
lntr»nt    of    NUREG-057B  t  will    be    imp  lamented    immedlatfily 
LUNDVALL.  A  E.       Baltimore    Oas   *•  Electric    Co        00/04/23        2pp 

Q      Inspection    reports.     1C  Bulletins    fc   correspondence 

BOQ4320441    Re«po-nd*    to    IE  Bulletin   BO-04,  "Analy  *  i  s    of    Steam  Line    Break 
u/Conttinjed    Feediuater    "Foruards    results    of    analyses 
astatiing    ability    of   containment    to  withstand    effects    of 
br-aali     Inilde    containment    W/o    and 
UUWDVALL.A    E         Baltimore    Gaa    S.  Electric    CD        80/02/12        Ip 


Advises    that   no   NAMCO  EA1QO    limit    twitches    are    In   *toci    or 
on    ord»r    re    IE   Bulletin   79-2S 

iA   E         Baltimore    Gas    &   Electric    Co        8O/O2/21         Ip 


0004030311    Recoondi    to    1C    Bulletin   79-B7.     "Lois    of    Non-Cla«s    IE 
Initrum*ntaeton   &  Control    Power   Sys    Bus    During    Operation    " 
Voltmeter*,  potential    indicators   (,  alarms    eiist    in    contrpl 
room    to    altrt    operator    to    IOB*    of    punier    to    bus 
LUNDVALL.  A   &         Baltimore   Qa*   *•  Electric    Co        BO/OH/26        3pp 
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GQ04H01?'*    Forwards     IF     Info    Hotue    BO-  11.      "GE    Type    SUM   Control    Switches 
Defective    (.AM    Followers     '     Mo    uiiitten    response    required 
GRCEFf.B    H         flejion    1       ljt<  i  1  ade  ipt,  i  a,     Dince    of     this    Director 
80/Q4/O2         lp 


For^srifi     IF     Info    Uatice    30    !•!.     "Safety    Suggestions    From 
Employees     '    No    acl  lorv    inquired 

GRIER.Ji    H         Region    1.     fti  j  1  ad-e  JpM  a,     Office    of    the    Director 
60/04/03          lp 

6004160257    Forward?.     IE    enculai     au-07      'Problem    U/HPCI    Turbine   Oil 
Sys    "    No    urlttpri    re'Epome    required 

GRIER.D    H         Flexion    ]       Pfi  i  lad  e  Iph  is,     Dffite    of     the    Director 
BO/  04/03          lp 


—  9004170221    LEO    8Q-<J30/G3L-G    on   8Q03M,  uh  1 1  e    operating    flt    98  V.    payer, fin 
marshal]    discoveied    rue    Harrier    penetration    between    cable 
spreading    room   b    turbine    bldg    not    sealed    ui/F )  ama  s  t 1  c    fire 
retardant    matl    Caused    by     inaccessible    location 
WEIJGER,  L   Cl   :     QUFFINGTCiM,  D   C         Baltimore    Qas    i-    Electric    Co 
BO/04/14         2pp 

300*210323   Submits    info    in    confirmation    of    000415    conversation    u/flE 
Architie!    ro    generic    deficiency    '•   FSflRr  Sec  1 1  on    14    3 
conceTning    boron    dilution    incident    Operating    procedures    uiill 
be    changed    to    require    inin   2/    shutdown    margin 
DAVIS^S   11         Qaltimore    Gas    '.   Electric    Co         QO/04/Ii         lp 


B004320709    For 
RUSSELL.L   B 


arils    LER    80-021/04T-0 
Oaltifnore    Gas    i   Elactru 


Co         BO/04/16 


B00-il23039'l    Forwards     IE    Bulletin    79-03A,     "Long  i  tud  i  nal    Wald    Defects     in 
A5I1E    SA-312,  Tij(ie    30'1    Stainless    Gteel    Pipe     "    Action    required 
GRIERiB   H         Region    1.     Philadelphia     Office    af     the    Director 
00/04/0-1          lp 

BQ04ieoil7   Forwards     TE    Bullet  m    QO-06,     "Eiani    of    Containment    Liner 
Penn  trail  on    Welds     "    Written    response    required 
GR1ER,  0    H         Region     1,     Philadelphia,     Office    of    the    Director 
80/04/07          1» 


— BO04220719   LED   00-021/0-11-0    on   800404.  dur  i  ng    preventive    maint    for 
draining    condensate    from    fuel    oil    atorage    tank,  operator 
drained    ail     instead    of    <uat?i     Caused    by    opeiator     inahilitij 
to    discern    difference    between    oil    !/   uiatur    through    bullseye 
DENTDN.  R   t.         RaltimorB    Gas    '-   Electric    Co         00/04/16         2pp 


000422061'!    Foruards    LEFt    BO-015/03L-0 
RUSSELL, L    D         Baltimore    Gas    '-    Electrl. 


Co         80/04/17         lp 


fi      Periodic    operating    i-epoTts    t     ieIa«-i?!J    correapondenc  e 

S004210172   FoTwarffs     "(Muni  ai  \  o  1  03  i  c  £  1    Environ   Jlanitoring   fiept, Jan-Dec 
1979     " 
LUUDVA1L,  rt   E         Baltimore    Gas    ',    Electric    Co         00/03/14         lp 


—8004350631    LER    BO-015/O3L-O   pn    Q00317,  steam   generator    auxiliary    fend 
pump    11    uffl a    taken    out    of    operation    Caused    bij    alghtglass 
being    broken    ty    opeiator    taking    oil    sample    for    analysis 
Broken   glass    replaced 

HUSEBY.D   E    ,     HEIBEL.  I!    P         Daltimoro    Gas    '.   Electric    Co         00/04/17 
IP 


—6004210197    "Nonradiological    Ensi  run    Homitoring    Rep  t,  Jan-Dec     1979    " 

*      Dal  t  Lmorr>    Sas    f,    Electric    Co          *      Academy    of    Natural    Sciences    of 
Philadelpnia         8O/03/H1          '10OpB 

800'107027S    ForiusTcli,      "RadiD  log  ic  a  1     Environ    Monitoring    Program.  Annual 
Rept.  I1??*?    " 

E         Baltimore    Gas    '•    ElBtrtriL     Co         90/03/23         lp 


—  BQQ'iO/0274    "Radiological     Envii-on   Monitoring    Prog  ram,  Annual    Reptil??1?    " 
n/iRTflL.L    J    .     RrtFI,fl    ,     HE3CHER1.E    C         Baltimore    Qa5    t,   Electric    Co 
BO/O3/31          50pp 


8004370372   Forward!    LER    BO-005/03L-0 
RUSSELL,L    H         Baltimora    Gas    I    Electrn 


Co         BO/Ot/25 


—6004290377   LER    00-005/031 -O    on    000325,  during    normal     opei  ation.  c  ontrol 
room   air    conditioning    Unit    12    tripped    Caused    by    Pailuro    of 
diaphragm   on    unipressire    valve    Valve    replaced    i    unit 
returned    to    svc 

LAQietJSKIpJ   S    .     PENCCpW   B         Baltimore    Oas    &   Electric    Co         BO/Q4/2S 
lp 


6004290393   Forwards   LE"   QO-016/03L-0 

RUS8ELU.L   B         Baltimore    Gas    >,    Electric    Cc 


BOO4350406   Foriuard*    montlili/    operating    rept-s     for    I1ar     1900   Correction     to 
Feb     19BO   monthly     nperatii.j    rept    requeiteij 
MERSCN,  S   D         Bsltimore    Gal    (,    Flectric    Co         90/04/15         lp 


--BOOd25Q407   Konthlv    opor 
HER30W-  S    D         Baltimor 


repts     to\     Mar     I  9BO 

i    Electric    Cc         BQ/04/14 


— B00429038B   LER   BO-016/03L-0    on    B003S5, during    aurveillance    teatlnj, 
Channel    A   uijde    range    nuclear    instrument    did    not    respond    In 
calibr  mode   Apparently    caused    6g    failure    of   channel 
preamplifier  Poiuer    supply    replaced   ui/spare 

LrtGlEWSKl,J   E    ,     RIZZO,P    G         Baltimore    Gas    6   Electric    Co         00/04/ES 
2pp 


S      Rept 


iponderice 


S004O1O430    Forwards    LFR    BO-O I3/03L-0 

RUSSELL-L    B         Doltimoro    G-is    '-•   Eleetnt    Co         eO/O3/S3         lp 

--8004010435   LfcFI    eu-013/O3l.-O    on    e0023S,uhile    p  er  Cormi  ng.    sui  vei  I  lane 
test,  channel    D    containment    High    pressure    ti  i  p    setpointiiias 
lets    conservative    than    value    given    in    Fpch    Specs    Caused    bij 
fa  i  led    serial     isolator    1-F/E-5313D 

HEiaEL.  R    P    .     HlZZCt,P    0         Baltimore    Gas    t,   Electric    Co         BO/Q3/25 
2pp 


13004^90433   Foruards    updated    LER   79-052/03X-1 

RUSSELL.  L   0         Dalbimoie    Oai    b   Electric    Co         SO/04/25         lp 

— 3004390436   Updated    LER    77-053/03^-1    on    79092B,  containment    gaseous   6 
partlculate    rad loact  I /i ty    monitoring    sys    failed    duo    to    lost 
of   sampling    pump   Caused    bij    irormal    enil-of-llfe    failure   of 
graphite    particles    depositing    on   bearings 
PEIKE.U   H         Baltimore    Gas    >,    Electric    Co         BO/04/23         lp 


0004S90440   Fortuardi    updated    LER   BO-011/03X-J 

RUSSELL, L    B         Baltimore    Oas    (.   Electric    Co         BO/04/25 


B0040B0500   Forwards    LER    QO-002/C"iT-0 

RUSSCLL.L     B         Baltimore    Oas    >.    Electric    Co         BO/04/03         lp 

--8004050507    LTH    BO-OOa/O'lT-O   on    eoOj^S,  instantaneous    hourly    averagB     for 
condenser    temp    T  i  s.e    observed     in    eiceas    of    Tech    Spec     limit 
Caused    6u.    oppra*or    inattention    to    tsinp    rise    across    condenser 
i   environ    conditions 
HE1BEL.R    P         Baltimare    Oas    (     Elen  +  Tic    Co         BO/0-1/03         2pp. 


--B004290-I47  Updated   LER  80-O11/03X-1    on  8002O8,  u/BCS   at    130   degTees 
250  psla,  shutdown   cooling    suction   header    relief    lifted  & 
failed    la   reset   Caused    bu    personnel    error   Valve   reset 
DAVIS.S   H    .     HUSEOY,  D   E         Baltimore   Oas    '/   Electric    Co         BO/04/2S 
Hpp 


8004290459   Fo-rtuaids    LER   8Q-019/03L-Q 

n US SELL, L   D         uallimore    Gai    4   Electric    Co 


8004130<bQd   Foruiarils    LCR    8O-O14'03L-0 

RUSSELL.  L,    D         Baltimore    Cas    f.    Electrit    Co         BO/04/10          lp 


3Q   tEfi    HO-OH/raL-0    on    BOO^SO.  dur  i  rio    surveillance    testing, 
reactor    cere    dram    tant    A    quench     ban  I    oiygcn    sample    valves 
failed    to    thufc   on    safety    injection   actuation    signal    Caused 
by    corrosion    on    output    relat|    terninals 
UAGIEHSK(,J   S    ,     R1ZZO,  P    G         Ualtinorc    Oas    £.   Electric    Co         00/O4/10 


—0001390472  LER    BO-Q17/03L-0  on  30032,7,  dur  ing    normal    operatiom  chantie  L 
loss   of    load    trip    occuired    Intermi ttently   Caused    bg 
aunliari;   master    tr-io   relay    end-of-life    tgpa   failure 
LAOIEUoRI.J  S   ,     RIIZO.P   G        Baltimore   Oas   t<  Electric    Co        30/04/3$ 
2pp 


e004290>17S   Forwards    LGR    BO-022/OIT-0 

RUSSELL, L    D         Baltimore    Qat    >    Electric    Co 


BOQ417021?  foi-iuardi    LER  BC—  O20/-03L-0 

RUSSELL,  L   B        Baltimore    Gas   4    EleclTlc    Co        BO/O-l/U 


— -80O42904B4  LER   BO-022/01T-0  on  B004l5.uttl    informed    of    possibli 
deFicienci)    in  TSAR   Section    14  3,  boron   dilution    incidcntifor 
case  uhen  SCB    n    drained    to   hot    leg    u/1'/.   shutdown   rnargin 
Cause    not    stated   Procedures    changed 
DAVIS,S   M         Baltimore   Gas    t,   Electric    Co         BO/04/25         3pp 


DOCKETED  ITEMS 


145 


000429049O   Forwards    LER    SO-017/O3L-0 

RUSSELL- L    B         Baltimore    Gas    I    Electric    Co 


— 6004290499   LER    BO-017/O3L-0    on    800326, resul ts    of    surveillance    fee 
Indicated    that   ECCS   eihaust    filter    train   charcoal    did    not 
demonstrate    removal    efficiency    of   TO/,   nr    higher    for 
radioactive    methyl     iodide    Caused    by    age    of    filters 
HEIBEL.R   P    ,     BAUER, R         Baltimore    Gas    t    Electric    Co         BO/04/25 


DOCKET    50-318   CALVEHT   CLIFrS   NUCLEAR    POWER    PLANT,     UNIT   2 
F      Security<    medical,     emergency    *•    fire    protection    plant 

000417O31&   Forward*    summary    of    800231    meeting    u/util     re    LNQ    contingency 
plamK    Won  1    trip    rgpt    >j    request    far    add]     info    necessary    to 
complete    revleui    of    site    emergency    plan 
REID,  R    W        Operating    Reactors    Branch    '1         BO/O3/31          2pp 

— aO0417031B   Summary    of   800221    meeting    u./utll     in    Dethosda.MD    I  o    <fi*cu*s 
LPN    contingency    plan    Review   lull]     be    completed     concurrently 
W/ emergency    planning    review   Agenda    eric  1 
CONNER. E   L         Operating    Reactors    Branch    4         BO/03/31          5pp 


Submits    dddl     int-o    iu    auto 
feedmatei     sya    NRC     791070    1  ti     sta'c 
2    1     7a    short-term    rsquiied    NBC    app 
verified    before    implementation 
EJSENHUT.D    Q          Di/iiton    of    Operating    Rent  I 


nitiation    ot    auxiliary    of 
i mp  1  amen ta 1 1 an    of    Item 
va  1     Design    must    be 

BO/03/27         3pp 


3004010463   Submits    sdfll     inm    re    pioposed    design    etianges    to    satisfy 
requirements    for    auxiliary    feeduater    sys    Auxiliary    fepduater 
&    stoan    turbine    su.  5    ui  1 1    be    modified    by    930101    Forwards 
piping    1    ins  ti  umen  tat  1011    >j    logic    diagrams 

E          Baltimore    Gas    '     Eloctrir    Co         0O/03/2B         3pp 


—  0O040IO467     "Piping    '.     histrument.it  L  on    Uiagr  = 
*       riechcel     Corp          6750         80/O3/LB         lp 


Auxiliary    Feeduiater    Sy; 


— SO04Q1Q471     "Aunliavy    (-ceduater    Hctuation    Sys,  " 
*       Bechtel     Corp          90/03/31          lp 


0004240344   Ack     receipt     of    /907G3    application    I.    0O0115    1  tr    IB    spent    fuel 
pool    mod    Results    of    preliminary    review    deteimined     that    Class 
IV    fee     is    required     for    Unit     1    rattier    than    Class     11!    Requests 
prompt    remittance 
DIGGS.rt   M         License    Fee   Management    Branch         80/03/28         lp 


—  9004170323   Forwards    articles    re    methane    detection    using    lasers 
Recommends    laser    Fence    idea   Sys   uauld    act   as    continuous 
fence    under    all    conditions    eicept    heavy     fog    W/o    end 
WOODMAN,  D   P         GTE   Sylvama,      Inc       (subs       of    General    Telephone   i 
Electronic*    Corp     )          /9/12/36         lp 

6004090391    Forwards   Revision   d   to  modified   amended    security    plan   Plan 
withheld    Irof    1QCFR2  7901 
EVANB.  V    R         Baltimore    Gas    '-    Electric    Co         BO/G4/02         2pp 

800*330493    Forward*    Input    for    fire    protection    review.  Item   3    2   2    re 
emer entity    lighting    Recommend*    NRC   approval    of    licensee 
propoials   contained    In   791113    Itr      Submits    recommendations 
re    proposal    to    change    from    1    5-h    units    to    B-tt    units 
HALL.R    E         Drookhaven    National    Laborataru         80/O4/I4          1)1 


H     Oeneral    carrospondenct 


0004-040300  Objects    to   radioactive    discharges    from    units   Officials 
lrr»Bpi)n»llile   &   not    concerned   u/pobllc    intere-st    People    must 
take    ifnmed  (ata.  uni  f  1  ed    action    to   gain    control    over    environ  t< 
lives 
RENMO,  E        Affiliation   Unknown        80/02/15        2p p 

P      Qptrating    license    stage   document)    &   correspondence 


3OO4O1O312   Forwards    rcvuioti    to    &VC    Data    I  terns    0    2*  G   3   t<   0   4    of 
Attachment    3     to    B003  1  B    1  tr    re    Uest  mflhouse     loul    pressure 
i  orb  1  ne   disc     i  nsp 
OLSON,  R   C          Baltimore    Gas    tj    Electric    Co         SO'03/29         2pp 

aOO40B04tiS   Discusses    action    tal  en    lo    collect    spuiious    high    pomar    S- 
temp    monitor/low    presauie    trips    on    Channel    A   of    reactor 
protection    sys    Single    channel    version    of    reporting 
identification     symbol     transmitters    ordered 
LUNDVALLpA    E          Baltimore    Qa*    !    Electric    Co         SO/03/31         2pp 

BOO-1230177   Requests    addl     into    to    complete    LOCA   revieui    of    util    790405 
application     far    partial-loop    operation    Info    required    re    high 
V     1  ou    [Tensity     f  uel  s  •  me  1  uilinj    initial    clad     Inside    (gap 
region)    &    outside    ancle    thickness    data 

IJ         Oporaling    Roactors    Ilranth    4         00/03/31          2pp 


eOO>lO90359   Forwards    arfdS    foe    for    upgrad  ing,  from   ClasB    III    to    Class     IV, 
of    79O'?03  amend    request    to   replace    existing    spent    fuel    racks 
tu/hlgh    capacity    racks 
OLBBN.R   C          Baltimore    Gaa    >*   Eldctrlc    Co         BQ/04/03         2pp 


Foriuai  ds    leaponse    to    NRC    900925    request    for    add)     info 
facility    containment    purge    ays    design    Includes     info    re 
electrical     reset.  overrule   >i    bypass 
LUNDVALL.A   C          Baltimore    Gas    ',    Electric    CD         SO/Q4/07         14pp 


300406O437    AdvlSHB    that   Ffi    notice    of    cona i darat ion    of    proposed    mod    to 
facility    sP*i>t    fuel    storage    pool    ha*    been    filed    for 
publication   Notice    relates    to    utll    B00115   request    to    permit 
li74O    In     lieu    of     1 .  3ftB    fuel    assemblies    to    be    stored 
REID.  R    U        Operating   Reactors    Branch    4        SO/03/2B        3pp 


BOO42B015'!   rorujards    evaluation    concluding     that    implementation    of 
Lsssona    Leal  ried     Tas*    Force    Cotegory    A    requirements    at 
facilities    1»    acccptablo   Evaluation   does    not   adiltess    Tech 
Specs    ro    Uniting    conditions    for    operation 
REID.R    g         Operating    Reactors    D  ranch    4         QO/0<)/O7          10pp 


Notice    of   consideration   of    proposed   mod    to    facility    spent 
fuel     storage    pool 
REID.R    W         dperatino    Reactors    Branch    4         BO/O2/2B         4pp 


09I    Foruartf*   Amends    43  !.  35   to  Licenses   DPR-53  (.  DPR-69 

ee  t  lv*ly.  »af  oty    evaluation   ti   notice    of    Issuance  & 
availability 

Operating    Reactors    Branch    4        80/03/1O  3pj> 


—  8004040096  Amends    42  fr  !'5   to  Licenses    OPR-33  fc  DPR-*.1?   rasp  ec  t  Iva  ly, 

deleting    satisfied    License   Condition   S  C(3)r"Bteam 
Osnerator   Water   Level    Rise   Rate."    foi    Unit   S  &.    deleting 
latiified    license   condition    re  LNG    traffic    for    both 
REID.H    W        Dperaling   fleactors    Branch    4        BO/03/10        3pp 

—  flOt)40<1OLO5  Safety    evaluation    supporting    AoiendB    42  &   23    to  Licenses 

DPB-53   Si  DPR-69   respectively 

*       Office    of   Nuclear    Reactor    Regulation         BO/03/IO         7pp 

—  00040401O?  Notice    of    Issuance   (   availability    of   Amends    4S  %  23   to 

LIcHnioB   flPR-93  fc  nPR-69,  respectively 

RETD.fi    W        Operating    Reactors    Branch    4        80/03/10        2pp 

3004030102    Forward*    "Nuclear    Data   Link    Specs,"    study    of    digital 
communication    HJB    to    transmit    Info    from    plants    da    Dethesda 
Op>r«tloni  Ctr 
KIBEMHUT,  B  0        Division   of   Operating    Reactors        80/03/12        5pp 


--900^030113   "Nuclear   Data   Link    Specs 
*      Division   of   Operating    Reactors 


80042SOO3B   Discusses    7?  1030    1  ti     to   HR    Denton    Notl  t  icatlons    per    Tech 
Specs    23A7or33Ua    should     include    dose    at  aesament 
illustrating    compliance  U/40CFR190 

IJ         Qflcratlng    Fieactors    Branch    '1         BO/04/OB         2pp 


BOO4-17033B   Foruards    rcsfonso    to    questions    contained     in   NRC    79QB27 
0931     Itri    re     proposed    spent    fuel    pool    mods   Requests    that 
NRC   allou  storage   of    1830   fuel    assemblies    instead    of    1760 
assemblies    as     originally    requested 
LUWDVALL.A   E          Baltimore   Gas    t*   Electric    Co         BO/04/14         3Bp  p 

BOO4H20782   Responds    to    request    fop    addl     tnfn    re    utll    79O703    licens 
amend    request    Makeup    rate    to    spent    fuel    pool    from 
demineralilBr    tand    Is    31'5   gpm  Makeup    rate    from   tuo    refueling 
mater    Lank*    Is    1  ,  3VO    gpm 
K5»,R    F         Baltimore    Oas    4    Electric    Co         SO/O4/1B         lp 

B0042B0433   Dlsicussea    redirecting    efforts    of    Operating    Eiperience 
ftss  esiinen  ts   CommittPe    to   avoid    overlap    in/efforts    of   Plant 
Operations    SaPstg    Devleu   Committee    Described    changes    meet 
intent    of  NUHEQ-O57S  &   mill    be    implemented    immediately 
LUNDVALL.A  E         Baltimore  Gas   1    Electric    Co        BO/04/22        2pj> 


Inspection   reports.     It   flullelins 


correspondence 


3Bpp 


80042-20411    Responds    to     IE   Bulletin    BO-04.  "Analytl  s    of    Gleam   Line    Break 
lu/Cont  i  nued    Feeduater    "ToruJardS    remits    of    analyses 
as-sesslnj    ability    of    containment    to  withstand    effects    of 
break    Inside    containment   W/o    entl 
LUMDVALL.A   E         Baltimore   Gas    I   Electric    CD        BO/02/12        lp 
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8O04090 1 39   Advises    that    "o    u^MLO   E.ilEO    limit    imitchfs    are    in    a  to 
an    order    re    IE   Bulletin     J1-2Q 
LUNDVALL.A   E        Baltimore    Gd  s    '    Elec'rit    Co         00/02/21  IP 

B004Q3C>311    fesponOs    to     IE    au)U»ir.    T)-3/,     "Losa    of    Moil-Class     IE 
Instrumentation    '-    Control    Power    Si|S    Bus    Dm  inn    Operation    " 
Yoltmetor-s, potential     indicdtois    '     alaims    enst     in    control 
room    to    alert    opei  atnr     to    loss    or    pouei     to    bus 
LUHDVALL-A   E        Baltimore    tfa  5    '     Eledric    Co         80/02/26         3pp 


8004190257    Foruatds    1C    'ircuUi     60-O7,     'Problems    U/HPC1    Turbine    Oil 

GRIEH.B   H         Region    1,     Philadelphia:     Office    of    the    Director 
80/O4/03         IP 

3004230394    Forwards    IE    Bulletin    79-O3A,      "Longitudinal    IJe-ld    Defects    iti 
ASHE   Sfl-312,  Tijpe    304    Stannleas    Steel    Pipe    "    Action    required 
GRIEft,B    H         Region    1,     Phi  i  lade  1  ph  ia.     Office    of    the    Director 
BO/0'l/O't         IP 


6004080335   Submits    response    tE    It    Bulletin    79-27   ro     loss    of     instrwt 
control    pcuer    «•   effect    C-TI    sbilit-j     to    achieve    cold     stiutdoiun 
Mods    to    cold    leg    temp     loop?    ui  1 1    allou    one    panel     indicator 
for    each,    loop    tenp     FOT     single    inverter     loss 
LUfiDVALL,  A   E        Daltimoie    Gas    '     Electric    Co         00/02/26         3pp 

0004090243   Forwards    '15-dai,     i  espon  =  e     to    IE   Ilulletin    79-OlQ    a/a    end 
master    list    of    saf  e  tij-rc  1  a  t  ed    electrical    equi  pment ,  s.y,s 
component    evaluation    UJOT  fc  s fleets    t,    tabulation    of    svc 
c  old i tions 
LUNOUALL,AE        Baltimore    Sas    '    Electric    Co         60/O3/Q3         2pp 


80041BO117    Forwards    IE    Bulletin   SO-QB.     '  Eiam   of    Containmiont    Linar 
Pone trat ion    Welds    "    Written    response    renuired 
ORIER.D   M         Region    1,     Philadelphia,     Office    of    the    Director 
90/04/07         Ip 


R      Periodic    opei-atinj   Teportt 


related     correspn  ride  nee 


S00421CI99    For-uaids    "Nonrad  iclog  leal    Environ   Monitoring    Rept,  Jan-Dei: 
1979    " 

Li  A   E         Paltimore    Oas    >.    Electric    Co        60/03/1-1         Ip 


B0042B02BO   Forwards    Uasts    S'acVagin 
No    noncomj  1  lance    rioted 
SMITH,  0    H        Hegion    I,     Ph  ,  1  adel  ph  i 
Branch         80/03/05         2pr 


Insp    Rept    7<?-O7A    on    771J12-13 

r     Fuel    Facility    !    Materials    Gafetu 


—9004210197    "Nonradiological    Environ   Monitoring   Rept,  Jan-Dec     1979    " 

»       Daltimo-ie    Gas   >,   Electric    Co         '      «cademij    of   Natural    Sciences    of 
Philadelphia         SO/O3/J1 


—8004260283  Waste  Packdgmg  Insp  Rept  79-07A  on  791213-13  Wo 
noncompl  lance  noted  Major  areas  inspected  shipping  paper 
r«nuu  ements,  DDT  pi  at  ird  i  ng  requirements,  radia  1  1  on  lovels 
t,  removable  contami  n-at  ion 

WOODRUFF-  fi    L    .     PEEHY.W    U    ,     POTTER,  I    P         ftegion     1,     Philadelphia, 
Office    of    the    Iht-ecto'          80/01/18        7pp 

B0041002iS    Forwards    corr  espon  J  ence    ui/Amphenol    Space    {<   Hisstle    Sijg    t 
vendor    i  ep  t    re    space    electrical    penetiation    tpit     data     in 
response    to    IE   Bulletin    79-01    Util     considers    rep  t 
unacceptable   due    to    lack    of    detail    N/o   ends 
BHATIA.P         Baltimore   Gat    r,   Electric    Co        SO/03/Oi          Ip 

B0040a0324    Atk    receipt    of    BQQ327    HT     informing    NRC    of    steps    tak»n    to 
correct    violations    notixf     in     IE    Insp    Repts    50-317/77-Sfl    tt 
30-3  1  a/79-23 
ORIER,  DH        Region     I,     Philadelphia,     Office    of     Che    D-irectar 

eo/oa/oa      ip 

—  8004080333   desponds    to    NRC    300213    Hr    re    /lolatinns    noted     in    IE    Inap 
Ropts    50-317/79-24   •,    EC—  318/79-33   Corrective    actions    design 
ft    initallation    of    curbing     for    Wasting    fleutT  a  I  H  ing    Tank     12 
in    progirest    ',    completion    eipected    by    B00221 
LUMDVALL-A   E         Baltimore    Gas    •-   Electiic    Co         8O/02/27         2pp 

--800-1000341    Forwards    IE     lr,sp    Flepts    SO-317/79-34    *,    5O-3I  B/79-23    on 
791210-11    «•   notice   of    violation 

GRIER.G   H       Region    1.     Philadelphia.    Office   of    the   Director 
BO/03/13         2pp 

--SOO40a03'lJ    Notice    of    violation    Fran    insp    on    79121O-11 

«      Regmt.    I,     Philadelphia,     Office    of    the    Director         BO/02/07          Ip 

--aOO40B0352    IE    [nap    Repls    SO-"M7//7-2<l   >     50-31B/77-23   on    791E1O-J1 
Moncomp  1  lance    noted    several     sijs    components    Intludins    acid, 
caustic    daij    tan!n,  canj)  ti  c    pumps    >'  piping    sijs    war  IF    corrodeJ 
SHANBAKVil   H   .     KOTTAN.  J    J         Region    1,     Philadelphia,     Office    of    the 
Director         BORES,  R   J         Region    1.     Philadelphia    fuel    Facility    £ 
Materials    Safety    Branch          80/02/07         Bpp 

0247  Forwards    IE   Info    Notice   80-12,     "Imtrument    Failure   Causes 
1   of  POm  fr  Blocli    Waive    "   No    specific    action    or 
e   necessary 

H         Region    1,     Ph  1  1  ade  t  phia.     Office    of    the    Director- 
l         Ip 


ids    It    CLTCular    BQ~0'j.      'Emergency    Dletel    Generator 
1    '••"    '    -  Onslte   Supply    "   No  written 


lelphia,     Office    of    the    Director 


ice    BO-li,     "GE    Type    SBM   Control    Switchi 
uiitteti   respcnse   required 

i,     Office    of    the    Director 


SOO'107O275   Forwards,     "Radiological    Etwiron    Monitoring    Program.  Annual 
Repti  1979    " 
LUNDVALL,  A   E         Baltimore    Gas    '•    Electric    Co        BO/03/2B         Ip 

—  8004070276    "Radiological    Environ   Monitoring   Program.  Annual    Rept.  1979 
DAFITAL,  U   J    ,     RAF1.A    ,     REICHERT.E    C          Baltimore    Gas    &    Electric    Co 
BO/03/31          5Qpp 

B0042;S010i    Foruardt    monthly    opetatinfl    repta    for    Mar     19BO   Correction    to 
Feb     19SO    monthly    operating    rept    requested 
MER50N.S    D         Baltimore   Gaa    ti   Electric    Co         SO/O^/aS         Ip 


—  S0042S0407   hcnthly    opeiating    re<pts    For    Mar    19BO 

tlERSOM,  S   D         Baltimore    Qas    i.    Electric    Co        BO/04/14 


S     Reportable   occurrence',     LERo    It  related    c  orreipondenca 

8004010439    Forwards    LER   DO-C-lu/OCTL-O 

RUBEELL.L    D          Baltimore   Cas.    i    Electric    Co         90/03/24         Ip 

--8004010443   LFFt    80-010/03L-O   on    B00224,  dur  ing    surveillance    testing, 
control     element    assemblies   31    V   34    dropped    Into    core    Caused 
bij     fault    in     timer   module    Module    replaced 

LAQ1EU5KI,  J   S    .     BAUER, E    R         Baltimore    5-as   t-   Electric    CD         80/03/24 
2PP 

6004010342   Forwards    LER    80-001/O3L-O 

RUSSELL. L    B         Baltimore   Gas    i   Electric    Co         BO/03/25         Ip 

—8004010351    LER    BO-001/03L-0    on   800325,  a  t  though    loui   prnssure    safety 
Injection    pump    21    mas    placed    out    of    s.vc    for   mairit; 
containment    spray    pump    SI    yas    di  sasserib  led   Causo-tl    by 
verbal    communication    error 

DAV1S-S   II    .     PENCE, W    D         Baltimore   Gas     1    Electric    Co         80/03/35 
IP 

9004010376   Forwards    LEH    BO-O19/02L-0 

RUSSELL, L    B         Baltimore   Gas    tt   Electric    Co         60/03/29         Ip 

— B00401O383   LER    60    019/02L-0    on   S00312,  wJii  1  e    performing    QC    in*p>cabU 
A2Y0929P    was.    found    incorrectly    routed .  tati  ith   violated    cable 
Sffperation    criteria   Caused    by    personnel    not    Ful 1 ouing 
designed    routing    of    cable    Temporary    cable    installed 
BAUER. E    R         Baltimore    Sas    t    Electric    Co         BO/03/25         Ip 

S0040103BO   Forwards   LER    90-01 5/03L-Q 

RUSSELL. L    B         Baltimore   Sas    t   Electric    Co         80/03/25         Ip 

--80010103Q9   LER    ao-OlS/OIL-O    on   B002S7.  during    maint, control    element 
assembly    44    dropped     into    core    Caused     by    electrician 
ace  identallij    grounding    prime    15  volt    poiusr    supply  Faulty 
backup    p  oiuoi     supply    uas    changed 

LASIEHSXl,  J    S    ,     DAUER.E    R         Baltimore    Cas   !.   Electric    Co         80/03/23 
2pP 


a0043-10a9J   Forwards    IE    Info   rJotice   BO-14       "Safety    Suggestion's    From 
Employees    "   Ho  action   i  squired 

ORIER-B   H         Region    1,     Philadelphia.     Office    of    the    Director 
aO/O4/02         1 p 


B004010364  Forwards   LCR   &0-aicj/03L-0 

RU96ELL,L    B         Baltimors    Cas    *    Electric    Co         BO/03/2B         Ip 


DOCKETED  ITEMS 


—  B00401O36B   LER    8O-O16/Q3L-0    on    8O0303.  emerg  encij    dlesel    generator    21 
was    placed    out    of    EVC    after     11     failed     to    reach    rated    speed 
during    start    test    Caused    by     diesel    generator    governor     slow 
response    Governor    replaced,  all     governors     Inspected 
DAVIS,  S    M    ,     HUBEBV,  D   E         Baltimore    Gas    ',    Electric    Co         BQ/Q3/ZB 


BOO<10a04BQ    Forwards    LER 

RUSSELL,!-    B         Baltimore    Qa 


Ele-ctiic    Co 


—  B0040B04Sa  LEFI   BO-Oia/OSL-Q   on    900303,  channel    If   pros-sure    input    signal 
for    steam   generator     isolation    22   was    tujpa&sed    Caused    by 
signal     isolator    2   E/E-1023C    being    out    of    calibr    due    to 
n  on  linear    i  efiponse 
HCIUEL,R    P    ,     HIZZO,P    G         Baltimore    Gas    ',   Electric    Co         80/04/Q2 


B0041504B3   Forwards    LEU    BO-O17/O3L-0 

RUBSELL,L    G         IlaltlniOie   Gas    i    Electric    Co         80/04/10          Ip 

— B004150486   LE(I    BO-017/03L-0   on    SOO316,  sal  tua  ter    avc    water    heat 
exchanger    22   mas     taken    out    of    s vc    Caused    by    need    to 
repair    tube    leak    Tube    leak    found    Ii    plugged 

HEIQEL.tl    P    .     PENCE,  W   D         Baltimore    Gas    t,    Electric    Cg         BO/04/1O 
IP 

B004I90624   Forwards    LER   SO-01B/03L-0 

RUBSELL.L    B         Baltimore    Gas    '.    Electric    Co          80/04/10          Ip 


G004210069   Responds    to    FOIA   request     tor    document*    re    venting     Qt-    Kr-85 
gas     riorti    facility    cont  a  inmprit    Documents     listed    in    app     are 
being     placed     in    Washing  Ion,  DC    TDR 
FELTON,  J   li          Division    of-    Rules    and    Records  BO/OH/Of         ?pp 

F      Security,     medical,     emergency    4     rirp    protection    pliiPis 

8004030)62    Formal  ds     i  rid  on     Dt    recomji.endatiori  5     appropriate     tor    FEI1A 
respons  i  Q  1 1  1 1 1  es     le    emei  gene  ij    pi  e  par  ednc  ss     planning    around 
nuclear    pouier     plants    !t     federal     rule    in    responding     to    pouer 
emerg  enc 1 es 
GRIMES,  D         Emergency    Pi  epai  ednes  s     TasV    Force          90/O3/12         4flp 

a004100ti-5O   Foruaids    Revision    iB    to    rrndit-ied     amended    physical     security 
plan    Plan    win  he  Id     (ref     10CFFI2    /90I 
HEf)DEl[|,J   O          Metropolitan    Edison    Co         BO/O'l/C-2         Ip 

3004300409    Advises     that    s  td    market    uieathei     a  1  ei  t    monitor     is    sufficient 
for    use     in    notifying    p ub  ]  ic, regard  1  ess    of     on-off    suited 
HCRDE1N,J   G          Metropolitan    Edison    Co         BO/O4/2S         Ip 


G      Ad  jud  icatcit  g 


/9QB3QOA22   Opposes    leopening    of    TMI  (,    nuclear     f 

of    risk     of    genetic    damage    by    high  enei  gyi    s"ti; 
par  tic  1  PS 

STOHELY.M   F         Affiliation    Unknown  7V/00/23 


tomi 
IP 


in    general 


— B00413063B  LER   80-018/03L-0   on    60O31 1 ,  dur i ng    routine    insp    tour.u«tch 
stander    noticed    loali    ucld    oil    23    charging    pump    suction    fellof 
valvo    causing    desjradatlon    of    sys    desigiiod    to   contain 
radioactive    fluid    Causer!    bi(    vibrati  on-lndiJC  ed    metal     fatigue 
DAVia.S   M    ,     HUSEQY,  D   E         Baltimore    Gas    &   Electric    Co         BO/-04/1O 
IP 

H00421O323  Submits    info    In   conP  irmat  ion    of    BOOfll  5    convor-sat:  1  on   u/RE 
Architial    re   generic    deficiency    1   FBAR.  Sec t Ion    14   3 
concerning    boron   dilution    Incident    Qparating    proteiture-s    will 
bo    changed    to    require   mln   3X   shutdown  margin 
DAVIS. 8   M         Baltimore    Gaa    1.   ElertrU    Co         00/04X16         Ip 


B00432074S  Formards   LEf!   ao-021/03L-O 
RUSBELL.L   H        aaltimoro   Gas   S    Electric 


— B0042207S9   LER   BO-OS1/03L-0   on    B0031B, during    performance    cf 
surveillance    tost   23,saliuator    pump    did    not    start    upon 
receipt    of    safctg    actuation    signal    Caused    bg    faulty    pin 
Pin  replaced 

HEIDEL.R   P    ,    HIZZD,!1    G        BallimorD   Qas   &  Electric    Co        HO/O4/IB 
2pp 


9004230411    Faruardi    LEU   BO-020/03L-0 

RUa8ELL,L   0        Baltimore   Gas   &  Electric    Cp 


--H0042S0417   LEf)   00-030/03L-0   on    BQO320.  dur  1  ng    supvailUnie    testing, 
channel    D   high    pouier    wont    Into    trip    condition   Malfunction 
stopped    before   cause    could    be    determined 

0        Oaltiroore   Oas    i   Electric    Co-        BO/04/18        Ip 


£1002040380   Criticiies    uioii  te    removal     I    decotitajni  nation    efforts    at    TMI 
Chargers    liRC     u/abuEe    of     public    opinion    (•    f  ee  I  i  ngsi  coverup    C- 
Insena  1 1  ivl  tij     to    problems    caused     b  \j    nuclear     pouer 
JONES,  D         Affiliation    Urtknoun         BO/01/35         7pp 

HO040901'?3   Eiplaini    c  I  r  c  urns  tanc  ea     involving    800222    svt     of    DNUU 
draft    rept     re    measurements    of    uiidei  ground    mining    radon 
release-!    I    MFJC     lestimoTiii     of    (ill   Wilde    re    same     rept   Missing 
Page    h    etic) 
DORDENICK.  I)    M          Hearing     Branch    A          BO/03/O!)          IpP 

Q004140O61    Requests     public     hearing     Lo    evaluate    proposed    Tech    Specs, App 
A    to    License    nfIft-/3.  NUREG-0433   Ulll    determine    whether    Tech 
Specs    are    sufficient    to    pintoct    public    health    It  safety    for 
duration    of     cleanup    opoiations    Certificate    of    Svc    ent 1 
JOHN6RUR,  J   H         Eiivlranracnta  1    Coalition    on    Nuc  I  oar   Pouier         80/03/15 
Ipp 

— 800-1I-1OOA7    TmBrgencg    request    foi      public    hearing    prior     to    alteration    of 
currant    BTporlmontal    a    operational    status    of    Tril-S  not    in 
accordance    u/Tech    Spocs,App    A   Serious    Tech    Specs    violations 
hove-    resulted     In    current    degraded    reactor    corn 

KCPfORD'C    H          Environmental    Coalition    on    Nuclear    Power         7?/04/27 
5pp 

— B0041'1007i   Gopplements    79O>127    emei  gencg    request    for    public    liBflrina 
Recoipt    of    petition    has    not   been    acknouil  edged1   bij    Director 
of   Nucleai     tieactor    Regulation   Euppl    n    tubm  i  ttail    due    to 
continuing    crisli    Caused    bg    7903SB   accident 

KEPFdRI),C         Environmental    Coalition   on   Nuclear   Poiuar         79/09/16 
9pp 


0004290345  Foruiard*    updated   I  £R   79-001/03X-1 
RUSBELL.L  D        Baltimoro   Oa»   *    Electric    Co 


— B004290350  Updated    LER   79-001/03X- 1    on    79C-106.RC3  had    unidentified 
leakage    of    1    546   gpm. eiceed ing    Tech   Spec    Caused    by    cracked 
iii>ld    located    on   socket   weld    dounitroa-m   of    second    isolation 
valve   Meld    repaired 

HUfiEBY,  D   E   ,    DAVIS.6  M        Baltimore   Oas   !.   Eloctvlc    Co        BO/O4/23 
2pp. 

0004290410   Forwards    updated   LER   79-003/01 X-2 

fiUSBELU.L   D        Bflltimore   Gas   S.  Electric    Co        80/04/25         tp 

— B004B90416  Updated   LER   79-003/0 1 X-2   on    790120- reactor   coolant    pump    23A 
lower    iaal    fcerap    alarm  activated    &   Z   gpm    lncrea«e    In    l«ah 
rate    noted    Reactor   inanuflllg    tripped    Caused    bv   cracked   uie-ld 
on    seal    pressure    sensing    Hn*    Seal    assembly    replaced 
CARROLL,  J  D   ,    HU8EBY.  D  E        Daltlmore  Oas    (,  Electric    Co        90/04/25 


000409005;,   Ou-octov'E   decision    under    10CFR2   206    ilenging    R   Oanj    800227 
petition    in    uhich    installation   of    crgooenlc    trap*   before 
radioactive    gas    venting,  was    roquaitcd    NUREG-0&62   of    Mar     19BO 
considered    &   recommended    solution    to    issue 
DEIITON,  II    R         Office    of    Muclear    Reactor   Regulation         BO/O3/1B         2pp 

8O04110O7EI   Request    for   hearing   fc   petition    for    leave    to    Intervene    in 
evident  iaru,    hearings    on    proposed    Tech   Specs    Tech   Specs    may 
be    inad  equate,  r  e  tul  ting     in   unusual  lu,    large    radiation 
releasfls    Cci-tiflcats    of    Svc    end 
LOCHS1ET, W  A         Affiliation  Unknown        SO/O3/1H         4pp 

B004I40U1    Foruiards    Director's    decision   under    IOCFR2  206,  Request   -for 
action    rftd    B003S7,  denied    Petition    dtd   800325    under 
consideration 
DENTON.H    fl        Office    of   Nuclear   Reactor  Regulation        ao/03/lB         Ip 

— 3004140117   Director's    decision   under    IOCFR2    30A    denying    request    that 
NRC    renuire    installation   of   cnjoaenU    trapa    before    planned 
venting    of    radioactive    gas    from   TMI-3 
DENTDH, H  R         OPfice    of    Nuclear    Reactor    Regulation         SO/03/IB        3pp 


DOCKET   80-320   THREE  MILE    ISLAND  NUCLEAR  STATION.    UNIT   2 

C      Utility    Environmental    Report    (ER),     amends    i   correspondence 

B004210072  FOIA  request    on   behalf    of    UCS   ifor    documont*   re    ventino    of 
Kr-B9   gai    from   facility    containment 
LEAB.J        Union   of  Concerned   Seiantist*        BO/03/13,       2pp 


HOO41101B'!    Requests,    hearing-    to    ietermlno   uihsther    TequipamentB    set 
forth    in    proposed    Tech    Specs   are    necessary    t   sufficient    to 
protect    public    lioalth    t>    safety   Teich   Specs    do    not    take    Into 
•account    Jiaiards    posed    by    continuing    accident    at    TMI -2 
SHOLU1,  a   C         Affiliation    Unknown         BO/03/21         2pp 
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DOCKETED  ITEMS 


1>CQ40<?G46<_  Hull  n  I-  ui 
naps  rac  EiMbi  t  I  pr 
Trjnst r ip t  ,'47  Pa.  tie 


8004350373   Requests    review    '• 
decision    under    10CFR3   20i    d 
of    public    health    demand    th 
GAflY.R         Affiliation   UnVno 


rec  on  i  iderat  ion  of  B00407  Directi 
enying  800225  petition  Interests 
t  cleanup  be  started  at  Facility 
n  80/O4/1U  2pp 


QJ0422GUCS  Response  in  opposition  to  Enviicn  Coalition  on  Nuclear  Power 
B03315  petition  for  heating  '-  for  participation  re  Tech  Spec 
anend  Urges  prs-pt  asujr-ent  ef  i.ELB  '.  early  scheduling  of 

S1LDEPG  J  t    BERNSTEIN,  L.  t    Metropolitan  Edison  Co    SILBERG.  J  E 
Shaw,  Pi'tnan   Palts  '  Tr  abridge    80 '03/31    9pp 

£004030574  Order  grant  in j  HRC  uriopposed  notion  to  reopen  record  for 

participation 

BISHOP  C  J   Atonic  Safety  and  Licensing  Appeal  Panel    BO/04/01 

IP 


9004390222   Order    granting    e. tension    until    800507    for    Commission    to 
Elect   whether    'o    levieu   Director's    800407    decision    denying 
enforcement    action    under     1QCFR2   206   Certificate    of    Svc    enc  1 
CHILK,  S   J        Office    of    the    Secretary    of    the    Commission         00/04/23 
2pp 


790S210247   fick    790412    receipt    of    water 
industrial    t    utility    users    urould    be 
rcc  ip I enls 
DENTONrHfl         Office    of   Hucleai     fteactoi     Regulation 


or    catalog    Suggests    that 
appropriate 


SOG4030026   Monorandu.n    of    understanding    nptween   hF!C    J,   FEI1A   re    prompt 
inprojei-.ent    in    radiolojica!    emeigency    planning    t, 
preparedness    distributed    as    S^ai  d    notification 
GGSSICK.L   V        Office    of    the    Eiocutive    Director    for    Operations 
CAMN,F        Fedsral    Exigency    Management   Agency         80/04/02         34pp 

0004230102   Hpsponse    in    oppo-itiuri    to    UA   Lochstct    BQ031B   request    for 
hearing    >     for     intervention    re    Tech    Spec    ariends    Urges    prompt 
assignment    of   A5L3    >.    eaily    schedule    of    preparing    conference 
to    deternire    issue    Certificate    of    Svc    enc I 

SIUJERI.J   E    -     BERNSTEIN   D   L         Metropolitan   Edison   Co         5ILBERC,  J   E 
Shau      Pittman,     Potts    ',    Troubridge         BO/04/02         !5pp 


— 790B210253   Foruiard?    'atalog    sheets    IB    uiater     U\el 
application    in    leattor     itistallations 
ORUENSFELLDER.H      KF    Indus  In  es,  Inc          79/04/12 


Suggests 


3pp 


6004220405   Response    to   MA   Loc 

assertion    of    interest   'jhiih 

W/Certif  icjts    of    Svc 

BERNSTEIN,  D   L         Metropolitan   Edison   Co 

Pittman.     Potts   '.    Troubr  idge         BO/04/02 


be    affected    bij    proceeding 


BERfJBTEIN.  D   L 
15pp 


BG04090390  Response  in  support  of  Environ  Coalition  on  Nuclear  Power 
600315  request  for  hearing  re  Ofc  or  Nuclear  Reactor 
Regulation  B0021 1  order  Although  def i c lent, peti tlon  may  be 
cured  bu  filing  required  contentions  W/Certi f ICate  of  Svc 
BORDENICK.fl  M    Hearing  Branch  4    BQ/Qfl/04    7pp 

6004090396  Response  in  support  of  UA  Lochstot  80031B  request  for 
hearing  E.  petition  to  intervene,  per  Ofc  of  Nuclear  Reactor 
Regulation  800?  1 1  order  Although  partially  deficient, 
petition  nau  be  cured  Certificate  of  Svc  enc 1 
DORDENICH.B  H    Hearing  Branch  4    60/04/04    top 

80042100B5  Response  stating  no  present  opposition  to  SC  Shelly  800321 
request  tor  hearing  rB  interest  in  Tech  Spec  amend 
proceeding  Urges  prompt  assignment  of  ASLD  &  early 
scheduling  of  special  prehearing  conference 

SILBERG, J  E  ,  nERNSTEIN,D  U    Metropolitan  Edison  Co    SILBERG, J  E 
Shaiu.  Pittman,  Potts  t  Trowbridge    90/04/07    4pp 

J0423QOB4  Director's  decision  under  IOCFR2  206  denying  R  Garg  300225 
petttion  in  which  certain  actions  re  radiation  monitoring 
fc  emergency  planning  uere  requested  Decision  will  constitute 
final  action  unless  Comssion  institutes  review  in  2O  days 
DENTON.H  R    Office  of  Nuclear  Reactor  Regulation    BO/04/07    6pp 


nsion   denying    800225   request    for 


8004300503  Forwards  Director 

action  re  radiation  monitoring  b  emergency  planning  at  site 
DEIJTON.H  R   Office  of  Nuclear  Reactor  Regulation    90/04/07    Ip 

-B004300519  Adv.ses  that  tun  request*  for  action  have  been  received  fvofn 
R  Gary  re  radiation  monitoring  r,  emergency  planning  at  site 
Both  requests  have  no  legal  foundation  >j  Director's 
decision  should  be  issued  irrmed  lately 

HURRAV.J  P    Office  of  the  Executive  Legal  Director    BO/03/10 
2pp 

B004l5022i  Motion  for  eitension  until  BOO430  &  0536  per  parties' 
aaraem.nt  to  submit  post-hearing  (•  reply  mamoranda, 
r»ipectlv»ly,re  aircraft  crash  npohab  i  1  1  tu  issues 
Csrtiflcate  of  Svc  end 
CHANDLER.L  J  ,  TREBV.  S  A   Hearing  Branch  1    BO/04/11    3pp 


4pp 


HERBEIH.J  Q       Metropolitan  Edison  Co       80/04/tl 


ion       BO/04/16       22pp 


8004000106  Submits  York  County  Board  of  Assistance  resolution 
recommending  that  disastei  evacuation  plans  for  nuclear 
accidents  be  required  to  include  adequate  provisions  to  raeel 
needs  of  indigent  's  handicapped 
S1PE,(-  U    Vorh,  PA    /9/I2/19    Ip 

3004020327  Responds  to  790919  Itr  e.  pressing  concern  re  NRG 
participation  in  decision  to  place  reactor  in  operation  & 
HRC  monitoring  activities  of  reactor  const  Beyond  licensing 
requirements,  commerc  la  I  operation  is  corporate  decision 
VOLLHER.R  H    THI-2  Opei  ations/Bupport    BO/02/OS    2pp 

—  9004020234  Eipresses  concern  re  NRC  participation  In  decision  to  place 
reactoi  in  operation  &  NRC  monitoring  activities  nf  roactor 
const  Ltr  of  791024  to  (let  Ed  eipressing  concern  ro  Unit  1 
restart  end 
EDMONSDN.L  D    Affiliation  Unknown    79/09/19    6pp 

8004070200  F01A  request  for  info  re  facilities  !.  damage  d.uo  to 
earthquakes  at  Indian  Point 
HEBAS.PO   Affiliation  Unknoun   BO/02/10   Ip 

B004040300  Objects  to  radioacti/e  dlschargos  from  units  Officinln 
Irresponsible  (.  not  concerned  u/publlc  Interest  People  must 
take  immcd  late,  unl  f  ied  action  to  gain  control  over  environ  & 
1  ives 
REWNO,  E   Affiliation  Unknown   GO/02/  1&   2pp 

B004040307  Opposes  release  of  raduaite  water  Into  Susquolianna  Htvor 
FORREST.  I    Affiliation  UnVnouin    QO/03/15    Ip 


300404030B  Objects  to  u 
radioactive  matls  Urg 
disputing  of  waste 
OPPENHEIM,  L    Affiliation  Unkno 


of  Susquehanna  River  as  dumping  site  fnl 
NHC  to  find  other  methods  of 


B0040202B6  Ac  k  receipt  of  300215  Ur  commenting  on  programmatic  EIS  ro 
decontamination  fr  disposal  of  wastes  from  790338  accident  at 
site  Comments  will  be  considered  Statement  *•  name  have 
been  added  to  statement  mailing  list 
SELLS.  DE   Environmental  Projects  Branch  2   00/03/29   Ip 

9004020217  Responds  to  790610  Itr  expressing  concern  for  annual  Insp  of 
pressure  relief  valve  Maint  schedule  provides  for 
pressurlier  relief  valve  testing  appro*  once  yoarlu  during 
refueling  outage 
DENTON.H  R    Office  of  Nuclear  Realtor  Regulation    BO/02/38    Ip 

8004020231  represses  concern  for  annual  insp  of  pressure  relief  valve 
GINTECK.P    Affiliation  Unknown    79/06/10    Ip 

8004040335  Responds  to  790503  Itr  requesting  Info  ro  accident  Several 
groups  organlied  to  identify  safety  concerns  Compliance 
Hi/recommendations  re  reactor  design  analysis  t<  operations 
uilll  be  required  of  nuclear  plants 
DENTdN,  H  R   Office  of  Nuclear  Reactor  Regulation   SO/03/3G    Ip 

--9004040234  Requests  info  ra  accident 

CONNER,  DE   Aff  1  1  lation  Unknown   79/09/02   ip 

8004040347  Responds  to  790723  comments  on  effects  of  accident  Avoraoo 
exposure  of  population  within  30  mile  radius  of  TMI  was 
approi  4  mrem  Max  exposuve  to  any  individual  mas  less  than 
100  mrera,  which  is  lets  than  normal  annual  eiposure 
DENTON.H  R   Office  of  Nuclear  Reactor  Regulation   BO/02/2S   2pp 
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— SQ04040257  Cor 
SNVDERp  I  E 


nents  on  effects  of  at 
Af f i  1  lat  i on  Unknown 


c i dent 
79/O7/23 


4pp 


BOO4020456   Responds    to    791207     Itr     re     facility     licensing    fr    discusses 
preparation    of    action    plan    for     implementing     safety 
objectives 
DENTDN.H   R         Pffice    of    Nuclear     Reactor    Regulation         00/03/03          Ip 


— 0004030458   Requests    re-evaluation    of     licensing    morat 
individual    revieu    of    proposed     facilities 
MARCrWND.R         Maithand    Construe  t  ion,  Inc          BO/03/03 


jgges  ts 


B0040204il    Responds    to    7912O3     Itr     to    President    Carter    eipressing 
concern    over   moratorium    on    Issuance    of   CPs    S>   OLs    Discusses 
transition    period    during     implementa  t  ion    of    Kemeny    Commission 
recommendations    re    TMI     Investigation    DOE    B00125   memo    end 
DENTQN.H   R         Office    of    Nuclear    Reactor    Regulation         00/03/O3         2pp 

— 3004030-165    Foruards    JA    Lehman    791303    Itr    to    President    Carter    discussing 
moratorium    on     issuance    of    CPs    t    QLa    White    House    791227 
transmittal    t    EM  Loggins    (Oulf    States    Utils    Co)    79)119    Itr 
ro   moratorium   enc 1 
RATHKOPFpC    L         Energy . Dcp t    of         BO/OI/2S          7pp 

BQ04030019    Responds    to    79I3O7     Hr     le     fat-ility     licensing    b    discusses 
preparation    of    action    plan    for    Implementing    safety 
objectives 
DENTGN.H   R         Office    of    Nuclear    Heactoi     Regulation         SO/03/03         Ip 

— 9004030033    Urges     lifting     of     licensing    moratorium 

FISHER. J    R         Affiliation   Unknown          79/12/07          Ip 


— 0004030129   Oppose*    restart    of    Till  - 1 ,  c  oust    of    nucleai     plants     in    NJ   t- 
nuclear    accidents     due    to    health    haiai  ds    t,    iisks    to    public 
safety 
FOSTER, K         Affiliation    Unknown         79/OH/16         2pp 

B0040402I1    Responds    to    791118    Hi     to    President    Carter    eipressing 
concern    nvei     moialoiitirn    on    issuance    of    CPs    >j    DLs    Discusses 
transition    period    during     imp  lenient  a  i  an    of    Kemeny    Commission 
recommendations     re    TMI     investigation    DOE   BOQ122   memo    encl 
DENTQN,  II    Ft         Office     of    Nuclear     fteac^QT     Regulation         BO/Q3/03         2p  p 


— BOO404Q237    Fnriuards    P    Stark    79111B    Itr    to    President   Carte 
moratorium    on     issuance    of    CPs    t,    OLs    White    House    791213 
transmittal    Is    San    Diego    Union    ileus    ai  titles    encl 
RATHKCJPF.  C    L         EntM  oi|,  Dept    of         8O/01/32         6pp 


B004040214    Responds    to    791113    Iti     to    President    Carter    eipressing 
concern    over    moratorium    on     issuance    of    CPs    >i   BLs    Discusses 
transition    pentid    d»nng     imp  lomeiita  ion    of    Kemeny    Commission 
recommend  at  Ions     re    TM!     investigation    DDE   B00125   memo    encl 
OENTON.H   R         Office    of    Nuclear    Reactor    Regulation         BO/03/03         2pp 

— -B004040245   Forwards    WR    Penault    79U13    Itr    to    President   Carter 
discussing    moratorium    on    issuance    of    CPs    >j   OLs    White    House 
791203    transmittal     encl 
RATHKOPF.C    L         Enorgy.Dept    of         BO/01/25         3pp 

6004040215   Responds     to    791101     Itr    to    President    Cartel-    eipressing 
concern    over    moratoliurti    ah    issuance    of    CPs    '.    OLs    Discusses 
transition    uerio-d     during     imp  1 emenlai on    of    Kemeny    Commission 
recommendations    re    TMI     investigation    DOE   800122   memo    encl 
DENTON,  H   R         Office     of    Nuclear    Reactor    Regulation         80/O3/O3         2pp 


8004030022  Responds    to    791231     Itr    re    facility    licensing    &   ditus 
preparation    of    action    plan    for    imp  lenient  ing     safety 
objectives 
DENTON.H   R         Office    of    Nuclear    Reactor    Regulation         80/03/03 


— BOO4010248   Forwards    M   RIIS.S    7911O1  Itr    to   President    Carter     discussing 

moratorium    an     issuance    of    CPs    £  OLs    Uhlte   House     /912I3 
transml  t  tal    enc  1! 

RATHKOPF.C    L         Energy,  Dept    of  80/01/32         4pp 


—  0004030026  Requests    reversal    of    licensing    moratorium   & 
handling    of    nuclear    energy    development 
IRIiY,8   C        Affiliation    Unknown         79/12/31          Ip 


ipedltlous 


800403003S  Responds    to   791221    Itr    re    facility    licensing   (.    discusses 
preparation   of    action   plan   for    implementing    safety 
objective* 
DENTON.H   R         Office    of    Nuclear    Reactor    Regulation         BO/03/03         Ip 

—  B00403003S  Urges    recognition   of    nuclear    industry    initiative    since 

accident    it   removal    of    licensing    freeie 

JEANEB.J   W         Affiliation    Unknown          79/12/31          Ip 

8004030052  Responds    to    791133    Itr    to   President   Carter    expressing 
concern    over    moratorium    on    issuance    of    CPs    Si    OLs    Discusses 
transition    period    during    implementation    of    Komcny   Commission 
recommendation!    re    TMI    Investigation    DGE    BOO  122  memo    one  I 
DENTON.H   R         Office    of    Nuclear    Reacloi-    Regulation         00/03/O3         2pp 

--  8004030054    Forwards    LF   MDDOUJ   791  12B     1  ti     to    President    Carter    discussing 
moratorium    OIL    issuance    of    CPs    &   QL  s    White    House    791313 
transnti  ttal    encl 
RATHHOPF.C    L         Energy,  Dept    of         SO/01/22         3pp 

H004Q3Q061    Responds    to    791126    Itr    In   President   Carter    expressing 
concern    over   moratorium   on    issuance    of   CPs    *    OLs    Distusses 
transition    period    during    implementation    of   Kemtmy    Commission 
recommendations    re    TMI    invest  igation      DOE  B00125  memo    encl 
DENTON.H  R        Office    of   Nuclear   Reader   Regulation        00/03/03        2pp 

—  8004030069   Forwards    GM  Henry    Itr    to    President   Carter    discussing 

moratorium   on    issuance    of    CPs    t/   OLs   White    House    791204 

transmi  t  tal    encl 

RATHKOPF.C   L        Enargy.  Dept    of         BO/01/29        3pp 

80040300B7  Responds    to   791206    Hr    to    Prosi-dent    Carter    eipressing 
concern   over    moratorium    on    issuance    of   CPs   &   OLs    Discusses 
transition    period    during    Implementation   of   Kemenij   Commission 
rscomraondat  ions    re   Till    Investigation   DOE    BOO  1  33  memo    encl 
DENTON,H  R        Office    of    Nuiloar   Reactor   Regulation        BO/03/03        2pp 

—  0004030093  Forwards    HE  Putfark    79ISOi    Itr    to   President   Carter 

discussing    moratorium   on    issuance    of   CPs    t,  OLs   White   House 

791213    transmitta!    encl 

RATHKOPF.C    L         Energy.  Dept    of         BO/01/22         3pp 

B004030123  Responds    to   79OB16.  Itr    re    plans    to    reopen  TNI-1  .  nuc  leap 
plant    const    in    NJ  (<   nuclear    accidents    Plant    mill    not    reopen 
until    safety-related    Issues    are    resolved    Provides    info   ro 
plants    in   NJ  No    diseases    resulted    from  TMI 
DENTOMiH   R         Office    of    Nuclear    Reactor    Regulation         BO/03/03         2pp 


BQ04040218   Responds    to    7911P9    Hi     to    President    Cartel     eipressing 
concern    over    moratoiium    on     issuance    of    CPs    4    OLs    Discusses 
transition    period     during     imp  lementai on    of    Kemeny    Commission 
recommendations    re    TMI     investigation    DQE   QOQ125   memo    encl 
DENTON.H   R         Office     of    Nuclear    Reactor    Regulation         BO/O3/O3         2pp 

— B004040265   Foruar-ds     FM   Stacieskij    791129    Itr    to   President    Carter 
discussing    moratoilum    on    issuance    of    CPs    &   OLs    White    House 
791237    transmittal     encl 
RATHHOPH.C    L         Energy,  "opt    of         00/01/25         4fip 

S004O40219   Responds     to    791121     Itr    to    President    Carter    e. pressing 
concern    over    moratorium    on    issuance    of    CPs    t    OLs    Discusses 
transition    period     during     imp lomenta  ion    of    Komen^    Commission 
recommendations    re   1M1    investigation   Dor  QOOI23  memo    encl 
DEHTONiH   R         Office     of    Nuclear    Reactoi     Regulation         0U/O3VO3         3pp 

— B004040263   Formal  ds    El     Nugent    791121     Itr    tn  President    Cartel     discussing 

moratorium   on     issuance    o>    CPs    '<    OLs    Uhite  House    791213 
transmi  ttal    enc 1 
RATHKOPF.C    L         Cnfi  gy.  Dept    of         HO/01/23         3pp 

B004040220   Responds     to    791115    Itr    to    President    Carter    eicreas ing 
concern    over   morji  tar  ion   on    issuance    of   CPs   S    DLs    Discusses 
transition    period     during     imp  I ementa i on    of    Kemeny    Commission 
recommendations     PC    TMI     investigation    DOE   B0012H   memo    encl 
DENTONiH   R         Office    of    Nucleai     Reactor    Regulation         90/03/03         2pp 

— B00404029B   roiuiards    WR    Bledsoe    791115    Itr    to    President    Carter 
discussing    moratorium   on    issuance    of    CPs   i  OLs   White   House 
7912O4    transmlltal    t   Engineering    Heuis    Rocoril    791101    article 
encl 
RATHKQPF.C    L         EnBigy.Dopt    of         BO/O1/2S         6pp 

8004040223   Responds     to    791121     1 tr    to    President    Carter    eipressing 
concern    over   moratorium   on    issuance    of   CPs   lj   DLs   Discusses 
transition    period    during    implementation   of  Kemeny    Commission 
recommendations    re    TMI     investigation    DOE   B00125   memo    encl 
DENTON.H   R         Office    of    Nuclear    Reactor    Regulation         80/03/03         2pp 

— B001040263    Forwards    EM   Page    791121     Itr    to    President   Carter 
discussing   moratorium    on    issuance    of  CPs   t   OLs   White   House 
791204    traiismittal    fc    P    Unch    i    J   Udy    article    'Personal 
Transportation    Safoty    Evaluation    of    Evidence."    encl 
RATHKOPF.C    L         Energy, Dept    of         HQ/01/25         &pp 

B004220159  Responds    to    800115    Itr   Forwards  Presidential    statement    on 
raduiasto   Tuio   private    nuclear    energy    liability    insurance 
pools    paid    13th    annual    refund    of    premium  reserves    to   util 
pol  icy  hoi ders   NRC    committed    to    public    safety 
DENTOM.H   R         Office    of    Nuclear    Header    Regulation         90/O3/03         6pp 
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luscusses    r 
article    end 
RAYMOND.  L    U        Af t ill 


acil  itij     1  i 
00/01/15 


ing    He 


app 


--BQ0422O1'!3   Forwards    JG   Sinclair    791106    Itv 
reply    LLr    misdirected    to    DOE 
RATHKQPF,C    L         Energy,  Dept    of         BO/01/22 


to    President    Carter    for 
3pp 


G004030Q/0   Responds    to    7911?fi    Itr    to    President    Carter    e.pn-e3  =  in 
concern    over    moratorium    un    Issuanc-e     at    CPs    '*    QLs    Riscusses 
transition    period    during     implementation    of    Keroe-nij    Commission 
recommendations    IB    TN!     investigation    DUE    800123   memo    end 
DENTON.H   R         Office    of    Nurlear    Heactor    Regulation         BO/03/05 


2pp 


—60040300/1    Fciuardii   LJ 


791213    tiansir 
RATHKOPFjC   L 


ittal    end 

Energy  .  Dcpt    of 


7911J6    Iti 
GO/01 /3Z 


to.   Presi<i 
GLs    Uhltc 


4pp 


800404O23Q   Acli    receipt    of    D   Burgess    B002 I  5    toirments     for    programmatic 
E1S    an    decontamination   '     dispposal     of    raduaste    from    TMI 
accident  ComTic-nts    conside-red    in    preparation   of    EIS 
SEILS.DE         Environmental    Projects    Branch    2         00/03/17         lp 

8QQ42BO267   Commants    on    'Fnvnon    Assessment    for    Decontamination    of    BH 
Containment    Dldg    Atmosphere    "    Public    hearing    mould    be     in 
order    before    final    action   Expeditious    action   needed, but    not 
at    cost    of    public    health    '<    safety 
CRUMLEV,  J    J         ftf  f  i  liation.   Unfcnoiun         60/03/1B         lp 


8004040202   Responds    to    791138    Hi     to    President    Carter    eipvessing 

transition    period    duiing     imp lenient  a i on    of    Hemony    Commission 

recommendations    re    TNI     Investigation    DDE    000132   memo    encl 

OENTOJJ.H   R         Office   of    Unclear    Reactor   Regulation         BQ/03/05         2pp 


8004510361   Responds    to    Itr    re    permanent    shutdoiun    of    f  ac  1 1 1  tiy .  c  leanup 
of   ujaste   It    payment    of    expanses    concerning    accident    Dry 
wastes    are    packed     in    steel    drum?    >•    snipped    to    burial     sites 
Util    customers    do    not    pay     for    facility    restoration 
DENTCrJ.HR        Office   of   Nucleai    Reactor    Regulation        90/03/19        2pp 


— BOOilO'10233   Forwards    G   Esser    791 1  SB     1  ti     to    President    Carter    dl*KUS9ing 
moratorium   on    issuance    of    CPs    >,    QLs    Uhite    House    791213 
transmittal    ',    J   Cook    article    '  Dn    Failure    of    ttovt"    encl 
RATHKCPF.C    L        Fttergu.Dept    of          BC-/O1/22         9pp 

BQ04040'121    Discusses    trail*  1 1  ior>   period     duiing     implementation    of    Kemenij 
Commission    recommendations    ro    TMI     i  nvest  i  gat  i  on>  in    response 
to    791123    Itr    to   President    Carter    ei pressing     concern    over 
moratorium   on    issuance    of    CP    V   OL    DOE    000122    memo    encl 
DEtJTONpH   H         Office    of    Nuclear    Realtor    Regulation         BO/03/O5         2pp 

— 300'1040'lai    Forwards    JQ   Heigand    791123    Itr    to    President    Carter    re 
moratorium  on    issuance    of    CP  &   OL   Uhite   House    791203 
memo    transmitting     Itr    encl 
HATHHOPF:  C   L        Fnnrgy.Bept    of         SO/QL/22         3pp 


Opposes    reopening    of    Unit    1    Eiprassea    concern    I-B    mg  fc    !, 
storage    of    waste    matls    t    payment    of     incurred    costs 
KELLY, P         Affiliation   Unknown         79/OS/14         lp 

8004210396  Ack    receipt   of    ) trs    re    facility    Public    heaving    to    be 
conducted     to    determine    uhettier    Facility    should    be    operated1 
Will    conduct    review  of    technical    info    on   restai t   Forwards 
Commission    order    U/o    encl 
DEHTONtH   R         Office    of   Nuclear    Reactor    Regulation         00/03/19         2pp 

6)004220112   Responds    to    791227    Itr     to    President   Carter    Foriunrds 
Presidential     statement    on    Kemeny    Commission    rept   Every 
effort    being    wade    to    protect    public    health    !•    safety    at    all 
nucleai     power    plants 
OEMTON. H   R         Office    of   Nuclear    Reactor    Regulation         80X03/19         4pp 


8004020127   Responds    to  BOO1J3    Itr    connenting    on    programmatic    E1S   re 
dscontami  nation   ^   disposal    of    raduaates    Comments    uill     tie 
considered    in  preparation   of    statement 
SELLS,  D   E        Environmental    Projects     "ranch    2         SO/03/1O          lp 


—6004220124   Forwards    D   Funderud    791227    Itr    to   Presidflnt    Carter    for 
reply  Ltr  misdirected    to   DOE 
RATHHOPF.C   t         Energy,  Dept    of         ao/01/25        3pp 


B004O30265   Responds    to   BOOI21     l*r    eiproislng    concern    re    radiuaste 
disposal    &    emergency    response   Preparation    of    programmatic 
EIS   on    decontamination   '/    raduastc    disposal    undprusy    Ltr 
encl 
SELLS,  OE        Environmental    Projects    Oranch    2         60/03/10          lp 

600409024.6   flesponds    to   800^07    Itr    commenting    on    proarammafc  I  c    EIS    re 
decontamination    !,    Disposal    of    raduiastes    Comments    mi  1  1     be 
considered    In    preparation   of    statement 
SELLS,  DE        Environmental    Projects    Branch    2         00/03/10          lp 

—  BOQ4Q90274   Comments    on    pi  ogramma  t  i  c    Eli   re    decontamination    L   disposal 

of    raduiastes    Statcmcrit    should    considoi     interstate    agreements 
between   HD.  Prt   ',    IJRC    to    assure    cooperation    in    monitoring 
across    state    lines   *•    in   Eusquohanna    River 
KCKM-CZVK.W   J        Affiliation   Unknoum         BD/02/a7         2pp 

3004090276   Responds    to   B00218    Itr    commenting    on    programma  tic    EIS    re 
decontamination    '•    disposal    of    raduastes   Comment-a    luill     be 
considered    in    preparation   of    statement 
BELLS,  DE         Environmental    Projects    Branch    Z         BO/O3/IO          lp 

—  80O40'!0279  Submits    coalmen  ts    made    at   B0031D  meeting-    in    Dal  t  imore,  MD  re 

programmatic    EIS    on    decontamination    '     disposal     of    raduastci 
Important    factors,  such    as    NRC    !.    ut  I  1    authori  ty.  nave    no-t    been 
•suf  f  U  i  ently   examined 
KRIEMELHEYER.H        Hr  i  emlmeyer,  H         BO/02/18         lp 

B004110096  Eipresses    concei  n   o^er    possible   effects    of    release   -of 
krypton   gas    f  T  om   racilitu. 
PETR1LLO.M        Affiliation    Unknown          80/03/11         2pp 

9004030153  Re-iponds    to  80030i   reo.uest    for   EIS  TE   decontamination   (. 
dliposal    of  raduaste  resulting    from   facility    incident    DEB 
hat   not  been  published   Scheduled    issuance    is    tn   June    IVBQ 
Copies  uill    be   foruiarded 
SELLS,  DE        envlronraenlal    Pi-ojects    Branch    2         QO/O3/13         lp 


Hequetts   a  ropiea    of  E18    for   altei  native    uiaste    proposal    for 
raduaste    from   facility    incident 
MERCUR1.J        llestern   Washington    Stale    College         60/O3/OA          sp 

9004230136  Act:   receipt   of   791106    Itr    criticizing    nuijear    pouier    safety 
Forwards   771207  press    release   ro   K*-meiii(   rcjit    on   TMI    Also 
forwards   771207   fact   sheet   re  Pres  1  don  tl  al    retponse    to 
Kemeny  Commission   recommendations 
DENTOH.H   R        Office    of   Nuclear   Reactor    Regulation         80/03/O3         lipo 


Responds    to   790&17    Itr    re    Unit    1    Every    effort    being    made    to 
protect    public    health    >j  safety   at   all    nuclear   power    plants. 
currently    operating   or    planned    for    operation  Restart   hearing 
has    not    yet    begun 
DENTQN.  H   R         Office    of   Nuclear    Reactor    Regulation         60/03/19         lp 

—  B00422O171    Requests    adherence    to    regulatory    directive! 

PHILLIPS.L    fl     ,     PHILLIPS,  V         Affiliation    Unknown         79/06/17         lp 

BOO-12301B3   Responds    to    end     79O523    Itr    to    President    Carter    requesting 
facility    shutdown  Every   effort    being   made    to  protect   public 
health    t  safety   at   nil    nirclcai    pouier    plants    In    operation   or 
planned    for   opeiablon 
DEIJTON.H  R        Office    of  Nuclear   Reactor    Regulation        60/03/19        4pp 

6001220185  fcasponilE    to  791002    Itr    to   President   Carter    urging    that 
Americans    be    informed    of    useful    lesions   manifested    by 
Heme-ny    Commission    study   Forwards   Presidential    public 
statement    on   Hemenij    rcpt 
DENTTJNril   R         Office    of    Nucleai     Reactor    Regulation         BO/03/19         4pp 

--  -800422OI91    Forwards    FL   MclUllan    791002    Itr    to   President   Carter    for 
reply    Ltr    misdirected    to    DOE 
RATH^QPF.C   L         Energij.Dept    of         80/01/22        3pp 

8004310^70  Responds    to   790SI5    Itr    to    Hendnc    re   concerns    of    polluting 
environ    through    CPICOR-11    sys   Method    is    limited    to 
decontamination    of    waste   water   Processing    mill    not   remove 
all    radioactivl  ty 
DENTON-H  R        Office    of  Nucloar   Reactor    Regulation        80/03/19        lp 

—  6004240283    Eipresses    concern    re    use    of    EPICQR-11    figs    to    process    water 
when   NRC    admits    use    uill     involve    eipnslng    plant    workers    to 
radiation  S    release    Xe-133  'x    1-131    fco   environ 
GILBEHT,  R  6        Affiliation  Unknown        79/O9/1S        lp 

8004340441   Responds    to  790B15    HP    expressing    concern   re   pollution    of 
environ   by    use    of   EPICOH-M    sys    Sys    ui  1  1    clean   mater    in 
auxiliary    bldg    to   eitent    that   no    further    risk   uill    be   posed 
Environ  assessment    will    be    issued    prior    to   disposal 
DENTON.H  R        Office   of   Nuclear   Reactor    Regulation        80/03/19        3pp 

--SOQ4340'147   tipresses    concern   re    plans  for    disposal    of   contaminated 

uater    at    TM1-E   Use    c-f   EPICOR-II    sys  utll    pollute    environ    fc 
eipose  worker  i    to   radiation 

QILBErJTiH  S        Affiliation  Unknown  79/06/15        lp 
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0004350111    Responds    to    790SOB    Itr   '.    newspaper 
advises    that    no    Pu    us 3    released 
DENTON.H    R         Office    of    Nuclear    Reactor    Regulation 


n   re    ace  i  dent    t 


2PP 


B0042B0260   Responds    to    790006     Itr    suggesting    ways     to    improve    security 
at    facilities    *     advises    that    compliance    W/IQCFR73    95   B-    ANSI 
18    17    protects    a  gal  net    sabotage    t    unsatisfactory    personnel* 
respective ly 
DENTONiH    R         Office    af    Nuclear    Reactor    Regulation         BO/03/19         2pp 

— BOQfl28026B    Urges    mandatory    internal     program    be     set    up     tn     screen 
potential     employees    far     saboteurs    *    incompetents 
GORDON. L        Affiliation    Unknoun        79/OS/06         Ip 

9004280273    Responds    to    79O3O2     Itr    to    President    Carter    re    accident    I- 
forwards    NUREG-055B,  "Popu  lat  ion    Dose    >.    He-alth    Impact   of 
Accident"    (•    NUREG-O6QO    "Investigation    Into    BOO32B   Accident 
by    IE    "   W/o    encl 
DENTON.H    R         Office    of    Nuclear    Reactor    Regulation         BO/03/17         3pp 

B004200279   Responds    to    790423    Itr    to    President    Carter    re    health    effects 
of    accident    !>    advises     that    NUC     Inves  t  igatora    concluded 
affsite    collective   radioactive    dose   uai    minimally    risky 
Summaries    of    NUREQ-055B    '/    0600    encl    M/o    encl 
DENTON.H    R         Office    of    Nuclear    Reactor    Regulation         BO/03/19         4pp 

0004200209   Responds    ta    7901 1 fa     Itr    urging    permanent    shutdown    of    facility 
If   advises    that    public    hearing   &    technical    review  will    take 
place    before    restart    Licensee's    authority     to    operate    Unit    2 
suspended    by    790720   order 
DENTDNiH  fl        Office    of   Nuclear   Reactor   Regulation        BO/03/11?        3pp 

— B004200303  Urges    permanent    closing    of    facility    to   avoid    nuclear 
destruc  t  ion 
NEIDIQ.M         Affiliation    Unknown         79/04/16          Ip 

BQO4B0O325  Responds    to    Itr    to   Commissioner    Hendrle    re   dumping    of 
radioactive   mater    into   Susquohanna    River    Releases    of 
contaminated    mater   are    not    currently    permitted    except    for 
liquids    containing    lain   or    nondete  c  tab  le    radiation    levels 
DENTON.H  R        Office    of   Nuclear   Reactor   Regulation        80/O3/17        2pp 

— B004E8Q337   Opposes    dumping    of   radioactive    water    into   Susquohanna  River 
NRC   action    represents    malicious    disregard    for    well-being    of 
humanity    Urges    proper    permanent    disposal    of    radwaste 
BOSSER.M  A        Affiliation  Unknown         BO/O3/19         Ip 

0004200527   Responds    to    postcard   urging    permanent    closlngj    aP    facility    If 
advises    that   no   radiation    induced    deaths    have    occurred 
Notifies    of    public    hearing    b    technical    rovleiu   planned    before 
restart  Forwards    790S09  notice    of    heaving    H/o    encl 
DENTON.H   R        Office    of    Nuclear   Reactor   Regulation        00/03/19        3pp 

— 000420093^!  Urges    permanent   closing    of    facility    &   eipresses    fear    re 
health    effects    of   accident 
HE1TMULLER.H        Affiliation    Unknown         79/06/11         Ip 

00012BOS35  Responds    to    79Q32B   request    for    publications    re   accident 
Investigation   &   discusses    repts    &   availability    Summaries    of 
NUREO-0600   t.   0330   encl    W/o    end 
DENTQN.H  R        Office    of   Nuclear   Reactor   Regulation        00/03/19        3pp 

--80042B0340  Requests    rept    on   accident    Investigation   uihan   available 
K1MHLE, K        Affiliation   Unknown        79/03/28        2pp 

8004380342  Responds    to    790410  request    for    info    re    NRC   docis.ion    to 
license    facility    on    7B133Q  t<    advises    that   Met   Ed   uias    issued 
OL   several    months   prior    to    full    generation 
DENTONiH  R        Office    of   Nuclear   Reactor   Regulation        BO/03/19        2pp 


800429007fr   Responds    to     1  ti     le    disposal    of    radioactive    water     From    Tril-2 
Release    of    contaminated    uater     Inlo    Susquchanna    River     is    not 
currently    pei  m 1 1 ted.  ei £ ep t    For    liquids    containing     lou    or 

R         Office    of    Nuclear    Reactor    Regulation         SO/03/1?         2pp 


— BQ04290GS3    Opp 
Susnuehanna 


NRC     15    trying     to    save    nil 
nterests     of    public 
Affiliation   Unknou-n         BO/O'l/l? 


industry 


6004070350   Opposes    proposed    lelease    of    i,id 
WALTERS,  E         Environmental    Policy    Center 


FJ004210406    Requests    that    no    action    be    taV 
changed     to    iccoverij    mode 
MANFRED-  K    [1         Affiliation    Unknown         BO/03/2O 


fore    Faci 1 i ty    status    i • 


B004H0091     Foruards    requested    copy    of    MRC    comments    on    Heidelberg    Ropt 
June    1977    !    Dec     1979   memos    on    stiontium   monitoring    also 
enc  1    W/o    enc  Is 
VQLLMER,  R    H         TMI-2   Operations/Support         60/03/21          Ip 

BO01210402    Responds    to    790MB    postcards    opposing    resumption    of 
operation    of    facility    F/ery    effort    being   mode    to   protect 
public    health    &    safety    at    all    nuclear    power    plants    currently 
operating    or    planned     for    operation 
DENTDN.H   R         Office    of    Nucleai     Reactor    Regulation         80/O3/23         Ip 


—  B004210403   Protests    reopening    of    facility 

MASTER,!-!         Affiliation    Unknoun         79/06/1B 


80042IO3S6    Responds    to    790904    Itr    ie    release    of    Hr-&51    from    facility 
Util    "Safety    Analysis    ',    Environ    Rept"    states    that    optimum 
choice    for    i  elease    of    Kr-*B51    Is    atiiiosphcric    dispersion 
throujh    controlled    purging    of    reactor    bid}    atmosphere 
DENTON.H    R         Office    of    Nuclear    Reactor    Regulation         80/03/34         2pp 

—  BQ0421Q360   Opposes    reopening    of    facility    V    release    of    Kr-B5    into 

atmosphere    Requests    plans    tor    disposal    of    tuaste 
LEONARD,  J         Affiliation   Unknoun         79/O9/04          Ip 

S00421O363    Responds    to    Iti     re    holding    of    public    hearings    on     facilities 
Commission    has    ordered    that    public    hearing    be    conducted    to 
determine    whether   Unit     1     should    be    operated    Nill    conduct 
review   of    technical     info    on    restart 
DENTGNiH   R        Office   of    Nuclear    Reactor  Regulation        BO/03/24        2pp 

—  BO04210373   Eiprosses    conviction    fiat    public    hearings    must    be    held     in 

communities    uiithln    25-mile    radius    of    facility    site 
LYONS,  E        Affi  liatlon   Unknown        79/07/23        3pp 

B00431039B   Responds    to    B00222    I  lr    inquiiing   whether    ECC8    for    PUHs    have 
been   changed    after   TMI    incident   Short-term  requirements 
implemented    for    PWHs,  none    of   uihlch    is    "more    powerful    safety 
injection    SUB    " 
MATTSON.  R    J         Division    of    Suslems    Safety         BO/03/24         Ip 

—  8Q04210399    Inquires    whether    FCCS    for    PWfis    have    been    change-d    following 

TMI    ac  c  1  dentr  1  1st    of    changes,  reasons   t,  analytical    basis 

&   repts    on   changes 

WEBQ.R    E        Affiliation  Unknown        BO/02/22        Ip 

8001280342   Responds    to    791630    Itr    to   NRC   re   TMI    NRC    has   ordered 
public    hearing    to   determine    uhether    TMI-1    should    be 
restarted    Licensee   authority    to    operate  Unit   2   bias    suspended 
by   NRC   790720   order 
DENTON.H    R         Office    of    Nuclear   Reactor    Regulation         00/03/24         2pp 


—0004200545  Protests   NRC    decision    to    license    facilitv    on   701230    to    save 
util    taxes   b   requests    accesi    to    subj    info 
EBTFtADA<P        Ban   Luis   Oblspo.CA        79/04/10        2pp 

8004290064   Respond*    to    790510    Itr    to   NRC   re    facility   aeeldrnt    In  May 
19771 NRC   adapted    resident    Inspector    program    Inspectors   are 
presently    assigned    to    approi    30   sltei    Nucleir    plants   aft 
•quipped    w/numerous   alarms    &   automatic    shutdown    equipment 
DENTON.H  R        Office    of   Nuclear   Reactor   Regulation        BO/03/19        3pp 

— BQQ4Q9O068  Requests    info    r<    facility    accidenti  including    presence   of 
govt    inspector*    at    nuclear    faci 1  it l«t< effectiveness    of    plant 
warning    sysi  respan*  1  b  1 1  itij    far   accident    &   actions    taken    by 
foreign    countries    in   post-TMI    poriod 
YURLSICH. D        Affiliation  Unknown         79/OS/1O        2pp 


— 0004200350  Opposes   leopeninj    of    TMI    due    to   health    haiard    posed    to 
area   residents    Requests    Info   re    plans    to    dispose    of 
radioactive   uiater   which    flooded    reactor   Hater   may    freeie    in 
winter    (•    burst    containmemt   ua  1 1  s 
GAKB1UO,  M         Af  f i 1 ia  t  i  on   Unknown         79/06/30         4pp 

8001280357    Responds    to    encl    79040-1    Ur    to   President   Carter   re    facility 
After    chemically    inert    noble   gases    entered   auxiliary   & 
fuel    handling    b  1  dgs,  re  1  ease    to   atmosphere  was    inevitable   A.11 
licensees    required    to    leat'-test    su,s    outside   leactar   bldg 
DENTON.K  fl        Office   of   Nuclear   Reactor  Regulation        BO/03/21        4pp 

B0042B055O  Responds    to    790401    mail  gram  supporting    UCS   position    far 
immediate    evacuation    of    residents    within   30  mile   radius    of 
TMI   &   shutdown    of   other    B&U  PURs   Radioactive   releases    did 
not   uiarrant    evacuation    Doses   averaged    lass    than   on   jet    trip 
DENTON.H   R         Office    of    Nuclear    Reactor    Regulation         &Q/03/24         3pp 
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—  BOQ42BO553  SuppOT  li  UC^  positi 
within  30  mile  radiu,  of  TMI 
«  Friends  United  far  Safe  E 


ha?      immediate    evacuation    at    residents 
hutdown    of    all    D*  II   PWHs 
ij          /9/04/01          2pp 


a0042B054i5   Respond?    to    7-/&5U?    Hr    to    President    Cartel     re    faci 
restart    A.   advises     that    public    hearing    t,    technical    review 
iii-lll     tirst    Lai'e    place    luetisre    t  s.    conducting     feasibility 
studies    re   Unit    2    i  eco/try 
OENTOMi  H        Office    of    Nuclear    fceactor    Regulation         30/03/34 


3pp 


800413040)7   Foruards    comments    re    NSC     drail    environ    assessment    fur 
decontamination    of    reactor    bldg    atmosphere    Environ 

understand    significance    ot    prcpose-d     action 
FRE1)RKKSQN,C         Af  f  i  1  la  1  1  on    Unlnoun         BO/03/25         flop 

8004iaO'l42   Forwards    NUREG-0391    "Environ   Assessment    for    lisa    of    EPICDF1-II 
at    TKI,  Unit    S    "   W/o    end 
VOLLMER.R   H        TMI-a    Operations/Support,         60/03/25          Ip 


80Q421Q319   Forwards    KUREG-059L    "Environ    t 
II    at    Till,  Unit    2    •     W/o    encl 
VOLLrlEfi,  H   H        TMI-2    Operations/Support 


8004210324    Foruaids    fJUREG-0591     "En, lion    Assessment     for    use    of    EP1COR- 
II    at    TNI, Unit   2    '    U/o   end 
vDLLKER.R    H        TMI-a   Operations/Support         80/03/2-5          In 

3O04210332   Forwards    NURES-059  I     "Environ    Assessment     for    Use    of    EPICOH- 
II    at    TMI, Unit   S   "    W/o   end 
vOLLMER.R   H        TMI-a    Operations/Support         90/03/25          Ip 

0004210333   Forwards    NUREG-0591     'Environ    Assessment    For    Use    of    EPICCR- 
II    at    TMI,Unit   2    "    U/o    end 
VOLLKER.fl    H        TMI-2   Operations/Support         60/03/25          If 

3004210337   Forwards    NUHEU-0591     "Environ    Assessment     for    Use    of    EPICOR- 
II    at    TMI.Unit    2    "    W/o    encl 
VOLLMER.R   H        TMI-2   Opera 1 1  ons/Suppor t         SO/O3/25          Ip 


BOO'10'1029'1    Ui  g  e  5    permanent     closure    Recommends    using    util    as     training 
site    lor    e"P er  imenta L    equipment    I,    decom-nissioning 
proc  edures 
TEETS.T   A    .     TEETS.H    ft         Affiliation   Unknown         BO/03/29         Ip 

8004040320   Act     receipt    of    B00118    Itr    re    statement    of    policy    t    notice    of 
Intent    to    prepare    p  room  ma  tic.    EIS    EIS    not    yet    received    i 
final    decision    to    duinp    radioactive    gases    &    liquids    set    for 
900403   Protests    release    '•    recommends    entombment 
DROSS, I    I)         Roswell    Part    Memorial     Institute         BO/O3/31         3pp 

8004070357    Urges    NRC    to    provide    educational    matls    in    effort     to    educate 
public    on    nuclear    energy    Educated    public     Is    only    wag    for 
fair    decision    re    future    -of    nuclear    enoi gy, restart    of    TMI-1    t- 
cleanup    of    TI1I-3 
SNVDER,M   0         Affiliation    Unknoun         80X03/31         2pp 

3004240253   Responds    to    B00209    Itr    to    HH  Denton   Documents    published    by 

or    funded    by    Nf)C   are    in    public     domain  U/u    encl 

NUREG/CR-1Q93,     "TMI    Telephone    Survey"  1.   NUREO/CR-1215, 
"Social   b  Economic   Effects   at   Till    " 

ERNST, M   L         Division    of    Site    Safety    t  Environmental    Analysis 
60/03/31          !p 

8004280558    Advites    that    name    of    THI    oroannation    has    been    changed    to 
TMI    Program   Qft    0    Snyder     is    piograra   manager    In    Bethesda   d 
JT    Collins    is    deputy    program   manager    at    THI    Official 
correspondence    should    reflect    change 
COLLINS, J    T         NFiC    Three   Mile    Island    Task    Force         BO/04/01          4pp 

3004020379   Renuasts    consideration    of    certain    factors    in    preparing    EIB, 
including    public    mental    &    physical    health    effect    of    loui 
level     radldtian    on    radio    I,    television    tranami  ssion    of 
radioattiva   releases    on   photographic    matls 
UHITCOmi)         Aff  il  i  at  ion    Unknown         BO/04/02         6pp 

8004320173  Ack    receipt   of    Itr   re    financial    situation    of   General    Public 
Util!    NRC    does    not    requlate    rates    charged    by    electrical 
utils    NRC    is    conducting    hearing    to    determine  whether    TMI-1 
can    be    restarted  while   TMI-2  cleanup    proceeds 
QILIH5KV.V         Commission         BO/04/02,        Ip 


B00421033B   Forwaids    NUfieG-039 1     "Environ    Assessment     fo-r    Use    of    EPICOfi- 
II    at    TMI,  Unit   2    "    W/o    encl 
VDLLMER.R    N        TMI-2   Dperat  i  ons/SiJp(.or  t         80/03/25          Ip 

8004100574   Responds    to    7-7u&15     Hi     restai  t    up    of    reactor    Both    Unit*    1    !• 
2    shut    down   Unit   S   uh«re    accident     occurred    will    b«    shut    doun 
for    ioitie    time  NRC    hearings    to  asc«i  tain   safety    ot   Unit    1 
will    be    conducted    before    startup 
DENTQN,  H   R         Office    of   Nuclear    Reactor    Regulation         BCV03/27         Ip 

—  9004100570   Requests    info   re     startup     of   Unit    1    NRC     ahould    bo 

investigating    competence    of    util     to    have    reactor     license- 
Presidential    Commission    rept    should    de    studied    Questions    NRC 
concern    for    safety 
HuSTETTEfi,  J   J        ftf  fi  1  la  1 1  on   Unknown         79/06/15          1[> 

B004100581    Retponds    to    7'/13l2    ]  ti     re     computers    t     safetu    stds     used     in 
nuclear    power   plants.   Digital    computers    used    for   moni  toi-Jng 
operatic-ns    ',   tore    protection    caltulatoi     sys    provides 
protection    functions 
DENTON.  H   fi         Office    of    Nuclear    Reactc-t     Regulation         30/03/37         Ip 

— B0041005B2  Requests    info   re    reliability    of    computers    that    control 
nuclear   plants   >•    safety    stds    since    accident 
BRADSHftW,  M        ftffi  llation   Unknoiun          79/12/12         Ip 

B.00402032-1    Comments    on    Elt>   re    decontamination   *•    cleanup    activities    Cost 
should    not   be    significant    factor    in    selection   of    cleanup 
process*)    or   methods 
HOJ.TA1I.A    A        Affiliation   Unknown         SO/03/23         2pp 

80040703-10   Requests   NRC    deny   ulil    rlgM    to   release    Krypton  gases    from 
damaged    reactor  People    are   eipected    to   pity    owners    re 
costly    cleanup    !•   allow   furthpi     crippling    of    environ 
AHENSER.L        Affiliation   Unknown         BO/03/3B         Spf 

6004100973    Responds    to    791214    llr    to    President    re    view   on    nuilear 
energy   Carter  791207    statement   encl    Radiation   doses 
re-suiting    From  accident  ulll    not    cause   detectable    addl 
ca-SBi   o*    cancer 
DEIJTONrH   R        Office    of    Nuclear    Reacloi-    Regulation         80/0-3/28         Ip 

—  8004100575  forwards   rti  sd  irec  tetf   Harry    791214    1  tr    to    President   re   viau>s 

on   nut  1  ear   energy 

RATHrtOPFiC  L       Energy. Dept    of        30/01/35       3np 


--8004220181    Urges   NRC    to    expedite    rate    relief    requested    liy    General 
Public   Utils    6  return  THI-1    to   svc   Unfair    treatment  accorded 
to    General    Public  Utils   has   encouraged    demonstrators 
LEEH, L        Aff  i  1  iat  ion  Unknown        BO/03/24        2o  p 

BO041S0400   Submits    suggestions    re    implementation    of    EIB   Hoard    of 
citi lens, consisting   of   persons    untoomn    to   NRC, doc  torsi 
veterinarians   t   physic ists,  shou Id   participate    in   preparation 
of   EIS  No    Irypton    should    be   vented    into   atmosphere 
KUEHNLE.O         Affiliation   Unfcnoum         flO/04/03        5pp 

SO04290Q41?   Rosponds    to   790323    Hr    re    nuclear    fitilon   4   bioloBical 
effetti   of   radiation  EPA,  Occupational    Safety   It  Wealth 
Administration    Si  MfiC  are    responsible    for   regulating 
mpcuure    to   radiation   or    radioactive  matl 
DENTON, H  R        Office   of  Nuclear   Raactor    Reaulation        BO/04/03        2pp 

9004150372  Urges:    fundino   so    that    independent    specialists    can  review  t< 
comment   on   all    EIB-  Comments    on  NUREO-0662  EI8  uaa    announced 
eight   months   after    facility    accident  Alternative    to   venting 
should    have   been   developed    in  Apr    1979 
HOBBLER,D   E         Affiliation   Unknouin         SO/Ofl/Oc,         3pp 

80042302B3  Responds    to  B00317   congress ional    referral    of    Itr    re    util 
failure   to   accept    loan   of   cryogenic    processing    syi    from 
Limerick    facility    rather    than   purging    to  atomosphere   Purging 
cho*on    for   eiperfience 
DENTON. H  H        Office   at   huclear   Reactor    Reaulallon        SO/04/07        Spp 

B0041Q0431   Responds    to  B00214    Itrs   re   meteorolagicat   monitoring 
Monitoring    program    fully    operational    during    TMI-2    Incident 
Activities    underuai/    to   enhance   response    capability   Si  review 
development   of    deployable    instrument   package 
DENTON,  H  R        Office   of  Nuclear   Reactor    Regulation        80/04/08        3pp 

— 6004190439   Eipresses   concern    for   public    safety    following    dischargs    of 
radioactivity    into  atmosphere   Company    atmospheric    sounding 
techniques  which    track    wind    field    containing    radioactivity 
could   provide    info   crucial    to    public    safety 
OILMORE,  D   U         Qeuker-s   Laboratories,  Enc         BO/02/14         2pp 

B00414036B   Comments    on   NUREG-0662   Crttscizet    selection    of   AMLS   as 
contractor    for    TMI    EIS, Inadequate   public    participation 
process. insufficient   consultation  d   absence   of   mechanism   for 
independent   review   of    purge   proposal 
BUHGESB,  D         Aff  lliatlo-n   Unknown         30/01/09        2pp 


DOCKETED  ITEMS 


153 


SQO4170040    Comments    on    Addendum    2    to    NUHCG-0662    Supports    rapid 
of    Tfll-2,  Inc  luding    pro-nipt    venting    of    Kr-85    Criticize!    NRC 
far     failure    to    mafce    decisions     quickly    >,    communicate 
adequate  ly    to    public 
HdHAFlD.A    B         Affiliation    Unknown         80/0-1/09          Ip 


:  1  B  a  n  u  p 


SOQ415047B   Formal ds    updated    svc     copy     distribution    list    for    Facilit 
Notifies    that    OK   Hovey     has    replaced    RF   Wilson    as     director 
of    Unit    2 
ARNOLD,  R    C         Metiopolitan    Edison    Co          BO/04/1O          5pp 

8004220569    Comments    on    NRC     "Environ    Assessment    for     Decontami nat lor 
TMI-2   Reactoi     Bldg    Atmosphere     "    Opposes    venting    due    to     lack 
of    trust     in    NRC     to    onsui e    that    public     interest     is    primary 
consideration    in    dec u i onmak ing 
RIGHTED,  T         Affiliation    Unknown         BO/01/ 14         2pp 

30042204 1Q   Eipresses    opposition     to    venting    of    krypton    gas    Util     has 
not    researched    all    methods    8-    presented     intelligent 
explanation    for    each    method    Reasons    for    using    venting 
presented    only    after    public    plodding 
BEVEL, K   A         Affiliation    Unknown         GO/Q4/1S         Spp 

3004230514   Comments    on    "Environ    Assessment    of    TM1    Reactor    Dldg 
Atmosphere    "    Technical    explanations    of    alternatives   uiill 
make    no    difference    on    attitudes    of     residents    near    facility 
Strategy    to    regain    credibility    should    he    foremost    issue 
QUARANTELLI,E         Oh  1  n    State    Unlv         60/Q4/16         2pp 

8004S90188  Responds    to   FOIA   request    for    rept    le    inventory    of    TMI 
containment    raduiastes    '/    disposition    planned    for    each 
inventory    Forwards    documents    listed    in   App    A  W/o    ends 
FELTQN,  J   M         Division    of    Rules    and    Records         BO/O4/17          Ip 


790B010.175   Forwards    790515    Itr    re    TMI     incident 
BHANK.M   J         Affiliation   Unknown         79/Q7/20          Ip 


— BOQ4200633    Certified    Annual     Financial    Flept-    1979 
a       Metropolitan    Edison    Ca         BO/03/0/         27pp 


— 8004280438    Certified    Annual    Financial    Reqt    1979    Certified    "Uniform 
Statistical    f)ept,r/7r?1    end 
»       General    Public    Utilirie*     -    GPU    Ser.lce    Cnrp         BO/04/22         71pp 


0      Advisory    Committee    on 


iteguardE    reports 


orrespondence 


BQQ4O30260   Forward*    certified    minutes    of    790905   ACRS   meeting    of    fid    Hoc 
Subcommittee    on    TMI    Accident    Implications    For    attachment    to 
79O927   minutes 

TAM,  P         ACFfS     -    Advisory    CjmmiLlee    on    F.eaclor    Safeguards         79/11/13 
IP 


—  8OO4O30264    Summai  y    of 
Implications    meeting 
i       ACRS    -    Advisory    Committe 
2-Opp 


790905   Ad    Hoc    Subcoflimi  ttee    on    Ttll    Accident 
Reactor    Safeguards         79/11/O7 


Q00410050B   Forwards    certified    minutes    of    ACRS   Ad    Hoc    Subcommittee 
meeting    IE    TM1-2   accident     implications 

MAJOR,  R    K         ACRS     -   Advisory    Committee    on    Reactor    Safeguards 
BO/03/04          Ip 

—  BOO41Q0512    Certified    summary    of    AC(1S    Ad    Hoc    Subcommittee    7911O5 
meeting     in    Wash  ing  ton,  I)L    re    implications    of    TMl-a    79032B 
accident    for    plant    design,  policy    I    criteria 
*      ACRS    -    Advisory    Committee    on   Deactor    Safeguards         BO/OI/OB 


— 790B010479  Expresses    approc taL ion    for    HR   Ucnton'a   assistance    during 
TMI    incident   Opposes    plant   reopening 
BHANH,R    D    ,     SHANK.  M    J         Affiliation    Unknown          79/05/15          Ip 


-B001100511?    Discusses    se 
transients    I    accidents 
DENTON,  H   R         OfUce    ot 


sitivity    studies    of    B'M    reactor    designs    to 
Nucleai     (loactor    Regulation         79/10/25         2pa 


I      Financial    information 


8004030241    Forwards    update    to    utll    B00219    Itr    re    projected     1980   caah 
flow   f orecas t, ref lee ti ng    recent   rate    relief   Company    is    able 
to   meet   ma i    retrospect ive    premium 
HERBeiNi  J   0         Metropolitan    Ellison    Co          BO/O3/31          3pp 

0004090477    Forwards    supplementary    financial     info    in    support    of    TM1-1 
rait art    proceedings 

HAFEB.F   D         General    Public    "Millies    -    GPU    Service    Corp          60/04/03 
140pp 

--SOO1090478    Transcript    of    PA   Public     Utll    Comml asi on    B00213    hearing    in 
Harrisburg.PA  Pp    1,763-2,  H3 

SHANAMAN.S         Pennsylvania,     State    of         RUSSELL,  S   D    ,     SELTZER. AM 
Ryan,    Russell    t  HcConaghy        80/01/03         It32pp 

—9004090479   Transcript    of    PA  Public    Util    Commission  B00237   hearing    in 
Harrisburg.PA   Pp    3,  494-2,  H37A 

BHANAMAN,  3         Pennsylvania,     State    of         RUSSELL,  S    B    .     SELTZER, AM 
Ryan,    fiussell    d  McConaghy        BO/0")/O3        37pp 


— BO&4100S21    Discusses    development    of    general     frameuork    for    conduct    of 
limited    risV    assessment    of    D'U    reactor    aimed    at    Identifying 
unique    risk-impacting    sequences    re    i eactor    safety     study 
MURPHY,  J    A    .     TAYLOR.  M   A         Probabilistic    Analysis    Branch     (Pre 
791030)          79/10/04          l^pp 

--B0041OOS3O   Foruiarils    lesponss    to    question    lalscd    during    ACFIB 
Subcommittee    791003   meeting    re    TIII-2    implications     for 
potential    pre&suruer    pressure    boundary    failure     If 
protsuTiier     htffltori    tecome    uncovered    tt    ovethoated 
(1ATTSCIN.R    J         Division    nf    Systems    Bafptij         79/11/05         7pp 

QO01100:i75   Forwards    certified    minutes    of    ACRS   Ad    Hoc    Subcommittee 
791003   meet  ing    re    TM1-2    acqiJent    imcllcations 

MAJOR, n         ACRB    -    Advisoru    Cofiimittec    on   Reactor    Safeguards         BO/01/01 
2PP 

— 8004I003BI    Certified    summary    of    ACRS   Ad    Hoc    Subcommittee    791003 
meeting     In    Has h ing  ton. DC    re    TMl-2    accident     implications    for 
plant   design 

»      ACRS   -   Advisory   Committee   on   Fieactor   Safeguards        79/12/07 
19pp 


~B004090-lflO   Transcript    of    PA  Public    Ultl    Commission  H003P3   hearing    in 
HarrUburg,  PA   Pp   2.  520-2.  6B2 

SHAMAMAN.S        Pennsylvania,    State    of        RUSSELL.  S   D    .    SELTZER.  A  M 
Ruan,    Russell    t-McConaahu        BO/04/03        156pp 

-B0040901B1    Transcript    of    PA   Public    Util  Commission    B0031S    hearing     in 
HarrUburg, PA  Pp   3.217-3,419 

6HANAMAN,  B        Pennsylvania,    State    of  RUSSELL,  S  D    ,    SELTZER, AM 
Ryan,    Russell    fr  McConaghij        SQ/04/03        SO4pp 

-3004090482    Annual    Financial    Rept    1979 

*  General    Public    Utilities    -   GPU  Service   Corp         *      Jersey    Central 
Poiuer   b  Light   Co        »      Metropolitan   Edison   Co        80/04/03        44pp 

-B0040904B3    "Proposal    to   Conduct    Analysis    of   Sfcratenic   Option*    for 
JCPS.L    " 

*  Arthur    Young   !-  Co        BO/O3/29         IHSpp 

-BOO-V0904B4    "TMI-a  Coal    Burning    Plant   Summary    of    Study    of   Converting 
TMI-2    to   Fosail-Foeled   Plant    " 
fl      Qilbert/Commonuiealth    Cos        aQ/O2/25         13pp 


P      Operating     licens 


itagp    doci/ments    li    correspondence 


8004040231    Advises    thai    ulil    presently    reviewing      proposed    interim 
solid    raduiaste    staging     facility    Ui  1 1     foruiard    proposal    by 
800331 
W1LSON.R   F         Metropolitan    Ldlson    Co         00/03/03         Ip 

8OO4O4031B   Discusses    proposul     foi    removing    balance   of    plant    diesel 
generators    as    backup    sources    to    circulating    water    & 
condensate    pumpg    Schedule    for   removing    iliesel    generators 
from   svc    is    early    Apr    I960 
WILBQUiR   T        Metropolitan   Edison   Co        80/03/04        6pp 

S004O40331    Responds    to   JT   Collins   800130  comments    re    personnel    aiv    loeli 
contamination   control    facility    design    description   Radiation 
monitor    installed    in   ante    room  t,   monitors    part  icula  te,  lod  me 
%    noble   gas   activity 
WILSON,R   F         Metropolitan   Edison    Co         80/03/04         3pp 

8004040005   Forwards    outline    of    plant-specific    questions    to    be    addressed 
in    addition    to    info   required    by    IE   Bulletin   79-27   re  800306 
reactor    trip    at    Crystal    Hwei    Sequence    of    events   *<    planned 
corrective    actions   also    encl 
DEMTOEJ.H   R         Office    of    Nuclear    Reactor   regulation         80/03/06         3tpp 
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Euu-llOU-l^o    Forbids    i  oirmen  t/re  ;o)  ut  i  on    re    pioposed    Surveillance 
Procedure    4303-ML>2,  secondary    svc    closed    cooling    water    pumfi 
opcrability    test    Requei's    thit    procedures    be    lovised    to 
picvide   more    defni|ti"E>    ncCPp'ance    criteiia 
COLLlUS,  J    T         Effluent    Trojtmerit    Systems    Branch         BO/03/21          SpP 


Responds    to    I'F    Hilton    HOQ321     1  tr    re    request    to    enter 
bidg    prior    to    purging    Cnli'j    denied    until    util    provides 
documentation    showing    lOiifainment    atmosphere    uill    sustain 
life    in    event    of    malfunction    ot    respiratory    equipment 
COLLll'S.J    T         Dwision    of    Site    Safety    '.    Environmental    Analysi 
BO/03/25         5pp 


,    Co— iission    on    TM1    W/o    end 
of         00/02/26         Ip 


GOij4oaOltM    foiuarJa    hRC    Tfl!    uselrli)     status    rept   Liquid    effluents    froir 
T111-I     relejsc-J    to    Sus  ^uel-  inn  =    Ri^ei,  alter    processing    were 
uiitnm    lirns    specified     ir     Isch    Specs    Tlo    liquid    effluents 

uere-    Ois'ddijed     >ra-i    Tltl-I 

COLLINS    J   T         TMI-2   Opsrat  i  jns'Support         00/03/1!         4pp 


b-ldg    '_     t^ 

pvroing 

6O     daiji 

DEUTON   H   B         O't 

SO/O3/11         5pp 


on    or    controlled    purging    of    reacto 
d    than    cur  rent!  if    proposed 


hor  tei      I  irfif    pel  \ 

f   M-LlcsT     Reat»or    Regulation         5ECV-00-132 


9004020476  Foruards    marifld-up    replacement    pages    to   Draft   3a    of    action 
p  I  an,  i-ef  lect  ing    change    in    Tasli     I    D   3    fron   Decision   Group    B 

I     A    2     \     is    Group    C    ',    submitting    nissing    Task    1    G   2 
HftTTSQN.R   J        Pivision    o^    S.jste-ns    "iaretg         80/03/13        37pp 


3004100503    Denies    000321    request    IB    permission    to    enter    reactoi     nldg 
prior    to    purging    Util    must    pTovide    documentation    to    shoui 
that    c-entainment    atmosphere    unll    sustain    life    Addl    Jata 
required    re    existence    ot     to'ic    con  taminan  ts 
COLLINS,  J    T         Effluent    Tieatment    Systems    Branch         SO/O3/^5          3pp 

aOO'H6£>034    Foruards    8003?rt    Itr    rept    from   GL   Pollack    of   MI    Stain    Uli  I  "    re 
alternatives    for    handling    krypton    in    containment    as 
desci  ibed     iti   fJftC    environ    assessment 
GILINSKVrV        Commission         HO/03/2&         Ip 

—600*160037   Discusses    alternative   methods    foi     removing    Kr-G9    f  i  n<n 
atmosphere    at-    reactor    bldg    Qest    method    is    selective 
absorption    process    sus    Second    best    method    is    cryogenic 
process    aus 
PDLLACK,  G   L        Michigan    State    Unw         BO/03/24         6pp 

B004170291?   Foruai  ds.pei     000,126    telcon.  SECY-90-132   t,    environ    OBsnaamcnl 
re    decontamination    of    reactor    bldg    atmosphere    W/o    eitcla 
H         TM1    2   Operations/Support         BO/03/26          Ip 


S0042103<12   Forwards    NUfEG-OdfiS.  "Envi  i  on   Assessment    for    Deconlaml 
of    TKI-a   Reactor    Bldg    rttmospheie,  "    Addendum    1    t   FR    notice 
Public    comment    period    eipircs    Q004  1  1 
VOLLKEn,R    M         TMI-2   Operat  i  oni/Suppnr  t         00/03/2fa         Ipp 

—  8004310346   Notice    of    issuance    >,    aval  1  ib  1  1  1  tu    of    Addendum    !     to 
NUREO-0662,  "Environ    Assessment    for    Doconlamlnat  Ion    of    TM1-2 
Reactor    Dldg    Atmosphei  e    "    Comments    due    by    Q00411 
VOLUMER.R   H         TMI-2   Operations/Support         BO/03/29         2pp 


B004030102   Foruard*    "Nuclear    Data    Link    Specs."    study    of    digital 
CDirmutiication    s^.,    to    transmit    info    from   plants    to    Dethesda 
Opera t  ions    Ctr 
ETSENHUT.D   G         Di.ision    of    Operating    Reactors         BO/03/12        5pp 


—8004210351     "Environ   Assessment    for    Decontamination    of    THI-H    Heaclor 
Bldg    Atmospherei  "    Addendum    I 

"      TIII-2  Opeiations/Suppoi  I        »      Office    of   Nuclear   Reactor 
Regulation         NUHEG-Oi62   ADD    1         QO/03/3I         4pp 


~-BOO40jOllB      Nuclear    Data    LinV    Spe 
*       Civuion    at    Operating    Reacto 


aO/O2/21         39pp 


SOD403027?   Foruards    nmund     H'    tu   license    CPR-73    revising    App    D    Tech 
Specs    re    operation    of    EF1COH-1I     filtration   ff    ion   eichange 
der  antaminat  inn    SEJS    to    decontaminate    intermediate    level 
raduaste    in   au.illary    blilj 
VOLLIIcH   n   H         1M1-J   Opei  jtioii/bupport         00/03/12         4pp 

--8004030279   Amend    10    *o   License    DPR-73   revising    App    B    Tech    Specs   re 
operation    of   EPICDR-d    filtration    t,    iqn    e.  change 
demritanination    sjs    tg    decontaminate    intermfftf  late    level 
r-ad'ja-stf    in   auiiliarij    &ldg 
VOLLMER   R    K        TPII-2   Operat  ions  'Support         90/03/12         lOpp 


0004040304   Notifies    that    115    kv1    ititortle    has    been    clasaifli-il    an 
acceptable    backup    source    for    balance    of    plant    equipment 
electrical    power    supply   Forwards    rotjuest    for    c  laaa  i  f  I  cat  ion 
of   230    kV   power    supply    as    backup    source 
WILSON.  R   F         Metropolitan    Edison   Co         EtQ/03/2H         43jip 

8004350102   Responds    to    util    B00304    roquast    TC    removal    of    balance    of 
plant   diesel    geneiators   Accepts    proposal    &  ronuosta    addl 
design    info    to    complete    safety    evaluation 
COLLINS,  S    T        NRC    Three   Milo     Island    Task    Force         00/03/20         4pp 

8004020048   "Environ  Assessmant    fop   Decontamination   nf    TMI-2  llBattor 
Bldg   Atmosphere    " 
'      TMI-2   Operations/Support         NUREO-0662         QO/03/31         72pp 


Sea   Notice    of    ,l5Uance    4    Availability    of   Amend    10    to   License 
~  i  3 
VOLLMER   B   If        TMI-2   Operations/Suppoi  t         30/03/12        3pp 

3004030133   Atk    rece,pt    of    /3121<5    Itr    to   Lieutenant    Governor    Scranton, 
trannnittinj    Vort    rountij    Board    of   Assistance    resolution   re 
*pcci4l    prov,s,o0i    ,n    nuc  Uar    e,d£uat,on    plans    for    mtligent 
fc    fijnditapped    M)C    endorsei    enr  1    NUBEC-0396   ll/o    entl 
GRIMCS,  E   K        Assistant    Director    for    Engineering    t-   Projects 


S004040375   Comments    on   NUREQ-O662    re    environ   ai90B»m0nt    of    paaclor    bldg 
decontamination    purging    containment    bldg    best    available 
option   Recommends    detailed    spec    of    meteorological 
limitations    prior    to    final    purge   approval 
WAGNER.H   M        Maryland,     State    of         BO/03/31         7pp 

S004070301   Forward,   results   of    reactor   containment    bldg    air    lamplet 
analyied    for   Sr-89  (,90 
WILSON.R   F        Metropolitan   Cdison   Co         BO/O3/3I         Sff 


0004040176  FOIA   request    ,o,     records    re    TMI-2,  includ  ing    OL   application, 
CP    application   '•    amends 
ErWCLHMDT.T   H        peter5Dn,     Ho,s    fr   Schloerb    4   SeUel         BO/03/13         Ip 


BrtlTH.A   E        Environmental    Protection   Agency 


8G04Q103.U   Supports    use    of   data    f  ,  o*   Channel    AM-S    fOP    quantification 
of    rad.oja,    releases    Error*    involved    .n    averaging    dauTom 
tftrae    monitors    oreater    Uan    from   one   AM-5    calibr    if 
traceable   to  N3S   krypton  >,    tenon   »td* 
UILSON.R   F        Metropolitan   Edison   Co         60/03/21         300 


800407031B   Advises    that    capacity    of    appro.     160,000   gallon,    of    Unit    3 
water   ui 1 1    be  maintained    by    one   reactor   coolant   bleed   holdup 
tank    in   each    unit   Tanks  will    remain   empty, per  NRC 
requirements 
M1LSON.R   F        Metropolitan    Edison   Cc 


HO/03/31 


Ip 


n 

Revlsion    l,3uppt     1 


t  '«>'  <-"°rdS  ™  TMI-2  rar 
NUJ1EO-OS6S,  Revis  ion  1  W/o 


FELTON.J  M    Division  of  Rules  and  Hecords    80/03/31    Ip 

B004110471  Notifies  NRC  that  as  of  800326,  appro*  160,000  gallon,  of 
snieldod  storage  capacity  for  TMf-2  water  mill  be  maintainefl- 
by  reactor  coolant  bleed  holdup  tank  1A  of  Unit  1  fc  1A  of 
Unit  2  Ufcll  B0032S  memo  re  TMI-1  bleed  tank*  end 
WILSON,  R  F    Metropolitan  Edieon  Co    00/03/31    Spp 


DOCKETED  ITEMS 


B0042B0244    Forwards    consultant    rept    re    venting    Kr-BS    from    reactor    bldg. 
requested    by    V   Gllinsfcy    U/o    end 
COLLINS,  J    T         [JRC    Three    Mile    island    Task    Force          BO/Q4/O1  lp 


'-300421034O    "Demonstration    fa 
Units     1-3.  Vals     1     >,    2    " 
1      EG    '     G,      Inc          77/05/19 


Electric    Stalinn 


-- BOQ42B02SO  Forwards    rept    on   venting    Kr -B5    From   reactor    bldg    IM1    State 
Univ> 
GILINSKY.  V         Commission         00/03/26          lp 


-B004210344     "Potential    thfects    of    Urunner    Island    Steam   Electric    Slain 
on    Future    Migrations     of    American    Shad     in    Susquefianna    River     ' 
»      EG    *s    G,      Inc         77/00 '13         Slop 


B004240472   Forwards    G   Pollack    800331    rept    re     suitability    of 
selective    absorption    process    aijs    for    removing    M.r-05    from 
atmosphere    of    TMI-2  reactor    bldg    Rept    based    on    visit    to  OflfJL 
selective   absorption    ays    pilot   plant 
GlLINSKr,  V         Commission         BO/04/03          lp 

— B004240479    Submits    rept    ra     suitability    of    selective    absorptipn    process 
sys    for    removing    Kr-65    from   atmosphere    of    TMI-2   reactor 
bldg   Kept    based    on   visit    to    ORNL    gaseous    diffusion   plant 
Absorption    process   uiould    wovk    me  1 1 
POLLACK. 0   L         Michigan    State    Univ         00/03/31          6pp 

0004160179   Foruiards    Revision    7    to    "Klin     Decay    Heat    Removal    Sy  s    Design 
Criteria    Document    " 
HOVEY.Q   K         Metropolitan    Edison    Co         HO/04/07          Sp 

— 300416016-1   Revision    7    to    "Mini     Decay    Heat    Removal    Bys    Design    Criteria     ' 
SHIUJ1AN,  G   R    .     DUNFEfttl.E   F        Metropolitan  Edison   Co        00/02/26 
15pp 

3004170033   Notifies    that    recommendations-    for     long-term    solid    radujasto 
stoginB    facilities   wi  1  1    be    delayed    until    B00531 
HQVEYiG  V,        Metropolitan   Edison   Co        BO/04/07         lp 

B00424049B  Forwards    status    r&pt    for   uk    of    000329-0404  Processed    liquid 
effluents    front  TMI-1    released    Into   Susquehanna    River   were 
within   Tech    Spec    limits   No    liquid    effluents    lucre 
discharged    from   TMI-2 
COLLINS, J   T         TMI-2   Operati ons /Support         BO/O4/07         4pp 

800435.0271    Forwards    tables    containing    demographic    tt    income    data    for    50 
mile    region   around   THI    Significant    differences    emerge    In 
30-40  5,   40-30  mile   rings 
KALTMAN.M        Cost   Benefit   Analysis    Branch        SO/O4/07        Spp 


-B004210347    "Probabilities    of    fJopmal     f>   Moist  Case    Conditions     in 

Susquetianna    River    dui  ing    Critical    Periods  for    duale! 1 unge 

Spawning     *•    Smallmouth    Bass    Egg    Survival    t,  Development     " 
»      EG    ',     G,      Inc          77/0<7'15         l6pp 

-30042103'!'?    "Assessment    of    Thermal    Effects    from    Brunner    Island    51  earn 
Electric     Station    Baseif    on    Neuly    Derived    Mai    Ueeklij    Average 
Temps    " 
»      EG    K     G.      Inc         79/05/31         33pp 

-B00421035'5     "Ecological     Study    of    Effects    of    Drunnei     Island    Steam 
Electric     Station    Cooling    Water    Intakes    " 
JOHNSON,  r   D    ,     PHOENIX, D   fl         Roy    F      Ueston,  Inc         77/11/1B         7Sp  p 

-B004210396     "Biological    Survey    of    Susquehanna    River     in   Vicinity    ti  f    Yen 
Haven,  PA     !?7B    Terminal    "epl    " 
WURTZ.  C     B         Charles    I)      Muri-i         7^/06/29        33pp 


— B00421O36&  "IchtJiyofaunal  '.  Creel  Census/Fishing  Pros' 
Vicinity  of  Brunner  Island  Steam  Electric  Station  " 
DENDNCCIUFiT.  R  F  41  F  Danoncourt  78/05/31  161pp 


ure   Burvoye    in 


BOO4220677   Supports    Dureau    of    Radiological    Health    revieu    of    NUREO-Oid; 
Venting    of    W.r-85    In    containment    bldg    to   atmosphere    under 
controlled    releaee    is    prudent   t    proper    course   NHC    should 
provide    definitive    controls 

VILLFOFtTH,  J    C         HEU.Dept    of,     Food    t    Drug    Administration         BO/0'J/lfi 
2pp 

800424039?   Responds    to    NRC    6O0323    Itr    re    hydrogen    control    sys    filtor 
housing    negative    pressure    rating    Filter    housing    not    designed 
to    meet    ANSI/ABMC    5O9    requirements    Issued    in    Bee     1976 
Imposition    of    requirements    considered     inappropriate 
HOVEV.Q    H          Metropolitan    Edison    Co         00/04/lfa         Spp 


0004300373  Cortiiards    TMI    Program  Dfc    weekly    status    rept    for   800337-0404 
COLLINS, J   T        TMI    Program  Office        00/O4/07        Spp 

B004150436  Requcstri  NF1C    further    consideration    &    approval    of   TMI-2 
reactor    bldg    entry    on   500413  Present    data    suggests    that 
oxygen   deficiency    eilsts    in    containment   atmosphere   No   data 
Biists    to    preclude    presence    of    tonic    contaminants 
HDVEV.O  K        Metropolitan   Edisoir   Co        BO/0'! /OS        6pp 

B004160270  Foriuardi    technical    evaluation    rept,     "Submerged 
Deminoral i ter   8ys, "    describing    ion    exchange    process    for 
decontamination    of   water    In    containment    sump   t   HCB 
Decontamination    required    for   continued    recovery    operation 
HOvEY  O  K        Metropolitan   Edison   Co        80/04/1O        2pp 

— 0004160290   Technical    evaluation   ropt,     "Submerged    Demlneral  i  lat Ion    Siji 
*      Metropolitan  EdUon   Co        BO/04/30        72pp 

B00417003?    Informs    of   necesiity    to    locate)    noiu    tima    office    manual    brass 
alleys    In   area    noui   occupied    by    NRC   Forwards    draining    ahouing 
location*   NIC    could    be    moved    Requests    preference    indication 
by    800-117,  Drawing    available    In   Central    Files    only 
HOVEY- 0  K        Metropolitan   Edison  Co        SD/04/10        Spp 


BOQ42503/B    Forwards    App    Subsection    0    to    comments    on   EIB   for 
decontamination    of    TMI-3    reactor    bldg    atmosphere    Section 
had    been    omitted    from   original 

HOLHOLT,!)          Public     Interest    Laiu   Center    of    Philadelphia         BO/04/U, 
6pp 

B004250433   Foriuards    comments    on   fJUREO-0662,     "Environ    Assessment    for 
Decontamination    of    Reac  tor    Bldg    Atmosphere    tr   Addenda    " 
Small    ro lease 5   will    occur    during    each    airlock    &   reactor 
bldg    entry    Loss    restricted    access    lo    reactor    bldg    required 
HOVEY, G  K         Metropolitan   Edison  Co        BO/04/1S        4pp 

8004390356   Responds    to  600321    t    2B  meetings    re   requirement    to    protect 
HDHS   Filter    housing    currently    being    changed    to    stainless 
steel    Filter    ul  1 1    bo    located    In    shielded    cask     In    present 
position    on    east    side    of    pump 
HDVEY.G   K          Metropolitan    Edison    Co         BO/04/21         Spp 

8004270209    Foi-ujards    comments    on   Addendum   2   to    environ    assessment    for 
venting    of    Facility    containment    atmosphere   Concludes    that 
reduction    o-f    venting    time    for    removal    of   Kr-89   gas   unit 
result    in    higher    overall    psychological    stress 
MdLHDLT, B          Public     Interest    Law   Center    of   Philadelphia         80/04/21 


aoo<U50446  Forwards   mods    to    encl    permits    &  certificates    for    environ 
protection'  in    response    to   NftC   000123   request 
HGRDEIN.J  0        Metropolitan   Edison   Co         BO/O4/1I         122pp 

B00417004B  confirms   NRC   900419  meeting    w/UCS  at  Midd  tatown,  PA 
Anticipates    receiving    clarification    of    intent   of    several 
questions    re    relevancy    to    iasue<   of   venting    containment 
ARNOLD,R   C        Metropolitan   Edison  Co        E30/04/11         lp 

B004170239  Forwards    comments    re   environ   assessment    for   decontamination 
of    reactor    bldg    atmosphere 
MDLHOLT.D        Public    Interest    Law  Center    of   Philadelphia        80/04/14 


8004300303  Forwards    TMt    Program  Ofc   weekly    statue    rept    for    SOO405-11 
COLLINS,  J   T        TMI    Prooram  Office        80/O4/14        9pp 


B004210333  Forward*   Susquehanna   River    data    in    re»pon«e    to   NRC    B00407 
rsquest 
SKINNER, U  F        Pennsulvanla  Power  d  Light   Co        00/O4/18         lp 
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on  79ii?a-aooiO'i 


~OJ    /Ti-27    on    791003-05   '/   09-11    No 
ia      fiejctor    Operations    Nuclear 


9004010444   Submits    "EPA   Prel  iminai g    Data    fic.pt    000312,14,17    &    21," 
prepared    bu    Environ    Monitoring    Sys    Lab 
SMITH,  A   E         environmental    Piotection    Agency         £10/03/24          Ip 


GQG4170344   Forwards    status    rept    for    uk    of    800015-21 

COLLINS,  J   T         TI1I-2   Op  oral  ions /Suppnr  t         00/03/24         4pp 


800J010490   Submits    "NRC    Air    Sampio    "Insults    for    800305,  12   b     19,  " 
prepared    by    Etwiron   Monitoring    Si)  5    Lab.CPA 
SMITH, A   E        Environmental    Protection   Agenci;         8Q/O3/26          Ip 


1       Fn 1 1 aij Ipr  id      Reactor    Operations    Nuclear 
.    -•    G         fiejion    1      Philadelphia,     Office    of    thE 


'     "  -'»>-:'   -i    -j    If    L,j]lmn    7?    19,     "Packaging    of    Lou   Level 

"jj-.ii>-    -    '     Tti'*f    rt    '     'ui-iai         Personnel     training 
<H    I't-r-     5    Jill    ~t       j-rlettl    bj    ,,Dr    1SSO   Requests    that 

ut    i    i-ii.nie    -t    -tlHdioj    -cr    shipnent 
•J,'  "    -         "*'    o;     liMf.    Ellsor,   Co         PO/03/31         7pp 

411    t-l    P«3-;;rli    !„    f.    ,    n;.LrZ3    Ur    relL,estlng    status    of    actions    All 
-'•     a.llit.          •    if    it*^s    e.ia-itiallj    corplete    Personnel 


3004070222   Submits    prol  imi  nai  ij    air    I,    water    sampling    data    fur    H00319-26 
SMITH, rt   E        Environmental    Protection    AOPIICIJ         QO/03/27          Ip 

Q00414042Q   Foriaarils    ueeHcj    status    ropt    For    tiilt    ending    UOO'lUfi    ra    offtilo 
emersency    radiological    environ    monitoiing    program    Burfdctr    t, 
drinking    uaier    samples    had    normal     tritium   f-    gross    beta 
activities 
GERTZ,S   M        Portcr-Gerti    Consultants,     Inc         EiO/03/?£l         S,?p  p 

BGG4070335   Foruards    "Radiological    Environ   Monitoring    Program    Annual 
Rept,  1979,  "    "Hydraulic    Survey"    '     "  1979   Mon I tni  i ng    of    Cnnl ing 
Touer   Operational   Effects    on   Vegetation    In   Vlclniig    of 
Facility    " 
HERDEIN.JO        Metropolitan    Edison    Co         BO/03/31         2pp 

— B004070339    "Radiological    Environ    Monitoring    Progiam   Annufll    Repl    for 
197?    " 
<      Metropolitan   Etllson    Co         60/04/30         TOpp 


J-Hi'"-    s.   F-rjjrai     It     Into   Holies    30-12       "Initrumunt   Failure   Causes 
"p«iirj    si    PO-'J   ',    ^loo    "al/e         No    specific    action    or 


--60040703^3    "Hydraulic    Survey,"    i-or    Jul     I1?/1?    Tin  ee    ovoralio    druulnns 
ancl 
«      Oilbert/Coramonueal  th    Cot        /9/07/31        20pp 


34J1.JJ1;,   F^r-arjs    Wai'e    Pactaging     Insp    Rapt   BO-06   on   900126-0201    No 

-iCic.-slia-ca    r3t«o 

>a^V'   "fcG'o'vjl"    '•>    Pflll"lfl("'ld'     Fuel    r-acility    I,   Mat.nali    Safety 


06   on   000128-0201    No 


r;f-o".pliarc»    rated    Major    areas    inspected    proper   vehicle 
?    .IV.T3'?'"1'15*    lnteSrltlJ    I    Package    labeling    !.   martins 
-iflt,    Ir.n    h"Cr     m   r*?    *""""»•     Fuel    F«ilit«   t   Material 
n"'. *.i.Lr*r'~1         ''"I"   '    L         ne"°"    *•     D->1«.     Dff.ce    of    the 


'27        spp 


--B004070347    "1979   Moni  tor  ing    of    Cooling    Tower    Operational    Cffetb*    on 
Vegetation    In   Vicinity    of   Facility    " 
PELLEK.R    R    ,     FR1DAV,  0   P    ,     JOHNSON,  H   I)         NUS   Torp         BO/Oa/S?         33pp 


n™.™  n^.nrU'i!T'dS  rB5ults    Qf   '•eactor    blJg   air    samplas   Bnfllymd    for 

B00130-0213    for    Sr-B9   *    Sr-TO,  in    accovdance    ui/utll    (100104 

commitment 

WILBDIJ.R    F        Metropolitan    Edison    Cq         DO/03/31          2pp 

B0042B0230   Foruards    TMI    ucekly    status    rept    for    t!0032a-2(] 

COLLINS, S    T        NRC    Three    Mile    Island    Task    Force         nO/Q3/:H  In 


""    '      P*"l-"»lphi..     Office    Of    the    Direct 


--B0042B0234  TMI  «. 


0042B0234  TMI  «..„,,  ;  6tatus  ,..t  ,„  OOOJM  ao,ppovl-,    rflt 
stalus  environ  t  effluent  info,  major  actl  vl  1  1  el,  f  uluro 
evolutions  a  public  affairs  Info 
»  NRC  Three  Mllo  Island  Task  force    00/03/31    3pp 


"GE  Type  SDH  contro1  aui*^» 


Foruar()s  lnfD 


lng    permanent   rOdiolOBlcal    onvirun 
°ft    '"    1W  Conllnuou.    ,!/ 


C4E40JI5    Foiuirui    IE    Info   Notlc 
Fnploijiej         rja    action    leiuired 


BO-H.     "Safety    Sugjestions   Fr 
ia,    Office   of    the   Director 


0»,c.    of    the    Doctor 


RESSLER.U   C         General    Public    Utilities    -   OPU   B»rvlc.    Corp          HO/04/01 


„„ 


BAST.J    Environmental  Protection  Agency    QO/04/07    Ip 


'SV'1^'/"""*        an-"    «» 

.OK    Metropolitan  Edison  C0    B5/04/t9    lp 


,   "Tm-2  Recovery    Ouarterl,   Pr0gre,,   fiepl    for   perlod    Endlr,9 
Y.OR        M.tr.p,,tt«e-,,.nco        THI-I,-RB-6        BO/04/30 


B  -ata  "M.CW  ln  vle(Blt,  of  TH1  fro 

nv^on^t.,    PPDtletlon  Ag.MB 


S   "MB..        IP 
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S      Reportable    occurrenci 


'>    related    correspondence 


T      Hearing     ti 


ipts     nil    non-antitrust    mattei 


8001070103    PNO-TMI-SO-OOSA 


80031  0,  1  i  censee    intends    to    comment 


preparations  to  enter  contai 
Airlock  atmosphere  radiaacti 
be  pinged  Containment  integr 
CONTE,  R  J  .  FASAND,  A  N  Reg 
Director  COLLINS,  J  T  Off 
of  the  Director  SO/03/O5 


ment    personnel    airlock    2 

i  ty    haa    been    analijjed    &   lull] 

tij   will    tie   maintained 

on    I,     Philadelphia,     Office    of    the 

ce    of     Inspection    &    Enforcement.     OFfict 

IP 


9004020072   PNO-TMI-00-OI  'I    seal     rings    for    outer    door    to    personnel 
airlock    S    failed     leak     test    conducted    Following     entry    of 
personnel     Into    airlock    per    PNO-TMI-ao-OICi   Seals    replaced, 
door    adjusted    it    seal    rotasted    succ  essf  ul  ly 

CONTE,  H    J    .     FASANO.A   N         Region    1,     Philadelphia,     Office    of    the 
Dlroctor         COLLINS,  J   T         Office    of     Inspection    t.    Enforcement,     Office 
of    the    Director         BO/03/14         2pp 

8004030012   RO   BO-10/IP    on    Q003M,  f  ol  loui  ng    uso    of    outer     door    For    first 
entry    Into    airlock. leal    test    of    seals    failed     to    meet 
acceptable    criteria    Airlock     declared     inoperable    Door    seal 
replaced    !<    u/addl     shims    successfully     leak     tested 
WILSON, II    E         Metropolitan    Edison    Co         QO/O3/17          Ip 

B004020094    PNO-TMl-00-015    on    000313,  emp loyee    left    sits    in    ambulance 
experiencing    pains    near    right    kidney     Individual    ^as    not    in 
controlled    area   at    time    of    event 

CONTE, R    J    ,     FASANQ,  A   N         Region    1.     Philadelphia,     Office    of    the 
Director        COLLINS. J  T        Office    of    Inspection    tr  Gnf  art  ement-    Office 
of    the   Director        GO/03/18         Ip 


8004300612    Transciipt    of     ,"71025    telephone     interview    TO    p-ar  tic  ipa  ti 
',    knowledge    of     industry     support    effort    ic    TMI-2   Pp     1-3O 
ACMERMfiN,  N         Technology     for    Fnergy    Corp         79/10/25         32pp 


R00402007A    TianscTipt    of    SG0129    public    meeting     in    H* 
CIS    on    decon  tain  na  1 1  on    '-    cleanup    oF    raduaste 
*       TMi-2   Operations/Support         80/01/29         67f>p 


sburg . PA    i e 


8OO4040235  Foi  via 
Harr i sburg  ,  PA 
SMITH,  J  Inte 


i     corrected     transcript    Page    552/553    for    hearing     in 
itional    Verbal  im   Reporlei  s,      Inc          BO/03/11          2pp 


B004030I40    Transcript    of    HO0312   biiefing    IB    environ    assessment    for 
decontamination    ct-    TMI-1     bigg    atmosphere    in    Wash i ngton, DC 
Pp     t-Sl 
*      Comnision         80/03/12         51pp 

0004090001    Transciipt    of    O00320   meeting     in    lia  1  timore,  MD    pe    scope    at 
pi  ogrammdt  it;    EIS   on    detontaminat  I  on    S    disposal    of    raduastes 
resulting     f  I  am   accident 
a      Commission         60/03/20         2u&pp 

8004140'172    Transcript    of    BOUtO!    meeting    of    ACRS   Hubtommi  t  tee    on    TH1-2 
Action    Clans     in    lletfi  t'sda,  MD   Pp     1-285 

>      ACRS   -    Advisory    Camnittet'    an   Reactoi     Safeguards         SO/04/01 
390pp 


B004020077   PNO-TM1-80-016    on    800330. 1 1 censee    plans    emergency    drill 
implementing    emergency    plan    Onalte    staff    mill    monitor    drill 
^/assistance    from   Region     1 

CONTE,  R    J    ,     FASANO.A   N         Region    1,     Philadelphia.     Office    of    the 
Director         COLLINS, J    T         Office    of     Inspection    U   Enforcement,     Office 
of    the    Dlrertor         00/03/19         Ip 

8004030097    PNO-TMI-BO-Q17    on    B0032O,  several     local     air    particulate 
monitors    In   auilliaiij    bldg    alarmed    Makeup    sys    leak    suspected 
for    high    reading    Preparations    underuay     to    locate    &    isolate 
leak    Preli    release    planned    b  ij    utl  1 

HAVERKAMP.D  R    .    FA5AND,  A   N        Region    1.     Philadelphia,    Office    of    the 
Director         COLLINS,  J    T         Office    gf     Inspection    &    Enforcement,     Office 
of    the    Director         BO/03/2O         Ip 

8004040336  Forwards   LCRs    QQ-009/97X-O  ft  BO-011/99X-0 
HEflBEIN.J  0        Metropolitan   Edison    Co        60/03/27         IP 

—8004040344    LER    BO-QOsmX-Q    on    Q00321 .  Rosemount     1152   pressure 
transmitter    In    llmitacf    cases    einlbtted    output    botueen   4   i,   90 
ma    u/input    pressure    over    or    under     calibr    range    Caused    by 
long-term   degradation    from    submergence    in    mater 
CHAPLIN'S  D        Metropolitan   Cdlson   Co        80/03/27        Ip 

— BQQ4Q40349    LER   BO-011/99X-O   on    QOO321 .  Has emount     1192   pressure 
transmitter    in    limited    cases    eihibited    output    be  two en   4   t   2O 
ma    in/input    pressure    over    or   under    callbr    range   Caused    by 
long-term   degradation    from    submergence    in   uater 
CHrtPLIH.S   D        Metropolitan    Edison   Co        BO/O3/27        4pp 

B0042SOi32   PNS-I-BO-004    an    B00327, two    bomb     threat*    were    received    both 
stating    that   bomb    was    set    for   B0032B   Search    conducted    No 
bombi    found 

MADDENiW   ,     DEVLIN,  J   .    MARTIN.  U        Region    I,     Philadelphia,     Office    of 
the    Director        80/03/28        2pp 


8004140372  Forwards   LER   BO-O09/03L-0 
WILSON,  R   F        Metropolitan   Edison  Co 


8004140474    Transcript    of    300402   meeting    of    ACRS    Subcommittee    on    TlU-a 
Action  Plans    in    HothesdaiMn   I'p    l-l1?? 

*      ftCRS     -    Advisory    Committee    on    Reactoi     Safeguards         60/04/02 
200pp 

eOO'1150323    Transcript,    oF    ACRS   Subcommittee    on    Till    Accident    Implications 
SOO409   meeting     in    Wash  I  ng  ton,  DC    Pp     1-1.17 

»      ACR3   -    Advisory    Committee    on    Reactor    Safeguards         BO-/Q4/09 
147pp 


U      Congress lonal /Executive    Correspondence 


BO040BOJ/5   Ack    receipt     of    £00303     I tr    providing    comments    for 
programmatic    EIS    an    d  ec  antam)  nat  ion    t.    disposal    of    raduastes 
resulting     from    facility    790328    accident    Comments    uill    be 
considered     in    preparation    of    statement 

HULLCn.O   R         Division     of    Site    Safety    t,   Envn  onmental    Analysis 
BO/03/ 19         Ip 

— OOOIOaoaBO   Comments    on    pi  ugr jmmati c    HIS    nn    decontamination    &    disposal 
of    radwastes    resulting     from    facility    79032B    accident 
Supports    statement    Mo   actions    should    bo   permitted    at    site 
until     impact    on    &u-s  qjjehanna   Ri^er     is    determined 

BAUFIANiR    E         House     qF    Hep     ,     Merchant    Marine    (.   ruhenes         BO/O3/O3 
IP 

OOO4230659   Comments    on    MftC    approach    re    contaminated    uaste    disposal    from 
TMI    Ha   uastos    should     bt>    i  eleaaed     into    Suiquehanna    River 
until    completion   t     review    of    Elfl   NRC    must    consult    u/stale 
officials    re    any    activities     laVon    prior    to   EIS    revioui 
SARBANES,  P         Senate          30/03/30         2pp 

B004140270   Discusses    NRC     Special     Inquiry    Gi oup    review    of    questions    on 
util    conduct   re    inFo    tiansfer    duiing    1979  accident   No   direct 
evidence    found    to     Indicate    info    withheld    intentionally     IE 
mill    complete    investigation 
AHEARNE.JT         Comrnl  salon         80/O3/31         3pp 


— 9004140377   LER   BO-009/03L-0   on   G00305, dur (ng    recovery    mode    operattoni 
w/emeraencij    dlesel    generator   A  douin    for    ma  int,  emergency 
diesel    generator   0  mas    tested    for    operabllity    Generator 
would    start   but    could    not    be    loaded    Caused    by    open    atuitch 
CHAPLIN'S   D        Metropolitan   Edison   Co        80/O4/O5        3p.p 


B004230377   Foryardi    LER    80-O10/01L-O 
HOVEY.C  K        Metropolitan   Edison  Co 


--8004350309  LER   BO-OtO/QlL-0   on  B003t4, us  Ing    outside   personnel    air    lock 
•  ntry    dnor.  door    seals    uiert    tested    Leakage    exceeded    rate 
criteria    Personnel    air    lock    entry    declared    inaperable 
Cauiad    bij    uie   of    personnel    door    after    one    ur    of   noni/EB 
CHAPLIN.8   D        Metropolitan   Edison   Go        HO/O4/II        2pp 

8004B90510  RO-BO-14/1P    on   800422, boric    acid    mix    tank    liquid    found    to 
contain    higher    boron    concentration    than   Tech    Spec    limit 
On  S00424    boric,   acid    ml  s    tank    declared    operable    following 
deminerflli  ted    uatir   addition    to    bring    concentration   rfouin 
HAVEV.O  K        Metropolitan  Ediion   Co         BO/04/24        2pp 


DOCKET   SO-321    EDU1N    I       HATCH   NUCLEAR    PLANT,     UNIT    1 
0      Adjudicatory    correspondence 

5004390460   Forwards    NRC    confirmatory    orders 

BTELLO.V        Office    of    Inspection    (.   Enf orcament.    Ofrics   of    ttie 
Director         00/04/04          Ip 

— 8004290466   Older    confirming    util    cammitmunt    to    perform    review   requested 
by    IE    Bulletin    79~?7    by    BOO626    Info    icquired    outlined     tn 
Attachment    A 

STELLO.V        Office   of     Inspection   b  Enforcement,    Office    of    the 
Director        90/04/01         Spp 

— 8004290477  Order   confirming    util    commitment    to   perform   revieui   requested 
by    IE   Kullotin    79-27    by    B006?6    Info    required    contained    in 
Attachment   A 

STELLO.v        Office    of     Inspection   '/   Enforcement,    Office    of    the 
Director         80/04/01          Spp 
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0  OQO 


studj  ot  dljltal 
EO/Q3/12    5pp 


potential  for  LOCA 


aD'03/Jl    Spp 


nnmiti    in>n    ie    control     rod    operarji  1  I  ty  ,  in    response    to 

III     r>iiring    rept    1  '7t)    to    Dec     1V7<J    no    instance? 
l    "jnual    roJ»    tailing    to    insert    fully    Only 

Georgia    Pojer    to         BO/04'OB         Ip 


f:t)42S03?0   Forujris    rept    re    substantial    safety    haiard    in   RHH    svc    uatei 
pump    motors    coclirg    uatt>r    supply    line   Loss    of   RHfl    cooling 
water   uiuld    result    i  FI    eiceedinj    safety     limit    specified    in 
tech    Ipeci    Cooling    s^s    uill    be    separated    into    tuo    divs 
MCCHAFW   D   L         Southern   Co    Serenes,  IFIC         GO/04/1S         4pp 

Q      Inspection    reports,     IF    Bulletins    '.    correspondence 

0004090349   Forwards    It   Qjlletir,    60-03:     "Loss    of   Chaicoal    From   5td    T^pe 
!I<  Tuo-Inch    Tray    Adsorber    Cells     '    Action    required 
0'REILL.,J   P        Re9ion   2      Atlanta      Office    of    the    Director        BO/02/06 


—  BOO  4^0049    IE    Insp    Rept  =    50-3^1/80-01    '     50-3i6/SO-01    on    B001OB-11 
Moncomp  I  lance    noted     Failure    to    rollou    surveillance 
procedures 

UPRIGHT,  C    11        Region    2,     Atlanta,     Reactor    Operations    Nuclear    Support 
Branch         (•iQON,  It   T         Region    2,     Atlanta,     Offico    at    the    Director 


3004110565   Submits    lesponse    to    IE    Bulletin    BO-03,     "Loss    of    Charcoal 
From   Std    Type    [  [,  Tuo-lFich,  Tray    Adsorber    Cells    "    All     fillers 
are    in    good    coFiditionpdll    scieerts    are    stable    t    housing 
frames    are    solid    No    carbon    lost    through    screeFts 
UIDNER.U   A        Georgia   Power    Co         BO/03/21         3pp 

00041  501<?S   Responds    In    It    nulUtin    QO-03    re    charcoal    adsorbei     colli 
Insp    of    all    Util     1    ventilation    stjs     indicate    that    .ill 
filters    are    in    good    condition    Util    2   uses    deep    bed    tijpe 
carbon    filter    beds    rathel     than    cells 
UIDNEFMJ   A        Georgia    Po^cr    Co         80/03/21         3pp 

8004170296   Responds    to    IE    Bulletin    71-2/,     "Loss    of    Non-Gloss     1C 
Instrumentation    '•   Cotittol    Poijiet     Sys    Bus    During    Operation    " 
Revieiu   of    emergency    proc  edures.  required    by    Item   2i     is    noiu 
scheduled    roi     completion    bij    H00626 
WIDNER.IJ   A        Geoigia    Poiuer    Co         GO/03/P6         Ip 

8004150521    Forwards    !E    Info    Notice    80-12,     "Instrument    Falluio    CiiUBEs 
Opening    of   POF)y  t,  Block    Valve    '    No    specific    action    or 

O'REILLY,  JP         Region    2,     Atlanta,     Office    of    the    Director         60/OJ/CH 

2pp 

1300409062^    Forwards    1C   Ciicular    QO-05,     "Emergency    Diesel    Oanoratoi 
Lubricating    Oil    Addition    f>    Dnsite    Supply    "    No   written 
response    required 
O'nEILLY.J   P         Region    2,     Atlanta,     Offico    of    the    Director         GO/Ofl/01 


8004150065   Ack    receipt    of    800211     Hr    informing    NRC    of    stops    tnkffii    to 
correct    violation   noted    in    IE    Insp    Ropts    50-321/79-37   S> 
50-346/79-11 

LEUIS.H    C         Region   3.     Atlanta,     Reactor    Operations    Nuclear    Supnnrt 
Branch         80/04/0!         Ip 

—8004150072   Responds    to    NRr    800117    Itr    F  e    violation    noted     In    1C    limp 
Rept    50-321/79-37'     50-366/79-41    Corrective    actions    e.iatina 
radiation   uorlt    practices    I.    procedures    revieiuod    tt   modified 
U1DNER.U   A        Georgia   Pouor   Co         80/02/11         2pp 


gS04OtO!12   Partially    responds    to    IE    Bulletin   79-01B,     "Environ 
QualiMcatior,    of    Class    IE   Equipment    "    Class    IE   components 
ding    environ    ana lu, sis,  inadequate    qualification 

acrirtent    te-ip    profiles    W/o    encl 
Georgia   Power    Co         8Q/Q2'09        2pp 


listed 
NIDTJER 


P3Q42202I5   Forwards    IE   fitpts    50-321/80-08   >.    30-366/80-08   on 
B00221-2,!      no   noncoaipliance    noted 

BHi-AtlT.J   C         Region    2,     Atlanta.     Reactor    Construction   I,   Engineering 
Support    Branch         00/03/04         2pp 

—80042.20221     IE    tnsp   fiepU    50-3P1/QO   08   i    50-366/80-08   on   B00221-23      No 
nonconpl,ance    noted   Major    areas    inspected    follow^    on    itepns 
of    noncompl lance   re    10CFR21 

BROUfiLEE.V   L        CDNLDM   T   E         Region    2      Atlanta.     Office    of    the 
Director         BO/03/04        3pp 

COOJOTCOM   Ack    receipt    of   80031O    Hr    ,nform,na   NRC    of    step,    taken    to 
5SrI?c      Vlolstlo"s    noted    in    IE    !nsp    Repts    50-321/90-01    i, 

Branc?   'ao/O^la"   \™m**'     "•«'<»     Derations    Nuclear   Support 

-IJ0040TO03S   ftesponds    to   I.RC    QG0205    Hr    re   violations    noted    in    IE    !n*n 
Repts    50-3P1/SO-01    '.    SO-3a6/BO-01    Corrective    «t?ons    data 
sheet    revised    to    rebate    rire    pump    fuel     level    checks   r, 
assignment    sheet    levisea    to    use    HHP-2-9503 
IttDNER.U   f.        Georgia    Pouje.     Co         BO/03/10   "     Ip 


800409004!    Notice    of    .lolat.on    tro«    insp    on   000108-11 

Region  3,    Atlanta.    Office    Df    the   Director        80/03/05        Ip 


8004150079   Foruards    IE    Insp    Repts    50-321/79-37   '.    50-3e,b/7-J-i\t     on 
791110-1207   t,    notice    af    violation 
LEWIS,  H    C         NRC   Regional    Offices         QO/01/17         ?pp 

6004150084   Notice    of    violation    from    Insp    on    771110-1207 

»      Region   3,     Atlanta,     Office    of    the    Director         QO/01/19          Ip 

B004150096    IE    Insp   Repts    30-3JI/79-37   t    50-366/79-flI    OF,    79I110-I80/ 
Moncompliance   noted    radiation   uiork   peimits  uflrc   not 
approved   fr  posted   prior    to   work    contrary    to    procedures    S, 

F  ne9lDn  z-  Atunt- 


B0041S0126   A=J    rece.pt    or   900313    Hr     informing    NRC    nf    step,    Uttn    „„ 
"'  "  ^    IE    lnSP    "EptS    S°-321/QO-01   * 

°"   Operations   Nuclear   Support 


CBO/049/0?"  2ipAtlanta' 


fore^iaFi  t,   opeFators    involved  uiere   reliovsd    oF    duties    fo 

special    training 

HIDNER.14   rt        Georgia    Power    Co         80/03/13         Ip 


8004150147   Notue    dj    vioUtion    from    tn.p    on    791312-800104 
*      NRC    Regional    Offices         00/02/13         Ip 


-8004150155    IE    Insp    Reot    50-331/00-04   t    50-366/80-01    on 
Nonco^pHance   noted   HPC  I    Su!   not    proven   operable   as 
required    hy    Tech    Specs 

a  '' 
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0004150093    Forwards     IE    Info    Notice    90-13,      'GE    Type    SBM   Control    Switches 
Defective    CA11    Fo  1 1  ouiei  5.    "    No    specific    action    or    i esponse 
r  equ Ired 
0'REILLV,J    P         Region    a!,     Atlanta,     Office    of     the    Director         HO/04/03 


'lZfc  LEU  eo-OS7".'Jl  -u  • 
schedule,  d  i  =ca/?T  ed  13,1  b  1 
calibr  not  p  e  T  f  o  i  m  e  d  u  i  *  f1  i  r 
peisonnel  overnight  tjui"eil 
NIX,  R  T  Georgia  Po-uer  Co 


tHUu310*  dui  ing  revieu  ot-  sui 
.  rnonitci  functional  tost  '• 
requiTed  interval  Caused  bij 
am.  e  ac  c  ep^ab  I  ij  performed 

EIQ/04/01         2pp 


8004210265   Forwaids    IE    Info    Notice    SO-14,      "Safety    Suggestions     From 
Employees    "    No    action    required 

O'REILLY, J   F>         Region    ^,     Atlanta,     Otfice    of     the    Director          BO/04/O2 
2PP 

0004160303   Forwards    1C   Circular    00-07.     "Problems    ll/HPCI    Turbine    DH 
Sys     "    No    iiirlttcn    response    required 

O'REILLY.J   P         Region    S,     Atlanta,     Office    of     the    Director          BO/O4/03 
2pp 

Q004110011    Forwards     IE    Bulletin    30-07,     "ttWR    Jet    Pump    Assembly    Failure    " 
Written    response    lequired 

Q'REILLV,J    P         Region    2,     Atlanta,     Office    of     the    Director         SO/04/04 
2PP 

Q0042301/3   Foiuards    IE    Bulletin    79-03A    "Longitudinal    Hold    Defects    In 
ASME    SA-3l2,Type    304    Stainless    Steel    Pipe    "    Action    required 
O'REILLY, J   P         Region    2,     Atlanta,     Office    of     the    Director          HO/04/04 
lp 

B0041B0436   Forwards     IE    Bulletin    EJO-09,     "Eiain    of    Containment    Liner 
Penetration    Holds    "    Written    response    required 

O'REILLY.J   P         Region    2,     Atlanta.     Office    d  f     the    Director         BO/04/07 
Hpp 

8004230467   Submits    info     in    response    to    BO0121     Itr    re    IE   Bulletin    BO-02 
Documentation    associated    u/roceipt    f,    installation    of 
sparger    assemblies    r,    mods     is    on    file    at    plant     site 
UIDNER.lf   A         Georgia    Pciuer    Co         80/04/16         4pp 

Q0042B0452   Updates    Q00346   response    to     IE    Bulletin    7<?-01B    "Environ 
Qualification    of    Class     IE    Equipment     "    Enough    Info    re    Gechtal 
equipment   mill    be   available    by    800BQI    (.0    provide   -meaningful 
response    Info   needed    f i  om  OE  uilll    be    comple-te    by    BOI226 
WIENER, W   A         Oeorgia    Power    Co         BO/O4/21          2pp 

R      Periodic    operating    reports    '/   related    correspondence 

8004010321    Forwards    "Annual    Environ   Surveillance    Rept    for    CY79    " 
MANRY.  M        Georgia   Power   Co        BO/03/2B         lp 

--0004010326    "Annual    Environ    Surveillance   Rept    for    CY79   " 
«      Georgia    Power   Co        GO/03/2B        300 pp 

600-1190380  Forwards   monthly    operating    rept    for   Mar    19BO 
MANRV, N        Georgia   Power   Co        BO/Ofl/ 1O         lp 


~B0041S03'?0   MniiUlij    operating    rept    for    Mar    I'JBO 
RODEN.J  W        Georgia   Pauior    Co        BO/O'l/10        9pp 


B004150379  Forwards  monthly    operating    vept    for   Mar    19BO 
MANRY, M         Georgia   Pouar    Cn         80/04/10          lp 


3004070?81    Forujard;    LF.K 
IIANHi',11         Georgia    Poue 


--3004070333   LER    BQ-oao/TJL-O    un    G00313    *     I/. during     full    pome 
secondary    c  otitainmsn  t-     i  TI  t'egt  I  tij    momentarily    violated    at 
164    t-t    elevation    i  ea-f  t  01     Oldg    airlock    Caused    by    design 
deficiency    Design    chimga     renuest    has    been   written 
COGGIN,  C    L         Georgia    Pow«i     Co         QO/04/01         ?pp 


3004220713   Foruidiis    LER    OO-029/03L-0 

MANRY,  M         Georgia    PQWBT     Co         80/0'l/lS         lp 


—  B004320721    LEP   8Q-029/0.1L  -G    nn    QOC-322,  dur  ing    normal     survo  1 1 1 
generatoi     in43-SOOIC     Paile-1    to    start    '<    reach    rated    speed 
mi  thin    12-s    Caused     by     bent    stiutdoiiin    solenoid    operating    rod 
in    engine    governor    '.     Failed    governor     booster    servo- 
NIX.fi    T         Georgia    Power    Co         BO/04/11         3pp 


B004220i,7S   Forwards    LER    SO-031/03L-0 

MANF1Y,M         Georgia    Power-     Cn         SO/O4/17          lp 


-- 13004  220484    LFfi    aO-031/&3L-0    on    B00330,  uh  i  le    operating    at    99    B'/    of     rated 
11 WT,  ma  in    stack    radiation    monitor    sample    pump     failed    Cause 
attributed    to    moistuie    swelling    cai bon    ^anss     in    pump, 1 oc k I ng 
pump    Sanpling    procedure    will     be    revised 
ROGERS, U   H         Oeorgia    Pouer    Co         BO/O4/17         2pp 


B0043204Q9   Foruatds    t  ER    EiO    010/03L-0 

MANRY, M         Georgia    Pouer     Co         6IO/O4/17          lp 


--BOO4220710    LER    BO-03O/1-3L-0    on    B00330,  w/mode    switch     in    run    position    t- 
reactoi     at    2,432   MWT,  d  i  s  i  overed    anal^ier    B    of    primarij 
containment    hgorogen     '.     onjacn    analgier     inoperable    Caused    bg 
personnel     error    Pi  cb  I  em    coirecbed    Analyier    returned    to    svc 
IIIX.R    T         Georgia    Power    Co         0O/04/17         2pp 


B0042B057O   Foriuatds   I  ER    QO-032/03L-0 

MANRY, M         Georgia    Pouier    Co         BO/O4/22         lp 


--0004280566    LER    BO-03P/O3L    0    on    9O0402, dur ing    normal     operat i on.  pr 
containment    oiygen    concentration    eiceeded    Tech    Spec     limit 
Caused    bij    air     in    lea(.-sge    across    seals    a!    torus    to    dryuial] 
delta    pumps    Pump    seals    greased    '•    in-leakage    stopped 
»      Georgia   Poujer    Co          BO/04/22         2pp 


B0042B03B2   Forwards    LER    E30-O34/O3L-0 
MANRV,  H         Oeorgia    Pouier    Co         SO/0-l/Pi 


--BOQ42a05B9   LER    GO-031/03L-0   on    SO0403,  bui  i  ng    stoadij    state    power 
opeiatlon    on   Unit     1     •,     cold    shutdaun    on    Unit    2,  fire    water 
level    on    both   uatei     tanks   uas    discovered    belou  Tech   Specs 
Caused    by    valve    trip    at    no' th    end    of    lli   coaling    tower 
NI<.R    T        Georgia   Pnuai    Co        80/04/23        2pp 


—8004130404   Monthly    operating    rept    for    Mar    19BO 
RODEN.J  W        Oeargia   Power    Co        BO/04 /SO        9p p 


9     ileportflblo    occurrenieB.    LERs    t   related    correspondence 


B004010474  Forwards   LKR    BO-035/03L-0 

MAMRY.M        Oeorgia  Powav    Co        90/03/25         lp 


--8004010-V77   LER   90-025/03L-O   on    800301.  during    normal    ope-rat  1  pn,  raactor 
core    Isolation   cooling    pump    discharge    flou   suiltch    found    out 
of    *pE£. Caused    bg    instrument    drift    Barton   Model    2B9A    flou 
switch    recalibr 
NIX.R   T        Georgia   Pounr   Co        BO/03/35        2pp 


0004020354   Foruardl   LER    QO-020/O3L-0 

KAKRY.M        Georgia  Power   Co        80/03/27         lp 


— B00402035?  LER   QO-020/03L-O   on   B0030S, during    normal    opsrat ion. 1BO 
gallons    of    raduaste    uai    released    to    river  di/o    prior 
analysii    per   Tech    Specs   Caused    by    technician    error 
Rc4(ialyiit    showed   ET6   nob    oiceoded 
ROOEna,W  H        Oeorgia    Pouier   Co        QO/Q3/37        2pp 


8004040416  Forwards   LER    BO-027/03L-0 
MANRY.M        Oeorgia  Power   Co        90/04X01 


DOCKET    50-322   SHDREHAM   NUCLEAR    POWER    STATION 

A      App  1  Icat  lon/cnnstruc  1 1  CTI     stage    documents    V   correspondence 

Q0040400.il    Advises    of     issuance    of   NLjnEG-OSBB,     "Interim   Staff    Position 
on   Environ   Qualification    of   Safety-Related    Electrical 
Equipmnut,        providing    guidance    re    methods    for    compliance 
ROB3, D   F         Division    aP    Project    Management         80/02/05         7pp 

6004040017    Submits    add  1     guidance    to    MURLO  -05BQ,     " Interim   Staff    Posjtio 
on   Environ   Qualification    of   Satetg    Related   Electrical 
Equipment    "    Renuest-s    review    of    oo_uipnent    qualification 
documentation    to    identify    degree    of    conipliance 
R035,DF        Division    of    piojoct   Management        00/02/21        3pp 

8004020466   Notification    ot    £J003t'6    I    ->7   meeting    w/repreientat  IvBi    from 
Mark    II    owners    group    in    San   Jose.CA   to    discuss   Mark    II 
Create    Test    Program,  4T     c /o    tests    'i    foreign    teats 
ELTAUILA.F         Containment    SyBtemt    Branch         90/03/10         12pp 

80O4030122   Uotiflcatio-n    of    800326-27    meeting    w/Mark     II    oiunors    group, 
NRC    consultants    i   OE    In    San    Jose.CA    to    discuss    Mark     II 
Crears    test    programi4T    c/Q  b    foreign    tests   Topics    are 
proprietary   Agenda    one) 
ELTAWILA.F         Contalnme.it    Systems    Branch         BO/O3/10         12pp 
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C     790*i  14    into 


enter    plant    ir 


l.    J  >  '     '     s-1'     bUg    Figures 
dfrif     patt  =  iri:     '     plant    diagrams    enc  1 
Lonj     I  -land    Lijhtim-    CD         aO'03/31          22pp 


DJCJ  40701  22    Protest*    nuclsjr    power    duo    to    concern    of    waste    disposal 
TUTHILL   E         .iftiliatian    Unknown         QO/OJ/29         Ip 


IF    Bulletins    '.    correspondence 


B004 100072   Forwards     IE     lnsp    Rept    5C-322  '71-23    on    791210-800113   Mo 
nnncomplia^ce    noted 

BRUNNER   E    J         Region     1.     Philadelphia!     Reactor    Operations    Nuclear 
Support    Branch         QO/02'll         2pp 


3ii0414i->4  J.9   Request-     iiiinni  I  Lod     JH    [>ehalt    of    Utll     Group     tor    Regulator-! 
ipplica  t  ions,  tfijt    Nftt    i.visu    HE  TRAP,1   t  -ampu  l*r    code    Code    uill 
be    used     KIT     transient    =11314515    I     suppoi  t  I  .e    activities 
required    for     plant    mid    or    reliaJ     licensing 
VALENTE,  J    V         long     Island    Lighting    Co          KO/Q4/Q1          Ip 

QOQ42206?0   Forward.    re»pon«es     to    NflC    Requests    331    31    J.    423    1    Plant 
radiation    protection    program    complies    ui/Reg    Su-ides    H   0   '. 
3    10   u/  cer*a  i  fi    L  ic  ept  iiiiij    Piograni    does    not     .include    spericfic 

NQVAPRG.J    P         Long     ljlai<d    I   ighting    Co          30/04/11          6-pp 


eetings    u/Maik     11     owners    group    in    San 
prngraflis     '     rel^txanshipa    LJ/ 


Mark     1  1    designs 
ELTAW[LA,F         Coi 


--600-1100077     IE    Insp    Rept    50-??a/79-23   on    79121 0-B001 13   Nn    none  omp  1  ianct 

testing,   including    tout*    of    racililg.test    ultnesSlng-QA 
actl/l'les    I,    environ   monitoring 

KISTER.H    ti         Region     1,     Philadelphia,     Reactor    Operations    Nuclear 
Support     Branth         HJGU1N3,  JC         Region    1,     Philadelphia,     Office    of 
the    Director         BOfOS/'ji,         7pp 

S001090004   Responds    to    It    Bulletin    79-20   IB    defects    in    certain    NAMCD 
Model    CM 00    series    switches    Affected    switches    procursd    per 
IE"   Duletin    78-04   fteturriLd    for    r«(joi-li 
NOVAfifiQ,  J   P        Long     Island    Lighting    Co         80/02/19         Ip 


Syslems     Branth         BO/O4/11         33pp 


B004210146   Forwards     IE    I 
none  amp liance    noted 

UHUNNER.  C    J        Region    J-     Ph  i  lade  Ipfi  i 
Support    Branch         BO/02'^5         2pp 


P    Rept    50-322/-UO-03   on   80012a-O20i    No 

Reactor    Operations    Nuclear 


r!u043Q'J049   No  1  1  1  nalioi,    i^    MjOSua-O1?   ,-ne»ting    u/util     in    Lo»g     Island,  WV 
to    e/aluate     status    oi    rc.nit    '--    es'ifatea    -fuel     load     date 

J   H         light-    water    flsactoi  5    Itianch    4         30/01/15         6pp 


F      Security,     msdnal.     eme 


e    protection    plans 


a«JO'10B0077   Ad-ise^     that    submittal     date    toi     e^JCwatiori    time    estimates 
i-Bnuo-s  ted    toy    NRC    7913^0    Itr.liaf    been    postponed    pending    GAD 
clearance    under    Federal    Repts    Act 
GRIMES,  It   K         Emergency   Pr  oparednes  b.    Tack    Force         60/O3/  1  1         4pp 


Ad  jud  i  catory 


8O040105?!    Opposes    operation    of    plant    due     to    inadequate    evacuation 
plan 
SCHILLER. [J         Affiliation    Unknown         UO^O.J/19         Ip 


-0004210151     IE    Inso    Rept    50-32^/80-03   on    E30015S-0301    No    noncorap  1  lane  o 
noted    Major    areas    inspected    preopera-t  lonal     test    program, 
including     imp  1  ementat  i  on,  status,  proc  edui  e    review   S> 
verification    b    follouup    on    previous     items 

CAF'MTQNi  D   L         Region    1,     Philadelphia,     Reactor    Operations    Nuclear 
Support    Branch         TBO&KOSRI.l)   M    .     NICHOLAS,  H   H        Region    1. 
Philadelphia,     Office    of    the    Director         BO/02/21          llpp 

0004070114   rtck    receipt    of    600221     Itr     informing    NRC    of    steps    taken    to 
correct    violations    noted     in    IE    Insp    Rept    50-322/79-16 
&HUNNER,E    J        Region    1,     Philadelphia,     Reactor    Operations    Nuclear 
Support    Dranch         QO/03/04         Spp 

—8004070117    Responds    to    NBC    800121     Itr    re    violations    noted     in    IE    Insp 
Rapt    50-3.22/79-lfa   Corrective   actions    replaced    caps,  covers    *< 
plugs    Space    heaters     in   Panels     1H2UPNL1Q   t,    !Hai*PNL2i 
re-energlied    S    battery    roam   cleaned 
WOFFORD.rt    W        Long    Island    Lighting    Co         60/02/21         3PP 


800404012-"?    Demands,    site    no 
possibi  1 1  ties     ej  ist     roi 
show   lit]  1    does    riot    iieed    plant 
KLEIN, P    !(         A*fi)ialion   UnHio 


e     licensed    No    plans    or    evacuation 
00/03/23         2pp 


-80O40/0120   FoT-ioards     IE    Iiisp    Hopt    50-322//7-16   on    791001-1106    t.    notice 
of    vi o lation 

DRUNfJEIi.E    J         Region     I,     Philadelphia,     Reac  tor   Operations    Nuclear 
Support    Branch         BO/OI/21         2pp 


Bi>0401052O   Oppose?     granling     rtf     license    to    operate    plant    due    to 
inadequate    ^V£icu^tiai>    flan 
OB  INDIAN,  T    J         flfril  i-atioil    JJnknuuin         BfJ/O^/lS         Ip. 


I'D    prompt 


GOS51CK.L   V         Of+ice    oF    the    Executive    Tiroctor    fai     Oporationi 
80/0-1/0?         34pp. 


-8004070121    Notice    of   violation    from    insp    on    791001-1106 

*      Region    I,     Philadelphia,     Ofrice    of    the   Director         79/12/11 


2pp 


-B004070123    IE    Inip    Kept    SO-322/7'7-14.    on    791001-1106   Noncomp  1  ianco 
noted     failure    to    provide    suitably    controlled    conditions    for 
activities    affecting    quality 

KISTER.H   B       R-cgion    I,    Philadelphia.    Reactor  Operations   Nuclear 
Support    Dranch         IUGS1NS,  J   C         Region    1,     Philadelphia,     Office    of 
the    Director         79/12/1I         Bpp 


8004230051    rtdiises     Ihal    HOC    position    re    considirat ion    of   Class 
accidenti    will     be    submitted     lu    ACLD    lufien    evaluation    Is 
Corp  I  ctcdi  in    i  esponjp    tn    flOOIfOE    order   Foriuaids    Cnmni  13  ion 
800321    3     ASLrtB    300401     oiDors.as     interim     info 
HORDENICH.D   M         Heannj    Braneh     4         90/O-l/OS         2pp 


8004090414   ftdvises    that    IE   Bulletin   BO-05,    "Vacuum  Condition   Resulting 
In   Damage    to   Chemical    v"ol    Control    Si/a    (CVCS)    Holdup   Tanks.  " 
uas.    incorrectlg    sent    for   action  No   response   required 
ORIER.B   H        Region    1.    Philadelphia,    Office  of    the   Director 
80/O3/17         Ip 


8004150274    Forward's    IE    Info    Notice    80-12,     "Instrument   Failure    Cauios 
Opening    of   PORV   6   Block     Valve    "    No    specific    action    OP 
response    namssarij 

ORIER.Q   H         Region    I,     Philadelphia,     Office    of    the    Diractor 
80/Q3/31          Ip 

0004070063  Foiuards    IE  Circular   BO-OS,     "Emergency   Diesel   Generator 
Lubricating    Oil   Addition   b  Onaite    Supply    "   No  written 
reapor.se    renuired 

OfiIER.Il    H         Region    1,     Philadelphia,     Office    of    the    Director 
SO/04/01          |p 

B004110140   Forwards    IE    Info    Notice   80-13.     "OE   Tuoe    BBM   Control    Switches 
Defective   CAM  Followers    "  No  written    response   required 
GRIER,D  H        Region    1.    Philadelphia,    Office   of    the   Director 
00/O4/02        Ip 


30042flO313   Forwards    IF    Info    Notice    BO-14.     "Safetg    Suggestions    From 
Emp  1  (njeei    "   No  action   inquired 

ORieH,H   H        Region    !•     PK 1  ladclphia,     OffKe    of    the    Director 
90/04/02         Ip 
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0004100179   Forwards    IE   Circular    8O-07i     "Problems    W/HPC I    Turbine    Qi! 
Sys    "    No    written    response    required 

QRIERiB    H         Region    1.     Philadelphia,     Office    of     the    Di  roc  tor 
BO/04/03         lp 

8004110053  Forwards    IE   Bulletin    80-07,     "BUR   Jet    Pump    Assembly    Failure 
No    written    response    required 

GRIER.fl    H         Region    1,     Philadelphia,     Office    of     the    Director 
BO/04/04          Ip 

8004330471    Forwards    IE    Bulletin    79-03A,      "Longitudinal    Weld    Defects     Ir 
ASHE   SA-312,  Type    304    Stainless    Steel    Pipe    "    Action    required 
GR1ER,B    H         Region    1,     Philadelphia,     Office    of     the    Director 
80/04/04          lp 

BOQ41B0161    Forwards     IE    Bulletin    80-09,     "Eiam    of    Containment    Liner 
Penetration    Melds    "    Written    response    required 
QRIER.B   H        Region    1,     Philadelphia,     Office    of    the   Director 
BO/04/07          lp 


T      Hearing    transcripts    on   non-antitrust    matters 


G004100440   Comments    an    proposed    rule     10CFR50     issue     of    emergency 
planning    has    been    prime    concern    of    county    as    intervenor    in 
CP    proceedings    foi     Facilities    Hegulations    may     not    adequately 
protect    public    health    &   safety 
LIKE,  I         Buff oik    County,     NV         80/03/2i         13pp 


DOCKET    50-323   DIABLO   CANVGN   NUCLEAR   POWER   PLANT.     UNIT    3 

A      Application/construction    stage    documanta   !<   corrospondance 

B004040031    Advises    of    issuance    of    NUREQ-05BB,     "Interim   Staff    Position 
on   Environ   Qualification    of    Saf  etq-fle  lated    Electrical 
Equipment."    providing     guidance-    re    methods    for    compliance 
RDS8, D   F         Division    of    Project    Management         8O/O2/05         7pp 

8004040017    Bubraits    addl     guidance    to   NUflEG-OSaS,     "Interim    Staff    Pdsitic 
on   Environ   Qualification    of   Safety-Related    Electrical 
Equipment    "    Requests    revieui    of     equipment    qualification 
documentation    to    Identify    degree    of    compliance 
ROBS, D  F        Division   of    Project    Management        80/OE/31        3pp 


300-1340248   Responds    to    7J1115    telegram    to    F   Press,  sc  1  ence    ad\ 
President    Yemeni)    Comm  i  =  =.  i  tin    lept    on    TMI    accident     is    being 
incorporated     into    NRC     Action    Plan    Applicants    ui 1 1    need    to 
implement    recommendation;    prior     to    OL    issuance 
ROSS,  D   F         Division,    of    Project    Management         QO/O4/O!         5pp 


Q004240S2Q    Disc 


pot 


tial     design    deficiencies     in    bypa  SS: 

e  lamp  les>  saf  e  ty    significance    '     criteria    to    be    satisfied 
Protection    sys    design     conformant    response    due    bg    B00405 
STdLZ.JF         Light    Water     Reactors    Branch     I         BO/04/01         5pp 


8004080443   Forwards    preai     clippings    purpoiting     to    state    NfJC    position 
Chumash    Indians'    access     to    facility    Util     is    willing    to    meet 
&    discuss     issue    Access     question    derived    from    passible 
application    of    Native    American    Religious    Freedom   Act 
PETERS.d    J         Pacific    Oa  a    '*   Electric    CD         SO/01/O3         4pp 

B0041S0435   Forwards    diaft     "  Archaea  1  og  ica  1    Resources    Mgt    Finn     "    Plan 
covers    ai  ea    north    of    plant    in    area     designated    SLQ-2 
PETERS,  R    J         Pacific    Gas    ti   Electric    Co         aO/04/07         2pp 

--SOO4150441    Draft    "Archaeological    Resources    Mat    Plan    " 
*      Pacific    Gas    '.    Electric    Co         SO/04/30         45pp 

8004150337   Foriuards    comparison    of    NUREG-0611    recommendations    for 
auiiliary     feeduater     sys     to    design    '  /oi     operation    of    facility 


CRANE, P    A         Pacific     Gas 


Flectric    Co 


EJpp 


SOOAli02S3   Responds    to   NRC    request    Far    addl     info    re    secondary    uialer 
chemistry    control    *s    forwards    admin  i  sti  ative    operating   t 
chemical    analysis    procedures    Procedures    Include    schematic 
diagrams    indicating    sampling    point    locations 
CRANE, P   A         Pacific     Gas     ',    Electric    Co         60/04/03         2pp 

— BOO4160296   Operating    Procedure    F-5,  Revision    1,     "Chemical    Conlrol 
Limits    J1 

*  Pacific    Gas    >•    Electric    Co         BO/O2/Q1         43pp 

— SOO416O25*)  Chemical  Analysis  Procedure  A-2,  Revision  3.  "Secondnr-j  (  u>  I  w 
Sampling  Schedule  " 

*  Pacific    Gas    &    Electric    Co         79/12/04         Bpp 


8004230038  Requests    info    re    auiiliari)    feeduater    sys    per   Bulletins   t* 
Orders    Task    Force   revieui  of    TMI-2   accident    Info    should    be 
provided    as    amend    to   application   Subraittal    schedule    should 
Include    NRC    approval    prior    to    Issuance-    of   DL  W/encl 
ROS9.D  F        Division    of    Project    Management        HO/03/10        33pp 

8004010436  Forwards    addl     info   re    refueling   water    storage    tan*    capacity 
In   response    to   790720    request    FEAR    commitments    &    Tech   Spec 
limit    is   35O.OOO   gallons    Possibility    for   2X   error    eiUts    in 
Indication   of    tank    I  aval 
CRANE, P    A         Pacific    Gas    t-    Electric    Co         BO/O3/2Q         6pp 


— 80Q416026O  Chemical    Analysis   Procedure   E-6,     "Secondary   Sys    Sampling     " 

*  Pacific    Gas    i    EUctric    Co         BO/O1/OQ         5pp 

— 8004160264   Administrative   Procedure    C- 19,  Revi  s  ion   5,    "Resolution   '• 
Reporting    of    Plant   Prahlcms    " 

*  Pacific    Gas   t,    Electric    Co         7B/O3/0&         13pp 

—8004160367   Administrative   Procedure    C-201 ,  Revi  si  on    1,    "General 
Requirements    foi    Chemical    b  Flad  lochemi  cal    Control    Programs    " 

*  Pacific    Gas    «    Eloctlic    Co         73/1I/S4         3[>p 


9004010437   Foruiards    Draft    BiRevlsion    2 
in    response    to   N(1C    request 
TIDRICK.G   A        Pacific    Gas   i.  Electric    Co 


f    proposed    ETB   far    facility, 
/O3/21          lp. 


—8004010441    Draft   S.Revislon   2   of    proposed   ET8    for    facility 
»      Pacific    Oas   (c  Electric    Co        BO/03/31         21pp 

8004080466  Forwards    nonpTopr 1 etary    version    of   response    to    NRC    790919 
Itr    re    tuba   wear   Application    for   uii  thholdlng    proprietary 
Info   *i  Ueitinghoute    *upporting    Itrs    enc  1 
CRANE, P   A        Pacific    Gas    t    Electric    Co        80/03/25        34pp 

90040202B3  Advises    that   work    of    R   Lesley    re    offshore    faults    does   not 
impact   conclusion!    contained    In   Sup  pi    '1   of    safety    evaluation 
concerning    possible    connection    faetuieen    Ban    Simeon   &  Hosgri 
fault    tones 
DEVINE.J  F         Interior.  Kept    of,     Geological    Survey         80/03/31         lp 

8004040281    Forwards    response    to    »hnrt-term  Lotions    Learned    Task    Force 
requirements    Five    overslie    draining*    encl 
CRANEiP    A         Pacific    Qa  *    8.    Elsctric    Co         80/03/31          33pp 

Q004140016   Matiflcatlon   of    Q00404   meeting   w/utlls    in   DethaBda,  MD   to 
dimcuss    applicants'    progresi   &   status    in    dosig^n   review  re 
plant    shielding   tt   environ    qualification    of    equipment   for 
spaca»/*y*    used    in    post-accident    operation* 

BUCKLEYiB   C        Light  Water   Raactorl    Branch    I         DRQMEFIICK.  A  H   , 
LICITRA,E  A        Light  Water   Reactors    Branch   3        BO/03/31         7pp 


— 80Q4160271    Sup pi     to    Adn i n is trat ive    Procedure    C-2O,     "Chemistry    Uatrt 
Revieui  ft   Hecoril   Mgt    "    Descriptions    of    secondary    mater 
Chemistry    control     prog-ram    encl 

*  Pacific    Oas    t.    Electric    Co         75/11/24         I2pp 

8004170076   Forwards    Revision   3    to    response    to   NUREG-0578    re    shot  L     toun 
Leaaons    Learned    Taai-    Force    recommendations 
CRANE,P   A        Pacific    Gas    t.   Electric    Co        90/04/O9        2<?pp 

B004L90343  Forwai ds   Revision   4    to    facility    response    to    short-term 
Lessons    Learned    Task    Force    requirements 
CRANE,  P   A        Pacific    Gas    *.   Electric    Co        80/04/11        21pp 

8004520406   Responds    to   NRC    800226    Itr    requesting    addl     info    required     111 
evaluate   mgl   i   technical    resources    available   at   PGtE 
facilities    Advises     that    8O0321     tele  an    w/J   Powers    of 
Teknekron    relayed    requested    info 
CRANE.P   A        Pacific    Gas    *.   Flectrlc    Co        80/04/15         lp 

8004220692   Reissues   Revision    2    to    response    to    NUREG-C-57B   Also    forum  dt 
modified    instructions    foi    Revision    3    insertion    into   manual 
&   eight  administrative    procedures    previously    sent    to  revieui 
group   OvcTsiie    drnutngs    encl 
CIWJE,  P  A        Pacific    Gas    t-  Electric    Co        80/04/18        33pp 

— 8QQ4220&77    "General     Authorities    t,    Responsibilities    of   Shift    Foreman     ' 

*  Pacific    Gas    It    Electiic    Co         8O/03/27         3pp 

— 80O4220704    "Plant  Staff    Organ! lati on   &  Responsibilities    for    Normal 
Operations,"   Revision    2 
«      Pacific    Gas    t.    Electric    Co         BO/03/27         3pp 
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71*       Qsnti   .1    rtuMior  i  i- 1  es     '     Responsibilities    of    Nuclear   Plant 

Operators,'     decision    2 

"       Pacific     Gas     '     £!,»'  1 1  i        Co          BQ/G3.2/         Spp 

9004220727       OualiM.atur     !     Tiairnnj    of    Shift     Technical    Advisor    (Shift 
Eng i neer  i     " 
»      Pacific     lias    J     riettris    to          flO  /  03.  ,J  /         2p  p 


.'.jf>WQ132    fle=ponse    by    j  j  I 


•iticat-ion    Of    Off-djLy    Personnel, 


<jas    *.    f.  1  e  r  1 1- 1  r    C 


-  -8C04^?07'U    :nelie.in9    Uatih     (Shift    Turnover),"    Revision    3 
*       Pacific    Oaa    »,    Ele-c-tiit    Co          gQ/03/t!7         2pp 


--SOC42?O751     'Control    OouiTi    ftcress     ' 

B       Pacific     Gas    (.Electric     Co         8O/03/31 


—  300-13207  5  5     "CK 
*       Pacific    G 


-genry    Relief    Restrictions     " 
:    Co         80/03/31          2pp 


SOO'12B0373   (-oruards    Revision    5    to    i  e  •apprise     to   rJUfi£X5-O57B    Changes    result 
from    questions     bij    ttftC    reviewers     preparing    3ER 
CRANE, P    A         Pacific    flas    '•    Electric    Co          QO/OJ/32         Bpp 


T       Gacwr  ]  t  g. 


soical.     emergency    fc     rire    protection    plans 


300-1340394   fQiwards    draft    lepfc,     "Evacuation    Tines    Assessment    Study,11 
in    response    to    HttC    7912e;fe    request    Rppt    uill     be    reissued    u/ 
possible    minor    changes    tiij    B00523 
LOCKE, f!    F         Pacific    Oa  s    '.    Electrit    Co          SO/04/11  Ip 


~  30O42'103H9     "Evacuation    Times    Assessnent    Study     " 
a      PRC    Systems    Service*    Co         BO/Q'l/SO          IO2pp 


ri eipond  cnce 


3004030133    Roqusst    by     joint     i  ntervetinr-s     for    Cammnsion    earla 
lnterce-j»  i  on    ot     reroniti  tut  i  on    or    flSLB,  t-e    seismic     issues 
Urges    di  snual  i  f'l  cat  ion    ot    Oil    But  k     due     in    prior    involvement 
Requests    oral    arguinent    an     ISSUE    Certificate    of    Svc     end 
FUeiSCHflKEfii  D         rieisdiaker,     D      S         PHILLIPS,  J   R         Center    for   Lain    ifl 
the    Public    Interi-st        00/03/13        23pp 

a004090(>3Q   fiequast     by    joint     i  n  tervenoi  s.  to    fttaij    SO0403    oral    argument    re 
seismic     issuffs    Adequate     tine     should    be    gi^en    to    Coinnussicn 
to    e/aluate     joint     i  nter  tenors       request    -for    early 
Intercession    or    recanit  i  tutian    aF    ftSLAD 

FLEISCKfArtEFi.  J)    S      F  I  B  istha  k  cr,      n       S         PH1LUIPS.  J    ft         Center    for    Lau    in 
tfie    Public     3nt&iest         LiO/03/13         -Ipp 

HOQ40BO712    Motines    of    a[ipe«rancc    on    Behalf    of    applicant    at    oral 
argument    re    mte  rvedor  »    exceptions    coicernlng    ear  thijual  e 
is-supB*per    ABL/iB    H00235    order    Certificate    of    Svc     end 
NDRTOHjB         Bruce    Morton         SO/03/H          3pp 

BOC"JO300l5   Pppases     operation    of     Facility    CA    is    not    sale    place    to    ftuild 
pouicr    (jlanti    due     to    ^eisnic    activity 
SUrtPP.C         Af  f  i  Utft  ion   Uiiknoun         SO/O3/15          Ip 

0004090033   Aovi*e5    of    appearance    on    behalf    of    Govenor    of    State    of    CA.at 
BC-0403    hearing    Cur  1  1  f  tcs  +  e    of   Svc    end 
CROWN.H    H         Hill    Christopher    1    PhiUips          8O/03/17         flpp 

8001220001    Forujardm    notice    of    appearance     of    author,  PC    Valentine    t- 
A    Baldujin    On    behalf    of    San    Luis    Obiapo    Mothers    for    Peactr 
Intervenor    JP    Tai/lor    prof    qualifications    end 
JQNE3,  V    1         Janet,     Browi   !<   Clifford        80/03/17         I3pp 

EO94Q3OOB6   f!«sponse     in    oppoaition    to     joint     intervenors    SO0313   request 
to    sta-u:    oral    argument    le    seismic     iss-ues    Urge's    denial     o* 
joint     intervEnon    HO03131    request    for    Cornmission    ear  1  y 
interc  BSSIDTI    or    A5LAB    rec  ons  1  1  tutJ  on    W/Cer  tl  f  I  Cats    of    Bvc 
KETCHEM,E   0         Hearing    l)i  anch    -4         SO/03/2)          SOfff 

a0040BOAgi    Order    re    Join!-     1  ntarv^nor*  '     S00313   motions    Commission    shall 
not     intercede     in    >-els-mic    proceeding    JH   Buck     should    publish 
dscision    bv    600403   Oral    argument    denied 
CHILKrS    J         Office    Of     the    Secretary    of     tho    Comrai*  B  1  on         80/03/31 


3004020O30   Faruardc-   affidavit    of    nond  tsc  loiure   *•   protective    order 
drafts^per   flSL^a    800225   fir-st    prehearing    c  onf-er-enc*    ordep 
Advlsei    that   parties   wei-e   unable    to    agree    on    certain 
provisions    Encloses    lut    ot    I.RC   uii  tn»s«es    re    security    issue 
H        Regulations    Division        30/O3/24         17pp 


againi  t  or  in  ta  -"or 
FLE!SCH/,WER,  D  Flel 
the  Pub  1 i c  Interest 


*ei.enors    in    opposition    to    Commi ES loner 

f    patty    pL'Lision    should    oe    retracted 
Lha'er,     I)      5         PHILLIPS, JR         Center     for    Laiu    in 
DQ/03/20          llpp 


— SQ04G90] 37   nssponse    by     joint    intervenois    in    opposition    to    Commi ss ioner 
Hennedy     decision    to    hear    pioceedini)    Ei    par  te    communl  cat  i  on 

against     or     in    favor    of    party    Certificate    of    Svc    end 
FLE1SCHAHER.1)        Fl  ei  schakei-,     I)      S        PHILLIPS, JR         Center    for    Laui 
in    the    Public     Intel  est         00/03/56         14pp 


9001330107    Forwards    USGb   Circula 
adjudicated    i6sues,per    rtSL  rtD    a 
i f    relevant   *    nat 1 
FLEISCHAKFIi.D         rleischdker- 


7=!5    containing    conclusions    re 
reitive    to    provide    neui    Info 


BO/03/26         Slpp 


Q00fl080556   Petition    by    Joint     Intervenora    for    revleu   of   JH   Buck    decision 
to    remain    mtmbei     of    ASLAR    te    SHIEITIIC    appeal    Prior 
involvement    ir.    facility     soismU     concerns   may    jonpardiie 
ability    to    maintain    total     impartiality    W/Certi  f  icate    of    Svc 
FLElSCHAHER,n         D  eis,cha(.er.     D      S         PHILLIPS,  J   Fl         Center    for    Law    in 
the   Public     InUieat         80/03/25         9pp 


Q004310322   notion    by    Joint     tntervenors    to    reopen    record    re    seismic 
issues    t,    environ    qualification    of    saf  sty-re  lated    equipment 

Neu    Info     invalidates    jiSLE    evaluation    of   Hosgrl    seismic 
fault   W/Cet  tif  Icato   of   Svc   '•   suppoiting    doc  omen  tat  Jon 

FLEISCHAKER.D         Fl  ei  schalier,     D      S         PHILLIPS,  J         Center    for    Lau    in 
the   Public     Interest         FLElSCH/iKER,  R        San   Luis    Obispo   Mothers    fqr 

Peace         BO/O3fSS         IBpp 

-0004210335    Affidavit    indicating     that    facility    design   accelerations. 
velocities   &    displacements    are    not    established    as 
conservative   valuei    for   11-7   5    design  earthquake   Supporting 
documentation!  end 
QBUIJE.J   W        CaliforniJi,     Univ      of,     Ban   Diego         00/02/S9         -13pp 

--300431032'?    Affidavit   advising    of    recent    irwestigat  ions    indicating    that 
Hosgri    !i    San    Simoon    tones    represent    continuous    t/ 
throughgoing    fault   sys   Chart   end 
LESLIE.R    0        California,     Univ       of,     Santa   Crui         80/02/20         7pp 

—  60O4S103?3   Affidavit    demonstrating     that    independent    rnuieu    of    safety 

related    equipment    qualification    program   should    be    conducted 

prior    to    OL    Issuance 

HJBHflRD.fl   H        HUB    Tsthnicsl    rtssodates        80/02/2B        13pp 

—  8004210395    "Preliminary    Kept    on   Strong-Motion   Records    from    Imperial 

County    Bvcs    Bldg    " 

KDJflHN/C    ,     FIAGSDrtLC,.!   n         Affiliation   Unknouin         00/02/2H         Iflpp 

9004090'I54  Order   denyinij    Joint    Interve^nors   B00320  petition    for    review 
Of    JH   Buck    go03e!4   memorandum    itatlng     intention    not    to 
dianualitij    from   participation    JH   Duck    prior    Involvement   at 
CP   stage   does   not   require    disqualification 

CHILK,S    J         Office   of    the    Secretary    of    the   Commission         00/04/01 
3pp 

0004030026  Memorandum   of   understanding    between  NRC   &  FEMA  re   prompt 
improvement    in   radiological    emergency    planning    b 
preparednesSf  d  i  5  trib  utod   ae,    Board    notification 
GDgsiCK,L  V        Office    of    the   Executive   Director    for   Operations, 
BO/04/02         34pp 

8004210100  Memorandum    to   counsels    re   Joint    Intervenors   77102-1   motion 
requesting    Commits  loner    Hendri  e  's    di  equal  i  f  i  cat  ion 
Intsrvenors    have    prs*ented    no    neu    info   provtnfl    bias    or 
app;earaticie   of    bias  Sel  f-d  t  squa  1  i  t  feat  ion   not   required 
HEIJDR1E.J         Commission         9DV04/09         Spp 

BOO  4230091    Advices    that  applicant   response    to    joint    tntervenon   300328 
motion    to    reopen    evident  lar-J    hearings     Is    due    on    000424   i 
Nf!C    responte    on   900303,  por    BOO'lOS    stipulation   approved    by 


KETCKEN,  E   3         Hearing    Branch    'I         80/04/09        Spp 


8004240341   Acfc    receipt   of   rtnson  800325    Itr    distributeif    to  all    parties 
far    c  oniiderat  ion 

BISHOP,  C    J         Atomic    Safety    and    Licensing    Appeal    Panel         SO/04/O9 
IP 

—  80042^0345  Forwards  map    indicating    inner    evacuation   area  Eipresses 
concerns    re    escape  routes    during    ma  ltd  own   event 
flH30N,U   D        Affiliation  Unknown        QO/03/33       App 


DOCKETED  ITEMS 


163 


800421 01 6B   Order    giant  Ing    extension, until     800415,  for    Commission    to    act 
to    review   ALAB-9S3 

CHILK,B   J         Office    of    the    Secretary     of     the    Commission         BO/O4/10 
lp 

B00423009B   Order    jeporting    BQQ'102    second     prehoanng     conference    re 
procedures   *•    schedules    for    receiving    security    plan    evidence 
Licensee    physical    security    plan    Is    entitled    to    confidential 
treatment    per    end    protective    order    &  affidavit 

BISHOP, C    J         Atomic    Safety    and    Licensing    Appeal     Panel         BO/O4/I1 
22pp 


3004150205   Foruarils     IE    Info    Notice    3i>-\3,     "Instrument    Failure    Causes 
Opening    or    POM1/    'f    Block    Va  1  ^o    "    Mo    specific    action    or 
response    necessary 

ENGELKEN.fi    H         Region    5,     3an    Francisco,     Office    of    the    Director 
90/03/31          lp 

60Q4100IO1    Forwards     IE    Circulai     60-05,     "Fmol gency    Diesel    Generator 
Lubricating    Dil    Addition    >-   Clnsite    Supply     "    No   written 
response    required 

ENQELKEN,H    H         Region    5,     San    Francisco,     Office    of    the    Director 
BO/04/01          lp 


— 8001230103   Protective    ovder     ie     licensee     security    p  Ian, res tr ic ting    Sar 
Luis    Dbispo   Mothers    for   Po-ace    accoss    to    protected    info    per 
enc  1    affidavit    of    nondisclosure    to    bo     enecuted    by    counsel     t> 
eiperts 

0ALZMAN,  R    S         Atomic    Safety    and    Licensing    Appoal     Fane]          BO/O4/D3 
7pp 

a004Sa0371    Response    in    opposition    to    PGS.E    B004I4    application    For    stay 
of    AELAD    000411     order    ro    disclosure    of    uanitiied    voraton    of 
security    plan   Applicant    failed    to    show    that    util    uill    bo 
irreparably    harmed    from    disclosure   W/Certl f t catc    of    Svc 
DAVIS, L   D         Hearing    Branch    4         BO/04/1B          12jip 


H     General    correspondence 


7906al?0854   Responds    to   79O411    Itr    on   reactor    saf  o  ty  ,  c  lar  if  i;  ing 
concern*    re    Davis-Besse    shutdown   &   geologic    faults    near 
Diablo    Canyon 
CISENHUT,  D   0         Division    of    Operating    Reactors          79/09/33         2pp 

3004040346  Forwards    articles    from  Los    Angeles    Time  a    re    analysis    of    utll 
financial    problems    aggravated    by    commitment    to    large    coal 
If.  nuclear    power    plants 
FlOEi  D         Environmental    Defense    Fund         00/02/27         7pp 

8004030010  Requests    permanent    denial    of   0!_ 

ANSHUTZ.T  L        Affiliation   Unknown        BO/O3/O8        lp 

S004Q300Q8  Urges    licensing    of    pouter    plants    ready    or   near   ready    for 
operation   Reliable   pouor    resarvc-s   at    state    In   CA 
TERIiELL.O  D        Affiliation   Unknown        00/O3/10        lp 

80040301BQ  Urges    release    of    hold    on    licencing    plant    For   operation    Area 
may    suffer    brownouts   &   blackouts    if    plant    not    licensed 
within    one    or    two   months 
MORRIS,  E  W        Affiliation   Unknown        BO/03/10         lp 


B004110II1    Forwards     IE    Into    Notice    60-13,     "GE    Tcjpe    SB(1   Control    Suiilches 
Defective    CAM   Followers    "    No    specific    action    or    response 
requ ired 

ENBELKEN,  R    H         Region    b,     San    Francisco,     Office    of    the   Director 
80/04/02         lp 

8Q0422003Q   Foiuaids     IE    Info    Notice    BO- It,     "Safety    Suggestions    From 
Employees    "    No   action   required 

ENGELKENrR    H         Region    5,     San    Francisco,     OfUce    of    the   Director 
BO/04/02         lp 

B00418O14B   Forwards     IE   Circular    30-07,     'Problems    U/HPCI    Turbine   Oil 
Sys     "    Nu   written    response    required 

ENGCLKEN.H    H         Region    S,     San    Fiancisca,     Office    of    the    Director 
BO/04/03         lp 

800-1230379   Foiuarda     IE   Bulletin    79-03A.     "longitudinal     Ueld    Defects     in 
ASME   SA-312,Type    3O'l    S<-ainless    Steel    Pipe    "    Action    roquireil 
EIJfiELKCN,  R    H         Region    5,     San    Francisco,     Office    of    the    Director 
BO/04/0'1         lp 

BOC"!230176   Tormards     IE    Bolletin    BO-OB,     "Eiam   of    Containment   Liner 
Pnnotrat I  on   Welds    "   Unttun    response    required 

ENOEUKCH,  H    H         Region    5,     San    Francisco,     Office    of    the    Director 
80/04/07         lp 

6      Repoptabla    occurrences,     LERs    ti    related    corrospondence 

8004230084  PNO-77-143   Pacific    Pump   Co    supplied    facilities  ui/producl  ion 
lot    of    40    pumps    mfg    using    shafts    made    of     inferior   ma t 1 
Cavle    unstated    All     utils    ui/pumps    mere    notified    NRC 
headquartBrc    notified    on    770BI2 

WHITT.  K   U         Region    S,     Atlanta,     Bffice    of    tho    Director         77/OH/13 
IP 


T      Hearing    transcripts    on   non-antitrust   matter; 


B0040S0230   Responds    to    300207   rnallgram    to    President    Carter    re    validity 
of   rumor    concerning   800531    Is-suance    of   DL   to    facility    NRC 
hai    no    knowledge    of    rumor   fc  no    such    decision    has    beon   made 
HHC    is    preparing    action    plan    to    complete    licensing    revieus 
DENrONrll  (1        Office    of   Nuclear   Reactor   Regulation        BO/03/17        Bpp 

8004110303  Opposes    nuclear    power    plants    due    to    eiferemc    danger    to 
population   resulting    from  meltdown  Minds    in   area    of 
facility    uould    quickly    spread    radiation    over    35-mile   radius 
NRC    thould    expand    evacuation    area   accordingly 
ANSON,  W,  U        Affiliation   Unknown        80/03/28        Spp 


S004110151    Transcript    of    800403    hearing     in    San    Luis    Oblspo.CA    re 
earthituaVes   Pp    1-179 
*      Atomic    Safety    and    Licensing    Board   Pane]        BO/O4/03        IQOpp 


U      C on grstaional /Executive   Correspondence 


800-1030013   Requests    comments    on    encl    UH   McDill     Itr    re     failure    by    NRC 
other    govt   agencies    to    properly    handle    responsibilities 
LAGOMARSlNOi  R   J      hfouie    of   Rep        BO/03/03        4pp 


I      Financial    information 


8004100233  Forwards   Annual    Financial    Rspt    1779 
CRANC.P   A        Pacific    Gas    t.  Electric    Co        30/04/03 


— BQ041Q0244  Annual    Financial    Rapt    1979 

*      Pacific    Oas    ft  EUctrtc    Co        BO/Q2/32 


4.3pp 


Q      Inlpection   raports,     IE  Bulletins   '/  correspondence 


8004230016  Foriuard*    IE    Insp    Rop  ts    50-S73/BO-02   t<   SO-G23/QO-01    on 
BOOail-14   f,   20  Ha    noncampliance    noted 

SPENCERiO  S        Region    3,    San   Francisco,    Realtor   Construction  & 
Engineering   Support   Dranch        BO/03/04        Spp 


— Q0042B0023    IE    Imp    Repts    SO-275/BO-02   &.   50-323/8O-01    on   800211-14   (c  SO 
No   noncompl lance    noted    Major   area*    inspected    con*t   &  mod 
ac t 1 viti esi  inc lud ing    licensee   actions    on   previous    findings, 
deficiency    repti    item,  IE   bulletin!    t,  circulars 
HAVNEB.R   C        Region   3,     San  Francisco,    Reactor   Construction    U 
Engineering    Support    Branch         MORRILL, P    J   .     KIR6CH, D  F        Region   Si 
San   Fr*nciico,    Office   of    the   Director        80/03/04        7pp 
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H      General    cai  res-pondence 


80043004-15   Discusses    ut  I 1 1 1  nig  ,  on     interim    basi  s.  qua!  i  fled    plant 
personnel     as    shift    technical     advisors    uliile    regular    shift 
technical     advisors    are    undergoing     training    Program    to    be 
fully     implemented    in,    B1O101 
UTLEY, E   E         Carolina   Pouer    '•    Light    CD         BO/04/25          lp 


1      Financial     information 


8004010405   Forwards   Annual    financial    Report    J979   Also    foru 
cash    flow    projection' ta    guarantee    retrospective    premium 
liability     to   nuclear    liability     insurance    carrieirs 
CRAHAH.W   E         Carolina   Power    ij    Light    Co         00/03/27         4pp 


—3004010409    Annual    Financial    f)ept     197"? 

*      Carolina   Pouier    !.   Light   Co         BO/Q3/O1          36pp 


P      Operating     license    stags    documents    4    corresp ondenc  i 


a0040701B-l    Forwards   agenoa    for    800325    !.    2i   meeting    on    emergency 
preparedness    for    Facility    site    NRC/FEIM    levicw    team   uill 
discus-s    e-meigency    preparodno-ss    status    I'e    details    of    problems 
identified     in    sessions   u/state    ',     local    representatives 
GRIMES,  D    K         Emergency    Preparetfnes  s    Task    Forte         60/03X04         3pp 

— 6004070168    Memo    of    undei  standing    between    NRC    Ji   FEMA    to    accomplish 
prompt    improvement    in    I  ad  10 1 ogical     emergency    planning   1 
preparedness 

GOSSICK,  L   V        Otrice    of    the    Etetutive    Director    for    Operations 
CAMM.F         Emergency   Preparedness    Task   Force         80/O3/04         lOpp 

B004Q7040-!    Discusses   NRC    7&H23    request    that    all    LWR     licensees   assess 
higher    fission    gas    release    for     fuel    turnups    above   SO, 000 
MH-day    per    meti-ic    ton   Responses     indicate    that    no    Immediate 
licensing    action    is    required    *or    operating     reactors 
1PPQL1TO,  T   A         Dperatitig    Reactors    Branch    3         BO/03/10         3pp 

BQ040301Q2   Formal  ils    "Nuclear    Data    Link    Spets,"    study    nf    digital 
communication   sys    to    transmit    info    tram   plants    to  OetliBsda 
Operations.   Ctr 
EIEENHUT,  D   G         Division    or   Operating    Reactors         80/03/13         5pp 


—8004030113    "Nuclear    Data    Lin*    Specs 
*      Division    nf   Operating    Realtors 


SBpp 


^004090294   Notification    of   800321     meeting    u/util     in.   Bethesda,  MD    to 
discuss   radiological    ETS   proposed    changes,  methodo  logy     for 
calculating    dose    releaiE   b.   process    control     program    for 
solidification    of   waste 

i  J  N        Operating   Reactors     Drench    3         EO/O3/1"?         lp 


— 8004250412   Tech    Specs    3^8'.    478    for    fire    barrier    penetration    seals 
*      Carolina    Power    i.   Light    Co         SO/0'1/22          lOpp 

B00428Q497    Submits    summary    of    rain    critical     power    ratio    limits    error 
corrected    by    Amend    VI    to   License    DPR-62   t    ut i 1    corrective 
actions   Verification   guide   foi     nuclear    dynamics    parameters 
data    boo*     has    been    changed 
UTLEVi  E   E        Carolina   Power    '•    Light    Co         80/04/23         3pp 

BOO430O323    Submits    proposal    on    allocation    of    isdioactlve    effluents 
between    racilities    in   response    to    00O301    request   Liquid 
>r    gaseous    releases    will    be    allocated    between    facilities    on 
oqual    basis 
UTLEV,  E   E         Carolina    Power    ',    Light    Co         SO/04/23         2pp 


ft       Iniipectli 


IE    [iullalins    t-    con  espondenc 


BG04Q40461    Responds    to    IE   Bulletin    79-0111,     "Environ  Qualification   of 
Class     IE   .Equipment    "    Delay    in    45-day    response    caused    by    DE 
data    discrepancios    as    noted     in    800303    telcon    ui/NRC    Addl 
tfata    to    be   provided     in   <PO-day    response 
FUJJR,  n    J         Carolina    Power    >,   Light    Co         80/03/13         lp 

BOO'1280050    Forwards    IE    Insp    Repts    SO-  324  /HO-  06    !.    50-325/00-06    on 
S00124   No    noncompllance    noted 

LEWIB.R   C         Region   2,     Atlanta      Reactor   OpeiafclonG   Nuclear    Support 
Branch         flO/03/13        2pp 

—  8004360057    IE    Insp    Repts    50-324/BO-Oi   i    50-335/60-06    on    B00124   No 
noncomp  1  lance   noted   Hajoi    areas    inspected    assessment    of 
effect    on    plant    safety    re    Imp  1  eraEntati  on    oF    noar-term    Items 
presented    In   NJREQ-0660 

HFLLQGO.P   J        Region    ?,     Atlanta.     Roactor   Operations    Nuclear    Support 
Uranch        LEWIE,  R  C        Region    2,    Atlanta,    Office   of    the    Director 
MrtDSEN,  G        Region    1,     Dallas,     Office    of    the    Director         BO/03/17 
3pp 

B004230076  Submits    response    to    IE   Bulletin   BO-O3  Five    spare    cells   were 
pulled    from   stock    &  visually    inspected   u/n   opening    plastic 
•shipping    &    storage    bag    No    cliarcoa]    uas    noCod     in    plastic    bag 
Periodic    visual    insps   t    Insp    of    cells   are    sufficient 
FURR,B   J         Carolina   Pouier    (.   Li^ht    Co         BO/03/21         2pp 


Foruapds    1C    Info   Notice   80-13,    "Instrument  Failure   Cauaes 
Dpenlng    n^    PDRV   (-    "lock    Valve    "    (Jq    specific    action    or 
r«>poiise   necessary 

O'REILLV.JP         Region    2,     Atlanta,     Office    of    the    Director         BO/03/31 
Spp 

30040805^0   Foiuiards     IE    Circular    BO-05,     "Emargcticy    Diesel    Generator 
Lubricating   Oil   rtddilion  >>  Onsito    Supplij    "   No    uirltten 
response    fequireif 
D'REILLV,  J  P        Region  2,    Atlanta,    Office    of    the   Director        SO/04/01 


80Q4150OB3   Summary    of    B00321    moating    w/irtil     In    DEthesda.Mu   re 
radiological    ETB   changes.  re  !  oase    dose    calculations    t,   waste 
solidification   program  control 
HANNON,  J   N         Operating   Reactor  s     Branch    3         80/03/29         3pp 

6004080393   Responds    to   NHC   8002OI     request    foi     addl     info    on 
containment    purging   Reactor    bldg    vent    radiation   monitoring 
st|s    contains   dua  1.  Independent   monitors   i    trip    syi   which    meet 
design    requirements    of    IFEE   Stri    ^79-1971 
UTLEV'E   E         Carolina   Power    *.    Light    Co         BO/04/01         42pp 

8004160330  R«5ponils   to  800110  request   for   add  1    Info    re   failure   of 
control    rods    to    fully    insert    Enc  I     table    provide*     lilt    of 
failures   during    most   recent    fuel    cycles   Records  not 
available     for    sciams    before    Jan     1979 
UTLEV,  E:   E         Carolina   Power   &   Light    Co         00/04/11          3pp 


8004130067   Foruafds    IE    Info   Notice  80-13,     "QE  Type   SUM  Control    Suiitches 
Defective    CftM  Followers    "    No    specific    action    or    response 
required 

O'REILLY,  J  P        Region  2,    Atlanta,    Office    c-f    the    Director        80/O4/02 
app 

600-12402115   Forwards    IE    Info  Notice   80-14,     "Safely   Suggestions   From 
Employees    "   No   action    required 

Q'fiEILLY,  JP        Reolori   2,    Atlanta,     Office    of    the   Director        00/04/02 
2pp 

800418037B  Foruiards    1C  Circular   BO-07,     "Problems   W/HPCI    Turbine   Oil 
Bus    "    Nn  written   reiponse   required 
0'RE1ULY,J   P         Region    2,     Atlanta,     Office    of    the    Director         80/0-1/03 


3004170015   Ruquests   Tech   Specs    to    begin    Cycle    4    operation   Forwards 
proposed   Tach  Specs  >,  NEOQ-24235,     "Supplemental    Reload 
Licensing    Eubmittal    foi     Halnad    3,"    flevision    I 
UTLEY.E   E         Carolina   Power   ',    Light    Co         HQ/04/11         2pp 


500-1110010  Forwards    !fc    Gullolin  RO-07.     "BUR    Jet    Pump   Assembly    Failure 
Written   response   lequlred 

O'REILLY, J  P        Region   2.    Atlanta,    Office    d f    the    Director        80/04/04 
2pp 


9004170019    Proposed   lewsions    to   Tech    Sp  BCS,  Sec  ttons    1    t,  3/4, 
reflecting    chanoes    necessary     to    begin    Cycle    4    operation 
»      Carolina   Pouier   4    Light   Co         80/01/11          17pp 


Q00fl230l  17  Forwards    IF   Bulletin   79-O3A    "Long  1  tud  inal    Held    Defects    In 
/i  SHE   SA-312,Type    304    Stainless    Steel    Pipe    "    Action   required, 
O'BE1L1.V,  J  P        Region   2.    Atlanta-     Office   of    the   Director        80/04/04 


H001I70020    "Supplemental    Reload    LKenB.ng    Submittal    for    Reload    3," 
Revi  ston    1 
RASH.  J  L         General    Electric    Co         NEDO-34235   Rl         BO/03/31         3Spp 


ovv»   r 

of  valve   control    circuits,  in  i-esponse    to   B00211    Itr   Valv 

control    circuit   mod   completed   4    tested    for   Unit   2   Unit    1 
WIPV  J  "mp'Bte?   blJ  B00il5  F"'«rd«    Tech   Spec    changes 
UTLEY.E   E         Carolina   Power   t    Light    Co         60/04/32         2pp 


00041803-10  Foruards    IE    Bulletin  BO-OS,     "Exam   of    Containment   Liner 
Penetration  Ueldt    "   Written   response    required 
D'REILLY.J   P         Hoc-Ion    2,     Atlanta-     Office    of    the    Dii-ector         BO/04/07 
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8001290116   Ack    receipt    of    800226    1  tr     informing    NF1C    of    slaps    taken 
correct    violations    noted     in     IE    Inap    Repta    30-32*1/80-03   >• 
50-323/BO-03 

STOHR.J   P         (legion    2,     Atlanta,     Fuel    Facility    b    Materials    Safety 
Branch         BO/04/1O         Ip 


SOO40QOa57   Notifies    that    tri-amsl     t  ime-ti  i  s  tury    aecelograph    sys     al; 
&    recorded    on    B00206   Seismic    mnmtoi  ing    at    Shear-on    Mains 
Plant    t    Univ    of    SC    indicated    no    ssismie     activity    Recorders 
initiated    bij    nonteismn     shock    ',     vibration 
TOLL  1  SOU,  A    C         Carolina    Poiue*     '     Lighl-    Co         BO/04/01          2pp 


—8004290133    Responds    to    NflC    SO02I3    Itr    rfl    violations    noted     in     IE 
Ropts    SO-32'1/BO-03   (.    5Q-325/BQ-03   CorrettivB    actions    hoses 
properly    disposed    of    i    surveys    conducted    to   assure    correct 
radioactive   matl    labeling 
TQLLISC1N, A   C         Carolina    Power    I    Light    Co         60/03/36         3pp 


BOC"509O33S   RO    on    80021  5,  d  i  sc  o  ^ered    appro.     50'A    of    fire    detectC 
14    of    reactor    bldg    uere     inoperaale    Caused    by    reversal    of 

recently    completed    plant    nod    Repairs    planned 

TOLLISOIJ.A   C         Carolina    Powei     ^    Light    Co         80/04/O2         Ip 


•s    in    Zone 


— BQQ429O12B   Forwards    IE    Insp    Repts    50-32A/BQ-O3    t,    50-325/80-03    on 
B00133-35   «-    notice    of    violation 

STQHR-J    P         Region    2,     Atlanta,     Fuel    Facility    !.   Materials    Safety 
Branch         SO/03/13         2pp 

—8004390139   Notice    of    violation    from    insp    on    H00123-25 

»      Region    3,     Atlanta,     Office    of    tfie    Director         BO/O2/H          Ip 

— B004290141     IE    Imp    Repts     50-334/90-O3   (.    SO-325/BO-03    on    B00123-25 
Noncomp 1 ianco    noted    ml  lure    to    label    containers    of 
radioactive    mat]    S    to    evaluate    5     Identify    radiation    haiards 
associated    m/con tamins ted    fire    hose 

G1HBON.A   F    ,     JACKSON, L    L         Region    2,     Atlanta,     Fuel    Facility    t 
Materials    Safety    Branch         BO/02/I1          5pp 


BOO4O7O333   Forwards    LER    SO-O34/031.-0 

TQLLISON,A    C         Carolina    Powei     '     Light    Co 


— S004070337   LER    80-034  AUL-0    on    800307. wh 1 1 e    performing    visual     insp    of 
accessible    snubbei  s,  stiubb  ers    3041-1SS22,  25H-  175SS166   ', 
2E-H-2SS1O5    found     inc-perahle    Caused    by    pipe    clamp    •slippage, 
missing     locking    pin    't     leaking     shaft    sea  1 , respec 1 1 vely 
TOLLlSONpA   C         Carolina   Power     i.   Light    Co         BO/04/04         2PP 

BOQ4 1  SOflii,   RO    on    800404,  1  /4-  i  nch     through-ua  [  1    horuonta]    cract    uas 
located     in    heat-affected     lone    I /•)    inch    below   weld     joining 
3/4-tnch    test    connectiori    to    half    coupling    on    6-inch    reactor 
water    cleanup    headei     Repair    being    evaluated    by    engineering 
TOLL  ISDN, A   C         Carolina    Power    V    Light    Co         60/04/04          Ip 


B004210293  Responds    to    IF    Insp    Repta    5Q-32'l/8Q-OB   t-    5Q-33S/8Q-OB  Repts 
contain   no    proprietary    info   Security     Instruction   SI-IB  has 
bean    revised    to    require    roll     call     printout    within    five 
minutes    of    vital    area    evacuation 
TOLLISQN,  A  C        Carolina   Poiuor    i-   Light    Co        BO/04/14        2pp 


B00415O50')    RO    on    BOO231 .  A  ur  ing     investigation    i-e    lack    o 
during     local     leak    rate     tett    on    reactoi     water    cleanup 
i  Eolation    valves,  found     thiough-uall    noiuontal    crack 
heat-affected    ione    Repair    under     evaluation 
TOLCISON,A   C         Carolina    Punier    i     light    Co         BO/O'l/O'l 


f    pressure 


Periodic    operating    reports    ff   related    correspond  once 


B004010461    Torujards    "Environ  Surveillance   flept,  Jan-Dec    1979 
C         Carolina    Paiuer    t   i-ight    Co         BO/03/2B         Ip 


— 800401046B    "Environ  gurvotllance    Rept.  Jon-Dec    i"?79    " 

EDWARDS,  D  H        Carolina    Pomer    >,    Light   Co        BO/03/24        SOpp 


B004150444   Foru 
rGLLISGN,  A   C 


rds    LER    30-024/03L-0 
Carolina    Pomer    5     Light    Co         BO/04/OB         Ip 


--3004450-146   LER    BO-021/031 -0    on    90031 1 ,  ujh  i  le    decontaminating    torus     in 
prnparatlnn    for    mods,  c oat  ing     Pound    blistered    under    normal 
uiater    line    Caused    by    d  eininera  1  i  led    mater    entrapped    between 
steel     liner    '/    coating     Samples     to    be    tested     in    DBA    environ 
TOLLISQN.A   C         Carolina    Poiuer    (    Light    Co         HO/04/OS         Ip 


B004140449  Forujardi    monthly    operating    ropts    for  Mar    19BO 
TOLLIBOIJ,  A   C         Carolina   Power    (.   Light    Co         80/04/04          Ip 


S00422O573   Foiuards    LER    HO-03S/03L-0 

TfJLLI5DIJ,A   C         Caiolina    Pouor    4     Lioht    Co         BO/04/15         Ip 


— B004140447   Monthly    operating    repts    foi    Mar    1980 

WlLLie,E        Carolina   Pouer   «,   Light  Co        BO/04/O3         12pp 

S     fiepor  tab  1  o    occurrencei,     LERs    t<   related    c  orrespo-ndenc  e 


— BOQ423Q5B3   LER    80-025X03L-0    on    B0031H,uhile    performing    refueling 
interlock    check,one    rod   tuas    ulthdraujn    one   notch    to    check 
refueling    bridge    Interlocks    u/shorting    links    installed   Links 
should    have    been    removed    first 
TOLLI60N,A   C         Carolina    Power    '.   Light    Co         BO/O4/15        SPP 


S004090111    PND-ll-BO-043   on   B00031S, sub contrac tor    labor    force    started 
picketing    site   On   BD0315   t>    16   majority    of    canst    forces    did 
not    report    to   work    On  B0031B,  97    of   600    individuals    failed    to 
report    to  mark    Eatimated    outage   may    be    extended    three    days 
HARDIN,  A   K    ,     KELLOOO,  P    J         Region    2,     Atlanta,     Office    Of    the    Director 
BO/03/ IB         Ip 

8004020297  HO-2-HO  -33  on   000319.  ifuring    liquid    penetrant    test    of 
reducing    insert    for   21)   reactor    rcc  irculat  ion    pump    committed 
to    in   LER   2-79-109,  linear    Indication    found    at    toe    of   uield 
between   reducer   &   nipple    Wold    filed    back    &    tested    u/o    leaks 
TOLLISOHiA  C        Carolina   Payer    &  Light    Co        8O/03/19         Ip 


B00422Q739   Forwards    LEW    80-031/OIT-O 

TDLLr&ON.A   C         Carolina    Poiuer    *.    Light    Co 


— 0004320740   LER    80-031/01T-0    on    00040'),  uih  1 1  e    investigating    lahy     pressure 
could    not    be    maintained    during     local     leak    rate    test    on   RUCU 
isolation    valves    FOOI     &    F004,  h  on  lonta  1    0   25-inch    crack    uas 
found     in    heat-affected     lone    Cause    being    eiamined 
*      Carolina    Power   *<   Light    Co         BO/04/15         Ip 


B0042S0587  Foriuarda   LCH   3O-039/03L-0 

TOLLISON.A   C         Carolina    Power    d    Light    Co 


8004030176  RO  2-00-23  on   000319* during    liquid    penetrant    test   of 
raducinj    insert    for   reactor    rec ircula t( on    pump   2D, linear 
indication   was    found   at    too    of   weld    between   reducer   1 
nipple   Other   uelds    satisfactorily    liquid    penotrant    tested 
TOLLISON'A  C        Carolina  Power    t  Light    Co        BO/03/19        Ip 


— 60042B0599   LER    6Q-037/03L    on    BOO323,  fol  lowing    reactor    scram.HPCI 
discharge   valve  E41-F-006  would    not    remain   open    following    loin 
level    initiation    signal    Caused    by   UPC  I    turbine    stop   valve 
E41-V8  opening    too   quietly    Spring    loaded    bypaas    adjusted 
TOLLISDN.A   C         Carolina    Power    t   Light    Co         20/04/21         2pp 


8004010394   Forwards    LER   80-03H/CI3L-0 

TOLLISON, A  C        Carolina   Power    1  Light    Co 


B0042BO5B3   Forwards    LER    BO-027/03L-0 

TOLL1SON,A   C         Carolina    Poujer    i    Light   Cc 


— B004010400  LER   80-038/03L-0   on  800339,  wh  i  le    terminating   "lire    to    contact 
3   on   relay    53AX, rec irtulation    pump   H/0    set    tripped    Caused    by 
de-en«rg  i  i  ing    of    relay    when    connection  uiai    made    for    safety 
Bpocial    procedure   uias   reviled   S    test    sucesifully    completed 
TOLLISON.  A  C        Carolina   Poiuer   5.  Light   Co        80/03/27        2pp 


"-B0042B0392   LER    BO-027/03L-0    on    B00325,  while    performing    periodic 
1    7    1PC, leak    detection     level     twitch    for    HCU   36-47    did    not 
actuate   Caused    by    contacts    on    switch    not  meeting    Switch 
rep  laced 
TOLLISON-A   C         Carolina    Power    tt   Light    Co         BO/O4/22         Ip 


800^080438  Forwards    LER   80-083/011-0 

TQLLISON.A  C        Carolina   Pomer    ft  Light    Co 


— B0040B0464  LER   BO-033/01T-0   on   B003I9, dur ing    liquid    penotrant    test    at 
reducing    insert    for   3D    reactor    rec ircu lation   pumpi linear 
Indication   was    found    at    toe    of   wold    between    reducer    tt 
nipple  Cause    unknown  Analysis    planned 
TOLLISOHiA  C        Carolina   Poiuer   &  Light   Co        BO/O3/2B        Ip 


DOCKET    30-325    BRUNSWICK    STEAM   ELECTRIC    PLANT-     UNIT    1 
F      Becurityi    medical,    emergency   &    Fire    protection   plans 

8004O7O176   Summary    of    300309   (•    06    meeting    ui/ulil    at    facility    re 
adequacy   of    fire    protection    provided    for    redundant    safe 
•shutdown   cabling    separated    by    greater    than   five    ft 
horiiontal    distance, 
HANNdNrJ       Dperatlns    Reactors   Branch    3        BO/03/O6        3pp 
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I  1    Fl'L   'y   FEMA    in 


;tinj    u/N'iC    re    fire 
is    to    be 


UTlE.T,t  F 


QO/0-1/01         4pp 


MQ43jOJJS   Dis 
Personnel    as 


jtii 


rg  or  interim  basis  qualified  plant 

l  advisors  uft  1  1  e  regular  shift 

fully  inpleierstsd  by  B1C10! 

UTLEV,E  E    Carolina  Pauer  ',  Light  Co    SO/04/25    Ip 


300,1300323   Submits    proposal     on    allocation    of    i  ad  inactive    effluents 
between    facilities    in    response    to    000331     request    Liquid 
'•    gaseous    releases    mill    be    allocated    be  tup  en    facilities    on 
equal    basis 
UTLEY,EI   E         Carolina    Pouer    ',    Light    Co         SQ/04/33         2pp 


Inspection 


IF    Hullclu 


sspondenr 


e004Q404il    Responds    to    It    Bulletin    79-01B,     "Environ   Qual  i  f  lent  Ion    of 
Class     [E    Equipment     '    Delay    in    45-day    response    caused    by    Ot 
data    discrepancies    as    noted     in    B00303    telcon   u/NRC   Addl 
data    to    be    piovided     in    <?Q-day    response 
FURR.B    J         Carolina    POUPI     '.   Light    Co         SO/03/13         Ip 

a004EBOl5Q   Forwards    IE    Insp    Rept  SQ-325//9— 12   on    791127-P9   No 
none omp 1  lance    noted 

LEWIS, R   C         Region    3,     Atlanta,  Reactor    Operations    Nucloai     Support 
Branch         80/03/13         3pp 


I      Finan..  tal    inf  c 


--3004010407   Annual    Financial    Sept    1979 

"      Carolina    Pouer    1   Light    Co         90/03/01         3fapp 


—  3004230157    [F    Insp    fiept    50-325/79-43    on    791127-29   No    nemc  omp  1  lanta 
noted   Major    ai  eas     inspected    791120   Unit    1    reactor    trip 
KELLOGO.P   J        Region    2,     Atlanta,     Reactor    Operations   Nuclear    Support 
Branch         RILEY.B   W   ,     OUZTS,  J   E         Region   2,     Atlanta,     Office    of     the 
Director         BO/03/13         4pp 

B004280050   Forwards    IE    Insp    ftepts    50-334 /BO- 06   !    50-325/00-06    oil 
B00124   No    noncomplianco    noted 

LEWIS,  ft   C         Region   2,     Atlanta.     Reactor    Operations    Nuclear    Support 
Branch        80/03/19       2pp 


P      dpi 


0004070134   Foruaiils    anemia    ,or    B00325    !,   26   meeting    on    emergency 
prtparedneis    for    facility    site    TJPC/FEMA    revieiii   tsan   uill 
ducuss    emergency    prepareJnsss    status    re    details    of    problems 
identified    in    sessions    u/itatc   i    local    representatives 
GRIMES   B   K        Emerjentv    Preparedness    Task    Force        80/03/04        3pp 


— 80043B0057    IE    Insp    Repls    50-324/00-06   )     5O-32S/BO-06    on    BOO  124    No 
none  omp  1  iance    noted    Major    areas     inspected    assea-arnent    of 
effect   on  plant    safety    ia    implementation   of    near-term    Homo 
presented    In   MfRES-OftbO 

KELLOSQ.P   J        Reginn   S.     Atlanta.     Reactor    Operation*    Nucloar    Support 
Branch         LEWIS,R   C         Fiejion    S.     Atlanta,     Office    of    the    Diroctor 
MADSEM.O         Region    4,     Dallas,     Office    of    the    DirDdtor         (10/03/17 
3pp 


~B00407ClSg   Henj   of    underi tand i n9    between   NSC   t    FEKA   to    accomplish 
prompt    inprovemant    in.   radiological    emergency    planning    (, 
pr eparedness 

GOSSICy.L   V         Office    Df    the    Eiecutive    Director    for   Operations 
CAMM.F        Emerijency   Pi  epai  edne  s  s    Task    Force         BO/03/04         lOpp 

8004070404    Discus.es   NBC    761123    request    that   all    LUR    licensees    assess 
fiigher    fission    gas    release    for     fuel    turnups    above   30,000 

licensing    action    is    required    ror    operating    reactors 
IPPOLITO   T   A        Operating    Reactors    Branch    3        60/03/10        3pp 


S004330076  Submits    responso    to    IE   Uullctln  30-03  Tive    <paro    c  H  1  U    uo 
pulled    from  stock   i.  visually    inspected   u/Q    opening    plastic 
shipping   t    storage   bag   No    charcoal    uas   notod    in    plastic    ban 
Periodic    visual     insps    J,    insp    of    cells    are    sufficient 
FURR.lt    J        Carolina   Pouier    '-   Light    Co         BO/03/21          Spp 


Forwards    IF    Info    Notice    00-12,     "  Instrument    Foiluie    Cnus 
Opening    of   PORV  t  Block    Valve    "    No    specific    action   or 
response    necessary 

Q'fiEILLY,J  P       Reg,  on   a,    Atlanta,    Office    Df    tho   Birfldor        BO/03 
2pp 


3004030102   Forwards    "Nuclsar    Data   Link    Spec,,"    stud*    of    digtUl 
cofrTunication    sy,    to    transmit    info    from    plants    to   Bethesda 
Operations    Ctr 
E1SEI1HUT   I)   G         Division    of    Operating    Reactors         BO/03/12        5pp 

— B001030II6    "Nuclear   Data   LinV    Specs    " 

«      Division    of    Operating    Heactors         SO/02/21         2Spp 


di-a™ 

dtscuia    radiological    ETS   proposed    changes,  methodol  og»    for 

»  m  i  !n?  -°"  /•'"*•  *  proce"  cD"trai  prD9"m  f" 

solitf  if  (cation   of  uiaste 

HAHNON.  J  S        Operating   Headers   Branch    3        80/03/19         ip 


aOOflOa059B   Forwards    1C   Circula,     RO-05,     .'Fmo,Dency    DlPa8|    O.n.P.lor 
Lubricating    Oil    flddltion    >,   Onsite    Supply    "    No    Written 
response    requlreif 
D^'REILLV.JP        Region    2.     Atlanta,     Office    of    the    Director         UO/04/01 


Mo   specific    action    or    roBpanse 
AUaIlta,     „„„    „,    (ht    Dil>, 


required 
D^REILLY.J   P 


raic  . 

«1    ?   5!      t  cl»*i.B«.r.l.M.    dose    c.lcuUttoni    I,  t^aste 

soliilif  ication   program   control 

HANNOW,  JN        Operating    Reactor,    Branch    3        BO/03/SB  3pp 

S004000-3B3   Responds    to   NK'.    BOOZOl    reauest    for   add!     ,nfn    nn 

is  "~"'KW.::::X!'^T  ::  ?  raft,"2. 

desijn   rmuirsmeiits    of    IEEE   Std    279-S971  V 

UTLEV.E   E        Carolina   P8U.P   t,   [lgtlt   Co        00/04/0,         42pp 


it2B3   Reiponds    to   SuOllO   rBo.r..t    *„,      *;< 
,ontrol    rods    to    ,  ul  l^IiJ/S?    '   a    ?      ^1^°  ^^' 
failures   .lur.ns    mo.t   recent    Fuel    cycles   Recordr™! 
avaiUtU    for    ,cra*s    bBfc-re    Jan    1979  Recor()s    "°* 

UTLEV.E   E        Carol.na   Pouer   4   Uflht    Co        80/04/11         2pp 


B001B50418   Tech    Specs    3   7   8   i   4    7 

-    c.rollna  P&.er  fc  Llght  c-04  7 


penetration   seals 


OJRCILLV.JP 


80041B0340   Forwards    IE   Bul 

0^^lrpWe1^    '^' 
O^EILLV.O   P         Rcglon    9. 


Region    2.     Atlanta,     Office    of    tht    Director         BO/Ofl/03 
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5004290116   Ac*    receipt    of    600226    Itr     informing    NHC    af    stepa    taker    to 
correct    violations    noted     In     IE    Insp    flepts    50-324/BO-03   t, 
30-325/60-OJ 

STDHR.J   P         Region    2,     Atlanta,     Fuel    Facility    •,    Materials    Safety 
Branch         QO/O4/10         Ip 


— 8004060454    I  CR    60-021    o"L-G 

svc    ua  te  r    pumprpurop    >jj  o  u  1  d 


isolation    v 
TOLL  1SQ  ),  A 


;  1 1  o  n    p 


1300304,  whil 

stdTt    due 

Caused    by 

ssure    sui 

Light    Co 


al^ertipting     to    s 
o    1  CD    suction 
shut1     instrument 
ed     i-SW-PS-t  1  75 
80/04/03         2pp 


tart    1C    RHR 


— B004390122    Rosponds    to    HHC    900212    Itr    re    violations    noted     in     IE 
Repts    50-324/BO-03   S     50-335/BG-03    Coiroctwe    actions    hoses 
properly    disposed    of    *.     surveys    conducted    to    assure    correct 
radioactive    ma t 1     labeling 
TOLLISrjN,  A    C         Carolina    Power    I,    Light    CD         SO/02/26         3pp 


BQ04150466   RO    on    800401,  1  ,M-  1 1 
located    in    h  ea  l-a  t  f  ct  t  si     101 

Water    cleanup    headei     Repair 
TOLL  I  SOU-  A    C          Cdi  oliria    Pouji 


.h     tlii  oLJgti-ojfl  1  1    noiiionlal    crack 
?     1 '-I    inch    belou   weld     joining 


iig    evaluated    by    engineering 
Light    Ca         SO/04/Q4          Ip 


—8004390136   Forwards     IE    Insp    fiapts    50-324/80-03    &    50-325/BO-O3    on 
B00123-25    !i    notice    oi    violation 

STDHR, J   P         Region   2,     Atlanta,     Fuel    Facility    fc   Materials    Safety 
Branch        SO/02/12        2pp 

•— BQQ4290139    Notice    af    violation    from    Insp    on    600123-25 

»      Region    2,     Atlanta,     Office    of    the    Director          BQ/03/11  Ip 

—90042901-11     IE    Insp    Repts    50-324/BQ-O3    1     50-329/80-03    on    00O123-25 
Noncomp  1  iance    noted    failure    to    label     containe-i  s    of 
radioactive    matl    t     to    evaluate    t     identify    radiation    haiards 
associated    ui/c ontamlnatod     fire    hose 

OIuSOIJ.A    F    ,     JACKSON,  L   L         Region    2,     Atlanta.     Fuel    Facility    & 
Materials    Safety    Branch         BO/O2/1I         5pp 


BOOrtlSOSO'l   RQ    on    S0023] ,  dur i ng     investigation    IB    lack     c 
during     local     lea'i    rate     test    on    reactoi     mater    cleanup 
isolation    va  Iveu,  found     through-wal  1     hoi  i  ion  I,,  1    c  rat  I 
heat-arf ec ted     lone   Repaii     under    evaluation 
TOLLISOtJ.A    C         Caiolinii    Pauer    >.   Light    Co         EfO/04/04 


Forwards    LEH   HO-022/03L-0 
IQLLISQU.A    C         Carolina    Powei     I     Light    Co 


FJ00423060B    LEFI    SO-022/G3L-0    on    800318,  dui  ing    normal     operation, 
c  Dntainmen  t    atmosphere    momtor,CAC  -AR-  1263,  uaa    erratic 
Caused    by     detei  loratoiJ     inlet    hose    plugging    inlet    valve   Hose 
replaced    Cither    monitaT^    uiill     be    inspected 
*       Carolina    Poiuer    ',    L]ght    Co         BO/0'l/iS         Ip 


Q004210293   Responds    to    IE     Insp     Hopts    SO-324/BO-OQ   4-    90-323/BO-08    Hcptt 
contain   no    proprietary    info    Secuiity    Instruction    BI-19   has 
been    revised     to    require    roll     call    printout    within     fivo 
minutes    of   vital    area    evacuation 
TOLLISDN.A  C        Carolina    Power   *    Light   Co        80/&4/14        2pp 


R      Periodic    operating    reports 


lated    c  orreapondetu 


8004010461    Forwards    "Environ   Surveillance    Rept, Jan-Dei    1979    " 
TQLLISOIJ.A   C         Carolina    Power    ?    Light    Co         BO/03/2B         Ip 


— a004010'16S   "Environ  Surveillance   Rep  t,  Jan-Dec    1979    " 

EDUARDS-D    H         Carolina    Pouer    !    Light    Co         60/03/24         50pp 


8004140443  Forwards   mnnthlv    operating    ropts    for   Mar    19BO 
TOLLISON.A   C         Carolina    Powor    i    Light    Co         g-O/04/Ot          Ip 


B00422O676   FQI  wards    LfR    &0-019/03L-O 

TOLLISOtJ,A    C         Carolina    Pouor    ',    Ligtit    Co         80/04/15         Ip 


—  00042206B7    LEW    80-019/03L-0    on    800318,  uh  i  le    performing    high 
radiation    channel    alignment    l>    functional    test'  drawer 
Dl2-RI1-K.603D-Mode]    2JSX660C3,  uas    found    out    of    specs    Caused 
by     instrument    diift    In  awer    recalibr 
*       Carolina    Power    >    light    Co         90/O4/15         3pp 


800422O538   Forwaida    LER   QO-027/03L-0 

TOLLISOtl.A    C          Carolina    Powei     ft    Light    Co 


— 800422Q547    LCf)    QO-OP7/03L-O    on    600319.  dui  ing    normal     plant    operation 
standby    gas    treatment    scjs     IB    u,ould    not    reset    Causei)    by 
tripped    control    power    circuit    breakei     lii  ealier    uas    reset, 
closed    '/     standby    gas    bifiitment    sys    was    sue  cess  rul  1  ij    run 
TOLLI5C!M,A    C         Carolina    Power    t-   Light    Co         90/04/16         Ip 


— 0004140447  Monthly    opeiating    i-epta    for    Mar    1990 

UILLI8, E         Carolina   Power    &    Light    Co         00/04/03          12pp 


B0042B0576   Forwards    LER    ao-030/03L-O 

TOLLISON,A    C         Carolina    Powoi     '•   light    Cc 


S     Reportable    occurrences.     LEUe    i.   rolatoil    correspondence 

8004090111    PNO-II-SO-O43   on   BOO031 5. oubcomtrac tor    labor    force    started 
picketing    site   On   BQ03IS   t>    16  majority    of    const    forces    did 
not   report    to   work    On  800318.97    of    600    individuals    failed    to 
report    to   work    Estimated    outage    maij    be    eitended     three    daui 
HAflDINiA.  K   ,    KELLDGO,  P   J        Region   3.     At  Ian  UP    Office   of    the    Director 
80/03/1H         Ip 


— B0042B0506    I  EFI    BQ-OW031--0    on    B0032-1,  operator    noticed    that    containn 
atraospherlt    monitor    l-CAC-AT-1259    had     loiu    flow   alarm   ti   would 
not    remain    limning    Caused    by    shorted    air    dryer    compressor 
due    to    high    cabinet    moisture    '(    bad     sample    pump 
TOLLIBON.A    C         Carolina    Power    t.    Light    Co         80/04/21         Ip 


800429O397   Forwards   LCR   80-031/031-0 

TOLLIBON.A    C         Carolina    Power    »     Light    Co 


8004010385  Forwards   LEft  SO -O 

TOLLISON.A  C        Carolina    Power   t    light   Co 


—8004010390  LEfl   BO-001/03L-0   on   B00309,  during    normal    plant    operation, 
oxygen    channel    of    containment    atmosphsi' ic    monitor    CAC-AT- 
1263-2   Biperiented    I'/,    atep    change   Cauand    by    possible   wiring 
or    connection    problem   Monitor    repair    Is    underuag 
TQLL1SQN,A   C         Carolina    Paiuer    ?    Light    Co         00/03/25         Ip 


— 8004290401    L  ER   60-03! /03L-0   on   80032^. dur i ng    normal    operation, 
containment    atmospheie    oiygen   monitor    l-CAC-AT-1263   had    step 
change    On    000330,17.    :t.ep    change    obaei  ved    Caused    by     shift    in 
instrument    calibr   Qnjoen   monitor   will    be   replaced 
TOLL1SQN.A    C         Carolina    Pouier    ti   Light    Co         60/04/24         Ip 


B004S9O4B7   Forwards    LER    BO-O33/03L-0 

TQLLISOH.A    C         Carolina    Poujer    >•   Light    Co 


80040B0566  Forwards   LER   QO-015/03L-0 

TOLLIEDNpA  C        Carolina    Power   &   Light   Co        80/03/31         Ip 

—8004080575  LEfl    BO-01S/03L-0   on   B00314,  dur  ing    attempt    to   close  HPCI 
torus    suction   valve   E-l  I-F041 ,  fol  louiing    operatility    tut' 
RTCD    control     switch     for    valve    failed    Cause    not    stated 
Switch    replaced 
TOLL160N, A  C        Carolina   Power    6  Light    Co        80/03/31         Ip 

8004080357  Notifies    that    triastal    time-history    accclograph    sijs    alarmed 
(,  rocorifBd    on   SQ0208   Seismic    monilortng    at   Shearon    Harris 
plant   &  Unw   of    SC    indicated    no    seismic    activity    Recorders 
initiated    by    nonseismic    shock    &   vibration 
TOLLtSONiA  C        Carolina   Power    t   Light   Co        BO/04/ (H        2pp 


80040BQ4S3   Forwards    LER   QO-021/O3L-0 

TOLL  I  SON, A  C        Carolina  Power    I   Light   Co 


80/04/03        Ip 


— B004390494    I  ER    BO-03S/03L-0    on    B00405,  fol  1  owing    roaclor    shutdown, 
control    rod    30-03  had    dual    Full    in    i    full    out    coie    display 
position    regardless    of   actual    rod    position  Caused    by    short 
in    probe     buffei     card    terminal    connections 
TDLLISQN.A   C         Carolina    Power    J    Light    Co         80/04/24         Ip 


DOCKET    50-327    BEOUDVAH   KUCLEAR   PLANT,     UI.'IT    1 

A      AppSicat ion/consti uc t ion    stage    documents   t  correspondence 

8004040017  Submits   add!    guidance    to  |iURC&-O5BS.     "Interim  Staff    Position 
on    Environ    -Qualification    of    Safety-Related    Electrical 
Equipment    "    Renuests    review   of    equipment    qualification 
documentation    to    Identify    degree    of    compliance 
FIOSS,  D  F        Division   of   Project   Management        00/02/31        3pp 

S00429O171    Recommends    issuance    of    policy    statement    eiplalning 
relationship    between  Commission   action    to   permit    lero   or    low 
power    operation  !*    licensing    pause   Draft    statement    end 
HICKWIT.L        Office    of    the   General    Counsel        HANRAHAN. E  J        Office   of 
Policy   Evaluations        8FCV-80-OB1A        80/02/22        6pp 
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jter 1 1 an    pi  arcs 


900-1160304    Foruaids    ciiramsiit*    an     Facility 
End    withheld     def     iOCFfi^    790) 
RUDEIiSTEIN   L    S        Lit)M    Uater    Reactors    U 


s    c  on  t  irtgency    plan 
|30/04/Gi          2pp 


K       Utility    Final    Sst-ety    Analysis    Report    <FSAR»     ! 


0004170065   Forwards    Amend    64    to    FSAP 

MILLS, L    11         Tennessee    Valley    Authority         BO/04/11         Spp 


— 8004170067    Amend    O4    to    FSAR 

»      Tennessee   Valley    Authority 


BO/01/11          150pp 


BQQ4I1Q186    Format  d=     rcipons"    to    7911J&-27    pt  e-a.c  c  ep  t  anc  e    safeguard* 
visit    Procedures    to     i  nc  oi  por  al  e    periodic     testing    of    alarm 
line   supervisory    i     tamper     circuits    '.    evaluation    of    openings 
to   vital     areas    reviewed    End     uiithheld     <ref     IOCFR2    790) 
MILLS.  L   M         Tennessee    Valleij     Authonti/         80/04/02         Ip 

8004170225    Foruai  ds    di  aH     teviaions     to    emergency    opera  ting     instruct  l 
EOI-0.     "Immediate    Actions    '/    n  i  agnost  i  c  s  ,  "    EQ1-1,      "Loss    of 
Reactor    Coolant,'     EOI-2.      "La,  3     of    Secondary    Coolant,"    t- 
£01-3.     "Steam   Generator     Tube    Rupture    " 
MILLS.  L   M         Tennessee    Valley     Authority         BO/Ofl/lS         Ip 

—  B00fll70227    Draft   Emergency    Operating     Instructions    EQI-O,     "  Immedia 
Actions    'j    Diagnostics     " 
WALKER,  JR    ,     BECGR-D.D    J         Tenne-s  see    Va  1  1  EIJ    Authority         SO/01/31 


0004170329    BTart    Emergency    Operating     Instructions    EOI-1.      "Loss    of 
Reactor    Coolant,"    Re.ision     1  0 

BEfJTOll,  C    T    ,     WALKi-R.  J    R    .     RECORD,  D    J         Tennessee    Valley    Authority 
90/03/31          27pp 

60041/0331    Draft   Em^rgepici,    Operating     Instructions   EOl-2,      "Loss    of 
Secondary    Coolant,'     Re.ision    <? 

WALKER,  J   fi    ,     RECCIHD.D    J         Tennessee    VaLloij    AutNoriti;         6O/03/31 
17pp 


—3004170334    Draft    Emergent^    Operating     Ins  cruel  Ions   EDI~3> 
Generator    Tube   Rupture,"    Revision    7 

WILSON,  G    ,     WALKER,  J   R    .     RECORD,  D   J         Tennessee    Valley 
90/03/31  13pp 


Adjudicatoiy    corresponds  net 


SOQ<]Q4O031     Advises    of     issuance    of    NUREG-OSSB,      "  Inter  im   Staff    Position 
on   Environ   Qualification    of    Sat  ettj-F!e  lated    Electrical 
Equipment."    providing    guidance    re    methods    for     compliance 
ROSS,  D   F         Division    of    Project    Management         BO/02/OS         7pp 


G0040a01S3   SpeaVs    stroiiglij    against    opening    plant    so-   close    to    largely 
populated    ai  ea    NRC    •should     be    financially    responsible    ti- 
llable   should    <iciri.de  nt    occur 
PATTEftK,K         Affiliation    UnVnoum         00/03/14          Ip 

80022903S1    Requests    per     1  OCFR2   206,  public    hearing    in    Kno  ivi  1  1*,  TN   prior 
to   gianting     af     license    to     fuel     facility 
SCOTT,  A         Affiliation    Unknoun         SO/02/PO         Ip 

O0040304B9   Opposes    recent     licencing    of    plant    Urges    NRC    to    reverse 
decision   J    resume  moratorium,   ot    licensing   until   Keineny, 
Cnmmissian    recommendations    ha^e    t>e<en     imp  I  emented 
QOREll'0-T          Affiliation    Unknown         BO/O2/29         2pp 

e0040B02&9   Responds    to   800220    request    for     public,    hearing    under 
10CFR2    206    prior    ta    issuance    of     fuel     load     license     to 
facility    NRC    approved     issuance    of    1  om    poiuer    test     license    on 
600329   ForuflT-ds    740325   FH    notice    ',     license    W/o    entl 
SHAPAR.HK        Office    of    the   E>ecuti\e    Legal    DipPctor        BO/03/ll        lp 

H     General    corr  espond  eiice 


SO0407O<115<    Discusses    potential    design    deficiency    In    bypass,  override    & 
roset    circuits    of    engineered    safotu.     features    Requests 
revieiij   of    plant    protection    sys    design    to    determine    degree 
of    conf  ormanc  c   u/listed    criteria 
RUBEWSTE1N,L    i,        Light    Water    Reactors    Branch     4         BO/03/19         flpp 

8004070393    Forwards    Suppl     1    to    NUREO-OOl  !  ,  sa  f  o  tij    evaluation    re 
application    for    facility    Ols    W/o    enc  1 
RUQEfJSTEIN,  L    G        Light    Water    Reactors    Branch     4         80/03  /SO         2pp 

800403009;!    Forwards    list    of    requests    for    ad  d  I     info    re    process    control 
program,  iiceued    to    complete    roviem   Response    icciuested    by 
S004  1  7 
HU0ENSTE  MJ,  t-   G        Light    Hator    Reactors    lhanch    4         60/03/24         6pp 

8004010408    Responds    to    NHC    B002Z3    1  ti     Discusses    NRC    acceptance    of 
response     to   Question    b   65    piovided     in   791031     FSAR,AmeniI    62 
Series    check    valves    pet  i  od  ica  1  lij     tested    ta    ensure    closure    No 
r  B'is  i  ons    p  lanned 
Mlt.t.5,L   n         Tennessee    Valley    Authoiity         BO/O3/25         lp 

BOOIJ110493   Requests    analysis    o^    adequacy    of    equipment    qua  1  1  f  1  cation 
program    per   tJUHE3-OoB8   Supplements    HRC    791O17    request    for 
data    \e    en/iron  qualification    of    safety-related    equipment 
flUflENSTCIN.L   S        Light    Water    Reactors    Branch    4         90/03/25         3pp 

BOO'IH0016    Notification    nf    000404    meeting    u/utils    In    Oothosda,  MD    to 
diicuts   applicants'    progress  h    status    In   design    review  re 
plant    shielding  t    environ   qua  1  i  f  i  cfltion   of    equipment    for 
spnces/si|E    used    In   post-accident    operations 
BUCKLEY,  B    C         Light    Water    Reactor*    Branch     1          80/03/31          7pp 

3004090323    Forwards    revision!    to    revised    response    to   NUDEO-057B,  Lessons 
Learned    Task    Force    thort-torm    requirement*     Includes 
procedures    fnr     reducing    t,    quantifying    liquid    sys     leakage 
Revisions    replace    corresponding    771031    responses 
MILLS,  L   M         Tennessee    Valley    Authority         SO/04/02         129pp 

8004140327   Furuards    "Master   Plan    for    Special    Lou  Pouier   Tost    Program    " 
MILLS,  L  11        Tenno^see    Valley   Authority        BO/04/09        lp 

--800*140333   "Master  Plan    for   Special    Lom  Power    Test   Program    " 
*      Tennessee    Vallou.    Authnriti)          0O/04/09         87pp 

BO04150S51    Forwards    application    for     reneual    of    rJPDEB   Permit    TN003t4SO 
EL-ASHHY,  M   T         Tonneiooo    Valley    Authority         00/04/09        2pp 

--B004IS055"?    Application    for    renewal     of    NPDES   pCPmit    TN0036450 
EL-ASHHY    T         Tennessae    Valley    Auiliopitij         BO/04/09         375pp 


S004070075   Responds    to    7fl?0b    Itr    addressed    to   President    Carter    re 
eipedi  t  ing    of    enhanced    efforts    to    license  all    luali  f  iad 
nuclear    plants   NfiC    is    1  1>    process    of    issuing    several    near- 
term  Ots    Provides    info    re    NRC     licensing    activities 
DEHTOHiH   R          Office    of   hue  i  gar    Reactor    Regulation         80/03/17        2pp 

—  8004070077   Forward!    W   Dissell    791205    Itr    encouraging    earlij    licensing 
of    facility    %,   all    tiualiFiod    nuclear    plants  Requests 
comments    Resolution   enc! 
SEflL.H   H         President    of    US    t    Eiccutive    Office*         79/13/13         Sjip 

J      InsurantB    t,    indemnity     information 

3004140442   Feu  wards   Endorsemsnls     1-13    to    MrtELiJ   Policy    I1P-103 

FIELDER,  J         Harsh   «    McLennan.  Inc     ,     M   *-    M   Nuclear   Consultants.  Inc 
Div        60/04/07         !8pj) 


DISCUSSCG    revision    to    nbnorm.il    operating    instruction   for 
reactor    trip    <rtul-l  1.  subml  ttei!    771017   Hovlsion   clarifies 
procedure    foi    operator   verification   of   ATWS  Ulll    has   uritten 
separato    emergency    opeioting    inttv  ut  t  ion    for  ATW9    (EOI-14) 
MlLLSil.   M         Tennessee    Valley    Authority         BO/01/11         7pp 

—  B004150ftl5  Tmeroency   Operating    Instruction    EOI-14,     "ATH8,  "    Revision    1 
HALKER.J  Fi    ,    CAMTfirUL.C  E        Tennessee  Valley    Authority         BO/04/11 
7pp 

80042(0303  Responds    to   NRC   800129    Itr   re   ubll    participation    in   QI1NL 
on-line   an.iltjiei    program  Complete    analyier    5i;s    should    be 
mitallcd    by    600630   Foriuarrfs    utll     procedure    CO-aQNP-QAP, 
"Startup   Test  Program    " 
MILLS.  L  M        Tenncsiee    Valley   Authority        30/04/tl         lp 


— Q004210HOS    "Startup   Test   Program    " 

*      Tennossec   ValUy    Authority         80/O2/22 


H3pp 
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6004170069   Proposed    amend     to    License    !)Pf>-7',  c  hang  i  ng     Tech    Specs    3     1    2 
4,4134,  3639&4651? 
MILLS, L    M         Tennessee    valley    Authority          SO/O4/14          Ip 

--B004170073    Proposed    changes     to    Tech    Specs    3  1    2    4,4    1    2   3   £    5    9    (.    4 

3    9,  consist  ing    of    coirectlon    to    parameter  test    for    divider 
barrier    seal    t,    typing    correction 

»      Tennessee    Valley    Authority         BO/04/14  fapn 


Q004170134  Forwards  procedure  to  be  used 
on  auxiliary  feediuater  s-ys  at  facility 
MILLS, L  M  Tennessee  Valley  Authority 


nnduct    mater    hammer    test 


jf    Auniliary    Feeduater    tt 
14pp 


insp    Utll 


— 800417O140    "Water    Hammai     Tost     on    Addil 
Steam    Oenerator    " 
»      Tennessee   Valley    Authority         BO/t 

B00417O148    Discusses    facility     1  oiii-pressure     turbine    nreservici 
has    completed    visual    &   volumetric    eiaml nat I ons    For     turbine: 
Single    disc     indication    discovered    on    Disc    9    af    Turbine    1 
Disc    should    operate    reliably     throughout     plant     life 
MILLS, L    M         Tennessee    Valley    Authority          BO/O4/15         2pp 


SOQ42B0229   Foiuords    addl     Info     in    iespon,se     tn    NHC    900325    Itr    re    process 
control    program 
MILLS, L   H         Tennessee    Valley    Authority          BO/Q4/22          Iflpp 


000421O]7S   Foruaids     ,  espanii!     t  a     IE    Bulletin    80-03,     "Lo-sa    of    Charcoal 
From    Std    Type     ]  J  ,  Tuo-Irn-  h,  Ti  ay    Adsorber    Cells    "    End     lists 

for     IQSS    of    chaicoal     incidental     ^o    handling    or    use    eiists 
MILLS.  L    [1         Tennessee    valley    Authority         BO/03/21         4pp 

3004010374   Forwards    util    visual     itisp    procedure    SMI-J-1-1,     "Preservice 
Baseline    Insp    of    Loui   Pi  assure    Turbine.'1     i  ri    response    to    NRC 
BOQ313    request    Ultrasonic    '     ••isusl     insp    of     low    pressure 
turbines    la     sclieduled    to    Be    cample'ed    by    BOQ331 
HILLS,  L    II         Tennessee    Valley    Authoiity         B0'03/2fa         Ip 

—  BQ04QIO379    "Preservice    Baseline     Insp     of    Loiu   Pressure    Turbines    " 
Ue5  tinghouse    ultrasonic     map    program    enc  1 
ZIEOLER:     SIMMONS      Tennessee    Va  1  1  ey    Authority         00/03/11          12pp 

BOO419O537   Foruards    IE    Info    Uotico    B&-J2,      "Instrument    Failure    Causes 
Opening    of    PDRV    J.    Block    Valve    "    No    specific    action    or 
response    necessary 
0'REILLY,J   P         Region    1,     Atlanta,     Office    of    the    Duector         BO/03/31 


80040BO&3&   Forwards    IE   Circulai     80-05,     "Emergency    Diesel    Generator 
Lubricating    Oil    Addition    t-    Unsite    Supply    "    No    written 
response    re-quired 

O'REILLY,  JP         Region    ?.     Atlanta,     Or  P  i  c  e    of    the    Director         BO/O4/01 
3pp 


—8004200235    "ECOPAC    8ys   Procedure    for    Ons  ite   Sollfication   of   Lnu   Level 
Radioactive   Uaste   at   Senuoyab    Nuclear    Plant"   &  addl    info 
re    process    control    program 
*      Anefco, Inc         00/01/31         26pp 

9004390404   Forwards    summary    of    Wes  tingh  ous  e,  TVA   81    HRC    800320  meeting    re 
control    rod    guide    tube    support    pins   Affidavit    far 
mi  th ho  Id  ing   b   non-proprietary    version    end 

ANDEflBON,  T  M        Uestlnghouse    Electric    Carp    ,    PUR    Systems   Dlv 
SO/04/23         46pp 


B004150O1?"/   Forwards     1C    Info    Notice    60-13,     "GE    Type    SUM    Control     Suitcha 
Defective   CAM   Followers     "    No    specific     action    or    response 
r  equl i  ed 

O'REILLY, J   P         Region    S,     Atlanta.     Office    of    Hie    Directoi          BO/04/O2 
2pp 

Q00434O274   Forwards    IE    Info    Notice    BO-14,     "Safety    Suggestions    From 
Employees    "    No    action    renuired 

O'REILLY,  J   f>         Reoion    3,     Atlanta,     Office    of    the    Director         SO/04/02 
3pp 


800429027O   Responds     to   NfiC    G00319    Itr    re    changes    to    engineered     safetu 
fqaturo*   Design    changes    Initiated    to    bring    ufcil    into 
compliance   w/eiception    of    ovorrirfino    of    one    type    of    safety 
actuation    signal    bu    another    which    Is    Uestinghause    design 
MILLB.L   II         Tennessee    Valley    Authority          60/04/24          7pp 

80043003'H    Forwards    drawings   ft    info   per    NRC    request    at   000125  meeting 
re   adequacy    of    piles    supporting    uiaste    packaging    area   & 
candonsate    demlneral i ior    maste    evaporator    bldg    Drawings 
available    in   Central    Files    only 
MILLB,L  M        Tennessee   Valley    Authority         HO/04/24        37pp 

(1       Inspection    reports,     IF   Bulletins    t   c  orroapondenco 

6004090332  Forwards    IE   Bulletin    BO-03,     "Lo-s*    of    Charcoal    From  Std    Type 
I  It  Tiuo-lnch,  Tray    Arfsorbei    Colls    "   Action    required 
O'REILLY-J  P        Region   2,     Atlanta.    Office    of    the    Director        00/02/Ot 


9004100-275   Forwards     IE   Circular    60-07,      "Problems    U/HPCI    Turbine    Oil 
Sys    "     No    written    i  esponsc    required 

Q'REILLY.J   P         Region    S.     Atlanta.     Office    of    the    Director         60/O4/03 
Sff 

B004230142   Foiuiards     IF   flullatin    7q-03A    "Longitudinal    Weld    Defects     In 
ASME    SA-312.Type    3O4   Stainless    Steel     Pipe    "    Action    required 
0'REILLV,J   P         Region   2,     Atlanta,     Office    of    the    Director         SO/04/04 


B004180145   Foruaids     IE   Bulletin    SO-OB,      "Fiam    of    Containment    Liner 
Penetration    Welds    "    Written    response    icqulred 

O'REILLY,  JP         Region    ?,     Atl.tnta,     Ohflce    of    the    Director         80/04/07 
3pp 

B00117O155   Special    Maint    Instruction    SHI-l-l-t,     "Proservice    Raaeline 
Insp    of    Lou    Pressure    Turbines    " 
ZIEOLER,     BrMHONS      Tennessee    Valley    Authority         80/03/11         13pp 


8004090405  Forwavdi    IE    Insp   Kept    3O-327/8O-Q3   on  BOOIHB'30  No 
noncomp 1  lance   noted 

LEWIS, R   C        Region   2,    Atlanta.    Reactor   Operations    Nuclear    Support 
Branch        SO/03/30        2pp 

— -8004090413    IE    Insp    Dept    50-327/80-03   on   Q00120-30   No   noncomp 1 iance 
noted    Major   areas    Inspocted    augmentation   of    plant    personnel 
for    startup    test    proBram,  independent    safety    revi  Btu,  ons  i  te  & 
offsite    mgt   '-    technical    capability 

DANCE, H   C        Region   2,    Atlanta,     Reactor    Operations    Nuclear  Support 
Branch        HELLOQO,  P    ,    CQTTLE.  W        Region    2.    Atlanta.    Office   of    the 
Director        80/02/19        lOpp 

8004160066  Forwards    IE    Insp   Repts    50-327/SO-04    «    SO-328/80-03   on 
800208-07  No   noncomp 1 iante    noted 

DflVANTi  0  C        Region   2,    Atlanta,    Reactor   Construction    I"  End  inner  1  ng 
Support   Branch        80/02/27        2pp 

— eooii60072  re  in*p  nepts  50-337/80-04  t  so-saa/so-og  on  SOOHOS-O?  NO 

noncompl lance    noted   Major   areas    inspected    follouup    on 

il legation, 10CFR50   35    items. IE    bulletins    &    circulars   & 

observation    of    safety-related   activities 

CANTfiELL,r  5        Region   2,    Atlanta,    Reactor   Construction   t, 

Engineering    Support   Branch        GOUGE,  M   J        Hogian   E.     Atlanta,     Office 

of    the    Director        BO/03/27        Spp 


8004290379   Requests    approval    of    ASH&   Coue    Cases   11-234   I    II-33S    ror    use 
on    reactor    pressure    vessels    Eipoditious    approval     is 
necessary    far    use    of    code    cases     in    forthcoming    preservice 
tnsp 
MILLS, L   M         Tennessee   Valley    Authority         BO/04/53         3pp 

8004390400   Forwards    Revision    9    to    preservtce    baseline    Insp    It    inservico 
Insp     program, incoi poral ing    App    E    re    notification    of 
Indications, Uni t    2   drawings    &    revisions    to    Section    2 
MILLS,  I.   M         Tennessee    Valley    Authority         BO/04/34          ip 

— BQ0429-0406   Preservice    baseline    insp    ',     inservice    insp    program, 
Revision  >? 

MCLOUD.D   O   ,     DANIELS,     BELEW      Tennessee    Valley    Authority         BO/O3/1B 
S'lpp 

0      Penoilic    operating    reports   '/   related    correspcndenco 

8004180391    Forwards   monthly    operating    rept    for  Mar    1980 

DALUENTINE.  J  M        Tennessee   Valley   Authority        BO/O4/1 1        IP 

— B.004180394   Monthly    operating    1'ept    for    Mar     19BO 

WALKER, F   M         Tennessee    Valley    Authority         80/04/03         9pn 


3004070072  Requests    that    ufcil    provide    procedures    to    be    followed    for 
viiudl    &   ultrasonic    imp    eiaminations    of    turbines    to   assure 
mutually    acceptable    imp    program    Test    schedule    ahoutd    be 
submitted    for   NRC    to    observe    ^laminations 
fiUDENSTEINiL   8        Lijlit   Water    Reactors    Oranch    4        80X03/14        2pp 
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5      Nepal tib 1 i 


BOO  4- =120  OEM    PM)- '7-1-13.    Par  i  t  le    Pfirp    Co    supplied     facilities    ui/pr  od  uc  t  ion 
lot    of    4O    pumps    mt  3     using     'hafts    made    of     int*iior    iriatl 
Cause    unstated    All     utili    uj. pumps    were    hjtified    NRC 
headq.jaiters    nntififd    DTI     '~<Qt)|2 

WHITT.X    W         Region    ,-;      A'lanla       GfM'e    of     the     Director         77/08/13 
IP 


B004020440   Forwards    I.PDE5    noncomp  1 1  ance    notification 

MILLS, L   M         Tennessee    Valley    Authority         BO/03/27         Ip 


--B00402Q447    NPDES    nonconp  1  lance    notification    on    B003Q5,  Di sc harge    Ol9 
from    jvc    bldg    sump    effluent    piceeded    ma-    permit    limitation 
Caused    by    period  n     discharge    vf    sna  1)    vols    of    cleanup 
wastes   Sump    cleaned    'H    me,)sui-e5    taken     to    minimize    input 

T         Tennessee    Valley    Authority         BO/03/13          Ip 


reactor 
MILLS,  L 


:  u     i  ept    i  e     irnpr  apei  1  ij     installed 
101-1  tw         dO/O3/03          Ip 


0004010433   Fiiruards    LFH    Su-007/0  1T-O 

CALHOUN,  J   fi         Tennessee    Valley    Authority 


inal     dufioeiuv    rept    re     irapropeilij     installed     leactor 
coolant    drain    line    ReJnalysis     by     ifti]     '     Westinghouse    has 
changed    noitle    *     support     loads    Ti_o     snutbuis     re-placed 
I1ELLS.L,    M          Terms  s  see    Valley     Authority         80/03/03          Ip 


—6004010440   LER    BO-007/01T-Q    on    B0031S,  Pol louing    initial    core     loading, 
found     incorrect     (nanconservflt i . e  )    valve    operator    weights 
used     in    seisnic    ansl^ii5     foi     component    tooling    water    valves 
FCV-70-133,  13"!    !•    183   Caused    6g    incorrect    vendor    data 
TERPSTBA,  G   L         Tennessee    Valley    Authoriti)         BO/03/2B         2pp 


0004030245  RCI  50-^37/BOJ  ( 
•first  fore  1  odd,  con  tent-* 
tank  diactiargsd  via  liqi. 

QALLENrlNE,  II          Tenreiscf 


uf1  cask  d 
i  d  radujas  t 
?  >  t ima  t  e 

Val ley    Authority 


uhile    in    Mode    f,,  loading    fuel     for 
Titam  1  natl  on    collect  or 
ffluen,t     line    to    cooling 


B00103C233    RO    50-327/SOJ    on    B002  1  0,  sarip  1  ei      F  1  ou    through     lodlna    ', 
par  ticu  1  ate     filters     in    nuiiliaig     bldg    ventilation    sys 
gaseous    sffluent    monitoi     was    n<j  t    maintained     for    3-h    &     15 
minutes    Caused     Bij    ricla^     ITI     installing    auiiliarij    equipment 
GALLFMTllJEp  tl         Tennessee    Valley    fcuthotitii          90/03/U          Ip 

9004030222    RO-50-3^7/BO-i    on    00031  1,  son  1  lat  ij     bldg     /ent    sys    gaseo 
effluent    nonito-r    sample*     'low    rate    monitm     uas    made 
inoperable    Ilo     f  1  ou    e  i  t  ina  t-  e  s    performpfl     for    ftpproi     lO-h 
Caused    tJj     Failure    to     initiate    conditional     aafetij     injection 
BULLENTINE,  J   II         Tennessee    Vaileij    AutHority          BO/O3/12          Ip 

8OO115O4ie   flD    on    900315,  rBco  i  ^ed    notification     that     incorrect 
valve    operator    weight    <aps    used     in     seismic    analysis     far 
component    coaling    cuatei     va  1  /es    FCV-7O-  133.  !34    !-     1B3    Caused 
by    analysis,    error    Analysis    uil]     be    i  e  r  tin    bj/corroct    uiejght 

,  J   M         Tennessee    Valley    Authorltij         SO/03/1S          Ip 


B0011S040a    Ro    on    B0031  •!,  1,'est  i  ngtiouse     Itr     indicated    potential     for    guide 
tube    support    pin    tracking   Possibly    caused    by    insufficient 
heat     treatment     temp    at    control     rod     guide    pins    Cuide    pina 
will     be    leplaced    bi|    pin-,    u/higher    lieat     trealmetit    temp 
HALLEMTltlE,  J   H         TennessGE    Valley    Autfjorlty          00/03/17          Ip 

BOaa,Q3Q3t,t,    Foiwaiils    LER    eO~OO2/Ol  T-0 

CALHDUllpJ   H          Tennessee    Valley    Authority         BO/O3/39         Ip 

--30040203/1     LER    GO-002/01T-0    on    800306,  c  ontent  s    of    task    decontamination 
collector     tanl    discharged     ^ia     I  i  quid     raduas  te    effluent    line 
to    cooling     tou«i     bloudoun    ui/o    tlau    estimate's    being 
performed    Caused     bij    mi  »utid  er  itand  i  ng    of    Tech    Specs 
KIH5EV,  W   H         Tennessee    Valley    Authority          E0/O3fl1         3pp 

8004010375    Foiiuards    LEFI    £)0-00'1/O1  r-0 

CALHDUU-J   P          Tennei-see    VaLlei|    Autho-nlv         QO/03/P4          lp 

--SO04010331    LEFt    BO-OOfl/Ol  T-0    en    90031  1  ,  fol  1  owing     initial     Fuel     loading, 
flow    estimates    for    auiiliarij     trttig    veni    nionitDT    not    performed 
for    10-ti    Caused    b-i    an  sunder*  landing    at    Toch    Specs   Personnel 
reiristruc  ted    re    applicable    requii  events 
RECORD.  0    J         Tennessee    Vallei,    Aulhortty         BO/03/34         Spp 


Ip 


Forwards    LER    SQ-003/01T-O 
CALHQUN.  J    FV          Tennossee    Vall"tj    Authoritij 


ER    BO-003/niT-O    on    B00310,  f  olloui  ng    initial     fuel     loading, 
ih    aunliaiy     bldg    eihaust    samplei     riot   maintained 
aused    by    misunderstanding    ofr    Teen    Specs 
nstructed     in    applicable    requlremHnts 

lleg    Authority         00/O3/24         2p  p 


•ency    i  ep  t    ve   control    rod    drop    events, 
igation   on    generic    bast*   Heit 
13 
uthoritu,         60/03/36          Ip 


31T-0 

•I    Authority 


Foriuards    LER    E)0-01£/03L-O 
CftLHQUfJ.JR         Tennessee    Valley    Authority         80/03/PB         Ip 

— BOO4010475    LFH    QO-012/OJL-0    on    B0030! ,  during     initial    core     loading. RHR 
flow    -5«cured    or    throttled    abo/e    Tocti    Specs    Caused    by 
intentional     Increase    to    allou   placement    of    fuel    assemblies 
near     loop    .)    hot     leg 
RECORD, D   J         Tennessee    Valley    Au'ttiorlty         SO/03/aQ         Ip 


Q004010502  Foruorda    LER    BO-011/01T-O 

CALHOUN.JK         Tennessee    Valley    Authontij 


— B00401O506   UER    aO-Oll/OlT-O    on    [100314,  support    pin    insp    at    foreign    plant 
levealed    stress    corrosion    cracking    in    WPS fcinghouse    supplied 
pins     Insp    supported    Wes t Ingho use     Itr     informing    utils    of 
potential    haiard    Pins   will    be    replaced 
K1N5EV.U   H         Tennessee    Valley    Authority         30/03/26         2pp 

800^020313   Forunrds    final    deficiency    rept    re    Rustin    fire    dampers 
MILLS,  L    tl         Tennessee    Valley    Authority         QO/O3/28         Ip 

— 8004020316   final    deficiency    rept    re    spring    slipping    problem    nn    Ruskin 
Piro    dompeii    tlod    packages    will    be    Installed    ui/connoc  t  inn    of 
Number   ti    screui  uaing    iirastier.  a  tar    lockuJasher   i   hot    nut 
through    narrow   portion    of    soring    slot 
*      Tennessee    Valley    Authority         RO/03/3B         Ip 


B00.109041Q   roruards   i-ER    SO-013/03L-O 

CALHOUN,  J   R         Tennessee    Valley    Authorltij 


— Q00409O-126   LFR    80~OK)/03L-0    on    nOOaOS,  fa  i  led    to    analijie    semplt 
Unit    ?    shield    bldg    eiliaust    CBUSCI!    by    misunderstanding    of 
t  urue  1 1  lance   rertuii  cnents    Lab    personnel    Instructed    on 
sampling    'j   analysis    rcc|u  1 1  emcnts 
KlWSEViWH         ToniieESee    Valloy    Authority         90/04/01         2pp 


B0040H0519   Forual  ds    LfH    t)0-OOti/03L-0 

CALHOUN.O  R        Tennessee   Valloy   Authority 


QO/04/02 


— 900400053(1   LED    BO-OOa/03L-0   on    gOOa03,  cooling    tower    bloudoun    effluent 
line    floui  monltni    CI-FH-27-1/S   was   declared    inoporable   Flom 
monitor   consi  stent  li|    Indicatod    higher    flourato   than   actually 
eiisted   Cause    unknown   [Jlfferent    initrument    to   6e    Installed 
K1N8EV, UH        Tennsssce    Valley    Authority        00/04/02        2pp 


a0040B061fi   f-oriuardt   LEH    BO-009/03U-0 

CALHDUN,  J   R         TennBtsffo    Valley    Authority 


LCft  BO-OO^/OnL-O  on   800303,  liquid    raduaate    effluent    lin,e 
flocu  monitor  0-rT-7/'-42   consistently    indicated    higher 
discharge    floui  rate    than   actually    observed   Cause   not 
staled    Flow  monitor    modified    &   returned    to    svc 

,  U  U       Tennessee  Valley    Authoiity        SO/04/03        2pp 


SOQ4090333   Forwards   LfR    SO~016/03U"0 

CALHQUN.  J  R        Tennessee   Valloy   Authority 


BO/04/03        Ip 


—800*090336  I  En  BO-01i/O3L-0  on  800307, al    completion   of    fuel    loading 
u/core    alterations    still    uniferuiay  ,BI-65  uas   not    performed 
Caused    by   mis intci  pretati on   of    Tech   Specs    by    personnel    No 
co-rrec  tKc   actions   ncceasar-y 
ftECORP.  0  J       Tennessee   Valley    Authority        SO/Ofl/03        Hpp 


i   80031  *,  lu/esf  sntia  I    raw    cooling   water 
A    inope-rabJeipoTicnnel 
id t lion    of    operaticn    requires 
irotation   of    Tech    Specs 
•1    Authority        BO/03/27        2pp 


9004090I121?   Foruardl   LER  BO-O10/03L.-0 

CALHDUN.J  R        Tennessee   Valley   Authority 


BO/04/Q3        Ip 
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—  BOQ4Q9O433   LER    60-OIO/03L-0    on    BQ0304,  ga  seous    vent    flow    rate    monitors 
fur    Units    1    &    3    shield     bldgs    k    aunllary    bids    uiere    declared 
inoperable    Cause    not    stated    Gaseous    flow    rate    monitors    to    be 
redes  igned 
KINSEY.U   H         Tennessee    Vall-ey    Authority         BO/04/03         2pp 


—  6004170031    Suppl     to    final     def 
suppoi t    Resul ts    ot    testa     t 
melding    on    pressure    i=liot 
sens  i  ti led 
»       Tennessee    Valley    Authori 


:iency    iept    le    pressurirer    relief    piping 
'enfy    adequacy    of    draw    bead 
il/e     line    s^iow    that   u,e!d    is    not 

I         80/04/11         Bpp 


80O40904S3  Forwards    LER   80-015/O3L-0 

CALHDUN.JR        Tennessee    Valley   Authority 


BOQ422Q7I5   Foruiards    LER    BO-O26/03L-O 

C/lLHDJN,  J   n         Tennessee   Val  ley    Authority 


— BQ04090457    LER    BO-015/03L-0    on    QO0305.  uih  i  la    in    Mode    6   lu/fuet     loading 
eomp lete,  pressure  was    only    being   monitored    In    one    steam 
generator    (•    reactor    pressure    vessel    Caused    by 
ml  sunder* tand ( ng    of    surveillance    Instruction 
RECORD,  D   J         Tennessee    valley    Authority         BO/04/03         Ip 


-BOO4220722   LER    80-026/OJL -O    on   800416,  (tur  Ing    Made    t.    opera  ti  ons  ,  ERCW 
effluent    Imp    monitois    declared     inoperable    t>   maint 
performed    Caused    by    dirt     in    flou    switch    Smitcn    cleaned    l> 
monitor    returned    to    we 
RECORD. D   J         Tennessee    Valley    Authority         BO/04/li         3pp 


8004190403  RO  on   800401,  investigation   of   manufacturer    std    1/4-inch    U 
ooltiused    on    vendor-des igned    P'pe    supports    for    3/4-inch 
Clan    A    p ipes, revea led    overatrass    during     seismic     event 
Caused    by    design    error   Affected    supports    ui  1 1    be    redesigned 
DALLENTINE.J   M         Tennessee    Valleu    Authority         00/01/07         Ip 


BOQ41B0460   Forward!    LER    BO-O21 /Q3L-0 

CALHOUN.J   R         Tennessee    Valley    Authority 


6004330753   Fnriuards    LER    30-Q27/03L-G 

CALHQUN,J   R         Tennessee   Valley    Authority 


— BOO42207S7   LER    BO-027/03L-O    on    B0031B, during    Motfe    b    operati  ons.  FCY-26- 
340,241,342,243,314   !,   245    uere    identified    closed    Cauied    by 
inadequate    Phase    A   recovery    pi ocedure    Valves    opened 
Temporary    change    made    to    procedure    to    require    reopening 
RECORD,  D    J         Tennessee    Valley    Authority         BO/O4/16         2pp 


— BO041B0465  LER   BO-O21/03L-0   on  800300!  uh  1 1  e    in  Mode   i.floui    rates 
auiiliary    bldg    ventilation    sys    flout   rate   monitor   were   not 
recorded    for    three    shifts    Caused    by    misreading     of    notation 
uied    in    surveillance    instruction  Temporary    change    issued 
RECORD,  D   J         Tennessee    Valley    Authority         80/04/07         2pp 


BOQ414042B  Forwards    LER   QQ-OlB/OiT-O 

CALHOUN.J   R         Tenne.see    Valleij    Authority 


90/04/Oa         Ip 


60O1230698   For 
CftLHOUN.  J  R 


aids    LER    BO~O20/O1T-0 
Tennessee  Valley    Authority 


80/04/17 


—  8004230707   LER    aO-020/01T-O    on    800404.  investigat ion    revealed    that 
several    vendor -designed    pipe    supports    were    designed 
utiltiing    manufacturer    std    O   25-inch    U-bolt   uihich 
o ver^tretsed     rfunng    seismic    event    Caused    by    design    error 
LAGERGREN, D          Tennessee    Valley    Authority         BO/04/17         3pp 


—  BO04140432  LEfl   BO-01B/O1T-0   on  B00326,  uh i  1  e    in  Made   6  u/al 1    fuel 
1  oadedi  eiposed    cable*    inside    contairlmcnt   between    conduit    & 
penetration*    not   qualified    to   re-evaluated    poit-LQCA  fflai 
dose    levels    Cables    shleldeif    from  ciposvre    to   neu   dose    level 
ROBINSON,  F         Tennas*ee    Valley    Authority         80/04/08         2pp 


B0041S0928  Forwards   LER   80-O09/O3L-O 

CALHOUN,  J  R        Tennessee   Valley    Authority 


60Q4390311    Forwards    LER    90-O2E/OIT-0 

CALHOUNiJ   R         Tennessee   Valley    Authority 


— SOO4290316  LCR   BO-OPB/01T-0    on   BOtMll.main    steam   header    pressure 
transmitters    i  -PT-l-2n-  -<?A.  -lit,  -2DA,  -200   t,  -270    found    to 
Idck    environ    qua  1 1 f icotvon    to    substantiate    long-term 
post-high    energy    line   break    operation  Replacement    ordered 
HCflEFORD.JM          Tennessee    Valley    Authority         60/04/24         2pp 


— 6004150533  LER   BO-005/03L-0, on   800311,  while   performing   81-247   605, 
reactor    solid    state    protection   lyi   was    placed    in    input 
Inhibit    modei removing    high    voltage    from    source    range   channel 
N31    Caused    by    removal    nf    fuses    from    voltage    cut    out   relag 
MCGFlIFF,  J  M        Tennessee    Valley    Authority        00/04/08        2pp 


0004150539  Forwards   LER   BD-O19/OIT-O 

CALHOUN, J  R        Tennessee   Valley    Authority 


9004290435  Forwards   LEU   BO~Oi4/O3L-0 

CALKOUH, J   R         Tennessee   Valley    Authority 


—8004370446   LEU    00-014/03L-0    on    000328,  while    performing    (heck    s 
test,  am  1 1  lari    bldg    vent     noble    gat    monitor    had    module    pouier 
problem  t/   failed    In    svc    Caused    by    Zener    diode    IN4740   'r 
transistor    FHPB   AI3    shorting    out 
HEREFOHO.J   H          Tennessee    Valley    Authority         00/04/23         Ip 


— 8004130947  LER   80-019/01T-0   on   800326,  found    possibility    of    not 
maintaining    control    room   hab t tablli ty    due    to    leakage    of 
unfilterad   air   Possibly    caused    by    Isolation    dampers 
Corrective   mods    planned 
fiOBINBDN.F        Tennessee   Valley   Authority        80/04/08        3pp 


8004180399  Forwards    LER   BO-O17/03L-O 

CAtHOUN, JR        Tennitsee   Valley    Authority 


BO/O4/OB        Ip 


8004290515   Forwards    LER    BO-0-34/03L-0 

CALHOUU.  J  R        Tennessee   Valley    Authority 


—8004290519  LER    SO-024/03L-Q    on   900331,  flow   switches    on   radiation 
monitors    ORM-90-212   Is    122    found    inoperable    Caused    by    small 
participate   mattei     in  monitored    liquid   Design   change    request 
initiated   Ueefclij    preventive   malnt    program   established 
MCORIFF.J  M        Tennessee   Valley   Authority        80/04/35        Ip 


— BO041B0407  LER   BO-017/03U-0  on   800310,  mh i le    in    Mode   6, turbine    bldg    sump 
monitor    D-RM-90-21B  alarm    kept    coming    in  Monitor   uas 
declared    inoperable, Caused    by   malfunc tinning    Plow  twitch    not 
•  Mowing    sufficient    floui    through   monitor 
RECORD, D  J        Tennesiee   Valley    Authority        80/04/08        2pp 


B004IS0500  Foruiards   LER   80-022/03L-0 

CALHQUN.J  R        Tennanee  Valley    Authority 


80/04/11 


IJ      C-oiigreisional/Eiecutlve  Correspondence 

B0040B0294   Respond*    to    B00115     Itr    of    concern    re    licensing    delays    Unit     1 
license    issued    Pur    fuel    loading    t    lou   ppuer    testing    on 
BOO229   Post-TM    effoi  ts    to    upgrade    safety    requirements 
causing    licensing    delay 

DIRCKS.W  J        Office   of    the    Eiecutive   Director    for   Operations 
80/03/12        2pp 


—  B004IS0512  LER   80-023/03L-0   on    800318,  w/Unit    1    in    Mode   4, nonessential 
Train   A  air   hiadir    isolated   valves   O-FCV-32,  -B2,  -BO  (.  -110 
clo«"d,e«u«ino    l-FCv-90-108, -115i -1O9, -1  16, -1 14   *  -HO   to 
closB   Cflus*    unknown 
RECORD,"  J        TennB»see   Valley    Authoi-Itu        BO/O4/H         Ip 


00O4130534  Forwards   LER   00-025/03L-0 

CALHQUN, J  R        Tenneisee   valley    Authoring 


80/04/11         Ip 


—600*150565  LEB   SO-035/03L-0   tn   S00313  w/Unit    1    in    Moo*   fr,  0-Hrl --90-22E 
condensate    d(n>tn«r«l  lier    effluent    line   was    taVen   out    of    svc 
for   malnt   Caused    by   uieak    transistor   Translstitr    replaced   & 
monitor   returned    to    *vc 
RECORD,  D  J        Tennessee   Veiled    Authority         BO/04/11         Ip 

8004170026  Forwards    supplemental    info    to    790529    final    deficiency    rept 
r*    preiiurizir    relief    piping    support 
M1LLB.L  M,       Tenness.*   Valley   Authorit"        BO/04/11         Ip, 


DOCKET    50-32B   BEQUDVAH   NUCLEAR   PLANT,     UNIT   2 

A      App  1 icat ion/construct  Ion   stage    documents   4   correspondence 

S004O40031    Advises    of    issuance    of   NUREQ-098B,     "Interim  Staff   Position 
on    Environ  Qualification   of    Safety-Related   Electrical 
Equipment,"    providing    guidance   it   methods    fur   compliance 
RQSB.D    F         Division   of    Project    Management         80/02 /OS         7pp 

BOO4040017  Suomits    addl    guidance    to   NUREC-0588,     "Interim  Staff   Polltion 
on   Environ   Qualification   of    Safety-Related    Electrical 
Equipment   "   Requests   review    of    equipment    qualification 
documentation   to    identify    degree    of    compliance 
ROSS.D  F        Division   of   Project   Management        80/02/21        3pp 
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6004390171    Recoir-iei 
rela  1 1 ansh i  o     he  tu 


:tion    to    permit     i-ero    or     lour 
P-raft     statement    encl 
Counsel          HANIJAHArJ,  E    J         Office    of 


SFO  -BC-OBtA 


3004270290   Responds     to    NfiC    80G31?    Iti     re    changes    to    engineered    safety 
features    Design    changes     initiated    fo    bring    util     Into 
compliance    ui/eicep  tion    of    overriding    of    one    type    of    safety 
situation    signal    by    another    uft  i  c  h    is   Ues  t 1  nghouse    design 
MILLS, L    II         Tennessee    Valley    Authority         QO/04/24         7pp 


:  usse  %    potential    -H  e  a  i  gn    dpfiLi^ricy     in    bupassiDverride    t 
-eset     ciicvits    of    eujjnteTed     jafeti|     filatures    Req.uest! 
re^iein    yr    plarit    pioteclior*    s*j-    Je^igri    to    deter-Tiine    degree 
if    corf  omanc  e    u/littea     1 1  i  ter  i  j 

5         Lioht    Wat-e-r    FJe^ctors    DrancK    -I         SO/03/19         4pp 


Q004300341    Foiwarcts    drawings    >s    into    per   NRC    request    at   BOQ129   meeting 
re    adequacy    of    piles    -supporting    uiaste    packaging    area    >• 
conden-sflte   deminei  al  i  i  ei    ua'tc    evaporator    bldg    Drawings 
available    In   Central    Files    only 
MILLS, L    H         Tennessee    VaLley    Authority         60/04/24         37pp 


Q004Q70393   Forwards    Suppl     1     to    rJUREG-Oil  1 ,  s-af  t  ty     evaluation    re 
.application     for    facility    OL  s    U.u    cut  1 
RUBEKSTE1U,  L    S         Light    Water    R*a:tcrs    Branch    q          BO/03/20         2pp 


F     Securi  t  y:    med  i  cal . 


ire    protection    plans 


eOC40200c!a    Foruarrfs     list    Of     requ 

B00417 

RUDENSrEIHiL    S         Light    Water    heactars    Itranch    -\         60/03/24 


Response    re-que-sted 


800^110493   Req.jesi5    analysis    ni    adequacy     at    equipment    qual  1  f  '  cat  i  on 
program    pof    MUflEC-QSaB    Supplements    IJRC    791O17    request    tov 
data    i  e-    en  .'  i  r  on    qua  1  if  i  L  atimi    Of     saf  etg-r  clat  ed     equipment 
RUBEUSTEIN.L    S         Ligiht    Hater    fieactors    firanch    4         BO/03/aH         3pp 


Notification    a*-    900-104    meeting    u/utilt     in    DetHeada.MD    to 
discuss    applicants'    progress    >     iLatus     111    design    levieu   re 
plant    -Shielding    E    enviiori    dualific^tian    of     Equipment    far 
spacei/siji    u-sed     in    pdit    accident     opera  tioni 

C         Light    Watar    Beactops    Dranth     1          8O/O3/31          7p  P 


Fororaids    revi.ions     to    T  evissd     re-sponsc     to    NUflEe-O578,  Lessons 
L-edrned    Tast    Force    shoit-tsrin    r(  quirempnt*     Includes 
p-rocedJies     For    reducinj    6    quart  1  1  Fu,  ing     liquid    sya     Icatage 
Revisions    replace    cnrr  espond  ing     791031     responses 
MILLS,  L   H          Tennessee    Valleij    Authority          BO/04/O2 


9004180098   Forward;,    older    eitendin-g     canst    complfftion    date    to    B10501 
safety    evaluation    (or    CPPF1-73 
RUDEWSTEIN,L   S         Light    Water    Realtors    Branch    4         eo/Ofl/O-l         2pp 


—  B004ieoOSft   Oiifer    eitending    torist    rompletion    date    to    BIOS01     for    CPPB-73 
ROSS.  D   F         Division    of    Project    Hanagement         80/0-1/01 


2pp 


Q0040B0077    Advises    that    submittal     date    for    evacuation    time    estimates, 
requested    bij   NftC    7912,26    ltr,haa    been    postponed    pending    GAD 
clearance    under    Federal    Flept-s    Act 
GRIMES,  S    H         Emergency    Preparedness    Task    Force         30/03/11          4pp 

B004I70295  Forwards    draft   revisions    to    emergency    operating    Instructions 
eoi-D:     "Immediate    Actions    i    Diagnostic  SP  "    E01-1,     "Loss    of 
Reactor   Coolant."   EOI-2.     "Loss    of   Secondary    Coolant,"    & 
EOI-3,     "Steam   Genei  ator    Tube    Rupture    " 

II         Tennessee    Vallaij    Authority         QO/04/15         Ip 


6004170227   Draft   emergency    Operating    Inatructions   EOI-0,      "Immediate 
Actions    >i    Diagnostics    " 

WrtLKEFI,  J   R    ,     RECORD,  D   J         Tennessee    Valley    Authority          BO/01/31 
13pp 

3004170239   D-raft   Emeigency    Operating    Instruc.  t  ions    Edl-l.      "Los*    of 
Reactor    Cootanti  "    flevinon     10 

DGNTOHj  C    T    ,    WALKtR,  J   F)    ,     RECORD,  D   J        Tennessee   Valley    Authority 
BO/03/31         a^pp 


—  Q004170231  Draft  Emergency  Operating  Instructions  EOI-3.  "Lo»s  of 

Sgcondary  Coolant'"  Revision  9 

WALKER,  J  R  ,  RtCDRD,  D  J    Tennessee  Valley  Authority    BO/03/31 

17pp 

—  600417033-1   Draft    Emergency    Operating    Inetruc  tlons    EOI-3,      "Steam 

Oenerafcor    Tube    Ruptuiei"    Revision    7 

WILSON,  G   •     WALKER,  J   Ft    >     RECORD,  D   J        Tennessee    Valley    Authority 

80/03/31          !3pp 


— 8Q041BQ07O   Safety    evaluation     supporting    request    For    e«tension    of 
const    completion    date     to    81050!     for    CPPR-73 
RUBCNSTEIN,  L    S         i-ight    Water    Reactors    Branch     4         80/04/04         3pp 


8004150551     Foriuards    application    for    renewal     o-f    NPDE5   Ps 
EL-rtSHFiY,M    I         Tennessee    Valley    AuKioritij         60/04/09 


nit    TN00264EO 
2pp 


Q      rtdjudicaitory    correspondente 

g004020'lB3    Speaks    stronglij   against    opening   plant    so   close    to    largely 
pppulated     area   NRC    should    be    financially    responsible    t- 
liable    sJiould    accident    occur 
PATTEDN,K         Affiliation    Unlnoun         BO/OS/ 14         Ip 


— 800415055'?   Application     for     renewal     of    WPDES    Pernlt    TNOOBMSO 
EI--ASH1Y   T         TennenPB    Valley    AuthoriCU         HO/04/O9         27Spp 

a0041SOft00    Discusses    revision     to    abnormal     operating     i nstruc 1 1  on    for 
realtor    trip     IAOI  -1  )<  -submit  ted    "''i'lOl?   Sevislon    tlanfies 
procedure    foi-    opetator     /erititation    of    ATMS   Ut  I  I    has    lurltte-n 
separate    emergency    apeiatinj     instruction    For    A  Tit!  5     l£Q[-]4) 
MILLS, L   II         TenneES.ee    Valley    Authority          SO/01/1  1          7pp 


0003390331    Requests   per    IOCFR2  3Qt>,  -public    hearing    in  Knoiville.TN  prior 
to  granting   of    license    to    fuel    facility 
SCOTT, A         Affiliation    Unknown         SO/02/30         Ip 

9O040204B9   Opposes    recent    licensing    of   plant  Urges   NflC   to   reverse 
decision   !<   resume  moratorium   of    licensing   until    Kemeni) 
Commission    recommendations    have   been    implemented 
BORE I«0,  T         Affil i at  ion    Unknown         QO/Oa/29         2pp 


—  aOOfl50i.l5   Emeigenci;    Operating     [nslruction    EDl-ll,     "ATH3,  "    Revision    1 
WALKER,  J   R     ,     CrtTJTftfiLL,  C    E          Tennessee    Valley    Authority         60/04/11 
7pp 

80O4210203   Responds     to   NRC    3001PS    Itr    ro    ut i 1     par t 1 cipa t i on    in    ORNL 
qn-lin«    analijier    program    Comolete    anal^ier    sus    ttmulf    b  c- 
installeif    bij    300630    forwards    u  1 1 1    procedure    CD-SO  MR-SAP, 
"Startup    Test    Program    " 
HILLS, L    n         Tennessee    Va  1  I  eij    Aultioritij          60/04/11          Ip 


S0040BOa09    Responds    to    B00320-   request    for    public    hearing    under 
10CFR2  30fi    prior    to    Issuance   of    fuel    load    license    to 
facility    NRC  approved    issuance    of    lou  pouer    test    llcennc    on 
0003H9   Forwards    710J25   F"R    notice    8-    license    IJ/o    enc  1 
BHAPAR,H   K         Office    of    the   Eiccutive   Legal    Director         BO/O3/11         Ip 

9004300266  Forward*    order   >,   safety    vvauatlon    extending   const    completion 
date   until    BI030I 
RUBENBTEIN,  L  S       Light   Water  Reactors   Branch    4        SO/04/04        2pp 


— B004230205    "Startup    Test    Progran 
»      7enneasBfl    Valley    flutiio-rl  ty 


33pp 


BOO'l2a022')    ForuJards    a  ltd  I     info     in    response    to   NRC    B00335    Itr    re    process 
contro]    prograro 
MILLS. L  M        Tennessee    Valley    Authority        BO/(H/22         Iflpp 

— 800438O239    "ECOPAC   Sift    Procedui  e    for    Qns  i  tu    Bo  1  i  Pica  t  ion    a*    Low   Level 
Radioactive   Haste   at    Sequoyah   Nuclear    Plant"   t>    add  1    info 
T-e    process    control    program 
#      Ane^cc-,  [ne         B0/01/3i          24pp 

B 0043"! 0-1 04  Forwards    iummari    of   Westtnghouse.  TVA  t  UflC   800320  maatlng    ff 
control    rod    guide    tube   support    pins   Affidavit    For 
Withholding    i     non-pr-oprietarg    version    encl 

ANDERSQH,  T  M        Westinohouse    Eleilric    Corp    .    PUR   SilstBKis   »lv 
60/04/33        46pp 


— 8004300270    Safetu    evaluation   stating    that    issuance   of   order    extending 
const   completion  date    until   810501    is   reasonable  t-  should    be 
authorized 

BTAHLE,C    Ii   .    RUflENSTEIN.L   3        Light  Water   Reactors   Branch    4 
SO/04/04        3pp 


H      General    correspondence 


8004070075  Responds    to   791205    Itr    addressed    to   Prend»nt  Carter   re 
expediting    of   enhanced    efforts    to    license   all    qualified 
nuslear   plants   NHC    it    in    process    of    issuing    several    n»ar- 
terra  OL«   Provides    info   re  HRC    licensing   activities 
DEN  TON,  H  R        Office  of   Nuclear  Reactor  Regulation        60/03/17        2pp 
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— 9004070077    Forwards    AK    Bissel!    791205    1  tr    encouraging     early     licensing 
of    facility    k    all    qualified    nuclear    plants    Request! 
comments   Resolution    em  1 
SEAL.M   II         President    of    US    &   Executive    Offices          79/12X13         Spp 


3004180275   Forward*     It     i,in.u!ai     Sil-C?,     "Problems    1J/HPC  I    Turbine    Oil 
Sy  s     "    Na    written    T  eip  on  5  i?    i  e-qu  i  T  ed 

Q'REILLVpJ    P         Region    ?,      «tl.mta,     Qrnce    of    'he    Director         BO/04/< 
2pp 


J       Insurance    >j    indemnity     information 


B004140442    Forwards    Endorsements     1-12    to    MAELU   Pollcij    HF-102 

FIELDER,  J         Marsh    t.   McLennan,  Inc    ,     11    4    M   Nuclear    Consul  tants,  Inc 
Dw         80/04/07          ISpp 


H      Utility    Final    Safety    Analysis    Report    (FSAR)     t,    amends 


BOQ417OO65   Forwards    Amend    fa4    to   FSAR 

MILLS, L    M         Tennessee    Valley    Authority          BO/04/11          Spp 


--B00417Q067   Amend    64    to    F8AR 

*      Tennessee   Valley   Authority        BO/04/11         ISOpp 


HO04230142   Formal d5     IE    Bulletin    79-03A    ' I ong  i  turf ina  1    Weld    Defects     in 
ASME    SA-312,Type    304    Stainless    Steel    Pipe    "    Action    required 
O'REILLY, J   P         Region     =       Atlanta,     Office    of    the    Director         SO/04/O4 
IP 

S0041B0445   Forwards     IE    Bulletin    60-09,     "Ejam    of    Containment    Liner 
Penetration    Welds     "    HiiLtcn    lespnnse    required 

O'REILLV.J   P         Region    2,     Atlanta,     Office    of    the    Director         BD/O4/O7 
3PR 

B00429G379   Requests    approval    of    AShE   Code    Cases    N-2J4    &   N-235    for    uee 
on    reactor    pressure    vessels    Eipeditious    approval     is 
necessary    for    use    of    code    cases     in    f  or  tJicomng    preservice 
map 
MILLS, L   11         Tennessee    Valley    Authority         BO/04/23         3pp 


Q      Inspection   reports,     IF    Bulletins   &    correspondence 

B004090352   Forwards    IE   Bulletin    BO-03,      "Loss    of    Charcoal    From    Std    Type 
1 1, Two-Inch,  Tray    Adsorber   Cells    "    Action   required 
0'REILLY,J   P         Ragion    2,     Atlanta,     Office-    of    the    Director         BO'02/06 


9004UQ06i   Forwards    IE    Insp    Repts    SQ-337/BO-04    i,    50-329/BO-03    on 
800205-07  No    noncomp I ianc e    noted 

BRYANT,  J  C        Region  S,    Atlanta,     Reactor    Cans  true  t  ion   5.  Engineering 
Support   Branch        00/02/27        2pp 


GC-O429O400   Foruai  ds    Revision    9     to    preseivice    baseline    insp 
insp     program,  incorpora  1 1  ng    App    E    re    notification    of 
indications,  Uni  t    S    drawings    t    revisions     to    Section    2 
HILLS, L   M         Tennessee    Valley    AuUoiity         80/04/24         Ip 


—  8004390406    Pr 
Revision    1 
MCLCIUD,  D   Q    .     OrtNIEL 
24pp 


ice     baseline 
BELEW 


Valley    Authority         SO/03/1B 


—8004160072    IE    Insp    Repts     SO-327/BO-04   fc    50-32B/BO-O3   on   800209-O7   No 
noncomp 1 lanco    noted   Major    areas    Inspected    followup    on 
allegation,  10CFR50  55    It  eras,  IE   bulletins    &    circulars    it 
observation    of    safety-related    activities 

CANTRELLiF  3        Region    2,    Atlanta,    Reactor   Construe tion   & 
Engineering    Support   Branch         COUCE,  M  J        Region   2,    Atlanta,    Office 
of    the    Director         QO/02/27         3pp 

B00109O025  Confirms   800310    telcon    arranging    Q0032Q  moettng    between  NRC 
ti   uttl    In   Atlanta,  OA    to    diacuas    accuracy    of   ujribton    repts 
provldBrf    to    IE  KRC  ul 1 1    provide    overall    evaluation    of    util 
handling    of    deflciences    identified    by,   O^   program 

O'REILLY, J   P         Region    B,     Atlanta,     Office    of    the    Director         BO/03/12 
2pp 

B001070072   Requests    that    util    provide    procndures    to    be    followed    for 
viiual    It   ultrasonic    insp    eiamlna  tlons   of    turbines    to   assure 
mutually    acceptable    Insp    program   Test    schedule    should    be 
submitted    for   NRC    to    observe    e lamination s 
RUBENSTCIN.L   S        Light   Water    Reactors    Branch    4        SO/03/14        2pp 

B00421017B  Foruards    response    to-    IE   Bulletin   30-03,     "Loss    of    Charcoal 
from  Btd    Type    1 1. Two-Inch, Tray    Adsorber    Cell*    "    Enc 1    lists 
results    of    inepa   at    facilities    to    determine    IF    potential 
for    toss    of    charcoal    Incidental    to   handling    or    use    eilsts 
MILLS, L  M        Tennessee   Valley    Authority        80/03/21         4pp 

S0041BOIO6   Forwards    response    to    IE    Bulletin    79-29    re    possible 
malfunction   of   NAMCO  Model    EA1BO    limit    switches    At 
facilities   uihere    applicable    limit    switch  at    are    identified, 
replacement    gaskets    have    been    ordered 
MILLS, L  M        Tennessee   Valley    Authority        60/03/28        Spp 

9004150527  Forwards    1C    Info   Notice    80-12,     "Instrument    Failure   Causes 
Opening    of    PORV   t   Block    Valve    "   No   specific    action    or 
responie   necessary 

O'REILLY, J  P        Region   2,     Atlanta.    Office    of    the    Director        BO/03/31 
2pp 

B0040G0636  Forwards    IE  Circular    BO-OS,     "Emergency    Diesel    Generator 
Lubricating    Oil    Addition    £•  Onsito   Supply    "    Ma    written 
response   required 

O'REILLY.J   P         Reolon    2,     Atlanta.     Office    of    the    Director         00/04/01 
2pp. 

G004150097  Forward*    IE    Info   Notice    BO-13,     "CE   typo    SBM  Control    Suiitchei 
Defective   CAM  Followers    "   No    specific    action    or    response 
required 

O'REILLYiJ  P        Region   2,     Atlanta,    Office    of    the   Director        aO/04/02 
Spp 

B004240274  Foruards    IE    Info   Notice    BO-14,     "Safety   Suggestions   From 
Employees    "   No   action    required 

O'REILLY.J  P        Region   2,     Atlanta,    Office    of    the   Director        8O/04/02 
Spp, 


8004220004  PND-77-l'!3  Pacific  Pomp 
lot  uf  40  pumps  mfg  using  shafts 
Cause  unstated  All  utils  w/pumps 
headquarters  notified;  on  770312 

WHITT,«   U         Region    2,     Atlanta,     Office    of    the    Di 
lp 


o    supplied    facilities    in/product  i  on 
ade    of    inferior    mat! 
ere    notified    NRC 

ctor         77/OB/12 


BOO416O2EH   Second     interim    deficiency    lept    ce    contra!    rod    drop    events 
Uestinghouac    continuing     investigation    on    generic    basis    Next 
ropt    will    be    submitted    by    SOO613 
HILLS.  L    11         Tenneesoe    Valleij    Autharity         SO/03/26         lp 

QOQ4Q2O312   Forwards     final     daficiency    rept    re    Fiuslrin    fire    dampers 
MILLS.  L   11         Tennessee    Valley    Authority         BO/O3/2B         lp 

—  £3004&3031(i   Final    deficiency    rept    re    spring    slipping    problem   on    Rusk  in 

fire    dampers   Mod    packages    in  i  1  1    be    installed   u/connec  tion    of 
Number    A    screw   using     luflshei  ,  s  tar     lockuasMr    i-   ltd    nut 
through    nari  ow  portion    of    spring    slot 
»      Tcnneesce   Va  I  ley    rtulhor  i  ty        SO/O'l/aB        lp 

aOO42QO453   Forwards     final    deficiency    lept    re    main    control    room 
habitahllltu 
MILLS    L   M         Tonnossoc    Valley    Authority         EiO/04/O3         Ip 

—  Q0042a045Q   Final    d  ef  1  c  i  enc  ij    rept    re    main    control    room    habitabtlity 

During    preoperatlonal    testing    significant    leakage    of 
unfiltered    outside    air     into    main    control    during    isolation 
conditions   uias    discovered   Air    duct   will    be  modified 

*  Tennessee   Valley    Authority        BQ/OJ/03        lp 

Q0041B036S   Forwards    final    deficiency    rept    re    incorrect    motor    operator 
weights    in    piping     load     analysis     for    component    cooling    uiater 
sys 
MILLS,  L   M         Tennessee    Valley    Authority         BO/04/11          lp 

—  BOQ418Q3S7  Final    deficiency   lept    re    incorrect  motor   operator   ueighta 

used     in    piping    load    analyses    for    0-inch    piping     In    component 
cooling   water    sys   AnafcijsBB    rerun   u/new    loads    applied   Support 
design    Inadequate   Slight   mod    to   support   necessary 

*  Tennessee   Val  lea    Auihor  1  ty        80/04  /H         ip. 

S0042'?034i   Forwards     first    Intel  im    doficiancy    lept    re    defective    reactor 
vessel    upper    internal*    guide    tube   support   pins 
MILLS,  L   M         Tennessee    Valley    Authority         BO/04/23         lp 

--BOD4290353  First    interim   deficiency    rept    re    generic    problem  w/defective 
reactor   vessel    upper    internal;    guide    tube    support   pins 
Caused    by    heat    treatment    Uesllnghouse   mill    investigate    to 
determine    if    design    changes    are    required 
»      Tennessee   Valley    Authority        BO/Q-l/23        lp 

QOO4270329  Forwards    first;    interim   deficiency    rept    re    unqualified 
safety-related    cable    Inside    containment 
MILLS.L  II        Tennessee    Valley   Authority        80/04/24        If 
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--S0042r(Cj35    First     i  ntei  im    dcr  tc  ivncif    rep  t    re    iinqua  1  1  f  led     safety-related 
cable     itindc    c  on  ta  i  nrrient    Eipc?*d     coition*    o-f    cable    ca-nnot    be 
enviran.Tienl'dlly    ^ue  1  i  r  i  eii     3  Lie     to    higher    radiation    dose 
levels    rtteHtly    calculated    Cat  1  e    uill     be    shielded 
<       Tennessee    Valley    Authoritij          80/04/3-1          I? 

e0.0429O45b    FnriiJSTda    nril     intetiin    deficiency    rept.    ro     1  neons  I  a  toncy    t 
repeatab  I  1  i  lij    difficulty     11-     upper    h&ad     injection    hydraulic 
isolation    valve    a:  cumu  1  .it  jr    weighing    sijs 
MILLS. LM          tsnneisee    Valley    Authority          SQ/04/24          Ip 

--S004£70'l£il    first     intei  im    Ltentiency    rept     re     means  is tency    t. 
repeatability    difficulty     ji     uppei     head     injection    hydraulic 
isolation     ^alve    accumu  I -itor    ueighing     sgs    Caused    by 

»       Tennessee    Valley    Authority          BO/04/34          Ip 


:tion    plans 


U       Congressional/Eitcul 


Correspond  ence 


B0040ao?54   Responds     to    0O0115     Iti     of    concern    re    licensing    delaijs   Unit     1 
license     issued    fn\     fuel     loading    'j     low    power    testing    on 
BOO229    Post-TIIC    efforts     to    upgrade    safety    requirement! 
caua ing     licensing     dp  lay 

D[RCKS:W   J         Orfice    of     the    Giecutive    Director    for    Operations 
30/03/12         2pp 


DOCKET    50-329   MIDLAND    PLflNT,     UNIT    I 

A       App  1  icat  i  on/  c  onitT  uc  t  ion    s-tagp    documents    (-    corre  apondence 

BQO40<lQO:n    Advisti    of     issuance    of    NUREG-O59Q,     "Interim   Staff    Poiition 
on    Environ    Qualification    of    Ga  S  e  ty-Re  lated    Electrical 
Equipment,"    providing     guidance    re    methods    tor    compliance 
RD3S,  [)   F         Division    of    Project    Management         BO/Q2/O5         7pp 

BOO-10400J7    Submits     addl     juidance     to   NUREG-OSSa,     "Interim   Staff    Position 
on    Erwiron    Qua  1  i  Fi  s.a  1  1  on    of    Sat  e  ti|-R«  1  ated    Electrical 
Eijuipnunit     "    Requests     raviem-    or     equipnent    qualification 
documentation     i-o    identify    djgree    oF    compljance 
RD8H,  D   F         Division    of    Pioject    Management         80/Oa/al         3pp- 


Requests    thdt    (uava  !     Stirfa-cc    Ueapons    Ctr    receive    copies    of 
correspondenc  a    re    facility     struttura]     engineering    matter* 
Weapons   Ctr   ui  1  1    assist   N'RC    in    revieui  of    OL  app-1  ica  tl  ons 
RUBEMSTElrj.L    S         Light    Water    Realtors    Dran=h    4         80/03/26         3pp 


300*090077    Advis.es     that    tubmi ttal     date    for    evacuation    time    estimate; 
requested     by    HRC    791226    Itr.has    been    postponed    pending    QAD 
clearance     under   Federal     Ftepts   Act 

M.         Emergency    Preparedness    Tasl    Force         80/03/11          4pp 


8004260460   Request!    eitension    to    Oc t     19flO   for    submittal    of    upgraded 
emergency     plans   Almoit    all    util     emeigencg    planning    raiources 
utjliied     to    upgrade    Hig    Hot  I    Point    I    Palisade;    plans   Local 
counties'     portion    mail    not    be    =ubini  tted    until     late    1980 
HOW£LL,S   J<         Consumers    Power   Co         80/04/21         2pp 


Q004O3002f>   riemorandum   of    understanding    between    NRC    t    FEMA    re    prompt 
isiprovement    In    radiological    emergency    planning    E. 
preparedness. distributed    as    Hoard    notification 

eOSSlCK.L    V        Office    of     the    Eieculive    Director    for   Operations 
SO/04/02         31ft 


Responds    to   eiic  1    BO0201    Itr    to  President  Carter    urging 
acceleration   of    Facility    hearings   t    licensing    process 
Discusses     Impact   of   THt-2  accident    on   process 
ROSS,  It    F         Division    Of    Project   Management         0Q/O3/20        6pp 

B004290197   FD1A   request    for   PSAR    for    placement    in    OA   Dow   Memorial 
Library    in   Midland. Ill 
DrtMNEH.A   P         Affiliation    UnVnouin         00/03/37         Ip 

B004290195   Responds    to   FOIA    request    for    PS/iR    for    placement    in    (?A 
Dou   Memorial    Library    in    MldlandiMI    P9AF1   microfiche    it    being 
sent    to   LPDR    In   Midland.  Ml 
FELTON,  J   M         Division    of    Rules    nnd    Records         BO/04/14         72pp 

BOO42303B3  Forwards   util    300318  news    release    Indicating   changes    in 
pi-eject,  engineering  '.    const    ai  ganl  ration  Hill    submit 
revisions    to  <M  program   by   B00430    to    incorporate 
organi latl anal    changes 
HPFFMAN,  0   P        Consumers   Pouier  Co        90/04/16        7pp 


K      Utility    Final    Safety    AnalysU   Report    (FSAfl)    J.   amends 


Q004110020   Summary    of    aOi>2^7-30   meeting    tu/ubi]    '.    Bechtel    coniultants 
kn    Midland, Ml    ie    safety    revieu    o*    gpote-c  hnica  I    t- 
interfacing    rratter-t 
HOOD.D   S         Light    Waier    Ffeartora    Branch    4         ao/03/'3J          7pp 


80O109024B   Forwards   Amend    75    to   application    far    CPs    J,   OL«i  contfl  ininfl 
flevisio-n   B7    to  FfiARi  revi  sad    piping    d    instrumentation 
diagram   i    electrical    l>    instrumentation  diagrams 
HOWELL,  S   M         Co-niumen    Pouer    Co         BO/03/31         Ip 


e00406C4O4    Forwards    Heviiion   2    to    791130    response    to    NRC    791025    reves 
an    BMJ    syn    sensitivity     Incoiporatei    addl     overcooltng 
seniltwitg    analyses    into    Appi    rt   t-    H 
HOHELL,  B   H         ConsumBrs    Power    Co         BO/04/O1          2SOpp 

60O40B0431    Faruiard-s    issponie    to    NRC    G00307     Itr     re    design    adequacy,    of 
SfcW    lyv    Reviews    uill    be     in    ar-oas.    ot     i  nstrumentat  i  nn    *i 
controls    i    can    be    accoramo  dated    uitEiin    current   const 
schedule   ficquests    restart    if    review  of   OL   application 
HQWELL.3   H         Comiumers    fouler    Co         8O/O4/OI          lOOpp 

BOC-410039'l    Forwards    application    foi     Amend     /6    to    CPs    t   DL*    !<    Revision    A 
to    "Rtsp-ontes    to   HRC   Haquests    re    Plant    Fill,"    referenced    bu 
Amend    72 
HOHELt.9   H         Coniuiieis    Touer    Co         8O/04/01          Ip 


--8004Q90251    Application    for    Amend     75    to   CP   !,   DL   app  1  Uatlon*,  containing 
Revision    27   to  FSAR 
HnWEL4-,S   H        Consumers    Power   Co         BO/03/31          Ip 

—3004090255  Revision  27    tg    FBAR   containing   revised    piping   4. 
instrumentation   diagrams   t,    electrical   *•   instrumentation 
diagrams    Dvcrsue    drawings    available    in  Central    Files    only 
•*      Consumers    Pouier   Co         BO/03/31          300pp 

Q004H0391    Foriuaras   Certificate   of    9vc    For  Amend    75   to  application    for 
QL   containing  nevlsior.   27    to   FSAIi 
BACON.  J  L        Consumers   Power  Co        30/04/0";       2pp 

Q      Inspection    reportsj     IE   Bulletins    &    correspondence 


—  8004100357    Application    for    Amend    76    bo    applitatlon    far    CPs    !,   OLs 
Includes    revlsea    &   new  p^gei    for    !  ncoi  porat  i  on    in    "Responses 
to   Hf!C    Requests    re    Plant    Fill."    Amend    73 

H         Consumers    Pouer    Co         60/011/01          Ip 


3004040471    Forward!    IF    ln»P    Rapts    30-337/79-30  fc   50-330/79-31    on 
791201-31    Mo    noncompliance    noted 

FIORELLF.Q        ffegion   3i    Chicago.    Reactor  Construction  &  Engineering 
Support    Dranch        BO/03/  16        3pp 


— 8004100390   "RasponBes    to   NRC    Hequeita    re    Plant    Fill,"    Vol    S 
HQHELL.S   H         Consumers    Pouier    Co         BO/04/01          SOpp 

aoo4aS0001    Requests    rept^ ,  drawing  s    &    other     info    re    plant     Pill 
settlement    t.   effects   Data    should    Be    submitted   within   20  dayi 
after   receipt    of    Itr  Sample    listing    end 
RUBENSTEJIJ.t-   8         t-ight    Watar    Reactors    Branch    4         BO/04/01         App 

8004230555  Forwards    r«vned    request    for    addl    borings    fc   etUting    *oll 
dat* 

HCCALL1SIER.P         Army.Depl    of,     Coi-ps    of    Engirveers          BO/Ofl/li         4pp 


— BC-04040'175    IE   Insp   Repts    &0-029/79-30  fr   50-330/79-31    on  771201-31, No 
nnncompl  iance    noted    Major  area*    inspected    site    conditions    tt 
NRC   order    mpdlfylng   Cps    promulgated    from  settlement   of 
diesel    generator   bldg    *•   associated    soil 

KNOP.R   C   ,     CQOK.R    J        Region  3.    Chicago,    Office    of    the   Director 
80/02/03         9pp 

8004100245  Forwards    IE    Insp    (Upts   BO-339/00-04  t-    50-330/00-04    on 
8002(3-15  No    noncampllance    noted 

FIQBELU.Q        Region   3,     Chicago,    fieattor  Construction  d  Enoln»eriog 
Support    Branth        SO/03/03        2pp 
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— B004100252    IE    Imp    Repts    30-32-? /BO- 04    '*    5O-330/BO-O4    on    B00212-IS   No 
noncomp 1 iance    noted    Major    areas    inspected    containment 
prestressing     ays    work     proc  edures,  work    activities    &    quality 
records    d   status    of    soils   uiork    activities 

GALLAGHER,  E   J         Rug  ion    3,     Chicago,     Office    of    the    Director 
HAYES,  D  W        Region  3,     Chicago.     Reactor   Construction   &  Engineering 
Support   Branch        BO/02/27        opp 

900410013?  Forwards    IE    Info   Notice   90-OB,     "States    Co    Sliding    Link 
Electrical    Terminal    Block    "    No    specific    action    or    response 
required 

KEPPLER.J   0         Region    3,     Chicago.     Bffice    of    the    Director         30/03/07 
lp 


S      Reportable    DC 


nces,     LEfla    4    related 


ipondenc ' 


8004100348   Responds    to    IE    Bulletin    BQ-O3   No    tray     type    abi 
have    been   purchased 
HOUELL,0   H        Consumers    Power    Co        80/03/19        lp 


B004100260  Foriuards    IE    Insp   Repts    50-329/BO-Q5   &   50-330/80-05    on 
B00204-O5  &    IH   No   noncomp  1  iance    noted 

FIORELLIiQ        Region  3,    Chicago.     Reactor    Construction   &  Engineering 
Support   Branch         BO/03/2O        Hpp 

--B0041Q0367    IE    Insp    Reptd     50-327/00-05   6     5O-330/HO-Q5    on   900204-09   &    14 
No    noncomp  1  iance   noted    Major   area!    inspected    pressure   vestal 
anchor    bolts    records,  fabrication    Info    gathered    bg    licensee    & 
meeting    at    Southern   Dolt   Co   re    bolts    supplied 

VANDEL.T   E    i     ERIt.  C   M    ,     KNOP,  R    C        Region   3,     Chicago,    Office    of   the 
Director        BO/03/11         7pp 

B004150167  Forwards    IE    Info  Notice    BO-12.     "Instrument  Failure   Causes 
Opening    of   PQRV  fc  Block    Valve    "    No    specific    action    or 
response    necessary 

KEPPLER.J  0        Region  3,     Chicago,    Office    of    the   Director        SO/03/31 
IP 

0004080702  Forwards    IE  Circular    80-05,     "Emergency    Diosol    Generator 
Lubricating   Oil    Addition    &   Onsite   Supply    "   Nn  written 
rasponie    required 

KEPPLER.J   0         Region    3,     Chicago,     Office    of    the    Director         BO/04/01 
lp 

900413OO35   Forward*     IE    Info    Notice    90-13,      "GE   Typo    SUM   Control    BUJ  itches 
Defective   CAM  Followers    "   No    specific    action    or    responie 
required 
KEPPLER.J  0        Region  3,    Cnicago,    Office    of    the   Director        BO/04/02 


9004180041    Forward*    attachment*    to    IE  Circular    80-03,     "Protection   From 
Toxic    Oat    Haiards,"    Inadvertently    omitted    tram  800306 
transmi  ttal 

KEPPLER,J  0        Reoion   3,    Chicago,     BffUe    of    th*   Director        BO/04/02 
tp 

9004220126  Forwards    IE    Info   Notice    80-14,     "Safaty    Suggestions   Prom 
Employees    "    No   action    required 

KEPPLER.J.O        Region  3,    Chicago,    Office    of    the    Director        BO/04/02 
lp, 

0004820336   Forwards    IE  Circular    80-07,     "Problem*   W/HPCI    Turbine   Oil 
Sgt    "    No   written   response    required 

KEPPLER,  J  0        Region  3,    Chicago,    Office    of    the   D-irsctor        BO/04/03 
lp. 

8004230319  Foriuards    IE  Bulletin    79-03A.     "Longitudinal    Maid    Defecti    in 
ASrlE  9A-31H.  Type   304   9talnless   Bt«el    Pipe    "    Action    required 
KEPPLER.J  0        Region  3,    Chicago,    Office    of    th  •   Director        00/04/07 


9004020459   Part    21    rept    on    80022B,  DliJ   made    telephone    rept    re    defect 
concei  ning    potentially    ovarstreased    supports     on    reactor 
coolant    letdomn    coolers    due     to    inadequate    support    design 
Corrective    action    redesign    at    support    stand 
TAYLOR, J   H         Dabcock    f,   UiUoi    Co         BO/03/03         6pp 

B004070504   Ack    receipt    of   300239    interim    deficiency    rept    re    component 
qualification     test     documentation    re-review   Review   ulll 
commence    upon    receipt    of     Final     rept 

FIORELLI.O         Region   3.     Chicago,     Reactor    Construction    &   Engineering 
Support    Branch         SO/03/17         lp 

B00409003?   PND-] 1 1-00-050   on   800315,  tuo    pipe    fitters    attempting    to    find 
gas    leakib'oke    hose    coupling    containing    gas    pressure    of   40 
pii    Gas    danotated    t>  g    activation    of    tuo-tuag    radio    Threa   men 
received    second    '<    third    degren    burns    over    15X    of    body 
KHOP,R    C    ,     F1DRELLI.O         Region    3,     Chicago,     Office    of    the    fllroetor 
90/03/17         lp 

8004O30177   Ack    receipt    of    B00303    interim    deficiency    rept    re    reactor 
vessel    broken    anchor    bolt    Review   will    be    completed    on 
receipt    at    final    rept 

FIORELL1.0         Region    3,     Chicago,     Reactor    Construction    &   Engineering 
Support    Branch         0O/03/1?         lp 

3004020083  Ack    receipt    of   900303   final    deficiency    rept    re    discrepant 
terminal    block    disconnect    links   fievleu  will    be   completed 
during    future    insp 

FIORELLI'Q        Region   3.    Chicago.    Reactor   Construction    '/  Engineering 
Support   Branch         90/03/20         lp 


8001210124  Immediate 
QA  requirements  co 
Corp 

KEPPLER.J   0         Regitm    3,     Chicago,     Office 
3pp 


ction    I tr    re    deficiencies    In    implementation 
ernuig    site    uork    being    performed    bg    Zach 


if    the   Director        90/03/21 


9004010397    Interim   deficiency    lept   re   potential    overstrest   condition 
In    letdown   cooler    supports   Noiile    loads   mill    be   analyied    for 
effects    on    support    structure    to    determine    if    mods    are 
required    to    cooler    support    sys 
HdWELL,  5  H        Consumers   Poiuer    Co        90/03/27        lp 

— B004O10404   Foruards    add!     info    to   Part    21    rept    re    potentially 
overstresseJ    supports    on   reactor    coolant    letdown   coolers   at 
facilities    under    const   fay    DtU 
TAYLOR, J   H         Dabcock    t>    Uilcoi    Co         90/03/03         6pp 

00O415O356    Interim   deficiency    rept   re    safe    shutdown   boration 
capability   Conceptual    ileslgn    completed    for    emergency 
boration    tyi,  containing   sufficient   boron    to    Independently 
maintain   shutifoun  margin   d    transition 
HOWELL,8   H         Consumers    Power    Co         00/O4/H         Hpp 

90041700B3    Interim   deficiency    rept   re    safe    shutdown   boration   capability 
assuming    restrictive   core    condition   Delineates    AE  design 
criteria    for    separate    sys    to    increase    safety-grade   boration 
capability   Ad d 1    rept  ulll    be    submitted    by    B00731 
HGUELL.S  H        Consumers   Pouar   Co        SO/04/11        2pp 

8004210316   Interim  deficiency    rept   re    in-contai nment   coatings   w/ 
adnviion    loss    between    successive    lagers    of    coating    sys   Root 
cause    under    evaluation  Coating   acceptance   procedure    being 
developed   Dechtel    rept    end 
HOWELL.S   H        Consumers    Power    Co         80/04/19         3pp 


9004220121    Forwards    IE   Bulletin    00-  QB.     "Eitm   of   Containment  Liner 
P*netration   Wtldi    "   Written    response   required 
KEPPLER,  J  0        Region   3,    Chicago*     Dffite    of    th*    Director        BO/04/09 


DOCKET   50-330  MIDLAND  PLANT,    UNIT   S 

A      Application/construction    stage    documents   ft  correspondence 


R     Periodic    operating    reports   &    related    corre*pond*nc* 

B004070293  Forwards    "Quarterly    Rept   S9,  Apr-June    19BO,  "    in   response    to 
ALAB-106 
HOHELL,  8  H        Consumers   Power   Co        90/03/31         lp 

--3004070294    "Quarterly   Rept   89,  Apr-June    1990,"    in    reiponse    to    ALAO-1Q6 
*      Coniumeri   Power  Co        BO/O3/31        34pp. 


6004040031    Advises    of     issuance    of    NUREU-OS0S.     "Interim    Staff   Position 
on   Environ  Qualification   of   Safety-Related    Electrical 
Equipment,"    providing    guidance    re   methods    for    compliance 
ROBS,  D  F        Division    of   Project   Management        90/02/05        7pp 

8004040017  gubmits   addl    guidance    to   NUREG-OSBB,     "Interim  Staff   Position 
on   Environ  Qualification   of    Safety-Related    Electrical 
Equipment    "  Requests   rovleu   of    equipment    qualification 
documentation    to    identify    degree   of   compliance 
RQS8,D  F        Division    of   Project   Management        90/02/21        3pp 


9004140090  Requests    that  Naval    Surface  Weapons    Ctr    receive   copies    of 
correspondence    re    facility    structural    engineering   matters 
Weapons   Ctr  will    esilit  NRC    in   review   of   DL  applications 
RUBENBTEIN.L   S         Light   Water    Reactors    Branch    4,       BO/02/26         3pp 
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flOO4110020    Summary     of    QOuCcJ"*  -29    meeting    u/utjl    I-   flethtel    tonsultants 
in   Mi  *lan<l,  Ml     re     safety    review    of     g  eote  c  bin  ea  1     I 

HOOD,  0   S         Light    Mjter    fitsctors    Branch     4         QO/O3/31          7pp 

a0040B04Q'1    Forwards    He.jjian    2    to    7<J  1  1 30    response     to    HRC    791035   request 
on    DIM    s,,5     sensitivity     1 n:orp orat* 3    addl     avercooling 
sensitivity    analyses     into    Apps    n   4    B 
HDWELL,  6    H         Consumers    Pomer    Co         BO/04/01         SSQnp 

0004080431    Foiiuards     respon,e    to    t:RC    BQQ307    1  tr    ve    design    adequacy    of 
BVW    sijs    Re-vieujs    mill    b*     in    areas    of     i  ns  trunentaticr    i. 
controls    £•    can    be    accommodated    ui  tb  i  n    current     const 
schedule    Requests    restart    df     revie-j    of    QL    application 
H DWELL  i  S    H         Consumers    Power    Co         GO/Ofl/01  IGOpp 


--  3004090351     rtpp  1  1  cat  ion    for    Anend    75    to   CP   & 
Revision    27    to   FSrtf) 
HDWELL:  S    H        Consumers    Pouer    CD         BO/03'31 


OL    app  1  icati  uns,  containing 
Ip 


—  BOO409025B    Revision    27    to   FSrtR    containing    revised    piping    i< 
instrumentation    diagrams    *,    electrical    >,    instrumentation 
diagrams    Qversiie    drawings    available    in   Central    Files    onlg 
•      Consumers   Power    Co        SO/03/31 


Q004140391    Forward*    Certificate    of    S 
OL    containing   Revision    27    to   F5AR 
BACON.  J   L         Consumers    Power    Co         BO/0-1/09 


For-  Amend    75   to  application   for 
2pp 


Inspection    repciM.      IE    Bulletins 


correspondence 


QOO4L003B*    Forwards    application    for    Amend    76    to    CPs    ti    OLs    &    Revision 
to    "Responses     to    NflC    RBo,uesli    re    Plant    Fill,"    reference-d    by 
rtmend    72 
HdlJELL.S   H         Consumers    Power    Co         BO/04/01          Ip 


BODfl040')71    FoTuiardi    IE    Insp    Rtfpts    50-329/79-30   t    50-330/79-31     on 
791201--31    No    nonconipl  iance    rioted 

FIGRELL-I.G         Region    3,     Chicago,     Reactor   Construction   b   Engineering 
Support    Branch         8Q/O2/16         3pp 


—  3004100337    ftpplicatio-n    mr     fluend    76    to    application     POT    CPa    &    OLs 
Includes     revised    A    new   jjages     tor    incorporatton     in    "Responsis 
to    HRC    Reqjests    re    Plant    Fill."    Ariend    TZ 
KOUELL,  S   H         Consumers    Poiuer    Co         BO/O4/01          Ip 

--8004100390    "Bosponses     to   HRC    Requests    re    Plant    Fill,"    Wo  1    3 
HOWELL.S    H         Consumers    Ponuer    Co         BO/04/01          50pp 

8004250001    Requests    rep  t  a  .  ilraun  njs    '.     other     info    re    plant    j  1  1  1 
settlement    ',   effe-rts    Data    should    be    submitted    ui^^l^    20   days 
after    reeeipt    of     1  ti     Sample     listing    erit  ! 
RUaEMSTE3N,  L   S         Light    Hater    Reactors    Branch    4         QO/04/01          ipp 

SOO42S0555   Formards    revised    request     far    add!     borings    i-    oiisting    soil 
data 

,  P         rtrm^.Dept    or.     Corps    of    Engineers          SO/Ofl/li         4pp 


aecuritij.     medical,     ernei  gsney    I    fire    protection    plant 


S004O90077   Advises     that    sobrnlttal     date     For    evacuation    time    estimates 
requested    bij   NRC    7  1  1  236    1  tr.  ha-s    been    postponed    pending    OAO 
clearance    under    Fedsral    Rspta   Act 
GRIMES,  B    K         Emergency    PraparsdnBis    Tastt    Force         BO/O3/11          4pp 


— B004040475    ]E    Insp    Rept?    50-329/79-30    t    50-330/79-31    on   7^1301-31    Np 
noncomp 1  lance    noted    Major    areas     inspected    site    conditions    & 
NRC    order    modlfging    CPs    promulgated    from    settlement    of 
dlatel    gaherator    bldg    t-   associated    soil 

KNDP,R   C     ,     COOK. P.   J         Region    3.     Chicago,     Office    of    the    Director 
BD/02/OB         Spp 

aOO'H0024S   Forwards    IE    Insp    Repts    50-329/00-04   it    50-330/00-04    on 
300213-13  No  noncomp 1  lane e    noted 

FlORELLl.C         Region   3,     Chicago.     Reactor    Construction   ti   Engineering 
Support    Branch         80/O3/03         2pp 

--B004100292     IE    Imp    Repts    30- 327/00-01    !<    50-330/00-04   on   BOOSia-15   No 
noncomp 1  lance    noted    Major    areas    Inspected    containment 
prestresaing    sgs    luor  k    proc  edures,  uark    activities    t>    quality 
records   d    status    of    -aoils   work    activities 
OALLACHER.E  J       Region   3,    Chicago,    Office   of    the   Director 
HAVES,  D  W        Region  3.    Chicago,    Reactor   Construction  fc  Engineering 
Support    Branch         80/03/27         6pp 

600410012^  Forwards    IT   Info   Notice    60-00.     "State*   Co  Eliding    Link 
Electrical    Terminal    Block    "   No   specific;   action    or    response 
required 
KEPPLER,  J   G         Region    3,     Chicago,     Office    of    the    Director         90/O3/07 


QOCM290460    Requests    cite-naian    to    Oct    1930    For    submittal    »f    upgraded 
emergency    plans    Almost    all     util     emergency    planning    raiourcea 
utllned     to    upgrade    Gig    Roclt    Point    C-   Palisades    plans    Local 
counties'     portion    mag    not    be    submitted     until     late     19SO 
HOWELL.S    H         Consumers    Poujer    Co          BO/04/21          2np 


0       Ad jud lea toru    c orresponJenc 


B004O3002A   flemorandum    of    understanding    betueen   NRC    &    PErIA    re    prompt 
1  ffipi-ovoment    in    radiological    emergency    planning    fe 
preparedness, dtstri nuted    as    Boa7 d    notification 

GOSSICH.L   V         Office,    of    tne    Eiecutlve    Director     for    Operation* 
BO/04/O2         3«pp 


H      General    correspondent! 


B0040a02l3  Responds    to    EHC  1    00020!     I tr    to  President    Cartpr    urglnfl 
acceleration    of    facility    hearings    i    licensing    process 
Dis-cua-ies    impact    of    TM1-2  accidenlr   on    process 
ROSS.D    F         Pivision    of    Project   Management          BO/03/20         App 


BOQ410036B  Responds    to    IE   Bulletin    BO-Q3  No   tray    tijpe   absorber    cells 
have    been   purchased 
IIOWELL.SH        Consumer*    Pouior   Co        HO/03/19        Ip 

6004100240   Forwards    IE    Insp    F!ep  ts  50-339/flO~OS   5.    30-330/BO-09    on 

800304-05  */    14  No  noncomp  1  iance  noted 

FIoaGLLI.G        Region   3,    Chicago,  Reactor    Construction   &  Eng  ineor  Jng 
Support   Branch        BO/03/20        2pp 

--8004[ 00367    IE    fnsp    Repts    SO-339/BO-05   t,    SO-330/SO-OS   on   600204-03   t    14 
No   noncomp  1  iance  noted   Major  areas    inspected    pressure   vtssel 
anchor    bolts    records,  fabr  icatio-n    info    gathered    bij    licenme    8< 
meeting    at    Southern   Bait   Co    re    bolts    supplied 

VANDELj  T   E    ,     EDG,  C    M    ,     KNOT,  Fi   C         Region   3.     Chicago,    Office    of    the 
Director         BO/03/11        7pp 

B0041SO167  Foru^rds    IE    Info  Notice    00-12,     "Instrument   Failuro    Causes 
Opening    of  PO/iV  &  lllock    Valve    "   llo    specific   action   or 
rasponse    necossary 
KEPPLEFi.J  0        Reoion   3,     Chicago.    Office    of    the   Director        80/03/31 


9004290197   F01A   request    f 
Lihrary    in  MulandiMI 

P         Affiliation    Unknown 


PSAR    for    placeman*    in   OA  Doiu 
BO/03/27          Ip 


Q004290195   Respond*    to   FOIfl    request    fop    PSAR    for    placemBnt    in    GA 
Doui    Memorial    Librai-g     in    Mitl  land,  MI    PSAR    microfiche    is    being 
sent    to   LPDD    In    Midland,  H! 
FELTCW,JH         Division    of    Ruins    and    Records         80/04/14         72pp 

3004230393  Forwards    utll    600310  news    release    Indicating    changes    in 
pro jec t, engineering    4    const    organl (at Ion  Will    lubmit 
revisions    to    Qfl   program   6-j    80043O    to     incarpoi-ate 
or  gam  latlona  1    changes 
HOFFMAM, D  P        Consumers   Pouer   Co        00/04/18        7pp 

K      Utilitv    Final    Safety    Analysis   Report    (FSARJ    t  amBnds 


S0040a0702   Forwards    IE   Circular   90-05,     "Emergency    Dlesal   Generator 
Lubricating    Oil    Addition   &   Onsite   Supply    "   No   uritten 
response    requirEd 
KEPPLER,J   G         Region   3.     Chicago,     Office    of    the    Director         60/04/01 


B00413Q035  Forwards    IE    Info   Notice   BO-13,     "BE  Tgpe    9BM  Control    9ultch»s 
Defective    CAM   FolloiLiers    "   No   specific,    action   or    response 
requ  ired 

KEPPLER.J  Q        Region   3,     Chicago,    Office    of    the   Director        SO/04/02 
Ip 

30041B0041   Foruards   attachments    to    tE  Circular  BO-03,     "Protection   From 
Tome    Gas    Haiards,  "    inadvertently    omitted    frpm  000304 
trantitil  ttal 

&        Region   3.    Chicago,    Office    of   the   Director       SO/04/02 


800*090248  Forward*   Amend    75    to    application    Far    CPe   &   OLs. containing 
Revision    27   to    FSAR,  revised    piping    (c    in*  t  rumen  tat  ion 
diagiams   ti   electrical    &•    instrumentation    diagrams 
HOHEL(-,SH        Consumers    Power    Co        80/03/31          Ip 


8004320156  Forua-rds    IE    Info   Notice   BQ-14,     "Safatv   Suggestions   From 
Employees    "   No   action    required 
KEPPLER,J  0        Beglgn  3,    Chlcajo,    Office   of    the   Director        80/04/02 
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3004320336   Forwards     IE   Circular    SO-Q7,     "Pioblems    IJ/HPCr    Turbine    Di  1 
Sijs    "    No  written    response    required 
K.EPPLER.J    G         Region    3,     Chicago.     Office    of    the    Director         60/04/03 


9004230219   Forwards     [E    Bulletin    79-03A,     "Longitudinal    Weld    Defects    in 
ASME    SA~312<Type    304    Stainless    Stool    Pipa     "    Action    required 
KEPPLER.J   G         Region    3.     Chicago,     Office    of    the    Director         BO/04/07 


B00422Q121    Forwards     IE    Bulletin    BO-OB,     "Euan    of   Containment    Liner 
Penetration   Wei  d  s     "    Ur  1  1  ten    response    required 

KEPPLERiJ   G         Region   3,     Chicago.     Office    of    the    Director         BO/04/09 
lp 


BOG4210319    Inti 
adhesion     1 05? 


ontainment    coating; 


developed    Derhtel    rept    encl 
HQWELL, S   H         Consumeis    Power 


GQ/O4'15          3pn 


DOCKET    50-331     DUAHE   AFJWOLJ)    ENERGY    CENTER 

F      Secuiity,     medical,     HOIBI  g  enc<j    *,    fire    pictection    plans 

8004220268   Foruiardi    "Fire    Endurance    '.    Hose    Stream   Tests    on    Electrical 
Cable    Penetration   fire    Stop    Designs    " 

D         Iowa    Electric     Light     ',    Power    Co          80/04/01  I  p 


R      Periodic    operating    reports    S    related    correspondence 

B00407O393   Forwards    "Quarterly    Rept    29, Apr-June    1900,"    in    response    tn 
AL.AB-106 
HO  WELL.  3   H         Consumers    Poiuor    Co         BO/03/31  lp 

— aOOflO702?4    "Quarterly   Kept    29,  Apr-June    1930."    in    response    to   ALAB-IQfc 
*       Consumers    Power    Co         80/03/31         34pp 


- -8004230273    "Fire    Enduvanco    '.   Hose    Stream    Tests    on    Electrical    Cable 
Penetration,    Fire    Stop     Designs      ' 
HQLLEMQACHER.  R          CDS   Nuclear,      Inc         HO/04/01         300pp 

600408044'?   Forwards     fire    protection    te^ieui    I  tern   3   2    7.  turbine    bldg 
fires    Recommends     automatic    sprinkler    SU,E    be     provided 
throughout    Zone    3D 
HALL.R    C         Draolihaven    National    Laboratory          80/04/04         3pp 


S      Reportable    occurrences.    LERs   tt    related    correspondence 

B00402O459   Part    21    rept    on    B0022H,  Q4H   made    telephone    rept    re    defect 
concerning    potentially    over s tre sse d    supports    on   reactor 
coolant    letdown    coolers    due    to    inadequate    support    design 
Corrective    action    redesign    of    support    stand 
TAVLOR.J   H         Habcock    t>   Wllcoi    Co         BO/O3/03         6pp 


Q0042405i,l    Confnmi    Q00414    meeting    at   Region    3    ofc     to    diacuss 
regu  latoi y    performance    t,     security 

KEPPLER.J   G         Region    3,     Chicago.     Office    of     tfre    Director          90/04/07 
IP 

B00435Q3B5   Forwards     input    on    Item    5    15   A.diesel    generator    room,,  for 
fire    protection    leview 
HAUL.  R    E         BroaMiavon    National    Laboratory          BO/04/17         2pp 


BOD4O7O304    Ac k    receipt    of    300229     interim    deficiency    rapt    re    component 
qualification    test    documentation    rB-rovieiu    Review   uil  1  1 
commence    upon    receipt    of    final    rept 

FIORELLI-O         (legion    3,     Chicago,     Reactor    Construction    *-   Engineering 
Support   Branch        BO/03/17         lp 

0004070039  PNO-1 1 1-00-090  on    BOO3I9,  tuio   pipe    fitters    attempting    to   find 
gat     leafc, broke    hose    coupling    containing     gas    pressure    of    40 
pi  I    Gas    dcnotated    hij   activation    of    two-way    radio   Three   men 
received    second    Si    third    degree    bursis   over    1 3X   of    hodij 
KNdP.R    C    ,     FIORELLI.O         Region    3.     Chicago,     Office    of     t^a    Director 
SO/03/17        lp 


8O043BO4S4    Formal  d?    ievisic.ii    to    modified     amended    security     plan    Errc  1 
withheld     (ref     10CFR2    T)O ) 
RGQTi  L    t)         Iowa    Electric     Light    J.   Pouier    Co          QO/04/2S         lp 


G      Ad jud i calory    correspondence 


8004000576   Order     granting    e  i  tens  ion,  unt  i  1     B00429,  for    CommiB^ion    to 
ele-ct    uihettior     to    rovieui    director's    800213    decision    denying 
petition    under     IOCFR2   206,  i  e    Mark     I    contai  r-ment 
HDYUE.  J    C         Office    of    the    Secretary    of     the    Commission         BO/03/31 


8004030177   Ack    receipt   of   BOO303    intorim    deficiency    rapt    re   reactor 
vessel    broken   anchor    bolt   Review  mill    be    completed    on 
receipt   at    final    rept 

FIORELLI.O        Region   3,    Chicago,     Reactor    Construction   &  Engineering 
Support    Dranch         00/03/19          lp 

90CMQ2OQ8S  Ack    receipt    of   B00303    final    deficiency    rept    re   discrepant 
terminal    black    disconnect    links    Review   ul 1 1    be    completed 
during    future    insp 

FIDRELLI.G        Region  3,    Chicago,     Reactor    Com  true  t  ion   *•  Engineering 
Support    Dranch        SO/03/20        lp 

B00421Q124    Immediate    action    Itr    re    deficiencies    in    implementation   of 
QA    rEKiuireniflnts    concerning    ilta    work    being    performed    fcy    2ack 
Corp- 

HEPPUCRiJ   0         Region    3,     Chicago,     Office    of     the    Director         BO/03/21 
Spp, 

3004010397    IntBi 1m    deficiencg    rept   re   potential    overstrcss    condition 
In    letdown    cooler    supports    Nozite    loads    will    be    analyzed    Tar 
eff»ct«    on    support    structure    to    determine    if   mods   are 
required    to   cooler    support    sys 
HDWELL.B   H         Consumers    PouJer    Co         HO/03/27          lp 

— B004010-I04  Forwards   addl    info    to  Part  31    rept    re    potentially 
overstressed    supports    on    reactor    coolant    letdauin    coolers   at 
f»cl 1 1 t let    under    const    by    D&H 
TAVLOR.J  H        Babtock    (•  Wilcoi    Co        BO/03/03        6pp 

B004 150356    Interim   deftcienty    rept    re    safe    shutdguin    boration 
capability    Conceptual    design    completed    for    emergency 
duration    iijt,  containing    sufficient    boron    to    independently 
maintain    shutdown   margin   k    transition 
HDWELL.8  H        Consumer*   Pouior    Co        BO/04/11         3pp 

S00417O083    Interim   deficiency    rept   re    safe    shutdown   deration   capability 
aiiuming    restrictive    core    condition   Del  inentes    AE  design 
criteria    for    separate    lyg    ta    increase   safety-grade    b oration 
cap-ability    Addl    rept   will    be    submitted    by    B00731 
HOWELL,  8  H        ConBumen    Pouier   Co        00/04/11         2pp 


P      Operating     license    stage     documents    1    c  c-rrespondenc  e 

B00407O393    Discusses    NRC    761123    i  enuetl     that    all    LWH    licensees    assess 
higher    fission    gas    release    For     Fuel    burnups     above    20,  00£> 
MW-dai;    per    met!  ic     ton   Responses     inOirate    that    no    immediate 
licensing    action    is    required    for    operating    reactors 
IPPQUITOiT   A          Operating    Reactors    FJrantH    3         00/O3/10         3pp 

Q004030102   Foruarda     "Nuclear    Data    Link    Specs,"     studu.    of    digital 
communication    si|s     to    transmit     info    from    plants    to    Dethesda 
Operations   Ctr 
EISENHUT,  D   0          Bivislon    of    Operating    Reactors         60/03/12         5pp 

—  -B004O3011B   "Nuclear   Data   Link    Specs    " 

•       Division    of    Operating   Reactors        BO/02/H1        2Bpp 

B00404O112   Submits    results    ef    fuel     assembly     loading    error    evaluation 
involving    fuel     assemblies    othei     than   PBDPn2S?    In    response    to 
NRC    request   Only    change    in   critical    poiuer    ratio   due    to 
rotated    P8DPJ3SB9    is    large    enougli    to    effect    Cycle    5   limits 
MEYER,  K        General    Electric   Co        SO/O3/  1  •?        lp 

SOOflO7QB12   Forwards    operating     instructions    k    characteristics    of   NRC 
health    physlca    telephone    network    Purpose-   of    network    is 
transmission    of     health    pht;sic4    into    during     Incident    or 
abnormal    occurrence    at    Facility 

KGPPLER,  J   0         Region    3,     Chicago,     Office     of     the    Director          60/03/19 
Spp 

B0041OO17O  Requests    controlled    set    of  PUDs    for    both   negion    3  i. 
headquarters    Submiltals    should    be    forwarded    to   attention    of 
Region   3    incident    response   ctr,     >    QH  We  1  45,  h  eadquarters 
Incident,    response    ctr,  ui  thin    20    days 
KEPPLGR,  J   0         Region    3,     Chicago,     Office     of     the    Director          SO/03/SQ 


BOO421QOOB  Formardi*    request    For   addl    info    re    electrical    aspect 
engineered    safety    feauluros    per    review    of    long-term 
resolution   of    containment    purging    4    venttng    Info   should 
be    submitted    within  30   tfatjs    after   receipt    of    Itr 
IPPOL1TD,  T   A          Operating    Reactors    Branch    3         SO/03/29         flpp 
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3004250034    Foriu^rds    B00156    '-    0- 1  1     Itrs     to    Gf    re    proposed    control     rod 
drive    si|s    modi    related     to    elimination    of    trading     in    return 
I  ins    noules    Mods    should     nut    be    per  formed    prior     to    issuance 
af    WUREC-0619,  scheduled     for    ftor     I  WO 
IPPOLITCI    T    A         Operating    fleactors,    Drartch    3         GG/Q4/O7         2pp 


3D04IB0051    Forwards    attachments     to     IE   Circular    80-03,     "Protection   Fron 
Tone    Gas    Haiaras,"     inadvertent  1  ij    omitted    From   000306 
transmi  tta  1 
HEPPLER, J   G        Region   3,     Chicago,     Office    of    the    Director          BO/04/03 

JP 


BOQ41403SO    Amend     to    791052    application     for    amend    of    License    DPR-49    Tech 
Specs    Revmons    add     limitmg     conditions    for    operation    4 
surveillance    of     instruments     thae     t,rup     pec  J  r  c  ulat  i  on    pumps.    & 

RQUT,L    D          loua    Electric    Light    >.    Pourei     Co         90/04/09          lp 

--8004  14Q3B3    Proposed    revisions    to    Tecli    Specs    3   2    g    Ei    4    2   S.  adding 
limiting    conditions     for    ^Deration    'j    surveillance    for 
instruments     that    trip    I  ec  1  rcu  1  a  t  ion    pumps    !.    changing    reactor 
high    pressure     trip     lev-el     from    1,135    to    Ipl20    ps  ig 
«       IQUJ    Electric    Light    f,   f'ouar    CO          BO/04/01?         6pp 

0001S20519   Submits    review    of    Afliend    5'    to    Licenso    DPR-49,  ctiang  ing    Tech 
Specs    to    allow   count    rate     in     source    range   monitor    channels 
to    drop    belou    three    counts    pfli     ae-cond    during    removal     or 
replacement     aF    core   No    comment    necessary 
WALLACE,  A    T          Jo'iri,     State    of          80/04/11          lp 

BOQ422OS07   Responds    to    NRC    G00110    Itr    re    control     rod    falling     co    fully 
insert    on    r-eactor     icram    Mo    evidence     found    for    CV7B   t    79    of 
event*    occurring    uhen    reactor    automa  t  ica  1  1  u    or    manually. 
scrammed    On    770313. control    rod     failed    to    scram 
flOOT.L    I)          loua    Electric    Light    (,    Power    Co         BO/Ofl/15          lp 

8O042Q0461    Reapo-nds     to    80Q4D7    Jtr    re    Oft    program    for    standby    diosel 
generator    fuel     oil    Fuel     11    checked    monthly     For    viscosity, 
water    I     sediment    Lists    revision!    to    lie    made    to    appropriate 
test    procedure    to    comply    u/code    l<   Heg    Qu i d »    1     137 
ROOT,  L     D          3owa    Electric    Lijht    t,   Power    Co         BO/04/ai          3op 

0       Inipoction    reports.     IE    Dulleticii    t     c  orrespondflnc  e 


8004220140    Foruanls    1C    Info    Notice    BO-  Hi     "Safety    Suggestion*    From 
Employees     "   No   action    required 

XEPPLER.'  J   G        Region    3.     Chicago.     Office    of    the    Director          BO/04/03 
IP 

BOQ422Q373    Forwards    IE   Circular    BO-07i      "Problems    U/HPCI    Turbine    Oil 
Sys    "    No    luntten    rasponse    required 
KEPPLERiJ    0        Region   3,     Chicago.     Office    of    the    Director         SO/04/03 


B004110041    Forwards    IE    Bulletin    BO-O7,     "BUR    Jet    Pump    Assembly    Failure 
Written    response    required 

KEPPLER.J  0       Region  3,    Chicago,     Office   of    the    Director         BO/04/07 
IP 

BOOfl230a74    Forwards    IE    Bulletin    79-03A,     "Longitudinal    Ueld    Defects    in 
ftSME   SA-31^,Type   304  Stainless    Steel    Pipe    "    Action  required 
KEPPLERi  J   0        Rsgion   3,     Chicago,     Office    of    the    Director          90/04/07 
lp 

8004220099    Forwards    IE   Bulletin    BO-OBi      "Eiam    of    Containment    Liner 
Penetration   Held*    "    Untten   response    renuired 

KEPPLER.  J    0        Region    3.     Chicago,     Office    of    the    Director          BO/04/09 
IP 

R      Periodic    opsrating    reports   ',    related    correspondence 

B0040301&0   Forwards    "Semiannual    Rcpt   Radioactive   Effluent   Releases, 
Jul-Rec     1979    " 
MltJECK.D    L         Iowa   Electric    Light    4    Pruer   Co         80/02/21          lp 


BOCM040140    Foruiard*    Hdste    Pdcfcaging     Insp    R«pt    79-07A    on    791319   t 
notice   of    violation 

DiAI/lS.A    D         Region    3,     Chicago,     Firel    Facility    t>   MaUflaJi    Safety 
Branch         80YD2/23         Epp 

--3004040164    Notice    of    violation    from    imp    on    791219 

*      Region    3.     Chicago.     Office    of    the    Director          EQ/Q2/35          lp 

--B00404017I     Wasle    Packaging     Insp    Rept    71-Q7n    DTI    791219   None  omp  I  lance 
noted    cagk     shipped     trc-m    -facility    not    marked     "Radioactive 
LSA. "    ai    required 

POTTER,  J    P     ,     DiidWN,  R    A         defrlon    2,     Atlanta,     Fuul    Facility    k 
rlatenal;    Safety    Branch         60/02/23         4pp 


— 3004030161    "Semiannual    Flop*  Radioactive   Effluent  Releases,  Ju  1-Dec 
197"?   " 
«      loura    Clettric   Light  &   Power   Co        80/O3/3I         7pp 

BQQ4070252   Forward*    "Annual    Environ    Rept,197?    " 

MINECK.D  L        loua  Electric    Light   t>  Power   Co        BO/03/2S         lp 

— B0040702SA    "Annual    Cnvlron    Rept,  1"?77    " 

*       loua    Electric    Light    '/   Power    Co         60/03/23         500 pp 


B00422039S   Foruardi    monthly    operating    ropt    for    Mar    I960 
L         loua    Electric    Light    &    Poyer   Co         BO/04/ II 


8004100135    Fcruartfs     IE    Info    Notice    50-03.     "Slates    Co    Sliding    Link 
Electrical    Termin-dl    Block     "   ha    specific.    Jetton    or    roipanse 
r  equ Ired 

KEPPLEfi.J   G         Region   3.     Chita$o..     Office    of    the    Director         60/03/07 
IP 

9001030259    Advises    that    item    of    noncoinp  1  lance    noted     in   NRC    QOOS29    Itr 
',    attached     Insp    Rept    79   07A    has    been    determined     Invalid    Mo 
response    necessary 

DAVIS,A    B         Deolan   3.     Chicago,     Fual    FacUltv    V   Hatftrials    Safety 
Branch         30/03/19          lp 

000-1140005    Responds    to     IE    Bulletin    3Q-O3    re    pott-nHal     for     lota    of 
charcos]    from    ventllablcin    sys    tray-tijpe    charcoal    adsorber 
cells   Most    charcoal    units    are   deep -bed    rather    than    tray- 
tijpa    Charcoal    loss    is    negligible    from    traytifpe    celtt 
RODT.L    n          «^..,=    Electric    Light    '/    Pouer    Co         80/03/HO         2pp 


ifo   Notice   60-12.     "Instrument   Failure    Causes 
k    Valve    "   Nc    ipecifn;   action    or 


Chicago,     Office    of    the    Director 


lar   90-05..     "Efnargencii    Diesel    Generator 
dnslte   Supply    "    No   written 


icago.    Office   of    the   Director 


— 00043203B9  Monthly    operating    rcpt    for   Mar    19SO 
VAN   B1CKEL.J        loiua   Electric    Light   t  Pouier   Co 


Q004230346   Forwards    corrected    monthly    operating    ript   for  Feb    1930 
HINECK.D  L        toua   Electric    Lioht   t>  Poujer   Co        SO/04/14         lp 

— fl0042303<!B  Corrector   monthly   operating    rapt    for   Feb    19BO 

VftN   B1CHEL.J        loua   Electric    Light   t   Pouier   Co        BO/04/14         lp 

B      ReportAble    occurrences,    LEfts   &    ralatad   correspondence 

B00421Q429   PNQ-77-30A  on   7703E9  !.  30-sli    main    st«am  r«ll»f    valves 
failed   No    apparent  cause    noted    Valves    uiill    be    replaced    by 
manufacturer.  Target   Rott    Mod   uill    delaij   plant    startup    for 
two  cuks 

WHITT.  R  U    -    ROV.G   U  ,     THOMPSON,  D        Region  3,    Chicago,    OfPicB    of    the 
Director          77/04/19         lp 

ao040B06fi'l  PNO-1 1  l-flO-047    on  900312.  unaaialyied   water  ual   pumpttl    from 
circulating    uater    pit    of f s i te.  through    dilution    structure    to 
river    for    l-h  fc  43  minutes   Preliminary    data    Indicates 
radloac  tlvl  tij    of  release    leas    than    I'/,    of    limit 

JACKIW,  1   N    ,    UTTLEiU   S        Region  3i    Chicago,    Office  of    the    Director, 
BO/03/14        2pp 


Foruardt   LER    80-011/OIT-O 
MINECKiD  L        loun  Electric   Uight   t.   Poujer  Co 


--    ».     .t    inm    Notice    00-13,      "OG    Tu.pe    BBM   Contfol    Buitchel 
DafecCiVe    CAM    Followers    "    Wo    spfidflc     action    or    response 
renui  rerf 
KEPPLEfliJO        Region    3,    Chicago.    Office    of    tn(    Director        00/04/03 


-- B0040H0413  IER   BO-01 I /01T-0   on    000317. during    annual    in«p    of    iti 
dieiel    BEiierstor    10-21.  lower    crankshaft   main    thrust   baaring 
found   wiped   on  both    thrust  &    journal    surfaces   Caused    bu,    law 
lube    oil    level    Hearing    replaced   **   crankshaft   relapped 
TOOKER,  D  W        loua   Electric   Light    &  Poui»r  Co        BO/03/31         2pp, 


B00-10a0518  Foruardi    LER   BO-012/01T-0 

M1HECK.D  L         Ionia   Electric   Light   fr    Powor  Co        SO/03/31 
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— 9004080531    LEU    SO-012/01T-0   on   B00317,  dur  ing    annual     imp    of   dlesel 
generator    10-31, lower    crankshaft    thrust    13   bearing    found 
wiped    on    journal    surface    Caused    by    b ear  ing/crank sh af t 
clearance    being    out   of    spec 
TOQKER,  D   W         Iowa    Electric    Light    t,   Power    Co         BO/O3/31         2pp 


BOQ41Q0602   Forward)    evaluation    of    actinns    taken    in    response    to    TM1-2 
Lessons    Learned     Task    Forte    i  ec ommendat ions    All    requirements 
satisfactorily     fnet.eicept     installation    of    valve    position 
indicating    sij  s    IE  ujill    verify    adequacy    of    procedures   &  mods 
IPPOL1TO,  T    A          Operating    Keattors    Brant"    3         BO/O3/2S         16pJ> 


3004080603  Ho    during    coro    loading    operat 1  on B, f ue  1    assembly   was 
loaded    into    cell    06-23  w/o    control    rod    06-23   being    fully 
inserted   Cause    unstated    Control    rod    Inserted    fc    fuel    moving 
plan    reviewed    prior    to    resuming    core    loading 
MWECK,  D   L         loua    Electric    Light    t,   Pouier    Co         SO/03/31          lp 

8004130340   RO   during    core     loading    operat ionsi fuel    assembly    loaded     Into 
cell    Oi-23   UI/Q    control    rod    06-23   being     fully     inserted 
Control    rod    Inserted    fc   fuel    moving    plan    reviewed    prior    to 
resuming    core    loading 
MINECK.D   L         Iowa    Electric    Light    !,   Power    Co         00/O3/31          lp 

8004090447  RO   on   800402, wh i le    preparing    to    change    out    cell    in    125  volt 
dc    battery,  station    electrician    opened    breaker    Between    1  D2  Si 
125  buss    causing    loss    of    control    power    to    essential    buss  L 
other    loads    Breaker    reclosed 
MINECK.D   L         Iowa    Electric    Light    t   Power    Co         8O/04/02         lp 


BQ04140363   Forwards    LER    BO-Olfl/QlT-0 

MINECK,  D  1.        loua   Electric    Light  &   Power   Co 


—2004110369   LEO    BQ-014/01T-0    on    BOOflQa,  <uh  i  1  e    preparing    to    change    out 
125-volt    dc    battery    co  1 1.  breaker    between    battery    charger    it 
IBS-volt    dc    bus    1D-20, result ed    In    lass    of    control    pou«r 
Caused    by    personnel    error   Diasel    auto    started 
TODKER.D  U        loua   Electric   Light   t,  Power   CD        GO/0-4/10        2pp 


B004140450  Forwards   LER   B0-013/OIT-0 

IHNECK,  D  L        Iowa   Electric   Light   it   Power   Co 


— 3004140452  LER   BO-O13/01T-0   on    000330,  dur ing    care    loading    operations, 
fuel    assembly    uas    loaded    Into   cell    06-33   ui/o    control    rod 
06-23   being    fully    inserted   Caused    by    personnel    error  Fuel 
moving    plan   reviewed    before    loading   uifls    resumed 
TOQKER, D   W         Iowa    Electric    Light    &   Power    Co         8Q/04/1Q         2pp 


30040102-5?   Not  i  f  i  es    af    delay     in    eipected    receipt    of    equipment 
concerning     545     for     direct     indication    of    relief   valve 
discharge    Expected     shipment    date    19    600338   Reaffirms 
commitment    for     installation    within    30    days    of    receipt 
EARLV,  P    J        Pouier    Authority    of    the    State    of    New    York         GO/O3/26 
2pp 

B004010367   Forwards    illustrations    of    isolation    valve    configurations    of 
high    pressure    piping    connecting    primary    coolant    nys    piping 
to    low    pressure-    »y»    piping   No   Event    5    isolation    valve 
configurations     indicated 
EARLY,  P    J         Power    Authority    of    the    State    of    Hew    Vork         BO/O3/2A 


8OOang0473   Formardi    respon.o    to    NRC    000307    request     for    addl     info    re 
spent    fuel    pool    capacity    expansion  No   changes    proposed    to 
apent    fuel    pool    cooling    sys    in    conjunction  w/efforta    to 
Increase    spent     fuel     storage    capacity 

EARLY.P    J        Poiuor    Authority    of    the    State    of    Neu   Vork         6O/04/01 
IpP 

6001250032   Forwards    800128   t>    0211     Itrs    to    GE    re    proposed    control     rod 
drive    sys    mods     related    to    elimination    of    cracking.     in    return 
line    noules    Mods    should    Tint    be    performed    prior    to    issuance 
af    NUREQ-0619.  scheduled    for    Apr     1980 
IPPOLITO,T   A          Operating   Reactors    Branch    3         90/01/07         2f>p 

BQO4130364   Responds    to   NRC   800201     Itr    Receipt    of    equipment    associated 
in/ays    for    direct    indication   of   relief   valve    discharge 
delayed    until    00041  1    Deldy    caused    bi;    problem  u/o-utput   relays 
uncovered    by    BiW    Installation    completed    by    B00601 
EARLY.P    J         Power    Authority    of    the    State    of    Neu    Vork         60/04/QB         lp 

8004170064   Forwards    fee    for    B00202    application    for    Tech    Spec    changes 
re   primary    containment    isolation  Fee   paid    under    protest 
EflRLY,  P    J       Pouer   Authority    of    tha  State    of  Neu   York         60/04/11         lp 


DOCKET   90-332  BAHNHELL  REPROCESS1NO  PLANT 

Q      Inspection   reports,     IE   Bulletins    V   correspondence 

BQQ4240326  Forward!    IE    Info   Notice   60' M.     "Safety    Suggestions   From 
Employees    "   No   action   required 

P'REILLV.J  P        Region   2.    Atlanta,    Office    of    the   Director        BO/04/02 
IP 


DOCKET  30-333   JAHE8  A     FITZPATR.ICK  NUCLEAR   POWER    PLANT 
F     Stcuritu,!    medical,    emergency    fr    fire    protection   plan* 

6004070243  Forwards    Hit   of    fire    protection    review    items    for    which 
licensee    Info    ha*    btin   received 
HftLL,  R,  E        Drookhaven   National    Laboratory         BO/03/27        Spp, 

8004240167  Requests    proposed    emergency    plan    be    revised    r*    criteria 
Identified    in   vncl    per   NUfiEQ-0654  All    elements    ipecifled 
•ssential    for   adequate   radiological    emarjoncg    planning 
tPPDLITQ.T,  A,       Operation   Reactor*   Branch   3        00/03/27        16pp 

J      Insurance   &    indemnity    information 


Inspection    reports.     IE    DullO'tins    t    correspondent 


BOO4S20-I45   Responds    to    IE    Bulletin    79-18,     "Audibility    Problems 
Encountered    on    Evacuation   of    Personnel    from  High    Noiie 
Areas    "    Requests     eitentions    to    B00307    for    respons-s 
LEONARD.  J  C        Pouier    Authority    of    the   State    of   Neu   Yorfc        GO/03/14 
IP 

aOQ'tOBO'119   Advises     that    i-esponse    to    IE   Bulletin    79-37   re     loss    of 
i  riBtrumentad  I  on    non-clan    IE    ui  I  1    not    be    complete    within 
7()-ifay    period    Requests    add!    *15    days    for    response 
LEONARD,  J   D         Pauer    Authority    of     the    State    of   UBUI    York         80/02/26 


B004090125   Forwards    response    to     IE    Bulletin    79-01B    re    environ 
qualification    of    Clan    IE   equipment  Master    list    of   Clasi    IE 
electrical    components    encl    Qualification    data    outstanding 
U/o    encl 

LEONARD.J   D         Power    Authofity    of    the    Slate    of    Nem    Vorl;         00/03/03 
Zap 

6004090452  Submits    response    to    IE   Bulletin   79-27,     "Loss    of  Nnn-Clais 
IE    Instrumentation  1  Control    Power   Bys    During   Plant 
Operation    "    Mo   mods    reijuired    after   review 

LEONARD,  J  D        Power    Authority    of    the   State    of   lleui   York        80/03/04 
2pP 


8004020219  Forwards   Endorsements    44  (,  43    to    NELIA  Policies   NF-20B  ti 
Endorsement   38   to   MAELU  Policy    (1F-77 
DEEO.F  H        Power    Authority    of    the   SUto    of    New   York        80/09/28        4flp 

P      Operating    license    stag*    documents  S<   correspondence 

B004070400  Dlscunts    NRC   761123  rea.uE*t    that    all    LWR    license*!    aisais 

higher    fission    gas    release    for    fuel    burnups   above    SO,  000 
MH-day    per    metric    tnn   Rasponses    indicat*    that   ro    immediate 
licensing    action    is    required    far    operating    reactors 
IPPOLITO, T   A        Operating   Reactors   Branch   3        BO/03/ 1O        3pp 

B004030102  Forwards    "Nuclear    Data   LinK   Spec*,"    study    of    digital 
communication    nji    to    transmit    info    from   plants    to    Btttietda 
Operations   Cbr 
EIBENHUT, D  0        Division   of   Operating   Reactors        BO/03/12        5pp. 


BOO4210334   Forwards   Uaste  Packaging    In*p   Rept   79-07A  on   791H1S-13  No 
no-ncoRipliance    noted 

SMITH.O  »       Ragion    1,    Philadelphia,    Fuel    Facility    &  Materials   Safety 
Branch         BO/03/O5        2pp 

— B00421O339   Waste    Packaging     Insp    Rent    79-07A    on   7?1212-13   No 
noncompl lance    noted   Major   area»    inspected    shipping    paper 
requirements,  DOT  placarding    requirements,  radiation    levelsi 
removafale    contamination   d   DOT/NHC   marking   t<    labeling 
POTTER,  J  P    ,     PEERY.W  W  ,    WOODRUFF,  R   L        Region    I,    Philadelphia, 
Fuel    Facility    !•  Materials   Safety   Branch        BO/Q1/1B        7pp 

90040904O9  Advises    that    IE  DulUtin   BO-05,     "Vacuum    Condition  Resulting 
in    Damage    to    ChsmUal    Vol   Control    Sys    (CVCS)    Holdup    Tanks,  " 
ua>    incorrectli|    sont    for   action  No   response    required 
QRlERiB   H       Region    1,    Philadelphia,    Office   of    the    Director 
BO/03/ 17        lp 


— B00403011B    "Nuclear   Data   Link    Specs    " 

«      Divition   of    Operatino   Reactors        HO/O2/21 


SBpp 


180 


DOCKETED  ITEMS 


80Q-IOBOS5B    Ac  k     receipt    if    SOOil2     Mr     informing    NBC    of     steps     taken    to 
correct    violatitms    noted     j  n     tE     [nsp    Rept    50-333X79-18 

SMITH,  G   H         Rev'nri    1.     Philadelphia,     F-jel     Facility    '-    Material*    Safety 
"ranch         BO/O3M?          IP 

—  B004GB026i   RcspDnas     to    UflC    SOOaiS     1  tr     re    violations    noted     in     IE    Insp 

Bept    50-333^'9-lB   CorrecM^?    actions    review    of 

administrative    controls    re    retraining    requirements     has    been 

conducted 

LEONAfiDi  J   D         Power    Authority    ot     the    State    of    Mem    York          00/03/12 

2PP 

--B0040aOS7l    Foruanja    IE    Inap    ft*pt    SO-33^/79-16    on    791312-14    t-    notice    of 
violation 

SMITH,  OH         Region     1,     f'h  i  la  d  e  t  oh  13,     Fuel     Facility    !c    Materials 
Safety    Branch          BO/02/15         2p-p 

—  B004GB0274   Notice    of     -loljtion    from     insp     on    791313-14 

*      fiegian     1,     Philadelphia.      Office    af    the    Director          BO/03/12         Ip 


IE     Insp    Rept    50-333/7<?-ia    on    771312-14    Hone  omp  1  I  ance    notad 
recordi    ipiflicated     that     tun    employees    had     not    received    annual 

THDHUS.L.   H         Region    I,     Philadelphia,     Office    of    the    Director 
CROCKER.  H   W         Region    I.     Fh  I  lai  elpli  1  a,     Fuel    Facility    I.   Materials 

Safety    Branch          60/02/12          5pp 


Forwards    IE     Info    Mat  ice    80-13.     "  I  nstrument    Failure    Causes 
Opening     or    PORV    !-    Block-    >Ja  1  .-e    "    1,'n    specific    action    or 
response    necessary 

GRIER.B   H         Region    1.     Philadelphia,     Office    of    the    Director 
Ip 


eOQ40'?QOa3   Forwards     IE    Circular    80-03,      "Emergency    Dieiel    Generator 
Lubricating    Oil    Addition    »•   Onsite    Supply     "    No   written 
response    req.uir.od 

SHIER,  B    H         Region    1.     Philadelphia,     Office    of    the    Director 
Ip 


SOG4110499   Forwards     JE     Info    Notice    BQ-I3,      "GE    Type    SD«    Control    Suiltchos 
Defective    CAM   Followers    "    No    written    response    required 
GRIEH.B    H         negJoTi     1,     Philadelphia,     Office    of     the    Director 
80/O4/02         Ip 

EJG0434O335   Forwards     IE    Jnfc    Notice    BO-H,     "Safety    Suggestions    From 
Employees    "   Mo    action    required 

CRIER.  B    H         Region     1,     Philadelphia,     Office    of     the-    Director 
BO/CH/O2         !p 


Fornraids     [E   Circular    30-07,      "Problems    H/HPCI     Turbine    Oil 
Eys.    "    No    uritten    response     iequir?d 

GRIEn.n    H        Region     1,     Philadelphia,     Office    oF    tJi  e    Dlrectoi- 
9O/01/03         Ip 

QOO411O041    Forwards    ]E    Bulletin    ftQ-07,     "BUR    Jet    Pump    fias-eiriblu    Failuro    " 
Written    response    required 

QRIER.G    H         Region     1,     Pti  i  lad  elph  1  a.     Office    of    the    Director 
eo/Q'l/O-1          Ip 


Reportable    occurrences,     LERs    (•   related    correspondence 


j   Forward's    revised    LER    79- 038/03 X-l 
LEONARD.  J   O         Power    Author  itv    of     the    State    of    New   York         BO/03/27 


— SOO403027a    Revised    LER    77-03B/03X-1     on    79061 1 .  dur  ing    cold    ahutdouin 
surveillance    rovealed    calibr    ins t rumen t    far    iiain    stgam 
tunnel    high    temp    smitcfies    could    not    be    calibr    fiauacd    by 
instrument    02-T1C-20O    dT-ift    Alternate     i  nstrumentat  1  on    used 
CHILD5,U   V         Pouer   fluthoiity    of    the    State    of    Ueu   Yori         BO/03/37 
2pp 


800403O216  For 
LEOMflRD.  J  D 
Ip 


uaids   LER    60-025/03L.-Q 

Pounr    Authority    of     the    State    of    Hem    York         BO/O3/2B 


— 9004030916   L£F)    aO-025/03U~0    on    BQ02aS,  during    normal    operation    uihllo 
conducting     surveillance    tests, average    power    reactor    monitor 
0    remained     inopeiable    uihcn    function    iiuitch    bias    returnarf    to 
operation    poiilion   Caused    bu    normal    hysteresis    effect 
CHfLDS.U   V         Pouier   Authority    of     the    State    of    Neui   Vort         BO/03/28 


-ds   LER   80-026/03L-0 
Power   Authority    of    the   State    of   Neu   York 


Torus 
PASTERt-'AK,  R  J 
IP 


--80040904-10   LER   BO-02i/03L~O   on    600307.  djrinj     ateadu    state    operation, 
drifting    low  power    range    monitor    cause-if   process    computer    to 
indicate    operation    in    e'cess    of     thermal    limits    Caused    by 
drifting    1  ou  pouier    range    monitor    '14-37Cidue    to   age 
CH1LD3.W   V         Poiuer    Authority    of    the    State    of    Neui    York         BO/04/03 
2pp 

R004140396   desponds    to    NRC    791213   request    for    addl     info    rn    loss    of 
offsitc    power    events    Tuc-    losses    of    offsite    poiiier    identified 
since    1774  No    partial    losses   ft   during    both    events,  reactor 
in    cold    shutdown 

EARLV.P   J        Power    Authority     of    the    State    of   MDU   York         BQ/04/08 
2pp 

a004l50SOS    Bubmitt    fuinmary    of    scrams    from   76090^-1231 ,  In    response    to 
NRC    request    for    moi u    recent    control    rod    failures    Cons idorlng 
overhaul    of    control    rod    drives    during    upcoming    outage 
EARLY,  P   J         PCUJBT    Authority    of     the    State    of   Neu   York         BO/04/09 
2pp 

8004220767   Forwards    LER    BO-C2V/03L-0 

PASTERNAK-R    J         Pouier    Authority    of     the    State    of   Now   Vork         60/04/17 
If 

— 9004220771    LEO    60-027/03L-0    on    300339. HPCI    uas    made    inoperable    to 
repair   pipu    support    Caused    by    need    to   repair    hangar   re   HPCI 
ays    steam   supplg    HCP!    restored    to    operable    status    In 
itandbg    motfe 

GUILDS.  W   V         Poiuer   Authority    of    the    State   OP    Neu    York         00/04/17 
Hpp 


FDriijardi     lEBifllottn    79-03A,      "I  ong  1  tudina  I     Weld    Defects     in 
SA-312,Type    30")    Stalnlots    Steel    Pipe    "    Action    r*qulr«tf 
SRIEFt,  B   H         Hegic-n    1.     Phi  lad  e  1  ph  1.3.     Office    of     the    Director 
30/04/04          Ip 

SOO-4160245   Forward!     IE    Bulletin    GO-OS.       'El  am    of    Containment   Liner 
Penetratiom  Melds    "    Written    response-    required 
QRIEn-D    H         Regi-on    1P     Philadelphia,     Office    of     the    Director 
30/04/07          Ip 

R         Pet-ladle    operating    reports    '.    related    correspond  e^nce 


Foruard«     "Radiological    Environ    Surveillance    Roptil1?79'    " 
LEONARD.  J   P         Poorer    Authority    oF     the    Sta'c    of    Neu    Yorl         00/03/2B 
IP 

--  600^070300    "Radiological    Environ    Survn  i  I  lane  e    Bcpt.1979    " 

•      Pouier   Authority    at    the    State    of   Neu   Vork         7t?/12/31        200pp- 

^004090318   ForuardB    monthly    operating     rept     For    Mar    19BO 

PASTERUAA.R    J         Pouer    fluthontu    of     the    Bfcai.e    of   New    Vork          BO/04/O2 


--  8-00>401)03aO   Monthli|    operating    rept    for    Mar     i  9BO 

ZUFELT.E        Power    Authority    of     the    State    of    Neu    Yort         SO/04YOE 
19pp 


Forwards    LER    BO-02a/O3l,-0 
PASTEfiNAK.  R  J        Pouor   Authority    of    the   State   of  New  York        BO/04/33 
Ip 

—  3004200559  LEfl    90-02B/03L-0   on   B00324,  dur  ing   normal    opnrat  ion,  loop   B   ot 
tor-us  cuoling   mas   declared    Inoperable   Caused    oy    failure    ot 
base   plate    for   hanger   H10-49A   per    IE   Bulletin    79-03 
Temporary    repair   restored    sya    to    operable    status 

CHILDS.  II   V         Power    Authority    of    the    State    of    New   York         BO/04/23 
2pp 

B004290504   Forwards   LER    BO-029/03L-0 

PASTERNAK-fl  J        Pouer    Authority    of    the    State   of   Now  York        BO/04/34 
IP 

--  6004E90511    LCR    60-Oa'?/03L-0    an   B00325,  condensate    storage    tank     leva! 
suiltch  23-LS-74A   set    outside   Tecti    Specs    limit   Event   rucurred 
one   uil    later    Caused    by   dirt    In    switch   Switch    cleaned  & 
lubricated 
GUILDS,  M  V        Poiuer  Authority    of    the  State   of   Neu  York        60/04/24 


9004S90'17A  Forwards   LER  QO-O30/03L-0 

PASTERNAK,  R    J         Power   Authority    of    tha    State    of    Neui   York 
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— SQ04S9040a    LER    BO-OSO/OSL-O    on    BOOaa?, vismal     insp    of    more    than   6,000 
electrical     Fire    seals    revealed    350    seals    missing    or 
requiring    reseating    Caused    by    initial    installation    being 
missed     In    most    cases    New    seals    uiere    installed 
CHILD8, W   v         Poiuer    Authoiifcy    of     the    State    of    New   Vork         80/04/35 


—  B0042BOQ9O   Requests     enr  1     chionology    or    saeety     injection    piping    stress 

revieu   Refs    Al  TS-F14741H2.  Hoc umenl    record     for    dockets    fop 
Oct     1978-rlar     1<?79    I,   Mar-May     1979,  respee  t 1  ve  1  y,  enc  1 
Kel(1IG,R    R         Region     1:     Philadelphia.     Office    of    the    Director 
79/O1/18         95pp 


DOCKET    50-334    QEAVER    VALLEV   POWER    STATION,     UNIT    1 

F      Security,     medical,     emergency    &    fire    protection    plant 


B004040354    Forwards    revision    to    BOO305    draft    emergency     preparedness 
plan  addressing    areas    of   NUREG-0654   not    included     In   original 
draft    Plan    mill     be    appropriately    revised    uhen    criteria 
nquiring    lead    time    are    implemented 
DUNN.C    N         Ouquesne    Light    Co         80/03/31          lp 

— B004040359   Revision    to    800305    draft    emergency    preparedness    plan 
*      Duquesne    Light    CD         SO/O4/O1         250pp 


8004150318   Formal  ds     safety    analysis    supporting    actions     taken    to 
lorrect    cracking     found     in    feeduater    sys    piping 
5CHWENCER.  A         Opeialing    Raaclors    Diaticli    1         80/03/25         ipp 


BOO4140OSO   Ad-iaes     that 
DPR-ifa    Tech    Specs 
SCHWEfJCER.A         Operating    Reactors    Branch     1 


omission    has     I  slued    enc  1    Amend    26    to   Lici 
BO/02/21?         3po 


-B00414O054    Amend    26    to    License    DPR-66   adding    condition    requiring 
secondary    mater     chemistry    monitoring    program   fr    changing    Tech 
Specs    to    prohibit    containment    pui  ge    t>y    steam    jet    air    ejector 
ays    during    hat    shutdown 
SCHMENCEH.  A         Operating    Reactors    Branch     1         80/03/39         15pp 


0      Adjudicator^    correspondence 


0004010436   Forwards    documents    re    Investigation     into    extended    outages    at 
facility    Document!    include    trial    staFf    statement    before 
PA   Public    Util    Commission,  consumer    advocate    statement    & 
CM  Dunn    testimony 
LEVIN, J   A         Pennsylvania,     State    at         BO/03/2B         54pp 


I      Financial    information 


3004070297    Forwards     1979    Annual    Financial    Hep  t,  earn  ings    statements    for 
quarter    ending    791231    t>   one-yr    Internal    cash    flom    projection 
for    19BQ   u/actual    cash    flou    For     1979 
WILSON, M  L        Pennsylvania   Pouier    Co        60/03/31         3pp 


-0004140055   Safety     evaluation    supporting    Amend    56    to    License    DPH-6S. 
"       Office    of    Nuclear    Reactoi     Regulation         00/03/2*7         4pp 


— SOQ414005S   Notice     of     issuance    I    aval  lab i 1 1 tL 
DPR -66 
SCHWENCEH.A         Operating    Reactors    Branch     1 


of   Amend    26   to  License 
00/09/39         3pp 


80O403O1O2   Forwards 
communi cation   sys 
Operations    Ctr 
EIBENHUT,  D   O         Dn 


"Nuclear    Data    LlnV    Specs,"     studij    of    digital 
to    tiartsmit    info    from    plants     to   Bethesda 


srating    Reactors 


5pp 


— S004030HG    "Nuclear    Data    Link    Specs    " 

•       Division    of    Operating    Reactors         BO/02/21 


—8004070298    Annual    Financial    Rept    1979 
»      PennBylvania   Pouier   Co        QO/03/I1 


flOpp 


B0040B0499  Submits    util    earnings    statement    for    quarter    ending    791231, 
on*-ijr    internal     cash    floui   projection    for    19SO   t>   actual    cash 
flow   for    1979  Foruiards   Annual    Financial    Rept    for    1979 
FIRESTONE, L         Ohio    Edison   Co         90/04/02         3pp 


--B004QB05Q2   Annual    Financial    Ropt    1979 
»      Ohio    Edison   Co         BO/03/19         4Bpp 


J       Insurance    k    indemnity     information 


8004330517  Forwards   cash    f  I  QUJ    statement   re   availability    of    funding    for 
annual    &   quarterly    payment   of    premiums 
CHRISTNER.n    3         Duquesne    Light    Co         80/04/10         3pp 

P      Operating    license    stage    documents   t-    correspondence 

B0042B006S   Responds    to    BOOI2B    request    for    info    re    testimony    before 
Public    UtlU    Commission   K.    forwards    LER    70-53/Q1T-0, 7B1306 
backup    rept   h    list    of    documents    on    dockets    for    Oct    197B- 
Mar    1979  tt  Mar    1979-May    1979   Request    list    enc  1 

RUBSELL,  W   T        Technical    «<   Administrative   Support    Drarch        00/G2/O5 
2pp 

--B0042B0070  Forwards    IE    Inap    Rept    50-334/70-3^    on    7B1E1B-SO  !•   notice    of 
violation 

GRUNNCR.E  J        Region    1,    Philadelphia,    Office   of    Uio    Director 
77/01/10        3pp 

—9004200099  Forwards    QA  Program    Insp    Rapt   99900509/79-03   on    790501-04    t. 
notices    of    violation  &   deviation  Summarizes    background    info 
on   related    enforcement    issue 

REINMUTHiQ   W         Division    of    Reactor    Construction    Inspection 
79/OB/10         3pp 

--aOQ4SB007B  LER   77-006/01T-1    on   770126,  hudraul  Ic    snubbars   on   faoduiater 
linei    found    inadequate    for    seitrclc    design    condition   Caused 
bv    dnign   verlfUatlon   break doum   during    const   Hanger   mods 
include    increased    anchor   bolt    siie    &  neu   hanger    additions 
MERLINS,  J   A         Duquesne    Light    Co         79/03/14         2np 

— 90042B0079   Record    of    telcon   ui/D   Ford     (l/CS)     on    790320    re    chronology    of 
NRC  activities    re    pipostress    issue 

BECKMAN,  D  A        Region    1,    Philadelphia.    Office   of    the    Director 
79/04/10        3pp 

— 9004200085  SRP, Section   373,     "Seismic   Sys    Analysis    " 

»      Office    of    hfuclear    Reactor    Regulation         HUREO-75/OS7    372 
75/11/24        9pp 


6004090264   Notification    of    800326   meeting    u/util    li   StU    in    Dethesda,MD 
to    discuss    decaij     he^t    dchEinQcr    sys     integrity    £j    operation 
required    foi    ECCS-LflCA 
U1G&INTON.D         Operating    Reactors    Branch    1         30/03/24         2pp 

SOO401O459   Foruards     response     to   NFtC    BOO  123    recjueat    for    addl     Info    re 
requ  li  ements    for    auiiliary     Feeduater    si|s    Complete    response) 
not    available    until     completion    of    enB'neering    evaluation 
DUNN,  C    H         Duquesne    Light    Co         EJO/03/25         2lpp 

3004240097    Summari;     of    800307   meeting    u/util    re    approval     of    site    for 
lono-term    technical    support    ctr   &    short-term  Lestons    Learner! 
Task    Foice    imp  ]  ejnentat  ion   plan 
WIOQINTON,  D         Opt-ratlng    Roactnrs    Branch    1         BO/03/35         4pp 

— B00434OOB9    "Corn  opttial    Design   of    Qeavei    Valley    Power    Station  Technical 
Support    Ctr    " 
*       Duquosnc   Light    Co         SO/03/04         llpp 

0004240449   Requests     d emons Ira t i on    of    qualifications    re     proposed    changes 
to    membership    for    onute    safety    committee    (•    offsite    revlecu 
commi ttee, per    ANSI     10    7-117&    requirements    Response    should    be 
submitted    uithin    30    days 
BCHWENCER, A        Operating    Reactors    Qranch    1         00/03/25         2pp 

Q004030201    For ward  a    Mar     1930    table    u/current    status    of    action    items 
re    short-term  Lessons   Learned    requirements    Horns   changed 
from    Feb    submittak     concern    emergency    power    supply 
presiurlier    heater    A.   onsite    technical    support    ctr 
DUNN,  C    N         Duquesne    Light   Co         BD/O3/31         4pp 

80O4180045   Advises     thai    800131    proposed    design    basis    r*    addl    smoke 
detectors    for    control    room  4    l-h    fire    laled    barrier    meet 
guidelines    &   are    acceptable 
HCHWENCER,  A         Operating    Reactors    Dranch    1         BO/04/04         2pp 

8004230002  Requests    addl    Info   </   clarification    re   bypass   t   reset    of 
engineered    safety     features    as    part    of    review    of    containment 
purge    >>   ventilation    sys   at   nuclear    plants   Response    to 
Lessons   Learned    Task    Farce    Criterion    6    should    be    included 
SCHWENCER.A        Operating    Reactors    Branch     i         BO/04/04          4pp 

GOQ41104B2  Discusses    basic    parameters    of    reload    design    for   Cycle   3  & 
review   of    safety    b    operational    aspects    of    reload    design    btj 
Uesti nghouse 
DUNN.C   W        Duquesne   Light   Co        80/04/07        3pp 

BO04300162   Grants     relief    from   A5ME   Section    XI     inservicB    insp 
requirements    Forwards    Amend    37    to   OL  Relief    shall    ramaln    in 
effect    until    revoked    by    NflC    or    until    end    of    120-month    period 
beginning   7fc0930 
SCHWENCER.A        Operating   Reactors    Branch    1        80/04/O7        4pp 
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--8004300160    Amend    ?.?    to    License    DPR-66,  d  e !  ctitig     refs     to    Table    A   4-4    fr 
App    A   Tech    Specs    Waive!    requirements    for    visual    &    iurface- 
or    v  o-l  urn*  t  r  ic     inservice     ins  pi    eiamnatinn    of     cladding    nr 
reactor    vessel     head    Revised    pages    enc  1 
SCHWENCEfi,  A         Operating    Peat  lor*    Branch     i         30/04/07          llpj> 


8004090009   Rnquests    eiteniion    until    800331    Far    response    to    IE    Bulletin 
79-010:   Items    1,2    '•    3   Station    shut    tfouin    for    refueling    f,   mods 
DelaiJ    would    not    cause    undue    risk     to    safety    t.    health    of 
pub  1  ic 
DUNNiC    IJ         DuquesiiB    Light    Co         BO/O2/29         Ip 


—  0004300174    Safely    e^aluition    supporting    Amend    27    to    License    DPR-e>i 
•      Office     of    Nuclear    Reactor    Regulation         00/04/07         fcpp 

—9004300183   Notice    of    granting    of    relief     from   ABKE   Section    XI     inservice 
insp    reqii  i  remant  s    *-i    i-ssuante    of    Amend    27    to    License    DPR-66 
SCHUENCER,  rt         Operating    Realtors    Brantri     1          BQ/CM/07         3p  p 


000421OE63   Foruardi    revised    Tablet     IB-1,2-1 
response    re    aui  J  1  i-ary    feedwater     sye 
DUNN,  C    M         D-jquesnn    Light    Co         aO/04/14 


3-1     to    util    B00335 


G001150321    Submits    interim    rept    re    IE   Bulletin    79-14    urauing 
verification    effort    being    compared    against    basis      nf    seismic 
reanalijsia    Results     indicated    very    good    correspondence 
between    as-built   (.    ai-instaHed     igs 
DUNM,  C    H         IJuquesne   light    Co         HO/02/29        Epp 

6OO4U0070   Responds    to    791209   t,   B00223    Itis    re    Enforcement    Conference 
50-334/79-21    Dl-scusses     responsibilities    ti   authorities    of 
general     sup  erin  tetidenb    af    pouci     stations    dept    &    director    of 
riue  lear    operations 
GRIER.B    H         fJHC    Regional     Offices         BO/03/03         2pp 


8004220594    Responds     to    fJRC    000107     1  tr    re    Qfl    requirements     for    emergenty 
dieae]    generator    fuel     ail     1-111]     implement    Reg    Guide     1     137, 
Section*    C    2    a,  C    2    t,C    2    c    t   C    2    f    during     current    refueling 
ou  tags 
DUNN,  C    EJ         Duquesne    Light    Co         SO/O-l/lfl          Ip 


ao04U01iO   Submits    rnsponie    to     IE    flul  letin   79-97    re    loss    of    class    IE 
J./ar   Noti-Clasi    IE    instiumcnt    (.    control     power    iijc    bus    during 
operation  No   mods   necessary    re   alarm  sys   !•   emergancij 
prucEdures    Sufficient     instruments    ciist    For    coolant    break 
BLTNW.C    IJ         Duduesne    Light    Co         BO/O3/04        2pp 


Inipection    loports^     1C    Bulletins    t    torresp  ornfenci 


7906010116   FOIA    request    by    UCS    for    all     documents    re    Talk    Action    Plan* 
A-flO   *.   A-41,  info    on    -seitiiut     issues    prepared     for    BGP    4    imp 
repts    for    Doaver    Valley 
WEISS.  E   Fl          Sheldon.     Harmon    d    Ueisi         77/03/19         Hpp 

B004170304   Foruarda    Public    Enforceraent    Conference    Rept    50-334/90-04 
on    BOO!  32 

GFIIEFtrB   H         Region    1.     PJ.  1  lad  e  1  ph  la,     Ofifice    of    the    Director 
BO/02/07         2pp 


Special    Public    Enforcement    Meeting    fiept    SO-334/EJO-04    on 
BOO  123  Major    areas   dtstuased    licensee   actions    pursuant    to 
79  i  2  Oi    order    modify  Ing     Licenie 

BECKMAH.  D    A    ,     MCCABE.  E    C         Region    1,     Philadelphia.     Office    of    the 
Director          3Q/O3/OS         Ipp 

8004100039   Forwards     IE    Insji    Rept    50-334/79-28   an    79121O-I4    Np 
noncomp  1  i  ant  e    noted 

MARTIN,  W  G        Region    I.    Pb  i  I  ade  1  phia.    Safeguards    Branch        HQ/OB/11 
2pp 


•-aOO«10006a    IE    Insp    Re-pt    50-3^/7V-aa    on    711210-11   No    nnncomplianc* 
notei]    Jlajoi     area's     inspected    securifcij     plsmppragra'n    audlt> 
organi  Jafcion.  (ihyi  leal    dar  r  leri  ,  1  igh  t  ing,  o-cc  ess    control    I, 
alarm    itationi    Details    withheld     (ref     I  OCFH2    790) 

DEULiH.JH         Region     1,     Philadelphia,     Safeguard*    Branch         LADUN,  R 
Rejlor    I,     Philadelphia,    Office    of    the    Director        BO/03/07        Ip 

B004070195    rtck    receipt    of    BOOI29    Itr    updating    corrective    aetion 
schedulo    rs     IE    Irtsp    Rept    SO-33Q/T>-IB 

OfiIER,D  H        Rogfon    J,    Philadelphia.    Office    at    the    Director 
60/03/26          Ip 

--800407O199    Reaponds    to    NHC    7-7126?    Itr    re    violation*    notod    in     IE    Insp 
Rept    50-334/?1?     IBfienuesta    eitension    until    B0040I     fflr 
compliance    re    Item   79-19-05 
DUNN,  C   N         Dunuesne    Light    Co         SO/01/29          Ip 

B004100347   At  k     loceipt    BT    B00213    i  tr     informing    NF1C    gp    *teps     taken     to 
correct    violation    noted     in    IE    Insp    Rept    50-334/79-26 
SHITH.O  H        Reoion    1,    Philadelphia.    Fuel    Facility    te  Material*   Safety 
Branch         BQ/02/27          Ipp 


BOOi)Ofl0159   AcV    receipt    of    B002?7    Itr    informing    NRC    of    steps    taken    to 
correct    violation    noted     In    IE    Insp    Rept    30-331/79-24 
GRIEfi.D   H        Ftogion    1,    Philadelphia,     Office   of    the   Director 
BO/03/11          Ip 

— -800* 040 16 5    Responds    to    INflC    300201     Itr    re    violations    noted     In     IE    Insp 
Rapt    50-33*1/79   24   Corrective   actions    plant   maint   manual. 
Chapter    1, Section   A  7    revised    to    insure    that    current 
procedures    available    far    safety-related    activities 
BUNIJpC   N         Duaiiesne   Light    Co         BO/02/27         5pp 

— 600-1040168    Foruardi     [E    Insp    Kept    30-334/79-34    on    791 105-09.  1  l-2i   b 
1203-H   !.    notice    of    violation 

DRUHNER.E    J        Region     1,     Philadelphia,     Reactor    Operations    Nuclear 
Support   D ranch        QO/G2/01        ?pp 

--30040^0170  Notice   of  violation   from    insp   on   791105-09,11-26   &    1203-14 
•      Region     1,     Philadelphia,     Office    of    the   Director         00/01/30         3pp 

"BOQ40'!0177    IE    Insp    Rept     50-334 /7<?-34    on    791105-09,11-26   b    1803-14 
Noncompl iance   noted    use    of    unapprovod    data    for    callbr    of 
reactor   protection    instrumentation 

UECKMAN,  D   A       Region    1.     Philadelphia,    Office   of    the  Director 
F1CCADE.EC         Region    1,     Philadelphia.     Reactor   Operatf  oni    Nuclear 
Support   Branch        QO/OI/3O        22p  p 

8004110009   Ack    receipt    of    300329   Itr    requesting    e>t«niion    of    IE 
Bulletin    79-OID    data    submittal     date   nequeit)    24-h 
notification    of  anij    deviation    from  understanding    that    Info 
uitl    be   completed   bij   BOO 33 1    !<   received   no    later    than   BO 04 03 
GFUER.D  It       rtogian    1,    Philadelphia,    Office   of    the   Director 
BO/03/ H        Ip 

600115026-1   Forwards    1C    Info    Notice  SO-13,     "Instrument   Failure    Cauiei 
Opening    of  PORV  !•  fllocr    Valve    "   fJo    specific    action   or 
response    neceisarg 

QRIEfl.B  H       Region   1.    Philadelphia,    Office   of    the    Director 
BO/03/31         Ip 

BQOa0900<la  Foruards    IE   Circular   30-05,     "Emergenci)   Dieitl   Generator 
Lubricating    Oil   Addition    t>   On»lte    Supply    "   No  urlttan 
responie    required 

Gf)IEfi,D  H        Region    I,    Philadelphia,    Office   of    the   Director 
BO/01/01         Ip 


-8004100393  Responds    to   NRC    B001 18    Ur    re   violation*    noted    in    IE    Insp 
Rept    30-33'l/79~24   Corrective    attions    tijpe    of    respiratory 
equipment    cited    I  n  violation   h-ai    been    removeil    from    general 
iisui 
DUNK,  C   N         Duquesne    Light    Co         00/03/13         3pp 

-B004100373   Forward*     IE    Insp    Rept    90-33-1/79-26    or.    791126-29    fc   notlc.    at 
violation 

Sr1ITH,G  H        Region    1,    Philadelphia,    Fufl  1    Facility    fc   Matrrials 
8af»ti)    Dranth        BO/frl/lfi        2(,p 

-B0041003B3  Notice   of   violation    from    imp    on    79112A-29 
*      NRC  Regional    OFfice*        80/O1/1 I         Ip 


e004110131    Forwards    IE    Info   Notice  80-13,     "OE  Typo   BUM  Control    SuitchM 
Defactive  CAM    Follower*    "    No   urlCten    response    requlriil 
OniER.B  H       Region    I.    Philadelphia,    Office   of    the   Director 
BO/04/02        Ip 

3004340302  Foruaidi    IF    Info   Notice   30-14,     "Saftty   Suggestions    From 
Employees    "   No   action   required 

CRIER,  SH        Region   1,    Philadelphia,    Office   at    the    Diraetor 
BO/04/02        Ip 

Q0041HO-I4V  Forwards    IE  Cireular   90-07,     "Problems   H/HPCI   Turbina    Oil 
Bi;s    "    No  written   response    required 

ORIEFt.D  M        Region    1,    Philadelphia,    Office    of    the    Director 
80/0-1/03        Ip 


-6004100391    IE  Insp    Rept    30-33-1/79-26  on    791136-29  Noncomp  1  latite    naUd 

cc-ntrari)    to  procedures,  respira tors  iisued    to   personnel    not 

on    training  list 

THQNUS.L  H  NRC   fiegional    Offices  OO/01/11        App 


a004230400  Forward*    IE  Bulls  tin   79-03A,     "Longitudinal    Meld    Defect)    in 
ASME  S(V-3]3.Tgpe  304   BtaiTilesi    Steel    Pipe    "  Action  i-tquired, 
OR  I  Eft  uD  H       Region   1,    Philadelphia,    Off  led    at    the   Director 
80/Ot/O'l        Ip 
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80041B0144  Forma rtls    IE   Bulletin    SO-QB.     "Eiam    of    Containment   Liner 
Penetration   Welds    "   Written    response    required 
GRIER.B   X        [legion    1,    Philadelphia,    Office    of    the    Director 

ao/04/0?      ip 


R      Periodic     operating    reports    t     related    correspondent 


8004030196   Forwards     "NPDES    Discharge    Monitoring    Rept    for    Fab     1980    " 
HaORE.Q  (J        Duquesne   Light   Co        6O/O3/31         Ip 

— 8004030197    "NPDES   Discharge    Monitoring    Rept    for   Feb    19SO   " 
»      Duquesne    Light    Co         80/O2/29          12pp 

8004070277   Forwards    "Rept    of    Facility    Changas, Tests    d   Ejperiroents    for 
1979    " 
WODLEVER.E   J         Duquesne    Light    Co         BO/03/31          Spp 

— B004070280    "Rept    of    Facility    Chang  es,  Tes  ts.    i    E»perlmant5    for    1979    " 
*      Duquesne   Light   Co        80/03/31         8pp 

B004510261    Forwards    "Dffsite    Dose    Estimates    -   Third    fc  Fourth    Quarters, 
1979    " 
DUNNiC   N        Duquesne   Light  Co        BO/04/15         Ip 


G004140329   RO   80-22/OIT 
loss    of    RHR    f  loin    occur 
Operating    procedure    ch 
flou    increase 
MERLINS,  J   A         nunuesne 


on   800407, during    operational    Mode    5.  compli 
anged     to    require    venting    RHR    during 


Light   Co         BO/04/OB         2pp 


B0041403S1    RO   BO-Q22/OIT    on   B00407-  W/p  lant    In    operational    Mode    5   H/ 
9  team    generators     drained    >,   RCS    level    at    mid    span    In     loops, 
complete    loss    of    RHFt    flow    occurred    uh  1 1  e    attempting     to 
Increasn    flou   Pumps     vented    *•    transmitter    calibr    checked 
A         Ujquosne    Light    Co         80/04/OB         2pp 


B004130316   For 
UEfiLINQ,  J    A 


uards    LERs    80-01  7/O1T-O,  BO-01S/01T-0 
Duquesne    Light    Co         80/04/08         2pp 


30-O19/O3L-0 


—8004150529   LEfl   SO-O17/01T-0    on    B00326, reana lys i s    of    seismic    pipe    stress 
of   main    steam    piping     inside    valve    house    for    ODE    long-term 
criteria    shouetfiifor    some    c  ond  it  i  ons,  alloiuab  I  e    stress     Level 
may    be    Biceeded1    In    header;    ror    main   steam   relief   valves 
UERLING, J   ft         Duqiresne    Light    CD         GO/04/OB         2pp 

—8004130534    LER   60-0 18/01T-0    on    800326, plant    operators    were    testing 
temporary    fire    pump    when   section    of    fire   main    Failed    Caused 
by    piping    failure    Failed    section    oF   piping    replaced 
UERLING.  J   A         Duquesne   Light    Co         30/04/08         2pp 


—9004210366    "Offiite   Dose  Estimates    -  Third    &   Fourth    Quar  top  s,  1979 
*      Duqoesne    Light   Co        BO/O-l/15        2pp 

600429035-1   Forwards    monthly    operating   rept    for    Mar    1  9BO 
DUNN.C  N        Duqueine   Light   Co        GO/04/2S        Ip 


--B004290355  Monthly    operating    rapt    for    Mar    19BO 
H        Duqueene   Light   Co        00/04/02         Ip 


6      Reportable    occurrences,    LERs    &   related    correspondent  e 

BOQ4220084  PND-77-143  Pacific   Pump    Co   supplied    Facilities   u/produc  tion 
lot   of   40   pumps    mfg    using    shafts    made    of    inferior    matl 
Cause   unstated    All    utils   w/pumps   uierg    notified   NRC 
hiadquartars    notified    an    770012 
WHITT.K  W        Region   H,    Atlanta,     Office    of    the    Director         77/03/12 


8004020002  RO  80-12/01T    on  800312.  otil    informed    of    noncompllflnce    re 
channel    check    not   performed    since    Jul    1976   Caused    by 
deletion    of    requirement   Surveillance   reinitiated   &    further 
chects  will    be   made    during    startup 
WERLINO,  J  A        Duquesne    Light   CD        GO/03/12        Hpp 

8004820397  140  80-02S/01T   during    tank    mod    pro  joe  t,  f  i  e  Id    engineers 
reported    that   weld    on    12-  inch    nonle    penetrations    to 
rifueling    storage    tank    does    not    conform  w/nanufacturer 
design  Cause   unstated    Addl    penetrations    being    checked 
UERLINQ.J  A        Duquesne   Light   Co        BO/03/16         Ip 

8004030198  FID  80-  17/0  IT   an  B00336,  5&U  advUeri    that   reanalyils    of 
seismic    pipe    stress    on   main   steam   piping    Indicates    that    for 
certain   ODE   condl  tionsi  long-tarm   criteria   allowable    strati 
livtls   may    be    exceeded 
WERLINO,  J  A        Duquesne   Light  Co        00/03/36        2pp 


--B004190545   LER   BO-CM  9/03L-0    on    B0031O,while    steam   f 1 ush  ing, crac k    found 
in   channel    head    of    liquid    uaste    evaporator    bottoms    heat 
eichanger   Caused    by    equipment    f a  1  lure,  probab ly   due    uo 
chloride    stress    corrosion   Sleeve   welded    over    channel    head 
WERHNQ'  J  A        Duquesne   Light   Co        BO/04/08        2pp 

BOO4230317   RO   BO-022/Q1T    on   6001O7,  comp  I  ote    loss    af   RHfl    flnui    occurred 
when    plant    operators    were    attempting    to    increase    RHR     floui 
frnm    1,000   gpm   to    6,000   gpm   Operating    procedure   was   modified 
to   require    venting    at    all    tijnos    during    evolution 
UERLINO,  J  A        Duquosne   Light    Co        80/04/08        2pp 

B004170223  RO  BO-Oa3/OlT   during    operational   mode    5.u/steam   generators 
&  RCS    level    at  mid-span    In    1  oopsi  comp lete    loss    of   RHR    flou 
occurred   while   plant    operators    ware    increasing    heat 
exchanger    flooi  Procedure    rewritten 
UERL1NQ,  J   A         Duquesne    Light    Co         BO/04/il         2pp 

B00433020B   RO   BO-O23/O1T    on   Q0041 1,  ui/»leam   senerators    drained    tt   RCS 
level    at  mid-span    in    loops> c omp lete    loss   of   RHR    flou 
occurred   Cause   under    investigation   Problem  may    be   connected 
ui/def  ic  lencij    in    as-built    piping    layout 
WERLINO, J   A        DuquBine   Light   Co        SO/04/ II        2pp 

80042403BS   RO   SO-OS9/O1T    during    tank    mod    pro  jec  t,  f  I  eld     engineers 
reported    that  we  1 S    on    13- inch   nonle    penetrations    to 
refueling    water    storage    tank    does    not   conform  ui/manuf atturer 
design   Addl    penetrations   are    being    checked 
WERLI(JO,J  A        Duqueine   Lifiht   CD        80/04/16        2pp 


8004290503  Forward*    LER   BO-022/01T-0 

WERLINO,  J   A        DuquBine   Light   Co        BO/04/22 


2pp 


8004030191    RO  BO-1B/01T    on  80032>i(  during    partabl*    fire    pump 
lurveillancB    teitisectlon    of    fire    main   failed    During    pump 
testing    lyii  pressure    uas   maintalneil   ui/dlf  f  Icul ty   Caused    by 
ruoturi    in    fire   main   header   Rupture    isolated, »ys   restored 
WERLINO,  J   A,        Duqueine    Light    Co         80/03/27.        Spp 

8004070341    Forward*   LERs   80-OI2/01T-O  &   00-01A/O3L-0 
WERLINO/ J  A        Duquesne   Light  Co        80/O3/31         Spp 

— 8004070346  LER  80-OJa/OiT-O  on   B0031S,  emergency    shubdauin    panel 
autillary    feedwatar    Clou    Im-trumentatlon    reading*   were 
delitid    from   surveillance    testing   C*U»ad    bg    meter    reading 
zero    In    standby 
WERLINO,  J  A        Duquesne   Light   Ca        80/03/31         Ip 

—8004070373  LER   BO-016/C3L-0   on  80031 1,  ulh  i  1*    tasttna    battery    charger 
ac    input    breaker    tripped   Caused    by    loose    control    wiring 
Loot*   uiirx    resolderad 
HERLINO,  J  A        Ouquesne  Light    Co        89/03/31         IP 


0004110303  RO, on   800225.  two    frequencies    on    peak    thocfc    annunciator    lys 
actuattd   visual    alarms    Cause    unknown  Problem  U/70M    (QBE) 
visual   *l*rmi    may    have    bean   caused    by    reed    twitches    or   alarm 
clrcultrg    Investigation    is    continuing 
HERLINO.  J  A        Duquesne   Light   Co        00/04/03        3pp 


184 


DOCKETED  ITEMS 


V      Operat 


600-1070046    Denies    util     B00304    request    for    aim  in  i  s-tei-  ing    written 
eiairinat  i  ons    uik     of    810516   *s     delaying    oral     operating 
eiafliriat  ions    until     Ju  1     ]  tJHO    due    to     lack     of    reactivity 
man!  p  ula  1 1  irns 
COLLINS. P    F         Operator    licensing    Branch          BO/03/ 19         ?pp 


B0042B02i9  Responds    to    UltC   SOO'llO    Itr   requesting    that    info    re    use    of 
NlMEIt    750    be   provided    by    800530    Technical    basis    for    use    of 
NUKEM    750   as    qualified    caiilk    I equested    from   Ameron    Info    will 
not    be    available    bi)    flOOSIO   SubmiUal    eipacted    300730 
UHflIG,n    E        Florida    Pouer    ',   Light    Co         00/04/32         lp 


0      Inspection   reports- 


Bulletins    1    correspondence 


DOCKET    50-335    ST      LDCIE   PI  AMI,     U'JTT    1 

F      3eciirity-     medical,     emerjency    >•     fir*    protection    plans 


S004O9Q34-I   Faruarils     IE    Bullatin   30-03.     "Loss    of    Charcoal    From    6td    Tgjie 
1  [r  Two-Inch ,  Tray    Acfsorflei     Cells    "    Action    required 

0'neiLLV,J   P         Rec-ion    2.     Atlanta,     Qrfice    of    the    Director         BO/09/06 
2pp 


B004070279   Notifies    of     intention     to    use    Kerite    cat,  1  e    In    underground 
duct    bank     sys     For    I  ep  1  acemertt    of    etiiting    cross-linked 
polyethylene    cafrles    S    mods     to    eiistin^    s-ijs    NHC    approval     of 
Kerite     for    use    on   Unit    2, also    applies     to    Unit     L 
UHR-IG,  R   £         Florida    Power    fc    Light    to         ffO/03/31          2pp 

600414023'?    Informs     tftat     t  h  er  ma  1  /rule  -of-r  i  sc     fire    detectors,  instead    of 
automatic     early    luarmng     fire    iJ  e  tee  tors.  iui  1  I    6e    used     to 
Implement    Section    3    13   2    of    safety     evaluation    SLPppor  t  i  n.fl 
Amend    53    to    License    DPfi-67 
UHRIG.R    £         Florida    Power    '•    light    Co          30/04/09          lp 


1       Financial     information 


BOC41S040.6   Foi  wards    Annual    Financial    Rept    1<?79 

UJWfG.R    £         Florida   Pouter    *•    Light    Co         30/04/08          lp 


60Q410017B   Forwards     IE    Insp    Rept    50-335/80-03    on    BOQ122-34   No 
noricomp  1  lance   noted 

LEWIS, fi    C         Region    2.     Atlanta,     Reactoi    Operations    Nuclear    Support 
Branch         30/03/11         3pp 

--B004100162    IE    Insp    Rept    50-335/BO-03   on   200122-34   No    none omp 1  lance 
noted    Major   aieas    inspected    small    break    loss    of   coolant 
procedures   h    training    '-'    follomup    on    praviauslg    Identified 
items 

WJHGHr-C    H        fiBgion    2,     Atlanta,     Reactor    Operations    Nuclear    Support 
Branch         JOHNSON,  A   H    ,     MCHErJRV,  T    J        Region    2,     Atlanta,     Office    of 
the   Director         BQ/03/19         6pp 

a-00'lSBQ233   Forwards    IE    Insp    Ropt    30-335/BO-OS   on   000219-22   No 
noncomp 1  lane  a   noted 

LEWIS,  R    C         Region    2,     Atlanta,     Reactor    Opeiatlons    Nuclear    Support 
Branch          BO/03/10         2p p 


— 8004150-111    Annual    Financial     Rept     1971 

*      Florida   Pouer  fe  Light    Co        BO/02/OB 


72PP 


P      Op  Brat  ing     license    stage    documents    !•    correspondence 


Forwards    "Nuclear    Data    Link    Specs,"     atuilu    of    dlolbal 
comraun 1  cat! on    sys     to    transmit     info    from   plant!    to    Bacbesda 
Oparatians    Ctr 
EIBENHUr,  D   0         Divnion    of    Doerating    fic-actippi         aO/03/'J2         5pp 


— St>0403011B    "Nuclear    Data    Lint    Specs    " 

«      niviaion    of    Operating    Reactors,         60/02/21 


28ff 


BOD4110510    Provides    add  I     info    re    imp  1  t-mentat  ion    of    requirement*    set 
forth    in     Item   S    1    7s    o  f    MUREG-057S    Requests    rcspoono    liij 
BQQttQl    indicating    commitment     to    install     saf  etij— g  rade    lys 
prior-    to   B1O101 
EIBENHUT,  D    Q         Division    o-f    Operating    Reactors         60/03/27         2pp 

0004I401BO  fiequasts    re^apons*    Co    otic  1    Less.ons    Learned    Task   force 
Category    A    i  terns     from   80032-1    t,   95    review   6ij    300401     Schedtilp 
for   qualification    of    valve    position    indication   circuits 
should    b-e    provided 
REIO.fi    W         Cperatino    Reactors    Branch    •!         60/03/37         5pp 

90041SOJ31    Forwards    Elrt    supporting    amend     to    License    DPfi-i7,  de  1  e-ttng 
certain    mater    quality    requirements    t,    revises    ETS   pages     for 
Sectlont    3    1    •),  App    H 
LEAR, 0         Environmontal    Spec  la  lists    Branch         BO/04/01          2pp 

— BO04ISO131    EIA    supportinj    amend    to  License   JJPR-67,  dslet  ing    certain 
liJafcur    quality    requirements    from   f\pp    a    ET8 
*      Office    of    Nuclear   Roactor    fiec-ula61on         SO/04/01          ]2pp 


—8004380241    IE    Insp    ftept    5O-335/BO-02   on   B00219-22   No    nonco/npl  iance 
noted    Major   areas    inspected    operations    revi  eu,  fac  1 1  i  tu, 
tourSpLER    review   4     IE    bulletin    review 

MARTIN, R   D        Region    2,     Atlanta,     Reactor    Operations    Nuclear    Support 
Branch         DYER,  J   A    ,     ELFtOD,  S   A         Region   2,     Atlanta,     Office    of    the 
Director         00/03/07         4pp 

&004230537   Forwards    rssponse    to    IE    Bulletin    BO-03,     "Loss    of    Charcoal 
from  BTD    Type    II    Two-Inch    Tray   Adsorber   Cells"    In-house 
tyi    have    shDiuri  no   screen   sagging    or    charcoal    loss    problems 
3-inc«    installation    In    1 976   according    to  periodic    testing 
UHRIO,n    E        Flop  ida    Pouer    t.   Light    Co         90/03/36        3pp 

8004190517   Forward*    IE    Info   Notice   BO-12,     "Instrument   Failure   Causes 
Opening    of   PDRV   t   Uloct    valve    "    No    specific    action    nr 
response    necessarif 

Q'fiEILLV,  J   P         Region   2,     Atlanta,     Office    Df    the    Dlrectnr         00/03/31 
Spp 

ao010HO619    Furiuards    IE   Circular   90-05,     "Emergency   Diesel    Generator 
Lubricating    Oil    Addition   '«   Qnsite    Supply    "    No   urltten 
respanso    required 

O'REILLYi J  P        Region  3.    Atlanta,    Office   of    the  Director        80/01/01 
3pp 

8OCH150QB1    Forwards    IE    Info   Motice  90-13,     "GE   Type   SBM  Control    Switches 
De'fectivB    CAM   Followers     "    No    specific    action    or    rasponae 
required 

O'REJLLY.J   P         Region   3,     Atlanta,     Office    of    the    Director         SO/04/OS 
2pp 

800-1340260  Forwards    IE    Info   Notice   BO-14,     "Safety   Suggestions   From 
Employees     "    No    action    required 
d'REILLY.J  P        Region   S,    Atlanta,    Office  of    the   Director        BO/04/02 


— B004I50156   Pevised    Section    S   t-    4   £T8    pages    for    License    CPR-67-  del  e  ting 
certain   mater   quality   renuiiements    ffom   rtpp    J) 
•      Florida   -Power    &   Light   Co         8O/04/OI          4pp 

S0040B03B6    Reeponds    to   NRC    300327    Itr    r  t    Lossoni    Leai-neil    Task    Force 
short-tern  requirements   Forwards    info    re    valve   petition 
indication,  instrumentation    For    inadequate   core    cooling, 
containment    isolation  '-  au.  i  I  lai  y    Peeduater    flow    Indication 
LHfilO.R   E         Florida    Poiuer    t-   Light    Co         SO/04/03          IBpp 


6004180321   Forwards    [E  Circular   BO-07,    "Problems   U/HPCI    Turbine   Oil 
Bys    "    No   uiritten   response    required 

O'REILLY, J   P        (leolon    2-    Atlanta,    Office   of    the   Director        BO/04/03 
2pp 

8004330)65   Forwards    IE   Bulletin    79-03A    "Longitudinal    Ueld    Defects    In 
AS  ME   8A-312,  Type    30'1   Stainless    Steel    Pipe    "    Action    required 
0'REH.LY.J   P         Region    2.     Atlanta,     Office    of    the    Director         BQ/04/O4 


004190341   Foulards   application    for    r-eneual    of  WPDES  Permit 
FL0002308 
UHRIQ.R  E        Florida    PouJer   t   Lioht    Co        BO/O4/03         1  lOp-p 


Foriuards   propoied   Tech.   Spec    changes,  Jncraas  ing    combined 
secondary   containment    Bypass    leakage    rstas    b    intake    of 
outildB    air    into    contro-1    room 
UHRIO,R    E         Florida   P^uer    &   Light    Co         80/O4/1B         app 

B001230064    Proposed   Tech    Spec    c  hanges,  i  ntnaslna    comhinfliJ    second 
contaJnmant   bijpass    leakage   rates   rf    intake    nf   outside  jir- 
into   control    re-am 
•»      Florida   Pouer    6  Light   Co        BO/04/IB        Bpp 


BOQ41H0417  Forwards    IE  Bulletin  BO-09,     "Eiam  of   Containment   Ltner 
Penetration   Weldt    "   Written    responsg   required 

Q'REILLV.J   P        Region   a,    Atlanta-    Office   of    the   Director        80/04/07 
2pp 

8004300577  Updates  800304   response    to    IE  Bulletin   79-01B,     "Environ 
Qualification   of  Class    IE   Eq,ui  pment    "    Info   re    Item  7  a   luill 
be    forwarded    by   B00601    Info   re    Item  7   b   mill    be    forwarded 
iii]    B00731 
UKFtlC.R    E         Florida   Power    &   Light    Co         BO/04/09         lp 


DOCKETED  ITEMS 


R      Periodic     operating    reports    I     related    cor respondenc 


BOQ424036S   Forwards    monthly     operating    repts     for    Mar     197B 
SCHMIDT. A    D         Florida    Power    (•    Light    Co          7B/04/Q7          Ip 


—6004310374   Monthly    operating    repts    for    Mar    1970 

CMILSOH,  V    r         Florida    Poiuer    >•    Light    Co          78/04/06          13pp 


900424044B   Forwards    monthly    operating    re-pis     for    Apr     1"?7B 
SCHMIDT. A    D         Florida    Pouor    J-    Light    Co,         78/03/Oi          Ip 


—6004240432   Monthly    operating    repts    for    Apr     1978 

CHIL60M,  V   T         Florida    PDIUBT     >>    Light    Co          7B/O5/06         9pp 


800424035O   Forwards    monthly     opeiating    repts     for    May     197B 
SCHMIDT. A    0         Florida    Power    r     Light    Co          78/06/03          Ip 


— BO042403S6   Monthly    operating    repts    for    May     1970 

CHILSQN.V   T         Florida    Power    '•    Light    Co          78/06/03          13pp 


0004240470   Forward B    monthly     opeiating    repts     for    June     1970 
SCHMIDT,  A    D         Florida    Power    I>    Light    Co          70/07/01  Ip 


— BQ04240474    Monthly    operating    reptE    for     June    1770 

CHILSOtJ.V   T         Florida   Power    «.    Light    Co          7S/07/01  14pp 


3004180524   Foruaids    montnly    opeiating    repts     tor    Jan    1980 
SCHMIDT. A   D         FloinJa   pauicr    >     Light    Co         80/02/09          Ip 


—  BOO41B052B   Motit-hlrj    operating    repts    for    Ja 
CHILSON.V    T         Florida    Powei      '.    Light    Co 


1950 
BO/02/09 


3pp 


80O4180529   Forwards    monthly    operating    repts    for    Fed     1960 
SCHMIDT,  A    D         Floiida    Pouior    ',    light    Co         BQ/03/QB          Ip 


— SO04180530   Monthly    operating    repts    for    ^eb     I'iSO 

CHILBOH.  V    T         rioiida    Pouer    I,    Light    Co         BG/03/OB         3pp 


B0040B0257   Forwards    "1979   Annual     Dpeiating    Hept    " 

UHF1IG,  R    E         Florida   Pourr    '•   Light    Co         BO/O3/20         Ip 


— B0040BO365    "1979    Annual    Operating    Rept    " 

'      Florida    Pomer    &   Light    Co         80/02/29         49pp 


8004040425   Foi  wards     "Annual    Monr  ad  i  ologi  c  a  1    (lorii  tor  1119    Rept,  197?," 
Vols     1,2   b   3    Vol     1     summar-iies     abiotic    monitoring    for    1975 
£    Vols    2    t   3    discuss    biotic    monitoring 
UHR1C.R    E         Florida    Power    >•    Light    Co         80/O3/28         Ip 

--8004040434    "Annual    Noni  ad  i  o  log  1  col    Monitoring    Rept.  1976,  "    Vo  1     1, 
abiotic    monitoring 
*      Florida    Poiiier    !>    Light    Co          79/12/3!          42pp 


0004310455   Forwards    monthly    operating    ropts     for    Jul     1970 
8CHMIDT.A   D        Florida  POLJOT   V  Light   Co         70/03/10         Ip 


— B00424Q439  Monthly    operating    repta    for    Jul    197B 

J,  V   T         Florida   Power    *•   Light    Co         70/08/10          12pp 


000424035*7   Forwards    monthly    operating    repts     for    Aug     1970 
BCHMIDT.A    D         Florida    PouJtfr    t    Light    Co          78/09/04  Ip 


— 9004240363   Monthly    operating    ropta    for    Aufl     197B 

CHILSOH.  V   T        Florida   Poiuer   £   Light  Co         7B/O9/O4         13pp 


S004240443  Foruards   monthly    operating    repts    for   Sept    197B 
SCHMIDT,  A    D         Florida    Power    t,   Light    Co         70/10/07          Ip 


— BQ04240444    Monthly    oporating    i  opts,    for    Seat    197B 

CHILSDN.V  T        Florida   Power   t    Light   Co         78/10/07         13pp 

8004240466  Monthly    operating    rcpbi    for   Qc t    197S 

CHILSDN,  V    T         Florida    Pouer    \.   Light    Co          78/11/O4          15pp 


00042'10'i3i  Forwards   monthly    operating    repts    for   Nov    197B 
SCHM1DT.A    D         Florida   POUBT    t    Light    Co         7S/I2/06          Ip 


—80042404.40  Monthly    operating    reptj    for    Wov    1978 

CH1L30N.V   T        Florida   Poiuer    V  Light  Co         7S/12/O6         14pp 


B00424041B   Forward B    month lv    operating    repts     for    Dec     1978 
SCHMIDT,  A   D        Florida   Pouier    t    Light   Co        79/01/06         Ip 


— B004240422  Monthly    operating   repts    for    Dec    197H 

CH1LSDN.V  T        Florida   Pouor    8-   Light  Co        79/01/06         15pp 


8004230330   Forwards   monthly    operating    repts    for   May    1979 
SCHMIDT.A    D         Florida    Power    t    Light    Co         79/06/09,         Ip 


— 8004230332  Monthly    operating    repts    for    May    1979 

CHILSdN.V  T        Florida   Pouior    i   Light   Co        79/06/O9         t2pp 


8004230404   Forward E    monthly    operating    repts    for    June     1979 
SCHMIDT.A   D        Florida   Power    (.  Light   Co        7<?/O7/07         Ip 


— -8004040443    "Annual    Norn  ad  I  o  log  i  cal    Fnviron    Monitoring    Rept,  197^    " 
Vol    3.biotic    monitoring 
t      Applied     Biology,      [nc         GO/ 02 ^29         lOOpp 

— 8O0404O44B    "Annual    Noni  ad  i  o  log  i  cal    Enviion    Monitoring    Rept,  1979,"    Mo  1 
3.  b  i  at  i  c    morn  tor  1119 

*  Applied     Diolngy,     Inc         80/02/39         ISOpp 

B004090217   Foi  wards    "Annual    Environ    Radiological    tlonitoring    Rept,  "    for 
1979 
UHRIG.R    E         Florida    Power    *•   Light    Co         80/03/31          Ip 

--8O04O9O219    "Annual    Environ    Radiological    Monitoring    Rept."    for    1979 

*  Florida    Pouei     •„   Light    Co         BO/03/21          7pp 

B004I80373   Foruidrds    monthly    operating    lepta    for    Mar    1980 
SCHMIDT,  A    D         Florida    Power    t    Light    Co         80/04/O9         Ip 

—8004180374   Monthly    operating    repta     for    Mar     1980 

CHILSON.V   T         Florida   Power    i.   Light    Co         80/O4/05         ffp 

5      Reportable    otc  urrences.     LEIFIt    *'    related    correspondence 

B001E10441    PNQ-77-1/4   on   7/1003,  niti  i  1  e   conducting    routine 
surveillance    testing    at    station    ba tter I es, 125    volt    dc    bus 
10    ill  a  a     inadvertently    de-energlted    Cause    unstated    State    of 
FL   notified    1C    inspector    is    onsite 

KLINQER.Q    ,     NOLAN.  F    ,     SN^CK.J         Region    2,     Atlanta,     Office    of    the 
Director        77/10/03        Ip 

B004O20381    Forwards    RQ  335-D-80-01    re    surface    temp    rise 
UHfllO.R    E         Ploiida    Power    &   Light   Co         80/03/12         Ip 

— 8004020384    [id    335-B-BO-OI    on    80O2I2,  site    anaiv'ls    of    th  erinooraph    data 
indicated    surface    temp    rise,  in    area    of    ma  I    ocean    temp,  in 
eicess    of    5    3    F    on   B001 13   Possibly    caused    by    thermograph 
malfunction    Thermograph    returned     to   vendor 
H      Florida    Power   fc  Light  Co        SO/03/12        2pp 

B0040301A7  Ra  33S-BO-13   on  800314, mh i le   plant   was    in   cold    shutdown, 
field    leads    to    «icitors    on    both    dle«el    generator    units    were 
found    undersized    Caused    by    design    error    Field    leads    will    be 
replaced   S-   permanent   repair    studletl 
WETHY.C    11        Florida   Power   t-  Light.  Co        BO/03/17        Ip 


— 8004230490  Monthly    operating    ropts    for    June    1979 

CHILSON.V  T        Florida   Pomer   f>   Light   Cn         79/O7/C-7         llpp 


B004230321    Forwards   monthly    operating    repts    for   Jul    1979 
SCHMIDT.A  D        Florida  Power   4    Light   Co        79/OB/04         Ip 


8004090051    PNO-II-SO-042    on   800317.  uih  1  lo     investigating    wiring    overheat 
problem    in    120-volt    dc    circuit,  from   voltage    regulator    to 
fiold    of    emergencij    diesel    generator  A.  licensee    identified 
incorrect   wire    siie   Liiensca   will    replace   w/correct   wires 
ELROD.S    ,     MAHTIN.R         Region   2,     Atlanta.     Office    of    the    Director 
8O/03/17        Ip 


— - B004230326   Monthly    operating    repts    for   Ogl     197? 

CHILBON.V   T        Florida   Poiuor   4   Light  Co        79/08/04         13pp 


8004030282  Forwarils    L6R   80-013/09T-0 

8CHMIDT.A   D         Florida    Power    4-   Light    Co         BO/03/25         Ip 


3004240443  Forwards    monthly    operating    repts    for   Dct    1978 
BCHMIDT.A  D        Florida   Pouior-   (.  Light  Co        78/11/04         Ip 
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--80O4O302B5    L  ER    60-O13/U9T-O    on    QOO31 /. a ur ing     trouble     shooting    n 
inability     of    A    diese!     jenei  atcr     to    accept     full     design     load, 
dot    eicitor     leads    to    gjnsrator     Held     found    w/t»L>rnt 
insulation    Cauied    tin    firor     in    «E    installation    drawings 
SCKCPPHANIJ,  M    A         Florida    Power    f,    I   iglit    Co         8O/O3/2S         2pp 


8004210334    Fofuiardi    LtR    6Q~015>O3L-G 

SCHMlDT,rt    D         Florida    Pouei     f.    Light    Co 


--QQ0124O343   LEft    SO-01S/O.H-O    on    SO031ir  uh  1 1  e     stiutdaun,  ji  enod  i  c 
integrated     test    of     engineered     safety    feature*    revealed    10 
DG    loading     timers    out    of     tolerance,2rt   4    IB    cooling    fans    not 
starting    '.-    shield    bldg    vent    siji    not    opening 
SCHQPPKANN,  M   A         Florida    Paiuer    i    Light    Co         60/04/13          IP 


BOO424O369    Forwards    LER    BQ-O li/O9T-0 

SCHMIDT, A   D         Florida    Pouer    t     Light    Ci 


— 0604030119    "Nuclear    Data    Link    Specs 
'      Division    of    Operating    fleactors 


SO/05/21         2Bpp 


0004070266    FortPards    safety    evaluation    re    interim   actions    taken     to 
eliminate    feedujater    piping    crac  ks  i  performed    in    response 
to     IE   Bulletin    79-13 
REID.R   H        Operating    Reactor,    Branch    4         80/03/13         Jpp 


Safe  tig    evaluation    i  e    interim   actions    taken    to    eliminate 
feeduiatei     piping    crac  k  s,  fart  ormed     in    response    to    IE   Bulletin 
71-13   Repair   method,  nondes  t?  gi  1  1  vc    i-   visual     Imp    Si    inherent 
toughness    of   piping   matls    are   adequate 
»       Commission         BO/03/13         4pp 


IP 


S004070138  Notification  of  B0031E) 
disc ii65  upcoming  Cycle  4  reload 
CONNER, E  L  Operating  Reactors  Branch  4 


cting    tu/util     in    Bethesda.MD    tc 
BO/03/14         2pp 


— BO04240375   LEfi    30-01A/09T-O    on   30041 1,  fnij  ineer  ing    evaluation    determined 
that    application    of     tuio    Rosediount    Model     1153    pressure 
transmitters    rpsulteil     in    repartable     situation    Caused    by 
design    problem    Transmitter!     to    be    replaced 
SCHOPPrWNW,  «   A         Floiida    Power    >•    Light    Co         8O/04/]fc         Epp 


DOCKET    50-336    HlLLSTDNE   HUCLEAfi    PQUER    STAT  1  QW,     WIT   3 
F      Securltgi     medical,     emergericij    i    fire    protection    plans 

80040303&9   Notifies     that    Hi>C     review    of    util    Feb    l^BO    reviied 
lafaguarda    t&ntingency    plan    has    teen    completed    Forwards 
tonments    indicating    need     for    add]     info    uiithin   30    days 
Comments    JitNheliJ     (ref    lOC^Da    7VQ\ 
2IEMANW.D   L         Operating    Rea-cton    Branch    3         BO/03/11         2p  p 


8004O204Q3   Forwards    "Feaiibi 
Fa  c  1  I  i  t  g    " 
CCUN3H-,  II   O         Ncrtheast    Utilities 


Rept    on    Evacuation    of    Area    Around 
GO/03/31          2pp 


—  B004020-ne    "Fcdtibilit^    Rept    on    Evacualiom    of    Area    Around    FaciKtij    " 
One    ovsrilie    drawing    enc  I 

RQDOEriS,L    M    ,     PELL.J)    B         Storch    Engineer-s         KCLLOV,  E    J         Hortneaat 
Utiliti*!    Service   Co         BO/03/3!          SBpp 


BOO'IO<102'19   Forwards    "Basic    Safety    Rept     "    Proprietary    version    withheld 
(ref     IOCFRS    790)    Affidavit    previouslu     submitted    on    B002S7   i 
7&07S7 
COUN9IL,ll   S         Northeast    Utilities         BO/03/26         1  p 


— 900404025-1    "Uaslc    Bafetv 
«      Northeast    Utilities 


80/03/31         300pp 


8004110523  Provides   add]    in>o    re    implementation    requireinents    set    forth 
in     Item   3    1    la    of    NUREG-O57B   Requests    response    by    S00601 
indicating    commitment    to    Install    laf etu.-o.rade    sus    bij   B101O1 
EISEHHUT,D   Q         Division    of    Operating    Reactors         SO/O3/27         2pp 

a004O702'i5   Submits    info    re    direct     Indication    of   PORV   k    aafetij    valve 
positions    Recent   tfl  icusi ions   u/vendor    revealed    difficulty 
[u/SOOdOl    completion   date    Revised    date    of   completion    ID 
81040 1 
COUNSIL.K  0        Northeast   Utilities        BO/OJ/2Q        2pp 

aoOW30332  Appl  icati  on    to   amend   License    DPR-65,  in   reeponSB    to    concerns 
e  ip-resied    in   HUC   771011    1  tr    Revisions    add   surveillance 
requirement    for  auiiliary    feeduatBr    flow   test  after    cold 
shutdown   exceeding    one  month    Affidavit    encl 

COUM3IL,W   0         Nortfieajt   Nuclear    Enerag    Co       (subs       of   Northeast 
UUI  ities)        QC>/03/ai        3pp 


8004210048  Responds    to  800309    Itr    1'eques.blng    info    re    environ    affects   of 
New  England    nuclear    powei     plants   Radiation    effluent    levels 
de-termined    -bg     IOCFR30   (.   Apu     3     to    SOCFR5Q   Environ     info 
available    in     stated    LPPCE 
DALLrtRft.HL         Environmental    Project*    Branch     I          00/04/01          3pp 


in  format  ion 


--6004030390   Proposed   ravislont    to   Toch   Speci   3  7    I    2  t,  4   7    1    a.addlno 
surveillance    requirement    for   auiillorg    feeduJater    flow   teat 
after  cold    Ehutdouin    exceeding    one   month 

*      Northeast    Nuclear   Cvnorgij    Co       (sub-s      if   Northeait   Utilities) 
BO/ 03/31         Spp 

BOO 4 0803 09  Outlines   plans    for   Cycle   'I    reload    outagi    steam  generator 
imp    pfr   Amend    32   to   License    DPR-65   Resolution    of    Cycle    3 
startup    commitments    encl 
COUN3ILJJ   G         Northeast   Utilities         QO/03/31         6pp 


B004O305S7    Responds    to    NRC   8O0305     Itr    re    adequacies    of    cath    floiiis     to 
me-ct    pottlble    r  e  trD-tfis-c  t  ivs    premium    paijmo-nt*    t>    forward  i 
1<?7?   annual    rept*    for    CT  Light   t-    Pouor   Co. Hartford    Etoctric 
Light    Co    '.,   Western    MA    Electric    CD 
Q'CaMNOR.U    A         «ortNsa*t    Utilities          BO/04/01          lp 


B00407O274   Discusses    current    lntentlona    fco    submit   design    for    providing 
sampling   capacity    for   prlmarg    coolant   t<   containment    air   by 
B004a9  Utils   are   currently    nngaged    In    rinalinng    design 
details    Slight    dalay    is   required    to    optimize   design 
COUNBIL.U   O         Connecticut    Vankee    Atomic    Pouier   Co         BO/04/01         2pp 


--3004080564    Annual     Financial    Rept    1<?7? 

»      Connecticut    Light    i    Power    Co        BO/03/14        Slfy 

— 3004080681   Annual    Financial    Kept    1979 

•  Hartford  Plettric  Light  Co    SO/Q3/I4    24pp 

— 3004060590  Annual    Financial    Sept    1979 

*  LIACI-.,^    i setts    Eleciric    Co         BO/O3/H         31pp 


a00430'007B  Forwards   comments    re    technical    coniiderationi    leading    to 
recommendation!    givsn    to   uttl    at    791 lOi  meetlnB   about    iteam 
oenerator    feeduater    line   repair  Util    presentation   did    not 
provlife   conclusive   evidence    fiat    crack    had   not   groum 
DENTdM.H  n        Office    of   Nuclear  Reactoi    Regulation        80/04/04        4pp 

D004I70013  Discusses   problems   ui/imp  lementatl  nn   of   Lesions  Learned    Task 
Force    recommendation  ro    automatic    Initiation   of   auxiliary 
feetfualers    >ys    Requeiti   NRC    concurrence    u/plart   for 
implementing   requirement   during    1980   refueling    outage 
CCUNBJL.-W  0        Connecticut  Vankee   Atomic    Power   Co        COUN3IL,W,fl 
Northeast  Nuclear  Energy  Co      {sub*      oF   Narthealt   UtilitiDs) 
BO/01/ 11        4pp 


80 04 2 £036-1   Submits    Info    In  support    of   continued    operation  u/sl*eved 
guide    tubes    in   Cycle    4  Anticipates    that    negligible    guide 
tube    *le«ve   uiear   will    be   measured 

CQUN3IL,  H  0       Northeast   Nuclear   Eneroij    Co      (suba      of   Northeast 
Utilities)        80/04/19        6pp 


0      Intpe-ction   reports.     IE  Bulletins    t    corresponifencfi 


8004090131    Foruiarit)    IE    Insp  Repts    9O-313/79-20i  50-243/79-26  fc 
SO-33A/79-2H    on    7911S7-30  V    12Q3-07  No   noncompltant*    noted 
BnUhJNEfl,£  J        Region    1>    Phi  ladBlphia.    Re-actor  Opirationi   Nuclear 
Support    Branch         BO/O2/08        3pfl 
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— a004Q9013B    IE    Insp    Repts    50-313/79-20,50-245/79-26   t.    50-336/79-26    or 
791127-30   i    1803-07   No    noncompl i am e    noted    Major    areas 
inspected    OA   program    Imp  lementat  1  nn   re  OA/QC    administration, 
design   changes    &   mods   &    document    control    program 

BAUNACK,W   H         Region    1,     Philadelphia.     Reactor    Operations    Nuclear 
Support    Branch         NAPUDA,  G         Region     1,     Philadelphia,     Office    of    the 
Director         BO/02/O7          ISpp 

8004070213  Ack    receipt    of    BOO 2 04    Ur    Informing    NRG    af    steps    taken    ta 
correct    violations    noted     in    IE    Insp    Repts    50-245/77-35    ti 
30-336/79-27 

CARLSON, R    T         Region    1,     Philadelphia,     Reactor    Construction    & 
Engineering    Support    Branch         00/02/28         Ip 

—0004070218   Responds    to    NRC    BOO  111     1  tr    re    violations    noted     in    IE    Insp 
Repts    30-243/79-25   4.    5O-336/79-27    Corrective    actions    open 
trash    can   replaced   w/covered    trash    can   &    no    smoking    signs 
posted   at    entri|Uiays    to   main    control    boards 
COUNSIL.W  0   ,    FEE, IV  F        Northeast  Utilities         BO/02/06        Spp 

— SQ04Q70223    Forwards     IE    Imp    Rspts     50-345/79-25   t    50-336/79-27    an 
791105-09   f,   notice    of    violation 

CARLSON,  R   T        Region    1,    Philadelphia,    Reactor   Construction  b 
Engineering    Support    Branch         BQ/O1/11        2pp 

— SOQ4070226  Notice    of   violation    froin   insp    on   791105-09 

*     Region    I,    Philadelphia,    Office   of    the    Director        80/01/00        Ip 

— B004070231    IE    Insp    Rents    SO-24S/79-S5  !<   50-336/79-27    on   79U05-09 
Noncompl  iance    noted    failure    to    follow   house  keep  i  ng 
procedure 

KOLTAY.P    B        Region    I.    Philadelphia,     Office    of    tho    Director 
EflNETER.S    D         Region    I,     Philadelphia,     Reactor    Construction    '- 
Engineering    Support    Branch         BO/0 I/ OS       Bpp 


B004tB023t    Forwards    It   Circjlar    Bu-07,     'Pioblems    W/HPC  I     Torbine    Oil 
Sijs     "    No    written    i  esponse    required 

CRIER,  B    H         Region    1,     Philadelphia.     Office    of     the   Director 
SO/O-l/03          tp 

8004230433   Forwards    IE    Bulletin    79-Q3A:     "Longitudinal    Ueld    Defects    in 
ASME    SA-312,Type    304   Stainless    Steel    Pipe    "    Action    required 
GRIER,  B    H         Region    1,     Philadelphia,     Office    of    the    Director 
BO/Q4/C"!          Ip 

B0041B0201    Foiuiards    IE    Bulletin   BO-OB,     'E.am    of    Containment    Liner 
Penetration    Weld!    "    Written    response    tenuired 
GRIER.  B    H         Region    1,     Philadelphia,     Office    of    the    Director 
BO/04/O7          Ip 


Periodic    operating    reports   f,  related    c  on  espondencs 


S00404O20S   Forwards    annual     environ    operating    rept,     "Monitoring    Marine 
Environ     of    Lang     Island    Sound     "    Requests    rept    be 
incorporated     into    proceedings    toi     Unit    3 
CDUNSIL.U   G         Northeast    Utilities         BO/03/30         Ip 

—  6004040206    "Monitoring    Marino    Environ    of    Long     Island    Sound,"    annual 
mo  I.   1979 
»      Northeast   Utilities         BO/O3/31         lOOpp 

5001150327    "Annual    Environ   Operating    Rept,  1979    " 

*      Northeast   Utilities   Service   Co        80/03/31         lOOfip 

800422C"111    Forwards   monthly    operating    rept    for   Mar    19BO 

OPEHA,  J    F         Northeast    Nuclear   Energy    Co       (subs       of   Northeast 
Utilities)         SO/04/14         Ip 


8004090466  Forwards    response    to    IE  Bulletin  79-37   re    loss    of    Instrument 
control    power    &    effect    on  ability    ta    achieve   cold    shutdown 
Facility    has    tuio    nonvltal    buses   i    tour   vital    buset   w/alarms 
reippnding    to    inverter    trouble   tt   emergency    panel 
COUNSIL.U   0        Northeast  Utilities        BO/02/29        Spp 

0004100417  Responds    to    1C   Bulletin   79-01   Forwards    partial    listing    of 
Class    IE   electrical    sys, environ    (or   component    to   operate 
li   environ    to   uihlch    component   has    bsen    qualified    to    operate 
Submit tal    scheduled    for    docket  ins    by    800417  W/o    end 
CQUNSIL,  U   0        Northeast   Utilities        80/03/03        4pp 

B004100138  Forwards    IE    Imp    Repts    50-243/79-B9  &    SO-336/79-3Q   on 
791201-31    No   noncompl tance    noted 

BRUNNEfl.E  J        Region    1.    Philadelphia,     Reactor    "partitions    Nuclear 
Support   Branch        BO/03/03        2pp 


— BO04220113   Monthly    operating    rept    for    Mar    1980 

HOWLETT.G   H         Northeast   Nuclear    Energy    Co       tsubs      of    Northeast 
Utl  lities)         80/04/08         6pp 


occurrences,    LFRi 


related    correspondence 


B001090I1B    PNO-I-BO-043    on   Q003IB, one    truck    full     of    chlorine    rail    tank 
car   derailed    at    broken    switch    on    licensee    property   Car 
presently    located    outside   protected    area, but    is    upright, 
intact,     ),•   stable    Formulating    plans    to   replace    car    on    rail 
HElMIG.n    R    ,     BRUNNER.E   J       Region    1,    Philadelphia,    Office    of    the 
Director         BO/03/IB         Spp 


9004010407   Forwards  LER   BO-Q07/03L-0 

.  -J    F         Northeast    Utilities         80/03/27 


— B0041B0147    IE    Insp    Ropts    30-245/79-29   *   50-336/79-30   on   791H01-31    Mo 
noncomp 1 iance    noted    Major    areas    inspected    control    rooms    & 
accessible   portions    of   Unit    1    containment,  reactor, turbine, 
raduiaitti  gas    turbine    generator   b    intake    bldQS 

KEIMKJtH   ti        Region    1,    Philadelphia,    Reactor   Operations   Nuclear 
Support    Branch         ZIMMERMAN, R    P   ,     SHEDLOSKV,  J   T        Region    1, 
Philadelphia,    Office    of    the    Director        00/02/29        lOpp 

S004030261    Submits    response    to    IE   Bulletin   BO-04,re   analysis    of  PWR 
main   ite*m    Una    break    in/continued    feeduater   addition  Efforts 
art    in   progress    to    Flnallie    detail*    of   control    grade 
automatic    initiation   of   auiiliAry    feeduater    schmne 
COUNSIL,  W  0        Northeast   Utilities        SO/03/OS         Ip 

8004IS0279  Forwards    IE    Info   Notice  S0--ia.     "Instrument  Failure    Causes 
Opening    of   PORV  t.  Block    Valve    "   No    specific    action    or 
response   necessary 

OfilER.B  H        Region    1,    Philadelphia,    Office    of    the   Director 
BO/03/31         Ip 

S 00 4 09007 4  Foruiirdi    IE  Circular   60-09,     "Emergency    Diesel    Generator 
Lubricating   Oil    Addition   '/  Onsite    Supply    "    No    written 
response   rei[uirsc( 

ORIERiB   H        Region    1,    Philadelphia,    Office    of    the   Director 
30/04/01         Ip 

8004I101S6  Forwards    IE    Info   Notite  SO-13,     "OE   Type   8HM  Control    Switchei 
Defective   CAM  Folloueri    "   No   mritte^n   response    required 
ORIER.B.H        Region    1,    Philadelphia,     Office    af    the   Director 
BO/04/02        Ip 

B004E40319  Forwards    IE    Info  Notice   BO-14,     "Safetu    Buageitioni    From 
Employees    "   No    action    required 

ORIER.B.H        Region    1,    Philadelphia,     Office    of    the   Director 
BO/04/OS        Ip 


— 8O04010'117    LEH   SO-007/03L-0    on   800227,  iluclng    reactor    plant    startup, 
condon-sate    storage    tank    level    fell    below  Tech   Spec    limit    fur 
less    than   30  minutes   Caused    by    eicesilve   mater    demand    from 
bloudouin   t    regeneration   requirements 
STRATMAN,R    A         Noptheait    UtilitiBB         BO/03/27         ip 

flO.04010433    Foruiaids    LEfi    80-006/03L-0 

OPEKA, J    F         Northeast    Utilities         80/03/27         Ip 

— B00401O'I29   LCR   SO"OQfa/03L-0    an    B00310,  ui/charg  ing    pump    B     inoperable    for 
rep  1  accment. charg ing    pump   C    placed    out   of    svc    to  replace 
failed    pump    packing    Caused    by    natural    end-of-life   of    packing 
due    to    uear   Pump    packing    replaced 
•CRISCtQNE.,  J   L         Northeast    Utilities         BO/O3/37         Ip 


8004O9030H   Forwards   LEIi   80-009/03L.-0 

OPEKA, J    F         Northeast   Utilities         BO/04/02         Ip 


— 9004090391    LER    BQ-OOB/03L-0   on   800303, during    routine    af erat t onar plant 
computer    analog    Input   values    became    erratic    rendering    pulse 
counting    position    indication   sys    inoperable   Cauied    by    faulty 
analog    input   driver   card  Sys    restored 
FQBTERrER         Northeast   Utl  1 1  ties         SO/04/02         Ip 


BG041702a'V   Forwards  LER  BO-010/03L-0 

OPEKA.J    F        Northeast   Utilities        £10/04/09        IP 


— 8004170226   LER    BO-010/03L-0   on   800310, during    survel 1  lance, control 
•lercent   assembly    exhibited    erratic    position    indication   &  ua< 
declared    inoperable   Caused    b<(    Intermittent    open   conductor 
in    cable   or    connector    from  reed    switch 
»      Northeast  Utilities        BO/04/09        Ip 


S0041701*?4    Forwards   LER   80-009/03L-0 

OPEKA.J    F        Northeast   Utilities        BO/04/10 
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—B004J701IJ9    LED    aO-OOf/0?L  -O    QI    900321.  foil 

bij     pia  tuT  a  1     i 
UU1  iti*s          SO/04/10 


p  Ian  t     trip     from    1QO/ 
eaking    e  nee  s  s  I  ve  1  LJ 
d     of     life    for     pump 


pac  k ing    Pomp 


ked 


Fofuard-s    LEIR    Bu-Ot 1/Q3L -0 
OPCHA,  J   F         Noitheast    Nuclear    Energy    Ci 
Utilities!          60/04/11          Ip 


if    Northeast 


— 0004010313    "Derivation    o'    Turbine    Disc    Cracl    Grouth    Rates    "    CE 
of    Svt    end 
HA HELTON, U   3         Engineering    Branch         BO/03/21         17pp 

BQ042503B!    Foiuards    JM   S-ctimevling    E00320    affidavit    (.    five    other 
documents    re    technical     inFo    on    turbine    disc    clacking     in 
response    to    ASLAB   B00303   nemorandun    !•-    order   VEPCO    revised 
Liutten    testimony    man    *>B    reaily     in    mid-Oct    W/o    encl 
CHRISTMAN,  J   N         Hunton    (.   Williams         BO/03/21         3pp 


--300-1190404   LEU    BO-OH/UIL-O    on    aC03l3,  follouiing     full     ponier     plant     trip, 
tun    broken    saddle    cldmp    bolts    ware    found    on    hydraulic 
snubber    hanger    490008    on    MS     lead     to    HP     turbine    Causs-d    by 
fatigue    ciaciing     flue     to    high    vibiaticti    t     shear    an    trips 
"       Northeast    Nuclear    Energy    Co        liubs       of    Northeast    Utilities) 
BO/Q'l/11          3pp 

80041B0400   For-iaards    LER    60-01 2/03L-O 

QPEKft, J   F         Noitheast    Utilities.         eO/O-J/ll  Ip 

--SO041S0411    LEH    80-Q12/U3L-Q    on    £30031  A,  Aur  i  ng     routine    oouier    operation, 
hydraulic     s,nubfcer    on    hanger     49QOO1     found    ui/no    visible    fluid 
level    Caused    by     ieal     deter  i  or  at  i  oil    Sue     to    high    vibration 
Sn ubber    replaced 
CROCKETT. J         Northeast    Utilities          ao/0'l/ll          If 

BOOflSZOi/O   Forward's    LER    60-01 5/03L-0 

QPEKA.  J   F         Northeast    hue  1  ear    Energy    Co       (.subs       of    Northeast 
Util  i  tics  I          80/04/19          IP 


BQO4Q30026   Memorandum   of    understand  ing    botueen    NHC    lc   FEMA   re    prompt 
improvement    in    radiological    emei  gencij    planning 
prep; 


COSSICKil    V 
eO/OJ/02         3 


Hoard    notlfitation 
Office    of    the    Enecutive    Director    for 


Operations 


l    Petition    for    revieiu    of    ALftD-5B'l    on    grounds    of    being 
erroneous    as    matter    of     law   Eipansion    of    spent    fuel    storage 
pool     should    not    be    permitted    prior    to    cons  literati  on    of 
effects    subsenuent    to   fli     expiration    Certificate    of    8vc    cnc 1 
DOUOHERTY:J   D         Potomac    ftlliance         nOUGHERTV.  J   0         CltiJens    EnergiJ 
Forum         DdUOHEHTV,  J   H         Doughertu,     J    If         80/01/14         9pp 


H      General    coi  respond  ence 


e00409OQO6   Requosts    immed  id  te.  thai  ough    ti    intensive     Investigation    of 
util    operation    re    rate    control    Documentation    of    homeowner    kui 
usage    £    charges    encl 
ALVAREZ.K   Q         Affiliation    Unknouin         BO/02/23         5pp 


--8004220679    LER    90-OL5/u3L~O    on    800321.  FoUauinj    reactor    tr  i  p. condansa te 
storage    tanli    lave!    was    beloui   Tech    Spec     requ  i  rementi    Caused 
litj    gland    seal    header     relief     •alve    being    stuck    open, 
necessitating    use    of    auuliaru    feeduater    tgs 

STHATMAH.R    A         Northeast    Nuclear    Enei gv    Co       (subs       of    Northeast 
Utilities)          BO/04/ia         Ip 


a001B90S25   Forwards    LER    BO-013/03L-O 

OPEHftp J   F         Northeast    Huclear    Enerou    Co 
Utilities)         80/G4/1B          Ip 


of  Northeast 


— SO042B053O    LER    BO-O13/O3L-O    on    SO0320.  uih  1  1  e    moving    group    7    control 
element    assemblies    for   aiial    Ehape    inden    contra  I,  asisemb  lij    1 
dropped     into    fully     Inserted     position   Caused    b-u,    failure    of 
timer    noiliile     ir    coil     pouier    prosranimeT    rimer    replaced 
DATES. R    W         NorthCdSt    Utilities          BQ/Q*flB         Ip 


B004020400   Foruards    resuries    of    persons    holding    i  uvlsed    employment 
positions    resulting    f i am   BQ0401    mgt    reorganl lation,  to    assist 
in    revleij)    of    prnposed    Tech    Spec     changes    Also    forwards    job 
descriptions    of    positions     Info   withheld     (ref    Privacy    Act) 
STALLINSS.C   M         Virginia    Electric    I/    Pouer    Co         BO/03/31          Ip 


E       Financ  lal     information 


B0040102d'?   Forwards    Annual    Rept    1979 

BAUMp£   A         Virginia   Electric    1.   Pouier    CD         60/03/27 


—6004010275   Annual    Rept    1979 

«      Virginia    Electric    ',    Pouei     Co 


J      Insurance   *•    indemnity,    information 


32pp 


OQCHET    50-33S   UQRTH   ANWA   POWER    STATION,     UNIT    1 

F      Securltij,     msilical-     amergencij    f,    fire    piotection    plant- 


aOO'1250355  Unsigned   Amend   7    to    Indemnitij    Agreement    P.-BQ.  do  leting 
Item   3    h   substituting    ncui    inf  o.  e  f  f  ec  t  i  ve    BQ0111 

Antitrust    h    Indemnitq    Group         80/04/H          Ip 


9004030276   Notifi&s    that   NHC    initial    review   of    L>ttl    77O9O-1    safeguards 
contingency,    plan    complete   Henueits    add  1     Info    uiithln    30 
dai/i     in    order    to    complete    review    Info    requsit    uithheld 
<ref    10CFH.3    79OI 
SCHWENCEI?,  A        Opeiatinj   fieactor-s    Oranch    1         QO/02/27        3pp 


Notiries    that    revieuj   o-f    util    tire    protection    saifoty 
evaluation    ad«q.uatel>j     lerlects    can&ul  tan  t    cqnctrrns   >, 
recommendations    Concurs   u/fJRC    that    implementation   of    mods 
ui  1  1  1    be    acccp  tab  to 
DiAFiNES.R    D         Oage-Dabcocl    Asiociateep      !nc          GO/04/08          Ip 

BOO-'I14029B   Responds    to    NHC    re  HUPS  t    at   900326   &   27   meeting    for    erceroencg 
plans    revised    in   accordance    ui/NUnEG-OfiS-l    North    Anna 
emergency    plan    un!l     t>  t    EUbmittud    or,   SOOS01     Surf  4     plan    lulll 
be    submitted    on    SQ0602 
BAUM.F   A        Virginia    Electric    >f   Power-   Co        QO/04/OQ         Ip 


G      Ad  jud  1  c  atgrij    correspondent 


BD-040B04IB   Requests    all    matl    lant    to    ASLAQ    r  e    D   Swan  son    900225    Itr 
f  oruroTdlr.g    NRC    ttate«ient    on    turbine    disc     cracking    & 
continued   operationibe    sent    to    UCQ   Mat  I     Is    relevant    to   UCS 
amicui    c  uriee    1  Siue 
HEISS.S   R        Bhcldon.    Har.non   ',    Ueius        BO/03/O4         Ip 


Adviies    that   VFPCO  wi  1  I    install    devUe    to   detect    pin-hole 
:akt    from  eipanslon   j-uintsiper    ASLAD    opinion   AI-AB-57H,  Pages 
1-66   Plant    to     install     rubber     jacket    around     joint*    bo    solve 
schnic-Jl    prob  tens 
,HHESTHA»,  J   N         Hunton    ti    IJillUmi         80/03/13         2jip 

60040103)1    Re-sponie    to  A51  AD    600303  memof  andiirn  I/   order   Recent    info   re 
turbine    dl&c    cracHng    uill    not    change    NRC    estimates,    of 
turbine  nls-sile    riifcs   HOC   mill    Indicate   tuliether    change*    are 
needed   Te    tE«tlmony   Question*    Te    cracking    sent    la    licensee* 
SUA.NBOIM)  T       Huaring   Branch    1         90/03/2^        2pp 


90O4ia0232   Forwards    check    in   payment    -for    NRC    Invoice    4AB-BO   Payment 
Ditonds    Indemnity    agreement    for    OL    through    810415 
SYLVIA, R  0        Virginia   Electric    '.    Pouier   Co        60/0-1/14        Ip 


B0042903B7   Foruiards    Amend    7    to     Indemnity    A 
Item  3    re    license  numbers 
DAUM,  E  A        Virginia  EUctrlc    it  Pouiei    Cp 


reomqnt   D-BOi changing 
80/04/31         2pp 


13004300436  Confirms  SCOWS   telcon    granting    etlenslon    until    B005I5   to 
file    Info   per    guarantee   i  oqul  rornonts    sot    forth    in 
Alternative   3   of   NRC   770619    1 tr    re    implementation   o(    certain 
provisions    of    197S  amends    to    Price  Anderson  Act 
JOHNSON, G   D         Virginia    Electric    t   Pouer    Co         BO/O4/2S         Ip 


P      Operating    license    stage   documents   t    correspondence 


8004Q3Q102  Forwards    "Nuclear  Data    Link   Specs."    study    of    digital 
communication    sgs   to    tiansmit    info    from   plants    bo   Hethesda 
Operations    Ctr 
EIGENHUT, D   0         Division    of    Operating    Reactors         BO/03/ \S         9pp 

— B004030I1B    "Nuclear   Data  Link    Specs    " 

*      Division    of  Operating;   Iteactori        SO/02/21        SBpp 

0004010363  Application   fur   amoniJ    to  License  NPF-4   consisting    of 
proposed  Change    29    to  Tech   Bpeca    re    safety-related 
hydraulic    snubberi 
9TALLINGB.C   M         Virginia   Electric    &    Poiuer    Co         30/03/31         2pp 

— a00401036d   Proposed   Chonga   29   to   Tech    Bpecs   Table   374    for    safety- 
related   hydraulic    snubbers 
»      Virginia   Electric    I.  Pouer   Co        SO/03/31        6pp 
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8004030334   Forwards    addl     info    re     implementation    of    TMI-2    Lessons 
Learned    Task    Force    short-term   Category    A    requ Irements, based 
nn    NRC    onalte    revleiu 
SYLVIA, B    R         Virginia    riectnc    >,    Power    Co         80/O4/01          78pp 

80040B0631    Advises    that     info    requested     in    NRC    SQO237    Itr    mill    be 
provided    by    EQO5O9 
SYLVIA, B    R         Virginia    Flectric    4    Pouer    Co         SO/O4/03         lp 

800-1310373   Application    to    amend    License    MPF-fl.  chang  ing    Tech    Spec 
Surveillance    Requirement    4    4    9   3    1     d     io    require     testing    of 
pressurlter    power    operated    relief    valves     per    ASME 
requirements    for    Category    C    valves    Affidavit    It    fee    eric! 
FERGUSON,  J   H         Virginia    Electric    t    Power    Co         BO/04/16         3pp 

— 0004210376   Tech    Spues    Change    32,  pioposing    Ehangaa    to    Tech    Spec 
Surveillance    Requirement    4    4    f   3    1     d    to    require    testing    of 
prossuriier    power    operated    relief    valves    per   ASME 
requirements    for    Category    C    valves 
»      Virginia   Electric    t,  Power   Co        BO/O4/16         lp 

9004230519   Forwards    detailed    schedule    for    completion    of    control    room 
modi   &   training    to    familiariie    operatois    Hi/proposed    changes 
9YLVIA.D    R         Virginia    electric    (.    Power    Co         £10/04/21          5pp 

BOQ430Q472  Forwards    info    re    implementation   of    FM1    short-term   Category 
A   Lessons    Learned    Requirements    Remaining     info    will    be 
forwarded    at    later    date 
0YLVIA,i1   R        Virginia   Electric    t,   Paw&r   Co        BO/O4/2B        <Jpp 

Q       Inspection    reports,     IE    Qul latins    &    curr espondenc e 

00040903SB   Forwards    IE   Bulletin    BO-03,     "Loss    of    Charcoal    From   Btd    Type 
I  It Tuo-Inchi  Tray   Adsorber    Cells    "   AcLion   required 

0'REILLY,JP         Region    3.     Atlanta.     Office    of    the    Director         00/O2/06 
2pp 

B0040401B2  Forwards    IE    Insp    Repts    SO  330/80-02   &    90-339/BO-02   on 
800138-31    No    noncompl lance    noted 

STOHFi,  J   P         Region    3,     Atlanta.     Fuel    Facility    t,   Materials    Safety 
Branch        00/02/15        2pp 

—000-5010 194    IE    Insp    Repts    50-338/00-02   (.    90-339/30-02    on    B00138-31    No 
noncomp 1 iance    noted    Major   areas    in  op  EC  tod    solid    waste 
packaging    t,    transportation  I    follouup    of   worker    concerns 
GIBSON, A  F        Region   2,    Atlanta,     Fuol   Facility    V   Materials   Safety 
Branch        EWALD,  S  C        Region  2,     Atlanta,    Office    of    the    Dime  tor 
BO/02/13        6pp 

9004000122  Forwards    IE    Inflp    Repti    5Q-333/t?0~08    !,   50-339/00-06   on 
B00206-OB  No   noncomp 1 innce   noted 

BRYANT, J  C        Raglan  S,    Atlanta.     Reactor    Construction   t*  Engineering 
Support   Branch        00/02/25        2pp 

--8004QB0129    IE    Insp    Repts    gO-338/00-0£J   ',    30-339/00-06    on    B002O&-OB   No 
noncompl lance    noted    Major    areas    inapectod    IE   Bulletin    79-14. 
"Seismic    Analysis    foi     As~flulll    Baf ety-Related    Piping    BUB     " 
HERDTiA  R        Region   2,    Atlanta,     Reactor    Construction   d   Engineering 
Support   Branch        COMPTCIN,  R   M        Region    2,    Atlanta,    Office    of    the 
Director        80/02/21         4pp 

8004090173  Forwards    IE    Insp   Ropt    5O-33H/80-01    on   a0012?-OS01    No 
noncompliance   noted 

8TOHR.J  P        Region   2i     Atlanta,    Fuel    Facility    t<  Materials   Safety 
Branch         80/02/26         2pp 

— B004090195    IE    In*p   fiept    SQ-33B/8Q-01    on   S001H9-OBOI    No   none ompl isnce 
noted   Major    areas    inspected    nonradiological    environ 
protection   requirements    including   mater   quality    monitoring, 
biological    surveillance   &   general    ecological    mg  t 

JENKIN5.G  R        Reoion    2,    Atlanta,    Fuel    facility    fc  Materials    Safety 
Branch        hlCARTKUR.TC    ,    CUNNINGHAM,  A  L        Region   2,    Atlanta,    Office 
of    the    Director        80/02/25        4p 


1004080570   Submits    in'eiim    r?spon5e    to     IE    Bulletin    79-27,     "Loss    of 
Non-Class     It     Ins  1 1  uraen  t  a  t  ion    '    Contial    Poujer    3^9    Dus    During 
Operation    "    Operator     can    be    alerted     to    loss    of    power    by 
combination    OF    alarms    cr     mil  i  cat  I  nns     from    equipment 
STALL1NGS.C    II         Virginia    Electric    ',    pouier    Co         8O/03/07         4pp 

BOO40B0356   Subfuits    responsp    to    IE   Bulletin    79-OIB    re    environ 
qualification     of    Class     IF    equipment    Requested    Master    list 
will    be    ready     by    BDO415    Equipment    test    repts     in    progress 
Revieu    of    facility     ivc     conditions    reaay    by    800705 
STALLIN&S,  C    M         Virginia    Electric    t    Power    Co         SO/03/1B         3pp 

8004150164    Forwards    response    to    !E   Bulletin    80-03    re    charcoal    adsorber 
cells    North    Anna    charcoal    adsorber    cells     in    use    do    not    dave 
potential     far     loss    of    chaicosl    No    evidence    of    degraded 
cells    has    been    noted    duiing    recharging    at    Surry 
STALLINGS.C    M         Virginia    Eledric    %    Puuer    Co         BO/03/21         7pp 

B004110547   Forwards    evaluation    of    licensee    responses    to    !E    Bulletins 
77-06A   's    79-OdA,  Revisinn     I    plodded    by    util    79Q426, 0621!   t 
1015    Itrs    Appropriate    actions    ha"G    been     taken    to    meet 
requirements     of    bulletins 
SCHUENCERxA         Opeiatlng    Reactors    Branch     1         80/03/25         16pp 

QOO<1030aiO   Responds    to    NRC    900314    Itr    re    violation    noted     in     IE     Insp 
Hepts    SO-33B/HO-05   «    50-339/BO-04    Corrective    actions 
Procedure    1-PT-ll    revised    to    ensure    normal    surveillance 
baled    on    data     from   current    plant    status 
STALLINOB.C    M         Virginia    Electric    ',    Pouier   Co         BO/03/31         2pp 

00O41S0540   Foruai'ds    IF    Info    Notice   80-12,     "Instrument    Failure    Causes 
Opening    of    PQHV   t,   DlocV    Valve    "    No    specific    action    or 
response    necessary 

O'HEILLY.J   p         Region    3,     Atlanta,     Office    of    the    Director         BO/O3/31 
3pp 

80O40702B2   Forwards    response    to    IE   Bulletin    7<?-l3,      "Ciackino     in 
FeedwatBr    Sys    Piping    "    No    indications    of    cracking    found    in 
any     insps    performed    All     piping    supports    mere    verified 
operational    !/    In   canformance   ui/design    criteria 
STALLINQ6.C    M         Virginia    Electric    t,    Pouer    Co         BO/Ofl/01         0pp 

BOO40B0653   Forwards    IE   Circular    80-05,      "Emergency    Diesel    Generator 
Lubricating    Oil    Addition    ',    Qnsite    Supply     "    No    written 
rospcnae   required 

O'REILLY, J   fj          Region    2,     Atlanta,     Office    of    the    Director         80/04/01 
2pp 

8004150105   Forujards    IE    Info    Notice   SO-I3,     "GE    Type    BDM   Conti  ol    Sultches 
Defective    CAM    Followers    "    No    specific    action    or    response 
requ  ired 

CJ'FIEILLY.J    P         Region    2,     Atlanta,     Office    of    the    Director         80/04/02 
3pp 


fety    Suggestions    Frorr 


00O42402B4  Forwards    IE    Info  Notice   80-11, 
Employees    "    No    action    required 
CI'REILLV.J   P          Region    2,     Atlanta.     Office    of    the    Director         BD/04/02 
2pp 


8001000392  Forwards   response    to   NRC   000307    Itr    re    violations    noted    in 
IE    Inap    Repls     50-33a/BO-O9   !,    50-339/BO-07   Corrective 
actions    procedures   written   requiring    periodic    tests    of 
health    physics     kits    fc   verification    of    five    brigade    presence 
SYLVIA, B   R         Virginia    Elccti  ic    !    Powei     Co         80/01/03         3pp 

8004180299   Foruiardi    IE   Circular    BQ-07.     "Problems    W/HPCI    Turbine    Oil 
Sys    "    ND  uritt-en   res-ponse   required 

O'REILLY.J    P         Region    2.     Atlanta,     Office    of    the    Director         BO/04/03 
2pp 

0004230109   Forwards    IE   Bulletin    T)  -03A    "Longitudinal    Held    Defects    in 
ASHE  BA-312,  Type    304  Stainless   Steel    Pipe    "   Action   required 
O'REILLV.J   P          Region    2.     Atlanta-     Office    of    the    Director         80/04/04 


8004340393   Forward*     IE    Insp    Rapt*     50-338/80-07    t,    50-339/8O-05    on 
B00102-1S,  S4-S9    b    0131-0201    h    notice    of    violation 
LEWISiR  C        Region  S,    Atlantai    Reactor  Operations   Nuclear    Support 
Drtnch        80/03/03        2pp 


B0041B04O1    Forwards    IE  Bulletin  80-OB,     "Einm   of   Containment   Liner 
Penetration   Welds    "    Wntton    response    required 

O'REILLY.J  P         Rejlon   S.    Atlanta,    Pffice    of    the   Director        80/04/07 
2pp 


-8004240396  Notice    of   violation    from    i  nsp    on  800103-18,24-25  t. 
0131-0201 
*     Region   2,    Atlanta,    Office   of    the-   Director        BO/O3/ZB        2pp 

-000424039B    IE    Insp    Repfcs    50-330/80-07  «.   50-339/00-05   on   800102-18,24-25 
Ic  0131-0201    Noncompl  iance   noted    failure    to    establish 
acceptance    criterion    for    equipment    tests 

XELLOQO,  P   J        Region   3,    Atlanta,    Reactor   Operations   Nuclear   Support 
Branch        KIDD8.M  a        Region   2.     Atlanta,    Office    of    the    Director 
80/02/2B        lOpp 


8004110202   Forwards    response    to    IE    Insp    Repts    50-33B/BO-03   t 
50-339/80-03   on   000312-15  Corrective   actions    conducted    flro 
drills    during    first    quarter    of    19BO  w/improved    records 
Personnel    instructed    re    importance    of    attention    to   detail 
SYLVIA.  B  R        Virginia   Electric    t,  Power  Co        BO/04/OB        Bpp 

8001140446  Responds    to    IE   Bulletin  79-13, Ravi* ion   3,     "Cracking    in 
Feediuater   Sys    Piping    "    Feedwater    sys    piping    has    been 
«iamined   visually   ti    inspected    by   magnetic    particle   No 
nonconf ormantes    or    reportable    indications   mere    observed 
SYLVIA, B  R        Virginia   Electric   I    Power   Co        BO/04/OS        lp 
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—  S004070309   LEFi   80-024/Q3L-0    on   800304.  during    tes  t  i  rig.  h  eater     for     train 
safeguards    area    vsntilatioti    sus    filter    failed    to    energifo 
rendering    filter    inoperable   Causad    bg    dirty    He  pa     filter 
prefilter    '.    improper    location    of    high    side    sensor 
CARTWrtlOHT.W   R         Virginia    Electric    (.   Poorer    Co         80/04/02  3PP 


401    2ii   Fsr.si-si      r*jj  i  :actihi    EFHitr.t    Release   Rept   Jul-Dec    1979 
TA   LI'., 3   i     "         .'ir;inis    t  I  e  c  •  r  i  c    t   Pojfr    Co        BO/04/01         Ip 


Operating    Rept    (Radiological) 
?cuer    Co        60/04/03         Ip 


--a:o41'i-J52      A-ual    En.iicn   aerating    Rep  t    (Radiological!    for    1979   " 
CILfERT    J   D        hrpFER.D    H   ,     =M]TH,E   H        Virjinia   Electric    !<   Power 


cj04]7v;iO   Fa 


for    Mar    I960   6   revised 


1990 


60040B052B   Forwards    LER    00-033/03L-0 

SYLVIA, B   R         Virginia   Flectric    '.    Pouer    Co 


60/04/03          Ip 


ft         Virginia   Electric    t   Power   Co        80/04/14         Ip 


--B0040B0536   LED    BO-033/03L-0   on    000303.  din  ing    monthly    verification    of 
proper    auiiliary    feeduater    sija    valve    1  ineupi  d  i  scovered    that 
position    of   valve   HQY-FH1008    as    UJrittcn    in    procedure    uia» 
incorrect    Caused    dij    typograpft  1  ca  1    error    in    procedure 
CARTWRIGHTxH   R         Virginia    Electric    t,   Pouer    Co         8D/03/31  3pn 


9004220646   Fornrards    LER   90-037/011-0 

CARTWRIGHr,W   R        Virginia    Electric    t,   I'omer    Co 


--80042^0^53   LER   BO-037/01T-O   on    B00403,  at    full    pouier    operat  ifln.  ECTEI 
initiated    due    to    full    closure    of  main   steam   trip    valve 
during    part-stroke   etercising    of    valve  Caused    by    tost    being 
performed   at    full    (team   flou 
CARTURIGHT.W   R         Virginia   Electric    t-   Pouer    Co         SO/01/16          3p  p 


B0042BOS49   Forwards   LER   QO-036/03L-O 

CARTHHIOHT.H   R         Virginia   Electric    J.   PouJor    Co 


— 8004SB0554   LER   BO-03i/03L-0    on    B00330i  dur  ing    porf  ovfnanc  o    oP 
preoperat ional    tett'contiol    room   bottled    air    sya 
inadvertently    actuated    >j    prenure    depleted    belou    Tech    Spot 
limit   Caused    bij    improper    procedure    instruction! 
CARTWRIGHT.W   R        Virginia   Electric    t,   Pouer   Co         90/04/33 


--EJC-D4I70S1  1    Ktnthlv    op>r4ling    rtpt    for    Mar    19BO 

HADlEO'i   W   B         Virginia    Eitcinc    (.   Pouer    Co        80/04/01         5pp 


9004S80604   Forwards    updated    LER   80-016/01 X-l 
CARTWRlGHr,U  R       Virginia   Electric    t    Pouer  Co 


BO/OV2S, 


--E03417Q212   Bevuea   nontrilv    operating    rtpt    for    Feb    1980 

MADlCOli   U   R         Virjinia    Electric    4   Poiuer    Co        90/04/01         2pp 

S      fl«pDrt»!il»    otcuri-eneei      1ER)    !.    related    torreiponilence 


—8004380603  Updated   LER   00-016/01  X-l    on  3001 16,  ilur  lug    calculation 
revieui  tuo   svc   luater   screen   uash    pump    discharge    line* 
ovepstressed   Caused    bij    use    of   chart  method    In   previous    li>ad 
calculations   Trunnion   replaced 
CARTWRIOHT.W  R       Virginia   Electric    (,  Pnuor   Co        00/04/35         Rpp 


8i043;ODS4   Pr,0-7-'-]43   Pacific    Pump    Co    tupplied    facilities   u/production 
let    of   40   PJ-T^S   mfo    using    shafts    mad>    or    inferior   inael 
Cam*    unitaUd   All    utili   u/puij>s    uere    notified   HHC 
ft«a!K'jarl«r*   notified    on   770BU 

WHITT.y    K        Hegiot.   ?,    Atlanta,     Office    of    the   Director         77/08/12 
Ip 

G0040302i2   RO   eo-035/C-lT-O    ,nif-5    at    .oreijn    plant    revealed    stress 
tcrroiicn    trailing    ln   U, it  ing  house    control    rod    guide    tube 
import    pin    solution    heat-tr rated    at    IB35   F  Ultrasonic    inspi 
Li|ll6«don« 
*      Virginia   Electric    t.   Power   Co        90/03/17         Ip 


3004010504   For-jjrdi   L£R   90-035/99X-0 
STA.LLIHGS   C    M        Virginia   Eltctrit    1 


80/03/3B    tp 


--8004010SOS  LER  BO-03W99X-0  on  900313,  Hestinghouse  informed  utj  1  of 
!»  £.A  1  'or  .uppli.d  control  rod  9u,de  tube  support  pins 

«lul!J   t"'. *?  **""  CD"OIlon  ««eking  CauSed  bg  lou 
solution  hut  tr»atnv(nt  temp 


CARTWRICHT  U  R 


BO/03/27    3pp 


D004030ai9   For  want*   LER   80-O31/03L-0 

SIALL1HC5.C   H        Virg.nia   Electric    6   Pouier   Co        BO/03/2B         Ip 


ouer   Co        BO/03/2B        3pp 


;  vr       " 

CARTUR|GHr,H  ft        v.rg.ni*   Electric 


5004030233  Foruards  (.EB  BO-030/03I.-0 

BTALLINCS.C  M   V.rg.nia  Electric  t  Pouer  Co   BO/03/EB    Ip 


t  Pouer  Co   80/03/28   2pp 
Pouer  Co   30/04/02    Ip 


"> 
8004070307  For«»rd,  LER 


DOCKET   50-339   NORTH   rtMNA   POWER   STATION,     UNIT   2 

A     Application/construction   stage   documentt   (.   corvesp  ondenc  B 

9004040031    Advises    of    issuance    of    NUREO-OSEia,     "Intorira    Staff    Position 
on  Environ  Qualification   of   Sof  etu-Rc  lated   Electrical 
Equipment."    providing    guidance    re    methodi    for    compliance 
ROBS,D   F        Division   of    Project    Management         80/03/03         7p|> 

9004040017   Submits    add!    guidance    to   NUF1EG-OSB9,     "Interim   Staff     PotUlan 
on  Environ  Qualification   of   Safety-Re  lated   Electrical 
Equipment    "  Requests    review   of   equipment    qualification 
documentation   to    identify   deorec   of   compliance 
ROSS,D  F       Division  of  Project   Management        BO/Q2/21         3pp 

80042300SB  Requests    info   >e   auMliary    feeduator    sy,    n.r    Bulletin,    i. 
Orders   Task  Force  revieu  of    Till  -2  accident    Info   ihSiil  d    6t 
fr°T  -      ,,n^   amBnd    to   aPMUation   Submittal    schedule    -should 
Dn=iU  KB  Approval    prior    to    issuance   of  OL  W/»ncl 

ROSS.D  F       Division   of  Project   Manaoemont        BO/03/1O        S3pp 


7  "e1°"ts   "^Ittment    to    perform  described    tot.    to    obUln 
c   Baseline  lujdraullc    data   u/core    in.talletf    If 

.ii**   HCJUrr5!'I>ilar    daU   £ould    be    »"»inid    t,   compar.d    to 
baseline   data    to    infer   extent   of    core   damage 
PARR,  Q   D        Light   Hater   Reactors    Branch    3        SO/O3/13         gpp 


DROMERICH.A   H        Light    Water    Reactors    Branch    3,       BCV03/13         3pp, 


PARR, 0  D       Light  Water  fieacton    Branch   3        90/03/13 


9po 


9004090396  Submit,    info    to  assist  NRC    in   obtaining    prwr   OL   t.. 
rac  i  r  t  tu   ui  1  i    be    readu    fni'    tn*l     i  n^ri  v     i  r<4*i'«»     ui-    r  •  •  » 

PARR.O  D       Light   Water  Reactors    Branch   3       BO/03/la        2pp 
DROHERICKfA   w"   UghteWater°Reac  Urs    Branch^'' 
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BOO4140079    Summary    of    80030&   meeting    lu/util    (-    Ues  t 1  ng  house     in 
Bethesda.MD    re    cold    shutdown    nt=    facility    Safety    evaluation 
permitting     issuance    at     full    power     license   mill     be    afcle     to 
be    prepared    based    on    applicant    presentation 
DROMERJCK.A   W         Light    Watei     Reactors    Branch    3         80/O3'30         4pp 

9004140033   Notification    at    90032B   meeting    ui/util     in    Bethesda.MD   re 
facility    control    room    design 
DROMERICK.A    U         Light    Water   Reactors    Branch    3         BO/03/25         3pp 


8004-080621    Ad.  i  ses    that 
provided    by    800509 
SVLVl/1,0    R         Virginia 


jsted     in    NRC    600227    Itc    uil  1  1     bf 


BOQ4Q403O2   Responds    to    NHC    H004C';    telcon    it 
procedu'al     guidante    for    sJiift     supervisor 

SYLVIA, B    R         Virginia    Elettrnc     >,    Poujer    Cc 


a/ai  labi  1 1  ty    ti    adequacy    of 
of    unaffected 


9004180154   Advises     that    revieui    of    site     is    almost    complete    Forwards 
Supp    10    to    draft    SER,  i  nc  lud  ing    disposit-ion    of    residual 
pre-TMI     issues    E-    list    of    requ  iroments    for    near-term    OL 
Review    identifies    human    factor    def ic 1  one  I cs     in    control     roam 
DEMTCN.H   R         Office    of    Nuclear    Reactor    Regulation         8O/O3/3&         7pp 


8004290200  Discusst 
XI  of  ASME  boiler 
DENTQH,  M  R  Off  1 


s    util    application     for    lou    power    OL   Cracks     found    in 

*     pressure     ^e^&el    code    NRC    evaluation    af 
sp    (•    rovisesl    proposed    OL    enc  1 
ce    of    Nuclcai     Reac*oi     Regulation         00/04/03         23pp 


—9004180160    Draft    Supp     10    to   SEH.Part    1-    "Review   &    Evaluation    of 
Non-THI-2    Issues"    fc   Part    II-"flevnju   t,    Evaluation    af    TMJ-3 
Issues    Relateri    to    Fuel    Lnail    i    LDUI    Power    Tost    Prngram    " 
<      Office    of    Nuclear    Reactor    Regulation         NUFIEC-OD53    510 
BO/03/26         aiOpp 


S0012IO177    Foruaids    response'     to    BGQ31.3    Hi     ro    potential    design 
deficiencies     in    bypass:  over  r  i  dc    '.    reset    circuits    of 
engineered     safety    featui  es    nidi     info    uill    be    foriuardcd     in 
response    to    IE    Bulletin    BO- (Jt. 
SYUVIfl.O    R         Virginia    fleet)  ic    '     Po^er    Co         SO/04/1S         3pp 


9004240092   Summary    of    B00320   meeting    ui/util     in    BethesdaiMD    re 
importance    of    operator     to    safe    operation 
DROMERICK,A         Light    Water    Reactors    Branch    3         SO/03/26         -Vpp 

9004010263   Foruiards    "Pressurner    Safety    Valve    01     Pouec    Operated    Relief 
Valve   Open"    (.    "Loss    of    F1CS   Pressure,  "    VEPCO    proprietary 
ver*ton< 
STftLLINOS.C   M        Virginia   electric    &   Power   Co         BO/03/2B         Ip 

Q004140016   Notification    of    BOO'lO-l    meeting    u/utils     in    Doth  esrfa,  MD    to 
dlicusi   applicants'    progress   t-    status    in    design    rcvieu   re 
plant   shielding    &    environ    qualification    of    equipment    for 
ipac>s/*V*    used     in    post-accident    operations 
BUCKLEY.B    C         Lloht    Water    Reactors    Branch    1          90/O3/31          7pp 

000403023'!  Forwards    addl    info   re    implementation   of    Trll-2  Lessons 
Learned   Task    Force    short-term  Category    A  requ  iremorits.  b  ased 
on    NRC    onil te    review 
SYLVIA,  0   R         Virginia    Electric    R   Pouior    Co         QO/Ofl/01          79pp 

9004030IB3   Foruiards    seven    of    nine     tost    procedures     outlined     In   800319 
Itr    for   NRC    reviBuj   of    Facility    special    test    program   Safety 
•valuation, tuo    remaining    tost    procedures   &   revisions    ul  1 1    be 
forward  ed 
SYLVIA,!!  R        Virginia   Electric    i,  Power   Co        80/04/03        Ip 

— SOO-10G01B9    Special    Test    Procedure    2-ST-6    "Cooldoum   Capability     of 
Chemical    &  Vol    Control    Bys    " 
»      Virginia    Electric    E,   Pouer    CD         BO/04/02          ISpp 

— B004030190   Special    Test    Procedure    2-5T-7    "Forced    Circulation   Cooldoun 
*      Virginia   Electric    t.   I'ouer   Co        QO/O4/02        Glpp 


:ion    plans 


30040BQO77   Advises    that     iubinittal     datt'    for    e/acuatlon    time    estimates, 
requested    6y    NRC    711236    Itr,  has    been    postponed    pending    GAD 
clearance    under    Federal    Kepts    f<c  t 
GRrHEB.n    K         Cnnngencij    Pi  epfii  ediiess    Taali    Force         80/03/11         4pp 

OQ04I40S36   Notifies    that    le/ieu    of     util     fire    protection    safety 
evaluation    adequately     reflects     ccynsultant    concerns    !. 
recommendations    Concurs    u/NRC     that     implementation    of    mods 
will    be   ac  c  ep tab  1  e 
BARNES. R    D         Gage-Babe  ac  *     Associates,     Inc         HO/04/OB         Ip 

aOQ414025H   Responds    to   NUC    lequest    at    000326   t,   37    meeting    for    emergency 
plans    revised     in    accordance    u./MJREQ-Oi.S'l    North    Anna 
emergency    plan    uill    be     submitted    on    B00501    <5urry    plan   mill 
be    submitted    on  900602 
BflUM.E   A         Virginia    Electric    I    Power    Co         BO/0'1/09         Ip 


0       Ad jud icatoru    corfespondcnc 


BO04OB041B   Requests    all    (natl     sent     to    ASLAB    re    1)    Buianson   800225    Itr 
forwarding    NRC    statement    on     turbine    disc    cracking    t- 
continued    operation-be    sent     to    UCS   Hatl     is    iplevant    to    UCS 
anicus    curlse     issue 
WEIS&.E   R         Sheldon.     Harmon    ^    We  i  ss         90/03/04         Ip 

e0040BOii92   Advises    Ihot    VEPCO    Mill     install    device    to    Uetec  t    pinhole 
leaks    f i  om    eipan<-ion    joint's,  per    A.5LAG    opinion    ALAB-570.  Pages 
64-ii   Plans    to    initall     rubbel      jacfcol    around     joints    to    solve 
technical     prob 1  ems 
CHRIBTMAN.J   N         Hun  I  on    t-   Williams          QO/O3/12         3pp 


9004030193  Special    Ttst   Procedure   3-BT-B   "Natural    Circulation    Test 
»      Virginia    Electric    d   Pouier    Co         BO/04/02         aSpp 

800403017S  Special    Test    Procedui  e   2-ST-9    "Natural    Circulation 
u/Slnulated    Loss    of   Offsltc  Pouer    " 
•      Virslnia   Electric    t.  Pouier   Co        80/04/02        30pp 


FJDO40103I1    Response    to    ABL  AH    60Q3Q3    meiTiorandum   I*    order   Recent     info   re 
turbine    disc    cracking    ui  1 1     no-t    change   NRC    estimates    of 
turbine    missile    I'isks    NRC    mill     indicate    whether    changes    are 
needed    re    testimony  Questions    re    craving    sent    to    licensees 
SUANSON.t)    T         Healing    Branch     1  30/03/34         2pp 


-QOQ4030200  Special    Teat   Procedure   2-ST-10   "Natural    Circulation  W/LOES 
of   Pressuriler   Heaters    " 
*      Virginia   Electric    «,  Power   Co        BO/04/02        27pp 

-B00403020S   Special    Teit    Procedure    2-ST-l I     "Effect    of    Steam    Generator 
Secondary   Side    Isolation    on   Natural    Circulation    " 


»     Virginia   Electric    &  Power   Co        80/04/02 


—  BOQ4030S06   Special    Test   Procedure    3EJT-12    "Natural    Circulation    at 
Redutod  Preisure    " 
*      Virginia   Electric    &  Foyer   Co        90/04/02        27pP 

B004070261   flespondi    to   900403    telcon   re    availability   &   adequacy    of 
procedural    guidance    for    shift   supervisor    af    unaffected 
reactor  ulten    companion    unit    Is    undergoing    emergency   Util 
commit*    t°    establishing    procedures 
SYLVIA,  B  R        Virginia   Electric   t   Pouier   Co        SO/04/03         Ip 


8004030312  Requests    eiemptiin    tram    testing    presiurlzer    power    operated 
relief   valve*    every    three   months    Proposes   alternate    test 
program  which   will    cycle   valves    once    every    three    months   t 
tut   at    IB-month    interval*    during    shutdoun 
SVLVIrt,  D   R         Virginia    Electric    &    Pouer    Co         9O/04/03         Ip 
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It      Gensr  al       ai  i  c? 


.  1 1 ns 1 ' e     investigation    a* 
Men    of    h-Qflie<J*Jner     kti 


5pp 


>iriG4250031  iurrmsi  i)  or  UOiJjJt 
engiihpeiing  judit  of  site 
design  featuies  must  b>-  rt 
HHOJIERIC/.A  W  Light  Wats 


eeting    ui/util    re    results    of    human 
ii'rol     igrim    Certain    deficient 
dioij    print     to    fuel     loading 
ita^Lors    liraticti    3         BO/04/11          5pp 


Respond*     tu    em  1    fl'jf'l  2u     I  i  r     to    Pi  evident    Cartel-    urging 
authciiiai-ion    of    .ill     u'  i  I     ulani  .,     to    operate    Ditcusses 
safety     evaluation    h  p  M  i  cj     pr-p^ied     ltk    t  *  r  j.  3  i  t  y    &    present 
op  era  1  1  on    j  f    Uni  t     ] 
VA,RGfl.  S   A         flisistatkt    Un.Lt.r     fur    I,i9hl    Water    Reactors          30/03/36 


50O414G093    Heipond;     to    7'7i:ol     Hr     In    President    Carter    eipressung 
toncern    re    actions     'afceii    t  y    v'rt    go/t    ohficials    relative     to 
licensing    of    facility    feiwdids    tltC     Hi      to    VA   Atty    Gun 
Cot  email    diacussmg    HifC    position    Lj/o    enc  1 

VflRSA.  B    A         Assistant    Jjjrectm      101     Li.jtit-    Water    Keactors         BQ/03/2i, 
IP 


--B004MCO??    I  orLiai-ds     f  o  i     NRu 
791T01     Iti     to    Pi  evident    ta 
eierted     Irij    Governor     r.^ali-tn 
1  ic  en-inij    of     Fici  ]  I  >  14 


riiehrjor  th    t-nna    Environ    Coalition 
plot  e  sting    pres^uro    bonkg 
Att'i    Gen    Coleraan    for 


rt 


id 


Foi 

on    facility 


VARQrt,£i    ft 
IP 


-    90041.101^0    TarLiaidi    tor    t,R< 


light    Water    Reactors 


a  pon  s 


fficials     far 
E^I  .  11   11         pr 


licensing     of 
sident     of    UE, 


,  tin    &coCt     Iti- 
ing    e>ert&d    by 
A    ijity 
E.ecjtive    Offices         7<JJl2/2t> 


president    Cartsi 
govt 


3pp 


—  BOOH  I  40195    Eipi  esses    concern    re    V/i   Go  ^et  nor  ,  At  ty    Sen    &    Corp    Comraisaion 
actions     for     licencing    of    facility    Govl    officials    favoring 
ulil     intereits    over    u^liare    of    cHnenS    Ltr-    dtd    7911EB    to 
"Goochland    Saictta"    end 
SCOTT      Aff  il  latior.    UiiLnciwn          7<tfll/Jrt         4pp 


Aflvises    thst    lull     response    to    B00219   request    for    change 
rovieui    piocedjifiB    icii     equipment    qual  1  1  1  ca  1  1  on    documen  ta  1  1  on 
uill     be    submitted    t><j    BOOQ04 

l,  5    C         Virginia   Clectnc     *-   Pouor    Co         00/04/15         Ip 


BOG423O337   Cl 
operated    re 


essunier    pouier 
reason 


2pp 


Foruiai  ds    "Special     (Loui   Pouier)    Test    Requi  pements 
ftdninistiflti-e    Controls"    °>    spenal     test     pioceilures    TB    loss 
of    ac    pouei  ,  establ  istimeiit    of    natural    circulation    fi'om 
stagnant    conditions    '.    boron    minng    f     cooldoun 
SYLVIftuJI    R         Virginia    Flectric    '     Power    Co         90/04/21          Ip 


-8004230233    "Sppclal     (Louj   Pouie' 
Controls,  '     rtp  p    C 
«      Virginia   Electric    '-    Poiue 


1    Tests    -    Requ i rom 


Admin Istrati  VB 


14pp 


—80012303.16   Startup    Test    Procedure    P-'Jl-ia.     "Simulated    Loss    of   All 
Onu  to    '•   Hffsi  te   Pouer     " 
i      Virginia   Electric    ';   POUPI     Co         SO/04/21         31pp 

-    a0042302b3   Startup    Test    Procedure    2-ST    11,     "Es tab  1 1  aliment    of    Natural 
Circulation    from   Stagnant    Conditions    " 
«      Virginia    Electric    '-   Pouei     Co         BO/04/21          15pp 

—  a001330aiO   &tai  tifp    Test    Procedure    2-ST-14,     "Boron    Mning    4    Cooldoiun     ' 
"      Vir-ginia   Electric    '     Power    Co         80/04/21         16pp 

B004300.I72   Foiujards     info    re    implementation    of    TMI    short-term   Catetory 
A    Lessons    Learned    Requirements    Renaming     info   mil!    be 
foruiarded    at    later    date 

ii         Virginia   flectnc    '.   Poiuei     Co         BO/04/38         1pp 


(3004310023   neiponds     to    7^1^11    Iti     to    President    Carter    requesting     that 
facility:    he    approved     for     opaiatiori    Safeti)    evaluation     For 
FihcMitV    beni^    piepaied    tipected     tFaat     lou    poi^oi     discussions 
re     facility    u  i  1  I     comnenrB     in    late    I1ai     I960 

VARGft.S    A         Asiislant    Di  lector     tor    l]g«l    Watoi     Reactors         BO/03/^f, 
IP 


—  BO0421OOJL    ^orudlds,fQ^    f.RC 

approval    of     facility     fur    operation 

SEftUH   II         President    of    *J-i   '     E.ccutive    OFfices 


sponiP:L    flrusso    79121"?    Itr    requesting 
ration 

BO/OL/H         3pp 


B004O20400   Foiudrds    icsuitiPi    t,  '    persons    linldinj    re/iseil     einp  loyme 
positions    resulting,     from   tiOO'lQl    not    rcoi  ^ani  IB  1  1  on.  to    assist 
in    revieui    ot    jnoposed     Tech    Spec    changios    Also    foruards     Joh 
desc  rip  1  1  QIIS    ot     positions    li>to    uitdhelti     (ref    Privacy    Ac  t  ) 
STALL1NCS   C    M         Wirsitiid    electric    i    Pauer    Co         BO/03/31          Ip 


I       Fi nanc i n 1     intt 


0       Inspection   i  epoi  ts.     It    Bulletins    >,    correspondence 


aOO'109035B    ForuarilB     IE    Hi,]]Btin    BO-03.     "Loss    of   Charcoal    From   Strt    Typo 
1 1 ,  Two-  1  nch>  1 1  au    Ait5orl)D'     Cells    "    Action    required 
O'BEIU-V^P         Region   a,     rttlarita,     Office    of    the    Director         00/02/06 

2pp 

(3004040102    forwards     IF    Insp   flepts.    90-330/80-0^   '<    30-339/80-02    on 
B0012B-31    No    noncompl lance    noted 

STdHR.  J   P         Region    a,     Atlanta,     Fuel    Facility    fr   Materials    BnfBty 
Branch         £0/02/11         2pp 

--aOO-1040194    IE    Inap    Hents    50-ayB/BO-02   ?-    50-339/BO-02    on    000138-31    No 
nonconpl  lance    noted    Majoi     ai  pas     Inspected    solid    Ljafte 
packaging    V    tPanaportai  ion    &    follouiup    of    uorker    concerni 
GIBSON,  A  F        Region    3,    Atlanta,    Fuol    Facility   t  Materials   Safety 
Branchi        EUrtLD,  S  C        Rogian  2.    Atlanta.     Office    of    the   Director 
60/02/13        6pp 


800401026?    Forujsrdi    Annual    Hepl     IV7? 

DAW.E    f-         Virginia    Electric    •     Pouer    Co         SO/03/27          Ip 


GQ0401O27S    Annual    Rept     If  /I 

o       Yiiomia   Electric    '     Puuer     to         79/13/3J          33pp 


Insui  ance    '     indonmi  ty     in  format  ion 


Unsigned    rtmtrid    7    to     Indefflnity    AgieemeTil    H-DO,  dele  t  ing 
Item   3    i,    substituting    neui    i  n  fn.  ert  oc  ti  ve    H004]  I 

Antitrust     I     Indinrnti,    Or  aup         90/O4/11          ip 


Q004a503B/   Foriuardi    AraeiiJ    ;    to    li.denii  i  ty 
Item  3    re    license   numtei-i 
DAUM.  E   A         Virginia   Elei-Lrjr    '.    Pc..jer    Co 


Teeniei)l    B-80.  changl  nfl 
GO/O"1/31         Bpp 


8004090130   FoFwar<Js     IE    Insp    Ftepts    50-339/80-01,50-104/00-01    t> 
5Q-40S/BQ-01    on   800139-OSOI    No    noncomp  1  lanco    noted 
STOHfl,  J  P        Region   2,    Atlanta,    Fuel    Facility   (.  Materials    Safety 
Brancfi         BO/03/22        Spp 


—  300409013^    IE    Insji    ftepts   aO-SS'J/SO-Ol  ,  50-404/80-O1    (.  50-405/80-01    on 
SOQI29--02Q1    tlo    noncompl  lance   rioted   Major   areas    inspected 
BTOBlon.   S,    lunoff    control,  waste    mgt.pevieui    of    previous    item! 
&   preopcrat  lona  1    program 

JENKJMS.  0  R        Region  S,    Atlanta,     Fuel    Facility   &  Materials    Safety 
Branch        CUNNINGHAM,  rt  I.        Region   2,    Atlanta,    Office    of    th* 
Director       80/O2/19       3pp 

flOO<10B012S  Foiwards    IE    Insp   fapta    SO-aaB/BO-OB  t  90-339/80-06   on 
B00206-00   Ho   noncompllance   nolsd 

BRYANT.  J  C        Region  S,    Atlanta,    Reactor    Construction  t>  Engineering 
Support    Brancfi        00/03/23        2pp 


QOD-1300'13ii    Con.iimB    EJOO-1*"*    teKon    grantino    eitenaion    until    BQ05I3    tn 
file     into    per    go-ai-ante-n    reauii  encnls     set    forth     in 
Alternative    5  of   MRC    7/Ohl'j    Itr    10    imp  1  emantait  ion    oF   certain 
provisions    of    ]975    amends    to    Price    And  PI  son    Act 
JOHNS  ON.  I)    I>        Virginia   flectnc    '    Pouei    Co        80/04/35         Ip 


—0004080129    IE    Imp    Rents    50-330/80-08  t   50-337/80-06  on   800306-OB  No 
noncompl  ianca   noted   Major   areas    inspected    IE  Bulletin   79-Hr 
"Seismic    Analysis    for   As-Built   Safety-Related:  Pipinfl    Bus    " 
HEROTi  ft  it        Region  S,    Atlanta.     Reactor   Construction   b  Englncarlng 
Support   Branch         COHPTON.R   M        Reglnn  2,    Atlanta,    Officn    of    the 
Director        8O/OK/21        4pp 
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8004340393   Forwards    IE    Insp    Ropts    50-33B/BO-07   tt    5O-339/BO-03    on 
000102-10'  24-25    t    0131-O201    (.   notice    of    violation 

LEWIS,  R    C         Region    2.     Atlanta.     Reactor   Operations    Nuclear    Support 
Branch        00/03/03        2pp 


-9004240376  Notice   of   violation    from    insp    on  800102-16,24-25   t 
0131-0201 
*      Region    2.     Atlanta,     Office    of    the    Direct or         BO/ 02 /SB         2pp 

-8004340398    IE    Insp    Repts    50-33B/BO-O7    t.    50-339/BQ-05    on    BOO  1O3-18,  B4-35 
1<   O131-0201    Noncompl  lance    noted    failure    to    establish 
acceptance    criterion    for    equipment    tests 

KELLOQG.  P    J         Region    2,     Atlanta*     Reactor    Operations    Nuclear    Support 
Branch        KIDD3.M  B        Region   2,     Atlanta.    Office    of    the   Director 
BO/O2/2B         lOpp 


8004100*10   Forwards    assessment-    of    reheat    crack"     in    reactor     vessel 
nutile    regions    discussing    lesulti    of     ultrasonic     Insps    Rept 
concludes    that    reheat    cracks    round     in    vessel    noiiles    are 
uiithin    acceptance    limits    of    flSME    Code    Section    XI 
SLYVIA.H    R         Virginia    electric    I     Por,i8r    Co         £0/04/07         flfapp 

6004180401    Forwards     IE    Bulletin    80-08.      'E.am    of    Containment    Liner 
Penetration    Welds    "    Written    response    required 

Q'REILUY.J    P         (legion    S,     Atlanta,     Office    of    the    Director          SO/04/07 
2pp 


8004080270  Submits  interim  response  ta  IE  Bulletin  79-27,  "La: 
Non-Class  IE  Instrumentation  S-  Control  Power  Sys  Bus  During 
Operation  "  Operator  can  be  alerted  to  loss  of  power  by 


power    by 

combination    of    alarms    or     indications    from   equipment 
8TALLINOS,C    M        Virginia   Electric    t.  Pouier   Co 


BO/03/07         Ipp 


8QO41 10202   Forwards    response    to    IE    Insp    Flopts    50-33B/8O-03    6 
50-339/80-O3    on    800212-15   Corrective    actions    conducted    fire 
drills    during     first    quarter    at    19BO   u/impioved    records 
Personnel     instructed    re    imp  or tanc e    of    attention    to    detail 
SYLVIA. B    B         Virginia    Electric    '     Pouer    Co         00/04/OB        Spp 


B004OS017B   Discusses    B0022B    onsite    meeting    re    NRG    action    plans    for 
near-term  OLs    developed    aa   result    of   TM1-3  accident    IE    Insp 
Rept    30-339/BO-12    enc 1 

LEWISiR   C         Region    2i     Atlanta.     Reactor    Operations    Nuclear    Support 
Branch        BO/03/11        lp 


800414O446   Responds    to    IT    Bulletin    79-  13: Hevi s i on    2,     "Cracking     in 
Feeduater   Sys   Piping    "    reeduater    sys    piping    has    been 
eiamined    visually    t    inspected    by    magnetic    particle    No 
nonconf  orrnanc  as    or    repurtable    indications    ujere    observed 
SYLVIA, I)    R         Virginia    Electric    '    Power    Co         BO/Ort/OB         lp 


-- B0040B01B3    IE    Insp    Flept    5Q-339/BQ-12   on   B0012B  14 n    noncomp  1  lance   noted 
Major    areas    inspected    effect    on    plant    safety    re 
implementation    of   near-term  BL   action    items    presented    in 
draft    NUREG-0660 

LEWIS, R   C         Region   2,     Atlanta,     Office    of    the    Director 
KELLQOG'P    J         Region    S,     Atlanta,     Re-actnr    Operations    Nuclear    Support 
Branch        80/03/19        3pp 

8004150164  Forwards    response    to    IE   Bulletin   BO-03   re    charcoal    adsorber 
cells   North    Anna    charcoal    adsorber    cells    in   use    do    not    have 
potential    for    loss    of    charcoal    No    evidence    of    degraded 
cells   has    boon    noted    during    recharging   at   Burnt 
STALLINQ8.C    M         Virginia    Electric    &    Pqwor    Co         50/03/31          7pp 

S00403O21O   Responds    to    NRC    B00314    Itr    ro    violation    noted     in    IE    Insp 
Repts    SQ-33B/BO-09   *•    3O-339/BO-0-1    Corrective    actions 


Procedure    1-PT-ll    revised    to    ensure    normal    surveillance 

based    on   data    from   current    plant    status 

8TALLINGB.  C   M        Virginia   Electric    4.  Power   Cd        BO/03/31 


2pp 


B00413Q540  Forwards    IE    InPo   Notice    80-12.     "Instrument   Failure    Causes 
Opening    of   POIIV   &    Block    Valve    "    No    specific    action   or 
response   necessary 
O'REILLY,  JP         Region    2,     Atlanta.     Office    of    the    Director         S0/03/3i 


B00439O15I    Forwards    IE    Insp    Cept    50-33^/ao-l  6    on    800319      No 
nonCDmpliance    noted 

D         Region    2      Atlanta.     Safeguards    Branch         30/0-1/10 


2pp 


--B0042<;0157    IE     Insp    Kept    50-339/00-16    on    800316   No    noncomp  1 1  anc  e    noted 
Major    areas    inspected    vital    area   alarm  it;s   'i   communications 
equipment    Details    withheld     Irsf     10CFR2    790) 

QILLE&PIE.F  P  Hoglnn  ^.  Atlanta,  Safeguards  Branch  MOBRE,  D  E  , 
HBUELl.J  C  Region  2,  Atlanta,  Office  of  the  Director  BO/Ofl/iO 
IP 

BO(M220399   Reports    progress    concerning     IE    Bulletin    79-14    Estimated 
completion    date    nou    la    SOOSO1    Nonconf orraances    identified     to 
date    have    been    roporled    by    LERs    for    Unit    1    t,    as    deficiency 
repta    for    Unit    3 
BRBUN,  3   C         Virginia    Eloccnc    '/   Pouer    Co         BO/04/18         lp 

BO042aC"J1?a   Foruiards    response    to   MRC    SOQ326    Hi-    re    IF    Insp    Repts    90-33B/ 
SO-11    !•    50-337/80-Ov   on    800204-19   I   25-21?   tlgt    ujill 
rB-emphasile    requirements    of    special     test    program 
SYLVIA-H    R         Virginia    Elef-tric    4    Pnuer   Co         00/04/1B        3p(i 


R       Periodic    operating    lepoits    t    related 


ipondence 


B0040702Ba  Forwards    response    to    IE    Bulletin  79-13.     "Cracking    in 
Feeduater   S<js    Piping    "    No    Indications    of    cracking    Pound    In 
any    insps   performed    All    piping    support*   luern   verified 
operational    &    in   conf  ormance   u/deslgn    criteria 
STALLINOa.  C   M        Virginia    Electric    t  Poyer   Co        SO/Ofl/Ol         Spp 


0004030236   Forwards    "Radioactive   Effluent    Release    Rept    Jul-Dec     197? 
STALLINGS.C    H         Virginia    flcctric    >.    Poiuer    Co         BO/04/01          lp 

-- 8004030235    "Radioactive    Effluent   Relsase    Ropt    Jul-Dec    1971?    " 

OIBERT,  J    D    ,     HOPPFR,  D   M    ,     CAfJTUR  IOHT,  U   R         Virginia   Electric    t 
Patuer   Co        SO/04/01         123pp 


80040B0632  Foruards    IE  Circular   30-05,     "Emergency    Diesel    Oenerator 
Lubricating    Oil    Addition   t-  Omite   Supplij    "   Nn    written 
reiponie   renuired 

O'REILLY.J   P         Region    2,     Atlanta,     Office    of    tM    Director         BO/04/O1 
Spp 

8004150105  rorwBrdi    IE    Info  Notice    80-13,     "OE  Type    BBM  Control    Siuitchos 
DvPective   CAM  Follouiers    "   No    specific    action   or    response 
required 

O'REILLY.J  P        Region   3.     Atlanta,    Office    of    the   Director        HO/04/OS 
2pp, 

B0042402B4  Forward*    IE    Info   Notice   80-11,     "Safety    Suggestions    From 
Employees    "    No   action    required 

O'REILLV.J  P        Region   2,    Atlanta,     Office    of    the   Director        00/04/02 
Bpa 

8004080392  Forwards   response    to  NRC   BOO 30 7    Itr    re   violations    noted    in 
IE   Imp   Rspti    SO-33B/BO-09  k  30-339/80-07  Corrective 
actions   procedures   written   requiring    periodic    tests   of 
health    physics    kits   t  verification    of    fire    brigade    presence 
SYLVIA.B  R       Virginia  Electric   4  Power  Co       BO/04/03       3pp 

8004180299  Forwards    IE  Circular   BO-07,     "Problems    W/HPC I    Turbine   Oil 
Syi    "   No   written   response   required 

O'REILLYid  P        Reoion   2,    Atlantaj     Office    of    the   Director         HO/04/03 
Zpp 


S      Reportabla    occurrences,     LEIis   t    related    correspondence 

800*1220084   PNO-77-143   Pacific    Pump    Co    supplied    facilities   u/produc  lion 
Lot    of    40   pumps   fflfg    using    shafts   mate   of    inferior   mat! 
Cause    unstated    All    utlls    ui/pumps  mere    notified    NRC 
headquarters    notified    on   770B12 

UH1TT.K   U         Region   S,     Atlanta.     Office    of    the    Director         77/08/12 
IP 

900'lOaoa2B    Interim   deficienty    rept    re    stress    analysis    of   Class     II     lines 
in    low  &   high    head    safety    injection    sys    Several    lines    hav-e 
not    been    stress    analyied    for    fluid    temps    beloiu  70  F  Men) 
support    designi    for   pipe    restraints   uiill    be    implemented 
BTALLINQS.C    M         Virjinia    Clectrtc    '-   Pouier   Co         80/03/14         ?pp 

800402O33f>    Interim  deficienci|    rept   re    potential    control    rod    guide 
tube    support    pin   breakage   due    to   stress    corrosion    craclin<j 
Ueafci  nijhouse    mill    conduct    ultrasonic     insps    of    guide    tube 
support    pins    solution   heat    tieated    to    less    than    1800  F 
3TALLINGS.C    M         Virginia    flectric    »-   Power   Co         SO/O3/1Q         2pp 

8004070019  Part   21    rept   re    potential    for    control    rod    guide    tube    support 
pins    breaking    due    to   stress    coirosign   cracking   Results    of 
support    pin    insp    program  If  ongoing    matli    test   program  ui  1  1 
determine    corrective   actions 
STALLINQS.C    M         Virginia    Electric    i,   Power    Co         BO/03/IB         Spp 
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300414016,'    Final     d 
loui    /,    high    fiead 
are    being    re-e  i  a 
design    of     three     support 


SVLV1A.B    R 


y    iept    -.  i     stress    analysis    of    certain     lines     In 
naction    sifs    rtFFected    pip*    supports 
o1*?     nem     loads    Mods    Co    ei  n  ting 
J^tpinmed    unneccessarg 


Elec*nc    i    fouer    Co         FJO/Q4/OS 


]p 


Forwards    roquet    Par    addl     iruo    ru    Jiigh    density    fuel    storage 
for   NRC    rovieu    of    FSAR   FSAR    should    be    amended    to    comply 
uj/reqiJiTe.nents    listed    in    enc  1    Names    of    codes    &    stds    used     in 
desijn    of    fuel    racks    should    "e    provided 
STOkZiJF        Ligftt    Vlatei     Reactor,    Branch     1         30/04/1O         4pp 


300415O34S    Final     de£iiieriru    r  e  p  t    re    potential     for-    Hestinghouse    control 
rod     au  i  d  D    tube    support    pins     it?    brejk    due     to    c-orrasion 
cracltng    Uest  ing  h  ouat    evaluation    concludes    that    operation 
not     jeopard  i  led    Pins    rep)ac«d    u/hig.her     temp    resistant    plni 
R         Virginia    Electric    '.    Power    Co         80/O4/10          lp 


F      Security, 


it    tff    protection   plans 


Final     deficienru.    rept    re     impioper     ina  ta  1  lat  I  on    of     shaft     fans 
For     pump    motors    Cauied    fry    impioper     location    of    drive     fans 
causing    oKpssive    motor    I,    motel     hearing    temps     Inboard    Ii 
outboard     sNaft    -drive     fons     in  ter  ctiang  e  A    bij    contractor 
SVLVIA,D    R         Virginia    Elettnc    '.    Pomor    Co         30/04/14          IP 

aO-O'12804./?   Final    deficiency    rept    re    improper     Installation    of    auiiliary 
feoduatoi     pump    motor     s^aft    fans    Both    putnp    mo  tori    repaired1 
till     In  tei  chang  tnfl     inboard    t-    outboard    shaft    drive    fans    6 
undergoing    eiten-siva    testing 
5VL.Vlft.fl    Fl         Virginia    Electric    fc   Power    Co         80/04/14          lp 


T      Hearing     ti  anicr  lp  I  i    on    non-antitrust    mattei 


(3004210315    Transcript    of    QQG4O1    briefing     in    Wash  i  ngtoti,  DC    Pp     1-131 
«       Co.-nir.lss  ion         SO/ 04/01          122pp 

— GOO4310330  Foruai  d-s    documented    evaluation   of    control    room    review 
Organ! lational     changes    outlined     in    ul i 1    S0032S    Itr    are    under 
revieuf   Proposed    safety    enginecrinif    group    blending     function 
of    SIAs    is    acceptdUlc 

DENTDhf,  H   D         Office    at    Nuclear    Rsactor    regulation         30/03/31 
lOpp 


respondence 


60O4030077   AoVi&es     that    iiJbmitCal    date     fur    evacuation    time    estimates, 
requested    by    HKC    791226    Itr.  Mas    been    postponed    ponding    QAD 
clearartce    undei     Federal    Rept!    Act 
CHIMES.  E    H         Emergenrg   Pieparedness    Task    Force         80/03/11         4pp 

G      Adjud  icatory   corpeapondenci- 

Q0040300ati   MBmorandum   of    understanding    betueen    NRC   t   FEHA    re    prompt 
Improvement    in    radiological     emergency    planning    !< 
prepar  ednesa  ,  d  i  str  i  buted    a;    Board    notification 

GOSSJCK.L   V        Office    of    the    Eiecutlve    Director    for    Operations 
BO/04/03         3-lpp 

BOO41  5046"!    Notice    of    appearance    in    proceeding    Certificate    of    Svc    encl 
TURK.S   E         Hearing    Branch    1         30/04/14         2pp 

B004i50fla-l    Fornpardi     IE    Insp    Hept    50-341/60-05    on   800131-23   t   0211-la   t, 
notice    o-f    violation    Investigation    resulted    from   ABC    NHIUI 
allegaiioni   oF  Of\   program  none  amp  1  lance 
TURKiS  E        Hearing   Branch    1        BO/O'l/14         lp 

—30041  5046-5  Forwards    IE   Insp   J)ept    50-341/FJO-OS   on  000121-33  !< 
0211-13    !<   notice    of    violation 
KEPPLGR.J  C       Region  3,    Chicago,    Offlco    of    the   Dipactor        90/04/11 


8004150490   Wotice    of   violation    from    Imp    on    000121-23   (.   OSli-13 
•      Region   3,     Chicdjo,     Office    of    the    Director         60/03/07         lp 


8QCM1 40297    Responds    to    90030^     Iti     urging    prompt    r«vleu   of    utll 
application    for    law    le^el    license. to    facilitate    imnedjdte: 
operation    when    ganeial    moratorium    on    neui   OLs     IE     lifted 
Application    review   t   SCH    preparation    underuai; 
DIRCKBp  W   J        Office    of    the  Eipcutive    Director    for   OparaUarts 
BO/03/2 i  lp 


-0004150496    IE    Insp    Rept   SO-341/BO-02  on  800131-23  (-  0211-13 
Noncornp  L  lanes   noted    personnel    qualification   requlrementi    had 
not   been   established    for   oEislte    snail    bare   pipe    support 
desion    group   fc   control    for    deiion  uorli    inadequate 
PHILLIP,  G  A    .    NQRELIUS,  C  E        Region  3,    Chicagoi    Office    of    the 
Director        DAHIELSDN.  D  H       Region  3,    Chicago.    Reactor   Construction 
tt  Engineering   Support  Branch        QO/03/07        9PP 


QC1CKET    30-  341    ENRICO   FERMI    ATOMIC    FOWEH   PLANT,     UNIT   3 

\      App  1  1  cat  I  on/construe  t  mn    it  age    d  ocumetit*   %   correspondence 


Q004040031    Advi^Bi    of     issuance    of    UUREfl-OsaB,     "Interln    Staff    Position 
an  Environ   Qualification    of    Saf  ety-Relatflrf   Electrical 
Equlpmontp  '    piovlfling    guidance   re    methods    for    cornp  1  1-anta 
ROSS,  D  T        I>lvisi«n    of   Pi  oject   Management        80/02/05        7pp 

000401001?  Submits    addl    guidance    to    NU/tG3-05aB,     "Interim   Staff   Position 
on    Environ    Qua)  i  f  led  t  |on    of    Safety-Related    Elettrlcal 
Equipment    "    noq:iiDst<s    revieu    01    equipment    qua!  1  f  1  e  ation 
d  oeumantat  ion    to    identify   de-gree   of    compliance 
ROSSpD    f         Div-Mton    of    ProjBtt    Management         SO/OSfSl          3pp 

E1004030245   Forward  i    NRC    OOQI2t)   ),    0211     Itrs    to    OE    dlicuiiing    analysis 
of    dollofP   rate*    '    modi    to   DWR    control    rod    drive    return 
line   noilles    to    prevent    cracling    Mod*    ihould    not   tit 
performfld    betore    is*uance    of   riUJlEO-Oi  I  ?   or  lu/o  NF1C    guidance 
STOLZ,J    F         Lignt    Water    flaactors    Qransh     t         80/03/07         Sff 


H     General    c  on  espondonce 


QOD129011I   FOIA   request    for    info   re   NRC   educational    &   training 
requirement!   For    nucleai    plant    lecurltij    farce    personnel    I> 
mln    requjrementi    for  weaponry   tt   cornmunicdtion    equipment    us* 
HURRAV,  J  J       Affiliation  Unknown        SO/04/01         lp 

8004290106  Responds    to  FOIA  re,)u»st    for    Info    re   NRC   educational   t 
training    requirement!    for   nuclear    plant    iscurlty    force 
ptrionnel    *  min   pequlremsnt*    for    ueaponpg    fe   communication 
equipment    use   Foiiuarilt    documents    ll*tod    In    App   A  U/o   encli 
KEUTON.  J  M       Dlvi.ion    of  Rules   and   Records        BO/04/13        Hpp 

0     InipEctlon   reports'    IE  Bulletins   (•   correiponJence 

8004040022   Foruaitfs    IE   Investigation  Kept    90-341/79-26  on   790215-0302 
BO-0123  No    nonconip  1 1  ance   noted 

KEPPLER.  J   0        Region   3.     Chicago.     Office    of     the    Dir»ctor         00/02/13, 
2pp 


J0411008B  Wo  tiflcat  ion   of    (=100325   maefcinj    u/utll     in   KonroEpHI    to  vieu 
saf etij-relatetl      piping    >g»    !•   select   one    for   conf trma tory 
piping   anali/*ls    10   OL  application    review 
KINTMER,  L  L        ligtil    Water   Reactort    Branch    1        60/03/20        3py 

R004040278  Submit*    Info   re    preservite    e>amin.atior    of   piping    uelds    In 
partial    reiflonse    to    NRC   Question    121    13    in    App    C  5   to 
FSAft   Utll    mill    provide    complete    tesponse    upon   completion    of 
pre*ervice    ins? 
TAUBEfi.H        Detroit   EdUon  Co        30/03/23         lOpp 

—  &0 0*0 "10 ZBO    "Sjtirvey    of    Class    1    Piping    U   Componants     " 
*      Snuttiueit    ftff Birch     EnitUutS         7fl/O3/3l          400p.|> 

0004230193   Faruardi    rettueft   for    addl    info   re  revleu   of  FSAR   Schetfule 
taiod    on    'tiumption    that    info  will    be    available    bu,    BQQ42E 
FSAFI    shoulrf   be   atnendei}    to-   eomplij    u/raqui rumsnlt    listed    in 
encl 
STQLZ.J  F        I  ight    M^t.^    Reactors    Qrantfh    1         GO-/04/01        3pp 


— 8004040036    IF    Investljatlon  Rept    50-341/79-26   on   790S21-0302  fc  BOOI23 
No    notit ompl lance    noted  Major   araai    Inspected   alltgatlon    that 
stalnlen    steel    pipe   uai    Improperly    cut   Et    Installed    by   uiorl: 
cr-au  which  uai   under    Influence    of    drug; 

MARBH,  J  J  ,    NOfiELIUS.C  E        Region    3,    Chicago,    tjfflci    of    th( 
Director        eO/Oa/04        9pp 

8004040050  Forwards    IE   Imp  flept   50-341/80-08    on  B00115-1B  No 
nnncomp 1 iance  noted 

FICRELLtiO        Region   3.    Chicago,    Reactor   Conitruction  (.  Enginevrlng 
Support   Branch        BO/02/16        Spp 

--8004040032    IE   In«p    Rejl    50-341/BO-01    on    B00115-1B  No   noncompl i»nc» 
nottd   Major  areas    Inspected    fol  lautip    of   previously 
Identified   nc-ndomp  llances/unrssolved    i  term,  projtct   turnover 
electrical    uork   activities  !.    electrical    records 

KHOP.R    C    ,    DARIiCTT,P  f\  ,    HUGHES,  J        Region  3-    Chicago,    Offlc*   of 
the  Director        30/02/13       6pj> 

8004070130  J\cK   receipt    of   800131     Itr    informing   NRC   of    iteot    taken    to 
correct  violations    noted    In    I£    Insp    Rept   90-341/79-24 
F10RELU.O        Region   3,    Cfilcajo,    Reacfcor    Conitruction  h  Englniering 
Support   Branch        90/03/06        lp 
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— 9004070135   Responds    to    NRC     Itr    re    violations    noted     In    IE    Inap    Rept 
50-341/79-24    Corrective    actions    to    be    reported     in    detail     tn 
NRC    Inspectors    on    nett    visit    Discussion    of    infraction    enc  1 
HINES,E         Detroit    Edison    Co         BO/01/31          4pp 


S004110526   Acfc    receipt    of    300228    interim    deficiency    rept 
in    raceway    hanger    sup-port    ateel 

FIORLt-LI.  G         Region   2,     Atlanta,     Gfuce    ot-    llie    Directpr 
IP 


1 aminal i ons 


BQOflOSO£45   Ack    receipt    of    BO 022 8    Itr     informing    URC    of    steps    taton    bo 
correct    violations    noted     in    IE    Insp    Rept    5O-34I/79-25   Notes 
supp lemsnta 1    info   will    be    submitted    re    site   QA  &    integration 
of    engineers   m/contractor    personnel 

FIQHELLIiQ        Region   3*    Chicago,    Reactor    Construction   <f  Engineering 
Support    Branch         00/03/24          lp 

— B0040B064?   Responds    to    NRC    B001I4    Itr    re    violations    noted     in    IE    Insp 
Rept   50-341/77-25  Corrective   actions   QA   procedures    re    bypass 
of    holding    points    revised    to   assure    compliance 
MINES,  E         Detroit    Edison    Co         BO/02/23         8pp 

B004IS0172  Forwards    IE    Info   Notice   BO-iai     "Instrument-   Failure   Causes 
Opening    of   PORV  (,  Clock    Valve    "    No    specific    action    or 
response   necessary 
KEPPLER.J   Q         Region    3,     Chicago,     Office    of     the    Director         BO/C-3/31 


900423043?   Final     deficiency    rept    re     limited    heat    number    on   A-36    steel 
Cause    unstated    Remova 1    of    support*     initiated    Deviation 
disposition    request    generated 
FAMMER. U   J         Detroit    Fdison    Co         90/03/28         lp 

Q0041B03OI    Ack    leceipt    of    300313    interim    deficiency    rept    re     final 
evaluation    on    misaligned    assemblies    not    ijet    received    from 
manufacturer.Tube    Turns 

FICRELLIiG         Region    3,     Chicago,     Reactor    Construction    &   Engineering 
Support    Branch         BO/0'I/OI          lp 

Q0042p?005-3   rtcfc    receipt    of    000321     interim    deficiency    rept    re    termination 
to     receptacles     in   main    contiol    room   panels    601,602   5   603 
Au-aits    rept    suppl     identifying    apparent    cause    for     loose 
connect  ions    t.    broVan    strands 

FlCRE(_l.Ii5         Region   3.     Chicago,     Reactoi     Construction   !•   Engineering 
Support    Branch         BO/04/14         lp 


8004QB0708  Forwards    IE  Circular   90-05,     "Emergency    Diesel    Qenorator 
Lubricating    Oil    Addition  &  Onalte   Supply    "   rJo  written 
response   required 
KEPPLER.J   0         Region    3,     Chicago.     Office    of    the    Director         BO/04/01 


DOCKET    SO-3')4    TROJAN   NUCLEAR    PLANT,     PORTLAND   GENERAL    ELECTRIC 
F      Security,     medlcali     emergency    I/    fire    protection    plans 


0004150040   Forwards    IE    Info    Notice    BO-13,      "OE    Type    SDH   Control    Switches 
Defective  CAM  Followers    "    No    specific    action   or    response 
required 

KEPPLER.J  0        Region  3,    Chicago'    Office    of    the   Director        BO/04/02 
lp 

BO0418QQ50  Forwards   attachments    to    1C   Circular   80-Q3,     "Protec  tlon  From 
Tonic   Gas   Haiard».  "    inadvertantly    omitted    from  800306 
trantml  ttal 
KEPPUER.J  0        Reolon   3,    Chitagor    Office    of    the   Director        SO/04/03 


BO043*10'142   Submits    evaluation    at    into    submitted    re    fire    protection    for 
Train    D    sii/itchgear    roam   t    roqun  ements    far    addl    mods 
Requests    response    uithin    2O    days    to    indicate    selected    optinn 
or     to    schedule    meeting     for    discussion   Rerjuirementi    encl 
SCHUENCER.A         Operating    Reactors    Branch     1         80/03/10         12pp 

a00414006i   Responds    to    791  13O    request    that    primary    spokasman    be 
phijmlcallij    located    at    state    capitol    bldg    in    event    of 
incident   Experience   demonstrate*    that    best    info    obtained 
from     location    as    close    aa    possible    to    reactor 
DENTON.H   R         Office    of    Nuclear   Reactor    Regulation         80/03/35         2pp 


S004220I3B   Forwards     IE    Info    Notice    BO-14.      "Safety    Suggsitions    From 
Employe*!    "   No   action    required 

KEPPLER.J  0        Region   3,    Chicago,    OfFtce    of    the   Director        0O/04/O3 
IP 


0004310014   Forward*    safety    evaluation   for    incomplete    fue   protection 
items    identified    in   780309    safety    evaluation   requirinu   addl 
deiign    details    prior    to    implementation   of  mods    Hems 
resolved 
SCHWENCEO,A         Operating    Reactors    Branch     1         00/03/25         4pp 


8004B20354  Formards    IE  Circular   90-07.     "Problems  W/HPCl    Turbine   Oil 
Siji    "   No  uiritten    relponse    required 
KEPPLER.J  0        Region   3i    Chicago,    Office    ot    the   Director        80/04/03 


— B004210O1B   Safety    e/aluation    for    incomplete    fire    protection     iterr 
idonttflecf    in    70030?   safety    evaluation    Items    resolved 
•      Operating    Reactors   Dianch    1        00/03/55        6pp 


8004110036  Forwards    IE   Bulletin  BO-07. 
No  written   reiponto    rvqulred 
KEPPLER,J  0        Region   3,    Chicago,    Office    of    the   Director 


Jat  Pump   Antmblg    Failure 
0O/04/07 


800423024S  Formardt    IE  Bulletin   79-03A.     "Longitudinal    Meld    Defecbi    tn 
ASMS  8A-312,Tupe   304   Stalnlasi    Btiel    Pipe    "    Action   required 
KEPPLER.J  0        Region   3,    Chicago.    Office    of    the   OLractor        8O/04/07 
IP 


0      Ad judicatory    correspond*nc 


8004020223  Motion    suggesting    filing    of    other    parties'    testimony    on 
800326    re    adequacy    of    proposed    modified    comple*    6    on   800317 
re    other    subjs   Proposes   matters    to    be   considered   at   each 
hearing    session   Certificate    of   Svc    end 

AXELRAD.H   -    JOHNSON.  R    W        Portland    General    Electric    Co        AXELRAD,  M 
Louenstein, Newman, Reis,A«elrad   (    Toll        80/02/SQ        7pp 


BOOt  220  100  Forward*    IE  Bulletin   80-OQ.     "Eiair,  of   Containment   Liner 
Penetration   Weldi    "    Written    response    required 
KEPPLGR.J  0        Region  3,    Chicago.    Office    of    the  Director        BO/O-V/09 


B004G00392  Forward  i    response    to    infractions    noted    In    IE    In»p    Rept 
50-341/80-02   on   Q001E1-23  J<  0211-1E  Corrective   actions 
calculations   verified    by    Edison   Design   Engineering   &    change* 
art    being   made    in   procedure   manual    acfdresilng    design    mod* 
HINE9.E        Detroit   EJiion   Co        00/04/22        lOpp 

5      Riportable   occurrences.    LER*   t>  related    correipondence 

8004040018  PNO-III-BO-034      on   80031B.  1  icensee    informed    Region   3    that 
Channel    7  newt    in    DVtrolt.MI    plans    to    televl-si   B00331 

intirviiu  u/t  i  te    contractor    employee*   r»    alligation!    of 

Improper  receipt    ln*p    of    imall    bore    pipe 

BARHETTiP  A  .    KNOP,  R  C    .    FIQRELLI.O,       Region   3,    Chicago,    Office    of 

the   Director        BO/O3/19        lp 


B004020403    Int»rim   deficiency    rept   re    looie    connection*    to    terminal* 
on  OE  receptacle    pin*    for   main   reactor    control    panel* 
Number  SO  utr*    to    receptacles   mill    bo   r«t*rminat«d   Final 
rept    to   lie   submitted    prior    to   900718 

J        Detroit   Ediion   Co        00/03/91         lp 
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3004290QC&   Forward!    CE   Gaskin    artida^it     in    response    to    ABLI3    BO0311 
Dretisaring     conference    re^uss'     *o    review    effect's    of    drugs 
on    iecuriti|    re    propose!    raoOa     to    control    bldg    Protection 
during     ',   after    mods    provided     adequately 
SRrtY.  J    R         Hearing    Branch     \          eO/O4/II          2pp 


--B0042eOO!3    At  r  id-ai.it    stating     that     physical     security 


nods     to    control    bldg    Prof     nual  i  f  i  cation    eric  1 
GASIUN.C    E         Reactor    Safeguards    Licensing    Branch 


Operating     license    alaje    dotument-s    4     cor  r  espond  enct 


GO/04/10         Ap» 


Requests    that    licensee    remit    addl     sum   por    10CFR170 
requn  amen  ts     For    Class    III    fee    category    re    79122B    Tech    Spec 

submitted    uithin     15    daijs    aftei     itceipt    of    Itr 

MILLED, HO         License    Fae    Management    Branch         BO/04/03          Ip 


6001300250  Forwards  Am 
notice-  or  i  ssuance  4 
SCHWENCER,  A  Operat 


43  to  Lie 
ailabili ty 
Reactors  Branch  1 


NPF-1,  safety    evaluation    t, 
80/04/04         2pp 


--S004300255   /imend    .13     to   Lit 
time    tiuo-day    e  i  tens-ion    r, 
rod     drop     times 
SCHIJEMCEI*.  A         Operating    Raactors    Branch    I 


(JPF-1 1  chang  ing    Tech    Bpocs    to    allc 
veillarite    interval    for    control 


Spp 


-B004300259    Safety    evaluation    supporting    Amend    43   to    Liconae   NPP-1 
»       Office    of    Nuclear   Heactor    Regulation         00/04/04         2pp 


&OO403O102   Forwards    "Nuclear    Datamini     Specs.,  "     itudig    of    digital 
communication    si)s    to    tianimit    info    from    plants     to    Bethesda 
Opsratlons    Cti 
E1SE«HUT,D   G         Division    or    Operating    Reactors          BO/C-3/12         Spp 


— B0040301ie    "Nuclear    Data   Link    Spec*    " 

•      Division    of    Operatin-g    Reactoi  s         BQ/O2/21          20pp 


6004230087   Forwards    request     for    addl     info    re    containment    purge    generic 
issues      Addl     inro   needed     to    continue    reviBm    of    790103    It)1 
SCHUENCEH.A        Operating    Reactors    Branch     I          GO/03/1B.         flpp 

9004100307   Notification    a*    600337    meeting    m/util    4<   Uestinghouse     in 
Bethesda.MD  to    discuss    '  U"    computer    i-gs    fc   data    transmission 
for    onsile    technical    support    ttr    I,    to    discuss    short-term 
TH1-I     lessons    learnad    implementation 
TRAMMELLrC         Operating    Reactors    Branch     1          fla/O3/17         2pp 


Hotico    of     issuance    >j 
NPT-1 

SCHHENCER.rt 


ilability    of   Amend    43    to   License 
Pperat  ins   "Eac  tors    Branch     1         30/04/04         2pp 


900'H  80361    Foruai  di   appliiation    to   amend   License  NPT-1    ant  hor  i  i  ing    mods 
to    cable    ti  aq    tests    li    containment    fii-e    Buppression    eijSi 
submitted     as    fiats     III    amend    Certificate    of    Svc    end 
GOOUWIN.C         Portland    General    Electric    Co         80/04/14         4pp 

--B004lB03is2  Application   to   amend    License   HPf-l    authoriiinfl    mods    to    cable 
tratj    test    t    con  ta  i  union  t    fire     suppression    sgs>  subml  tted    as 
Class    SCI    amend    Utll    aafetu    evaluation    end 
OQODWIW.C         Portland    General     Electric    Co         80/04/14          Spp 

—  600<HQ03£jt   Proposed     changes     to    Tech    Specs    6    1    b   6   2    >t    Figure    621     for 
administrative    controls    '/    nun    shift    creu    composition 
•      Portland    General    Electric    Co         BO/04/14         2pp 


SCO'101033'!   Forwards    addl     info    bij    Be-chtel    re    A-framc    support    used     in 
Plate    a   movement    from   equipment    hatch     in    turbine    tildg    to 
position    secured    to    plate    support    frarasi     Info-    assists    in 
resolution    ot    Hem    1    of    KS   Herring)    !<    0    Psrslrbko    tflstimontj 
DBDEHL,D   J        Portland   General    Electric    Co         30/03/27         3,pp 


SOO41B0466   Foruaios    i  esponses.  p' epared    by    Bechtel,  to   NHC    000403 
questions    re    proposed   mods    to   control    bldg    Also   forwards 
proposed    Teth    bpecs     re    control     bldg    mad    connection    bolis    S. 
proposed    revision    to    Ttch   Sped  Section    5   7    1 
BROEHL,  [)    J         Portland    General    Electric    Co         00/04/14          12pp 


8104030409   Oescrit.es    program    for    sample    tube    removal    t.    subsoqUBnt 
analyses   Submits    bacVgrourid    info    rg     tube    plugging 
HROEHL.D   J        Portland    General    Electric    Co         90/03/37         4-pp 

eo012BCai?6   Provides    progran>   description    re    removal    of    representative 
samples   of    steam  generator    tub«s    during    fipr    I?BO    acheduled 
refueling    outag*,  per    util    79J 104    If    16    Itrs     to   MRC    Samples 
uill    be   analtjied    to   determine    causa    of     leak    discovered 
HP.CEHL,  D   J        Portland   General    Electric    Co         00/03/37         Ipp 

8004030447  Submits    info    in    response    to  WftC   BC0223  request    re    in-sone 
check    valves     isolating     high    presmre    HUB    front   LPI8    piping 
Operating    Test   Procedure   3-<i   will    be  modified    to    include 
5»cond    checV   valves    for    tsstlna    at   refueling    interval 
GOODWIN, C         Pacific   Oas    '     Electric    Co         BO/03/31          Spp 

9004030340  Forwards   Change    Applnatlon    58    to    amend    License    MPr~liT«ch 
Spec    Section  4    I   3  3, allowing   E5X   eiteniian    o-f    surveillance 
interval    for   rod  drop    time 
GODWIN, C        Portland    General    Electric    Co         BO/04/O1          Ip 

J4030243  Chanje   Appl  ic-at  ion    58    to    amend    License    NPF-l.Tech    Byte, 
Jtction   4   I    3  3, allowing    35K    e. tension   of    Surveillance 
interval    for   roj    drop    time 
GOODWIN.  C        Portland    Central    Electrn     Co         HO/0-1/01         3p  p 

JOO-IOB03B9  KfotifiBi    that   flA   program    For    operatio-ns    ha,  benn    revteued    r 

dieiel    oenerator   fuel   oil    Fuel    oil    has    been    included  in  Of, 
program  For  SOUIB   time 
GOODM1N.C       Portland  General    Electric   Co        SO/04/OI         Ip 

90040B030D  Poruard*  Mar    I960  Addendum   1    to    "Rept    on   Te*t(no    of 
Compo.ite   Kaignrq  Walls. Nov    1979    «    Test    results,    described    in 
arfdentfuai  inrficate   that   10   pal    J*    appropriate    principle 
tensile  stress   value  at   BlocV    coi-e    interface    oF   uall 
BRQEHL.D  J        Portland   G*neral    Electric    Co         BQ/Oil/01          Ip 

—8004000509  Addendum  l    ta    "Rept    or,    Testing    "f    Campo.ifce   Ma.onry    ^lls 
*      Portland  General   Electric   Co        60/04/01         5pp 


Forwards  marted-up   draft    copy    of    proposed    Tech   Specs   r* 
second    level    undervoitag f   omlec tlon.  to    eipedite   completion 
af  safety    evaluation  concerning    degraded    arid    voUda*  Alio 
foruariJs   corrected   page    of   000111    rehouse 
GQQDWIN.C         Portland   Ger-er-al    EUctrlc    Co         BO/04/03         7pp 


— B0011B0467   Proposed     Tech    Specs,  Sec  tion   3/4    7    ll.ro    control    bldg    oiod 
connection    bolts    Addl    responses    to    NFIC    BOO403   questions    re 
proposed    mods     lo    control    bldg    end 
*       Portland    Genurnl    Electric     Co         90/04/14         23pp 

— B0041H0470  Proposed    revision    to   Tech    Spoc. Section   5   7    l.re   seismic 
c laaslf icalion 
»       Portland    General    Electric    Co         BO/04/14         Ip 

B004220fi?5   Foriuards    aupp  1  enen  tal     info    re    fihort-torm   Lessons    Learned 
TaaV    Force   r ecnmmendations 
DflOCIIL.t)    J         Portland    Qeneial    electric    Co         00/04/13         36pp 

3004300300   Foriiiaidi   revised  Section   2    1    i  a.  to   BQQ4I9    Itr,     "Intenritv 
of  Su.n  Outside  ContainoiEnt    Llkelg    to   Contain  Had  I  oactivt  tg.  " 
re    tmplemontiitioii    of    KURI-G-Q57S  requirements   Flevifllons 
reflect   clarifications   discussed    In  30041?   telcon 
D(iaEHL,D   J        Portland   Qenoial    Electric   Co        90/04/25        3pp 

Q      Inspection    i eporls.     If   Bulletins   %   correspondence 

SQ04ia09ai    Forwards    1C    Insp   Rept    30-344/f3O-01    on  800102-31   !<  notice    of 
violation 

CREWS, J  L        Region    5,    Son  Francisco.     Office    of    the   Director 
aO/02/31          2pp 

— -80041(10523   Motile    o-f   violation    from    (nip    on   000102-31 

*      Region    5.    San   Fraiiciscoi    Office    of    the   Director        00/02/30         IP 

— -6004160027    IL   Insp    Rept    50-344/00-01    on   800102-31    Moncomp  Hance   noted 
failure    to   comply    u/phijsical    securitij    procedure    for    securing 
of    onilte    vehicles 

srERfJREno,0  fl    ,    MALMFiCH-M  II        R«gion    5.    San  Franc  iico,    Office    of 
the    Director        00/03/20        Spp 

3004010000  Forwards   responses    to    900319  notice    of   violation. nolle •    of 
proposed    imposition    of   civil    penalties   &   request    far 
identification  &    implementation   of    Improvement!    In   physical 
protection   mgt  £nc 1 1    withheld    (ref    10CFR2   790) 
WILLIAMS.*)  L       Portland   Ganeral   Electric   Co        00V03/07        Ip, 

0004100264   Acfc    receipt    of   000227    Itr    informing   NRC   of    steps    taken    to 
correct  violations    notod    in    IE    Insp   Hept    30-344/00-02 
CREWS, J  L        NRC    Regional   Offices        BO/03/13        Ip 
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-B004100273   Responds    to    NRC    800208    Itr    rs    violations    noted     in    IE    Insp 
Rept    50-344/00-O2    Corrective    actions    training    assistant 
assigned    to    follow    licensee    reactivity    nanip  ulat  1  ona    >t 
ensure   documentat ion 
GdQDHIN.C         Portland    General    Eloctnc    Co         00/02/27         3pp 


Periodic    operating    tepnrts    '•    ielc 


:oi respondence 


S0040S0442   Formal  ds    monthly     aji  stating    rept    for    Mar     17BO 
YUNDT.C    P         Portland    General     Electric    Co         BO/O4/OI          lp 


-8004100283   Forwards     IE    Insp    Rept    50-344/BO-O2 
of    violation    t    deviation 
CREWS,  J  L        NRC    Regional    Offices        BO/02/OB 


BO015I-23    8     notices 


2pp 


-- BOQ4080446    Ironthli/    operating    tept    for    Mai     1980 

BAIR.G   G      PortlflH<J    General    Electric    Co         BO/O4/OI          4pp 


-8004 100283   Notice    at    violation    from    msp    on   800121-23 
»      NRC    Regional    Offices         BO/02/07          lp 


-BD04100295   Notice    at    deviation    from    Insp    on    B00121-23 
*      NRC   Regional    Offices         BO/O2/07          lp 


— B004100303    IE    Inrfp    Rept    50-344/60-02    on    SOQ121-23   None nmp 1  lane e    noted 
failure    to    keep    records    of   reactivity    control    manipulation!! 
&    to    prepare    quarterly    summaries    of    retraining    programs 
8TERNDERG.D   H         Region    3,     San    Francisco.     Reactor    Operations    Nuclear 
Support    Branch          CARLSON,  J   C     ,     JOHNSON.  P    H         Region    9,     Ban 
Franc  lie  Oi     Office    of    tlie    Director         80/02/O7         5p  p 

B004070322   Forwards    request    for    addl     Info    for    review    of     utll     771228    Itr 
re    tnssrvieo    insp    program  Response    requested   within   45    days 
SCHWENCERiA         Operating    Fleactnra    Branch     I          80/03/10          5pp 

G0042B0080  Forwards    IE    Insp  Rept    50-344/OO-04   on    800301-29  Na 
noncomp 1  lance    noted 

CREHB. J  L        Region    b,     Ban  Francisco,    React or   Operations   Nuclear 

Support    Branch        80/03/B4  2pp 

—6004280007    IE    Insp    Kept    SO-344/BO-04    nn    800301-29   Mo    noncomp 1 ianc o 
noted   Major   areas    inspected    plant   operat  1  ons  •  mairtt,  p  htjsica  1 
secur i ty, rof ue 1  ing    preparations   li   procedures 

STERNDERQ,D  M        Region    5,    San   Francisco.     Reactor    Operations    Nuclear 
Support    Branch         JOHNSTON,  0   W    ,     IIALMROS,  M   H         Region    9.     San 
Franc lico,    Office    of    tho   Director        60/03/20        ip p 

B0041S0207  Forwards    IE    Info   Notice  BO-12*     "Instrument  Failure   Causea 
Opening    of   PQRV  t.    [Hock   Valve    "    No    specific    action    or 
response   necessary 

ENGELKENrR   H        Region    3.    San  Francisco,    Office    of    the    Director 
80/03/31         lp 

QOQ4IQ0104  Forwards    1C  Circular   00-03,     "Emergency   Diesel    Generator 
Lubricating   Oil    Addition   &   Dnsite   Supply    "    No  written 
response   required 

CNGELKEN.R   H        Region    3-    San  franclsco.    Office    of    the    Director 
BO/04/01         lp 

6004110113  Forwards    IE    Info   Notice  B0-13i     "GE   Type   BUM  Control    Switches 
Defective   CAM  Followers    "    No    specific    action    or   response 
required 

ENOELKEN.  R   H       Region   Si    Ban   Francisco,    Office    of    the    Director 
60/04/02         lp 

8004230046  Forwards    IE    Info  Notice  SO- 14.,     "Safety   Suggestions   From 
Employees    "   No   action    required 

ENQELKEN.R   H,       Region    B,    Ban   Francisco.    Office    of    the    Director- 
80/04/02        lp 

800418013?  Forwards    IE  Circular   30-07,     "Problems   H/HPCI    Turbine    Oil 
Sys    «   NO  written   re«ponsa   ruquired 

ENOELKEN, R   H        Region    S,    San  Francisco.    Office    of    the    Director 
SO/O'l/03        lp 

0004090542  Provides    schedule    for    B0042&-0505    fuel    insps    during    Cycle   3 
refueling    outage    Imps   mill    be    performed    by    Uettinghouse 
tt   util    In    ipent    fuel    pool    area    Preliminary    oral   rept   will    be 
made   prior    to   return    to    operation 
ODQDHIN,  C        Portland   General    Electric    Co        80/04/04        Bpp 


Rcpnrtabli 


9004320084    PNO-77-143   Pacific    Pump    Co    supplied    facilities    u/praduc  tion 
lot    of    4O    pumps    mfg    using     shafts    made    of    inferior    matl 
Cause    unstated!    Ml    utils    Lu/pumps    uere    notified    NRC 
headquarters    notified    on    770912 
HHITT,K   U         Hegiqn    S,     Atlanta,     Ofrice    of    the    Dnector         77/00/12 


B004210224    PNO-77-203    on    771117,  pips    caps    uera    discvoverod    on    sensing 
lines    foi     all    fout    mide    range    containment    pressure    sensors 
Condition    eiistod    3inco    (lay     1977    Caps   were    removed    from 
sensing     lines     immediately 

KLINGER,G    ,     NOLAN,  T    ,     SNIEZEt^J         Region    2,     Atlanta,     Office    of    the 
Director          77/11/18         lp 


£3004150440    Forwards    LCR    BO-O04/03L-0 
YUNDTi  C    P        Portland    General    Electru 


Co         QO/04/07         Spp 


— 8Q04I5044H   LEU    SO-004/031 -0    on    800109,  dui  ing    periodic     test  i  ng  .  control 
room    emergency    ventilation    sijs    failed    to    have    required 
floui    rate    Caused    by    peisonnel     error   Manual    ventilation 
ctampor    placed    in    throttled    position   Damper    signs    posted 
PERRY,  J    C         Portland    General    Electric    Co         BO/04/O7         lp 


B004290471    Forwards    LER    80-005/OIT-0 

YUNDT,  C    P         Pottland    General    Electric    Co 


—  8004290<17B   LER    BO-005/01T-O    on    Q00,|l  1,  dur  i  ng    periodic    surveillanct 
test  ing,  throe    of    four   main    steam   Isolation   valves    failed 
to    respond    to    manually     initiated    closing     signal    Caused    by 
component    f ai I ure 
PERRY,  J    C         Portland    Genetal    Electric    Co         80/04/32         lp 


T      Hearing    transcripts    on   non-antitrust  matters 


Q004O40O63   Forwards     licensee    testimony    on   matters    other    than    structural 
adequacy    of    comp lei. test inony    on    structural    adequacy    of 
modified    complex,  t  evieui    of    proposed    design    of    mods    for 
control    bldg   t    response    to   NRC    request    for    supel    info 
JOHNSON, R         Portland    General    Electric    Co         BO/03/17         3pp 

— 8004040065    Testimony    ro   matters    other    than    structural    adequacy    of 
modified    complex    Prof    qualifications    of    DJ   Droehl'LJ 
Ericsson,  RC    Anderson  t>  HU  Uhlte   end 

BROEHL.D    J    ,     EfilCKSaN,  L    U         Pacific    Gas    f,    EUctrlc    Co 
ANDERSON, H    C          Oechlel    Corp         SO/03/17          ISOflp 

— B0040400&7   Teitimany    re    structural    adequacy    of    modifiHd    complei   Prof 
qualifications    nf    RC    Anderson,  WH   Uhlte, S    Dimal    t,   LC    Chang-Lo 
enc  1 

ANDERSON, R  C    ,     G1HAL.S        Dcchtel    Pouer   Corp       (subs      of   Dechtel 
Corp     }          WHITE, W   W         liethtel    Corp         80/O3/17         lOSpp 

— 8O0404007O    "Review    of   Proposed    Hods    for    Control    Dldg    " 

HOLLEY.M    J         HansD,     Holley    '•    Drlggs,     Inc          DRESLER,  D         Ulsi, 
Janney,     Elatncr    k   Association,     Inc         60/03/13         17pp 

— S00404Q073   Toruiards    supplemental     info    responding    tn    NRC    request    at 
800307   meeting    re    structural    considerations    of    proposed    mods 
to   control    bldg 
BROEHL,!)    J         Portland    Goneral    Electric    Co         90/O3/17         30pp 


B004230376  Forwards    IE   Bulletin   79-03A,     "Longitudinal    Meld   Dofecti    in 
A8ME  BA-312, Tupe   304  6talnla>s    Steel    Pipe    "    At t ion    required 
ENQELKEN,R   H       Region   5,    San  Franciica.    Offio    of    the    Director 
80/04/04        lp 

8004220179  Forwards    IE   Bulletin   BO-OB r     "Eiam    of   Containment   Liner 
Pinatratlon  Meldi    "   Uritten    raiponse    required 

EH3£LKEN,fi   H       Region   5,    San   Francisco.    Office    of    th>    Director 
80/04/07        lp 

S004300387  Responds    to    IE    Info  Notice   80-06,     "Notification    oP 
Significant  Event*    "   Reporting    guidance    for    events    already 
defined    in   Reg   Guide    1    16  d   specified    in   Tech   Spies    Need    far 
niw  rulvmaking    unjustified 
BROEHL.D  J        Portland   General    Electric    Co        BO/04/25        Spp 


0004280002  Transcript    of   EJOO331    evidentiary    h  aar  Ing,  Phase   2    In 
Portland, OR    Pp    3640-3?12 
»      Commission        80/03/31         27?pp 

S0041B0311    Transcript   of  Phase    Two   evidentiary    hearing    in  Portland, OR 
Pp   3913-4123 

*  Commission    80/04/01    210pp 

B004170314   Transcript    of   800402   hearing    in  Portland, OH   Pp    4,300-4,453 

*  Atomic    Safety    and   Licensing    Hoard   Panel         aO/Q4/O2        154pp, 

8004170326  Transcript    of   80O403   evidentiary    hear  Ing, Phase   2,  in 
Portland, OR  Pp    4,434-4,497 

*  Atomic    Safety    and   Licensing    Board   Panel         BO/04/O3        43pp 
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80Q42BOG03    Transcript,    of    C00416    healing     in    Portland. OR   Pp  4498-1630 

*  Atomic    safety    and    Licensing    Board    Pans!         BO/04/16  14>lpp 

S00435O2S3    Transcript    of    &004I7    hearing     in    Portland, OR   Pp  4659-4836 

*  Atomic     Safety    *,nd    Licensing    Ooard    Panel         BO/04/17  197pp 


P      Operating    license    stage   documents   /•  correspondence 

6OQ4O4GOOS    Foruards    outline    of    plant-specific    questions    to    be    addressed 
Ln    addition    to     info    required    by    IE   Bulletin    79-37   TO   BOO206 
reactor    trip    at    Crystal    Rivei    Sequence   of    events   i,   planned 
corrective    actions    also    enc ! 
DENTOH,  H    R         Otflcfi    of    Nuclear    Reactor   Regulation         BO/O3/06        Sdpp 


DOCKET    50-34 i    DAVlS-tJESSE   NUCLEAR   POWER    STATION:     UNIT    1 
F       Security,     modicali     emergency    1    fire    protection    plans 

B00434GS24    Forwaids    sijs    description    1   operating    instructions    For   NRC 
health   physici    telephone   network    Sys    designed    for    use    during 
nuclear     incident    01     AQ   Metuoi  h    flay    also    tie    used     far    daily 
administrative    t    facsirrilie    traffic 

KEPFL.es,  J    C         Region    3,     Chicago,     Office    of    the    Director         BO/03/aO 
2pp 


8QQ4O70215    Requests    Class     IV    feei    for    review   tc    approval    at    8O021 1 
application  pioposing    Tech   Spec    changes    for   Cycle  2 
operat  ion 
DICGS, R   11        License    Fee    Management    Branch         80/03/Oe         Jp 

B004030102    Forwards    "Nuclear    Data   Link    Spets.  "     study    of    digital 
c onuun i cat  ion     >ys    to    transmit    info    from   plants     to    Bethesda 
Operations   Ctr 
ESSENHUT.D   G         Division    of    Operating    Reactors         BO/03/12         5pp 


— H00424052A    Sys    description    ',    operating    instructions    for   NUC    health 
physics     telephone    netuork 
*       Government    Services,     Inc         79/11/30        ipp 

&OO4O10419    Forwards    upgraded    emergency    plan   *     response    to   BQ02I9-31 
anslte    review    of    emergency    planning    Util    iiii  1 1    use    updated 
version    to    implement    procedures   t-    conduct    training    by    Spring 
or   Summer    1900 
CRQUSE.R    P         Toledo    Edison    Co        30/03/37         9pp 


— SOQ4010427    Emergency    plan 
*      Toledo    Edison  Co 


— 900403Q11B    "Nuclear    Data   LinV    Specs 
*      Division    of   Operating    Reactors 


2flpP 


IGOpp 


BOO4O30230    Notification    o#   800318   meeetlng    u/all     operating    H8.U   reactor 
licensees    in   I)ethesda,MB   to   evaluate    implications   of  Crystal 
Rivsr   Unit    3    event    fr   response    to    IE  Bulletin    79-27 
RElD,fi    U         Operating    Reactors    Branch    4         80/03/14         2pp 

6004100176    Requests    controlled    let    of    PUD*   Submittal    should    be 
forwarded    to    attention    of   Region  3    incident    response   ctr 
ul  thin    20    days 
KEPPLER.J   G         Region   3,     Chicago,     Office    of    fchs    Director         BO/03/20 


6004160353   Foruiards    description    of    fire    protection    su,»    mods    scheduled 
Far     completion    by    B00422.  in    support    of    util    791S23   request 
for    delay    until    800930   Delay     i«    based    on   revised    estimates 
of  mor1!    scope   !•  manpower    limitations 
CROUSE,R    P         Toledo   Edison    Co         BO/04/11         3pp 

80042S0456   Forwards   Revision    13    to    industrial     security    plan, AD    1800   00 
End    withheld    iref    1QCTR2   79O) 
CRDU3E.R    P         Toledo   Edlion    Co         90/04/22         Ip 


0      Ad jud icatory    correspondence 


8004150103    Forwards    Amend    23    to   License    NPF-3    safety    evaluation   !. 
notice    of    issuance    t>  availability 
HEED,R    U        Operating    Reactors   Branch    4        80/03/27        lp 

—  800*150110  Amend   23   to   License    NPF-3  modifying    T«ch  Specs    to  alloui    for 

delay    in    testing    of    reactor   vessel    internals    vent  valves 
HEID.  B    W         Operating    Reactors    Branch    4         SO/O3/27        2pp 

—  80041SOlli   Safety    evaluation   supporting   Amend   S3   to  License  NPF-3 

»      Office    of    Wuclear    Reactor    Rejolatlon         60/03/27        2po 


8004030026  Mcmoranduni  of    understanding    between   NRC  &  FEMA  re   prompt 
improveraen t    in   radiological    emergency    planning    d 
preparedne  si ,  d  istnbuted    as    Board    notification 

GDSSICK.L   V         Office    of    the    Eiecutive    Director    for    Operations 
80/04/02         34pp 


H      Oeneral    correspondenc 


7 9 0629 0854   Responds    to   790411    Itr   on   reactor   saf  etijr  c  liri  f  ying 
concerns    re    Davls-Besie    ifiutdoun    b   geologic     faults    near 
Diablo  Canyon 
£ISEINHUT,D   G         Division    of    Operating    Reactors         79/05/22        2pp 


—6004150120  Notice    uf    Issuance  A  availabllibv    of    Amend   23   to.  Licenie 
NPF-3 
REIO.R    U        Operating    Reactors   Drancti    4        BO/ 03/27       2pp 

G0040BOB1<1    Foruards    addl     responses    to    questions    raised    during    800223-26 
site   visit    for    review    of    implementation   of  NlVREO-0970 
requirements 
CfiOUBEi  R    P         Toledo    Edison   Co         80/04/OI         4pp 

BOOA210328    Summarij    of    BO  02  £9   meeting    w/D&U    oujnars    group    in   Ba  theida,  tld 
re    abnormal    transient    operational    guidelines 
SEICEL,  B    L        Reactor   Systems   Branch        60/04/02        4pp 


I      Financial    information 


B0041S0471    Forwards    three   documents    as   evidence   of   guarantee   of   share 
cf    retrospective    premium  which   may    be    levied    againit 
licensees    in   CVBO  Adequate   cash    flow  can   be    genera t»d,  if 
required,  for    retrospective    premium 
HAU8AN3.E   H         Cleveland    Electric     Illuminating   Co         BO/04/10         3pp 

8004230380  Forwards    cash    flow    info    for   Toledo   Ellison  &  Cleveland 
Electric    Illumination  Co  &  Annual    Financial    Kept    1979   for 
Toledo   Edison    to    demonstrate    ability    to    pay    combined 
retrospective   premium   for    facility 
CRDU5E.R   P    ,    ERTLE,  R   F       Toledo  Edison  Co       EO/O4/1B       ipp 


—8004280302  Annual    Financial    Rept    1979 

»      Toledo   Edison    Co        00/04/18         26pp 


— B0042B03ab   Forwards    cash    flow   info   >t  Annual   Financial    Rept    1979   to 
demonstrate    ability    to   pay    retrospective   premium   for 
facility   W/o  annual    rept 
MAUGAN3.E  H       Cleveland   Electric    Illuminating    Co        80/04/10        2pp 


Insurance   &    indemnity    Information 


800-1140346  Forwards  Endorsement   25  to  MAELU  Polity   MF-92 

CDRREA,C        Harsh   t-  McLennan^inc    .    rl  t.  M  Nuclear   Consul  tants.  Inc      Oiv 
BO/04/03        2pp 


a004?503iB  Summary    of   800403   meeting    ui/uti  Is.  BtW.  NUS  Corp    J.  McOraw-Ht  1 1 
in    DethesdaiMD    re    draft    NUHEO-0667,     "Transient    Respoiiil    of 
BdW-Designed    Reactors    " 
CrtPRA.F!    A         Standardliation    Branch         flO/04/04         7pp 

30041B049O  Notification    of  800423  mvetlng   u/utlli  t,  BW  in   DetheEda,t1D 

to    discuss    implementat I  on  of  recommendation*    by  BtM  Reactor 
Transient   Response    Task    Force 

CAPHA.R    A        Standardiiation   Branch        80/04/O5  2pp 

B004220534   Advises    that    installation   of   proposed    reactar   vessel    head 
vent    Is    still    under   review  Design   requires   vent    path   ui/two 
Isolation   valves    in    series    Installation   scheduled    For    19B1 
refueling    outage 
CflOUSE.R   P        Toledo   Ediion  Co        89/04/15        lp 

S004220497   Clarifies     Items    l>,3   of    util    600324    Itr    re    actions     In 
response    to   tronsie-nt    at   Cryital    River  3     Pilot    operated 
relief   tr    presaurlier    stray   valve  will    close    during    lol>    of 
power   Pouser   source    removed    during    testina    procedure 
GROUSE, R    P         Toledo   Edison   Co         BO/04/li         2pp, 

0004250376   For ward i    info    re   QA  requirements   for   ditsil    generator   fuel 
oil    In  pe«pons.e    to   NRC    300107  request. Util    does    not   cover 
dicsel    generator    fuel    oil    t    does    not    include    Rag   Quidt    L    137 
in   QA  program  Excerpts    of   procedure*   'ncl 
CROU5E,  R    P        Toledo.  Edison  Co        80/04/13        4pp, 
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0   Inspection  reports,  IE  Bulletins  t-  correspondence 

8004020135  Forwards  response  lo  IE  Insp  Rep*  50-346/79-23  re 

verification  study  of  pipe  whip  restraints  on  PCS  All 

analyses  verify  restraints  are  adequate 

CRDUSE.R  P    Toledo  Edison  Co    79/12/07    76pp 

8004040143  Forwards  IE  Insp  Rept  50-346/79-33  on  791121,1212-14  b 
300123  No  noncomp  1  iance  noted 

FIQRELLI.Q    Region  3,  Chicago.  Reactor  Construction  Si  Engineering 
Support  Branch   80/02/14   2pp 

--B004040150  IE  Insp  Kept  50-346/79-33  on  791131,  1312-14  fc  B00138  No 
noncorripl  iance  noted  Major  areas  inspected  resistance  temp 
detector  connection  repair  at  hot  leg  risers  &  licensee 
implementation  of  IE  Bulletins  79-02  t<  79-14 
DANIELSON.D  H    Region  3,  Chicago,  Reactor  Construction  !< 
Engineering  Support  Branch    VIN.T    Regton  3,  Chicago.  Office  of 
the  Director    BO/02/13   App 

8004100013  Forwards  IE  Insp  Rept  90-316/00-01  on  000102-04,07-11,14-18, 
21-29.29-31  tt  0201  &  notice  of  violation 

HEISHMANi  R  F   Region  3,  Chicago,  fleactor  Operations  Nuclear  Support 
Branch   BO/02/21    2pp 

—  80041000ti  Notice  of  violation  from  insp  on  800102-04,07-11,14-10. 
21-23,29-31  4  0201 
«  Region  3,  Chicago,  Office  of  the  Director    00/03/20   lp 

—0004100022  IE  Insp  Rept  SO-346/80-OI  on  800103-04,07-11,14-18,21-25, 
39-31  &  0201  Noncomp  1  iance  noted  improper  switch  lineup  in 
control  room  emergency  ventilation  sys 

REYESiL  A  ,  TAMBLINO.T  N   Region  3,  Chicago,  Office  of  the 
Director    80/03/20    7pp 

S004100146  Foriuards  IE  Info  Notice  80-OB,  "States  Co  Sliding  Link 

Electrical  Terminal  Bloc!  "  No  specific  action  or  response 
required 

KEPPLER.J  0   Regton  3,  Chicago,  Office  of  the  Director   80/03/07 


B00404O455  Responds  to  IE  Bulletin  BO-03.  "Loss  of  Charcoal  from  Std 
Type  11,2  Inch.  Adsorber  Cells  "  Type  II  filtration  charcoal 
tsploadlng  adsorbers  utelded  ui/o  charcoal  leakage  Torque 
sitting  adjusted  to  obtain  proper  compression 
CROUSE.R  P    Toledo  Edison  Co   80/03/14    3pp 

800404011S  Forwards  IE  Insp  Rept  30-346/80-02  on  800114-10  f.  notice  of 
violation  Notice  of  violation  uitheld  (ref  10CFR2  790) 
HIND.J  A   Region  3,  Chicago,  Safeguards  Branch   BO/03/18   2pp 

—  0004040132  IE  Insp  Flopt  50-346/80-02  on  800114-18  Noncomp  1  iance  noted 
failure  lo  adequately  control  access  Portion  of  active 
Intrusion  detection  alarm  sya  not  lamper-ind  icating  Details 
withheld  (ref  10CFR2  790) 

HIND.J  A   Region  3.  Chicago,  Safeguards  Branch    U3TJCK,  N  R  , 
BCHAPER,  J  F   Region  3,  Chicago,  Office  of  the  Director   BO/03/07 
2pp 

8004090415  Ac  k  receipt  of  600304  1  tr  Informing  NRC  of  steps  taken  to 
correct  violations  noted  in  IE  Insp  Rept  50-346/79-30 
HEIBHrtAN.n  F   Region  3.  Chicago,  Reactor  Operations  Nuclear  Support 
Branch   80/03/24    lp 


80040B0724  Forwards  IE  Circular  00-05,  "Emergency  Diesel  Generator 
Lubricating  Oil  Addition  !.  Giisite  Supply  "  No  written 
response  required 

KEPPLER.J  G    Region  3,  Chicago,  Qfrice  of  the  Director    80/04/01 
IP 

8004150055  Forwards  IE  Info  Notice  SO-13,  "GE  Tgpe  SDH  Control  Switches 
Defective  CAM  Followers  "  No  specific  action  or  response 
roqu  ired 

KEPPLER.J  G    Region  3.  Chicago.  Office  of  the  Director    BO/04/03 
IP 

8004100060  Foruards  attachments  to  IE  Circular  BO-O3,  "Protection  From 
Toiic  Gas  Haiarrfb.  "  mad  /ertent  ly  omitted  from  800306 
transmi  ttal 
KEPPLER.J  G    Region  3,  Chicago,  Office  of  the  Director    00/04/02 


8004230151  Foruards  IE  Info  Notice  80-14,  "Safety  Suggestions  From 
Employees  "  No  action  required 

KEPPLER.J  G    Region  3,  Chicago,  Office  of  the  Director    80/O4/02 
lp 

8004230384  Forwards  IE  Circular  80-07,  "Problems  U/HPCI  Turbine  Oil 
Sys  "  No  written  response  required 

KEPPLER.J  0    Region  3,  Chicago.  Office  of  the  Director    00/04/03 
lp 

8004300M7  Forwards  partial  response  to  IE  Bulletin  79-01B,  "Environ 
Qualification  of  Class  IE  Equipment  "  Response  to  Items  1, 
315  are  comp  le  te*  tu/par  t  lal  response  to  Item  2  ll/a  end 
GROUSE,  R  P    Toledo  Edison  Co    80/04/03    2pp 

BO043303H9  Foruards  IE  Bulletin  79-03A,  "Longitudinal  Ueld  Defects  in 
ABHE  5A-312,Tupe  304  Stainless  Steel  Pipe  "  Action  required 
KEPPLER.J  O    Region  3,  Chicago,  Office  of  the  Director    SO/04/07 


B00422GO57  Foruiai  ds  IE  Bulletin  BO-OB,  "Eiam  nf  Containment  Liner 
Penetration  Wolds  "  Written  response  required 
KEPPLER.J  G    Region  3,  Chicago,  Office  of  the  Director    60/04/09 


R   Periodic  operating  reports 


related  correspondence 


8004140350  Forwards  monthly  operating  iept  for  Mar  1980 
MURRAY, T  D    Toledo  Edison  Co    80/04/07    lp 


— B00414O353  HonthlU  operating  rept  For  Mar  19BO 

SARSQUR,B    Toledo  Edison  Co    80/O4/07    I2pp 


S   Reportablo  occurrences,  LERs  t  related  correspondence 


80Q41B0517  PNO-I I I-7B-1 19A  review  of  failure  af  dlesel  generator 
sequencer  circuit  indicated  that  design  error  had  occurred 
In  translating  logic  drauing  to  contractor  installation 
drawing  Corrective  action  iuas  documented  in  NRC  7B0612  Itr 
KLINCCR.G  ,  NOLAN,  F  ,  5NICZEK,  J    Region  3,  Chicago.  Office  of  the 
Director    78/06/13    lp 


••-8004090424  Respond*  to  NRC  800212  Itr  re  violations  noted  in  IE  Insp 
Rept  50 -3 46/7? -30  Corrective  actions, reorgani led  authariied 
•cceii  1 iat, updated  drauingt  &  monitored  distribution  & 
control  of  dr»ujin(|» 
CF10USE.R  P   Toledo  Edison  Co   00/03/04   3pp 

B004100001  Ack  receipt  of  800314  Itr  informing  NRC  of  steps  taken  to 
correct  vlolationi  noted  in  IE  Imp  Rept  50-346/BO-01 
HEIBHMAN,  R  F   Region  3,  Chicago,  Reactor  Operations  Nuclear  Support 
Dranch    80/03/24    lp 

— B004100091  Responds  lo  NRC  800221  Itr  re  violations  not«d  in  IE  Intp 
Rept  30-346/80-01  Corrective  actions  local/remote  Syitch 
HA  3261 A  handle  removed  &  ttored  in  adjacent  location 
CRQUBEiR  P   Tolado  Edison  Co   80/03/14   2pp 


8004190191  Foruiard*  IE  Info  Notice  80-12,  "Instrument  Failure  Causes 
Op*nlng  of  PORV  >*.  Block  Valva  "  No  specific  action  or 
rviponie  nsceiurg 
KEPPLER.J  0   Reolon  3,  Chicago,  Offi<:«  of  the  Director   00/03/31 
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Opt 


]CO*1S05'0   IFF)    rv   n-M    .-,-,[     t,    ,n    aC0313    during    diesel    fire    protettit 
p  j  -  p    -j  e  e  l  1  j     >  e  ,  t  ,  F  '-  -  jj    i-  >  'j  1  J    nit    c?    stopped    m/control    button 
Om-e    stspf-Bj    pi.    ,1    fj.,1!    r-I    C  t>    ^'artsd    i-ause    not    determined 

Ff?ri«jjE,P         Toleao   IJi.on    ft         20/04MO         3pp 


h5   Fii-tardi    LCH     ,0   OJ:   U3L-0 
r    D         Tcledn   Fa  i  ,    n    L  Sj/04     15         lp 


OCHZlQSh?   LEfi   flO-u;  J^  -iZL-O   un    SWJ317,  operations    personnel    noticed    loss 
oF    -Lantrjl    room    uid  i  idi  i  jn    tai     con  tainiBn  t    dihydrogcn 
analijiei     J    d  i  jcf.argp     line    val.e    CV501QE   Caused    by    const 
personnel    accidentally    o  p  e  n  i  rs  g    breaker 
STOTZ,  J    C         Tiledo    E.J]i(jn    LC         EO/04/15         3pp 


i300423ui57   Forbids    revised    LEJf    BO-003/03L-1 
MURRAY    T   D         ToIeOa    Ed.  son   Ct         80/04     16         lp 


-   i300.422&6i«i   Re    ued    1  EN    iiC-OOti/O2L-i    or>    000211, gap    discovered     in   ujall 
wh  ay  e    11    e    ti.o-in;h    -sniuili     90    from   electrical    penetration 
rocn   2    "-0    table    icom    Si ^-IHL  n    gap    around    ventilation    duct 
also    fsund    Caused    by     iiproper     initial     installation 
CHESk'O   R   C         Tolelo    falser,   Co         30/02/13         3pp 

a004?20/:^   Forwards    revised    LER    79   07.1/O^L-l 
KU3RlW:T   0         Toledo   Edis  =  n   Co         30/04/1*         lp 

--DOD42£U'61    Re.i=ed    LFR    77-074/03L-1    on    790707, aui i 1 iary    feeduater    pump 
suction    pressure    suiit    h    i  nope rab 1 1 1 ty    made    aunliary 
teedua'-er    train    inoperable   Caused    by    gjrong    type    suitch    being 

KITCHENS, C    C         Toledo    Edison    Co         79/OB/02        3pp 


9004220765   Forwards    reused    LER    7-9-Q9Q  '03L-0 
T   D         Toledo   Edijcn   Co         BD/04/ 16 


— BOG4220772   Reused   LER    79-098/03L-1    on    791004,  during    performance   of 
tomponsnt    fooling    water    monthly    test,  decay    heat    cooler    I 
i-omponent    cooling    outlet    valve   CC1467   mould    not    operate 
Caused    by    valve    linkage    slippage    Linkage    realigned 
DEAKWJE.H         Toledo   EJuon   Co         79/10/30        2pp 

SDO<iae053S   Foruards    UER    &0-U23/03L-0 

MURRAV.T   D         Toledo   Edison   Ca         Bo/04/34         lp 

--B0042B054t   LGR   BO-023/O3L-0   on   800327,  d 1 .covered    that    control    rod 
groupi    3   '     4   uere   "ic.ing    in    on    their    oun    Qroup   3   was    OX 
ui  trtdranin   Group    4   uai   901/,   uithdiaun    Caused    by    component 
failure    Component    replaced 
WEfif.Efi.B    J         Toledo    Edison    Co         80/04/24         3pp 

&0042B0572   Formar-dl    LEH   QO-024/03L-0 

MUSRAV,T   D         Toledo   Edison   Co         80/04/24         lp 

--3004250575   I ER   BO   024/G3L-0   on   800327,  follou.ng    normally    initiated 
re-actor    tr«p,  aui  1 1  iary    feed    pump    turbine    1-2   main    steam 
isolation   valve   MS-1O7    closed    Cause    un<,noun   Further 
jnvestigatton    of    jalj?   t    operator    uii  1 1    be    pursued 
riATHENV.D        Toledo   Edison   Co         SO/04/24         3pp 


&OCKET    50-348  JOSEPrt   M      FARLEY   NUCLEAR   PLANT,     UNIT    I 
LJl!*!!Il!!LJ?!:d'eal1     emer9enclJ    l     (t<*   Protection    plans 


anch    I         80/03/10        2pp 


CLAYTON,  F   L         Alabama   Pouer   Co         80/03/SB         ip 
J      Inmrance   (.    indemnity     information 


'»«  -  »! 

BEEVES.  E        Operating    Re 


B0i>4030i02   Foruards     "Nuclear    Data    Lini    Specs,"    study    of    digital 
communication    5ijs     to    transmit    int-o    from    plants    to    Dethasda 
Operations    Ctr 
EISEIJHUT.D   G         Division    of    Operating    Reactors         80/03/12         Spp 


—90040^0110    "Mjelear    Data    Linl    Specs 
"      Division    of    Oper-ating    Reactors 


QO/O3/BI         2Bpp 


B004010372  Foriijsrds    addl    info    re    comp 
Instrumentation    drawing    encl 
(ICCfJACHEII.K   W         Alabama   Power    Co         80/03/24 


d    air    sy»    Piping 
6pp 


BOO4010425   Foruard  s     response    to    NRC    B003SJ3    request    for     info    re 
intersyst-cm   LOCA    Ho    ^alve    conr  i  gurat  i  ons    conform    to    Event    5 
Plant    design    S     insp    commitments    are   more     than    sufficient    to 
ensure    that   Event    S   mill    not    be    problem    at    facility 
CLAVTON.F   L         Alabama    Power    Co         BO/03/S'l         9pp 


3004080403   Commits     to    install    backup    sys     to    normal     instrument    air 
supply    for    pressuruer    pauier    operated    relief    valves.  In 
response    to   Lessons    Learned    Re/iecu    Team    installation    will    be 
completed    by    end     of   Clct    1900    second    refueling    outage 
CLAYTON, F    L         Alabama    Pouer    CD         80/03/2i          lp 

8004030192   Application    to   amend    License    NPF-2    Tech    Specs    Figures    6    3-1, 
i    2-2   t    Tech    Specs    b   5    1    2,6    5    1    6,6    5    2    2   '-    fi   5   3    1.  re 
organuation    !    responsibilities    '•   Figure    3   2-3   (,   Bases    2    1     I 
re    change    in    rod     bow   penalty    calculation 
CLAVTDN.  F   L         Alabama    Power    Co         8Q/Q3/2Q         3pp 

~ 6004030194   Propo-sed    changes    to    Tech    Spec    Figures,  h   2-1.6   2-2    t    Tech 
Specs    6    3    1    2,  t,    5    1    a.  6    522!ii=531     re    organ!  lat  Ion    !< 
responsibilities    r<   Figure    3   3-3   !•   Bases    2    I    1    re    chdnge.     in 
rod    bouj   penalty    calculation 
*      Alabama    Pouor    Co         30/03/20         lOpp 

8004080657   Responds     to   NfiC    600226    request    Formards    summary    of    heat 
transfer   calculations    used    to    justify    tuio    inches    of   ref    leg 
insulation   associated    u/change    discussed     in    790H30    Itr 
CLAYTCNiF   L         Alabama    Power    Co         BO/03/31          Spp 

B004Q8Q651    Foriuai  ds     response    to    NRC    791013   request    for     info    re 
auxiliary    feediuater    stjs    Identifies    reactor    conditions    that 
impose    safety -related    performance    c-equ  Iroraents   on   sut 
design 
CLAYTON,  F   L         Alabama    Pouer   Co         QO/O'l/01          I3pp 

8004230042  Advise,     that    Commission    has    dotormined    waiver    of    Class     III 
amend    tec    for    Tech    Sper    changes    re     flro    protection    is 
appropriate  ftefund    will    bn    processed 
MILLER, U   O        License   Foe    Management    Dranch         80/04/03         lp 

SOO-M50447   ForuarUs    draft   ETS   IE    proposed    Tech    Spec    amend 
CLAYTON,  F   L         Alabama    Pouer    Co         BO/04/07         Spp 

-0004150452   Drafts    ETS    for    radiological     effluent* 
+      Alabama   Power    Co         30/04/07         B4p p 

8004250030  Fonuartfs    auxiliary    feedwater    sys    evaluation    status 
indicating    portions    currently    accoptable    per  fJRC   791013    Itr 
Roo.uests   addl    info    for   certain    items   within   15  ilaus   Revised 
version   of   endurance    test    requirements    encl 
SCHHENCCR,  A       Operating   Ftaac  tors   Branch    1        80/04/OB        7pp 

B0043B0434  Confirms    600417    telcon   re    util    Intent   to   resolve   nuilliaru 
feeduater    sys    designs    evaluation   by    following   resolution 
on    Unit    1     for    Unit    2 
CLAYTON.F  L        Alabamo   Power   Co        BO/04/21         lp 

B004390284  Forwards    Revision  2    to    inservice    testing    program 
CLAYTDN.F  L        Alabama   Power   Co        80/01/21         lp 

--8004290266  Revision   5   to    insorvlco    testing    program  r«    turbine    driven 
auiiliary    feediuoter    oumji    rec  ircul  ati  on    test    line 
*      Alabama  Power    Co        BO/02/27        4pp 


P0,,cy 


80/03/3 


Q      Inspection  reports.     IE  Bulletins   >,   corros[iondence 

600416003B  Forwards    IE  BulliiUn  79-01D,     "Environ  Qualification    of   CU«» 
it  Equipment    "   Action   retjuired    IG  Bulletin   79-01D    dtd   800114 
should    be    disregarded 
0'flElLLY,J  P        riooion   3,    IHcaoo,    OFfica    of    th»   Director        BO/01/17 
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8004100096    Supplements    7907P6   1    0827    re&ponsos     to    Item    6    of     IE   Bulletin 
79-13,     "Cracking     In    FeeiHuater    Sys    Piping     "    Radiography    mas 
performed    on    each    feeduater    piping    weld    beyond    first 
support    FSAR  Figure   3  8~S    end 
CLAYTON,  F    L         Alabama    Poiuer    Co          SO/01 /3O         3pp 

9004090284    Forwards    IE    Insp    Rept    50-348/60-01     on    BQO13Q-3!    No 
noncomp liance    noted 

BRYANT,  J  C        Region   3,    Atlanta.    Reactor    Construction    &  Eng mooring 
Support    Branch         00/02/21         2pp 

— 000409029]     IE    Insp    Kept    50-310/80-01    on    6OO13Q-31     No    nontomp  1  lance- 
noted    Major    areas    inspected     areas    &    activities    re     IE 
Bulletin    79-17 

HERDT, A  R        Region   2,     Atlanta,    Reactor    Construction   fc  Engineering 
Support    Branch         ECDNOMQS, N         Region    S.     Atlanta.     Office    of    the 
BO/03/19         4pp 


upp< 
Director 


8004080021    Ack    receipt    of    BOQ22I     Itv    in    forming    NRC    of    steps    taken    to 
correct    violations    noted     In    1C    Insp    Rept     50-34Q/79-42 
BTOHR.  J    P         Region    3.     Atlanta-     Fuel    Facility    t-   Materials    Safety 
Branch         80/03/11         2pp 

—0004080029  Responds    to    NRC   800204    Itr    re    violations    noted    in    IE    Insp 
Hept    50-34B/79-42   Corrective    actions    Maint    Work    Request 
19749    changed     to    ateommadate    plant    conditions    which    uihould 
affect    procedure    for    proposed   uork 
CLAYTON,  F   L         Alabama    Power    Co         BO/O2/21          2pp 

--8004000034    Forwards     IE    Insp    Rept    50-34H/7<?-42    on    79121O-14    It    notice    qf 
vl  olat  1  on 

STOHR.J  P        Region   2.    Atlanta,    Fuel    Facility    !-  Materials    Safety 
Branch         BO/02/04         2pp 

—8004080040   Notice    of    violation    from    tnsp    on    791210-14 

"      Region    S,     Atlanta,     Office    of     the    Director          BO/O1/29          lp 

—  8004080043    IE    Insp    Rept    50-3-10X79-43    on    7<?1210~14    Noncomp  1  ianc  o    noted 
failure    to    folloui   procedures    for    reviewing    jnaint   uork 
request 

(MESON,  A   F    ,     HDBEY,  C    (1         Region    2,     Atlanta,     Office    of    the    Director 
80/01/29         6pp 

8004280134   Forwards    IE    Insp    Rept    SO-348/HO-O8   on    S00219-22  (Jo 
none  amp  1  lance   noted 

LEWIS,  R    C        Region   3,     Atlanta,     Reactor    Operations    Nuclear   Support 
Branch        BO/03/12        2pp 

--8004280143    IE    Insp    Rept    30-349/80-09   on   8O0219-22    No    noncomp  1  lance 
noted    Major   areas    Inspected    areas    of    small    break    loss    of 
coolant    procedures   &    training 

UPRIGHT,  C    M         Region    3,     Atlanta,     Reactor    Operations    Nuclear    Support 
Branch        BRADFORD;  W  H    ,     JOHNSON,  ft  H        Region    2,     Atlanta,    Off  lire    of 
the    Director        80/03/10        6pp 

0004110003  Forwards    response    to    IE  Bulletin    79-27   Lnss    of   Class    IE   bus 
would    not    significantly    affect    Ins  trumenta  tlon    panels    Same 
functions    not   related    to   achieving    colcf    shutdown    ore 
temporar  1  ly    lost 
CLAYTON.  F   L        Alabama   Poiuer    Co        BO/03/13        Spp 

6004130313  Forwards    1C    Info   Notice  80-12,     "Instrument    Failure   Causes 
Opening    of   PPRV  b   Block    Valvo    "    No    specific    action    or 
response    necessary 

O'REILLY.J  P        Region   2,    Atlanta,    Office    of    the   Director        SO/O3/31 
app 

80040B03B2   Forwards    IE  Circular    BO-OS,     "Emergency    Diesel    Generator 
Lubricating    Oil    Addition   &   Qnsite   Supply    "    Mo    uiritton 
response    required 
O'fiEILLY.J  P        Region   2,    Atlanta,    Office    of    tho    Director        BO/04/01 


S00413Q064   Foruiarifs    IE    Info   Notice  SO-13,     "BE   Type    BDM   Control    Switches 
Defective   CAM  followers    "    No    specific    action    or   response 
required 
O'REILLY.J  P        Region   2,    Atlanta,    Office    of    the    Director        SO/O4/02 


8004240B43   Forward*    IE    Info   Nolico   80-14,     "Safety    Bufloe^tions   From 
Employees    "   No    action    required 
O'REILLY,  J  P        Region   2,    Atlanta,    Office    of    the    Director        80/O4/02 


9004330113    Forwards     1C    Hullsf-in    7r--03A    'Longitudinal    Weld    Defects     in 
ASI1E    SA-312.  fijBe    3O'1    Stainless    bteel    Pipe    "    Action    required 
O'REILLY,  J   P         flegioTi    L,     Mlaiita,     Gift-ice    of    the    Director         80/04/O4 


800418O323   Fo'uardi     IE    Bulletin    60-03,     "Cxam    of    Containment   Liner 
Penetration    Welils    "    UiiLten    lesponje    lequired 

O'REILLY,  J   P         Region    2.     Atlanta,     Office    of     the    Director         BQ/04/07 
Spp 

8004300594    Submits    quarterly    tollo'uup     status    rept    in    i  esiponso     to     IE 
Bulletin    79-14,      "Seismic    Analysis    for    As-Built    Safety- 
Related    Piping    Sijs     "    No    deficient    suppoi  ts    fiave    been 
identified    uihich    affect    opeiability     of    sys 
CLAYTOIJ,  F   L         Alabama    Power    Co         80/04/08         2pp 


R      Periodic    operating    icports    >j    related 


000403O212   Foruarda    "Annual    Operating    Hept    for    1779    " 
CLAYTON, F   L         Alabama    Power    Co         BO/03/26         lp 


0004030314    "Annual     Operating    Rept    for     1 
«       Alabama    Power    Co         SO/03/26          13pp 


80040S0492   Forwarda    "W79   Annual    Envn  on    Operating    Rept, Part    D 
Rad  lologlcol    ' 
CLAYTCJN,F   L         Alabama    Power    Co         BO/03/31          lp 


— Q0040BQ501     "Annual    Environ    Operating    Rept, Part    B    Rfldlologiral 
"       Alabama   Pouer    Co         30/03/31          49pp 


80041B0436   Foriuards   monthly    operating    rept    for   Mar    19BO 
CLAYTON, F   L         Alabama    Power    Co         80/04/11          lp 


— 80041S042S   Monthly    operating    rept    for    Mar     19BO 

HA1RSTON.H   S         Alabama    Pouior    Co         BO/O4/01         7pp 


S      Reportablo    occurioncea,     LEfls    >     related    correspondence 

80042200B,!   PNO-77-143   Pacific    Pump    Co    supplied    facilities    u/pi-oiluc  tion 
lot    of    40    pumps    mfg    using    shafts    made    of    inferior    matl 
Cause    unstated    All    utlls    ui/ pumps    uore    notified    NRC 
hoadquarters    notified    on    770B12 

WHITT.K   W         Region    S.     Atlanta,     Office    of    the    Director         77/OB/12 
IP 


B0040105O7   Forwards    LER»    SO-018/03L-0    '<   SQ-019/03L-Q 
CLAYTOM,  F   L         Alabama    Poiuer    Co         80/03/21          lp 


—  BOO1OI0310   LEU    BO-OI8/03L-0    on    800S39,  d  i  scovered    bistable    associated 

lu/preasure    transmitter   457    failed    to  meet    trip    setpoint 
raqulremants    of    surveillance    test    Caused    by    dlrtg    gain 
potent  lometer    Potent  lometer     c  leaned 
HAIRSTON.W   G         Alabama   Power    Co         80/03/31          lp 

—8004010513   LER    BO-019/O3L-O    on    Q00229,  during    performance    of    control 
room    Train   A(D)    ventilation    operability     test-  rec  Ircul  atl  on 
fan    IB    failed    to    start   Caused    by    blouin    control    power    fuse 
(•    shorled    alarm   relay    coil    Coll    I    fuse    replaced 
HAIRSTQN.W   Q         Alabama    Power    Co         BO/03/31          lp 

B0040HOS4O   Forwards    LERs    BO-020/O3L-O    f,    BO-OS2/O3L-0 
CLAYTON,  F   L         Alabama    power    Cc         BO/04/02         lp 

—  8004080547   LER    80-022/03L-0    on    BOO3CJ3,  dur  i  ng    performance    of 

FNP-1-BTP-I4   7,  discharge    valve    to    containment    spray    header 
did    not    open  as    required   Cause    not    determined   Problem    did 
not    reoccur   u/testlng    Surveillance    test    completed 
HfMRSTON.W   0         Aldbama    Power    Co         80/04/02         lp 

—  8004^000354    LER   SO-Q20/03L-0    on    8003O3,  inaccurate    pressure    signal    noted 

from  PT-494,  1C   5/Q   pressure    transmitter   Caused    by    froien 
sensing    tine    due    to    abnormally    cold   weather   tt    Insufficient 
protection   Sensing    line    thawed   !•    channel    check    performed 
HAIRBTON.U  G        Alabama  Pouer    Co        80/04/02        lp 

BOO'1220729   Foruiards    LER    6O-021/03L-0   *•    updated    LER    77-056/03L-  1 
CLAYTON,  F  L        Alabama    Power   Co        90/04/09        lp 


BD041B0272  Forwards    IE  Circular   BO-07,     "Problems   W/HPCI    Turbine   Oil 
Sy»    "    No   written    response    required 

O'REILLY.J  P        Region   2,    Atlanta,    Office    of    the    Director        80/O4/03 
Spp 


—  8004220738   LEU    BO-031/03L-Q    on    BOO31  6,  duri  nfl    revioui    of     surveillanc 
test    schedule,  found    FNP-l-STP-9  0,  RCS    leakage    test    had   not 
been    performed   within    time    interval    Cause   not   stated 
Personnel    instructed   re    test    interval 
HAIRSTON.U  O        Alabama   Power   Co        60/04/09        Spp 
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Updated    LER    7[?-05(,/03L- 1     on    7*71  IOB:  twenty     fire    barrier 
penetrations   more    determined    not     functional    Caused    by 

for    operation    met 

HAIRSTOfJ,  H   G         Alabama    Power    Co         60/04/09         2pp 


13004290367   Forwards    LER    QO-G2<1/03L-Q 

CLAYTON, F   L         Alabama   Power   Co         BO/O4/32         Ip 


--B0042'?0369   LER   60-034 /03L-0   on   BOO330.  tuh  L I  e    performing    turbine     startup, 
IB    5QFP    tripped    due    to    10    steam    generator    M$n     level     signal 
Caused    by    p&or    t  omfnun!  cat  ion    between    plant    operators 
Personnel    instructed    re   maintaining     proper    commuii  (cation 
HAIRSTQN.W   ft         Alabama    Pouer    Co         BO/04/22         Ip 


DOCKET    50-351    KGHErt   RESEARCH   REACTOR 

Q       Inspection   reports.      IF   Bulletin*    t-    correspondence 

3004090353   Forward's    IE    l)ull*tin   BG-03,     "Loss    of    Charcoal    From   Std    Type 
1 1,  Two-Inch,  Tray   Adsorber    Cells    "    Action    re-quired 
O'REILLY.  JP         Region    2,     Atlanta.     Office-    at    the    Director         BQ/02/04 


DOCKET    50-332   LIMERICK    GENERATING   STATION,     UNIT    1 

A      Application/construction    stage   documents   &    correspondence 

8004040031    Advises    of    issuance   of   NUflEO-OSSH,     "Interim   Staff    Position 
o-n   Environ    Qualification    of    Safety  -f!e  la  ted    Electrical 
Equipment,"    providing    guidance    re    methods    for    compliance 
R05S.D   F         Division    at    Project   Management         90/02/05         7p  p 

800320021*   Summary    of    79121G   meeting    u/Pot  tstouin    Trap-floclr    Quarries 
InciPerfcins    Run   Olastingi  InciLeet    At  soc  latesi  CVH    Industries. 
USOB   &   line    re    evaluation    of    effects    of    blasting     at   Sanatoga 
quarry    on    fac  1  1  i  ly 
KANE,  J    D-        Geosclences    Branch         6O/02/27         Hff 


3004090077    Ad^i;cs    that    iubmittal    date 
requested    bij    NRC    791?£d    Itr.haa    bee 
clearance    u-nder    Federal    Rspts    Act 
GRIMES,  B    K         EmergBncv    Prsparedness 


for    evacuation    time 
poibponod    pending 


4pp 


H      Ge'neral    correspondence 


8004070030   Urges    NRC     to    taVe    into    consideration    that    3   G   million    people 
reside    within    30-mile    radius    of    plant.    Considering 
population    dens.itij.aiea    cnuld    not    be    evacuated    easily 
STOUDT.  T         Aff  i  nation   Unknown         SO/03/13         IB 

8004040334    Eipresses     concerns    te    util    rsqusst    foi-    use    of    Delaware   River 
mater    for     facility    VI/3   a   million    people     in    ares    t   many 
obstacles!  ut  1  1    continues    to   build    plant  Charges  rlRC 
u/r  espons  ibi  1  1  ty    to    protect   public    from   util 
POLi.ITT,K.         Affiliation    Unknown         80/02/23         Ip 

9004040244    Approves    fa\oiab!e    stand    on    public     hearing    request    re 
evacuation    plans    at     facility    Power    plant    uas    mistake    & 
const    should    be    stopped    before    more   moneg    is    waited 
KE1L,  J         Affiliation    Unknown         BO/02/22         Ip 

6004040331    Approves    favorable    stand    on    public    hearing    request    re 
evacuation    plans    at    facility    Const    should    ba    stopped    Plant 
should   not    be   built    in   populated   area 
WEIL,  J        Affiliation    UnJtnotun         BO/O2/S2         Ip 

8004040119   Urges    that    all    realtors    come    under    new   NRC    regulations    that 
do    not   allour   reactoii    to    operate    In    dense  Ig     populated    areas 
Facility    is    classifsed    35    second    most    dangerous     location 
re    population    proilmltu    Const    should    stop    Immediatelu 
LONGSHORE.  K    L         Affiliation    Unfcnoun         SOf02/53         Ip 

800il040216  Request!    that  NRC    stop    power    plant    const   Area    surrounding 
facility    is    densely     populated    Questions    uJhather    NRC   would 
reimburse    people    for    property    losses   &   health    damage    if 
another    TIU    accident    occurred 
FRIEDMAN,  C         Affiliation    Unknown         QO/03/05         Ip 


SOO-102C"J6(i    Notification     of    900326   '•   27    meeting    lu/representati  Vet    from 
Marl     II    ouiners    group     in   San    Jose.CA    to    discuss    Mark     II 
Creace    T-cst    Program,  4T    c  /o    test!   S     foreign    test* 
ELTAWILA.F        Containment   System!    Qranch         GO/03/10         12pp 

6001030122   Notification    of   B0033i-27    meeting   u/Mark     II    owners    group, 
NRC    consul  tants    >t   GE    in    San    Jose.CA    to    discuss   Mark    II 
Creare    test   program,  4T   C/0  t<   loreign    tests   Topic*   are. 
proprietary    Agenda    enc  1 
ELTAWILA,  F        Containment    Systems    Brancr,         30/03/10         ISpp 


8004070054   Suggests    const    of    facilitu    should    be    halted    tmmed  lately 
Cites    earthquake    fault  ',    lack    of   adequata  mater    supply    as 
problems  Facility    is    not    needed    by    util    rvoui    or    In   future 
CRATER,  J         flffiliat  ion   Unknown         GO/03/06         Ip 

QO040301I7  Rasponds    to    600303    Itr    requesting    info    re   application   of 
TM1-2  Lessons   Learned    Task   Force    to   facility    fc   certain   other 
plants    untfer    const    NT18   should    be    contacted    for    3ER    info 
AGLD    proceedings    announced    in  Ffi 

VAflGA,  B   A         Assistant    Director    for    Light    Uatop    Reactors         BO/03/23 
2pp 


SC-O4020441    Foruiirds    NHC    B0012Q   >.    0211     Itrs     to   GE    re    mods    io    EWR 
control    rod    drive    sys    »,  addl    analyses    of    bollofP    rates, 
respoi  t  ivelij    Furthei     info    It   guidance     to    Oe    issued     in 
NUREC—061f 
DAER.R    L         Light   Water    Reactors    Branch    2         BO/03/13         Sff 


60041QO196   Responds    to    B00306    Itr    re    substituting     coal    plants    for 
nuclear   plants   under    const   at   site   Since  Unit    1    is   tOX 
complete   &   Unit   2  4Q1/.    complete,  little    capital    cost   could    be 
saved    bu    stopping    const 
VOUNCBI.DQD!  B   J       Cost    Benefit  Analysis    Branch        90/04/02        Spp 


6004100471    Eipresses   concern  re    faulting    at    site   Job    interview    in    1974 
u/Qilbert   Associates    in  Patt  stouini  PA  revealed    that   proposed 
site    ranted    third   or    fourth    of    sli    site    studies    Also    learned 
that    site   thosen    due    to   adllity    to   control    public    opinion 
ORLANDO.E        Murphy   4<  Parlfh        SO/C")/03        2pp 

B004S5OaB3   Responds    to    B00317    congressional    referral    nf    Itr    re    util 
failure   to   acclpt    loan   of  cryogenic    processing    aijs   from 
Limerick    facility   rather    than   purging    to  atomosphere  Purging 
chosen    for    -eipedience 
DENTDNpH   R         Office    of    Nuclear   Reactor    Heoulation         BO/04/07         2pp 


I      Financial    information 


90O414O317  Forwards  Annual    Financial    Rept    1979 

SRADLEY.E  J        Philadelphia  Electric    Co.      BO/O4/00        Ip 


--B004140319   Svinuab    Financial   Rept    1?7? 

*      Philadelphia  Electric   Co        BO/02/25        3&pp 


fl      Inspection   reports.     IF  Bulletins   >>    correspondence 


900115013?  Forwards    IE    Insp   Repts    SO-3S2/BO-01    f   30-353/BC-Ol    on 
B00109-11    fc    16  No  noncomp llance    noted 

CARUSOM.R   T        Region    1,    PAi ladel ph ia,    Reactor    Construction  Si 
Engineering    Support   Branch        90/02/13        2pp 


DOCKETED  ITEMS 


203 


--B0041SOI43    IE    Insp    Repts     50-3S2/BO-01     '     50-353/SO-O1     on    6001Q9-11    ',    16 
No    noncomp I  I anc e    noted    Major    area*     inspected    aA    program    for 
task    of    installing    realtor    pressure    vessel     internals    ti 
control    rod    drive    hydraulic    '-    neutron    monitoring    sys 
GAGE.L    ,     WALTON.  0    ,     EBNETER, S         Region     I,     Philadelphia,     Office    of 
the    Director          30/03/07         4pp 

8004090435   Forwards     IE    Fnsp    Repts    50-353/79-14    i    50-353/79-13    on 
791220. 21. 2/   >J    3B   No    noncomp 1 iante    noted 

CARLSON.  R    T         Region    1.     Philadelphia,     Reactor    Construction    (• 
Engineering    Support    Branch         BO/O2/I3         2pp 

— -B004O9043B    IE    Insp    Repts     50-353/79-14    tt    SO-333/79-13    on    791220,21,27    t- 
SB   No    noncomp  1  lante    no  turf    Ha  jot'    areas     inspected    OA    program 
uiort    activities    &    records    '.    QC    records    of    none  onf  ormance 
raporting    sys 

GAGE.L    ,     CHAUDHARY.S         Region    1.     Philadelphia.     Office    of     the 
Director         CBNETER,  S         Region    I,     Philadelphia,     Reactor    Construction 
tc   Engineering    Support    Branch         8Q/O3/07         6pp 

BQ04IOO099   Forwards     IE    Insp    Repts    50-352/77-13   *-    5Q-353/79-12   on 
791212-13   S     17-21    No    none  amp  I  isnc e    noted 

CARLSON,  n    T         Region    1.     Philadelphia.     Reactor    Construction    & 
Engineering    Support    Branch         BO/Q2/I3         2pp 

--B00410QII2    1C    Insp    Repls    50-352/79-13    »<    50-3S3/7«?-I2    on    791212-13   t, 
17-21    No    noncomp 1 iance    noted    Major    areas     inspected    QA 
procedures. documentation   4   work    activities    pertaining    to 
storage,  hand  1  ing    b    surveillance    of    safety-related    cables 
EHNETER,  3    D         Region     1,     Philadelphia,     Reactor    Construction    & 
Engineering    Support    Branch         PAVLINQ.  R    T    ,     VAflEl-A,  A   A         Region    1. 
Philadelphia,     Office    of     the    Director          BQ/02/07         6pp 


6004240337  Formal  d 
Employees  '  Ha  a 
GR1ER,  IJ  H  Rogi 
BO/04/02  Ip 


i     IE    lino    Notice    ao-U,      'Safetg    Suggestions    From 

c  1 1  c,  11    f  t  q  ,j  1 1  o  d 

on     1,     Pl.i  laJelpMa,     Ulfice    of    the    Director 


00041B01B4  formal  ds  lL~CtTtul.il  GO-O 
By!  "  No  uritten  response  requirej 
GR1ER.U  H  legion  1.  Phi  ]  Jdtflph  la, 
BO/04/O3  IP 


IJ/HPCI     Turbine    Oil 


of    the    Director 


S004HOO63   Forwards     IL"   Bullelin    QO-07       '  liUf!    Jet    Pump    rtsaembl^    Failure 
tto    urtttcn    lO^pon^e    required 

CHIER, B    H         Region    1,     Philadelphia,     Office    of    the    Director 
BO/OI/O'l         IP 

QQ04S30391?   Forwards     IE    Bulletin    /9-03A.     "Longitudinal    Meld    Defects     in 
ASME    SA-312,  Tijipe    304    S'amloss    Qteel    Pipe    "    ftctlon    required 
GRIER.R    H         Region    I,     Philadelphia,     Office    of    the    Director 
00/04/O4         Ip 

300410036'   Foiuiards     1C    Bulletin    aO-O8,     'Ciam    of    Containment    Liner 
Penetration    Welds    "    Written    response    rcquiied 
ORIER, H    H        Region    1,     Philadelphia,     Office    of    Che    Director 
BO/04/O7         Ip 

S      Reportable    oc  currericps,     LC"s    t-    related    correspondence 

9004300368   Forward?    final    deficiency    rept    re    electrical    raLeuiaij 
separa t  ion 
KEMPER. J   S         Philadelphia    rlectrit    Co         00/04/24         Ip 


B00409039/   Advises    that    IE   Elulletln    00-05.     "Vacuum   Condition    Resulting 
in   Damage    to   Chemical    Vo  1    Control    Sijs    (CVCBt    Koldup    Tanks,1 
uai     tncorroctlij    sent    for    action    No    response    required 
ORIER, II    H         flogion    1,     Philadelphia,     Office    of     the    Director 
BO/03/17        Ip 


— 80O430O376   Final     deficiency    rept    re    electiical    raceway     separat 
Project    QC    Insp    E-S   0    has    been    revised     to    Include    final 
acceptance    inip    to    verify     that    separation    requirements    have 
been    maintained    &    training    classes    held 
»      Philadelphia    riectric    Co         BO/04/30         4pp 


S004100421    Responds    to    IE   Dulloiln  30-03   Charcoal    filters    used    will    not 
bo    susceptible    to    charcoal    leakage    problems    Filters    from 
American   Air    have    not    been    delivered    to    job    site,  but    uhen 
received   will    vsrlfij    screen   attachment    sparing 
KEMPEn.J  9        Philadelphia    Electric    Co        00/03/17         Ip 

6004230059   Act    receipt    of    BC.Q214     Itr    Informing    fJRC    of    steps    taken    to 
correct    violation*    noted     In    IE     Insp    Rcpta     50-352/79-11    !. 
30-353/79-10 

CARLSON,  R    T         Region     I;     Philadelphia,     Reactor    Construction   & 
Engineering   Support   Branch         BQ/  03/30         Ip 

—  B004230Q71    Responds    to   NRC    900111     Itr    re    violations    noted     in    IE    Imp 
R*pts    50-3B2/79-I1    t.    90-393/79-1  0   Corrective    actions 
superintendents    have    been    instructed    to    keep    equipment 
covered 
KEMPER,  J  S        Philadelphia    Electric    Co         BQ/oa/14        3pp 

—8004330079   Forwards     IE    Insp    Repti    SO-352/7'9-1  1    *,    30-353/77-10    on 
791015-31    (,    1101-15  '•  notice    of   violation 

CARLSON  i  R    T        Region    I,    Philadelphia,     Reactor    Construction   b 
Engineering   Support    Branch        BO/01/11         2pp 

--8004830099  Notice    of    violation    from    insp    on    791O15-31    fc    1101-15 

*      Region    1,    Philadelphia,    Offlco    of    tho    Director        79/12/27        Epp 

—0004230114    IE    Insp    Repts    SO-392/79-1J    fc    50-353/79-11    an    791OI5-31    & 
1101-13  Noncompliance    noted    failure    to   protect    safety- 
related    Item    from   const    activities   when    stored    It    to    follow 
uglif    procedures    requirements    to   prevent    undercut!  ing 
MATTIOA,  J  C        Region    I,    Philadelphia,     OfFice    of    the   Director 
MCOAUOHY.R  W        Region    1,     Philadelphia,     Reactor   Construction   (. 
Enjineering    Support   Branch        79/12/27         14pp 


DOCKET    50-353   LIMERICK    GENERATING   STATION,     UNIT   2 

A      Appl  ication/conBtruc  t  ion   stage    documents    '(   correspondence 

8004040031    Advises    of     issuance    of    MWEQ-058S.     "Interim   Staff    Position 
on    Environ    Qualification    of    Safety-Related    Electrics! 
Equipment,"    providing    guidance    re    methods    for    compliance 
ROSS. D    F         Division    of    Project    Management         BO/O2/O9         7pp 

S0032O02I1    Summary    of    791213   meeting    u/Pottstnuin    Trap-Roci    Quarries 
Inc,  Perkins   Run    Dlasting, Inc • Leet   As soc latea.  CVW    Induatrlos, 
US  SB    t    NRC    re    evaluation    of    effects    of    blasting    at    Sanatoga 
quarry    an    Pat  1 1  i  tu, 
KftNE.J    D         Oeosclencoa    Branch         00/03/37         flpp 

B00402046A    Notification    of    600326   ''    27   meeting    lu/representati ves    from 
Mark    II    owner i    group    in  Qan   Jose.  CA    to    discuss   Mark    II 
Create    Tost   Program.  4T   c/o    tests   t    foreign    tests 
£LTAUILA,F         Containment    Systems    Uranch         SO/03/10         ISpp 

0004030132    Notification    of    000326-27    meeting    lu/Kark    11    oiunors    group, 
NRC    consultant"    &   GE    in  San   Jose,CA   to    discuss   Hark    II 


B0041  50293  Forwards    IE    Info   Notice   BO-IS.     "Instrument   Failure  Causes 
Opening    of   PdRV   t   Block    Valve    "    Mo    specific    action    or 
response   necessary 

ORIEfl'U   H        Region    1,    Philadelphia.     Office    of    Che    Director 
SO/09/31         Ip 


9004090093  Forwards    IE  Circular   80-03,     "Emergency    Diesel    Generator 
Lubricating    Oil    Addition   t-  Dnsite  Supply    "    No   written 
response    required 

ORIERrD  H        Region    1.    Philadelphia,    Office    of    the   Director 
80/04/01         Ip 


8004110502  Forwards    IE    Info   Notice    90-13.     "GE    Type    SDH  Control    Syltch.es 
Defective   CAM  Followers    "   No   urltten   response   required 
OR1ER.B    H         Region    I.     Philadelphia,     Office    of    thfl    DirettPr 
80/04/03        Ip 


DOCKETED  ITEMS 


art     I  I    owners    group     in.    Ss 
ita     from    Cre^rp 


iark     II    designs 

LTAWILA    F          Contained, t    Systems    Hranch          9O/O4/14 


—  B004l'lCm9    Annual    Fluarv  lal    Kept     1(79 

«      Philadelphia    Eleitru    1,0         dO/OP/I'S         3fipp 


0      Inspection    repeats       It-    Hulls* ins    t     toirespondEnc 


Sec  un  tij .     died  leal, 


•  pi.  1 1  on    p  lai 


I40BQO77  Advises  that  =  ubiMttal  date  tar  ev 
enuesled  by  NUC  791?  So  Itr,  lias  been  postpo 
learanc«  undei  Federal  Riepts  rt-c  t 

IRUtES.B    K          Emergency    Pi-spat  edneis    TdaV    Fo' 


ed     pending- 


4pp 


I407OO3O  Urges  NBC  to  take  into  consideration  1 
eside  uiithin  30-mile  radius  of  plant  Consider! 
opulation  density. area  could  not  be  e.acuated 
TOUUT.T  ft  if  f  i  Uat  ion  Unknown  EO/02/13  Ip 


3   million    p«op  It 


14040234  F.presies  ton 
later  foi  fai  i  1 1  ty  U/3 
instaclesiut]!  c  ant i no 


114    ie    util    lt>q.iiest    for    use    of    Delaware    River 
million    people-    in    area    •&   many 
lo    build    plant    Charges    IIRC 

Affiliation   Unknown          BO/G2/22          Ip 


404024'!    flppro.es    ta^oratle     stand     on    public     hearing    reqm 
vacualion     plans    at    facility    Fouer    plant    mas    cniatalte    t, 
ons  t    should    be    stoppe-i    t>*fare    more   money     is    wasted 
Elt-.J         Affiliation    Un known         SO/02/2?          Ip 


vacuation    plans    at    fatilitu    Const    should    be    stopped    Plant 

ftould    not    Oe    built     in    populated    area 

E[L,J         Affiliation    Unknown         SO/02/22          Ip 

404O119    Urges     that    all    realtors    tone    unrfer    lieu   NRC    regulations     that 
o   not    alSoui    reattois     to    opetate     in    tfonselg    pop-ulated    areas 
acllitj     is    classified    <is    seiono    most    d^ngeious     locabioii 
-    population    proiiinitj    Const    ahauld    step     unmad  late  1  1| 
DNGSHORE.  M    L         flf  f  i  ]  idt-  1  an    Un'.noun         BO/Q2/33          Ip 

404021i,   ReniiHsts     that   fiHC    stop     pokier    plant,    tonst    Area    surroutid  i  us 

-Cllily     is    denseli;    populated    Questions    whether    NRC    upulrt 

eimburs-e    people    far    property     la$sei    ',    Health    damage     if 

lotPiCT    TMI     accident    occurred 

KIEDMrtN.C          Affiliation    Unknojti         80/03/O5          Ip 

!0700?4    Suggeits     const    o.     facility    should     be    haltert     imngedi  4tely 
ites    edrthquake    fault    '     lad     at    adequate    ujater     supjilij    as 
robleras    Far  i  1  i  ty     is    not    needed    by    uiil     nou    or     in    future 
?ATER.J         rtf  t  i  liation   UnHionn         BO/0'J/OA          Ip 

02Q117    Respondi    to    B00iri3    Ml     lequesting     info    re    application    of 
iI-2   Lessons    Lesrncd     Tdsi     Faice     tn    farility    ti    certain    other 
lants    uTider    totiat    NT  1  3    sho-uld     bo    contacted     for    SER     info 

LB    proceedings    announced     in    Ffl 

\RSft.8   A         Assistant     Pnectoi     far    Light    Unt-pr    Rcacton         BO-/Q3/S2 
'P 


Responds    to    Sij03Cb    Itr     re    sulis.!.  i  tu  ti  ng    coal    plants    for 
iqlear    plants    under    const    at    site    Since    Un  1  1    1     Is    6O'^ 
Jraplele    tr   Un  1  1    a    40X    ,  omplete.  little    capital    cost    could     be 
ived:    bij     stopping    const 

i  B    J         Cost    3eneiit    ftiialysis    Ilianch          eo/Ofl/Oa         Svt> 


— B0041SO!t3     IE    Insp    Jfppls    5n    JD2/BO-01    t     50-353/BO-01    on    BOD109-11    !.     16 
[lo    Tiont  ompl  iaru  P    not»d    Majoi     jiea?     inspected    QA   program    for 
tasH    CT     installing    re^ctoi     pressure    v&ssel     intDrnal?    & 
control     rod    drive    hudiauli''    a     neu*ion    moniitorins    sus 
OA-GE-.L     ,     WftLTONi  G    i     CDNETEH:  S         Region    1,     Ph  1  Ifldel  ph  ia.     Office    of 
the    Director         30/02/07         -Ipp 

BOO')O9Oil35    Forward-     1C    Insp    F!ept.s    EO-35?/79-14    t,     50-353/79-13    on 
771220.21.27    ',    20    No    none  amp  1 1  ance    noted 

CrtRLBCJN.R    T         Region    1,     Ph  i  Uif  e  Iph  i  a.     Reactoi     Construction    fc 
Engineering    Support    UriiiLti        00/02/1^        2pp 

— BOO40I?0438    IE    Insp    ffepts    5O-J&2/79-l't   '     SO- 353/79- 13    on    791220x21,27    b 

mort.    activities    '.     iei.oids    >-    OC    records,    of    nonconf ormaiiCD 
reporting    BUS 

GACEpL    ,     CHAUDHAff^,  S         Hegion    1.     Philadelphia,     Office    of    the 
Director         EHNETEH,S         Region    I,     Philadelphia,     Reactor    Construction 
!•   Engineering    Support    liranth         SO/02/O7         6pp 

8004100099   Forwards     IE"    Insp    (Jepts    50-353//I5-- 13   tj    50-353/79-13   on 
791212-13    !.    I/-21    Ho    Hunt  omp  1 1  ane  e    noted 

CAfiLEQNpR    T         Region    1,     Philadelphia,     (ioactor    Conetruction   It 
Engineering    Support    Branch         60/02/13         2pp 

--8004100112    IE    Insp    Hepts    5O-J52/79-13   fc    50-353/79-12    on    791S12-13   fc 
17-21    Mo    none omp 1 i ance    noted    Major    areas     inspected    OA 
procedures;  d  or  urns  n  tat  I  on    >t   uiorh    activities    pertaining     to 
3  torage,  handl  ing     f-    suiveillance    of    safety-related    cables 
EDNETER.  5   D        Tlegiou     1,     Pti  1 1  adc  1  ph  i  a.     Reactor    Construction   i 
Engineering    Support    Bi  anch         PAVLIWO.R    T    .     VARELA,  A   A         Region    I. 
Philadelphia,     Office    ot    the    Diiectoi          00/O2/07         ipp 

B004090397    Advises    that    IE    Dulletm    BO-05,     "Vacuum   Condition    Resulting 
in    Damage     fco   Chemical    Vol    Control    Sys    (CVCS)    Holdup    Tanks," 
uiai     incorrectly    sent    foi     action    No    rc-sponse    required 
ORICR.D    H         Region     I,     Philadelphia,     Office    of    the    Director 
BO/03/17          Ip 

B004IOO421    Responds    to     IE    Bulletin   BO-Q3   Cnaicoal     filters    used    ulll     not 
be    susceptible    to    charcoal     leaVage    problems    Filters    from 
American    Air    ha^p    not    been    deliveied     to     job     site,  but    uhen 
received    will    verify    screen    attachncnt    sparing 
KCMPER.J    S         Philadelphia   tlettric    Co         B0/o:i/17         Ip 

3004330051   Ac k    receipt    o.    800914     1 tr     informing    NftC    of    steps    taken    to 
correct    violations    noted     in     IE     Insp    Repts    50-352/79-11    ti 
50-353/75-10 

CARLSON, ft    T        Region    1,     Ph  i  Uidelph  la,     Reactor    Construction    S. 
Engineering    Support   Branch        30/03/20        Ip 

— 0004P30071     Responds    to   NRC    B00111     Itr    re    violabinns    noted     in    IE    Insp 
Repts    3O-352/79-1I     4    ^0-35 J/79-1O   Cot T ec t ive    actions 
superintendents    have    besn    instiucted    to    keep    equipmBnt 
covered 
KEHPER.O    S        PhitaMelphia    Electric    Co         BQ/03/14         3pp 

— 0004230079    Foriuarda    IF    Insp    Repts    50-3^2/79-11    J.    50-353/79-10   on 
/9I019-3I     '.    1101-15   t     notice    of    violation 

CAftLSONiR    T        Region    1,    Philadelphia,    Reactor  Construction  fc 
Engineenno   Support    Branch         BO/01/1!         2op 


10O471     Eipresios    lon.ern    r-o    vaulting    at    5 1  tc    .loft     interview    in    197-1 
'Gilbert    Associates     i  T>   Pott  stciun.  Prt   te>'ealed    that    proposed 
te    ranked    third    ot     faurtl,     or     ,11     site    studies    Also    learned 
at    site    chosen    due     to   aCililiy     to    control     public    opinion 
LANDO.E          llurphy    J.    Pa>  i^h          Bu'04/O'J         2pp 

125OaS3   flsspoindi    to    SPCJ17    tonfire  »s  i  ona  1     lererral    of    Itr    IB    uti  1 
lilure     lo    accept     Joan    of     cryogenic     pincessing    snj-s    from 
imepitV     facility    lather     than    putting    to    atomosiphere    Purging 
tosen    Fur     expedionre 
NTOMi  H   R          Office    of    Nuclear    Reactoi    Regulation         BO/Ofl/07 


inane  la  I     information 

140317   Forwoids    Annual    Financial     Ftepl     1977 
fiDLEY.  E    J         Philadelphia    Fleccnc    Co         30/04/OB 


3pp 


— 900423009'?    Notice    of    violation    from    insp    on    791O15-31    !.    11O1-15 

«      Rug  I  on    1,     Philadelphia.     Office    of    the    Director         79/13/27         2pp 

— 0004.230114     IF    Insp    Repts    50-353/79-11    '.    SO-353/79-1 !    on    791015-31    t, 
11O1-15   NDncompl 1  ante    noted    Failure    to    protect    safety- 
related     item    From    const   activities    when    stored    &    to    follow 
ueld    pioccdures    requirements     to    prevent    undercutting 
MATT1GA.  J   C         Region    1,     Philadelphia,     Office    of    the    Director 
MCGAUGHV.R    U         Region    I,     Philadelphia,     Roactor    Construction   d 
Engineering    Support    IJranch         79/l?/2/         14pp 

9004150293   Forwards    It"    Ini-o   Notice    30-12,     "  Insitrument    Failure   Causes 
Opening    of   PflRV  4  Block    Valve    "   No    Bpeciftc    action  or 
response    necessary 
GRIER.D   H         Region    1.     Ph  i  ladolpMa,     Office    of    the   Director 

IP 


DOCKETED  ITEMS 
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8004090093  Forwards  IE  Circular  80-O5,  "Emergency  Diesel  Generator 
Lubricating  Oil  Addition  ',  Onsite  Supply  "  No  written 
response  required 

QRIER,  0  H    Region  !,  Philadelphia,  Office  of  the  Director 
BO/OA/01    Ip 

8004110503  Forwards  IE  Info  Notice  00-13.  "flE  Type  SUM  Contiol  Switches 
Defective  CAM  rollomors  "  No  written  lesppnse  required 
GRIEF), D  H    Region  1,  Philadelphia,  Of  flee  of  the  Director 
BO/04/02    Ip 

8004240337  Forwards  IE  Info  Notice  BO-14,  "Safety  Suggestions  Fi  om 
Employees  "  Ha  action  lequlied 

ORIER, B  K    Region  I,  Philadelphia.  Office  at-  the  Direc  tnr 
00/04/02    Ip 

80041B01Q4  Forwards  IE  Circular  80-O7,  "Problems  U/HPCI  Turbine  Oil 
Sys  "  No  written  response  i enuired 

GRIER,D  H    Region  1.  Philadelphia,  Office  of  the  Director 
BO/04/03    Ip 

0004110063  Forwards  IE  Bulletin  80-O7,  "BUR  Jet  Pump  Assembly  Failure  •' 
No  written  response  required 

GRIEF). iJ  H    Region  I,  Philadelphia,  Office  of  the  Director 
80/04/04    Ip 


0   Adjudicator 


8004040207    Comments    on 

Sites    case    of    ruling     to    al 
despite    no    evidence     that    1 
shortnose    sturgeon 
COLEMAN.  E    G    ,     COLEMAtJ,  A    C 


a  pun  si  b  1  e 


u-ay     i  rrtei  .eiiot  s    are    being     treated 
m   Urn  t     1     to    operate 
could    proteci     endangered 


if  f  I  1  id tn°n    Unknot, 


BO/O3/05         3pp 


B00409O192    Eiplains    c  u  c  urns  tanc  es     involving    800222    svc    of    BNUL 
draft    rept    le   measurements    oi    underground    mining    radon 
releases    t-    NRC    testimony    of    F1M    Hilde    re    saflro    rept   Hissing 
Page-    6    end 
UORDENICK,  [<    II         Hoai  ing    Blanch    •}         BO/03/05         4pp 


Hemor  aridunr    of    understanding     betuesn    NRC    9.   FEMA    re    prompt 
improvement     in    radiological    emergency    planning    t 
prep  aredness,  d  i  s  tr  ibuted    is    Board     notification 

•QOS5ICK,L    V         Dffice    of     the    Executive    Ducttor     for    Operations 
80/04/02         34pp 

8004300585   Responds    to    7'71'JIB    petitions    lequesting    that    Commission 
issue     show    cause    order     to    suspend     or    irvo^e    OL    for    Saleni    1 
t    CPs    for    Salem    S   >j   Hope    CreeV     1    f,     2,     >i    stay     issuance    of    QL 
for   Salem   2   Request    denied   u/Diipctor's    decision 
DENTONi  H    R         Offite    of    Nucloai     Fleactor    Regulation         00/04/18         Ip 


8004230399    Forwards     IE    Bulletin    79-Q3A,      "Longitudinal    Wold     Defects     »n 
ASME   SA-312. Type    304   BtainleSB    Steel    Pipe     "    Action    required 
ORIER, B   H        Region    1.    Philadelphia,    Office    of    the    Director 
80/04/04          Ip 


—8004300590    Director's    decision    under     10CfR2   206    on   E   '•    A   tolema 
petition    requesting     that    Commission     issue    show    cause    order 
re     facilities    OL    t,    CP     issuances    Request    denied 
DENTOH,H    R         Office    of    Nuclear    Reactor    Regulation         BO/04/1B 


0004180567   Forwards     IE    Ilulletin    8O-08,     "Eiam.    of    Containment    Liner 
Penetration    Melds    "    Written   reBponse    required 
CRIER, B    H         Region    1,     Philadelphia,     Office    of     the    Director 
80/04/07          Ip 

8     Reportable    occurrences,    LCfls    fc   related    correspondence 

8004300368  Forwards    final    deficiency    repi    re    electrical    raceway 
separation 
HEHPER.J  B        Philadelphia   Electric    Co        BOX04/S4         Ip 

— 8004300376  Final    deficiency    ropt    re    electrical    raceuaij    suparfltion 
Project   QC    Inap    E-2   0  lias    been    laviaod    to    include    final 
acceptance    Inep    to    verify    that    separation   requirements    have 
been  maintained    Si    training    classes    held 
»      Philadelphia   Electric    Co        80/04/3O        4pp 


DOCKET    SO-354    HPPE   CREEK   NUCLEAR    STATION,     UNIT    1 

A      App  1  icat Ion/construe 1 1  on    stage    documents   &    correspondence 

8004040031    Advises    of    issuance    of    NUREO-OSQB,     "Interim  Btaff   Position 
on   Environ   Qualification    OF   Safety-Related    Electrical 
equipment,"    providing    guidance    re    methods    for    compliance 
ROBS.D  F        Division    of   Project    Management        £30/02/05        7pp 

£3004080431    Forwards   NSC   8OQI2B  t   OS11    Itrs    to    GE    re   roods    to    BUR 
control    rod    drive    e<;s    &   addl    analyses    of    bailoff    rateo 
re«pec tivelij   Furtlier    info   &   guidance    to    be    issued    in 
NURES-0619 
BAER,R    L         Light    Water    Reactors    Branch    3         80/O3/13         3pp 

8004030154  forujards    addl    info    re    shortiioiie    sturgeon    in   Delaware   River 
Concludes    that    continued    operation    of   Unit    1, future 
operation   of    Unit   3  tt   const    completion    of   Hope    Creek    unite 
will    not    jeopardlie    existence    of    short nose    sturgeon 

fiEOAN.WH        Assistant   Director    for   Envl ronmantal    Projects         BO/03/ 14 
3pp 

8004170250  Responds    tn   NRC    000314    biological    assessment   of    impact    of 
continued    operation    or    const    of    facilities   Forwards 
biological    opinion   S    summary    of    informal    consultation   ui/MRC 
re  Salem  Unit    1    Shortnose    etuigeon   are   not    1  ri    jeopardy 
LEITZELL,  T  U        Commerce.  Dop t    of.    National    Marine   Fis-herJes    Service 
80/04/13        20pp 

F      Security,    medical,    emergency   i-    f ii  e    protection    plans 

B0040B0077  Advises    that    submlttal    date    for    evacuation    time    estimates, 
requeittd    by    NRC    791226    Itr.has    been    postponed    pending    OAO 
clearance   undor    Federal    Repti   Act 
ORIMEB, G,  K        Emergency    Preparedness    Task    Force         SO/O3/J1         4pp 


— 00043O059B   Notice    of     issuance    '     availability    of    Director's    decision 
under    10CTR2   2O6    on    A    i-   E   Colerraii    petition    requesting    that 
Commission    issue    shoiu    cause    older    re    facilities    OL   &   CP 
issuances 
DENTON-H   R         Office    of    Nuclear    Reactor    Regulation         BO/04/18         2p p 


— 9004300600    "A 
Acipenser    B 

I1A3NIK.M   T    ,    WILSON,  J   H 
80/03/31          Ip 


essment    of    Impacts    of    Facilities    on    Sbortnoae    Sturgeon 
Office    of    Nucleai     Reactor    Regulation 


hi      General    correspondence 


8OO4030123   Responds     to    7V081fi,  111     re    plans    to    reopen    TMI- i .  nu-c  1  ear 
plant     const    In   NJ    ''    nuclear    accidents    Plant    will    not    reopen 
uTitil     safe  ty-rela  led    issues    are    resolved    Provides    info    re 
plants     in    NJ   No    diseases    resulted     from    TMI 
DENTQIJ.H   R         Office    of    Nucleai     Reactor    Regulation         BO/O3/03         2pp 

—8004030129   Opposas    restart    of    TMI-I. const    of    nuclear    plants     in    NJ 
nuclear    accidents    due     to    health    haiaids    &    risks    to   public 
safety 
FOSTER,  K         Aff  i  Hat  ion    Unknown         79/08/16         2pp 


Q      Inspection    repot  ts.     It    Bulletins    >•    correspondence 


8004100155   Ach    receipt    of    800213    Itr     informing    NRC    of    steps    taken    to 
correct    violations    noted     in    IT    Insp    Repls    50-331 /71-Q1   k 
50-353/79-00 

CARLSON,  R    T         Region    1,     Philadelphia,     Reactor    Construction    ft 
Engineering    Support   Branch        80/03/12         Ip 

— B0041O0157  Responds    lo   HflC  BU01I5    Itr    re   violations   noted    in    1C    Insp 
Repts    30-334 /79-OV   t,     5Q-395/7S>"OB    Corrective    actions    opened 
new   pour    cards, updated    concrete    repair    filing    sys   &  revised 
Tech    Specs    bWP/P-C-1 

MARTIN,  T   J        Public    Service   Electric    (•  Gas   Co      of   Neiu  Jersey 
80/03/13         2pp 

--B004I001S8  Forwards    IE    Insp    Hepts    50-3S4//9-0I7  !<   SO-35S/79-OB   on 
791126-3O   t.    notice    of    violation 

CARLSON,  R    T         Region    1,     Philadelphia,     Reactor    Construction    te 
Engineering    Support,   Branch        8Q/Q1/1&        Spp 

—0004100160   Notice    of    violation    from    insp    on    791126-30 

•»      Region    1,    Philadelphia,    Office    of    the   Director        80/01/11         Ip 

— B00410O1AB    IE    Insp    Repts    50-354/79-O9   t,     50-335/79-OB   on    791196-30 
Noncorapllance   noted    failure    to    issue    supplementary    concrete 
pour    card    after    signing    off    concrete    placement   checklist    on 
pour    ui/dePicient   areas    remaining    to    be    repaired 
MCCAUOHV.R   W        fieoion    1,    Philadelphia,    Reactor   Construction  &• 
Engineering    Support   Branch        VARELA,  A   A  ,    DATEIIAN.W  H        Region    1. 
Philadelphia,    Office    of    theDirectoi         BO/DI/ll         lOpp 
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004070370    ftdjises     that     IE    Bulletin    kQ-i">5,      'Vacjun   Co-nditioti   Resulting 
in    Damage    to    Chemical     "ol    Control     Sys     (CVCS)    Holdup     Tanks." 
mas     incorrectly    lent     1 1\     action    ho-    response    required 
GRIER.B   H        Region    1,     Philadelphia.     Ofiite     of     the    Director 
80/03/1/         IP 


300402:0451    Foiuard;    UHC    B00129    '.    L>21 1     Itrs    to    GE    re    mods    to    BUR 
control     rod    drive    si|s    (•    addl    analyses    of    bolloff    rates 
re  s  p  ec  t 1  .'elij    Furthei     mfo    '-    guidance    to    be    issuer!    in 
OA1<? 
L         Light   Water    Reactors    Branch    2         60/03/13         3pp 


900415029?   roiuaro-s     It    lin-o    llotii 
Opening    of    PORV    >     Block    Valve 


'Instrument    Failure    Cause 
-ic    ac  1 1  on    o  r 


GRIER.  OH        Region     I,     Philadelphia 
SO/03/31         lp 


Office    of     the    Director 


B00409QQ99   Forwards     IE    Circular    80-05,     ' Emergency    Diesel    Generator 
Lubricating   Oil    Ad-ditior,    ',   On&ite    Supply    "    Nn   written 
response    required 

ORIEH-B   H        Region    1.     Ph  1  lafle  1  p  h  i  a  ,     Office    of    Che    Directoi 
80/04/Q]         lp 

BQ041105G7   Foruardi    IE     Infc    Notice    BO- 1.1,      "GE    Ti|pe    SUM   Control    Switches 
Defective   CAM   Follower.    '     fJo    uritten    response    required 
GRIERiB    H        Region    1,     Philadelphia.     Office     of    the    Director 
BQ/04/02         lp 

SQG424G:3<lb   Forwards     IE    Infc    Notice    80-1".      "Safety    Suggestion*    from 
Employees    "    Mo    action   required 

GFMERpB   H        Region    1,     Philadelphia,     Office    of    the    Director 
90/04/02         lp 

8QQ41BOIB6   Foiuiards     IE   Circular    BQ-Q7,     "Problem*    U/HPC 1    Turbine   Oil 
Sus    "    No  written   response    required 

GRIER.&H        Region    1,     Philadelphia,     Office    of     the    Director 
80/04/03         lp 

BOO-H 10071    Forwards     IE    Bulletin    80-07,     "BUR    Jet    Pump    Assembly    Failure    " 
No   written    response    lequired 

GRieii.aH        Region    1,     Philadelphia,     Office    of     the    Director 
30/04/04         lp 

8004230455   Forwards     IE    Bulletin    79-Q3A,     "Long  I  tud  infl  I    Held    Defects     In 
ASME   SA-312,  Type    30'1    Stainless    Steel    Pipe    "    Action    required 
GRIEfi.G   H        Region    1,    Philadelphia,     Dfuce    of     the    Director 
90/04/04         lp 

800'11BQ376   Forwards     IE   Bulletin    BQ-08.     J'Exam    of    Containment    Liner 
Penattation   Holds     "    Written    response    i  equired 
GfUEH.Q   H        Region    1,     Philadelphia.     Office    of    the    Director 
90/Q4/OV         lp 

S      Reportah  I  e    occurrences^     lERs    4     related    c  orrespontlenc  e 

8004090109   Ack    leceipt    of    EJOOJ03    interim    deficiency    rept    r-e    naln    steam 
pipe    spools 

CARLSOH.R    T        Region    1.     Philadelphia.     Reactor    Construction   & 
Fnntn.erlng    Support    Branch         BQ/O3/13          lp 

14    Interim    deficiency     rept    re    main    slean    pipe    spools    SE    laaoed 
tione    to   restore   affected    uiall    thickness    to    original 
equlremeTit    Final     i  sot    mill    be    submitted    bg    300321 
ublid    Service   Elettric    &    Gas    Co      of    [Jem   Jaraeij          BO/03/03 


of    Q003I4    interim   dePiciervcg    rept    re    discrepancy 

d    wire 

I,    Philadelphia,     Reactor    Construction-  b 


i    proc  uremsnt 
lir    of 
reuel  d  ing 

Sin    Co       of    NEW   Jeraerj 


DOCKET   50-359   HOPE    CRCtX   NUCLEAR    StftTIOMF     UNIT   2 

ft     Application/construction   frlag-c    docmrtent*    J>   torrespondence 

F4004040031    Arfviies    of    issuance    of    NUHEO-OSBB,     "Interim   Staff    Po«iSion 
on  Environ  Qualification   of    Saf  e  trj-Re  1  ate-J   Electrical 
Equipmenti  "   providing    guidance    re   methods    for   compliance 
ftOSS.D   F        Division    of    Project    Management         90/09/05         7pp 


MARTlNiT   J         Putilic    Siur^ice    Electri 
80/03/14        2pp 


800405015'!    Foiuards    addl     info    re    shortnose    sturgeon    in    Delauiare    River 
Concludes    that    continued    operation    of    Unit    1, future 
operation    of    Unit   2   I    const    completion    of    Hope   Creek    units 
uii  1 1    not     jeopardne    anistence    of    shortnose    sturgeon 

REGAN,  W   H         Assistant    DliectDi     for    Environmental    Projects         30/03/14 
2PP 

—  a004030!£r3    "Assessment    of     Impacts    of    8alem   !    Hope    Creek    Stations    nn 
Ehortnoee    Sturgeon,  ftc  i  penser    3rev  iro-itrum   Lesuer    " 
MASMIK.H    T         Office    of    Nuclear    Roactor    Regulation         BO/03/09 
llOpp 

00041703SO   Fiesponds    to   NRC    600314    biological    asaensment    of    impact    of 
continued    operation    or    const    of    facilities    Forwards 
biological     opinion    '.    suminai  ij     of     informal    consultation    iii/NHC 
re    Salem  Unit    1    Shortnose    sturgeon    are    not    in    jeopardy 
LE1TZELL.T    L.         CommBrcBr  Dept    ofP     National    Marine    Fisheries    Service 
BO/0'1/15         20po 


F      Secuntij,     medical* 


ree n eg    I     five    protection    plans 


BOO40a0077  Aovises    that    submittal    date    for    evacuation    time    estimates, 
requested    by    t)RC    71\23/i    Iti.has    been    postponed    Banding    OAO 
clearance    under    Federal    Repts    Act 
GRIMES, D   H         Emergency    Preparedness    Task    Force         BO/03/11          4pp 

0      Ad  jud  icatori|   correspondence 

8001040307   Comments    on     Irresponsible    uay     intervenors    are    beinfl    treated 
Sites    case    of   ruling    t-o   allow  Salem  Unit    1    to   operate 
despite    no    evidence    that    licensee    could    protect    endangered 
shortnose-    s  t  urge  on 
COLEIWI,F    G         Affiliation   Unknown         £50/03/05         3pp 

HQ030901?a    Explains    circumstances,    involving    600223    svc    of    DNWU 
draft    rept    re    measurements    Of    underground    mining    radon 
releases    t-    NRC    Ustiinotnj    of    R!1   Wilde    re    same    rept    Missing 
Page   b  enc 1 
DQRDEH1CK.  B   M         Hearing    Branch    4         GO/03/05         4pp 

BO04030036  Memoranduin  of    understanding    between  NRC   d  FEMA  re    ftrompt 
Improvement    In    radiological     emergency    planning    t, 
preparodnesa, di  stributed    as    Hoard    notification 
GQSS1CK.L  V       Office    of    tho    Enecutive    Director    for  Operations 
80-/04/03         34o(, 

8004300585   Responds    to    7910IB    petition*    requesting    that   Commission 
issue    shoui    cause    order    to   suspend    or    revoke   OL   for   Balem    1 
d.  CPi    foi     Salem  2  tr  Hope   Cree'i    1    t,  2,  b   stag    Issuance   of   OL 
for   Salem  3  Request   denied    W/D Irector  's   decision 
DENTOII.H   R         Office    of   Nuclear    Reactor   Regulation         SO/04/10         lp 

--8004300590   Director's    decision    under    10CFRH  206  on  A!<E  Cnlemen    petition 
requesting    that  Commission    lasus    show  cause   order   re 
facilities   OL   L   CP    Issuances    Request    denied 
DEMTOH.H   R        Offica    of   Nuclear   Reactor  Raoulatton        QO/04/18        6pp 

— 8004300399  Notice   of    issuance   i    availability    of   Divector's    decision 
under    10CFR3  2O6  on   ME.  Colernan    petition   requesting    that 
Commission    issue   ihou  cause    order   re    Facilities  OL  tr  CP 
tssuanc as 
DENTON.H   R         Office    of    Nuclear    Reactor    Regulation         30/04/18         2pp 

— S004300&00   "Assessment    of    Impacts    of    Facilities    on  Bhortnose   Sturgeon, 
Aclpenser    DieviroBtrum   Lesuer    " 
HASNIM.,  M  T        Office   of   Nuclear    Reactoi-  Regulation        BO/03/31         lp 


H      Oeneral    coprasp ondence 


8004030123  Responds    to   790B16, 1 tr    re    plans    to   reopen  TMI-li  nuc lear 
plant   const    in  NJ  i.   nuclear   accidents   Plant   will    not   reopen 
until    saif etu-related    issues    are    resolved   Provides    info   rs 
plants    In    NJ   No   diseases   resulted    from  THI 
&EUTON.H  R        Office    of   Nuclear   Reactor   Regulation        BO/03/03        2pp 

— a004030i2f   Qpnoset    reslarb    of    TMI-li const    of    nuclear    plants    in   NJ   t 
nuclear    accidents    due    to   health    haiards   &  risks    to   public 
safety 
FOBTErtiK        Affiliation  UnVnoum        79/OB/li.       Spp 


DOCKETED  ITEMS 
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Q       Inspection    reports.      If    Bulletins    !.     correspond  enc  a 


S      Reportable    occuirenc 


LER,   I    i  a  la' 


:ori espondenci 


B004100I52   Ack    receipt    of    800213     Itr     informing    NRC     of    steps     taken    to 
correct    violation*    noted     in     IE    Insp    Repts    50-354/79-09   t. 
50-355/7?-08 

CARLSPN.R    T         Region    1.     Philadelphia,     Reactor    Construction    t, 
Engineering   Support   Branch         BO/03/13         Ip 

—9004100157    Responds    to    NRC    BOO11S    Itr    re    violations    noted     in    IE    Insp 
Repts    50-354/79-0-S   r,    5O-355/79-OB    Corrective    actions    opened 
neiu    pour    cards, updated    concrete    repair    filing    ays    &   revised 
Tach    Specs    SWP/P-C-I 

MARTIN, T    J         Public    Service    Electric    i    Ca  s    Co       of    Neui    Jersey 
BO/02/13         Spf, 


BOO4090314    A-c  k    receipt    of    t)OQ2  1 1     interim    deficiency    rapt    advising     that 
investigation    of     surface     indication    uos    not    yet    completed 
Complete    rept    should    be    submitted    uheTi    required     info     is 
ava liable 

CARLSON, R    T         Region    1,     Ph  i  1  nde  1  pH  i  a.     Reactor    Construi tlon    t> 
EngineeTing    Suppai  t    Branch         80 '03/06          Ip 

— 0004090317     Interim    deficiency    rept    le    surface     indication    on    reactor 
pressure    vessel    Grinding    rcuurk     to     investigate     indication 
will    commence    800215   >,    he    completed    by    000339 

MARTIN, T    J         Puulit    Service    Electric    h    Gas    Co       of    Neui   Jerseg 
00/02/11          2pp 


— 0004100159   Forwards    IE     Insp    Repts    5O-354//9-01?    5-    50-355/79-OS    on 
791126-30   !<    notice    oF    violation 

CARLSON, R    T         Region     1,     Philadelphia,     Reactor    Construction    & 
Engineering    Support   Branch        80/01/15        3pp 


80040BQ109   Ack    receipt    of    6O03G3    interim    deficiency    rept    re    main    steam 
pipe    spools 

CARLSON, R    T         Region    I:     Philadelphia,     Reactor    Construction    Ij 
Engineering    Support    Branch          GQ/03/12         Ip 


-B00410Q14.0   Notice    of    violation     from    insp    on    79112i-30 

«      Region    \,    Philadelphia,     Office    of    the   Birector        BO/01/11         1| 

-8004100168    IE    Insp    Repts    50-3S4/79-O7   «<    90-355/79-05    on    791126-30 
Noncomp 1 ianc D    noted    failure    to    lisue    supplementary    concrete 
pour    card   after    signing    off   concrete    placement    checklist    on 
pour    ui/deficlent    areas    remaining     to    be    repaired 
MCOAUQHV,  R   W        Region    1.    Ph  i  1  acfel  p°h  la.    Reactor   Construction   & 
Engineering    Support    Branch         VARELA,  A   A    ,     RATEMAN, W  H        Region    1. 
Philadelphia,    Office    of    the   Director         SO/01/11         lOpp 


— 8004080114     Interim    deficiency    rept    IB    main    steam    pipe    spools    &E    issued 
Instructions    to    restore    effected    ua  1 1     thickness    to    original 
CE    spec    requirement    Final    rept    will     be    submitted    by    BOO 331 
MARTIN      Public    Service    Electric    i    Gas    CD      of    New   Jersey         90/O3/03 
2pp 

BOO42S0171    rtch    leceipt    of    300314    interim    deficiency    lept    re    discrepancy 
in    procurement    of    wrld    ulrs 

CARLSON, R    T         Region    1,     Philadelphia,     Reactor    Construction    I 
Engineeiing    Support    Branch         80/O3/31          Ip 


600409037H   Advises    that     IE    Bulletin    BOi-05,     "Vacuum   Condition    Resulting 
In   Damage    to   Chemical    Vol    Control    By s    (CVC8)    Holdup    Tanks," 
was    incorrectly    sent    for    action    No    response    required 
BRIER,  0   H        (legion    1,    Philadelphia,     Office    at    the    Director 
BO/03/ 1 7         Ip 

3004250234   Responds    to    IE    Bulletin   80-03  Completed    investigation 
elpetted    by   SO0501, pending    response    from   Hechtel 
MARTIN,!   J        Public   Seivlce    Electric    &  Cas   Co      of    New  Jersey 
BO/03/21         Ip 

80041S0299  Forwards    IE    Info   Notice   80-12,     "Instrument   Failure    Causes 
Opening    of   PORV   Si   Block    Valve    "    No    specific    action    or 
response    necessary 

QRIER.B   H        Region    1,    Philadelphia,    Office    of    the    Director 
80/03/31         Ip 


— 8004280174     Interim    deficiency     rept    re    discrepancy     in    procurement    of 
ueld    uire    Pittsburgh    DBS    Monies    has    completed    repair    of 
stiffeneri    where    couponn    uiore    lemoved    t,    removal    i    reueldang 
of    seams    of    heat    J    D      AS913 

HARTIN.  T   J         Public    Service    Electr  ic    t     Gai    Co       of    Neu   Jerseij 
SO/03/14         2pp 


DOCKET    50-356    UNIV      OF    ILLINOIS    LOPfIA   RC&EARCH   REACTOR 
Q       Inspection    repoiti:      IF    nulletifia    k    cori  espandence 


B0041102S9   Foriuards     IS    Insp    Repts    50-151/BO-01    t,    50-35t/BO-OI     on 
8002O4-06   No    noncompliancff    nolaJ 

DAVIS, A    n         Region    3,     Chicago,     Fuel    Facility    t    Materials    Safety 
Drench         SO/03/03         2pp 


6004090099  Forwards    IE  Circular   SO-05,     "Emergency    Diesel    Generator 
Lubricating    Oil    Addition   &  Onstte   Supply    ''    No   written 
reaponj*   requirad 

DRIER,  D,  H         Region    1,     Philadelphia,     Office    of    the    Director 
BO/01/01          Ip 

B004110907  Forui'rdi    IE    Info   Malice   BO-13,     "OE  Type   SDM  Control    Sultchi 
Dtfectlve   CAM  Follouen    "   No    uiritten    rciponie    required 
DRIER,!)   H        Region    1,    Philadelphia,    Office    at    the   Director 
80/04/02        Ip 

8004240346  Forwards    IE    Info   Notice    80-1-1,     "Safely    Suggestion*   From 
Employ  eel    "   No   action   required 

ORlERiB.H        Region    1,    Philadelphia,    Office    of    the    Director 
80/04/OS        Ip 

8004190186  Forward!    IE  Circular    80-07,     "Problems   W/HPCI    Turbine   Oil 
Sg*    "    No   written   retponse   required 

ORIER.D   H        Region    i,    Philadelphia,    Office    of    the    Director 
80/04/03        ip 

B004110071    Forward*    IS  Bulletin    BO-07.     "DWR    Jet   Pump    Asienbly    Failure 
No   written    risponxe   required 

CRIER,  B   H        tlvglon    1.    Philadelphia,    Office    of    the    Director 
80/04/04        Ip 

8004230489  Forward*    IE  Bulletin    79-03A.     "Lung itud inal    Weld   Defects    In 
AS  ME  SA.-312iTop«    304  atflinleu   Stsel    I'ipe    "   Action   required, 
OR1ER,  B   H        Region    I,    Philadelphia,    Office    of    the    Director 
BO/OV04        Ip 

8004180276  Forwards    IE  Bulletin    BO-OS,     "Emm   of   Cnnlainment   Liner 
Penetration   Welds    "   Written    response   required 
ORIERrB   H        Region    1<    Philadelphia,    Office    of    the   Director 
80/04/07         Ip 


--B004110274    IE    Insp    ttepts    90-151/80-01    '•    50-356/80-01    on    a00201~0i   Mo 
noncomp  I  lance    noted    Major    a\'e»t     inspected    emergency 
planning    Including    support    proc edures,  personne  I    interviews, 
review   of     training    fc    drills    >t    insp    of    equipment 

ESSIO.T   H         NRC    Regional    OfPitei         QffEEH,  fl   J         Region   3,     Chicago, 
Office    of    the    Director        BOW/2?        'Ipp 


DOCKET    50-358    WILLIAM   H      7IMHEH    NUCltAR    bTATlDH,     UNIT    I 

A     App 1 icatl on/construe  lion   stage   documents   &   correspondence 

8004040031    Advises    of    issuance    of    NUDE&-05BB,     "Interim   Staff    Position 
on   Environ  Oua 1 i f I ca tion    of    Safety-Related    Electrical 
Equipment,"    providing    guidance    re    methods    for    compliance 
ROSS,  D  F        Division  of   Project    Management        80/03/05        7pp 

300404O017   Submits    addl    guidance     to    NUREG-OSaD,     "Interim    Staff    Pdaition 
on   Environ  Qualification   of    Safety-Related   Electrical 
Equipment    "    Requests    review    of    equipment    qualification 
documentation    to    identify    degree   of   compliance 
ROSS,  D   F         Division    Of   Project    Management         80/03/21         3pp 

B004020466  Notification   of   B(>03?6  t    2/  meeting   w/repretentatl ves    from 
Mark    II    ouners    group    in   San   Jose.CA   to    discuss   Mark    II 
Creace    Test   Program, "IT   c/o    tests   5    foreign    teats 
ELTAW1LA, F         Containment    Sustcms    Branch         BO/03/10         IZpP 

8004030122  Notification    op   80032i-27  meeting   u/Mark    II    owners    group, 
NRC    consultants    t-   GE    In   San    Jose,CA    to   discuss  Mark    II 
Creare    te<t    program,  4T  C/O  >*    foreign    tests    Topics    are 
proprietary   Agenda    enc I 
ELTAWILA, F         Contalrment    Systems    Branch         BO/03/10         12pp 

B004040474   Bummary    of   800227  meefcinj   u/Mark    II    owners    jraup    re    status 
of    several    long-term   program   tasks . inc 1 ud ing    Tasks    A    17, 
A    16   fr    tail   related    to   utilisation    of    foreign   test   data 
ELTAWILA, F         Containment    Systems    Branch         BO/03/ IB         104pp 
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DOCKETED  ITEMS 


i    re    DTI  v  Li  or 

jf    fac  i  U  t4 


notice 
CHH1STFN3URV.E 


.5=     Ui, 


SQ0421Q445    Response    ret  o,,irni.nd  ing    that     Zimmei     Area    ClUiens    B00331 
petition     to     intervene    be    31  ant  ed.  provided    that    contentions 
10     emeigencg     planning    '     i 3d  i  al 09  I cal     monitoring    be    filed    in 
20    days    Certificate    ot    B-.C     oi,cl 
EARTH, C    /.         Hearing    Hianch    3         BO/04/10         ?pp 


BOO4250Qt'4i   Uolii-ication    or    S'.'t'5,'l-c.2   meeting    uj/utll     in    Moscouit 
discuss    forecast    p<aii"l     site,     .-isii 
PELTIER,]    A         Light   Wat.ei     Reactor;    Urancl.     1          BQ/O4/&a         4pp 


0004150301    Respond?     to   NFii,    SOOtiL'J    itr    \e    environ    o.uul  i  rica  t 
IE    instrumentation    fi    electrical     equipment    Completion    of 
documentation    review   e.pe-i_ted    bij    903615    Requests     info    on 
roods    to    NUREG-05B&   result-ing     flora   cixnue-nt    process 
FLVNN.J   D        Cincinnati     Gas    1    Electric    Co         aO/OS/lO          IP 


5004300064    Summary    of   80032B-27   meetings    u/Mark     II     owners    group     in    Sar 

Mark     II    designs 

ELTAWILA.F        Containment    Systems    Blanch          BO/04/ 14         22pp 


H      General     ct 


BQ040BOQ77    Ad^is=5     that     »ut  n  1 1.  tsl     date     for    evacuation    tine    esUi«flt 
requested    by    tlSC    79152b    ltr<has     been    postponed    pending    GAD 
clearance    under    Federal,    fispfcs    Act 
CFIIMtS:  B    V.        Eireroenci,    Pieparedness    Task;    Foice          30/O3/U          4pp 


B004EBQ3]?    Foruiaids    Revision     15    to    "Fire 
submitted    as    lespcnses    ID    questions 

A        Cincinnati     &a;    *.    Elettr 


Protection.   Evaluation    Repti 
it    Co         80/0-l/aS          Ip 


— B0042BQ322    "Fire    Piotection    Evaluation    Rept,"    Revision    15 
»      Cincinnati    Gas   ',    Electric    Co         BO/04/3O         7pp 


0      Ad  jud  i  c  atory 


800403033B   Response    to    State    of    K.V   300304    petition    tn     intervene    as 
interested    state     If    pai  t  ic  ipat  ion    granted,  re    emer-gencu 
p  tanning.  State    of    HV    rnjit    entci     proceeding     in    present    stage 
of    development   Certificate    of    Svc    end 

CONNECT   B    ,     HETTERHflHU:  M    J         Cincinnati    aa*    t-   EJectnc    Co 
CONNER,?   B         Conner,     Moore    i    Corbat          60/03/19         4pp 

B00410046S   Pet  I  tion    foi      leave    to    intervene    bij     Zimmer    Area    Cititens 
',    Ziirmor    Area   Cilnens     of    fv   Petitioner     is    concerned 
about    proximity    of    elementarg    t    satondary     schools    to    nuclear 
power    plant    Certificat?    Q*    BJC     enc  L 

DENNlbQI-l.  A   II         A(=f  1  1  i  a  ti  on    Unknown         DE.MN1SCN.A    B         Affiliation 
Unknocun         80/01/S4         9p  p 


0004070182   Response    in    suppoi  t    of    State     of    HV    participation   as 
interested    state    State    emergency    opepareilns  s.s    plan     involved 
in    safe    opetation    of    facility    Recorniieiids   admission    at 
present    stage    of    de/e  1  aperient 
HARTH.  C    A        Hearing    Branch    3         00/03/26         4pp 

B0040B059S   Memorandym   >     order    admitting     Slate    of    KY   as     interested 
state,  subj    to    taVing    proceeding    a;    found    in   present    ttage 
Order    taken   wo    GO   Bi'ight    participation 

BECHMOEfER.C         Atomic     Bflffrty    and   Licensing     Hoard    Panel          BO/O4/01 
2pp 

900403002-6   Memorandum   of    understanding    betueen   MFtC   C-    FEMA    re    prompt 
improvement    in   radiological    eir<ergencij    planning    (. 
preparednEss,  d  is  ti  Ihuted    as  Board    notification 

COSSICKiL   V        Office    or     t»e   Eiecutlve    Director    for    Operations 
GO/04/O2        34p(i 

8004220156  Requests   denial    of   Zitnmer    Area    Citnens   t,    ZimmET    Area 
Citiiens    in    KV    petitions     tc    inteivene    <is     interested    person 
Petitioner   has    failed    to    demonstrate    good    cause    for    late 
filing    Certificate    of    S-c    end 

CONNER,  T   B         Cincinnati    Gas   I    tlectric    Co         CCIMNefl.  T   D         Conner, 
Koore    1    Corker         BO/04/07         29po 


OOfllBOlll    Responds    to    0003?!     inquiry,  on    bahalf    of   Miami    Valleij   Pouier 
Projoct.re   cost    of   subpoenaing    SH  Hanauer>    to    teatifij   at    OU 
protaedings   NRC    regulation^   dn    not    permit    NBC    paraonnel     to 
be    subpoenaed    for   N[iC    proceedings 
DAHTH.C   A        Hearing    Qraneh    3         80/04/10         2pp 

B004ieoaoa   Inquires,  on   behalf    of  Coami    Valley    Pouer   Project,  re   cost 
of    subpoenaing  SH   Hanauei    to    testify    at   DL  proceedings    on 
status   of    info  availabUe    from  Mark    il    ouieier-s    group 
OILLMfcN,  D        ftf  filiation    UnVnoun         30/03/21          Ip 


79081SO559    Discussts    /90&30    Iti     suggesting    training    of    licensed 
operating    personnel     in    handling    casualty    conditions    !• 
emergency    situations    Outlines    possible    future    NRC    role    re 
conducting    >•    observing     in-plant    drills 
MATTSOtl.R         Di.ision    of    Easterns    Saf&tu         79/07/17         2pp 

—  7903150564    Submits    suggestions    TC    need    for    more    operator    training     in 
handling     casualty    cond  1  t  1  oii-s.  in-p  lanl    casualty     training 
during    refueling.',    utilisation    of     emergency    teams    during 
eitreme    casualty    condition' 
ADAMS,  J   E         Affiliation    UnVnoun         77/05/30         3pp 


Submits    inquiry    re    fee    requirements    if    subpoenaed     to    testify 
at    CL    hearinQs    on    info    available     from   Mark    II    owners    group 
CILLMAH,  D         Miami    Vallei,    Pouei    Project         80/03/21          Ip 


1      Financ lal     in  format  ion 


800404034O   Forwards    Annual    Financial    Rept    1979    for    uti I.Columbus 
Southern    OH    Elect!  it    Co    '     Dayton    Pouer    fc   Light    Co 
BQROhAHN.E    A         Cincinnati    Gas    t,   Electiic    Co         SO/04/01          Ip 


--8004040343    Annual    Financial    Rept     1979 

*       Cincinnati    Gas    1   Flectiic    Co         60/01/33         32pp 


-8004040350    Annual    Financial    Rept     1979 

»      Columbus    t    Southern    Ohio   Electric    Co         BO/02/07        36pp 


-SO04040135S   Annual    Financial    Rept    1979 
*      Dayton    Pocuei    S    Light    Co         SO/02/Oii 


25pp 


Q      Inspection    repoi  ts,     IE   Bulletins 


orrespondence 


Q004.E1O134    Forwards    [C    Insp    Rept    50-3SB/BO-03    on    SQ0122-24    S,    notice    of 
violation 

FIORELL1,G         Region   3,     Chicago,     Reactor    Construction   !<   Enginoering 
Support    Branch         BO/Q2/S9         3pp 


—9004210137    Notice    of   violation    from    insp    on   800122-31 

•      Region    3,     Chicago.     Office    of    the    Director         50/03/31 


2pp 


—  SO04310M2     ft    Insp    Rept    50-3SB/80-O3    on   80013P-24    Noncomp  1  ianco    noted 

failure     to    comply    m/deslgn    result  entente    in    approved    toat 

procodure'S 

VANDEL.  T    E    ,     GALLAGHER,  E   J    ,     KNQ!*,  R   C        Region    3,     Chicago,     Offlca 

of    the    Director        BO/02/31        App 

aOO'130001-l  Forwards    IE    Insp   Rept   50-358/79-34,   on   791114-15,800120-31    t 
0201    No   noncomp  1  lance    noted 

HET8HI1AN,H    F         Region    3,     Chicago,     Reactor   Operations    Nuclear    Support 
Branch        BO/02/29       2pp 

—  B004300022    IE    Imp    Rept    50-3SB/79-36    on   791114-15,900130-31    Ji   0301 

No  noncomp  1  lance  noted  Major  flreas  impacted  preoperatlona  1 
test  program  Including  tost  procedure  rovicui  liconie  audits, 
unresolved  Items  &  fuel  insp 

BTREETER    J   F    ,     MAURA.  F         Region    3,     Chicago.     Office    nf    the    Director 
SO/02/53         tpp 

6004100133   Forwards    It     Info    Notice    BO-09.     "States    Co   Sliding    Link 
Electrical    Terminal    li  1  oc  k    "    llo    specific   action   or   response 
r-eq.ulred 
KEPPLER.J    O         Region   3,     Chicago,     Office    of    the    Director         BO/03/07 


QOO41o0009  Responds    to    IF  Bulletin   9O-03  re    loss    ot    charcoal    from   std 
adsorber    cells   Plant    has    no    charcoal    adsorber     filter   beds 
supplied    bij    Flanders    Adsorbers    supplied    by    CVI    Pe/nualt   Corp 
81    Amer  ican    Air    Fil  ter 
BOflGMANN.E    A        Cincinnati    Gai   If  Electric    Co        80/03/21        2pp 

g0041501i,3  Fortuards    1C    Info   Notice   SO-13,     "Instrumant   Failure    Causes 
Opening   of    PORV  It  Block    Valve    "   tJo    specific    action   or 
r  B-  Op  on  so    necessary 

MEPPLER.J  <f       Region    3.    Chicaoo.    Office   of    the    Director        00/03/31 
IP 


DOCKETED  ITEMS 


20! 


8004080694    Forwards     IE    Circular    00-05,      "Emergency    Dieael     Generator 
Lubricating    Oil    Addition    5-    Dnsite    Supply     "    No    written 
response    required 

KEPPLER.J    0         Region    3,     Chicago,     Office    of    the    Director         HO/04/01 
IP 


8004040017   Submits    add)     gmJjnet     <o    KURi  G  -OSaB.       'Interim    Staff    Position 
on    Environ    Qualification    of    ?a  tety-flel  ated    Electrical 
Equipment     "    Reques.t;     re. lew    or     equipment    qualification 
documentation    '0     Identify     degree    of    compliance 
ROSS,  D    F         Division    of    Proper'     llanagement         SO/02/21         3pp 


9004150034   Forwards     IE     Info    Notice    BO-13,     "GE    Tgpe    SOU   Control    Suitcres 
Defective    CAM    Followers     "    No    specific    action    or    response 
rflqu  ired 

KEPPLER.J   G         Region    3.     Chicago,     Office    of    the    Director         BQ/04/02 
IP 


EtOQ423005B   Reques's     into    le    aunlrary     feedwater     sys    per    Bulletins 
Orders    Task    For  c  o     review    of    1  MI -2    accident     Info    should    be 
providod    as    amend     to    application    Submit  til     schedule    should 
include    HRC    approval     PTIOI      to    issuance    of    OL    U/encl 
RDSS.D    F         Division    of    Project    Management         SO/03'10         53p  p 


a00418OO37   Forwards    attachments    to    1C    Circular    BO-O3.     "Protection    From 
Tone    Gas    Haiards,"    inadvertently    omitted     from   800306 
transmittal 

KEPPLER.J   0         Region    3,     Chicago.     Office    of     the    Director         BO/04/02 
IP 


S00411002B   Forwards     requests     fui 
item   concerns    approval    at    analy 
flow    trans  i  errls,  d  ep  end  i  ng    on    approval 
described     in    CtUPD-1 77-P 
BAER.R    L         Light    ttalei     Reactors    Branch 


1     info    re    FEAR    review    Addl    open 
methods    used    for    loss    of 
\al     of    CENBR    code 


I5pp 


B004220113   Forwards     IE    Info    Notice    SO-1'1,     "Safety    Suggestions    From 
Employees     "    No    action    required 

KEPPLER.d    0         Region    3,     Chicago.     Office    of    the    Director         80/04/02 
IP 


60040301BI    Forwards     info    icqussted    by    NRC    800117    ^elcon    re    confirmatory 
analysis    of    shutdown    coaling    line    Indei     to    piping     layout, 
isometric    sheet    f     pipe    sup  p  ait    drawings    enc  1 
HAYNES, J   C         Southern    California    Edison    Co         00/04/01          li>pn 


B004220344   Forwards    IE    Circulai     BO-07,      "Problems    IJ/HPCI     Tuibine    Oil 
Sijs    "    No   written    response    required 

KEPPLER, J   0         Region    3,     Chicago.     Office    of    the    Director         BQ/04/03 
IP 


— B004030186    "Quality    Class     1     1     1 1 ,  ASMC   Code,  Sec  t  ion     III    Design   Spec     fo( 
RCS   Piping    Comp  orient  s,  5>(S    1201     '    Thutj-tujo    over-sue 
drauii  ngs    GTIC  1 
»      Dechtel    Corp          7^/ODMO         400pp 


BOO'1110032   Forwards    IE    Bulletin    00-07,      "OWR    Jet    Pump    Assembly    Failure 
Nt)    written    response    required 

HEPPLER.J    G         Region    3,     Chicago.     Office    of    tho    Director          BO/04^07 
IP 

8004230207   Forwards    IE  Bulletin    79-03A.      "Longitudinal    Weld    Defects    in 

A9HE   BA-313,Tijpo    304  Btainleis    Stael     Pipe     "    rtctlon    required 

KEPPLER,J  G        Region  3.     Chicago.    Office    af    the    Director        BO/04/O7 
IP 


8OO4290133   Summary    of    BOG305-07    meetings    u/Fn 

Diego. CA    re    seismology    '-    emergencij    preparedness    c 
RGDD.H         Light    Water    Reactara    Blanch    3         BO/O4/10 


of    the    Earth    in   San 


B004330570   Notifies     that    difficulties    in/proposed    memorandum    of 
agreement    re    ti  ansm i ss i on    project    have    been    resolved    to 
satisfaction    of    CA    DPt    of    Historic    Preset  vat i on    NRC    should 
forward    agreement     to    advisoiy    council    for    action 
MELLON. K         California.     State    of         BO/OJ/1S          Ip 


8004320100   Forwards    IE    Bulletin   80-OB,      "Eiam   of    Containment    Liner 
Penetration    Uelils    "    Written    cesponse    i  equired 

KEPPLER, J   0         Region    3.     Chicago.     Off  He    of    the    Director         BO/04/09 
IP 


B004290640   Forwards     data    on    uhich    review    of    seismic    reflection    profili 
within    25    km   San    ClnoFre    will    be    based    Response    to    NRC 
B00320    request    will     be    piovided    by    appro)    BOO425 
BASKIN.K   P         Southern    California    Edison    Co         SO/04/IB         6pp 


8004300592  Ac*    retoipt    of    B0031B    )tr    informing    NRC    of    steps    taken    to 
correct    violations    noted     in    IE    Inap    Rept    50-3Sfl/79-37 
FIORELLIiO         Region   3,     Chicago.     Reactor    Construction    fi    Engineering 
Support   Branch        80/04/11         lp 


B004300011    Forwards    LANDSAT    photographs    of    southern    Crt    to    facilitate 
Consciences    Branch     revieu   Photographs    will    be    referenced    in 
FBAR,  Section    1    El 

P         Southern    California   Edison    Co         80/04/1B         lp 


— Q004300604  Responds    to   NRC   800215    1 tr    ru    violations   noted    in    IE    tnsp 
Rept    SO-3SB/7l7-37  Corrective   actions    pipe    support    insp 
program    ravlsed    b   generation    const    dept    roqucatail    to    prepare 
procedure    for    preparat  inn.  d  i  G  tr  iliution   &  revision   of    dopl 
DOROMANN,  E   A        Cincinnati    Oag   '.    Electric    Co        SO/03/ IB         lp 

S      Heportable    occurrences.    LERs    i   relatoif    eorvespondence 


D      NRC    Draft/Final    Environmental    Statements,     suppls 


tpondence 


SO04300175   Responds     to    NUC    BOOT17    request    Foruards    revised    tables     from 
DES   re    operation    of    Fac  1 1 1  ly.  Inc  1  nil  ing    recorded    data    from 
1976-79    (.    projections     for     19BO-B5    Tables    shoui    production 
costs,  peak    demanO.  energy    requirements    '*   reserve   margins 
BASKIN.K   P         aouthci'n    California    lldison    Co         BO/04/I1         6pp 


B004180215  Ack    receipt    of   8O0314    Interim   deficiencg    rept    re    Anchor/ 
Darling    gate    valve*   NRC   will    review  matter    upon    receipt   of 
final    ropt 

FIORELLI.O        flegion   3.    Chicago,    Reactor    Construction  fc   Engineering 
Support   Branch        BO/04/01         lp 


U      Congress  lonal/Eliecut  ive   Correspondcnci 


G00414Q252  Hespond*    to   8002O7    1 tr   re    constituent    group    concerns    about 
facility   Utll    required    to    comply    ill/financial    pratoction  t 
indemnity    provision*    of   Prico-Andrfrson  Ait   S.    10CFR140  prior 
to   OL    issuance    W/FESi  Section    B.  re    need    for-   power 
DIRCKS.W  J        Office    of    tho   Executive    Director    for  Operations 
BO/03/39        2pp 

— 8004140262  Requests    info    on    behalf    of    tonsti tuent    group   re    posilble 
radiation    eipoiure    cauied    bij   accident    stmil.ir    to   THI-2 
event  Lists    areas    of    concern 
HOPKINS,  L    J         House    of    Rep         00/03/07          lp 


DOCKET   90-361    SAN   ONOFRE    NUCLEAR    STATION.     UNIT    2 

A      App  1  icflti on/conf true t ton    stage    documents    b   correspondence 

B004040031    Advises    of    Issuance    of    NURE&-059H,     "Interim   Staff    PC 
on   Environ    Qualification   of   Safety-Related   Electrical 
Equipment,  "    providinfi    guidance    re    methods    for    compliance 
RDSS.D  F        Division   of   Project   Management        BO/02/05        7pp 


T      Security,    medical,     emeigency    I    fire    protection    plans 

B0040B0077   Advise*    that    submltta!     date    for    evacuation    time    es-tlmates. 
requested    by   MltC    7s?  1236    Itr.has    been    postponed    pending    GAO 
clearance    under   Federal    Repts   Act 
GRIMES,  B   K         Emci-gency    Praparedness    Task    Foi  c  B         BO/03/11          4pp 

a0040eOS13   Forwards    review    summary    of    fire    protection    covering     Itema 
3    1    6rfoam    suppression    sys.  3    1    7,  gas    suppression    sgs   >•   3   2 
3,  turbine    bldg    structure    Items   3    1    1,3    1    3,3    1    5  are 
partially    completed    V    summary   will    be   provided    accordingly 
HALL.R    E         Broolhaven    Natinnal    Laboratory         QO/03/31         I6pp 

8O04QBO395   Notifies    that    combined    response    to    NRC    791211    !<   B00324     Itr 
re    safeguards    contingency    plan   will    be    sent    b  ij   300421 
HAVNES, J   O         Southern    California    Edison    Co         BO/04/01          lp 

B004230320   Forwards    revision    to    BNL   600331     Hr    re     Items   3    1     1(5), 3    1 
(b),3    1    5<d>,3    1    6,3    1    7(aJ,3   i    7(61,3    I    I5(b)    b  3   2  3      for- 
fire   protection   review 
HALL.R   E         Broobhavsn    National    Laboratory         8O/04/16         1&PP 

8004G00363   Notifies    NRC    that    util    requires    addl     time    to   revise 
safeguards    contingenc y    plan   as    described    in   NRC   80O324    1 tr 
Revised    safeguards    plan   mill    be    forwarded    by    BOOSia 
DASKIN.  K   P         Southern    California    Edison    Co         30/04/21          lp 
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DOCKETED  ITEMS 


G      Adjudicate 


aOO-llOO'1/7    Stipulation    e-itend 
Friends    of     the    Earth     tM  i  J 
Certificate    of    S\t     enc  1 
P1GQTT,D   R         Southern    Cali 
*.    Gregory         BO/OS/OSi         4p  p> 


rcgator i es 
i    Co         PIGOTT,  [)   R         Chiclering 


QQ011QOS37   Response    to    thirl    set     of     MI 
parsons    ansuermg    i  nt«n  oga  t  onet    '/ 
applicant     decided    to    fuiistruct    nucle 
of    S^    S.   m    Pigott    verification    snc  I 
P!GOTT,n   R         Southern    California    Edtson    Co 
*••    Qrsgoru         80/03/1H         25pp 


ei  r  ugatoi-  i 
1     p  lant.    Ce 


is     Inlcudes    in-fo 
uh  en. 
-tif icate 


P[SQTT.  D   R         Chltlenng 


8QO')03Q026   Memorandum    of    understanding    between    MRC    t,    FEMA    re    prompt 
improvement    in   radiological     energe-ncij     planning    & 
preoareOne  »E,  d  i  s  tribut  ed    as    Buai  d     notification 

GQSS!CVi,L    v1         Office    of    the    E.scutive    Director    tor    Operations 
BO/04/Oa         34pp 


— 8004020Gt2    IE    Insp    Rept    50-361//9-39    «•    50-363/79-27    On    791113-16    5, 
1211-14    Noncompliance    noted    failure    to    jse    cleanliness    caps 
On    instrumentation    lines    '-    to    control     unused    E7O1B   wold 
rods 

DiJDUSi  R    T         Region    5,     San    Francisco,     Reactor    Construction    & 
Engineering    Support    Branch         HERNANDEZ, G    ,     ELIN.  J   0        Region    5.     San 
Francisco,     Office    a^     the    Director         80/02/04         9pp 

aCQ42aOO<?3   Forwards    IE    Insp    Repts    50-361/80-O4   ',    50-369/90-02   on 
300319-27  No   noncompliance    noted 

SPENCER. G   S         Region   5,     San    Francisco.     Reactor    Construction    t, 
Engineering    Support    Branch         BQ/O3/3Q         2pp 

—9004300095    IE    Insp    Repts    SO-361/BO-04    ',     50-362/80-02    on   600219-29    No 
none omp 1 i anc e    noted    Majoi     at  eas    inspected    const    activities, 
including    re-ac  toi     pressure    vessel    It    internals    protection, 
piping    storage   '(   previous     item    re    coriective    actions 
HftVNES, R    C         Region    5,     San   Francisco.     Reactor   Construction   h 
Engineering    Support    UraTich         PATE.  R    J         Region    5,     San    Francisco, 
Office    of    the    Director         BO/03/17         flfip 


H      General    c  i 


aOO41501Ba   ftosponds     to    0002^1     Itr    oppnxng     issuance    o*    QL    for 
facilities   Public    hearings     in    -.Iciniti)     of     plants    lull) 
probablij    bp    held    neit    year 

HAMCHETTxJ   G        Region    5,     3an    Francisco,     Office    of    the    Director 
BO/03/11          Ip 

— B004150195   Revolts     that    NRC    tint     issue    OL    to    util     for    proposed    addl 
generating    stations    Continued    operation    of    present    facility 

plants    leak    radiation    '/    should    be     shut    down 
SVESLDSKY.F        Mfiliaticn    Lnlnamn         SD/O2/21         3pp 

3004020At2   Forwards    Commi  s-s  ion    statement    of    policy    on    conduct    of 
ad  judlcatory    proce  efl  ingi.  put  1  i  shed     in    791101?    FR    W/o    enc] 
CHANDLER,  L    J        Hearing    Brant  h     1          BO/03/17          1  p. 

Q       Inipectlon    repoiti-      IE    Bulletins    'A    correspond  ante 

B0043101B1    Foriuarils     IE     Insp    flepts    '50-361/BO-OS   I,    30-362/80-01    on 
300103-04    '.    21-28    No    noncomp  1  lane  e    noted 

SPENCER, 0   S        Region    5,     San    Francuco.     Reactor    Construe  t  ion    t. 
Engineering   Support    Dranch         30/03/11          2pp 

--900*310196    IE    Inso    fiept    SO-3fal/BO-Q2    '-     5O-3ifca/aO-tll    on    G001O3-C-4   !. 
Bl-29   Ho    noncomi!  1  lance    noted    Major    areas     inspected    const 
activities,  including    reactor    pressure    vessel    &    internal! 
prntoc  t  ion,  def  it  1  snc  y    follouiups    It    fire    in    fuel    pool    area 
MAVNES,  R    C         Region    5,     San    Francisco,     Reactor    Construction    t 
Engineering    Support    Br-ancn         PATE.  R    J         Region    5,     9an    Frantlsco, 
Office    of    the    Director          SO/03/ll          .Jpp 

SD04H10412   Forwards     IE     Insp    Rapt*    30-36 1  /7<7-32   t,    5O-363/77-29    on 
7V1301-31    Ho   nontomiilianta    noted 

SPENCER.eS        Region    5.     San    Francisco,     Reactor    Construction    t, 
Enginenring   Support    Kranch         80/03/11         Epp 

— S0042104I7    IE.  Insp    Rents     50-361  /79~tl2    1    50-3fi2/7!7-S9    on    791E01-31    No 
noncamp  1  tance    noted    Major    areaa    Inspected    const    activities. 
Including   reactor    pressure    vessel    t    internal*    protection 
PATEiR    J        Reeion    5,     San   Francisco,     Office    of    the   Director 
HftVNES,  R    C        Region    5,     San    Francisco.     Reactor    Construction    4, 
Engineering  Support   Bi  anch         BD/03/IO        Spp 

3001030045   AtV    receipt    of    8OO304    Itr     informing    URC    of    steps     taken    to 
correct   violations    noted     [n     IE    tnsfl    Repts    50-3A1/79-3?   S. 
50-3i2/79-a7 

8PENCER.CS        Region    S,     San    Franeisco,     Reactor    Construction    t 
Engineering  Support    Branch        90/03/17         1  p 


800415021-1  Fotuards    IE    huo    tJoti 
Opening    of    PORV    1   BlncV    Waive 
response   necessary 

EtJGEL«EN,R    H         Region    5.     San   Fran 
BO/03/31          Ip 


90-12,     "Instrument    Failure  Causes 
No    specific    action    or 


sec,     Office    of    the    Director 


3004100107   Forward-    IE   Circulai     80-05,     "Emergency    Diesel    Generator 
Lubricating    Oil    Addition  '<  Onalte   Supply    "    No   written 
response    required 

ENOELWIrl.R    H         Region    5,     San   Francisco,     Office    of    the    Director 
80/04/01          Ip 

BOO-lllO]  H   Forwards    IE    Info    Notice    80-13,      "GE   Type    BUM   Control    Switches 
Defective   CAM  Fol  louors    "    No    specific    action   or   response 
required 

ENGELKE«,R    H         Region    S,     San   Francisco.     Office    of    tile    Director 
80/04/02        Ip 

8Q01220CMB   Forwards    IE    Into    Notice    80-14.      "Safety    Suggestions    From 
Enploijees    "    No    action    icquired 

EUQELKEN.R    H         Region    5,     San   Francisco.     Office    of    the    Director 
SO/04/03         Ip 

B0041B0135   Forwards    CE   Circular    00-07.     "Problems   U/HPCI    Turbine    Oil 
Sijs    "    Ho   uirltten    response    igquiied 

ENQELKEN.R    H         Region    5,     San   Francisco,     Office    of    the   Director 
00/04/03         Ip 


Forwards    IE  Bulletin  79-03A,     "Longitudinal    Held   Defacts    In 
ASME    5A~312,Tupe   304   Stainless    Steel    Pipe     "   Action    lequlred 
ENOELKEN.R    H         Reoion    5,     Ban   Francisco.     Office    of    the   Director 
BO/O-J/0.1         Ip 

900422019Q  Foruardl    IE  Bulletin   BO-09,     "Ciam  of   Containment   Liner 
Penetration  Heidi    "   Uriitcn   lesponse   required 

ENOELM.EM.R    H         Wogion    5.     Ban   FrancUco.     Office    of    tha   Director 
80/04/0/         Ip 

R      Periodic     operating    reports    t   rolated    correspondence 

8QQ407033B  Foruiardi    info   re    occupational    eipoture   fr   etiviran 
surveillance   programs    For    1979 
OTTDSOH.H   L        Southern  California   Edison   Co        80/03/31        3pp 

—  800flO70345    "W79   Annual    Operating    Hept.Vol     1.  Oceanographi  C    Data    Rapt 

*  Brouin    t-   Calduell         80/03/31          400pp 

—  B00407034B   "1171  Annual    Operating   Reot.Vol   2,  Biological   Data   Rept 

Intertldal    I  nf  auna.  Sub  t  idal    Infaunal.  Kelp,  Ichthuop  lantton    " 

*  Marine   Biological    Consul  tantii     Ine    ,         80/03/31        300  ff 


--B00402Q049   Responds    to    NHC    600304     Itr    re    violations    noted     in    IE     Insp 
Repts    50-361/79-29  *    5Q-3A2/79-27   Corrective    actions   cable 
uilli    be    replaced  Open    parts    capped  u/apjiropr  late    cover 
PAPAY.L    T        Southern    Califo-rnia    Edison    Co         80/03/04         Spp 

--S0040E005i!   Foruiar-ds    IE    Insfl    Repti    50-361  fT3~Zt  i    50-362/79-37   on 
791113-16   S<    1211-14    4<   notice    of    violation 

SPENCER,  0  s       Region    5,    San  Francisco,     Office   of    the    Dire-ctor 
aO/02/Q*        3pp 

— B0040P005S  Notice  of  violation  from  tnso  on  771113-16  !•  1311-14 
*  Region  S,  San  Frantjsco.  Office  of  the  Director  60/02/04 
2pp 


—  800407039^    "1979   Annual    Operating    RHpt.Vol    3,  Biological    Data    Rept 
Ploniloni  Hard    Benthos  Rocky    Intertldal    " 
*      Lockheed    Center    for   Marine    Research        BO/03/31 


—  8004070357    "1979  Annual   Operating    Rept.Vol    4,  Biological   Data   Repf 
Nokton   " 
*      Broun   t    Calduell        BO/03/31        350pp 

B004140161    Forwards    "Annual    Operating    Rept.  1979,"    Voli    1-4  H/o    »ncl 
DICTCH.R         South    Carolina    Electric    b   Qas    Co         flO/04/0')         Spp 


DOCKETED  ITEMS 
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B     occurrences.     LERs    '»    related    corr 


•eceipt    of    S003IO    interim    defictency    rept    ve    measuring 
'libr    at    vendor    facilities    Anticipates    receipt 
by     800530 
Region    5,     Ban    Francisco,     Office    of    the    Director 


F      Security 


1  B 


BT  I  m    def  i  c  i  oncy    rept    ra    measuring    &    test    equipment 
vendor    facilities    Filial     lepl    will     be     submitted 


NN  • 


_,, 

V.   L 

- 


„ 

Southern    California    Edison    Co         BO/O3/10 


Ip 


"usrd-s     amended     final     def] 
tl ng     790706    rept 
Southern    California    Edit 


pt 


pipe 


Ip- 


150S 
c  BT- 
»r»c 


***     Amended    final     deficiency    rept    re    design    deficiencies    related 
T-fcain     safety-related    pipe    supports    Updates    79O706    rept 
c    ludlng     ait    addl     def  ic  1  otic  I  es    Program    initiated    to 
^      total     design    of    sys    prior    In    changeover    to    startup 
"tNern     California    Edison    Co         BO/O4/07         4pp 


BAH    QNQFRE   NUCLEAR    STATION.     UNIT    3 

_^  *•*  cin/c  on-s  true  t  ion    stage    documents    t    correspondence 

OQ3  1       Adviseg     of    issuance    of    NUREG-050B,     "Interim   Staff    Position 
nviT-on     Qualification    of   3af  e  tyRe  la  fced    Electrical 
^"n B  **  *" "    "     Providing    guidance    re    methods    for    compliance 

•  Is"-  Division    of   Project   Management        BO/Q2/Q5        7pp 

OO>1  ~f      Submits    addl    guidance    to  NUREG-OSBB,     "  Inter  im  Staff    Position 
nvi  i-  or,     Qualification    of    Safety-Related    Electrical 
pine-tit.    "    flequeats   review   of    equipment    qualification 
"I**1  *  **  *•  *  an     to     identify    degree   of    compliance 

•  U      R .  Division    of    Project    Management         BO/O2/21         3p  p 

OQ-9B     Requests     info    re    auxiliary    Peedwater    sys    per   Bulletins   & 
TE      "T^ratt    Force    review    of    TM1-2   accident    Info    should    be 
Idratl      at,    amend    to   application   Bubmittal    schedule    should 
ode      JNRG    approval    prior    to    issuance    of   QL   W/encl 

•  D      !=•_  Division    of   Project   Management        BO/O3/10        33pp 

CO 20      Forward*    requests    for   addl    info   re  F9AR    review  Addl    open 
=  c»»»  c  ra  rnt    approval    of   analysis    mathods    used    fat*    loss    of 
tjT1  jat\\  B  i  en  t  B  •  d  epend  ing    on    approval    of   CENDR    code 

ribed      in    CENPD-177-P 

tR      I— .  Light    Water    Reactors    Branch    S        80/03/2O        ISpp 


O0040B0077   Advises    that     aubmitt 
requested    by    NRC     /^1^26    Itr.h 

GRlMESiB    K         Emergencij    Pi  epai 


te    mr    evacuation    time    BStimatesi 
sn    postponed    pending    GAD 


S0040BO515   Foriuaids    revieu    summary    o^    fne    protetlioti    covei  ing     I  terns 
3    1    b,  foam    suppression    sys:3    1     7.  gas    suppression    sija    li   3   3 
3,  turbine    bldg    structure     Items    3    1     1,3    1    2,3    1    5   are 
partially    completed    '•    jummarij    UH  )  1    Oe    proviiled    accordingly 
HALL.R    E         Brookhaven    National    Laboralori,         BO/O3/3I          I6pp 

BQO408O31?5   Notifies    lhat    cnmblTied    response    to   NRC    791211    (t   BO0324    Itrs 
re    safeguards    contingancy    plan    will    be    sent    by    B00121 
HAYNE3.J   G         Southern    California    Edison    Co         BO/04/01          Ip 

6004230320   Forwards    revision    to    3NL    600131     Itr    re    Items    3    1     1(5),  3    1     2 
(b),3    I    5(iJ),3    i    b.  3    1     /(a).  3     I    7lbl,3    1     15<b)    >•    3   2    3      for 
fire    protection    reviem 
HAUL.  R    E         Brookhaveii    National    Laboratory         BO/04/16         16pp 

8001300363   Notifies    NRC    thnt    util    Tequiics    addl     time    to    revis-e 
safeguards    contingency    plan    ai    described     in   NRC    900334    Itr 
Revised    safeguards    plan   ml  1 1     be    forwarded    by    300513 
DASKIH.HP         Southern    California    Edison    Co         00/OH/21          Ip 


Adjud  icatory    c  acrespondeiic 


2004100477   Stipulation    attending    time    for    ansuers    of    inter 
Friends    of    the    Earth    third    set,    of     Intel  !  ogatot  1  es 
Certificate    of    Svc     enc! 

PIGOTT.D   R         SouthBrn    California    Edison    Co         PIGDTT,  D    R 
ti   Gregory         BO/03/O5         -Ipp 


1004100537   Response    to    third    set    of     intei roga tor  IBS    Inlcud 
persons    aneuerlng    interrogator  i  os    I/    time    period   uhen 
applicant    decided    to    construct    nuclear    plant    Certificate 
of    Svc    t   DR    Pigott    verification    end 

PIGOTT.D   R         Southern    California    Edison    Co         PIGDTT, D    R 
&   Gregory        BO/03/ IB       2bpp 


Chickering 


Chickering 


6004030026   Memorandum    of    understanding    between   NRC    (•   FEMA   ro    prc 
improvement     In    radiological     emergency    planning    h 
preparedness, d istr i b uted    as    Quard   notification 

GOESICK, L   V         Office    of    the    Eiecutive    Director    for    Operations 
SO/04/02         34pp 


H      General    rorrespondeneo 


np  t 


F"OTLJarii*    Info   requested*    by   NRC  600117    telcon   re    confirmatory 

gs  1  s.      of    shutdown   cooling    line    Index  to    piping    Layauti 

etr-it:      sheet    4i    pipe    support    drauiingi  enc  I 

EB>    «J^   O          Bouttmrn  California   Edison  Co        60/04/01         lApp 


'Quality   Class    I    i.    1 1 ,  ABME  Code.  Sect!  on    111    Design   Spec    for 
S    Piping     C  Dtnp  onents,  8ys    1201    "    Th.irtu.-tuo   averniin 
aui  i  n  a  m      one  1 
Bechtel     Corp,       77/C-S/10        lOOpp 

O133     Summary     of   B00305-07   meetings    uj/frienflB    of    the   Earth    in  San 
o,  CA     T  e    seismology    b   emergency    preparedness    concerns  > 

,H  Light     Hater   Reactors    Branch    3        BO/O4/10        6pp 

Ofj^O     NoltPi»Si    that    difficulties   w/proposeii   memorandum    of 
•rti»nt;      re     transmi  n  ion    project    have    been   resolved    bo 
ifac  t  i  on     of    CA  OPc    of   Historic   Preservation    NRC    should 
ardi       agreemnnfa    to   advisorij    council    for   action 
ON,   K  California,    State    of        BO/04/15         Ip 

O6«*O     Fariuards    data    on  which    review    of    seiimlc    reflection    profilas 

In      SS     K*n    3an    Onofrc   uill    be    based   Response    to   NRC 

SO      T-e-QU8»t    tiilll    be   provided    fay    approx    B0042S 

IMj   K-   F*          Southern   California   Edison    Co        8Q/O4/1B        tpp 

OOl  t      ForwarJ*    LAND9AT   photographs    of    southern  CA   to    facilitate 
ciwn  «=  •  *i    Branch    review  Photographs    will    be    referenced    in 

f,?,v it      t*  Southern   California   Edison    Co        BO/04/1B        Ip 

IN*    "-    r 

^1f>fr/F'lnal     Environmental    Btatementii     suppli    Ci   correspondence 


taffondt    to  NRC    800317   request    Forwards    revised    tables    from 
operation    of    facil  ity.  including    recorded    data    from 
ft     pro J*t  tions    fo-r    1980-95   Tables    shoui   production 
h<afc     d  tmandi  energy    rnquiremants   t-    reserve    margins 
.      p  southern  California  EdUon    Co        80/04/11        6pp 


60041901BB  Resiponds    to   600321     Iti    opposing    issuance    of   QL   for 
facllitiet    Public    hearings     in    vicinity    of    plants    uill 
probably    be    held    neit    yenr 

HANCHETT,  J   G         Region    3,     San    Fi'anctsco.     Office    of    the    Director 
60/03/11          Ip 

— B004150195   Ffequosti     that    NHC    not     issue    aL    to    util    for    proposed    addl 
generating    stations    Continued    operation   of    present    Facility 
represents    immediate    haiard    to    lire  S    property    All    nuclear 
plants    leak    radiation   t-   should    be    shut    doun 
SVESLOSKY.  F         Aff I llation    Unknown         BO/O2/21         3pp 

3004020462  Forwards   Commitsion    statement    of    policy    on   conduct    of 
adjudicator^    proceed.  Ings,  pub  1 1  shed    in    791109  FR   H/o    end 
CHANDLER, L   J         HearlnB    Branch     1         BO/03/ IV         Ip 

Q       Inspection    reports,     IE    Bulletins    'i    coi  respondence 

B004210IB1    Forwards     IE    Intp    Repts    50- 3tl /80-02   1   50-3&2/BO-01    on 
800103-04   t<   21-23   No  noncomp  li  ance    noted 

SPENCERiO   S         Region    9.     Ban    Francisco,     Reactor    Construe 6ion   V 
Engineerinj    Support    Dranth        BO/O3/11        2pp 

--800-V2101B4    IE    Insp    Kept    50-361 /BQ-0?    t    50-362/BO-01    on   B00103-O4   fc 
21-26  No   noncomp  1  »ance   noled   Major    areas    inspected    const 
ac tl vities, inc lud  ing    reactor   pressui e    vessel    &    internals 
protect  ion,  defic  loncy    fol  louiups    i.    fire    in   fuel    pool    area 
HAVMEB,  R   C        Reoion   5,    San   Francisco.    Reactor    Construction   !* 
Engineering   Support   Urflnch        PATE,  R   J        Region    9,    Ban  Francisco. 
Office    of    the    Oirectoi         80/03/11         4pp 

BOQ4210flI2  Forwards    IF    Insp   Repts    50-361/79-32  '.    30-362/79-21?  on 
791201-31    No    noncomo 1 ianc e    noted 

SPENCERiG  B        Region   3,    San   Francisco.    Reactor   Construction  4 
Engineering    Support    Branch        SO/OS/ il         2pp 
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— 8CQ421Q  117    If  ,  Jn=f     f" 


ep  ti  *-,    '     (elated    c  or'  espQndenc  e 


30   Forward  s     info    i  e    occupational     eiposui  e    fr    environ 
surveillance    programs    for     I1'71? 
aTTOSON.H   L         Soutticrn    California    Edison    Co         80/03/31          3pp 


ot     iTi  "  '_!<_•.!     i  t,r     informing    NRC    of    steps    taken     to 
U  3     in     IT     I  rise    flwpt,     5u-361/79-2<?    '- 


SPENCER.  G    S         Region    5,      -,an 
Engineering    Sup*uit    Oiiiiih 


Fteactoi-    Construe  t  ion 
Ip 


--BaC"102oe=j'l    fiiruaTds     IF     Insp    fl^pt;     50-361  //*  -J9   '    50-362^/9-27    on 
7^111-i-JA    '     |211~11    "     nati'e    Of     .iol.atiori 

5PENCEB.G    5         FJegion     %     San    Frani.  i  st-a.     Oftice    of    toe    Director 
80/02/0  4          Spp 

-    B004OSOO59   Notice    of     vii.liHtn     iron     map    on    791113-16   E.    1311-14 
»      R-egion    5      San    Fian:i*co,     Office    or     the    Director         BO/OSVO4 


—  800*0^00*2    JF     Insp    Heft    ^O-36  1  /  /V-e  9    '-    SO-3b^//9-27   on    791H3-1A    fa 
I21L-t*l    Nento.-p  I  jaiite    notea     tailuie     to    vss    cleanliness    cap! 
on     instrumentation     lines     '-     to    control     niiuied    E70(BujBld 
rods 

DQDDS.R    T         Region    &,     Sari    Franc  ista,     Realtor    Construction   fr 
Ensineering    Suppoyt    Ei^trth          HERHrtNt>t.Z.  G    .     EL  IN.  JO         Region    5.     Sari 
Francisco,     Or  (ice    of     t>ie    l)ire(tor          30/02/O4         9p.p 


Foriuarfli     IF     Insp    fepts     50-361/80-01    «•    50-363/SO-O2   on 
800219-2'J   No    nanconip  1  lance     iiuteJ 

SPENCEH,  G    S         Fisgion    5       Ear    Frsntisco,     Fleactor    Construction   '• 
Enjineenn^    Eauppui  t    Hr,inrh          BO/O3/20         2fip 


—  -B004O703-15    "1979    "nnufll    UperatiTig    Fiept.Vol     1,  Pceanograph  i  c    Data    Rept    " 

1      Drolun   '.    CaldU'ell         80/03/31         400pp 

--8004070352    "19/?    Annual    Operating    Rept,  VoJ    3.  B  (  olog  i  ca  1    Data    Rept 
PlanV  ton,  Hard    Btnthos   Rocki|    Intertiilal    " 
i      Lockheed    Centet     for    Haiine    Hespaich         BO/03/31          SOOpp 

—  0004070357    '1179    Annual    Gpcrating    nept,yol    4,  Biol  og  i  ca  1    Data    Rept 

No  V  >-  on    " 

'      Broun    '.    CaUuiell         SO/03/31         250pp 

9004140161    Forwards    "ftnnusl    Operating   Rept,1979,  "    Vola     1-4    U/o    encl 
DIETCH,  Ji         South    Carolins    Electric    '     Gas    Co         BO/04/04         2pp 


5      Hepor  tab  1  e    occui  rente;      lERs    '     related    con  espondenc  e 


8004100492   Acl    receipt    of    B00310    iTitenm    deficlencij    rept    re    measuring 
i=C(UlpmsnC    recalibt     at    vondoi     faiiliiiei    Anticipates    receipt 
jf    final    rept    bij    S0053O 

EHGEUKEn.  R    M         Region    5,     San   Fiancisco.     Office    of    the    Director 
90/03/1S         Ip 

—  8004100500    Interim    deficiency    rept    is   measuring    E-    test    equipment 
recalibr    at    vendor    facililieG    Final    i  ept    will    be    submitted 
by    BOO53O 
NINtJ,  D   E         Southern   California    Ediaon    CD         BO/03/10         Ip 

8004I5053B   ForiijaTds    amended    final    deficiency    rept    re    pipe    support 
design,  updating    7907O6    t  ep  t 
PAPrti'.L    T         Southern    California    Edison    Co         BO/04/07         Ip 


—  SOO42SC095     IE     Insp    Fiept?     5O-3M  /6O-04    '     50-342/00-02   on    000219-2?   No 
nonionp  I  aanc  e    noted    Majai     ai  eas     inspected    conit    aftivitiea. 

HftVf'ES.R    C          Region    5.     =>an    Franclsco,     Reactor    Construction   t 
Engineering    Support    Branch          PATEj  (i    J         Region    &.     San.   Francisco, 
Office    op    the    Pnector  SO/03'17          Jpp 

B00'tl502l4    Foiuartfs    It     Info    (Jotice    BO-!?,      "Instrument    Failure   Causca 
Opening    Df    POfiV    >•    Block    Valve    "    Mo    spEttfic     action   or 

ENOELKEN.  B    H         .Region    5,     Sdr,    FrancEsco       Office    of    the   Diractor 
lr 


BQO'1100107    Foi-uar<ls     IE   CircuJar    90-05,     "Enorgenc  i/    Diejel    Generator 
Lubricating    Oil    Additiuu    'j    Oniite    Supply     "    No    written 
reap  on  SB    req.uirotf 

ENSEL^O  J   R    H         Region    3,     Sun    Francisco,     Office    of    thfl   Director 
SO/O-l/Ol  Ip 

8004110114    Fornpard^     I  C    In^o    Notice    BO-13.      "GE    Tijp&    SBM   Control    Switches 
Defective    CiVM    Follower;     '    Mo     ip<tific    action    ov    response 
required 

EWGELKEH   H   H         Region    :>„     San    FTancisca,     Office    of    the    Director 
BO/04/OS         IP 

8004230016    Forwards    IE     Info    Notice    BO-lfl.     "Safety    Suggestions    From 
Employees    "    No    action    'pquireJ 

,  (i    H         Region    5,     San    F^ra-nc  LSCOP     Office    of    tfia   Director 


3004180135   foruia-ds     [C   Circi-.]ai-    BO-07,      'Prablemi    IJ/HPCI    Turbine   Oil 
Sy!    "    Wo   uritten    r-esponse'    re-qui  red 

EHOE1XEN.R    H         B-giiin    5.     Ian    Francisco.     Office    of    the   Director 
BO/0^/03          !p 

B004330363   Fai-oiaroa     IE    DulUtin    79-03A,     "L  onot  Lud  i  nal    Weld    Defact*     in 
ASHE   SA-312.Tiipe    30*   St-imles?    Steel     Pipe    "    rtction    renuiren 
EIJQELKEU.R   H         Region    LJ.     San    Francisco.     Office    of     the    Director 
BO/01/04          Ip 


Fortuards    IE    IluMetifi    SO-08       "Ejcam    of    ContainmBnt   Lmcr 
Penetration  Wclrfs    "    Urittan    i  espouse    renuirod 

ENOELKGWi  R    H         Region    5,     Bin    Fraflcisco.     Office    of     the    Dtractor 
BO/O4/07          Ip 


— BOC"U5Q5iJ6   Amended    fin-nl    deficiencif    rept    re    deiion    deficiencies    related 
to   certain   eafety-r  elated    pipe    supports   Updates   790706   ropt 
tij     Including     5li    addl    deficiencies    Program    Initiated     to 
r-evieui    total    design    of    sya    pnoi-    to    changeover    tn    startup 
*      Southern   California   Edison    Co         60/04/07         4pp 


DOCKET    90-363   HHIKED    II1VEFI    NUCLEAR   STATION.     UNIT    1 

A     Application/construction   stage    documents   t,   correspondent  e 

(1004040031    Advises    of     Issuance    of    NUREG-0568,     "Interim   Staff    Position 
on  Environ   Qualification   of   Safety-Related   Electrical 
Equipmenti"    providing     guidance    re    methods    for    compliance 
RD3S.D  F        Division   of  Project   Management        90/03/05        7pp 

F      Security,    medical,     emn  gencu.   I,    fira   protection   plans 

S0040B0077   Advues    that    submittal    date    for    evaluation    tima    estimates, 
requested    bu   fJRC  771326    Itnhas    been   postponed    pending    OAU 
clearance   gndei    Federal    Rcpts   Act 
ORIMES.lt    K         BmergBntg    Preparedness    Task    Force         BO/03/11          4pp 

H      Oenerdl    correspondenc e 

BQQ4Q3Q133    Responds    to   770Bl&iltr   re   plans    to   reopen   TMI-1 1 nuc 1  ear 
plant   const    In  NJ  (•    nuclear   accidents   Plant   uii  1 1    not   reopen 
until    sa t ety-related    issues   are    resolved   Provide!    info   re 
plants    an   HJ  No    diseases    resulted    from  TM1 
DEHTON.H    R         Office    of    Nuclear   Reactor   Regulation         00/03/03         Spp 

— 8004030139  Opposes    restart   of   TMI-l, const   of   nuclear    plants    In  HJ  & 
nuclear    accidents    due    to   health    haiards   &   risfc*    to   public 
safetu 
FOSTER. K        Affiliation  UnKnown        79/08/16        Spy 

I      Financial    information 


8004090477    Forwards    BUfJp  1  ementaru    financial     info    in    support    of    TMI-1 
restart    proceed  ings 

HfiFEft.F   E>        General    Public    Utilities   -  GPU  Service  Corp        BO/04/03 
llOpp 

--B004&90iea  Annual    Financial    Rept    1971?, 

»      OehBTal   Public    Utilities   -  CPU  Service   Corp        *      Jersey    Central 
Power  If    Light   Co        *      Metropolitan  Edison   Co        SO/04/03,       44pp 
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Q      Inspection   reports,     IE   Bulletins    ti   corresppnilenci 


3004020006   Responds     to    IE    Bulletin    80-03    t'e    visual     maps    of    charcoal 
adsorber    cells    Equipment     of    this     type    has    not    been    purchased 
to   date 
FINFfiOCK,  I    R         Jersey    Central    Pocuer    (,    Light    Co         BO/03/11          Ip 

9004150271    Forwards     IE    Info    Notice    SO-IS,     "Instrument   Failure    Causes 
Opening     of    PQRV   fc    Block    Valve     "    No    specific    action    or 
response    necessary 

QRIEH.B    H         Region    1,     Philadelphia,     Office    of    the    Diractcr 
BO/O3/31          Ip 

90O409006O   Forwards     IE    Circular    SO-O5i     "Emergo-ncy    Diesel    Generator 
Lubricating    Oil    Addition    I,   Onslte    Supply     "    No    written 
response    required 

CRIER,  D    H         Region    1,     Philadelphia,     Office    of    the    Director 
SO/O-t/01          Ip 


9004100330   Foiwaids     int 
non-f'i3Sr,    supplied    elec 
equi  pment     list    etic  1 
CLAYTON,  F    L         Alabama 


i  L     n  u  a  I  )  '  i  c  u  1  1  a  n 
nechanical     equip 


of    safety-related 
ent   Summary 


8004130447   For 
CLAYTON,  F    L 


ards    di  3f  t    ETs 
Alabama    Power 


15pp 


•oposed    Tech    Spec    amend 
BO/0,1/0''         Spp 


--0004150452   Diafts    ET5    toi     radiological    effluents 
*      Alabama    Power    Co         lid/ 04/07         S4pp 


eOtH2Q04:M    Confirms    000417    tolcoci    re    util     intent    to    resolve 
feedwator     sys    designs     e.aluation    by     following     resolution 
on   Unit    1     for   Unit    2 
CLAYTQM, F   I-         Alabama    Power    Co         BO/O'l/21          Ip 


F      Security,     medical, 


election   plans 


S0041 10134   Forwards     IE    Info    Notice    SO-13,     "GE    Type    SUM   Control    Switch* 
Defective    CAM    FollouioiS    "    No    written    response    required 
CRIER, D    H         Region    1,     Philadelphia,     Office    of    the    Director 
SO/04/02          Ip 


3004050077   Advises    that    -submittal     date    for    evacuation    time    estimates, 
requested    by    IJRC    77122fij    ltr,tos    been    postponed     pending    GAO 
clearance    undei     Federal    Hepts.    Act 
GRIMES.  H    K         Emergency    f'repat  edness    Tssii    Force         BO/03/11          4pp 


B00424O306   Forwards     1C    Infa    Notice    90-14,     "Safety    Suggestions    From 
Employees    "    No    action    required 

GRIEn.B   H        Region    1.    Philadelphia,    Office    of    the    Diractcr 
BO/04/02          Ip 

BOQ4180261    Forwards     IE    Circular    BO-07,     "Problems    U/HPCI     Turbine    Di 1 
Sys    "    No    written   response    required 

OFUERi  D    H         Region     1,     Philadelphia,     Office    of    the    Director 
BO/04/03          Ip 

8004230509   Forwards     IE    Bulletin    79-O3A,     "Longitudinal    Weld    Defects     in 
ASME    SA-3ia,Type    304    Stainless    Steel    Pipe     "    Action    required 
CRIER, B    H         Region     1,     Philadelphia,     Office    of     the    Director 
BO/04/04          Ip 

0004190196   Forwards    IE   Bulletin   BO-OBi     "Ciam    of    Containment    Liner 
Penetration   Uelds    "    Written   response    required 
ORIER.D    H         Region     1,     Philadelphia,     Office    of    the    Direttor 
BO/04/07          Ip 


DOCKET   BQ-364   JOSEPH   M      FARLEY  NUCLEAR   PLANT,     UNIT  S 

A      Application/construction    stage    documunti    d    correspondence 

8004O4O031    Advltcg    of    lasunnce    of    NUn£O-O5B3<     "Interim   Staff    Position 
on   Environ    Qualification   of   8if efcy-Re latod    Electrical 
Equlpmonl. "    providing    guidance     re    methddi     for    compliance 
ROSS,  D  F        Division   of   Project   •Manageme'nt         BO/O3/03        7pp 

B0040400I7  Submits   addl    guidance    to  NUREO-05QB,     "Interim    Staff   Position 
on   Environ   Qualification   of   Gafoty-Rela tad    Electrical 
Equipment    "    Roquesta    revieui   of    equipment    qualification 
d acumen  tat  Ian    to    Identify    degree    of    compliance 
ROBS,  D  F        Division   of   Project   Management         BO/02/31         3pp 

9004230059  Requests    Info   re   auilliarij    feedustor    aus   por   Oullotini   t> 
Orders   Task    Force   revieui   oF    TMI-2   accidont    Info    should    be 
provided   at    amend    to   application   Submltta)    schedule    should 
Include   (JflC    approval    prior    to    Issuance    of   OL  H/ancl 
flOSBj  D,  F        Division    of   Project   Management        BO/03/10        53p  p 

B004020173  Foruard*   License   SNM-1B6B    for    uti 1 , author! i ing    receipt, 
posiciiion   &   storage    at    U   enriched    in   (J-23S    leotopo   d  Pu 
Licunso    also   authorltes    packaging    of    fuel    aaasradliea    for 
d*Hvery    to    carrier    Safety    evaluation    end 
PAOE.R  0        Uranium  Fual    Licensing    Branch        80/03/12        2pp 

— S0040aO'lBl    Hcenie    SNH-IQ6B    for    uti  1.  author  i  i  ing    receip  t,  potseas  ion. 
Insp   i   storage   of    U   enriched    In   11-235    liotope    in    fuel 
assemblies   &   fission    counters,     t    Pu    in    encapsulated   P-u- 
beryllium   neutron    soui  coa    4.  alpha    sources 
PAGE,  R  O        Uranium  Fuel    Licencing    Branch         30/03/12        2pp 

— 8004020495  Saf»ty    evaluation    supporting    79O91B   application    for    license 
for    fuel    I>  accessaries    Licensee    should    be    granted    siomptiiln 
from    10CFII70  SI   requirements 
DELANEY, J  C        Uranium  fuel    Licensing    Branch         BO/03/1H        2pp 

B004330048  Forwards    raquaat    far   addl     info    re    revleiii   of   OL    application 
Schedule   based    on   assumption    tnat    info   will    be    available    bij 
800 SO 5  Requests    response    within    seven   days    after    receipt    of 
1 tr    If    date    cannot    be   met 
STOLZ.J  F        Light   Mater   Peactors    Branch    1         BO/04/01         llpp 


B004110573   notification    of    B003?5,  26    Jj   2/   meetings    uj/uti  I ,  States    of    AL, 
FL   1   GA    '.   FEMA   ro    ernergency    planning    at    facility 
REEVCS,  E         Operating    f'eactois    Blanch    I         BO/03/18         3pp 

8001070267   Forwards    te/ised    aafcguards    seiurity    contingency    plan    Plan 
luithheld     <ref     10CFR2   7-JO) 
CLAVTON.F   L         Alabama    Pouier    Co         80/0'J/SB         ]p 


Inspection    reports,     IE    Bulletin 


rrespondance 


8004150.113   Forwards    1C    Info   Notice    80-1?,     "Instrument   Failure    Causes 
Opening    of   f'ORV  '•  Oloct    Valve    "    llo    specific    action    of 
response    nee  e^sjn  y 

O'REILLY,  J   P         Region    3,     Atlanta,     Office    of    the    Director         BO/03/31 
3pp 

3004090582   Forwards     1C    Cirrular    8O-05      "Fmergency    Diesel    Generator 
Lubricating    Oil    Addition    '/   Onsito    Supply    "    No    written 
response   required 

O'REILCV.J   P         Region    P,     Atlanta.     Office    of    the    Director         90/04/01 
2pp 

SQ04150064    Forwards    If:    Info   Notice    BO-13,     "GE    Type   SDH   Control    Sul  tchea 
Defective    CAM    Followers     "    No    specific    action    or    response 
required 

CTnEILLY.J   P         Region    2,     Atlanta,     Office    of    the    Director         HO/01/02 
2pp 

DOOfl24Oa42   Forwaids    IF    Info   Notice    80-14,     "Safety    Suggestions    From 
Employees    "    No    action    requnetf 

O'REILLY,  J   P         Region    ?.     Atlanta,     Office    of    the    Director         00/04/02 
2pp 

B004180272   Forward-.    IE   Circular    80-07,     "Problems    U/HPCI    Turbine    Oil 
Sys    "    No    written    lesponse    required 

O'REILLY,  JP         Region    2,     Atlanta,     Ofrice    of    the    Director         BO/04/O3 
2pp 

8004230113  Foruards    IE   Bulletin    79-03A    "Longitudinal    UeU    Defects    in 
A8ME   aA-3l2,Type    304    Stainless    Steel    Pipe    "    Action   required 
O'REILLY,  J    P         Region    2,     Atlanta,     Office    of    the    Director         80/04/04 


0004100323   Forward*    IE    Bulletin   Q0-0i3      "Eiam   of    Containment    Liner 
Penetration  Welds    "   WijLten    lesponae   required 

O'REILLV.J   P         Region    3-     Atlanta.     Office    of    the    Director         BO/04/07 
2pp 

B0042SO-101    Forwards   addl    Info    re    facility   proservice    in'p    program    tn 
response    to    NRC    300403    request     tnsp    plan    for    Class    1    t/   2 
components    presenteil   which    identities    items    to    be 
inspected 
CLAYTON.  F   1.         rtla&ama    Pouier    Co         BO/O4/21          lOOp-p 

S      Reportable   occurrences,     LCRs   i    related    correspondence 

8O043200B4   PNO-77-H3  Pacific    Pomp    Co    supplied    facilities    w/produc  tton 
lot    of    40    pumps    mfg    using    shafts    made    of    inferior   matl 
Cause    unstated    All    utils    w/  pump  4    mere    notified    NRC 
headquarters    notified    on    770B12 

WHITT.«  W        Region  2,    Atlanta,    Office    of    the    Director        77/OB/12 
IP 
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2    Notifies    tl.st 
in    West  inghouse     11  1  I  1  5 


uill    bf    reviewed    uti 
CLAVTON,F   L         Hlaba 


<i  t  i  !     '    ,=     evaluated    rod    drop    anal  45 
'     ?c     Itrs     to    HRC    Report-able 

i  r,g  fious  e     topicai     rept     if     solutions 

issued     in    nud-l'JSO 

Pouar    (.  o          BQ/0.1/O3         2p  B 


-discussed 


SOQ40900J2   rttl    receipt    of    000310    Itr     informing    NRC    of    steps    taken    tn 
correct    violations    notei    in    IE    Insp    ftepts    50-32I/BO-01    t, 


50-346/60-01 
LEWIS, R    C         "09  ion 
Branch         BQ/03/1B 


Reactor  Operations   Nuclear    Support 


30,1390460  FoTua-ras  HRC  eonfirn 
STELLO,  V  C.rice  of  Iiiipa;ti 
Director  00^  O'l  '(j'l  Ip 


»ment>     Office   of    the 


-SO  0429-0 'lfc&   Order    c  onFi  r,i,i  n  j     u  1 1  1    «.  omn  1 1  in  u  n  t     'o    perform    review   requested 
t><j     IE    Bulletin    7?-27    ti  ij    B00i2t>     Info    required    outlined     in 
Attachment    ft 

STELLO.  V         Office    of     Inspection    '.    Enforcement,     Office    of    the 
Direc  t or          BO/O-l/O')         Sop 


BOO4Q9O035    Responds    to   HRC    800305    Itr    re    violations    notad     in    IE    Insp 
Repts    SO-3?1X80-01    i     50-366/30-01    Corrective    actions    data 
sliest    revised    to    lelocaU'    rire    pomp     fuel     level    checks    J< 
assignoient    sheet    revised    to    use    JHNP-3-9503 
UIDIJFR.LJ    A         Georgia    Power    Co         00/03/10         Ip 

BOO4090036    Forwards     IE    Insp    Repts     50-321/BO-01    H    SO-366/BO-O1     on 
eo01OB-ll    ',    notice    of    violation 

LEWIS, R    C         Region   3.     Atlanta,     Reactor   Operations    Nuclear    Support 
Branch         BO/02/05         ?pp 

8004090041     Notice    of    violation    frori    insp    on   SOOIQB-11 

a      Region    2.     Atlanta,     Office    of     the    Director         BO/Q2/05          Ip 


-0O0439047'    QrOer    confirming    u  t  I  t     commitment     to    perfc-rm    reviem    r 
bn     IE    Bulletin    79-27    o v    Q00t?6    Info    required     contained     in 
Atiachnetit    A 

STELIO.V         Office    of     Inspection    '     Enforcement,     Office    of     the 
Director          &0/OJ/04         5pp 


-8004Q50049    IE    Insp    Kept*    50-321/80-01    (t    50-3i6/BO-01    on    B0010B-1I 
Noncomp 1 iance    noted    failure    to    follou    surveillance 
procedures 

UPRIGHT.C    H         Region   J.     Atlanta,     Reactor    Operations   Nuclear    Support 
Branch         MODfJ,  D    T         Region    2,     Atlanta,     Office    of    the    Director 
BO/02/05         fipp 


Operating     license     itagt 


its    '•    correspondence 


J04000189    Discusses    HHC    741123    reo.uEst    that    all    LWR    licensees    ai 
higher    rission    gas    release-    Foi      fuel     burnups    above    50,000 
MW-dag     pe-r    metric     ton    Respcnses     indicate    that    no    immediate 
licensing    action    is     required    tor    operating    reactor 
IFPdLlTO,T    A         Operating    Reac'ors    Branch    3         80/03/10         3p p 

30-1030102    Forwards    "Miicleai     Dd '  a    Lini    Specs,"    study    of    digital 
communication    stjs    to    transmit     info    from    plants     to    Dethesda 
Dp  erai ions    Ctr 
EISEUHUT.D    G         Division   of    Operating    Reactors         BOX03/I2         3pp 


•8004030118    'Nuclear    Data    LuU    Specs 
*      Division    of    Opeiating    Reactors 


!0403C227    Dastnbes    revieui    of    pi  iirar<j    coolant    syi    preisure    Isolation 
valves     in    response     to-    HRC    900223    Itr    re    potential     for    t-DCft 
Forwards    sketches    of    penetrations    e  i  h  i  b  1  1  1  ng    Evsnt    5    valve 
configuration    far    each    unit 
WIDNEH,U    A         Georgia    Power    Co          00/03/31         Bpp 

I042?0055    Forwards   BQQlft    ",    0211     Iti*    to    GE    re    propoieil    control    rod 
drive    sys    mods    relate*    to    elimination    of    cracking     in    retur-n 
line    tiDirles    Guidelines    for    mods    ui  1  1    be    discussed    In 
NUREG-0619-,  to    be    issued    in     "Foi     Coraraont"    fofm    in    Apr     19BO 
1PPDLITO.  T    A         Operating    Reactors    Branch    3         BO/Ofl/07         3pp 

101190359  Sifbmi  ts    info    ic    control    rod    operabltliy.ln   response    fco 
NF1C    B0011O    Itr    During    Sept     197B    to    Dec     1979    no     Inatancea 
occurred    of    control    roils    failing    to    insert    fully   Only 
fEial  f  unc  ti  ona    uiere    nitiogen    cartridge    valve    loalis 
WIDNER.tJ   A         Georgia    Fouier    Co          B0)/0"l/0a         Ip 

Inspection-    reports,     IF   Pulletini    >r    correspondence 

101090349   Foruiardi    IE    Bulletin    SO-03.     "Loss    of   Charcoal    From   Std    Tgpo 
II.  Tuo-!nch,  Trau,    Adsorber    Cells     "    Action    required 

Q'RE1CI.V.-J    P         Region    2,     Atlanta       Office    of    tho    Diractor         SO/02/Oi. 
2pp 

04O10II2   Partially    respoiidi     to    IE    Bulletin    71-010,     "Environ 
'alification    of    Class    IF   Equipment    "   Class    IE   components 
ited    including    BOVITBH   ana  1  \i  s  u,  madenuate    qjal  i  f  icat  i  on 
i    ff    test    '     accident     temp    profiles    W/o    one  1 
"GR.  H  A        Georgia  Pcw*r   Co        60/02/06        2pp 

215   Forwards    IE   H-pta    5O-321/BO-OQ    *    50-3iifc/BO-OB   on 

I  "22     No   noncc-np  I  lance   noted 

r,JC        Rcflioti   2.    Atlanta,     Reat  toi    Construct  ioji   &  Eng  Ineerino 

rt    Branch         GO/03/O4         2p  p 


IE  insp  Repti  so-aai/eo-oa  &  50-366/ao-oa  on  BQ0221-E8    MO 
noncompliance  noted   Major    arias    inspected    foiloiuup    on    items 
of    noncompl  iance    re    10CFH21 

DROWI-JLge.V  U   ,    CDMLON.T   E        R&jion    2.     Atlanta,    Office    of    th« 
Director        SO/03/01        3pp 


BOO41I0565   Submits    response    to    IE    Bulletin   BO-03,     "Loss    of    Charcoal 
From   Std    Type    1 1 ,  TUJO-  Inch,  Ti  ag    Adsorber   Cells    "    All    filters 
are    in    good    conditional!    screens    are    stable    t-    housing 
frames    are     solid    No    carbon    lost    through    screens 
WIDIJER,  W   A         Georgia    Poiuer    Co         60/03/21         3pp 

3004150198  He-spoiids    to    IT   Dulletm   QO-03  re   charcoal    adsorber    cells 
Insp    of    all    Util    1    ventilation    sys     indicate    that    all 
filters    are    in    good    condition  Util    2   uses   deep    bed    tgpg 
carbon    filter    beds    rather    than    cells 
WIDNER,  U   A         Oaorgia    Pouier    Co         60^03/21         3pp 

B004i702?a   Responos    to    1C    Bulletin    79-37.     "Loss    of    Non-Clasm     IE 
Instrumentation    !    Control    Power    Sijs    Bus    During    Operation    " 
Rovlem   of    emergency   proc edures,  required    bg    Item  2,     is   nou 
scheduled     for    completion    bij    B00626 
HIDNER.W   A         Georgia    Pouiev    Co         BO/O3/S6         Ip 

00041S052I    Forwards    IE    Info   Notice    9O-12,     "Instrument    Failure    Causes 
Opening    of    PQRV   t  Block    Valve    "    No    specific    action   or 
response    necessary 

O'REILLY, J    P         Region    2,     Atlanta,     Office    of    the    Director         SO/03/31 
2pp. 

Q0040S06P4   Forwards    IF   Circular     HO-05,     "Ffnergonty    Diesel    Generator 
Lubricating    Oil    Addition   '-<  Onsite   Supply    "  No  written 
response    required 

O'REILLY, J    P         Region    2,     Atlanta,     Office    of    the    Director         80/04/01 
2pp 

8004150065   Ac k    receipt    of    800211     Itr     Informing    NRC    of    steps    taken    to 
correct    violation  noted    in    IE    Insp    Rep ts    50-321/79-37  & 
50-366/79-11 

LEWIS, R   C        Region    S,     Atlanta,    Reactor   Operations   Nuclear   Support 
Branch        BO/04/O1         Ip 

— 8004150072  Responds,    to    NRC  800117    Itr   re   violation   notrd    tn    IE    Insp 
Rept   50-321/79-37  i   50-366/79-41    Corrective   actions   dieting 
radiation   work   practices   t-   procedures   reviewed    t-  modified 
MIDNERiU   A        Georgia    Poiuer    Co         BO/02/11         2pp 

—8004150079    Forwards     IE    Insp    flepts    50-321/79-37   «•    50-366/79-41     on 
7-?lllO-l2O7  tf   notice    of   violation 
LEWIS. fl   C        NRC  Regional    Offices        80/01/17        Epp 

— BOQ4150O86   Notice    of    violation    from    Insp    on   791110-1507 

«      Region    2.     Atlanta,     Office    of    the    Director         BO/01/15          Ip 

--B004150096    IF    Imp   .Repts    50-321/79-37   &    50-366 /7<?-4 1    on    791110-1207 
Noncompl  iance    noted   radiation   work    permits   uier»   not 
approved    (,   posted    prior    to   uoi  It    contrary    to   procedures   !< 
Tech    Specs 

DAHCE.HC        HRC  Regional    Offices        ROGERS.  R  F        Regions,    Atlanta, 
Office   of    the    Director        BO/01/19        9pp 

B004190136  Ack    receipt   oF  B003I3    Itr    jnforming   NRC    of   steps    taken    to 
correct    violation  notad    in    IE   Insp   Repts   80-331/BO-04  i 
50-366/90-Ot 

LEWISiR   C        Region  2,    Atlanta,    Reactor    Operations   Nucltar    Buonort 
Branch        BO/04/O1        Ip 


DOCKETED  ITEMS 


-3004150136   Responds    to   NRC    S003I4    Itr    re    violation    noted    In     IE     Insp 
Repti    BO-321/60-04    S    366/80-04    Corrective    actions    shift 
foreman    t-    operators     involved    warn    relieved    of    duties    for 
special     tra Imng 
WIDNEfl.W   A         Georgia    Pouiei     Co         60/03/13          Ip 


— 8004150460    Iff    eQ-017/OIiL-O    On    BOQZ1<?,  dur  i  ng     instrument    chuck.  LI    d 
dlfcydrogen    dioiide    recorder     found    reading     lou    Caused     tiij 
diaphragm    faLluie     in    B    analyrer     vacuum    pump     Diap  hi  aj^iis 
replacsd    rtnalijipr    re-calibr     *     returned     tn     svc 
NIX.  R    T         O&orgia    Poujer    CQ          30/03/13          3pp 


—  8004150142   Forwards     IE    Imp    ftepts    50-331  /BO-04    V    50-366/BO-04    on 

791212-000104    f.    notice    of    violation 

LEWIS.  R    C         Region    3.     Atlanta.     Reactor    Operations    Nuclear    Support 

Branch         30/02/14         2pp 

—8004150147    Notice    of    violation    from    i  nsp     on    791212-8Q011M 
*      NHC    Regional    Offices         BO/02/13          Ip 

—  BOQ4130159    IE    rnsp    «ept    50-331  /BO-04    I    50-366/00-04    an    771212-HO0104 

Noncamp  1  iance    noted    HPCI    sys    not    proven    operable    as 

required    by    Tech    Specs 

DANCE,  H  C.       Region   2.    Atlanta,     Reactor    Operations   Nuclear    Support 

Branch         ROQEH9,  R    F         Region    2.     Atlanta,     Offics    Of    the    Director 

BO/O2/13         4pp 

3004130093   Forwards    IE    Info   Notice    80-13.     "GE    Type    SBM    Control    Scuitchos 
Detective    CAM   Followers    "    No    specific    action    or    response 
required 
0'REILLV,J  P        Region    2.     Atlanta,     Office    of    the   Director        BO/04/02 


8004240265  Forwards    IE    Info  Notice    GO-14,     "Safety    Suggestions   From 
Employees    "   No   action    required 

O'REILLY.JP         Region    2.     Atlanta,     Office    of     the    Director         BQ/04/02 
2pp 

B0041B0303  Forwards    IE  Circular    80-07,     "Problems   W/HPCI    Turbine  Oil 
Bya    "   No   written   response    required 

O'REILLY.J   P         Region    2,     Atlanta.     Office    of    the    Director         BQ/Q4/03 
Spp 


8004020343   Foi > 
MANRY,  M         Gn 


LER     HO-02O/03L-0 
Pouier    Co          0O/03/?"! 


—  8004020347    LER    8U-O^O/Ci3L-0    011    BOO?29,  rfuir  i  ng    normal     op  e  rat  i  on,  uh  i 
performing    HPC]     e-thaust    diaphragm    pleasure    switch 
surveillance,  tuio     smitchos     ocee-dad    Teen    Specs    Caused     by 
instrument    drift     Switches     localibr 
MX,  ft    T         Georgia    Power    Co          3O/O3/25          ,2pp 

3004030361    Forwards    LCR    ao-O!9/G3L-O 

MrtNHY.11         Geoigia    Power     Co          SG/O3/34          Ip 

— B004O2Q3&5    LER    SO -019/03L-C    an    300227.  dur  I  ng     instrument    check, A    di 
H2O2    ana  1  ij  i  c  [     recc-rdar     FoLfiid     giving    erroneous     reading 
Caused    bi|     diaphragm     fill  LIME?     in    fl    analyier    vacuum    pump 
Diaphragma    repkaced    Analgiei     calibr    !>    re  tut  tied     tn     svc 
NIX.R     T         Georgia    Pouer    Co          3O/03/24          2pp 

3004O2O315   Forwards    L5R    BQ-02a/O3L-O 

MANHV.I1         Georgia    Powei     Co          SO/O3/25          Ip 

--B004020317    LEfl    eO-023/03L-O    on    800223,  dur  i  ng     instiument     chocl.l)    dr 
H2-G2    analyier    recorder    iua s    found    givuna    erroneous    reading 
Caused    bij     leakage     in    ?ys    I  BS'J     repaired     /inalyior     calibr    Ii 
returned    to    svc 
NIX.R    T         Georgia    Pouer    Co          SO/O3/25          2pp 

BQQAQ3Q33S-   Foruards    LER    BO-Q27/Q3L-Q 

MANRV,  M         Georgia    Power    Co          HO/O3/25          IP 


8004110011    Foruards    IF  Bulletin    BO-07.     "QWR    Jet   Pump    As-Eemaly    Failure    " 
Written    response   required 

D'HEILLV,  J   P         Region    Si     Atlanta,     Office    of     tho    Director         QO/O4/04 
2pp 

Q004230173   Forwards    IE   Bulletin    79- 03 A    "Longitudinal    Weld    Defects     In 
ABME  BA-3IB,Tupe   304   Stainless    Stoel    Pipe    "    Action    required 
O'REILLY,  J  P        Region    S,    Atlanta.     Office    of    the    Director        90/O4/04 
Ip 

80041S0436   Foriuards    IE  Bulletin   80-00,     "Exam   of   Containment  Liner 
Penetration   Melds    "    Written   response    required 

O'REILLY,  J  P        Region    2.     Atlanta,     Office    of    the    Director        30/04/07 
2pp 

8004230467   Submits    info     in    response     to    B00131     Itr    re    IE    Bulletin    BQ-03 
Documentation   associated   u/receipt   t-    installation   of 
sparger    assemblies   &  rrtoifs    is    an    file   at    plant    slta 
WIDNER,  U   A        Georgia   Pouier   Co        SO/01/ li        4pp 


—  6004020330   LEU    BO-Q27  /O31.-0    nn    90O3J5,  luh  (  I  a    perform  1  HB  ,  p  Ian  I     BVC 
pump    auto    funttion    operability    i urve 1 1  lance,  i so  la 1 1 on    vulva 
SP41-F316A    Pajled     to    actuate    to     isolation    position    upon 
signal    Caused     bu.     instrument     Failure 
NIX,R    T         Oeorgia    Pnuor    Co          BO/03/25          2pp 


B004020'12H    Forwards    LER    aO-Oas/O3L-  0 

MAHftV,  M         Georgia    Pouer    Co          00/03/25          ]p 


—  S00402O437   IEK    OO-039/03L    O    on    BOO3OS,  dur  i  no    shutdouin.  uih  1  la     porfor 
RHfl(LPCI)    pump    start    timers    c  al  i  o  r.  re  I  aij    2CH-K7SA    aetpoint 
exceeded    T«cti    Epe-cs    Caused     bij     setpoinL    dtiPt    ftelaij     recallbr 
H1X.R    T         Oe-orgia    Pooler    Co          HO/O3/S&         2pp 


H004I304S3   flO-5O-3&6/  1VBQ-31    an    300324,  batieri;    cJiargeca    20    S. 
djhile    charging    dieial    batteries    2/1    >,   2C.  resp  ec  t  i  vo  lij  .  fa  I  1  ed 
to  maintain    necessaru,     load    !H    voltage    requiremen  ts   Caused    tiij 
possible    test  Ing    component    failuro    Hatlerlea    recharged 
MAW1Y,  M        Georgia    Pouier     Co         00/Q3/2S        app 


8004aao43S  Updates   00034i  response    to    IE   Bulletin    79-01D    "Environ 
Qualification    of   Claai    IE   Equipment    "    Enough    info   re   Bechtel 
equipment   uiill    be   available    bu.    BOO  EDI    to    provide   meaningful 
response    Info   needed    from   QE  uill    bd   complete    bif    B012S& 
MIDNER.U  A        Georgia   Power   Co        QO/04/31         2pp 

R      Periodic    operating    reports   It   related    correijiDndenco 

B0040103B1    Forwards    "Annual    Environ    Surveillance  Rept    for   CV79    " 
MANRY.M        Qeorgla  Power   CD,       BO/03/2B        Ip 

— 8004010326   "Annual    Environ   Surveillance   Rept    for  CY79    " 
*      Oeorgia   Pouier   Co        BO/03/2B        30Opp 


B004Q70314    Forwards    LER    80-O21 /03L-0 

MANilY.  rt        Georgia   Poucr    Co         00/03/36         Ip 

— B00407  0324  LEO    BO-021/03L-0    on    30O303,  uih  i  1  e    in    ih  u6d  nun,  turve  I  I  Ifl'i 
tests     found    HPC  I     turbine    ethaifst    va  1  ve  ,  peetfua  t  er    check     valve 
&  equipment    drain    sump     isolation    valve    m/unacc ffptab 1 B 
leavage   Causes    under     Investigation 
CQGOIN.C    L         Oeorgla    Pouier    Co          60/03/37          3pp 

80041SOi41O    RO-90-366/l'?SO-O3l     an    800337.  dur  i  ng     cold     Bhutdown,,  uh  1  IB 
performin)    13-month    suvveil  lance,  bat  terij    charges    Sf\,  2H    fc    2C 
uere    unable    to    maintain    loading    requirements    Caused    by    SCRi 
tf  current    limiting    modules    betng    out    of    adjustment 
MANRV.n        Qpovcla    Power    Co         SO/OS/S'a         2pp 


S0041S0383   Forwards   monthly    operating    rept    far    Mar    1930 
MANRY,  M        Qeorgia  Pouer  CD        BO/04/10         Ip 


800404042V    Foriuarils    LEIt    HO-024/03L-0 
MANHV.M         Oeorgia    Pouiei-    Cg          BO/03/31 


— S0041B0385  Monthly    operating    r*pt    for    Mar    1980 
RQDEN,  J  M        Georgia   Pouiur   Co        SO/04/10         lOpp 


B0041S0393  Forward*  monthly    operating    rept    for   Mar    1950 
MANRY.M        Oeorgia  Power   Co        BO/04/10         Ip 


8      Riportable   occurrences,    LERs   E    related    correspondence 


—  8004040438  LER   BO-02'I  /O3L-0    on    60030(1,  w/r  eac  tor    in    cold    shutdown,  lul 
performing    ASME   operability    teat    en   RHD    water    pumpt,  pump 
2E1I-COQ1D    dropped     from    4,000    gpm    tn    3,  ftOO    npni    Caused     by 
dtbns    beina    drauii)    Into    suction    of    puma  ' 

MIX,f<    T         Oeorgia    Pouier    Co          GO/O3/31          2p  p  I 


B00411Q472    Forward*   UER    QO-02i,/03L-O 

t1ANRY.fi        Oeorgia   Ptiuier    Co         HO/O4/OH         Ip 


B004130454   Forujards    LER    BO-017/03L-0 

MANRV.M        Oeorgia  Power   Co        SO/03/13        Ip 


—  gOOH11047o  LER  BO-02A/03L-0    on    8O0314   during     local    Uak    rot*    tiilli 
hydrogen   recombinor    return    isolation   valve    2T49-FQD5B    hatf 
unaceeptab le    test    results    Caused    bv    scratch    on    mat 
apparently    due    to    valve    closing    on    piece    of    debri*  i 

i  C   L        Oeorgia    Pc-wsr    Co         BD/04/O8         3pp  i 


216 


DOCKETED  ITEMS 


LEU   liu- 
Pcuer     C 


'C3L--0 
80/04/17         Ip 


-BCQ42J06SB    LER   aO-03'/(JJL    0   on    900326, while    in    cold    shutdown 
peri-orming    reaLtor    ua*ei     c  hemistru.,  not  ed    chloride 
c  ore  enl-rs  t 1  on    was    0    116    pj>m   Cause    attributed    to    reactor 
uater    cleanup    sijs    out    For    26-daijs    Cleanup    sys    fued 
ROGERS, U    H         Geotgia   Power    Co         60/04/17         2pp 


8004150451    Fc 


0004220705   Forwards    LED    BO-043/O3L-0 

MAIJRi'.M         Georgia   Power    Co         80-04/17          Ip 


-    SC-O415G'155   i  ER   ad-030/OJl 


at    less    tl^an    Tech 
Instrument    recal i b t 
Mix   fi    T         Georiia 


dC03sO,  'jh  1 1  e    performing     turbine    control 
suitch    callbr,  2C7l-rl005I>    found 
Caused    bu    instrument    diift 


--8004220717    LER    BO   0'13/03L  -0   on    600401 .  wh  1 1  e     in    cold    shutdown    ( 
performing     insp    required    by     IE   Bulletin    80-03,  not  i  ceab  I  e 
amount    of    carbon    found    on    flooi     of    both    trains    of    refueling 
floor    ventilation    sys    Probably    caused    by     improper    packing 
ROGEFtS.W    H         Georgia   Power    Co         8O/Q4/17         2pp 


SGO-1150476   Foruar-jJs    LEf)    SO-uJl'OlT-O 

MAtlRy.fl         Georgia   Poi-ei    C3         BO/04/O7         Ip 


S0042207Q6   Forward?    LFR    BO-044/03L-0 

HAtJH¥,K        Georgia   Power    Co         SO/04/17         Ip 


--B0041504B1    LEH   80   OIU/G1T-0    on    B003Z7    during    performance    of     ia-rionth 
tests    on    ttatior.    bat-tsr>j    iliargers    2A,  2B    '•    2Cichargers    were 
unable    to   maintain    load     limit;    Caused    by     unbalanced    silicon 
control    rectifiers    '    RaUJjuated    cunent    limit    module 
COGGIIJ.C    L        Georgia   Power    Co         BO/04/06         2pp 


— S004220716   LER    BO-0  WQU-0    on    Q00rt02,  dur  ing    calibr     pmcodure,  found 
drgi^ell    sensor    2T47-NO/3    incorrec  i-lij    connected    to 
suppression    pool     /apoi     temp     Indicatoi     (.    temp    sensor 
2T4B-N073    Incorrectly    connected    to    drijwell    temp     Indicator 
NIX,R    T         Georgia   Power    Co         BO/04/17         2pt) 


S<j041505£2   Forwards    LER    ao-022/01T-0 

HAIiRV   H        Georgia   Pou,er    Co         BO/04/O7         Ip 


8004220726   Forwards    LER    QO-035/03L-0 

MANRY,M         Georgia   Power    Co         30/04/17         Ip 


--BQ04150S72   LER   90-032/011-0   on   200337.  ctur  ing    maint    outage    1 
sui-JBillance    test, noted    that    £D   PSIJ   pump    segmented    to    but 
2    to    5-s    Cause    onVnojn 
COGG1N.C    L        Georgia   Pouer    Co         BO/01/OS         2pp 


aOO42B0531    RO    50-366/1^80-045   on    S00403, dur ing    cold    shutdown, leal 
test    on    automatic    depressuri ;  at  ion    &.ijs    valve    sir    supply 
iccumuljtor    check    values    indicated    unatceptati  le    leakage 

MflNBV,  H        Ceorgia   Pouier   Co         S0/0't/0)7        2pp 


E004220il5   Forwards    LCR    QO-039/03L-0 

Georgia   Pouier   Co         BO/04/13 


--B0042E04>17    LER   80   039/05L-0   on    SC032S,  uh  i  ]  e    performing    atandng    gas 
treatment    ventilation    surveillancB.no    flow    established    at 
2T46-DQQI6.   filter    train   Caused    by    failure    of   S746-COO1B    fan 
motor    ulring    Motor    repaired 
HIXiH    T         Georgia   Po.,er   Co         80/04/15        2pp 


800-11230620   Forwards   LEW   90-D33/03L-0 

HANRY.K        Georgia   Power    Co        GO/04'15         Ip 


—  S004220i.3i   LER   BO-013/03L-0   on   800331,  wh  i  le    in    cold    shutdown  tnailal 
peak    recoiding    accelei  QiiEtprs    on    reactor    pedestal    d 
feetfwater    inlet    line   werg    net    califtr    within    time    limit 
Caused    by    instrument    failure    during    calibr 
NIX.R    T         Georgia   Power   Co         30/04715        2pn 


— B004220735   LEfi   80-039/03L-0    on    300321,  dur ing    callpr    procedure 
HNP-2~53S9i al  1    but    311    accumulator     pi  essgrc    sultchoa     found 
to    be    outside    Tech    Specs    Caused    by    personnel    error    & 
component    failure   Pressure    switches    recallor 
NIX.R    T         Georgia   Pouer    Co         00/04/17         2pp 


9004280416   Forwards    LEH   80-041/03L-0 

MAfJFIV.K         Georgia    Power   Co         QO/04/21          [p 


'-B004SB041'7    LER    60-041/03L-0    on    800401,  dur  ing    performance    nf 

feeduater     isolation    valve    2B21-F077A    did    not    havo    acceptable 
results   during    initial    test    Caused    by    natural    wear   t    tear 
to   valve    seat   Leak    i  ate    limit    met    bi)    cori  ective    maint 
COGGlll.C   L         Georgia   Power    Co         SO/04/21         3pp 

0004280141    Forwards    LER    BO-036/03L-0 

nViNRY.M         Georgia   Power    Co         £10/04/22         Ip 

--80042S0447   LER   90-036/03L-0    on    S00326, dur  ing    ILRTj, while    «hut    down    fur 
surveillance    vent/header    deflector     installation    nolago, 
feeduater    check    valve,  di  ijwa!  1     purge    Inlet    Isolation    valve   & 
ILRT   verification    flow    isolation    valve    foiUd    testa 
CQGOIN,C        Georgia   Power   Co        SO/04/S2        3pp 


DOCKET   80-367    BAILLY   GENERATING    STATION 

A      Application/construction    stage    documents    !•   correspondence 


BQ04230662   Forvards   LER   BO-034'OJL-O 
KA^RY.!!        Georgia   Power    Co        BO/04/15 


—9004220667    LER   BO-034/03L-0   on   600320,  uh  1 1  e    performing    calibr     on   mam 
steam   line.tenp    switches   Z321-NQIQA.  N013A   <•   N013D    found     lo 
ha^e   bad    i epeatab i 1 i ty   Caused   by    instrument   drift  Calibr 
procedure   revised 
NIX.R    T        Georgia   Power   Co         BO/04/15        2pp 

1230728   Forwards    LER    Su-045/On-O 

*MfJY,M        Oeorgia   Power   Co        60/04/15         Ip 

8004220736   LER   BO-045/01T-0   on    300404, while    in    cold    shutdown,  i  eai    rate 
test   was    performed    on   auto   depression  lation    sus   valves    air 
sopplu   accumulator    check    valves    Leaks   were    beuond    acceptable 

V    Un^nolon   Valves   Wl11    be    repa.red    prior    to    startup 
L        Georgia   Power   Co         BO/04/15         2pp 


B004040031    Advises    of    issuance   of   NUF1EG-05BB,    "Interim  Staff  Po.itiop 
on   Environ   Qualification    of    3nf  ety-Related    Electrical 
Equipment,"    providing    guidance    re   methods    for   compliance 
ROSa.D  F        Division   of  Pioject    Management        BO/02/03        7pp 

8004020466  Notification   of   800326   i  27  meeting   w/repre.e.itativ..,    Prom 
Marli     I[    ouners    gioup    in   San    Jo»c,CA    to    discuss    Mark     II 
Creace    Test    Program,  4T   c/o    tests    I.    foreign    tests 
E(-TAUILA,F         Containment   Suste-ns    Branch         80/03/10         I2np 


00-4320664   Forwards    LER    BO-Q40/03L-0 
MANRY.M        Georgia   Power   Co        BO/04/16 


IP 


NRGcon      "-tl'1«;t!»"    "'   aOM2A-2r   meting    w/Mark     II    own.r,    group, 

WRC    consultants    i   OE    In   San    Jose.CA    to    discuss    Mark     II 

Creare    test    prooram,4T   C/O   '.    foreign    tests    Topics    are 

proprietary    Agenda    end 

EL  TAW  I  L  A.  F         Containment   Systems    Branch         BO/03/10         13pp 


..  »    ""up    r 

"?~      7   Pr°9ram    'asks,  includlnn    Tasks    A    17    £ 
^"1'!    l°   uitl"**t°"    °*    foreign    teat    data 
Containment   Systems    Branch         BO/03/1B         104pp 


-8004320671    LER   BO-040/031.-0   on    B00331 .  dur  tng    revUy   of    outage 
surveillance    requirement*,  cycle    survai [lances    required    by 
Anend    13    to   Tech   Specs    had    not   been    conducted    Caused    bu 

?n'r?iV?n,       ""fllct  I"ts   -l»    be    Performed   before  startup 
CQGGI(J,C    L        Oear9ia   PouBr   Co        80/04/16        Hpp 


ooen,re3S   a,di    lnf°   r°   "leth°dS   U9ali    lo  «—  ««    "r 
?tri   wrr  \  °'    P1>"    Info   fls    to  Aether    std    ABTM   UiU    oi> 
std   NACE    tesfcs  were   used    is    required 
RUDENSTEIH.L    B         Light    Water    Reacters    Branch    4        BO/03/2B 


3p 
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8004150047    Summary    of    8003IO   mealing    u/Corps    ot    Engineers    ',    NRC 
consultants    in    Gethesda,  MD    re     issues    or    pile    driving    at 

Site 

THQMP3GN.D   0         Geosnences    Branch         80/04/02         7pp 


80041500B4   Notification    of    a 
driving     issues 
LYNCH. M    D         Light    Hater    fie 


meeting    u/util     in    Chicago, IL    re    pile 
Branch    4         00/04/02         4pp 


0004240502   Discusses    status    of    plant    revieu    re    foundation    pilings    Corps 
of    Engineers     is    reviewing     geot  ec  lin  i  ca  1     engineering    aspects 
of    proposed    plant    Particular    effort:    is    being    concentrated    an 
Category    I    pile    dr 1 ving, suspended     bij    NJ1C 
THOMPSON, DO         Goosciencea    Branch          BO/O4/03         2p  p 

8001300064    Summary    of    800326-27    meetings    iu/MdrV     II     omners    group     in    San 
Josei CA    re    discussion    of    HDC    concerns    on    data     From    Create 
tests    fc    foreign    full-scale    test    pi  ograros    i    relationships    ulf 
Mark    II    designs 
ELTAWTLA.F         Containment    Systems    Branch          £30/04/14         23pp 

F     Security,    medical,     emergency    £•    fire   protection   plans 

B0040BOQ77    Advises    that    submittal     date    for    evacuation    time    estimates, 
requested    by    NRC    791236    ltr,haa    been    postponed     pending    GAO 
clearance    under    Federal    Rcpts    Act 
GRIMES,  B    K         Emeigency    Preparedness    Task    Force         SO/Q3/I1          4p  p 


80D4020G92  lie  sp 
IL,Cl  ti,  or  ta 
petitions  to 
01  dor  Urges  d 
EICHHCIRN.  U  H 
tlCHHQHIJ.  W  H 


in    opposition    to    G    £ 
Portsr    Counlij    Chaptf 


Jlti,A   t     G   Grabouski, State    of 
supp lemon  ted 
to    A5LB    B002G7 


SHEA:  J   R         rioi  'hern     Ir 
Eichhoi  n.EichHor  n    '•    Li 


ana    Public:     E 
SO/03/07 


rvice    Co 
75pp 


8004040053   Notice    of    appsaiance    in    CP    eitension    proceeding 

FRAN1Z,S   P         Northern    Indiana    Public    Service    Co         fRANTZ-  S   P 
Loiuensteinr  Neuiman.  Reis.A.elrad     I     To  11         80/03/12          lp 


3004140125   Foiiuards    NRC    /W?2i 
Siting    Polity    Task    Force    "    Ho 
all    nucleai     plants    ffli 1,     ill 
Ulll    assist    pio    se    intewenor 


HAMSCLL.D         Illinois,     State    of         80/03/19 


irt>oiandum    le    NJHEG-0625,     "Rept    of 
i    notes    thst    Bailly     alone    of 
ii    siting    criteria    £.tate    of    1L 
fl I  ing 


4pF 


-80041*0137    tiiEcusses    NU»£G-Gfc?5, Pecommendati on    3    Complete    survey    of    OL 

cannot    Oe    completed    for     7910Q4    Briefing    Appro«     1-Q-2O/    ef 
eiisting    sites    mould    tall     first    three    distance    criteria 
HOUSTON,  R    U         Accident    Amli,sis    Branch         79/09/2A         Bpp 

8004140130   Request    for     hearing     le    flplicant    790207    request    for    eitensior 
until    G^O'iOl     to    coinpleU'    const    KfiC    cannot    determine    that 
amend     involves    no    significant     haiards    consideration 
Certificate    of    Svt    end 
HAIJSELL.I)          Illinois,     btate    of         79/O3/05         4pp 


0      Adjudmatory    correspondence 


B004230091    Requests    to    institute    proceeding    fc    to    suspend    or    revoko    CP 
Urges    admittance    of    Porter    County     ctiapter     of     Iiaak    Walton 
League    of    Amer  I  cai  Concerned    Cltiiuns    Against    Dalllg    Nuclear 
Site,  et    al.as    parties    W/Cert  if  t  catc    of    Svc    !/    documentation 
VOLLEN.fl    J         Vollen,     R      J         OSANN,  E    U         Osiann,     E      W         OflAHAM.  R    t 
Graham,     H      L         76/11/24          107pp 

—8004230093    Summary    of    760604    meeting    u/util    fc   NatL    Part    Svc     to    discuss 
Bailly.    i-    IN    Dunes    Natl    Lakashore    Meoting     re    techni  ca  1 
discussion   ui  1  1    take   place    in    future 
OEKLEfliR    P         Environmental    Project*    Branch     1          76/O6/39         4pp 

—  8004330096   Bummary    of    76O6O3  meting    at    IN    Dune  a    Natl    La  he  eh  or  9    on 

Oailly    site    to    discuss    fossil    &    planned     unita    tr    monitoring 
offorfcs    Urges    cons  idoi  at  ion    of    technical    '<   mg  t   meetings 
OECKLER,  R   P        environmental    Projects    Ilranth    1         76/06/30        Spp 

—  B00423010I    Request    For    hearing    re   CP    amend    extending    completion    to 

Q50901    Cortificata    Of    Svc     one  1 

VOLLEH,  R    J         Vallum     R      J         08ANN,  E   W         CJsann,     £      W         GRAHAM,  R    L 

Graham,     R      L         79/05/27         4pp 

B0040400&9   Joint    interveuars    response    stating    no    objection    to    State    of 
1L  Q00215  motion    for    continuance    re   CP    oitensio-n   proceeding 
Certificate    oF    Bvc    anc  1 
VOLLCN,  R    J         Vollen,     R      J         BO/O2/2O         3pp 

Q0040B0169  Opposes    eitention    of    facility    const    date 
,  0         Aff  illation    Unknoun         30/03/33         lp 


Q0040S03I4  Notice   advising    of   ASLB   denial    of    Joint    Intervenora'   motion 
re  CP    eitenston    Formal    order   mill    be    issued    on  S00303 
Cartif  icato    of   Bvc    and 
VOLLCN.R   J        Vollen,    H      J        80/O2/2S        3pp. 

Q004010S94    Contention    by    Citij    pf    Gary,  IN,  Uni  ted    Steeluior  kors    of 
America,  Bail  Ig   Al  1  lance,  Save    the    Dunes    Council    t-  Critical 
Man    Energy    Project    Question*   uihebhor   realistic    evacuation 
ti   emergency    plans   may    be    implemented    adequately, 
CQHN.P   D        Cohn,     D   D        SCHULTZ,  U  Q        Gchultn    W   D        BO/03/3c,         lp 

--80040(0300  Reply    In    opposition    to   NRC   (-    Northern    IN  Public   Svc 
Commission   responses    to   petition    to    intervene    re    CP 
extension   Supporting   affidavits   i.  Certificate    of    Svc    onil 
CQUNi  B   D        Cnhn,     D   0        SCHULTZ,  U    D        Schultt.     W  D        00/02/36 


BO  04  0204V  a   First    suppl    to    petition    to    intervene   by    joint    intervenors. 
alleging    that   eitenslan    of    complation   date    is    not    bsaad    on 
good    cause    required    by    Atomic    Energy    Act    Certificate    of    Svt 
and 
VOLLEN.  R   J        Vollao,    R      J        SO/OS/26        33pp. 


nesponds    to   eichhorn   BOOBS?    Iti-   Arrangement*    uiill    be   made    re 
plcl    up    of   applicant   responses    to    supplemental    petitions   at 
convent  on  t    time    Certificate    of   Svc    encl 
SHEA,K  H        Lowenstein.Neuman.Reis.  Aielrad   V   Toll         BO/02/39        4pp 


800-1300133  Supplemental  stater. 
United  Steel  Uoi kei s  of  Amer 
Dunea  Natl  LaVoshore  in  uh  it: 
place  due  to  const  W/afHda.1 


;nt     re    standing    Contends    that    m 
.ca    Local     1010    are    users    of     IN 
i    s i ts    deuaterlng    mill     take 
t    '•    Certi  t-icate    of   Svc 


FRANTZ.J         United    SKee  IworVers    of    Arreri 


80/03/26 


B00423O105    Drains    attention    Co   Commission    000313    order    tn    be    co 
prior     to    issuance    of    ptehearing     conference    order    re    stds 
applied    for    standing     to    intervene 
SHEA.K   (1         Louenstein.tlouioiiin.  Reis,  Aielrad    i    Toll          30/03/27 


90040SO567   Order    requesting    parties    to    submit    vieua     on    apparent 
deficiencies     in    800312-13    special    prehearing    conference 
transcript^  by    B00411:ie    Cf    eitension    proceeding 

GROSSMAN.  H         Atomic     Safety    and    Licensing    Board    Panel         BO/03/2Q 
2Pp 


B00423002Q  Motion  for  addl  ti 
intervention  petition  in  OP 
info  should  be  i  econs  Idered 
motion  !•  Certificate  of  Svc 


to    file    contentions    fa    first    suppl     to 
i  tension    proceeding    Deuatering 

5-yr     inleival    Affidavit, 
cl 


ROBQINS.R   L         Lake    Michigan   Federation 


00/03/38 


Itpp 


Q004110976   Rosponds    to    reqjesl    tor     info    le    CP    eitension    proceeding 
Participont    pro    se    in   NF(C    adjudication    m.iij    be    relieved    of 
requirement    to    file   PO   copies    of    all    documents    on   3-ecretaiy 
of    Commit  >  Ion    in    accordance   u/lOCFtt2   7O0(d) 
OOLDBEnO.S   C         Roaring    Branch    ?         BO/O3/31         2pp 


Memorandum    of    understanding    between   MRC    L    FEMA    re    prompt 
improvement    in   radiological    emergency    planning    f. 
preparedness,  distributed    as    Board    notification 

005SICK.L    V         Office    of    the    Eiecuti-'e    [Jirector    for    Operations 
SO/04/02         3-lpp 

BOO-HOOOOB  Order    relieving   G   °t   A  Qrabousiii    from  20-copy    requirement    For 
pleading    t    documents     filing     m    CP    oitension    proceeding 
GROSSMAN,  H         Atomic    &afotij    and    Licensing    Board    Pano  1         00/04/02 
2pp 

BQ04210125    RriHf    in    reoponse    to    A'lLfl    request    during    BO0312-13   special 
prehearing    conference    Interre  1  3l  i  onsfi  i  p    Oetujeen   ash    pond 
seepage    4.    const    dewalering    mas    f  u  1  1  ij     litigated    during 
CP    hearings    '<    is    nou    baried    from    reconsideration 
OOLDBERG,  S   C         Hearing    Branch    2         80/01/10         Spp 

-  -SOO'1310'131    Affidavit    stating    observations    on    relationship    betuieen    ash 
ponds    foi    applicant   coal-firea    plants    !,    facility    const    site 
deuiatering    Prof    qualifications    I    Certificate   of   Svc    encl 
CECKLERiO    P         Division    of    iite    Safety    J,   EnvlponraBntal    Analysis 
90/04/09         9pp 

SOO41502P3  Position    stating    that    good    cause    for   CP   eitcnaion   need    not 
be    beyond    control    of    permit    holder    under    10CFR50  55(bl    Prior 
practice,  pel     Diablo   Canyon  '/  othei    cases,  has   accepted    need 
for    applicant    evaluation,  aa    good     cause    W/Certi  f  icate    of    Svc 
ODDDARD,  R    J         Hearing    Branch    S         aO/O'l/11          llpp 
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predeai  ing 


of     transci  ip 
CODDAFtD. R    J 


in-f  or  I  ar    q_ua  1  i  t<j 
5pp 


8004210^09    Response     i  |i    appo.itoii     to    Lake    Ml     Federation    000339   moti 
to     FLle    contention^     !•     fii;f     supp  I     to    petition    to     Intervene 
If    Federal  i  on     it    granted     i  n  t-ei  vent  ion,  par  1  i  c  ipa  1  1  on    should 

:  S    C          Hearing    BraT.cn    £         80/04/17         Sp  p 


3004250415   -Confirms    Su05ri3   meeting     at     IL    Atty    Qunnral    Of  c,  Ch  I  c  ago.  IL    to 
discuss    •cantentions    -ad    arieed     in    CP    eitension    proceeding 
QOLDUERG.S    C         Hearing     [Iranct.    2         dO/O't/23          Ip 

(3004300388   States    FIO    obj-ction     to    granting    CIA   GrabousU    BOO4O2 
second    suppl     to     intervention    petition     in    CP    eitension 
proceeding    NHC    hat    no     intention    to     file     formal    response 
GOLDBERG.  S    C          Hearing    Branch    3         80/04/28         Ip 


S0042203B2   Foruflrds    It   Circular    BO-07,     "Problems    U/HPCI    Turbine    Oil 
Sya    "    No   uintlen    tesponsc    required 
MEPFLCR.J   Q         Region    3.     Chicago.     Office    of    the    Director         BO/O4/03 

IP 

6004110043   Forwards    IF    Bulletin   EO-07,     "DUli   Jet    Pump    Assemblg    Failure 
No    written    response    required 

WEPFLCH,  J   a         Region    3.     Chicago,     Office    of    the    Director         SO/04/07 
IP 

S0042302BO   Forwards    IE  Bulletin    79-O3A,     "Longitudinal    Ue  1  A    Defects    in 

ASHE   Srt-312,  Type   30*1  Stainless    Steel    Pipe    "    Action    required 

KEPPLER.  J   C         Region  3,     Chicago,     Office    of    the    Director         SQ/Q4/07 
IP 

8004220114  Forwards    It   Bulletin  80-OB,     "Eiam  of   Containment    l-inor 
Penetration    Uelds    "    Written    response    required 

KEPPLER,  J   C         Region   3.     Chicago,     Office    of    ttie    Director         BO/04/07 
IP 


f)      Periodic    operating    reports    >j    related    correspondence 


0004080170   Opposes    eitension    ai    CP    Plant    so 
of    people    i-i     too    dangerous, 

E         Affiliation    Unlnaun         80/O3/22 


:  lose    to    homes    of    millii 


Q0040B03J1    Forwards    uel  1     charts    for    600313-19,  Dal  1 1  g    uells    u/o 
recorditrs.porid    levels,  pneumat  ic    pressure    transducers,  ua  tor 
muter    leadings    '     USQS    uells    for   800319 
DdHtj,R   J        Norttiern    Indiana  Public    Service   Co        BO/03/2H        33pp 


3004070364   desponds     to    790916    request    that    LPDR    be    established     in 
Indian-spoilt,  IN   IWC    establishes    LPDR     Ln     immed  iats    viclnitg 
of    proposed    i     operating    tofmnerc  i  a  1    nuclear    power    plants 
Applicable    LP-DJi     locationi    (•    hours    ot    opErjtion    encl 
SOUDFR.J    L         flivision    of    Rules    and    Records         60/03/13         3pp 

—  BCO'4070373   Requ&sts    establishment    c  t    LPDR    in    1  ndianapol  is.  IN 
Believes     that    LPEIi    would     be    apprstiatert    k   uell-us«d    tin 
cttiicns    of     I  nd  la-nanal  is 
DEMNETT,C    L         Affiliation    Unknown         79/09/16         2pp 


60041S0453  Forwards  well    charts    for   800319-26  '-  Uaillg   uells    u/o 
recorders,  pond     Isvels.p  neumat  ic    pressure    transducer  liiuater 
meter    readings    »/   US&S   uells    for    900326 
nDHN.R    J         Northern    Indiana   Public    Service   Co         BO/Ofl/07         33pp 

B004220553    Foruiards    well    charts    for    Q00326-0402.  flai  1  I  g    mulls    u/o 
recorders,  pond    lovcli.  ppieumat  ic    press  ure    traniduccrsiuater 
meter    readings    d   USQS   ujclls    for    80040S 
BDHN.fi   J        northern    Indiana   Public    Service  Co        BO/04/11        33pp 


Opposes    const    of    facility    due    to    proaimit^     to    Chicago   Si 
increase     In    dHasteT    potential 

CLARK,  M    ,     FRIGO.R    ,     WH1  TSHUPST.  C         Affiliation    Unlmaun         BO/03/13 
IP 


9004280494    Foriuards   well    charts    for    600102-10.  Bal  1  ly    uells    ui/D 
recorders    for   00O41Q,  pond    levels    for   SOO410.  pneumatic 
pressure    transduc  ers.  mater   meter    readings    for   000409.  UBQS 
wells    for    B00409   ti   rainfall    data    for    B00201-033I 
DOHN,  R    J         Northern    Indiana   Public    Service   Co         BO/04/1G         34pp 


P       Qporating     license    stage    documents    L    t 01  ros p ondenc e 

8004150461    Pleading    agpp 1 emant i ng    State    of     IL    7911S1     Itr     treated    under 
10CFR2   206    Urge*    institution    of    hearlna    re    siting    adenuacg    fr 
rfeve  1  opKient    of    Bmergeiity     B^atuation    flan    Requests     that     i**ue 
be    decided    bu    CommnsioTi    or    ttSLB    Certificate    of   3vc    enc  1 
SCOTT.  IJ   J   ,     MANSELL.  D          Illinois,     State    of         BO/Ofl/10         9pp 

0      Inspection    nsporti,     l£   Dulletiris    1    corro  spondence 

aOO-UOOI39   Poruardi     It    3»iFo    Notice    BO-OS,  "States    Co    Sliding    Link 

Electrical    Terminal    BIocV    "    tjo    specific  action    or    response 
requi red 

KEPPLER.J   6         Region    3.     Chicago.     Office  of    the    Director         SO/03/07 


9004300431    Forwards    UJB!!    charts    for    BOO'tlO-16,  Hai  1 1  g    mulls    u/o 
rocorders-ipond    levels,    pneumatic    pressure    transducers, 
uater   meter   readings    &  L'SGS  uiells    for   BO0416 
DOHM.R   J         Northern    Indiana    Public    Service   Cd         50/04/85         33pp 


DOCKET    50-363   ARKANSrtS   NUCLEAR   ONE,     UNIT    2 

F      Setuncy,    medical,    emergency    t    fire    piotectlon   plans 

HC0403Q107  Approves    design    of    cable    spreading   room    fire    barrier,  in 
response    to   uiil    B00220   request    Harriet     located    at    cabling 
nexus    of    redundant    sate    shutdown    divisions   Status    uf    Pire 
protection   revieiu  moils    entl 
LAINftS.S      Plant  Sgatcms    Qranch        BO/03/17       2pp 


Forwards     IE    Info    Notice    00-12.     "  I  nstrujnent   Failure    Causes 
Opening    of   POflV  8.  B 1  oc »    Valve    "    tjo    spscifie    action    or 
response    neceiiary 

HEPPLEB.J   G         Region    3,     Chicago,     Office    of     the    Director         BO/03/31 
IP 


6004010396  Advises    that    all    fire   protection  mods  will    be   complete    bg 
801001    eicept    Unit  2    Hems   3    1 4  >t  3    IB  Hardware   mads    for 
Item    3    IB    scheduled    For   Har    1781    cold    shutdown   Smoke 
detector   sys    for    Item  3    14   will    be    installed   uihon    complete 
TRIMBLE,  D    C         Arkansas    Power    «.   Light    Co         GO/03/26         2ft f 


6004090710    Forward*    IE    Circular    BO-05.      "Emergency    Diesel    Generator 
Lubi-icatin9   Oil    Addition   <•  Onsite    Supply    "    No-  written 
'•aiaonse    required 
WP-LER.J    C         Region    3,     Chicago,     Office    of    the    Director         8O/Q4/OI 


1500JB   Foriuarrfi    IE    Info    Uotice    SO-13,     "GE   Tgpo   SBrt   Control    Switches 
fective   CAM  Followers    "    No    specific    action    or   response 
iqtiired 
.EPPLER.J   O         Region   3.     -Chicago,     Dfrlce    of     tile    Director         BO/04/02 


341SCQ5-1   For.ir*rda    attachments    to    !E  Circular   BO-03,     "Protection  From 

raiit    Gas   llaiardii"    Inadverte"!  t  li/    omitted    from  S00306 

transmi ttal 

tEPPLER.ja        (legion    3,    CJiitago,    Office    of    the  Director        SO/04/O2 

IP 


9004150S67  Forwards    drawings   f,   description    of  mods    for   containment 
Oldg    fnanual    hose    Btations   as    required    by    fire    protection 
aafatij   evaluation    Drawings    available    in   Central    File*   onlg 
TRIMBLE,  D    C         rtrliansas    Power    ',    Light    Co         BO/04/09         20pp 

— 8004150579   "Hijdraulic    Calculation    fov   Containment  Hose  Reel    Project 
HUFF.M   ,     FRANCE,  E   R    ,     SANDERS,  D         Arkansas   Power    fc   Light    Co 
00/02/04          17pp 

--30041509^0   "FAAST  Fluid   Analysis   fc   Simulation   Techni que,  Us»r    Info 
Manual    " 
*      Control    Data   Corp        7B/03/19        13Bpp 

— 3004150601    "Hydraulic    Calculation)    Containment  HOSE   Reel   Project 
<DCP-E085MrVlAST    Output!     " 

HUFF,  M  .    TRrtNCE,  E  R    ,    SANDERS.  D        Arkansas  Power   &  Light  Co 
80/01/17        Q|pp 


(04230 US  Forwards    IE    Info  Notice   80-14,     "Safato    Suggestion*    From 

Employees    "  WD    action   required 

KEPPLER.J  0        Region   3.    Chicago,    Office    of    the   Director        BO/O4/02 

if 
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H   General  correspondence 


8004100581    Responds    to    791212    Itr    re    computer!    6    safety    stdt    used 
nuclear    power    plant*    Digital     computers    used    far    monitoring 
operations   t>   core    protection   calculator    sys    provides 
protection    functions 
DENTON.  H   R         Office    of    Nuclear   Reactor    Regulation         BO/03/37 


lp 


—  8004100SS3  Requests  info  re  reliability  of  computers  that  control 

nuclear  plants  &  safety  stda  since  accident 
HfiADBHAW.M   Affiliation  Unknown   79/12/13.   lp 

3004200347  Responds  to  800321  Itr  requesting  summary  aheets  for 
operating  reactors  Forwards  sheets  prepared  In  month!  prior 
to  Issuance  of  OLs  W/o  encl 
DENTOMiH  R   Office  of  Nuclear  Reactor  Regulation    00/04/04    lp 

—  9004200352  Requests  info  re  performance  evaluations  of  all  reactors 

ilnca  first  CP  was  granted 

WEST,  E   Affiliation  Unknown    BO/03/01    lp 


BOO'10703'14    Informs    tha*    Section    2   h    3, Revision    3   of    OA   manual    re    diesel 
generator    fus]     oil    msecs    Tech    Spec    requirements    per   800107 
requesi  t 
TRIMBLE. D   C         Arkansas    Power    *    Liahl    Co         BO/01/03         lp 

BO04.280O89   Forwards    requnst    for    addl     info    re    790924    request    for    amend 
to    License   NPF-i    concerning    response    time    for    steam   driven 
emergency    feeduater    pumps    Supporting    analysis    showing    no 
decrease    in    safety    margin     f  i  om    change    should    be    provided 
FiEJD,  R    U        Operating    Reactor-;    branch    -1         BO/04/Q4         3pp 

(1      Inspection    reports.     IE.   Bulletins    f,    coi  respondence 

0004090151    Forwards    IE    Insp    Ropls    50-313/60-01    &    50-36B/HO-OI    on 
800107-10   !     notice    of    violation 

MAD5EN.G   L         Region    4,     Pallas.     Reac'nr    Operations    Nuclear    Support 
Branch          BO/02/QI         3pp 


— B0040901S3   Notice    of    violation    from    insp    on    GQOI07-18 

»      Region    4.    Dallas.    Office    of    the   Director        90/02/O1 


2pp 


B00417024O  Requests  that  util  be  required  to  submit  EIS  before 
authority  Is  granted  to  eipand  nuclear  uiaste  fuel  storage 
pools  at  site  Prior  BIS  insufficient 
PETERS.  B   Affiliation  Unknown    00/0-1/09   2p  p 


I   Financial  Information 


B004S20S35  Annual  Financial  Rapt  1979 

•  Middle  South  Uti 1 1  ties,  Inc    79/12/31 


40pp 


—8004090159    IE    Insp    Repts    50-3I3/80-O1    fc   5O-3iB/0u-01    dn   B00107-1B 
Noncompl iance    noted    data    sheets    recorded    relay    setting    only 
t    did    not   contain   sufficient    Info  h  calibr   l>    testing    program 
for    protective   relaying    mat    deficient    in   procedures 
SPANQLER.R    G    ,     SMITH.R    ,     UHSTCRHAN.  T   F         Region    4,     Dallas,     Office 
of    the    Director         BO/02/01         ipp 

0004100315   Forwards     IE    Insp   Hepti    SO-3I3/00-O2   &    50-36B/BO-02   on 
791223-S001S1    («    notice    of   violation 
MADSEN,  O   L         MRC    Regional    Offices         80/02/08        3pp 


00041S0235  Forward*   Annual    Financial    Kept    1979 

TRIMBLE,  D  C        Arfcansas   Power   It   Light  Co        BO/04/IO 


— BOO 4 100324    Notice    of    violation    from    insp    on    7912Z3-BOO121 
»      MRC    Regional    Offices        60/02/06        lp 


— B004150239  Annual    Financial    Rept    1979 

«      Arkaniaf   Pouiar    Ss   Light    Co         8O/04/1Q 


P      Operating    liconse    stage    document*    b   correspondence 


—8004100335    IE    Insp    Repts    5O-313/80-02   I    SO-36B/BO-O2   on    791222-D00121 
Noneomp 1 iance    noted    failure    to    adhere    to    requirements    of 
test    procedure 

JOHNSON.  W   &    ,     CALLAN.  L   J    .     UESTERMAN,  T   F        HHC   negional    Offices 
80/0a/06        flpp 


BOD4UO&00  Summarlivs   uaUdoun   re    identifying    sefimLc    Category    I    piping 
&   i»f ety-related    »(j«   attached    to    or    In    dote    proiimity    to 
concrete   block    walls  Number*   are   preliminary    tt   maij    bt 
adjulttd    upon    survey    complatlon    on    000130 
TRIMBLE, D  C        Arkansas   Power   *   Light   Co         80/01/39         lp 

B00407O1&0  Forward*   NRC    evaluation   of   actions    taken    to    satisfy   Category 
A  r«nulrementt    of    TMI-2  Lessons    Lrarneil    All    Cateowry    A 
requlrementi    have    been  met    »ati sfactori  ly   w/eiceptlon    of 
Itim  3    1    7a    for   Unit   Z 
REID.R  VI        Operating   Reactors    Branch    4        SO/03/ 10        2pp, 

--0004070170   "Evaluation   of   Lie»nsB«    Compliance   H/Category   A   Items    at   MRC 
Recommendations   Resulting    from  TMI-2  Lmon*    Learned    " 
*      Operating   R tact or t   Branch    4        80/03/31         I3pp 

8004030102  Forwards    "Nuclear    Data   Llnl   Spots. "    *tudy    of    digital 
communication   «y*    to    transmit    info    from    planti    to   Bethecda 
Operation*   Ctr 
EI8ENHUT, D  0        Division   of    Operating   R»*ctori        30/03/12        5pp 


60040400H9   Forwards    IE    Insp    Flepts    30-313/79-24   «.    SO-3fiB/79-33   on 
79I1O9  No   noncompl ianco   noted 

MADSEN.  Q   L        Region   4,    Dallas.    Reactor   Operation!   Nuclear  Support 
Branch         BO/02/a6        Spp 

— 8004040094    IE    Insp    Hepts    3O-313/79-24   &    50-368/79-23   on    791109   MO 
noncompl  lane  e    noted    Major    areas     inspected    current    NRC    '<   DOT 
regulations,  current    requi  re/nenta    of   uaste    burial    firmi-i 
instructions    It    operating    procedures    !<   audit    program 
HARRISON- H   C         Region    4,     Dallas,     Office    of    tf>e    Director 
BROWN, 0   D         Region    4.     Dallas.     Fuel    Facility   k   Materials    Safety 
Branch         BO/Ol/lfi         4pp 

8004230103    Responds    to    IE  nul letin   79-37.     "Loss    of  Non-Class    IE 
Instrumentation   (  Control    Power   Sgs   Dus   During   Operation    " 
Util    has     revieuied    applicable    buses    No    buses    identified 
which    cotMd   affect   ability    to   achieve    cold    shutdown 
TRIHflLE, D  C        Arkansas   Power   »    Light   Co        BO/O2/2B        2pp 


—8004030116    "Nuclear   Data   Link    Bptct 
*      Dlvifion   of   Operating    Rflacfcorc 


BO/02/21,       20pp. 


S004030209  Provide*    descriptions    of    long-t*rfi  Le**on*   Lnjirned    change* 
to   plant    thlaldlng    b  modifl*d    *ampling    »u*    to   minimi  IB 
ptriannal    tipntur*   during   uont    case   accident   conditions 
TRIMBLE.D  C        Arkantai   Power   (,  Light  Co        00/03/31         7pp 

B0040702Q7  Poru.rdi   proposed    changi    to  Paragraph    13  3  2    constituting 
fi«Vl»Jon   9    to  APL-TOP-lAr     "QA  M*nuttl.Nonc<inf arming    Matl. 
P*rts    or   Component*    " 
Tfi IMBUE,  D.C        Arkan*ai   Powar   1  t-igbt   Co        00/03/31         IP 

— 8004070403  Proposed    change    to  Paragraph    13   2  3  nf    "OA   Hanuali 
Nonconformlng    Matl, Parti    or   Component!    " 
o     Arkansa*  Power   !<  Light    Co        ALP-TOP-1A        80/03/31        2pP 

B004 130304  Foruards    brief   description    of    tafetu    evaluation   for    design 
change*    computed    In    1979  which    raqulr*    safvtu    vvaluatlon 
p«r    10CFRSO  89  Modi    indud*    em«rnene«    tooling    pond    chang>. 
firehouve    station   addition  h    Increaie    of    sprinlil>r    covarage 
TRIMBLE,  D  C        Arban*at  Power  &  Light  Co        BO/03/31         Spp, 


BOO 4 170086  Forward,    description   of    safety    evaluation   for    design   chang«i 
completed    in    1979, 
TREBLE,  D  C        Arkansas   Power   fc  Light  Co        80/03/31        6pp. 
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HFMtJSI    •,    I.         NOJH,,,    -1       t  U  I  H  =  ,     fuel    far  i  li  ti)    '.    Materials    Safety 
flran-n          g£l '  T  t.-r  ..N,  r    >  ,rj  "J-O'     U   I  Region    4.     Dallas.     Office    of 

the    Inrfi-i  er  Tj      rj     j   ,         _'pc 

J04130i31    f.-'jaio-     It-     I -i  *• .      '-it  ice    CL-i;  Instrument    Failure    Causes 

•jpenirj     of    I"I"V     *     il  1  r ;  '         i],=         "i     ^pecli-ic     action    or 

SCVFFm.C    '.          Kegi   Hi     I       [3!1  =  =  .     Gtficr     of     the    Director         QO/O^/31 

IP 


response    r 
SEYFfllT.W 

IP 


iiiar  rt ,     IE    Cn-ijlai      30-O5.      "Fnisigencij    Diesel    Gererator 
•n\    J\i  J  i  ^  i     n    '     iji.^i'*    Supply      '    Mo    written 


4.     I'lll.s       OfFn  B    Dt     the    HirectDi-         60/04/01 


QCO>1150iu5    For 
THIKDLE,  D   C 


Li-gM     Co 


--3004J50falB   I   r.P    80   Ol-l/iJZiL  -Q    an    900313,  during    mode    5    operation, local 
leak    rate     testing    at    c  rnta  i  nmen  t    penetration    2V9    revealed 
B4c*>a51>'t"     Ipii.     rale    tc"-ujePF.    ^alvc    actuation    ft    heatup 
processes    Cauied    b  ij    paitiall'j    open     inside    isolation    valve 
SHIVELV.C    N        Arlansis    Power    '•    Light    Co         30/04/11         Ip 


0004320651    For 
TRIMBLF:  D   C 


aids   LFF!    9O-01  7/G3L  -0 
Arkansas    POPJPI     *    ligh'     Co         60/04/15         Ip 


-8004210703   LEH   80-01  7/OI5L-0    on   800316:  dur  ing    mode    3    operation, A    ate 
generai-or     pi  essure     indicator    2    PI-10.11-4N    on    Channel    D 
failed    high    Caused     bij    elect ionic    output    of    prasaure 
transmitter    plant    piotect-iori    sys    falling    high 
SHIVELf    C    IJ        Ai'-ansas    Power    '-    Light    Co         80/04/15         Ip 


0004110^9"*   FaT-tardi     1C     Info   u  a  1 1  r  e    80-12,      "-SE    TIJP&    SHU   Control    Switches 

t-e-qu  ii  ed 

SEYFRIT.k     ^         Region    •)       nillss,     OfUce    of     the    Director         BO/O4/0£! 

IP 


FnruaiJi     It     tr.iu    llol-i'?    GO-14.      "Safely    Suggestions    From 
Eoplo^ees          TJo    action    re^uikf^ 
SEYFFMT,/     V         f  eg  ion    4.     Dallas       Of. ice    of    the    Director         90/04/02 

IP 

B004180151?   Fcruard^     IE    Cni-uUt     20-07,     -Problems    U^HPCI    Turbine    Oil 
Sys     '    Mo    luritten    responie    lenuired 

V         Rejian    .),     PalUs,     Office    of    the    Director         30X04/03 


Q004040031    Adiisei    of     issuance    of    NUHEG-059Q,     "InteMm   Staff    Position 
on    Environ    Qualification    of    Satet  y-Re  laled    Electrical 
Equipment:"    providing    guidance    re   methods    for    compliance 
RDSS.DF         Division    of    Project    tlariagement         BO/02/05         7pp 

6004040017    Submits    add  1    guidance    to    NUnFG-059B,     "  Interim   Staff    Position 
on    Environ   Qualification    of    Saf  etij-Related    Electrical 
EquipiTient    "    Requests    revieu    or    eq.uipment    qualification 
documentation    to    Identify    degl  ee    of    compliance 
ROSE,!)   F         Division    of    Project   Management         BQ/O2/21         3pp 


QOO4S3O324    Forwarit;     IE.  Bulletin    ;'9-O3ft,      "Long  1 1  udina  1     Weld    Defects    in 

ASME    SA-3I2,Type    304  Stainless    Steel    Pipe    "    Action    required 

SEVFPIT.K    V         fJegion  4       InJUs      Office    of    the    Director         BO/04/04 
10 


S0042300SB   Requests    info    te    auxiliary     feediuatur    sys    per    Bulletins    tt 
Orders    Task    Force    re/ieu    of    TMI-2   accident    Info    should    be 
provided    as    amend    to    application    Submlttal    schedule    should 
include    IJRC    approval     prior    to    issuance    of    OL   U/encl 
RQSS.DF         DIMSJOII    of    Piojecl    Management         HO/03/iO         53pp 


R       Peric-dic     operating    leparts    '.    related    correspondenc 


QOO'iai&27'l    Foruaruli    ironthliy    operating    reot    for    Mar     1900 
THIMBLE.  D    C         ^rVanaas    Power    '.    Light    Co         80/04/11          Ip 


--HQQ43102BO    Monthly    operaling     rept-     for    Mar     1'JSO 

f=ENDERGRF\rT,U         Arkansas    Poi^er    '•    Light    Co         BO/04/11         fapp 


400   Foi-usTds    correctiuni    to    monthly    operating    ropt    fur    Har    1980 
TRIMBLE    D    C         Arkan-ias    Pouer    '.    Light    Cr>         60/04/17          Ip 

-S004?'V0451     Cartettions    to    monthlij     operating    pept    for   Mar    17BO 
PENDERGRAFT.rt         Arkans,,!,    Pouer    '     Light    Co         6O/Q4/11         3pp 

3      Beportablp    a\.  c  ui  rcii'  9  5,     I  TRs    */    related    corrasponilence 


0004140123   roruiards   i  Bluest    for   addl    info   re  HRC    raviaui   of   LQCA 
aiialusoB    provided    in    plant   FSAB   Mevislons   29,  33,  34    !»   36 
Info    should     be    provided     bij    GOD421 
DAtfirR  L        Light   Water    Reactors   Ilranch   2       BO/03/19        4pp 

Q004170327    "Tlll-Plus   One    Toward    a    Sarer    Nuclear    Power   Program    " 
•       DuVe    Power    Co         B0/03/2ii         13pp 


B004070234    Forwaids    Page    3-10   '     Table    3    1-1    of    oPPaltc    dosu 
ca  1  ucula  Lion    nisnual  •  coi  rec  t  ing    typographical    errors    ALio 
foruards    Page   n-1     inad  ^e«-lent  ly    omitted     frnm   800317 
submittal    or    manual 

0         Duke   Power    Co         60/03/27         Ip 


—000407023'.  Pages    3-10  '.    B-l    ',    Table    3    l-l    of   offsite   dose    calculation 
maiiua  1 
»       Duie   Pouor   Co         8&/03/37         3pp 


7311100176    Describes    7309H    e-vent    at    iubj    facil    auto    transfer    of 
auiiliaru,     loads    on    both    units    to    startup    transformer    4tH   u/ 
consequent    overload    ffecominsi  1  1    litan-aee    be    advised    of 
nonconf  ormancs    lu/GDC-l7   '.    inoJify     his    design 
ROBA,  F         Pou«r    Syatom!    G>  anch.         SATTEftFlELD,  R         Clactric, 
Initc  umentat  lof.   fj   Contt-ol    gijstemi    Branch          78/11/Oi          Bpp 

10042B0521    RC)    50-368/80-01-!,    on    BOO318,  after    revioulng    C-E    Itr    re 
dlicreflancy     in    shutdouin    mat-  9  in    tot-    boron    dilution    in   Mode    S 
ittl    notifiEil    NRC    bij     teKoTi    Tech    Spot    change    request   (ui  1  1    be 
.ubmittedi    to    ensure    greater-    than    S'J.   shutdown   margin 
J'HftNLQIJ,  J   P         Arkanias    K0uer   I    Light    Co         BO/03/19         Ip 


arda    Ltn    QO-013/03L  -O 
Ariansas   Pnuer    '-  light    Co        BO/03/as        Ip 


JOQ102O346   L¥R    BO-013/O3L-0    on    500239.  durl  no    mode    5    oparatl  oni  reac  tor 
cooling    si(3    chloiide    concHntratiori    found     to    be    approi    0    a 
ppm,  violating    Ttth    SperS    Probably    caussil    by    batch 
contaminated     during    rraint    on    safety     Injection    check    valve 
FENDEftCRArT,  R         rtrfcanias    Pojer    S-   Light    Co         90/03/39         la 


>*OS0577   Foruarils    LER    OO-Olo/OlT-0 

,  D   C         Ai  Kansas    Power    t    Light    CD 


iOOSOB0576   ttB    BQ-O-lfc/OlT-Q    on    90031  B.  inconsistency    identifiad    between 
Tech    Spen    K    FSAR    saretij    analysis   Caused    bij    failure    of 
initial    Tech    Specs    to    determine    safety    analysis    limits 
Seactivity    dfllanco    calculation,   procedure    revised 
SHIvELV.C   M        Arkansas    Poruer    ',    Light   Co        BO/04/OI        2pp 


9004150051    Summary    of    BOO32?   meeting    u/util    in  Dethesda.  MD,  rn 

scheduling     of    initial     fuel     loading    '<    licenso  application 
re  vi  eiu 

A         Light   Water    Reactors    Branch    2  BO/03/2B         5pp 


0004080366  Foiiuards  addl    info   i  equosteo1    bij   NnC   BOOla?    ltr.ro    emersoncy 
di?ael    generator    reliability   '    implementation    of   NUREQ-0&60 
rec  ammendat  i  oni 

0         Du»e   Power    Co         80/O4/03         llpp 


S0041  40430   Foruiai  ds    compai  ison    of    draft    STS   w/anubber    functional     tett 
samplins    plan 
COLLING3.0    M        Dufce    Power    Co         QO/04/03         llpp 

0004030455  Foruards    "316(b»    Predictive   Stufly    of    Impingement    *< 
En.trainment"    '(   "Consol  ida<-od   Overvi  em,  Basal  Ine   Yr    197B-79,  " 
as    requested 
PARKER,  W   0         Duhe   Power    Co         BO/04/04         Ip 

—  80040S04S9    "316(bl    Predlcrwe  StinJy    of    Impingement   i  Entra  Inraeni;    " 
«      DuU    Power    Co         7S/10/31         300pp 

--  -8004080-14.  1    "Consolidated   Overview,  Basel  me   Yv    197B-71?  " 
•      Duke   Pouer    Co        SO/03/31        300pp 

0004140343  Forujaids   response    to  NFIC   B0031?  request   for    info    re    environ 
qualification  of    containment   pressure    tiansmitters   & 
"duallf  icfltion  Toft   Rept    on   Three   Model    3B6ft  DifforentUl 
Pi-assure   Tiansmitters   t    nemote  Sensors."   Vols    1    &  2 
PAFMES,W  D        Duke  Power    Co        BO/04/08        4pp 
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--B004140354    "Qualification  Test    Rept    on    Three    Model     3B6A   Differential 

Pressure    Transmitters    I  Remote    SBnsor5i"    Vol     I, Revision    D 

HATHAKER.D   F    ,     DAVIES,  L  M         Hi)  1  e    Laboratories          43904-1    VI    JIB 
7S/07/06         43pp 


QQ0416O197  Poru 
prafi  led  tc*  t 
spent  fuel  er 
KETCHEN,  E  G 


ing     H> 


Donoheu    CR   tlarotta    '    E   Lanti 
License    SNHM773    for    Oconee 
ago    £ t    McGu i T  e 
80,04/11         2pp 


— S004H039B    "Qualification  Test    Rapt    on    Three    Model    3B6A   Differential 

Pressure    Tranimi  tters    t.  Hetnote    Sensors,"    Vol    3.  Revision    C 

BROWN,  J    ,     CAMPBELL, E   H  Wy  1  e    Laboratories         43*704    V2   RC 
70/O7/06          loopp 

6004280072   Discusses    review    of    qualitative    evaluation    of    combined 
failure    of     10-inch    accumulator     line    &    impinged    su-Inch    hot 
leg     injection    line    Requests    sensitivity     analysis    of    10-Inch 
cold     leg    spilt    break    ui/sn-tnch    split    break    f-OCA 
BAEFI.R    L         Ulght    Water    Reactors    Branch    2         GQ/04/CW         3pp 

9004380076   Ack    receipt    of     uttl     771226    response     to    NRC    request    far 
independent    field    audit     of    installed     electrical     ay  a    ti 
equipment    Util     review    lacks    performance    of    detailed    Field 
audit    by    Independent   group 
BAERpH    L         Light    Water    Reactors    Branch    2         0O/04/09         4pp 

BQ0430O142   Requests    submittal    of    three     listed    items    an    NRC    docket     to 
provide    retrievable    technical    ref    sources    on    guide    tube 
wear     Info    should    be    incorporate*    In    neit,    revision    to    FSrtR 
BAER.R    L         Light    Water    Reactors    Branch    2         SO/04/11          3pp 

8004330720    Incorporates    three    1  tr    refs    into   7?1P14   response    to    NF1C 
790711    request    for    info    re    fuel     assembly    guide    thimble    tube 
wear    Rafs    consist    of    TM    Anderson    7BO<J12,   101&    t.    79Oi27    Itrs 
to   DO  Elsonhut 
PARKER, W   0         Dufce    POUIHP    Co         80/04/16          Ip 

9004290493   Forwards    "Statistical    Analysis    of    Mechanical    Properties    for 
Containment   Plates    fc  Wold   Filler    Metal    "    ft   drawings    re   Amos 
Lab    statistical     design    parameters    for    containment    Drawings 
available    In   Central    Files    a(ilu 
PARKED, M   0         Duke    Pauor    Co         GO/04/34         2pp 

— BOO429Q501    "Statistical    Analyau    of   Mechanical    Properties    for 
Containment    Plates   &  Weld   FilUr   Metal     " 

HUFFAHGR.T         Duke    F'ouer    Co          II1LEYM,  K    B         Consumers    Pouer    Co 
BO/04/21          3pp 

F     Security,    medical,     emergancy    !•    fire    protection    plans 

8004030077    Advises     that    submittal    data     Por     evacuation    time    estimates, 
requested    hi)    NRC    791236    Itr.has    been    postponed    pending    GAQ 
clearance    under   Faderal    Rspts    Act 
OR1HEB,H   K        Emergency   Praparedneas    Task    Force        QO/O3/11        4pp 

Q00403015S  Forwards    Info    in   support   of    standby    shutdown    facility    Enc  I 
withheld     (ref    10CFR3    790) 
PARKER. H  D        Duke   Power   Co        90/03/31         Ip 

80041Q0273  Forwards    Revision   7    to   modified    amended    security    plan 
Plan   withheld    (ref    lOCTHH  790) 
PARKER, »  0        Duks   Power   Co        80/Q4/H         Ip 


•ig     Updates    1 1  eer 


recoi  d  re  spent  f 
of  IJRC  spsnt  fuel 
SPITALIJ^.B  S  AtJ 


1     pin 
Spp'i 


t    Fuel    Lici 


app 1 1 cat  ion 
15  ing    Branch 


-3004160210  £.upp  lejiiental  NRC  rept  "Spent  Fu 
Fuel  at  McGuire  Nuclear  Station  -  Unit  1 
B  Conrni^slon  GiVCM/ll  ?pp 


Bpon 


-9004140219   F'rePiled     tostimonv    re    dose;    caused    by    dcotiee    apont     fuel 
as^embli,    ruptui  e    while    ;<nred    at    HcCuire    spent     fuel     pool 
Converts    UHC    800203    amda^its     to    question    <•   ansuef    format 
Prof    qualiFicalio-ni.    enc  1 
DONDHEU,  J   N         Eiwli  onmental     t/aluation    Branch         BO/04/11          13pp 


-6004160321  Tastimonij  re 
concerning  whether  fpj 
would  remain  iubciitic 
IJRC  B002QG  affidavits 


HAROTTA.C    R 
GO/04/11 


^LH    question?    at    Transcript    1027   ',    4432-47 
l     5toi-etf    in    IkOuue    spent    fuel    pool 
l     it     caaV     Falls    onto    pool    Converts 
o    question   '•    ansujer    format 


Office    of   Nuclear    Malarial    SaFety    (,   Safeguards 


pp 


-BO04160324    "NRC    Cr  i  H  c  J  I  i  t-y    Analysis    o^    McGuire    Spent    Fuel    Pool 
Containing    Qconee    Spent    Fuel     tor    Cask-Drop    Accident     "    Prof 
qua  1  I  F  icatians    enc  1 

MAROTTA,  C    R         Office    tie    Nuclear     Matoiial    Safety    &   Safeguards 
80/04/11          lOpp 

-B004IA0227    Testimony    re   rtSl  E    quastions    at    Tianacnpt    4027   «.   4435-47 
concerning    whether    fuel     storpd    in    McOuire    spent    fuel    pool 
would    remain    subctitical     it     c.nk     falls    onto    pool    Converts 
NllC    B00208    affidavits    to    nuestion    &    answer    format 
LANTZiE         Pivision    oF    Operating    Reactors         QO/D4/11         2pp 

-B004160230    "Supplemental    Criticalitu    Anahjsis    for    Proposed    TraniPer 
Spent    Fuel    From   Oconoe    to    McOuire    ''    Prof    qualifications 
end 
LANTZrE         lllvision    of    Operating    Flpdctora         GO/04/11          5pp 

-E10041&0235   Affidavit    re    occupational    doses    caused    by    Oconee    spent    pi 
assembly    rupture,  at    <!70    day?     in    age>  when    stored    in   McGuire 
spont    Puel    pool    Cortpletej    HFIC    response    to   A'iLQ    711031    order 
Supporting    documentation    enc 1 
DONOHEW.J   N         Environmental    Evaluation    Uranch          BO/O4/10        Qpp 

-B004I602'IO   AfFidavi  t    re    occupational    dusos    caused    by    Dconeo    spent    Pi 
assembly    rupture. at    40   tfayq    in   age.uhen    stored    in  HcCuire 
spent    fuel    POD!    Completes   WC    lespnnse    to  rtSLU    771031    order 
Supporting    documentation    one  1 

U         environmental     Evaluation    Branch         00/04/10        Bpp 


0     Adjudlcatory    coiresponifence 


S00433007S  Forwards   8003P8   SECY-BO-ldt  vequestlng   amend    to    irradiated 
reactor    Fuel    in-transit   physical    protection   requirements    IF 
amend    approved, a Pfect    on   MRC    case   re    spent    fuel 
transportation   t    storage    will    bo    provided 
HOEFLINO.R   K        Hearing    Branch    4        90/O4/O1         Ip 

8004030036   Memorandum  of   understanding    hetiuoen  NRC    t   FEMA  re    prompt 
improvement    in   radiological    emergency    planning    >> 
preparedness, d i str ibuted    as    Hoard    notification 
OOSSICK.L  V        QfFice    of    the   Executive    Director    For   Operations 
eO/O'l/03        34pp 

8004190432  Forwards    NRC   800403    1  tr    ui/encl    commercial    newspaper 
advertisement    re    resumption   a?    evidentiary    hearings    NRC 
ulshes    to    notify    public    officials    op    c nun  tie*    In   which 
proposed    alternate    routes    are    located 
KETCHEN.E  0        Heartnj    liranch    4        BO/04/OS        Ip 


— B004180441    Notifies    oP    resumption    oP    evidentiary    hearings   re    amend    of 
License   8NH-1773  Proposed   action    n    to    transport    up    fco  300 
spent    Puel    assemblies    Prom  Oconee   nuclear    Facility    to 
KcQulre   nuclear    facility    Commercial    newspaper   notice    enc 1 
RDUBE.L  C        Advanced   Fuel    «•   Spent  Fuel    Licensing    Branch        00/04/03 
5pp 


222 


DOCKETED  ITEMS 


6004150070   Foruards    It    life    Notite    8O-13       'JGE    Type    SBM   Control    Suitthes 

required 

Q'RElLL-'rO   F         RegiaTi    .J.     Atlanta,     Office    of     the    Director         BO/04/02 

2pp 

8nOJ2'1024'S   Forwards    IE     Into    Uoliee    SO- 1 4       "Safety    Suggestions    From 
Employees    "    No   action    required 
O'RFILLV.J   P         Region    =.',     Atlanta,     Orfice    of    the    Director         BO/04/02 


Forua 
Sys  "  No  urltt 
O'HGlLUi.  J  P 


"Problems    W/HPC  1    Turbine    Dll 
ice    of    the   Director        BO/04/03 


0004330132   Forwards    IE    Bulletin    79-0 3ft    'Longitudinal    Held    Detect*     in 
ASME   SA-312.Type   304   Stainleis    5teel    Pipe    "    Action    required 
a'RElLLV.JP        Region    <!      Atlanta.     Office    of     the    Director         flO/04/04 
IP 


3304080366   Fotuards   add!     info 
diesel    -genoiator    reliabili 
recommendat ions 
PARKER.  If   0         Bute   Power    Co 


ty   i 


quested    by    NRC    BOQI29    ltr,re    emergency 
implementation    of   NUREu-0660 


03/0-1/03         llpp 


BO04I40430'   Forwards    comparison    of    draft    BTS   u/snuober    functional    test 
samp  ling    p Ian 
COLLlrJGS.t)   M         DuVe    Power    Co         BO/04/O3         llpp 

BO040a0455   Forwards    "316(b>    Predictive    Study    nf    Impingement   t 
Entrainment"    fc     "-Consolidated    Overview.  Basel  ine   Yr    197S-79,  " 
as    requested 
PARKER. U   D         Duke   Pooler   Co         BO/OH/Ofl          lp 

— 300408045?    "31<blb)    Predictive    Studg    of     Impingement    d   Entrainmont    " 
•*      Dulie   Pouer    Co         7B/IO/31         300ji  p 


-a004CBO'ltl    "Consolidated   Dvervieu.  Ba-sel  me   Yr    1973-79 
4      Duke   Pouer    Co         BO/03/31         3QQpp 


BQOflie035a   Forwards    IE    Bulletin    QO-OQ,      "Etarn    of    Containment   Liner 
Penetration    Welds    "   Written    response    re-quired 
O'REILLV,JP        Region    2,     Atlanta,     Orfice    of    the    Director         BQ/O4/07 


S      Re-portable    occurrences'     LERs    i     related    correspondence 

8004080101    Part   21    reflt    IB    deviation    uhich    could    result    In    reduction 
of    integrity   of   RCPfi    Valve    bonnet    flange   ueldnent    uia-i    liquid 
penstrant    eiamined    f>n    one    side    onlij    Personnel    uill    complete 
e  lamination 
HILLER.H   L        Duke   Pouer    Co         BO/03/11          3pp 

B00403034B  Foriuaros   Significant    Deflciencij    Rent    5D   36^-370/80-0)2   re 
steam  generator   narroui   range    level    trantmi  tier    cables 
PARKER.  N   Q        uuke   PO-UCT    Co         BO/O3/37          lp 

--BOQ402035B   Significant    DefKiency    Rept    80   367-370/60-03   re    failure    of 
steam   generator    narrow   ranoe     level     ti  jnsmitter    cdblei    to 
meet   environ  qualification    requirements   Biitean    cables    in 
Unit    1   bill)    be   replaced   's    neu  cables    installed    in   Unit   2 
*      Duke    Power   Co         8O/O3/37          lp 


DOCKET   50-370   U1LLIAM    B      MCflUlflE   IJUCUEAW    STAt  ION,     UNIT   a 

A      Application/construction    stage    documents    &    correspondence 

8O0404Q031    Advises    of     issu-amce    of    NJJieO-05aS.     "Interim   Staff   Position 
on   Environ   dual  I  f  if  a  tian    oF    &af  olij-Rs  la  ted    Electrical 
Equlpmenti  "    providing    guidance    re    oetho-dB    for    compliance 
ROSS. DP         Division    of    Pioject    Kfanageme-nt         90/O2/05         7pp 

8004010017   Submits    addl    guidance    la    NUREG-OBBB,      "Interim   Staff    Position 
on  Environ  Qualification    of   Gaf  e  (.U.-RE  Uted    Electrical 
Enutpir.ent    "  Requests   revieiu   ot    equipment   qualification 
documentation    to    identify    degree    af    compliance 
RDSS.D   F         D'vision    o*    Project   Manasemcnt         00/04/21         3pp 

B00l23005a  Request!    info    re    auiiliary    feefluiater    aijs    per    Bulletins   & 
Orders   Tas  I   Force   review  at    THt-2   atcldent    Info   should    be 
provided    as  amend    to   application  SulmitUl    schedule    stiauld 
include  Ui?C  approval    prior    to    issuance    of    OL  W/*ncl 
ROSS.D   F         Division    of    Project   Hanagemont         SO/O3/10         »3pp 

^004140133  Forwards   rsquojt    for    add!    info  re    NRC   review   at  LQCA 
al>a'lJ!es   provided    tn   plant   FSAR   Revis-lons    39,33.34   t.  3i 
Info   should  he  provided    by   B00421 
BAERiR   L        Light   Water    ftcactors    Branch    a         uO/03/11?         4pp 

9004170327   "THI-Plus   One    Toward    a   Safer  Nuclear   Power   Program    » 
«      Duke   Poter    Co        BO/O3/26          13pp 

B004070234   Forwjrds   Page    3-IO   4    Tao  1  e    3    I~l     of    off  lit*    dose 
caluculation  manual, cor.  acting    t^pograph  i  c.a|    errora    Alia 
forwards   Pags   B-l    inadvertent  lv    omltteil    from  800317 
lubmlttal    of  manual 
PARKER, H  O        DukB   Power   Co         30/03/37         lp 

— 8004070236  P(jes   3-10    I    B-l    J-   Table    3    1-1     of    off*it.    dost    c.*Uut*tinn 
manual 
•      fluke    Ponr   Co         90X03/27         3pp 


S00414034Q   Forwards    response    to    NRC    BOOS 19   request    for    Info    re    environ 
quali  Pication    nf    containment    pressure    traniini  tters    ti 
'•Qualification    Test    Kept    on    Three    Model    3QiA   Differential 
Pi-essura    Transmitter!   &   Remote    Sensors,  "    Vnli    1    t<   3 
PfiHKER.  H   a         Da'tf   Pouier   Cn         00/0^/03         4pp 

--800*140354    "Qualification    Test   Rept    on    Throe   Model    3Q6A   Differential 
Pressure    Transmitters  &   Remote   Sensors,"    Vol    t, Revision  B 
HflTMfiKEH,  D   F    ,     DAV1ES,L    rl        Mylc   LaboratorleB         43904-1    VI    HB 
78/07/06         43pp 

— B004I^03SB   "Qualification  Test  Ftept    on    Three  Model    336A  Differential 

Pressure    Tra-narait  ters    t.  Remote    Sensors,"    Vol    3-Revision   C 

DROWN, J   ,     CAMPBELL,  E   R  Mule    Laboratories         43904   v2   DC 
7B/O5/06         loopp 

BOO42BOO72   Diacustei    review    or    qualitative    e-valuatioci    of    combined 
failure    of    10- inch    accumulator    line    d    impinged    sti-lnch   hot 
leg    Injection    line   Requests    sensitivity   analysis    of    10-inch 
cold    leg    split    break   u/sii-inch    split    break   LQCA 
BAER.R    L        Light  Water   [toattors    Branch    S        GO/04/09        3pp 

S0042Q007&  Ack   receipt  of   util   791336   response   to  fJRC   raquott   for 
independent    field   audit    of    installed    electrical    sus   b 
equipment  Utll    review    lacks    perf nrmance   of   detailed    field 
audit    bij    independent   group 
BAER.R    L         tight   Water    Reactors    Branch    2         BO/04/09         4pp 

3004300143   Request!    submit t^l    of    three    listed    item*    on   WRC    docket    to 
provide   retrievable    technical    iff   IOUTCBI    on   guide    tube 
wear    Info    chould    be    incorporated    In    no  it   revision    to  FaftH, 
DAER.Ii  L        Light  Mater  Reactors    lirancli    S        BO/04/11        3pp 

8004220720   Incorporates    three    Itr    i-efs    into   791214  response    to  NUC 
790911    request    fop    info   re    fuel    aiae<nblu    guide    thinhl*    tub* 
uear    Rafs    consist   of  TM  Anderson   700912,  1O15  b  790627   Itrl 
to   DO  Eiienhut 
PARKER,  U  O       Du-he  Pouer  Co        80X04/1  i        ip 

0004290493  Forwards    "Statistical   Analysis    of  Mechanical    Prop«rtl«»    for 
Containment   Plate*   tc  Meld    Filler  Metal    "   1  draining*   re  Ames 
Lab    statistical    design   parameters    far    containment   Drawings 
available    in   Central   riles   only 
PARKER, W  0        Duke   Power   Co        BO/ 04/24        Sff 

—0004390501    "Statistical   Analysis    of  Mechanical   Propgrtlis    far 
Containment    Plain   &  Meld   Filler   Hetal    " 

HUFFAHER. T        Duke  Power   Co        IRLEVN, K  B        Cuniumert  Pouer   Co 
BO/04/21         Spp 

F      Security,    medical,    emergency  d    flrt   protection   plans 

BO040B0077  Adylsei    that    aubmtttal    date    for    evacuation    ttmi    o.timatetr 
riquextetf    bu    NRC   791226    ttr.has    bten   postponed    pinding  GAD 
clearance    und^r  Fpiitrjil    Repts  Act 
CRIMES, B  K        Emergency   Preparedness   Task    Force        80/03/11        4pp, 

9004030133  Forwards    info    in   support   of    *tandou    shutdown   facility    End 
ulthhtU    <vef    10CFR3  790) 
PARKER, H  0        Dub*   Pouer   Co        BO/03/31.       lp 


Q     Adjud Icataruj    correspondence 


a00415005|   Sunmaru   of    B00327   maetinj    ui/util    In  Bathasdn,  MDi 

icft«du([ftg  af   initial    fuel    loading    t,    license  application 
review 

BIRKEL.R  A       Light   Hater   Reactors    Branch   S  90/O3/29        9 


B00423007Q  Forwards  B0032B  SECY- BO- 166  Ttqutitlna   amend   to   irradiated 
reactor    fuel    in-transit   fhyilcal    protection   requirement*    If 
amend    approved, »f f ect   on   NRC   case    re    *pent   fuel 
transportation  (<  storage   yfll    be   provided 
MOEFtlNOiR  K        Hearlnj   Branch   -I        BO/O4/01        lp 


DOCKETED  ITEMS 


22 


SOQ4O30026   Memorandum    of    understanding    between    NflC    &    FEMA   re    prompt 
improvement    In    radiological    emergency    planning    ti 
preparedness. distri buted    as    Board    notification 

OOSS1CK.L   v1         Office    of    the    Eiecutivn    Director    for    Operations 
BO/O4/O2         34pp 


0      Inspection    reports-     IE 


rr  espondence 


B004180516   Forward  a    response    to    IE    Oulletln   SO-03.  "Loss    of    Charcoal 
from   Btd    Type    1 1,  Two-Inch,  Tray    Adsorber    Cells    "    Lists 
charcoal    filters    for   which   visual    insp   was    performed    No 
significant    charcoal    leakage    found 
PARKER, H  O        Duke   Power   Co        80/03/21         3pp 

BOQ41SOS11    Forward!     IE    Info   Notice    BO-12,     "Instrument    Failure    Causes 
Opening    of   PORV   &    Black    Valve    "    No    specific    action    or 
response   necessary 

O'REILLY.JF         Region    3.     Atlanta,     Office    of    the    Director         BO/03/31 
Zpp 

0004080611    Forwards    1C  Circular    80-05,     "Emergency   Diesel    Generator 
Lubricating   Oil    Addition    I>  Onsite  Supply    "    No   written 
response   required 

O'REILLY,  J  P        Region   3,    Atlanta,    Office    of    the   Director        80/04/O1 
2pp 

8004150070   Forwards    IE    Info   Notice    80-13,     "OE   Type    SDH   Control    Switches 
Defective   CAM  Followers    •"   No    specific    action    or   response 
required 

O'HEILLV.J   P         Region    Z.     Atlanta,     Office    of    the   Director         00/04/02 
2pp 


8004020466   Notification    of    B00326   t     27    meeting    u/represun tatives     from 
Hart     II    owners    91  oup     in   S.in    Jose.CA    to    discuss   Mart     II 
Creace    Test   Pi  ogram,  4T    '-/o    tests    ft    foreign    tests 
ELTAWILA.F         Containment    Systems    Granch         60/03/10         lEpp 

BOO4030122   Notification    of    B00326-27   necttng    in/Mark     II    owners    group, 
N!tC    consultants    *   CC    in    San    Jose.CA    to    discuss    Hark     II 
Creare    teat    program,  4T    C/O   (.    foreign    tests    Topics    are 
proprietary    Agenda    enc  J 
ELfAWILA.F         Containment    Systemi    Branch         BO/03/IO         12pp 

8004070097   Advises    that    ASME   Cnde    Case    N-34 1     is    acceptable   i    may 
be    used     in    hydrostatic     testing    program    to    eiempt    certain 
piping    from    testing 
PARfl.Q   D         Light    Mater    Heat  tors    Branch    3         GO/03/17         2pp 

H004040474   Summary    of    000227   meeting    u/Hark     II    ounsrs    group    re    status 
of    several     long-term    program    tasks,  int lud ing    Tasks   A    17    & 
A    14   fc    task    related     to    otilijation    of    foreign    test    data 
ELTAWILA.F         Containment   System*    Branch         SO/O3/1B         lO4pp 

S004100102   Requests    controlled    set    of   PMDs    for    each    plant   Submittal 
should    be    forwarded     to    attention    of    Region    3    incident 
response   ctr   uithin    2Q   days 

KEPPLER.J   0         Region    3,     Chicago,     Office    of    the    Director         80/03/20 
IP 

3004130316   Forwards    revised    pages    constituting    Revision     13    to    CE-l-A, 
QA    program   Revisions    reflect    recent    organi  latioir    title 
changes 
NAUOHTQN.W   F         Commonwealth    Edison    Co         00/O4/02         Ip 


8004940249  Forwards    IE    Info  Notice   80-14,     "Safety    Suggestion!   From 
Employees    "    No   action    required 

D'REILLV,  JP         Region    2,     Atlanta,     Office    of    the    Director         00/04/OS 
2pp 

8QQ4ia032c,  Forwards    IE  Circular    00-07,     "Problems   W/HPCI    Turbine    Oil 
8y*    "   No   written   response    required 

O'REILLY,  d  P        fteglan   2,     Atlanta,     Office    of    the   Director        80/O4/O3 
2pp 

8004Z30132  Forwards    IE  Dulletin    79-03A   "Longitudinal    Weld    Defects    In 
ASME  BA-312,  Type    30-1   Btainlass   Steel   Pipa    "   Action   required 
O'REILLY.JP        Fleoion   2,     Atlanta,    Office    of    the    Director        00/04X04 


00041B0358  Forwards    IE  Qulletin    BO-OB,     "Eiam   of    Containment   Liner 
Penetration  Wold*    "   Written   rasponiie   required 

D'REILLY.J  P        fiBoion   2,     Atlanta,    Office    of    the  Director        HO/04/07 
2pp 

8     Riportable    occurrences,    LEDs    &   related    correspondonce 

B0040801D1    Part   21    r*pt   re    deviation  which    could    rnult    In   reduction 
of    Integrity    oP   RCPD  Valve   bonnet    flange    ueldment   wai    liquid 
p  en*  t  rant   examined    on   one    side   only   pe-rionnel    will    complete 
examination 
MILLER,  H  L        Duke  Power  Co        BO/03/11         3pp 

8004020348  Forwards   Significant    Deficiency   Kept   SD  367-370/BO-O3  r» 
*ti*m   generator   narrow  range    level    transmitter    cable* 
PARKER,  H   D         Dufce   Power   Co         00/03/27          lp 

—  B0040aO39a  Significant   Deficiency    Rept    BD   367-370/BO-02  re    failure   of 
itcam   generator   narrow   range    level    transmitter    cables    to 
meet    environ    qualification   requirements.  Sixteen    cables    In 
Unit    1    will    be   replaced    &  neu  cables    Installed    In  Unit  2 
»      Duke   Ppumr    Co        80/03/27        lp 


DOCKET   50-373  LABALLE  COUNTY  STATION.    UNIT    1 

A     Application/construction    stage   documents    &   correspondence 

B004040031    Advises    of    iisuance   of   NUREG-O338,     "Interim   Staff   Position 
on   Environ  Oualif Icatlon   of   Safety-Related    Electrical 
Equipment!1'    providing    guidance    re   methods    for    compliance 
ROSSiD  F        Division   of   Project    Management.       BQ/02/O5        7pp 


J-BOQ4 1  SO3aB   Revised    oages    constituting    Revision    13    to    OA    prngrair 
Revisions    reflect    recent    organi i at innal     title    changes 
•       Commonwealth    Edison   Co         CE-I-A   F1I3         80/04/O4         7pp 


0004130116   Foi-iuards    ABME    Section    XI 
L  S   0  P      3    (.Revision   O 
HATT3,  T   E         Commonioea  1  th    Edison    Co 


repairs 


rept.Procudure 


— B004150419  Procedure    for  ASHC  Section    XI    repairs   fc  revisions    Repair/ 
revision   ReptS    5-3   t,    33-30    enc  1 

*  Commonwealth    Edison   Co         71/04/11          17pp 

BO042BOOS1    Discusses    NRC     caseload    forecast    panel    SOO336-37    site   visit 
to   review   status   of    const   t,   readiness    for    fuel    loading    at 
Unit    1    NIC   projects    fuel    load    date    two  montlis    later    than 
util    List    of    attendees     at    000336-27   meetings    encl 
BOUflMA.A         Light    Mater    Reactors    Branch    3         BO/04/0?         Spp 

0004300064   Summary    of    ODO326-27   meetings    u/Marb     II    ouners    group    in   San 
Jon.CA   re   discussion    of   NRC    concerns    on   data    from  Creare 
tests   t   foreign   full-scale    test    programs   &  relationships    ul/ 
Karb     II    designs 
ELTAUILA.F         Containment    Systems    Branch         00/04/14         22pp 

800423O479   Requests    guidance    on    approach    required    to    complete    5ER 
Fuel    is    scheduled    for    loading    on   BOO 930  NRC    forecast   panel 
audit   approves   Nov    I9BO    fuel    loading   Expediting   reviiu 
would    b«   appreciated 
PEOPLES. D   L         Commonwealth    Edison   Co         BO/04/15        Spp 

800 42 SO 4 27   Forwards   response    to   NUI7EQ-OS70  &    "Design  Criteria   b 
Conceptual    Design   Description    for   Technical    Support  Ctrl    for 
Facilities"    for    revleiu   Util    emergency    plan   will    be   submitted 
w/Laialle   County    silo-specific    emergency    plan 
PEOPLES, D   L         Commonwealth    Edison   Co         GO/04/ 15        60pp 

— 800435042B   "Design  Criteria  (,  Conceptual    Design  Description   for 
Technical    Support   Ctrs    for   Facilities    " 

*  Bechtel  Power  Carp   (subs   of  Qechlel  Corp  )    79/12/24    32pp 

80042SO410  Forward*  draft  radiological  ETB  &  draft  "Onsite  Dose 
Calculation  Manual  "  Urges  that  App  I  matls  be  reviewed  in 
conjunction  ur/ongolng  operating  plant  review 
PEOPLES,  D  L   Coifinonuiealth  Edison  Co   BO/01/21   Spp 


— 00042B04I2  Draft  radiological  ET5, Sections  1-6 
*   Commonwealth  Edison  Co   70/10/31    lOOpp 


B004040017  Submits  addl  guidance  to  HUH EO- 0398,  "Interim  StaPf  position 
on  Environ  Qualification  of  Safety-Related  Electrical 
Equipment  "  Requests  review  a(  equipment  qualification 
docunentation  to  identify  degree  of  compliance 
RQB3,  D  F   Division  of  Project  Management    80/02/21    3pp 


— S0042904U  Draft  Onslte  Dose  Calculation  Manual 
»   Commonwealth  Edison  Co    77/12/20    150pp 


F  Security,  medical,  emergency  b  fire  protection  plans 


B004020413  Forward*  NRC  B00306  trip  rept  re  800228  sits  visit  to 
complete  fire  prdtectl-an  review 
BOURNIA. A   Light  WJttr  Reactors  Branch  3   BO/03/10    lp 
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—  BOO4&2G4T9    Sue-in  tt    tiip    rept     re    81)0228    site    visit    to    complete    fire 
protection    revieuj   flnly    one    area     of    concern    suits    re    need 
for     sprinklers    Applicant    conni  t  ted     to    correct    situation 
using    one-    of     three     specified    alternat.w«s 
H-ARRISOV   G         Aunliary    Systems     3ranc  h          BO/03/0&         Jop 

iiOO40S0077    Advi-ses    th-at     sufcmittal    take    (or     evacuation    time    estimates, 
requested     hy    NF!C    7tl?Sf>     Itr.ha-s    been    postponed     pending    CAO 
cleararne    undei     Federal    Roots    Act 
GRIMES, li    K.        Emergency    FT  ap  are  dr.e;s    Task     Force         BO/OG/ll          4po 


0004080162   Forwards     If     lisp     Rspt?    50-37  VSO-06   i    50-371/BO-06    on 
EIOQlJO-31     J     Uc.01    Ho    noncoir.p  I  lain  e    no*ed 

rlDRELLJ.G         Region    T.     (.Mcago      FleacK)!     Construction    !<   Engineering 
Support   .trench         Bj/03/J"'         £o 

--B004QB019Q    1C     Itisp    Repts    50- J  '3/BG-Ot,    '     SO-374/SO-06   on    800130-31    t 
02Q1    No    noncompl  lance    noted    riajoi     ai  eas    inspected    const 
status,  electrical    te.ting    '.    electrical    records 

HAVES,  D    W         Region    3.     Chicago,     Reactor     Operations    Nuclear    Support 
Branch         BARRETT   P    ti         Region    3.     Chicago,     Office    of    the    Director 
80/O.J/25         Spp 


BQ04O1O352  Forwards  position*  on  lire  prc 
cortr.isitmer.ts  made  at  800207-08  meetings 
DELGEGRCE, L  0  Commonwealth  Edison  Co 


23pp 


S004070273   Forwards    Pajcs    C-26    ',    C-27    of    Revision    5    to-    seeuntij    plans, 
omitted     from   BQ032 }    submittal    Enc]     withheld 
<ref     1OCFR2   790) 
PEOPLES, D   L         Commonwealth    Edison    Co         BO/ 0*1/02         lp 


800-1130187   Foiuards     IE    Insp    fiept    50-3/3/6005    on    800101-31    ><    notice    of 
1,     Chicago,     Reactor    Operations   Nuclear    Support 


HEISHMAN.R    F         fleg-io 
Branch         BO/OS/CH 


Q0041B0199   Notice    of    violation    (ron    insp    on   8001O1-31 

•       Region    3,     Chicago,     Office    of    the    Director         8Q/02/E6         lp 


I       Financial     information 


He&pands    to    791O1J    iuque>5t     tot     Financial     info    Prospectus    For 

investment    data,  test    of    ..  ap  i  '  a  1  ,  ra  '-e    of    return.     !.    econoniic 

c  ond  1  1  1  ons    enc  L 

EELGEDHGE,  L   0         Ccnmonuea  I  fch    Edison    CQ         60/O2/2E3         tOOpp 

V       Utility    Final     Safety    rlnalysis    Report     (FSAR)    t,   amends 

a00408O52'2   Foiuards    affidavit     statmg     that-    distribution    of    Amend    46   to 
FSAR    hai    been    made     in    accordance    u/OD    Parr    7  /052i    1  tr 
OELGEDRGE,  L   0         Commonueal  th    Edi;on    Co         BO/04/02         2pp 


Q       Inspection   rppo-rts.      If- 


BOO407O172   Foriuards     [E     li>sp    flept    50-373/aO-OI     on    BO&1O9-11    t    15   No 
none  nmpl  ianac  e    noted 

DAV13.A   B         Region    3,     O.icaga,     Fuel    Facility    (.    Materials    Safety 
Branch         BO/O2/07         2pp 


—  8004180303    IE    Insp    Rept    30-3/3/00-O3   on    EJ00101-31    Noncomp  1  lance    noted 
faiTure     to    control     temporary    electrical     leads    to    permanent 
station    equipment 

SPCSSARD,f(    L    .     WALK-ER   fi    I)         fteoion    3,     Chicago,     Office    of    tho 
Director         BO/OEV26         17pp 

QO041O011B   Forwards    IE    Info    Notice    B-O-OE),     "States    Co    Sliding    Link 
Elettiical    Terminal    HI  DC  k    "    No    specific    action    or    response 
required 
KEPPLER.J    G         Region    3.     Cliicago1     Ofriee    of    the    Director         8O/O3/07 

lp 

BOO'1110119   Foruaiiis    response    to    IE   Bulletin   B0-03i     "Loss    of    Charcoal 
from    Btd    Tupp     1  1  ,  TUJO-  !  rich    Trai)    Adsorbci     Cells    "    Visual 
eiamination   determined    that    contact   hetuieen   casing   !•   screen 
is    adequate    to    prevent    charcoal    granulu    ascape 
PEOPLESi  D    L         CommonuiPal  th    Edison    Co         00/03/20         Spp 

H00415015?   Forwards     IE    Info    Notice   90-12,     "Instrument    Failure    Cauaas 
Opening    oi   PORV   '<    Block    Valve    "    No    specific    action    or 
response    neceEsarij 
KEPPLER.J   G         Region    3,     Chicago,     Offne    of    the    Director         80/03/31 


B004O7OI74     IE     Insp    R*pt    50-37VSO-OI    on    800109-11    '>    15    No    noncompl  lance 
notpd    Major    areas     idspBCt&a1    radiation    protection    S    raduiaste 
mg  t    ppog  ra'ns 

FISHERY   L         ttegmn     1,     Chicago,     Fuel    Facility    t    Materials   Gafetu 
Branch         MILLER,  0   E         Region    3,     Chicago.     Office    of    tho    Director 
HO/O1/31         4pp 


EiOOilOnOAB6   Foruiards    IE    Circular     E10-05i     "Fmergencij    DisieL    Generator 
Lubricating   Oil    Addition   1  Onsite    Supply    "   No   uritten 
respn-nse    required 

UEPPLEH.J    G         Region    3,     Chicago,     Office    of    ttie   Director         80/04/01 
IP 


9004OHO&36    Forwards     It     Insp   fiapts     SO-37J/BO-03   t    5O-374/BO-Oa    on 
600117- IB    No    noncompl lance    noScd 

FIORELLI.G         Region    3.     Cfticajo.     Reactoi     Construction   t.    Englnsering 
Support    Branch          E)0/O2/l-i         Spp 


600415O01'!   FoiWiirds     IF    Info   Notice    BO-13,     "GE   Type    BDM   Control    Biuitchoi 
Dofoctive    CrtM    Followers     "    No    spocifir    action    or    response 
requ  i  rod 

HEPPLefi,J    G         Region    T,     Chicago,     Office    of    tho    Director         SO/0-1/02 
lp 


—  5004040030    IE    Imp    JffpU    30-373/EKJ-O3    *•    50-37'1XBO-03    on   800117-16   No 
noncomp 1 1 amc e    noted    Major    ai  eas     inspected     status    re    safety- 
related    portions    of    Neat  i  n  j,  ,  ent  >  la  1 1  on    '/    air    conditioning 

S1J5 

WILLIAIIS.C    C    ,     JONES,  C    E         Region    3,     Chicago.     Office    of    the 
Director         00/02/11          3pp 


B0041B0030   Foruiaids    attachments    to    IE   Circular    BO-03,     "Protection    From 
Toiic    Oas    Haiaids,"    1  nadvertent  lij     omlttad    from   B00306 
ti  an^jni  tta  I 
KEPPLtR.J   Q        Region   3,    Chicago,    Office   of    the   Director        80/04/02 


D-4OS062?   Foruardis    IF     Insp    tlepts    5O-373/BO-04    ti    50-374/80-03    on 
TO139--3I     I   notice    of    violation 

IQRELLI.e        Region    3,     Chicago.     Re-actor    Construction    d    Engineering 
ipport    Branch         BOJ-n2/fO         £p 


aoo42200'?3  Foruiards    IE    Info   Notice   BO-14,     "Safety    Suggeltions    From 
Employees    "   No  action   icquirsd 
KEPPLER.J    G         Region    3.     Chicago,     Office    of    the    Director         80/04/OS 


JOIQSOi.33   Notice    of    violation    trnrn    insp     on    600129-31 
*      Region   3,     Chicago,     Office    a-f     the    llir-ector         60/03/15         lp 

B004080647    IE     Insp    Rej>t*     50-3/3/BO-04    •„    SO-3/4/8Q-03    nn   900129-31 
Moncomp  1  lante    noted     inadequate    updating    of    specs    ti 
drawings 

VIN.I    T    ,    D^rJIELSDrj,  I>  H        Rpjion    3,    Chicago,    Office   of    the 
Director         BO/ 02/15         5pp 

'04090272    Formards    It    In'p   Repta    50-373/80-09   *     50-374/60-03   on 
6O0207-OB  No   noncomp  Uance   no-ted 

FlOHELLl.G        Rpgion    3.     Chicago,     Reactor    Construction    t   Engineering 
Support    Branrh        GO./02/E!5        ?np 

6OO40I?oa7B  IE    Irisp   Repts    51-373/60-0''   t    50-374/BO-05   on  000207-09  No 
noncomp  I  lance    noled    Kajai     areai    Inspected    suppression   pool    t 
reactor   ret  1  re ula 1 1 ng    sys    mods 

HILLIAMS.C    C    ,    IJELSLER,  J   H        Region   13,     Chicago.     Office   of    thu 
Oirettor        90/03/31          4pp 


8004230324  Foriuariis    IE  Circular   BO-07,     "Problema   W/HPC  I    Turbine   Oil 
Sgs     "    No   written    response    reg.uire(f 
KFPPLJTR.J   0        Region   0,    Chicago,    Office   of    the   Director        BO/tM/03 


6004230069  Foruiards    IE   Dullotin   BO-OB,     "Ciam  of   Containment   Liner 
Penetration  Welds    "   Written   response    required 

KEPPLEH.J  0        Region   3,    Chicago,    Office    of    the   Director        BO/0-1/09 
lp 

3004110023  Foruiarfls    IF  Bulletin   80-O7.     "ItWR  Jet   Pump    Assembly    Failure 
No  uiritlen   response  required 

KEPP1ER.J  G        Region   3,    Chicago,    Office   of    the   Director        BO/04/07 
IP 

BO  04230  2  £4  Forwards    IE   Bulletin   79-O3A,     "Longitudinal   Meld    Defects,    in 
A8I1E    BA-3ia,Ti)pe  304   Stainlesi   Stoel    Pipe    "   Action  Teqiiirad 
KEPPLCn.J   G        Rcoion   3,    Chicago,    Office   of    the   Director        60/04/07 
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DOCKET    50-374    LASALLE   COUNT  V   STATION,     UNIT    2 

A      Application/construction    stage    documents    ti    correspondence 

8004040031    Advises    of     issuance    of    fJUREG-OSBa,      "Interim   Staff    Position 
on    Environ    Qualification    of    Safety-Related    Electrical 
Equipment,"    providing    guidance    re   methods    for    compliance 
ROSS,  I)   F         Division    of    Project    Management         BO/O2/O5         7pp 

B004040017    Submits    acldl    guidance    to    NUREG-OSBB,     "Interim   Staff    Positio 
on    Environ    Qualification    of    Bar  u  tij-Reia  tes!    Electrical 
Equipment    "    Requests    review    of    equipment    quail  f  ication 
documentation    tn     identify    degree    at    compliance 
ROSS.D   F         Division    of    Project    Management         HO/O2/21         3pp 

8004020466  Notification   of    800326    &   27   meeting    uj/representat  i  ves    from 
Mark    II    owners    group    in   Ban   Jnse,CA    to   discuss   Mark    II 
Creace    Test    Program,  4T    c/o    tests    '/    Foreign    tests 
ELTAWILA,F         Containment    Si/stems    tlranch          BO/D3/1O          12pp 

B004030I22   Notification    of    800336-27   meeting    w/Mark     II    owners    group. 
NF1C    consultants    ti   QE    in    San    Jose.  CA    to    discuss    Mark     II 
Creare    test    program,  'IT  C/O  &    foreign    testa   Topics    are 
proprietary    Agenda    encl 
ELTAWILA.F         Containment    Sgstems    Branch          BO/03/10          13fip 

8004070097    Advises    that    ASME   Code    Case    N-241     is    acceptable    i.   may 
ba   used    in    hydrostatic    testing    program   to    exempt    certain 
piping    from    testing 
PARR.Q   D        Light   Water   Reactors   Branch    3        BO/03/17        3pp 

8004040474    Summary    of    B00227   meeting    w/MarV     II     owners    group    re    status 
Df   several    long-term   program    tasks,  i  nc  1  ud  ing    Tasks    A    17  & 
A    1*   &    task    related    to    utilisation    of    foreign    test    data 
ELTAWILA,  r        Containment    Systems    Branch        80/03/18         104pp 

B0041001QS  Requests    controlled    sat  of   PAID*    for    each    plant   Submittfll 

should    be    forwarded    to   attention  of   Region  3    Incident 
rosponie    ctr    within    SO    days 

KEPPLER.J  0        Region   3,    Chicago,  Office    of    the   Director        80/03/20 


—6004280414    D,  af  t    ilnsite    Los 

•"      C  amnionuie  a  1  t  h    Edistin    <~c 


F      Security, 


Calculat  ion    Manual 
7", 12/20         150pp 


lotection    plans. 


B004O2O413   Foriuartls    NFIC    ROOJCr.    trip    iept    re    600323    site    visit    to 
complete    f 11  e     protection    icvieu 
BOURN  I  A,  A         Light    Water    Rsac'ors    Qranch    'J         QO/03/10         lp 

— a004O20-ll1?   Submits    trip    lept    TS    S0022Q    sits    visif    to    complete     fin 
protection    reviEiu   Only    one    arsa    op    concerr.    ensfcs    re    need 
for    spiinkleis    Applicant    committed     to    correct    situation 
using    one    of    thi  ee    specified    alternati-es 
HARRIEDN.G         AuKllidiij    Systems    Branch         BO/03/06         3pp 


8004010352  Poiiuarda  positions  on  fire  pic 
commitments  made  at  f!QO?O7-OB  meeting? 
DELOECRGF,L  D  Commonwealth  Edison  Co 


SO/03/24         22pp 


BQO'1070273   Foruards    Pages    C-26    '.    C-27    of    Reviaion    5    to    security    plans 
omitted    from   BO03.M    aubmittal    Encl    withheld 
(ref     10CFR2    /9O) 
PEOPLES, D   U         Commonweal th    fdison    Co         BO/04/O2         lp 


[       Financial     informdtion 


8004140213   Responds    to    79101?    i  equest    for    financial     infn    Prospectus    for 
mast    recent    security     L ssuc: ethi b  i  ts    *    tes timony    re    plant 
investment    dataicost    or    Crfp  i  ta  1 1  r<ife    of    retui  rii     >t    economic 
conditions    ctic.1 
DELOEORGE.t.    0         Commonwealth    Ediaon    Co         60/02/28         600pp 


K      Utility    Final     Safety    Analysis    Report 


8004150316  Forwards    revised    pages    constituting    Revision    13   (o   CE-l-A, 
QA   program  Revisions   reflect    recent   arganiiatlon    title 
changes 
NAUQHTQN.W  r        Commonwealth    Edison  Co        SO/04/02         lp 

—  0004150328  Revised    pages    constituting    Revision    13    to   GA   program 
Revisions    reflect   recent    organisational    title    changes 
#      Conimaniiieal  th    Edison    Co         CE-l-A   RI3         BO/04/04         7pp 


0001150416  Forwards    ASME  Section   XI    repai 
L  S  0  P      3    1,  Revision   D 
WATTS,  T   E         Commonwealth    Edison    Co         00/Q4/03 


&   revisions    rep  ti  Procedure 
Ip 


—  B0041S0417  Procedure    for    ASME   Section 
revision   Repts    S-8  fc  23-30   encl 
»      Commonwealth   Edison    Co         79/O4/11 


repairs 
17pp 


revisions    Repair/ 


B0040B0923   Foruards    affidavit    stating     that    distribution    oF   Amend    48    to 
FSAR    lias    been    made    in    accordance    ui/OK   Parr    770526    Itr 
DCLQEOUOdL   O         Co-nmonuea  1  th    Fdison   Co         00/04/02         2pp 


Q      Inspection    reports,     iE  Bulletins    4    correspondenc e 


800-1040036   Foruards    IE    Insp    Routs    50-373/BO-03   t-    50-3/4/00-02    on 
BOQ117-1B   No    itoncomp  I  lance    noted 

FICRELLIiO         fieglon    3,     Chicago,     Reactor    Conilruction   J.    Engineering 
Support    Branch          BO/03/ID         ?pp 

—6004040010    IE     Insp    Rep  U    50-3/3/80-03   I    50-3/4/60-02    on   SQ0117-1B   No 
noncomplionce    nnteii    Ma/or    at  eas     inspected    status    re    safety- 
related    portions    of    dejt ing, vent  I lat ion    t    air    conditioning 
sys 

WILLIAHS.C    C     ,     JONfS.C    E         Region    3,     Chicago,     Office    of    the 
Director          BO/O2/I1          4pp 


B0042SOOS1    Discusses   NRC    caseload    forecast    panel    800336-27   site    visit 
to  review   status    of    const    &   readlnoSB    for-    fuel    loading    at 
Unit    1    NRC   projects    fuel     load    date    tuia   months    later    than 
utll    List   of   attendees   at    800326-27  meetings    encl 
DOURNIAiA        Llgiit   Water   Reactors    Dranch    3        8O/04/07        Spp 

8004300064   Summary    of   000326-27   meetings   in/Mark    II    owners    group    in   San 
Jo'ietCA   re    discussion   of   hRC    concerns    on    data    from  Craare 
testa   fc    foreign    full-scale    test   programs    &   relationships   ui/ 
Mark    II    designs 
ELTAWlLAjF        Containment   Systems   Branch         BO/O4/14        52pp 

8004230427   Forwards    response    to    NUREG-057S   t.    "Dasign   Criteria   i 
Conceptual    Design    Description    for    Technical    Support    Clr»    for 
Facilities"    for    revluu  Util    emergency    plan   will    ba    submitted 
ui/Lasalle   County    s  i  to-spee  If  ic    emergency,    plan 
PEOPLES,  D  L        Commonwealth    EdUon    Co        BO/04/L5        60 pp 

—8004290130    "Design   Criteria   *•  Conceptual    D«*lgn   Description   for 
Teehnlcal    Support   Ctrs    for   Facilities    " 
*      Qechtel    Pouer   Corp      (subs      of   Bechtel    Corp    )         79/12/26        32pp 

80042B0410  Forwards    draft   radioloo ical    ET3  6    draft    "Onsite   Dose 
Calculation   Manual    "   Urges    that  App    I    matJe    be    reviewed    in 
conjunction   w/ongoin9    operating    plant    review 
PEOPLES,  D  L        Commonuiealth    Edison    Co        BO/04/21         Spp 


-- 8004280412   Draft    rad io] os ical    ETS,  Suctions    1-6 
*      Commonwealth    Edison  Co        79/10/31         lOOpp 
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— e004QBOI'JO    IE    Insp    Repts    SC-3/3/BO-06   fc    50-374/30-06   on   300130-31    f. 
0201    Ho   noncompliance    noted   Major    areas    inspected    const 
status,  electrical     testing    >j   electrical    records 

HAVES.  t>   W        Region   3      Chicago,     Reactoi     Operations   Nuclear   Support 
Branch        DARfiETT,  P   t,        Region   3,     Chicago,    Office    of    the    Director 
00/02/25        5pp 

8004100116   Forwards    IF    Into   Notice   SO-03,  "States   Co    Sliding    Link 

Electrical    Terminal    nlo^V    '     No    spetific  action   or     response 
required 

KEPPLER.J   G        Region   3.     Chicago.    Office  of    the   Director         BO/03/07 

IP 

9004140119   Forwards    response    to    IE   Bulletin   HO-03,     "Loss    of    Charcoal 
from   Btd    Tijpe    It,  Tuo-Incti    Trau    rtdsorber   Cells    "   Visual 
eiami nation    detei  raineit    that    contact    between    casing    ti    screen 
IE   adequate    to    prevent    charcoal    granule    escape 
PEOPLES.  D  L        Comi-onujBaHh   Edison   Co        BO/03/20         5pp 

B004150t59   Forwards    IE    Info   Nolice   80-12.     "Instrument   Failure   Causes 
Opening    of   PORV   I   Block   Valve    "    Ho    specific    action    or 
response   neiessarg 

H.EPPLER.J   0        Region   3,    Chicago,     Office    of    the   Director         00/03/31 
IP 

60Q40BOt,fl&   Forward!    IF   Circular    BO-05,     'Emergency    Diesel    Generator 
Lubricating   Oil    Addition   >,   Qnsite   Supply    "   No   written 
response    required 

KEPPLEH.J   0        Region   3.     Chicago      Office    of    the   Director         BO/04/01 
IP 

HOOMSOOH  Forwards    IE   Info  Notice  BO-13.     "GE  Type   SDH  Control    Gail  tches 
Defective   CAM   Followers    "   Ho    specific    action   or    response 
required 

KEPPLER.J   0        Region   3,    Chicago.     Office    of    the   Director         80/04/02 
IP 


DOCKET    50-332   WATERFQHD   GENERATING   STATION,     UNIT   3 

A      Application/conitruc t Ion    stage    documents    *   coi respondence 

B004040031    Advises    of    issuance    of    NUHEQ-05BB,     "Interim   Staff    Position 
on    Environ    dual i f (cation    of    Safety-Related   Electrical 
Equipment.'     providing    guidance    re    methods    for    compliance 
ROSS.D   F         Division   of   Project   Management         BQ/O2/OS        7pp 

H00404O017    Submits    addl    guidance    to    NUREG-Q58B,     "Interim   Staff    Position 
nn    Environ   dual  ifica  t  ion    of    Saf  ety-Related    Electrical 
Equipment    "    Requests    review    or    equipment    qualification 
documentation    to    identifu    degree    of    compliance 
RdSS.D   F         Division   of   Project   Management        BO/02/31         3pp 

60 04230 OS B  Requests-    info   re   auiiliaru    feeduater    sys    per  Bulletins    t- 
Orders    Task    Force   review    of    TMI-3   accident    Info    sliould    be 
provided    as    amend    to    application   Subtnittal    schedule    should 
include   NRC    approval    prior    to    issuance    of   OL   U/encl 
ItOSS.D   F         Division    of    Project    Management         00/03/10         S3pp 

BOQ4Q2O2G6   Refers    to    end     Itr    from   ED    Carrier,  State    Historic 
Preservation    Of f ic ier.  concerning    field    survey    for 
archonlogic.il    resources   at    plant    const    site   Literature 
search    should    be    made   t-   NRC    informed    of    survey    results 
BALLARD.H   L         Environmental    Pi  ejects    Branch    1         BO/03/19         Spp 

6004150420  Foruiards    proposed    revisions    to    "Prooperational   Environ 
Surveillance    Program    "    OL    stage    environ    rept    mill    be   amended 
in    future    to     include    changes 
ASHELL.D   L         Louisiana   Power    t,    Light    Co         GO/04/11         5pp 

— BQQ4150424   Proposed    revisions    to    "Preoperational    Environ    Surveillance 
Program   " 
*      Louisiana   Power    4r   Light   Co         30/04/11         78pp 


8004180030   Forwards   attachments    to    IE   Circular   BO-O3,     "Protection    From 
Tonic    Gas   Haiards,  "    inadvertently    omitted    from   BO  0306 
trantmi  ttal 
K.EPPLEH.J  0       Region  3.    Chicago,    Office   of   the  Director        BO/O4/02 


BOQ4220093   Forwards    IE    Info   Notice   BO-  14,     "Safety   Suggestion!   From 
Employees    "   No   action   required 
KEPPLER.J   0        Rogion   3,    Chicago.    Office    of    the   Director         80/O4/02 


F     Seiruritu,    medical,    emeigencij  A   fire    protection   plans 


B004080077   Advises    that    submittal    date    for    evacuation    time   estimates, 
requested    uu    NRC   79132&    Itr. has   been    postponed    pending   OAO 
clearance   under   Federal   Hepta   Act 
GRIMES, B   K        emergency   Preparedness   Task   Force        80/03/11         4pp 


0      Ad  jjudl calory    correspondenc 


SO04220324   Forwards    LG   Circular   00-07.     "Problems   H/HPC1    Turbine   Oil 
Si|s    "   No   written   re-spanse   required 

K.EPPLER.J  G        Region   3,    Chieago,     Office    of    the   Director         QO/O4/03 
IP 


Q00403003i  Memorandum  of    understanding    between  NRC   &  FEKA  re   prompt 
Improvement    in   radiological    emergency    planning    d 
preparedness. distributed   as   Hoard    notification 

OOSBICK.L   V         Office    of    the    Eiecutive    Director    for   Operations! 
BO/04/02         34pp 


BOO432O061?   Forwards    IE   Bulletin   80-09,     '  Eiam   of   Containment    Liner 
Penetration  Heidi   "  Written    response   required 
HEPPLER.J  G        Region   3,    Chicago,    Office    of    the    Director         90/04/09 


000417024B  Forwards   KOC  000339    interrogatories   l>  request    for    documents 
directed    to  LA  Consume!    League  Aci    Informal   agreement   to 
respond   within   one  tuk 

J        Heanno   Branch    1        80/04/19        lp 


BOO41I0023   Forwards    IE   Bulletin   BO-07,     "BUR    Jet   Pump    Asiemblij    Failure 
No   written   response    required 

HEPFLEfl.J   0        Region   3,    Chicago.     Office    of    the   Director         SO/O4/O7 
IP 

KH230224   Forwards    l£   Bulletin   7<7-03A,     "Longitudinal    Weld    Defoets     in 
ASHE  SA-312,Tupe   304   Stainless   Steel    Pipe    "   Action    required 
H.EPPLER.JG        Region   3,    Chicago.    Office    at    the   Director         BO/O4/O7 


S      fieportable   occurrerces,    LEBs   t   related   correspondence 


H     Qeiteral    correspondence 

8004030352  FOI/t   request    foi     info   re   facility   FSAtt   ti   document*   re    NRC 
regulations    including   App    I    of    10CFRSO 
KRAUBE.L        Affiliation  Unknown        BO/03/O7        lp 

&00403O33S  Responds    to  FOIA  request    for    info  re    facilltg   FBAR   5* 
documents    re    NRC  regulations    including   App    I    of    1QCFRSO 
Forward*    documents    listed    In   App   A  Document   3    includes 
App    I    U/o    enc  1 
FELTONiJ  11        Division   of   Rules   and   Records        80/03/21        2pp 


B004030173  Ack   receipt  of  300227   final    deficiencg   rept   re  reactor 
containment  structural    steel    Revieu  will    be   completed   during 
future    insp 

F10RELUI.O        Region   3.    Chicago.    Reactoi    Construction   &   Engineering 
Support   Branch        BO/03/19         lp 


I      Financial    information 


8004230535  Annual   Financial    Rept    1979 

*     Middle    South  Uti 1 1  ties.  Inc        77/12/31        40pp 


DOCKET   30-37i  NORTH  COAST   NUC   PLANT 
G      Adjudicator^    correspondence 

900403002t  Memorandum  of  understanding   between  NRC  fc   FEMA  re   prompt 
Improvenent   in  radiological    emergency   planning   EC 
preparedness. distributed   as    Board   notification 

"1"  °f  th°  Eletutlve   »>™ctor    for    Operation, 


BO04350365  Foruiards   Annual    Financial    Rept    1979 

ASHELL.D  L        Arkansas   Power  &  Light  Co        80/04/22        lp 

— 800435036'?  Annual    Financial    Rept    1979 

»      ArUnsaa   Power  4   Light   Co        80/O2/1S       24pp 

Q      Inspection  reports.     IE  Bulletins   t  correspondence 

8004240230  Forwards    IE    Info  Notice  80-14,     "Safety    Suggestions   From 
Employees    "   No  action   required. 
SEYFRIT.K-V        Rejion   4,    Dallas,    Office    at   tlie   Director        30/04/03 
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8004220281  Forwards  IE  Circular  BO-07,  "Problems  H/HPCI  Turbine  Oil 
Si/s  "  No  written  response  required 
"  "    Region  4,  Dallas,  Office  of  the  Director    BO/01/03 


SEYFR1T,  K   V 
lp 


8004020466   Notification    of    BQOa^fa    l>   37   meeting    u/rep i esentativos    tram 
Mark     II    owners     group     in    ban    Jose,CA    to    ducuis    MarV     tl 
Create    Test    Program,  4T    c/o    tests    •"/    foreign    tests 
ELTAWILA.F         Containment    Systems    Branch         BO/03/10         12pp 


80042207B3  Forwards    IE   Bulletin   79  -03  A   "Longitudinal   Meld   Defects    in 
ASME   BA-312,  Type    304   Stainless    Steel    Pips    "    Actinn    retired 
BEYFRIT.K   V         Region    4,     Dallas.     Office    of    the    Director         BO/04/Ofl 


8004220223   Forwards    IE    Bulletin    BO-OB,     "E(am   of    Containment   Liner 
Penetration   Welds    "   Written    response   required 
SEYFRIT.K  V        Region   4,    Dallas.    Office    of    the    Director        BO/01/07 


8004Q30I23   Notification    of   B0032fr-2/   meeting    u/Marli     II    owners    group, 
NRC    consultants    t.   GE    in    San    Jose,CA    to    discuss    Mark     II 
Creare    test    program, flT   C/O   t,    foreign    tests    Topics    are 
proprietary    Agonda    encl 
ELTAWILA.F         Containment    Systems    Branch         80/03/1O         I3pp 


BG040BO654    Forwards    summarij 
containment    program 
PARR.O   D         light   Water    lic 


of    BOOS2B   meeting    w/util     re    p  lant-untquo 


rs    [Ira.i 


80/03/14 


lp 


8     Reportable    occurrences,     LEfli    i.   related    correspondence 

B004010343  Forwards    final    rept    of    Significant    Deficiency    11    re 

swltchgear    breaker   position    switch    operator    defect 
ABWELL.D  L        Louisiana  Power    k  Light  Co        80/O3/2S         lp 

— BOQ4O10347  Final    rept   of    Significant  Deficiency    It, re   sui tchgear 
breaker   position   switch    operator   defect    Thirty-three    breaker 
position   suitch    operator!    re-placed   u/neuly    deiigned   GE 
assemblies   Operators   have    guides    preventing    banding 
CRNICH.J   ,    MILHISER.R  J    ,    HART,  J       Louisiana  Power    t  Light  Co 
BO/03/ IS        2pp 


B00407030Q    Forwards    final    deficiency    rept    re    nancomp 1 i ance 
requirements    for    heating, venti lation  &    air   conditioning 
seismic    support   hanger    to    embedded    plates 
ASUELL.D  L        Louisiana  Power    &   Light   Co        00/Q3/31         lp 


to  welding 


— B004070310  Final    deficiency    rept   re   nancomp 1 iance    to    melding 
requirements    for   heating,  ventl  lation    b  air   conditioning 
seismic    support    hanger    to    embedded    plate*    All    affected   wold* 
repaired   a    imps   documented    for    QA  files 

CRNICH.  J   ,    MILHIBER.R   J    .    HAFiTHETT,  Ft   A        Louisiana   power    fc  Light 
Co         BO/03/31          3pp 

SQQ42S0347  Forwards    final    deficiency   rapt   re   Significant  Const 
Deficiency    13  re   reactor   containment   bldg    dome    concrete 
ASWELL,  D  L        Arkansas   Power   h  Light  Co.       €10/04/31          lp 

— B0042503S2  Final    deficiency    rept   re    improper   consolidation    of    concrete 
In    lower   portion   of   uall    in   reactor    containment    bldg    dome1 
Caused    by    improper, random  vibration   during    concrete 
P lacement 

CDNlCHiJ  ,    MILHISERrR   J   ,    HARTNETTi  R    A        Arkansas   Power   (.  Light   Co 
BD/04/OB        fipp 

BOO 42 BO 596  Forwards    final    rept   of   Significant   Const    Deficiency    13 
All    corrective    action    repairs    have   been   completed    & 
verification    testing    accomplished 
ABHELL, D, L        Louisiana  Power   &   Light  CD        80/04/21         lp 

--B0042Q060S  Final    ript    of  Significant  Const   Deficiency    13  re    defects    in 
containment   bldg    dome   concrete   Caused    by    imp roper    random 
vibration   due    ta  vibrators    that   uere    Inadequate    In    slie   It 
number   Qualified    job    superintendent  uill    be   provided 
CRNICH,  J  ,    MILHISER-R   J   .    HARTNETT, R    A        Lou U tana    Power    *  Light 
Co        BO/04/OB        fipp 


DOCKET  50-384    INDONESIA  RESEARCH  REACTOR 

P.    Operating    license    stage   documents   d  correspondence 

Q004S20601    Request    that  License   R-121    be    amended    to    AubhnrUe 
possasaion   only   Core   fuel    will    remain    Inside    reactor    until 
NRG   approval    far    dismantling    Is    obtained 
ADAMSON, R   H        California   Polutnchnlc    State  Univ.       77/11/05        lp 


DOCKET  SO-3B7  8U3QUCHANNA  8TEAM  ELECTRIC    BTATlDNr    UNIT    1 

A     Application/construction    stage    documents    &  correspondence 

8004040031    Advises    of    issuance   of   NUREO-OS8S,     "Interim   Staff   Position 
on  Environ   Qualification   of   Safety-Related   Electrical 
Equipment'"    providing    guidance    re   methods    for   compliance 
RQSB,D  F        Division    of  Project   Management        BO/02/09        7pp 

8004040017  Submits    addl    guidance    to    NUREG-058H,     "Interim  Staff  Position 
on  Environ   Qualification   of  Safety-Related    Electrical 
Equipment    "   Requests   review  of    equipment    qualification 
documentation    to    identify    degree   of   compliance 
ROSBiD  F        Division    of  Project   Hanagement,       BO/02/21         3pp 


— aa040BOi60  Summary    of   900338  meeting   u/util    DHL,  KUU.  KFK,  SRI    Intl, 
DechtelrMJS    Corp    >*   CNSNB    to    discuss    p  lant-un  I  quo    containment 
program   List     of    attendees    '.    agenda    encl 
ELTAWILA'F         Containment   Enjitems    Branch         00/03/07         IBpP 

8004040474   Summary    of    800327    meeting    u/llark     II    owners    group    re    status 
of    several    long-term   program    ta  ski,  me  I  ud  i  ng    TaskSi    A   17  & 
A    lei    t,    task    related    to    utiliidtion    of    foreign    test    data 
ELTAHILA,  F         Containment   Systems    Branch         BO/03/1B         lOIpp 

8004S104IO   Requests    addl     info    re    reactor    iys    to    continue    revieui   of 
application    for    DL 
PARR.O   D         Light   Mater    Reactors    Branch    3         00/03/21          l£>pp 

B0041O01B4   Responds    to   800313    request    for    approval    to    use    A8ME   Code 
Cases    N-334    t>    N-235    during    preseivice    elimination    nf    reactor 
pressure    i/essel     Code    cases    acceptable 
PARR.O   D         Light    Water    Reactors    Branch    3         OO/03/27         2pp 

8004140352   Confirms    NfIC    800411    meeting    w/util    &   ANL    re    operational 
biological    monitoring    progisms    &  ET5  Proposed    agenda    encl 
CURTIS,  H   U         Pennsylvania   Power    (,   Light   Co         BO/04/07         Spp 

S0041402iB   Coramenti    on    archaeology    project    at    site    Quotation    far    survey 
work     is    eicessive    Requests    study     to    define    satisfactory 
Phase    I    study    af    area 
KENTrD  C        Pennsylvania,    State   of        00/04/OH        lp 

8004300064    Summary    of    BO 0326 -27   meetings    ui/Mark    II    ouiners    group    in    San 
Jose.CA  re   discussion    of  NRC   concerns   on    data    from    Cream 
tests   &   foreign    full-scale    test    programs   &   relationships  u/ 
Mark    II    designs. 
ELTAMILA.F         Containment    Systems    Branch         BO/04/14         S2pp 

BOO421033S   Faruards    Susquehanna   flfver    data     in    response    to    NRC    B00407 
request 
SKINNER,  U  F        Pennsylvania  Pouier   I-  Light   Co        BO/04/15        lp 


— 6004310340    "Demonstration    for    Erunne 
Units    1-3,  Vola    1    t,  S   " 
*      EO  ft-  G,     Inc         /7/05/lv        2OOpp 


Island   Steam    Electric   Station 


—8004210344   "Potential    CFfecls    oP    Qrunner    Island   3 team  Electric   Station 
on    Future   Migration*    of   American   Shad     in    SuiquBhanna   River    " 

*  EO   t   0,      Inc          77/OB/I3         33pp 

— Q004H10347   "Probabilities   of  Normal    &  Worst   Case  Conditions    in 
Susquehanna   River   during   Critical   Periods    far  MuGkellunge 
Spawning   &  Smal  Imoutli   Bass   Egg   Survival    &  Development    " 
»      EC   *•   0,     Inq         77/09/13         lipp 

— 8004210349    "Assessment    of   Theimal    Effects    from   Brunner    Island    Bteam 
Electric   Station   Baeed   on  Neiuly    Derived    Mai   Meetly   Average 
Temps    " 

*  EO   t.   0,     Inc         79/05/31         33pp 

--BOO4210355    "Ecological    Study    of    Effects    of    Brunner     Island    Steam 
Electric   Station   Cooling   Uater    Intakes    " 
JOHNSON.  T   D    ,     PHOENIX.  D   R         Roy    F      Weston.  Inc         77/11/18        7Bpp 

— 8004310359   "Hi olog ical    Survey    of    Susquehanna  River    in  vicinity   of  York 
Haven. PA    1973    Terminal   Rept    " 
HURTZ.C   P        Charles    B     Hurti         79/06/29        33pp 

— 80042103A6    "Ich  thyofaunal    t.  Creel    Census/Fi  ahing   Pressure   Surveys    in 
Vicinity    of    Urunner    Island  Steam  Electric   Station    " 
DENONCOUHT,  R    F         R   F      Uenoncourt         7B/05/31          Ifilpp 

60042BO492  Comments   on  NUREG-0564,  App   B   re   archaelog leal    survey    of    Pond 
Hill    Reservoir    location  Plan    is    preliminary    rept   containing 
no    Factual    info    re    prehistoric    matl    that   might   be    found 
SOLENBEROERiR         Bloomiberg   State    College        BO/04/17        3p p 
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P0042200"'1-' 
SELLS    D   F 


5'-'P[     to    Ha 
-.il    Projects 


[>ES    M/o    enc  1 
h    2         8D.-03/31 


Spp 


-6004300036    Requ 
hsat  i  n g  5    i"i 


ication    o^    time    *>    location    of    licensing 
itic?    Requests    to    make    limited    appearance 
of    healings    should     De    scheduled     for 

evenings    '    weekends 

GRrtV.P   F         Affiliation    Unknown         BO/G.3/10         if 


B-QQ'1OBQO77    Ad 
requested     b 


GRIMES.  B    K 


is.es     that     ettmi  1  1  al 
NFiC     fSteStt    }n     has 

der    feoeral     Repts    (,c 
Emergent^    r-rspat  ed 


for     euac  uati 
pcstaoned     pe 


i     time    est  una 
ling    <JAO 


-B0043CO039  Eipr«sses  concern  that  ulil  is  attempting  to  limit 
participation  or  intervenoi  s  si  upcoming  licensing  hearings 
5K1SLA4,  S  Affiliation  Un'moiJii  60/03/10  Ip 


-8004300042    Eipi 
participation 


concern    that    util     is    attempting    to    limit 
ntervenors    at    upcoming    licensing    hearings 
Affiliation    Unknown         BO/02/31         Ip 


G       rtd  j  uiJ  it 


B0040BO175   Bequests     to    male     In 
hear i nj 
ENDRIZZI.D         Affiliation    Uuli 


i ted    sp  pt 


es    concern    that    util     i;    attempting     to    limit 
nit  prvenors    at    upcoming    licensing    hearings 
Affi  liation   Unknouii         BO/03/1O         !p 


60^4100571    Notifies     that    mr     issue-d     diaff     sjppl     to    DES    an    &0033I     Suppl 
*    DES    labelled    NURES-OSci  fl    RE=j     issued    J.    served     on    ASLB    !>    all 
parties-    in    Jui'P     1S79   Di  a  f  t    5'jppl     has     teen     served    on    all 
persons    on    ^  *'     list    E»cepliaM5     listed 
CUTCHIM.  J   M         Hearino    Uranct>    3         BO^O.1/03          Ip 

BOO<1030S71    Henitests    to    rnai*     limited    appearance    •stateraen.t    on    befialf    at 
Taipaijeii    Assoc  inti  oil    of    laclauanna    County    at     licensing 
hearings    Evening    or    ues'-f-na     sessions     should     be     held     for 
cltlien    partlclp-atia" 
6CHUMACKER,K         Affiliation    JtiVnoun          BO/O3/07          Ip 

BOO-1090154    Requests    to    mate     limited,    appearance    statement    at     litEnslno 
hearings 
HEKMENDIWER,  R         Af  f  I  I  1st  1  on    Unknown          6O/C-3/JO         2ff 

S004300OOA    Requests    notification    of    upcoming     licensing    he-arj-ngs    re 
facilities    Hearings    should     lie    on    ueetonds    01     evenings 
WESTON.  K         Affi  1  tation   Unknown          BO/03/  10          Ip 

—  9004300009   RBijiittsts    noti/  1  cation    of    tine    t     location    of     licensing 

hearing     for     facilities    Portion    of  hearings    should    bo 

scheduled    on   uieeVendi    or    evenings  to    after    public    better 
chance    to   attend 
FARBEfliR    C         Af  F  i  1  1  atl  on   "JtHno^n         fiO/03/  1  0          Ip 

—  8004300OO?   Requests    not  i  f  jtati  on    gf    lime    l>     location    of     licencing 

hearings     Far    facilities    ft    to    make    limited    appearance 
statement   Hearing*    should    be    scheduled     during    eveninga    or 
ueckend  s 
CAHILU.W   J         Affiliation    Uninojn         BO/O3/1S          Ip 

—  500^300013   Hequests    notification    of     tine    i     location    of    licensing 

hearings     for     facilities    fc    to    make     limited    appearance 
•statement   Mm    of    lialf    of    tiearlngs     should    be     icfiEduled    at 


iioht    or    on   weekends 

Af  f  UUlion   Unlnoun 


SO/O2/29 


-S00430005'l    Requests    making     limited    appearance    statement    concerning 
three    motion?,    on    agenda    ot    ASLB    hearings    in   Ui  1  Ires-Barrei  PA 
HUTCHKQ,P    R         Affiliation   Unlnoun         BQ/O3/I2         Ip 

-B004300OS7    Raquests    notification    of    time    '.    location    of    licensing 
hB-arings    for     facilities    b    to   matte    limited    appearance 
statement    Poition    of    hearings    should    be    held    an    evenings    or 
cje?'icnds 
MERRILL,  1)   H         Affiliation    Unlinoun         BO/03/08         Ip 

-3004300061    Dequosls     to    miVe    limited    appearance    statement    at    facility 
licensing    hearings    ',    notification    of     time   I    location    of 
meeting    Time     for    slatempnts    should    be    made    available    on 
ue  emends    01     even  ing  9 
KRSVKWA/E   J         Affiliation    Unknown         30/03/11          1p 

-a0043000t3   Rpquu-sts    to    make    limitsd    appearance    statement    at    Pacllitg 
licensing    healings    >,    notification    of     time   '••    location    of 
meoting    Hearings    Should    6e    held    on    evenings    or    weekends 
SMITHED         Affl  liation   Unknown         BO/03/31         Ip 

-8004300066   Requests    to    make     limited    appearance    statement    at    facility 
licensing    hearings    !•    notification    of     time   i    location    of 
meeting    Time     should    be   made    available    on    evenings    or 
uieehendi    for    statements 
MACHAHERrG   E         Affiliation   Unknown         QD/03/10         Ip 

-IKl(H3000&7  Eipressec  contort!  that  util  is  attempting  to  limit 
participation  of  intervcmors  at  upcoming  licensing  hearings 
U10OIMS.R  M  Affiliation  Unknown  BO/02/29  Ip 

-BO04300061?   llequesti    to    make     limited    appearance    statement    in    favor    of 
util    moliant    at   0003^0   rtSLH    hejrlngs     In   Hi Ikef-Barrai PA 
MURRAY,  F         Sccanton,     Univ      oF         90/03/12         Ip 

-B00fl300070   Flequesls    to    maVe    limited    appearance    stateraont    at    rtSLB    000320 
prehearlng    confeicnce    in    Hi  1 Ves-Barrej PA 
THOMPSON,  F         Affiliation    Unknown         BO/03/13         Ip 


-900430001"?    Hequests    notification    of     time    4    location    of     licensing 
hearings    far    facilities   &    to    make    limited1    appearance 
statement    Hearings    should    be    scheduled    on    evenings    d 
uiee  kend  s 
LARIWJ.O    J         Affiliation   UnHnoiun         30/03/1?          Ip 

-6004300023    Heoueits    notification    of    time    f>     location    t>t     Licensing 
hearings     For    fsulitipi    Raquests    tc    rnaliE     limited    appearance 
sta  temeeit 
DETdlCH.D    F         Affiliation    Unlnoun         SO/O3/10          Ip 


-6004300071    Fiequests.on    behalf      of    Cltnens    LobbiJ,  to    make    limited 
appearance    statement    at   800330    licensing    hearing     in    Ililkes- 
flai-ro.PA 
BASAL VGA, G         Affiliation    Unknown         BO/03/ 11         I  p 

-B00430G073  Requests    to  make    limited   appearance   statement   fit    facility 
licencing    hearings-  t  notification    of    time  &    location   of 
meeting   Time    should   bv   made   available    for   statements    on 
evenings   i.  ueokends 

,  L         Affiliation   Unknown         80/O3/I3         Ip 


a(10fl3-OOO25   Rflqypsts    notification    of    time    '-•     locatlonj    of     licensing 
healings    for    facilities   Requests    to   maVe    limited    appearance 
statement  Poition    of    hearingi    should    be    held    an    e-venlngs    ft 
ueekends 
Wlrireft.fi    J         Affiliation    Unknown         BO/03X39          Ip 

-8009300029  Requests    not]  f  ira  1 1  an    of    time    i.    location    oF    licensing 
hearings    for    Facilities   riequeals    tn   makf    limited    appearance 
statements  Portion    of    bearing*    should    be    sen pduled    on 
on   evenings    or    ueekands 
FALLOW. P         Affiliation   UnVnOun         SO/03/1O          Ip 

-6004300O33  Requests   notification    of    time    (-    location    of    licensing 
hearings    for    facilities   Resuesls    to   mate    limitBd    appearancfl 
statement   Portion    of    hearings     should    b«    scheduled     for 
flvpnings    or    mreeliends 
LEW,  A         Affiliatiaii    Unknown         BO/03/10          Ip 


-3004300076   Hequests    to   make     limited    appearance    statement   at    000330 
licensing    hearing    In  Wi  1  Icos-Garrep  Pft 
ELL1DTT.C    P         Affiliation    Unknown         8O/03/17         Ip 

-6004300030  Eipresses    concern   re  ASLB   consideration   of   util    motion    to 
restrict   public    inler jenars    in    licensing    proceedings   Full 
Inquiru    should    be  made   re   anij   attempts    to   denij    public    due 
pmces!   &   rights   uiithin   established   NRC   procedures 
SALZMAN.L        Friends   of    the   Earth        BO/03/13        Ip 

-3Q043000B3  Requests    to  make    iiraltcd   appearance   statement   at    facilltg 
licensing    hearings   &  notification    of    time  t    location   of 
meeting   Time    for   statements    should    be    made   available   on 
evenings   or   weekends 
SAUER3,  M   A         Affiliation    Unknown         SO/03/IO         Ip 

-6004300-093  Eipre-sses  concern  that  util  is  attempting  to  limit 
participation  of  intervanors  at  upcoming  licensing  haarlngs 
*  Affiliation  Unknown  00/03/29  Ip 


DOCKETED  ITEMS 
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B0040aQQ40   Response    to    ASLR    BOO222    preheat- ing    conference    memorandum 
order    Alleges    restilctive    J.    biased    agenda    Urges    discussion 


800423011 1    Si 


contentions    W/Certi f i c ate    of    Svc 

HALL1GAN.T    J         Cltuens    Against    Nucluar    Dangers 


BO/O3/12         4pp 


SQ040aOt43    Response    to    ASLB    600222    older    sotting    oral    argument    re 
applicant    motions    to    prohibit    Susquehanna    Environ    Advocate! 
>i    Environ    Coalition    on    Nuclear    Powei     from    litigation    of 
contentions    Urges    to    cancel    argument    IJ/Corti  fi  c  ate    of    Svc 
JONH6RUD,  J    H         Environmental    Coalition    on    Nuclear    Pnuier          60/03/14 
4pp 


appl 


Coalition  on  Nucleai  Pt>u,s 
Nucleai  Dangers  erwi^on  i 
PARIS,  Q  H  .  BECHUnEhEfl  c 
BO/04/11  21pp 


QOOrt2aO?46   Forwards    Urn 
"Radiological    Assessm 
"Review    ot=    Uyhl    Repi" 
of    NUREG   IJ/o    end 
CUTCH1N,  J    M         Hear  ing 


1  •  i  r  i  ji  it  i  nri  rititons  Against 
Uions  limited  to  oun  filing 
me  Hfltelij  ^iid  Licensing  Undid  Panel 


>d    Translation    520: 
juer    Plant    " 
public     in    form 


BOQ40806??    Request    for    eipedited    cons  id  erati  all    af    ASLQ    actions    re 
discovery     limits    t,    decision-making    Urges    omission    of    utll 
motions     to    restrict     intervene!  s    participation     in    B00320    oral 
argument   Requests    certification   Certificate    of    Svc    end 
JDHNBRUD.  J   H         Environmental    Coalition    on    Nuclear    Power          8O/03/lfl 
Ifipp 

B00423QOQ6   Petition    to    raise    specific     issues    at    800320    prehearing 
conference,  re    intorvenors'    motions    for   protective    ordei     on 
Contentions    I    !<   3   t    status   as    full    party    In   proceeding 
SCHULTZ.O   R        Susquehamifl   Environmental    Advocates        8O/C-3/14        2pp 


H      General 


80040B01D6   Requests    to 
hear  ing 
DURN8.D         Affiliation    Unknown 


ke     limited    appeoronco    Etatement    at    licensing 
BO/03/15         lp 


3004030161    Requests    to    make    limited    appearance     statement    at     licensing 
hearing 
OEIOER.  0         Affiliation    Unknown         BO/03/IS         2pp 

60041B0136   Responds     to    600214    Itr    to    Qilinsky    re    concern    about 
treatment    of    public    par  tic i pant,  Envi ron  Coalition    on   Nuclear 
Power  &   dlrectot-ij   Johnsrud    in    license   proceeding    NfiC 
regulations    does    not    permit    vleus    of f-the-record 

FITZOERALD,  J   A         Office    of    the    Eiecutive   Legal    Director          80/03/30 
2pp 

6004090665    Memorandum    re    ASLB   8QO320-2!     prehcaring    denial    of    applicants 
motions    against   Environ   Coalition    on   Nuclear   Power    !< 
Suaquehanna   Environ   Advocates    Delineates   areas    in  luhlch 
intarvenors    should    supplement    ansuerfi    to    interrogatories 
PAfUB,0  H   ,     BECHUDETFen.  C        Atomic    Safety    and    Licensing    Board   Panel 
BO/03/H7         6pp 

0004230032  Submits    comments    re   NttC    in    posl-TMI    period    t,    licensing 
situation   al    facilities    Recommends    suspension    of   CP   until 
Independent    auditors    assess    need    for    p>ouier    4  alternatives 
PERKINS.J   L        Affiliation   Unknown        00/03/27        3pp 

80D41B0349  Requests    to   make    limited    appearance    statement    ab    licensing 
hearlnu 
SHELLY.  F  L        Affiliation  Unknown        HD/03/3I         lp 

8004100331    Requests    to    make    limited    appearance    statement    at    licensing 
prehsaring 

,  L        Af f i 1 iatton   Unknown        BO/04/01         lp 


BOQ40800fa5   Espressos    cpnc^rn    rf    eicesiive    number    of    inten  ogiator 
sent    to    J     Jnhnsrud    as     nitertsTiat     in    licensing    dealings 
Appeors     IhdL    IJtlC     is    ••iijjng     to    hindei      J    Johnsrud 
effectiveness    Certificite    of   Svc     enc  1 
WARDEN,  W   G         Affiliation    Unfciioiun         80'0,'/lit         4pp 


BOO-1040176   Advises    irab    items    <nt 
to    misuee     i ntei raga toi y    procc 
tntervenoi*    at    upcoming     lice.1 
Protests    uCi  1    efforts 
LEON, A         Affiliation    Unknown 


a    >     info    gioups    shouj    util     attempting 

to    limit    participation    of 
ig    heai  ing    for     fac  1  1 i ty 


BOO4O70I85    Requests    no' i  f  i  cat  ion    of    time    >     location    of    upcoming    hearing 
on    facility     licensing    Ui  gps    sctierfu  1 1  ng    of    dealings    on 
weekends    01     evenings 
WIGGINS, R    !•         Affiliation   VnVnoun         BO/03/29         2pp 

8001070191    Requests    notification    of    time    *     location    of    upcoming    hearing 
on    facility     licensing    Uiges    scheduling    of    hearings    on 
ufcekends    or     evenings 
RHEINHC1MER:  D         Af  f  1 1  id  1 1  on   (JiUnoun         BO/02/29         2pp 

8004040166   Requasts    notification    ot    time    !•    location    of    upcoming    heai  ing 
on    facility     1  ic  ensi  ng.  sc  hodul  ing    tit'aring    on   weekends    or 
evening    i-     limited    oppeai  ,m>.e    at    hearing 
WC8TNEDQE,  T         Af  f  i  1  lat  i  on   Unknown         60/0.1/03         ?pp 

SOQ4070Q64    Advises    that    neuis    media    '/    info    groups    shoy   utll    attempting 
ta  misuse    intei ragatory    process    to    limit    participation    of 
iritcrvenora    at    upcoming     licensing    hearing    for     Facility 
Pi otests    utll    efforts 
RHEINHE1HER. D         Aff Ilia t inn    Unknown         flO/03/OT         lp 

BOO'1070193   Requests    notification    or    time    «    location    of    upcoming    hearing 
on    facility     licensing    Ui ges    scheduling    of    hearings    on 
weekends    or    evenings    Requests    limited    appearance    at    hearing 
BRISTOL, M         Affiliation    Unlnouin         00/OT/Ofl         2jip 

BOO-109O1B-1    Expresses    feai     for    potential    c astastrnphe    resulting    froni 
const   of    facility 
RODACK,  H         fit  f  1 1  iation   Unknou.n         80/03/05         lp 


8004100334   Requests    to   make    limited    appearance    statement    at    licensing 
prehearlnfl 
MILLS.B  D        Affiliation   Unknown        80/04/01         lp 

BQQ4030026  Memorandum   of    understanding    between   NUC   t   FEI1A   re    prompt 
improvement    In   radiological    emergency    planning    t 
preparedness,  distributed   as    Board    notification 
QOSSICK.L  V        Office    of    the   Executive   Director    for    Ope-rationi 
SO/04/02        34pp 

B0041I0016  Responds    to   ASLIi   000320-21    prehearing    conPerenco    request    to 
eiamine   possibllily    of   making    available    in    WUfces-Oarra   area 
complete    sot    of   AEC   ti  NRC   repts    of    case*    decided    by 
Commission   Repts   mill    be    loaned    to  Osterhout   Free   Library 
CUTCHIH.  J  M        Hearing    Branch   3        BO/04/03        Spf 

--B004I10019  Submits    trip    root   re   800313-11   visit    to    Osterhoul   Free 
Library, Wilkes-Barrei  PA  Library   houses   Suaquehanna  LPDR 
documents    Library    does    not    loan   out    document*    to    patrons 
Documents    In    good    order    but    In   need    of   revamping 
LdQAN'F        Division    of   Rules   and   Records        BD/04/03        2pp 


QOO41SOOi7  Response    In   opposition    to  Environ  Coalition   an   Nuclear   Power 
800315  petition    for    review  of   ASLB    prahearinrj    rulings 
Requests    to    address   merits    if   appeal    ia    granted   Certificate 
of   8vc    encl 
CUTCHIN.J  M        Hearing    Branch   3        00/04/04         lipp 
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DOCKETED  ITEMS 


--7812110291     IE    Insp    Hepts    50-jS7//g-l 5    &    50-308/78-13    on    780S2I-Q921 
Nontompl  i-ance    noted    failure     to    qualify    welders    1    failure    to 
us*     specified    curing    '  amnound     for    snray     pond 

GrtLLd-R   fl         Region    1.     Philadelphia     Office    of     the    Director 
MCOAUCHV,  fi    W         Jiegion     1.     Philadelphia.     Reactor    Construction    & 
Engineering    Support    FH  anth          7£}/(O/17          I3pp 

ao(H0703  79   At*     receipt    of    6&U.227     I  tr     informing    NRC    of    steps    taten    to 
correct    violation*    noted     in     IF     Insp    Repts     50-387/79-36    i 
50-3BB/79-19 

CARLSON,  R    T         flegjon     1       Ph  i  lad*  1  pfi  ><a.     Reactor    Construction    !• 
Engineering    Support    Branch          E-3/03/O7          Ip 

— B0040703&2   Responds     to   NRC    3QC'1J3    Itr    le    violations    noted     in    IE     I  rise 
Flept*    5Q-3B7/7V-36    I,    SO-3a8/7<?-19   Corrective    actions    amended 
Bechtel    Field     IITSO    Hano-al     Procedure    G-3n  R*vl  lion    A   &   .held 
training    sessions     for    field    engineers    on    bolt    installation 
SA8DL.A   R         Pennsylvania    Pauei     I    Light    CD         BO/O3/27         &pa 

— 8004070305   F-Druards     IE    [nsp    Septs     50-3^7/79-34   &   5O-3BB/7-J-1 7   on 
791029-1102    I,     notice    of    violation 

CARL5CN.H    T         Region     I.     Ph  i  ladel  phia^     Reactor    Construct  I  on   ft 
Engineering    Support    Branch         SO/O1 X33         2pp 

— gOO4O70391    Notice    of    viofatlon    fron    Insp    on    791029-1102 

*       Region     I.     Philadelphia,     Office    of     the    Dircc  tor         BO/01 /I  I          2pp 

—  BOO-1070396    IE    Insp    Repts    30-3fl7/79-3(i   S    SO-3BB/79-19    on    791029-1103 
None omp I  lance    noted     failure     to    provide    adequate    design 
review   resulting     in    noncotif  -orming     I  nsta  1  latien    t.    failure    to 
follow    procedure    for    lagging    eionconforml  ng     item* 
PACIUNO.W    J         Rejlon     I.     Philadelphia,     Office    of    the    Director 
EONETER.E    D         Region    1.     Philadelphia,     Reactor    Construction    It 
Engineering    Support    Branch          8O/01/1I          ip  p 


80041B016"?   Forwards    IF.   Circular    BO-07.     "Problems    U/HPC  I    Turbino    Oil 
3y  »    "  No   written   response    required 

OH  I£S,  B   »f         Region    1,     Philadelphia.     Office    of    the    Directpr 
80/04/03         Ip 

6004110069   Forwards    IE    Bulletin    90-07.     '  HWR   Jet    Pump    Assembly    Failur»    " 
No    written    response    renuiPed 

CRIER, B   H         Region    1.     Philadelphia,     Office    of    the    Director 
BO/04 /04         Ip 

3004230131    Forwards     IE   flu!  I  etui    79-03A,     "Longitudinal    Held    Defects    in 
ASI1E    BA-312,  Type    304    Stainless    Steel    Pipe    '•    Action    required 
GFUER,D   H         Degion    1.     Philadelphia,     Office    of    the   Director 
BO/O'J/04         Ip 

8004 180270   Foiuarits    IE    QulleLin   BO-OB,     "E.ara   of   Containment    Liner 
Pi-He  ti  at  ion    Melds    "   Nritten    response    required 
CfUER,  B   H         (legion    1.     Philadelphia,     Office    of    the    Director 
80/04/07         Ip 


S     Rsportah le 


LEFIs  t-   related    correspondence 


8004080516   Final    deficiency    repl    re    hyoTamotor   actuator    springs 
Affe-cted    dampei  s    have    been    identified    t    being    controlled 
Actuators    will    either    be    replaced    or    tested    to    establish 
ad  snuacij 

»         Pennsylvania   Pouer    (.   Light    Co         80/03/28         3pp 


—  00040809^1    Informs  NRC   of   notification    to    13  purchasers    of   NH  model 
milllampere    hgdramotor    actuators   /tctuatora   have   been 
discovered    to    be   iftg    from    incorrect   mat! 

FDJIMELLA,  fl    L         ITT   General    Controls,     Division    of    IntI       Tel       &   Tel 
Corp         79/13/07         4pp 


G004O904O2   Advises    that    3E    Bulletin    00-O5,      "Vacuum   Condition   Resu-lting 
in    Damape    to    Chemical     Uo  1    Control     Stj  s     (CVCS)    Holdup    Tarts.,  - 
U2S    inc  urrec  tl  <J    sent    tot    action   Mo   response    required 
CSnER.B    II         Region    1,     Philadelphia.     Gffice    of    the    Director 
6O/O3/I7         Ip 

8004100094    Acft     receipt    oF   800229    Itr    informing    MRC    of    »teps    taken     bo 
correct    violations    doted     in     IE     Insp    Itepts    50-397/79-31    & 
50-399/77-16 

CARLSON.  R    F         Region     1,     Philadelphia,     Reactor    Constrifc  titm    !• 
Engineering    Bujiport    Drancli          00/03YI7          Ip 

—8004100098   Responds    to    HUG    600!  1 8    Itr    r«    violations    noted     in.    IE    Insp 
Oepta    50-387/77-31    &    50-3BB/79-1A    Corrective    actlom    revised 
Tech   Specs    re    correct    uolder    qualification   procedure    !c 
quenching    method    for    N2   noiile   nods 

R         Pennsylvania    Power    t   Light   Co         HO/O2/S9         3pp 


— B004IOOI03    Forward*    IE    Irvsp    Repts    5O-3B7/7?-3l    t    50-3BB/79-I4    on 
79O91O-1O09  *   notice    of    violation 

CARLSON. R    T         Reoion    1.     Phi  UrfelpM  a,     Reactor    Construction    <« 
Engineering-    Support   Branch          HO/O1/IO         Ip 

— 8004100106  Notice    of   violation    from   insp    on    790910-1005 

*      R  us  ion    1,    Phi  ladelphidi    Office    of    the   Director        BO /O  I/O1?        2ff 

—0004100111     IE    ln»p    flfrpts    SO-3S7/7¥-31    &    50-389/79-16,   on    770910-1005 
Noncompliance    noted     failure    to    revjetu   SRSE    1-13,  Rnvtt  ion   2 
It   t-o    provide    documented    instruction    to    control    completion 
ra    uater   quenching    of  as  I d    VRR-B3I -2-FW-13M 

MCOrtUOHi'-R  W        Region    I,    Philadelphia.    Reactor   Construction   & 
Engineering    Support    Branch         HIOCINS.J    C    .     GALLQ. R    M         Region    1. 
Philadelphia.     OFfjfe    of    th*    Director         80/01/09         12pp 

lOOrllSOE-JS  Forujards    IF    Info  Notice   BO-12,     "  I  rfcstnujUBnt  Failure   Causes 
Owning   of   PORV  4   fllocl    Valve    "    Wo   -specific    action    or 
response    necessary 

ORIEH.B   H         Region     1.     P4i  I  lade  lflh  i  a,     Office    of    th»    Director 
BO/03/31         Ip 

JO04O90077  Forwards    IE  Circular   80-03,     "Emergency   Diesel    Generator 
LubritaClno   Oil    Addition  1   Onsite   Supply    "   Mo   written 
response   required 

CRIER, 0  H        Re j i on    i,    Philadelphia,    Office    of    the    Director 
BO/04/01         Ip 

B004I10504  Forwards    IE    Info  Wotiee  BO-13.     "GE   Type   SBtt  Control    Switches 
Defective   CAH  Followers    "  No    written   response    rBquiTsd 
OBIER.  B   H        Btjion    1,     Philadelphia,     DFfito    of    th«    DlrnCtor 

so/04/oa      ip 

8004240341    Forwards    IE    IrtFo  Notice   BO-14,    "Safety    Suggestions    From 
Eeiplocjees    "  No    actlati    requlr-«d 

CRIER.B   H        Region    1.    Philadelphia.    Office    of    thu   Dir.ttor 
BO/04/03         Ip 


BOO 40 a C3 43    Interim  deficiency    rept   re    defective   cast    carbon    steel    suing 
check    valves    mfg    by   Pacific    Valve, Inc    Final    rept   will    be 
foruarileil    durma  June    1990 
CURTIS,  N   II         Pennsylvania    Pouer    t,   Light    Co         80/03/31         2pp 

900429039A  Forwards    Final    deficiency   rept   re  Culter  Hammer  E-30 
pushbutton   sticking    problem  t   d is  lodgement   of  Switch 
CH   E-30AQ    from    contact    bloc):    Condltionl    of   Amphenol    female 
connectors    not    reportabl?   under    10CFR50  Rationale    encl 
CURTIS.N   M         Pennsylvania    Poucr    &   Light    Co        BO/04/1B         3pp 

— 8004290397  Final    deficiency    rcpt   re  Cutler   Hammer   E-30   pushbutton 
3  tic  tins    problem   !,   d  I  s  1  odg  ement    oP    Switch    CH   E-30  AD    from 
contact    block   Sticking    pushbutton   corrected   by    scraping 
edge    Lacking    devices    for    CH   E-30    suitche*    retightened 
i      Pennsylvania  Pouiur  !.   Uight   Co        SO/04/13       3pp 

KO043OO374  Forwards    Final    defitiency   rept   re  Cutler-Hammer   E-30 
pushbutton    switches 
CURTIS,  (I  W         Pennsylvania    pouier    t>   Light   Co         00/04/1B         2pp 

— O004300303  Final    deficiency    rept   re   Cutler-Hammer   E-30  pushbutton 
twitches    Sticking    of    pushbutton   occurs   on   two-button 
modules   Dis lodgement    of    operating   module  apparently    cauied 
by    mechanical    locking    ring    not   neing    tightly    locked 

*  Penmvlvanla  Power  I,  Light   Co        HO/04/10        4pp 

T      Hearing    transcripts   on  non-antitrust  matter* 

B0010200B7  Transcript  of   000320  prehoaring    confer. nee    in  HI  1 ke*-8arre, 
PA   Pp    379-&4S 

DECHDEFEfl.C  E        Atomic    Safety  and  Licensing   Board   Panel        QO/03/20 
272PP 

B004190233   Transcript    oF    90O33O   prehoannj    conference    P   37S   only 
«     Atomic   Safety   and  Licensing   Board   Panel        QO/03/2O        Ip 

— 3004130239   Transcript   of   900330   prehearing    confBrence    P    1    only 

*  Atomic    Safety  and   Licensing    Hoard   Panel        BO/03/21         Ip 

B001020146  Transcript    of   8Q03P1    prehearing    lonferance    in  Mi  Ues-Barre, 
PA   Pp    646-737 

DECHHQEFEfl.  C   E        Atomic   Safety   and   Licensing   Hoard   Panel        90/03/31 
IHpp 


U      Congressional/Eiecutivc  C-orrespondence 


BOO-IOB0212  Responds    lo  J  Ulma  request   for    status   of    facility    licensing 
Licensing    process   delayed   due    to    pnst-TMI    effortc    to 
upgrade    safety    requirements   WIC    m   evaluating   available 
resources    to   re-establish   applicant   review  schedule* 
DIRCKS.W  J        Office   of    the   Eiecutive  Director   far   Operation* 
BO/ 03/06       3pp 
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— B004OS031B  Forwards    Itr    re  J  Ulman    request    for    status    of    facilltg 
1  Icenslng 
HCDADE.  J   M         HOUSE    of    Rep         BO/02/O7         2pp 


— 8O042I0349    "Assessment    of    Thermal    Elfpils    from   flrunner    Island    Bteam 
Electric    Station    Based    on    Neuly    Deri/ed    Mai    UeeUy    Average 
Temps     " 
»      EQ    t.    G,      Inc         79/G5/J1         33pp 


DOCKET   90-388   SUSQUEHANNA   STEAM   ELECTRIC    STATION.     UNIT   2 

A      App 1 icatlon/cnnstruc t ion   stage    documents   I   correspond once 


— 8004210355    "Ecological    Study    of    Effects    of    Iti  unner    Island    Steam 
Electric    Station    Cooling    Water     Intalei    " 
JOHNS Dt J,  T    D    .    PHOENIX, DR         Roy    F      Ueiton,  Inc         77/il/lB         78pp 


0004010031   Advises    of    issuance   of   NUREQ-OSSB.     " Interim  Staff   Position 
an  Environ   Qualification    of   Safety-Related   Electrical 
Equipment,"    providing    guidance    re    methods    for    compliance 
ROSSi D   F         Division    of    Project    Management         BO/02/03         7pp 

8004040017   Submits    addl    guidance     to   PJUREG-09BH,     "Interim    Staff    Position 
an   Environ   Qualification    of   Safety-Related   Electrical 
Equipment    "    Requests   revieui   of    equipment   qualification 
documentation    to    Identify    degree    of    compliance 
ROSS, Q  F        Division   of    Project    Management        BO/O2/21         3pp 

8Q0402046i  Notification    of   900326  J,  37  meeting    in/representatives    from. 
Mark    II    owners    group    in   San   Jose.CA    to    discuss    Hark    II 
Create   Test   Program.4T   c/o    tests    t   Foreign    tests 
ELTAHILA.F         Containment    Systems    Branch         SO/03/10         12pp 


— 80043IO358    "Biological    Sur^y    of    Susquehanne    Ffivi 
Haven. PA     1978   Terminal    Rapt 
WURTZ.  C    a         Charles    li      Uurti          79/06/29         33pp 


In    Vicinity    of    Vork 


— 0004210366    " Ichthyof aunnl    ^    Creel    Census/Fishing    Pressure    Survey*    in 
Vicinity    of    Brunner    tiland    Stpam   Electric    Station    " 
DENOMCOUflTjR   F         H    F      Dei.cncourt         /B/05/31          Ifilpp 

{3001280493    Comments    on    NUHEG-0564,  App    B    re    archae  I  og  ica  1     survey    of   Pond 
Hill    Re-Eervoii     location   Plan    is    preliminary    rept    containing 
no    factual     info    re    prehistniii    matl     that    might    be    found 
60LENBERGER,  R         Bloomsbeig    State    College         BO/04/17         3pp 

D      HRC   Draft/Final   Environmental    Statements,     suppls   i  correspondence 


0004030132  Notification    of   000324-27  meeting   in/Mark    II    ounvrt    group. 
NRC    consultants    t,  OE    in   San   Jote>CA    to    discuss    Hark    II 
Crear*    test    program,  4T  C/O  &   foreign    te<sts    Topic*   are 
proprietary   Agenda   enc] 
ELTAUILA.F        Containment   So it ems    Branch        SD/03/10        12pp 


800432007?  Forwards    draft    supp    to    Mar    1980  DES   U/o    enc  I 

BELLS, D    E         Environmental    Projects    Branch    2         80/O3/31         flpp 


F      Security,     medical,     emergency    d    fire    protection    plant 


B004080654  Foruardi   sumfnaru    of   S0022B   nesting    u/util    «•*    plant-unique 
containment    program 
PARR-0  D        Light   Hater   Reactor*    Branch    3        BO/O3/14         Ip 

--9004000660  Summary    of    BOOSS3  meetino   u/util    BUL, KHU. HFK.  SHI    Intl, 
B»thtf],NUfi  Corp   b  CNSNS   to   diicun   plant-unique   containment 
program  List    of  attendee;   &  agenda    end 
ELTAUILAiF        Containment  Systems   Branch        QO/03/O7        ISpp 

6004040474  Summary    of   000337  meeting   u/Mart    II    ouners    group    re   status 
of    several    lang-trrm   progrAm   taiksj including    Tasks  A    17  fc 
A    16  &   task    related    to    utiliiatlon   of    foreign    teit   data. 
ELTAHILA.  F        Contalnmtnt   Sustems    Branch        8O/03/1B        1O4PP 

8004310410  Requaiti    addl    info   re    reactor    iyt    to    continue    revteu  of 
application    for   PL 
PARR. 0  D       Light  W.tur    Reactors    Branch   3        80/03/81         16pp 

a0041004S4  Responds    to  000313  request    for    approval    to    use    ABrlE  Code 
C***t   N~334  t<  (J-S39   during   presarvice    examination    of    reactor 
presture  vessel    Code    cases   acceptable 
PARR.O  1)        Light  Uattr    Reactors    Branch   3        BO/03/27.       2pp 


SO04O90O77    Advises    that    submittal     date    foT    evacuation    time    estimates' 
requested    by    HUC   791Z26    1  tr, hat    been   postponed    pending    OA0 
clearance    under   Fedeial    ftept>    Act 
CRIMES. B    K         Emergency    Preparedness    Ta*V    Force         GO/OS/I  1          4pp 


0       Adjudicator!;    correspondence 


BO04OS017S   Requests    to   make    limited    appearance    statement      at  £-00320 
hearing 
ENDRIZH.D        Affiliation  Unknown        30/02/27        Ip 

SO04IOOS71    Notifies    that   NRC    Utued    draft    iuppl    to    DEB   on   S0033I    Suppl 
t,   DES    labelled    WUREO-OS64    HES    issued    ti    served    on   ASUB    t,   all 
partiot    in   June    1979  Dtaft    suppI    has   been   served    on  all 
parsons    on    ivc    list  E-iceptlotis    lilted 

.  JH         Hearing    Branch    3         80/03/03         Ip 


OO040BOS71    Requests    to   make    limited    appearance    statement    on   behalf   of 
Taipayera   Aisaclatlon    ot  Laclauanna   County    at    licensing. 
hearing*    Evening    01     ueolmnd    <sessiont    shonlri    hv    held    for 
c  it  lien    participation 
SCHUMACHER,  K         Affiliation    Unknown         BO/03/07         Ip 


8004140332  Confirms  NHC   80041 1    meeting    u/utll    &   AWL  re    operational 
biological    monitoring    programs   &  ETS   Propofed    agenda    end 
CURTIS. N  M        Pennsylvania   Pauer    h  Ltght   Co        80/04/07        2pp 


SO 040 BO 194    Requests    to   make    limited    appearance    statement    at    licensing 
hearings 
HEMMENDINQER.  R         Affiliation    UnJnoun         80/03/10         Epp 


S00414036B  Commonti    on   archaeology    project   at    ilta  Quotation    for   survay 
uork    is    eicesfllve  Requests    ituii(|    to    define    satisfactory 
Phase    I    study    of   area 
KENT.B  C        Pennsulvanla.    State    of        BO/04/OS         Ip 

8004300044  Bummiry    of   800326-27  meetings  u/H*rt    II    owners    group    in  San 
JostiCA  re    dl*cusslon    of   NRC    concertiv   on   data    from  Creare 
tests   It   foreign    full-scale    test    programs   &  relationships    ix/ 
Hart    II    designs 
ELTAUILA.F        Containment   Systems    Branch        00/04/14        SSpp 

8004310333  Forward*   Busquahanna   River    data    In   responM    to    NHC  SCO 4 07 
nquest 
BKINNER.H  F        Pennsylvania   Pouir    It  Light  Co        SO/04/ 13         Ip 

—8004310340   "Demonstration    for  Brunner    Island    Stoam  Electric    Station 
Unit*    l-3.Vol»    1    (,   3   " 
*      EO  1  Oi     Itie        77/05/19        200pp 

— 8004210344   "potential    Effect!    of    Brunn*r    Island    Btean  Electric   Station 
on  Future  Migrations    of   American   Shad    In  fiu«qu*hanna   Riv«r, " 
»      EO  fc  0,     Int        77/08/13       B3pp 


— B0042 10347   "Probabilities    of   Normal    h  Uorst  Case   Condition*    in 

8u*quehanna   River    during    Critical   Period!    for    Mu«ktllung» 
Bpaunlng   t  Smallnouth    Ba*»  Egg    Survival   &  Development    " 
»      EO  fc  0,     Ine        77/09/13        Upp 
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G4jOo<j?:i    F,eve  =  t,     n-.-iM     all  on    01     1  1 
heai  11135     mi      f-Kiii''     ,    i-.-4U,=t  =     •» 

rufc  f    1  irol  ted 

appe«iian 

stsle.nonl 

DE1PICH.  p    F           f,'  i  i  1  i-,i  i   ,n    ii"'  i  CL.II 

>iO    <"-1.  10          lp 

.04^0015    Fi^ue,.-     ,,cl,fb-:i.|*,,    o.     t, 

(HP    ',     location 

,    of    lice 

tieal  1  rigs     tr  i      f  ,,,.  i  1  i  T  i  »  ,    r<e  ,i  p-.  t  ,     to 

ni  1  1.  c     limited 

appenraii 

80/03/13         lp 


-H004300&74   Fteque^Ls    to    -ulE     limited    appear  an' e    statement    at    6Q032Q 
licensing    hearing    in   Hi  Uei-Bar  i  e.  F'A 
ELLIOTT,  CP         Affiliation    UnUloun         BG/03/1/         lp 


hearings     for     i at  I ! 1 1 

statements  Portion  j 
on  even  i  ng  5  OT<  west  «i 
fALLGN.  P  ftf  t  i  liaH 


location    of     licensing 
1  i  ml  ted    appoaranc e 
at hodu  led    on 

*         lp 


CFIAY.F1    F         rtf  fill  all 


PO'03/  10 


'icn    01     time    *     location    of     licensing 
Vj*-9i.s     to    ni^^e    Limited    appearance 
•ig-s     should    be    5i-heduled     for 

icnn         «3'u'!'lO          lp 


-8004300ij39   tipr«ssei    Lsntsrn    fhit    util     is    attemptins     to    I  unit 
partic  i  p,3t  ion    at     intsr^snaT,     <d.    upcoming     licensing    hearings 
Affiliation    Unhno-wn         dO/OJ/10          lp 


-8004300042  F, presses  erjurprn  tt>at  util  15  attempting  to  limit 
jjji  1 1  c  i  pat  l  on  of  intti  ^isriDr  i  at  jpr-oming  licensing  hearings 
DUBIHil*  J  Afti  liaiiun  Uniiiouin  SO/0,1/29  lp 

-8004300046  Eipresses  tincprn  th.nt  u'll  is  attempting  to  limit 
participation  ot  itilei  venoi  5  it  upcoming  licensing  hearings 
DERAYMQND,  J  5  MUliatioii  Unlnouin  90/03/10  lp 

-900430005-1    Request-a    m.iting     limited    appearance    statement    concerning 
three   motioyis    on    agenda    of    i\B,LS    hearings    in    Ul  I  te  j-Darre,  PA 
BUTCHKD.P    ft          Af  f  tl  i  ilion    Untnou-n         QO/03V12          lp 


— B0043000HO   dpi  esses    iuiicet 

SALIKAN,  L         FrionJs    ot    the    fcarth         tiO/OJ/  1'J         ip 


CSLC    consideration    of    Utll    ( 

licensing    pi oceedl ngs    Full 
iittempt^     to    deny    public    due 


— 80O43000B3   [(equests    to   ."sle     limited    appeal  ance    statement    at    facility 
lice.isiTig    healing;    If    no'  i  F  l  cat  i  on    of    time    '-    location    of 
meeting    Time    foi     jtalentnt=    should    be    made    available    on 

SAULIl'i.  H   A         Affiliation   Unhnojn         uO/OCi/10         lp 


--8004.IOOO&G 


rn  that  util  is  attempting  tn  limit 
nor?  at  upcoming  licensing  hearings 
HO/02/29  lp 


BOO'1020040    Response    to    A*il  B    S500^22   pteheaiing    conference    memorandum   * 
order    Alluges    Teitiictivfe    I     biased    agenda    Urges    diECuaaion 
of    onsibe    insp    advisability    >•    leconsidetation    of    denied 
contentions    W/Cer-t  i  f  I  rate    of    &v  c 
MULLIGAN:  T   J         Cituens    Against    fJucle.ir    nanntrs         QO/O3/12         4pp 

B004080M3   Rssponat-    to    rt^L  It   G(jO?2,<    order    setting    oral    argument    ie 
applicant  motions    to    fnohibtt    Susnueh.inha   Environ   Advocates 
>'    Environ   Coalition    on   Nucleai     Pouer    flora    litigation    of 
uontant;  ions   Urges    to    cnnrel     ai  gument    IJ/Cert  tf  icate    of    Svc 
JDNKSfUD.J   H         EnvironneTital    Coalition    on    Nuclear    Power         BO/03/lfl 


B004080697    Reiiuetl     for    cip«dited    cons  i  d  01  at  i  on    of    A8LH    actions    re 
dtscoverij    limits     i    OPC  I  s  i  on-inaV  ing    Urges     omission    of    util 
motions    to   restrict    i  ntei  veiiors    participation    in   B00320   oral 
argument    Requests    certification    Certificate    of    Svc    end 

H        Environmental    Coalition    nn   Nuclear    Power        QO/03/14 


-9004300057    Requests    no  1  1  f  ic-at  i  on    of     time    (j     location    of     licensing 
healings    for     facilities    *     to    maVe     limited    appearance 
siatement    Poition   of    hertringa    should    be    held     on    Evening)    or 


MERRILL.,  t> 


AFf  i  1  talluii 


H004230006  Petition    to    raise    specific    issues    at  900320   prehearihg 
conf  erente,  ri    Inleivenois'    raotiona    for    protectlvo    order    on 
Cantentlons    1    i   3  »/   status   as    fgll    pai  tii    In   proceeding 
SCHULTZ.G   R         Qucqueltanna   Environmental    Advocates         60/03/14         Spp 


-300430006!    Detests    to    male     limited    appearance     statement    at    facility 
licensing    hearings    ••    notification    of    line    t     location    of 
meeting     lime     foi     iLattieni-3     shiuld    tie    inadc    avnslable    on 

KRSirfUAi  E    J         Mf  ilia'  ion    UnVnou,n         RO/03/ 1 1  lp 

-B00>13000fi3   Re^ue>t5    t*    make    limited    appearance     statc-ment    at    facility 
licensing    h«^T  ings    '.   no*- 1  11  ',at  i  on    of    timo    1f    location    of 
meeting    Hearings    shaijld    be    held    on    evenings    or    uiee-kends 
SMITH,  I)         C\f  ,  i  L  iat  l  on    Unt  noun         BO/ 03/31          lp 

B00430006fa  nenupsta    to   make    limited    appearance    statement   at    facility 
licensing    fiearingi    V    notification    ot    time    t,     location    of 
meeting    Time    sdoulo    t"   mails'   available    on    evenings    or 

MACHAK£H,G    C         At  r  l  L  lol  l«n    Unlni 


90/03/10 


lp 


800430000?  Expresses 
participation  of  i 
UIGGINS.RM  Affi) 


that    util     is   attempting    to    limit 
1  -,    s\.    upcoming     licensing    hearing* 


QOO'lOBO  1  56    Roquosts    to    make    limited    app  envanco    ttatomanl    at     llconslng 
hear  Ing 
IIURNS.D         Affiliation   Un  Known         BO/OS/  15         lp 


Requests    to   muVo    limiteo   appearance   statement    at    licensing 
hearing 
GEIQER.O         Affiliation   UnVnoum         BQ/03/15         2p|i 

900'llBOI3i   Responds    to    B00214     Itr    to   Gllinskij    ra    coniern    about 
troatment   of    public    pnrtic  i  panti  Fnvii  on    Coalitipn   on  Nucloar 
Power   fc    (JireetoriJ  Johnsiud    in    licence    proceeding    NRC 
regulations    does    not    permit    views    of  P-th  e-rscord 

FlTZOEfl/lLD,  J   ft        Office    of    the   Eiecutwe    Legal    Director        QO/03/30 
2pp 

B0010B06G&  ilemoratnlum  re  ftSLG   B00320-21    prehoaring    denUl    nf   applicants 
motions    against    Cnvlion   Coalition   an   Nuclear  Power   & 
Su  s  quell  anna    Environ  Advocates   Delineates    areas    in  uhich 
intervenors    should    supplement   ansuiei  s    to    intorroflatarios 
PARlSiO   H  .    DECHHOEFER.C        Atomic   SaPetu;   and   Liiensloo    Board   Pansl 
80/03/27       6pp 


Of.1*  Requ-ebl;    to   m  l  v    1  imi  led    appearance    statement    In   favor    of 
util    (nations    at    BQ0320   ASLI)    hearings    in   Wi  1  leos-Barrej  PA 
MURRAY.  F         'icronton       (jn  I .       or         80/O3/12         lp 

•B004300070   RenueEt^    to    me  I e    limited    appearance    statement    at    ABLE   800320 
preli  taring    tonfeience    in   Hi  lines-dan  e.  PA 
rwnMBRnu   t-         *.**.<  i     -' -on    UiiVnoun         GO/03/ia         lp 


f      of  Citiiens   Lobby,  to   ,-nako    I  imi  tad 
U320    licensing    hearing    in   HlH-es- 


80/Oa/l  1 


H0043S0032   Submits    comments    ro    NRC    in    post-THI    period    (.    licensing 
situation  at    facilities   Recommends    suspension   of  CP    until 
Independent   auditors    atioss    need    for    poujer   'x  alternativet 
PER«IN3,  J  L        Affiliation  Wnknoiun        30/03/27        3pp 

0004180249  RenuBsts    to   make    limited    appearance    statemont   at    licensing 
h earing 
SHELLVi  F  L        Aff i  1  iatlon  Unknown        GO/03/31        lp 

6001100331    ffcq.uaits    to   make    limited   appoarance   statemant   at    liCBnBing 
jirehoar  ino 
LAW30N.L       Affiliation  Unknown        SO/04/O1         lp 


DOCKETED  ITEMS 


233 


8004030026   Memorandum    of    understand  ing    between    NHC    t   FEMA    re    prompt 
improvement     in    radiological    emergency    planning    & 
preparedness,  d i! tr i buted    as    Board    notification 

GOSSICKiL    V         Office    of    the    Eie-cutive    Director     far    Operations 
80/04/02         34pp 


BO04040108    Advi it 
to    misuse     inter 

i  ti  t  er  ve  Thor  £    st    upcrming     licens 
Protests     ut i I     effort? 
KULICH.  0    J         f\>t  illation    iJnUio 


did     '-     info    groups    show    util    attempting 
59     to     limit    participation    of 
sing    hear  1119    fa'     facility 


B00411001i>   Responds    to    A5LB    900320-31     prehearing    tonforence 
eiamine    possibility    of    mailing   available    in   Hi  1  Itoa-Bsrre    a 
complete    set    of    f<EC    &•   NRC    repts     of    cases    decided    bg 
Commission    Repts    will    be     loaned     to    Dsterhout    Free    Library 
CUTCHIN-J  M        Hearing    Branch   3        BO/04/03        2pp 


equest    to 


80Q404Q22fa    Advises    that 


intervenor-i    at    upcoming     lic 
Protests     util     efforts 
FASCIO.P          Affiliation    Unkn 


',     itit-o    groups    shocj    util     attempting 
to     limit    cart  It  i  pati on    of 
g    heal  ing     1 01     fac  1 1 1  tg 


--B004U0019    Submits    trip    i-ept    re    000313-14    visit    to    Dsterhout   Free 
LIbraryi  Hi l^os-Harre, Prt   Library    houses   Suiquehanna   UPDR 
documents    Library    does    not    loan    out    documents    to   patrons 
Documents    In    good    ardor    but    in   need    of   revamping 
LOO  AN  i  F         Division    of    [fulas    and    Records         8O/04/Q3         2pp 


8OO4Q40353    Expresses    concern    about     prospect    of    plant    in    Berwick     art 
Nuclear     p-ouier     is     impractical     '     dangerous    Future    generations 
mill    tie     unfairly    saddled    ui/r  sspons  ih  1 1 1  tij    of    our    energy 
consump  t  i  on 
NELSON, K    J         Affiliation    Unlooiun         BO/O3/I5         lp 


9004150069   Response    In    opposition     to    Environ    Coalition    on    Nuclear    Pnu 
800313   petition    for    review    of    ASLB    prehearing    rulings 
Requests     to    addreas    merit*     if    appeal     is    granted    Certificate 
of   Sue    end 
COTCHIN.  J  M        Hearing    Branch    3        00/04/04         llpp 

6004330111    Second    prehoaring    conference    order     denying    applicants' 
motions    to    restrict    Susquohanna    Environ    Advocatea    It    Environ 
Coalition    on   Nuclear   Power    participation   Citizens   Against 
Nuclear   Dangers    environ    contentions    limited    to    oiun    filing 
PARIS,  0   H    ,     BECHHQErFR,  C         Atomic    Safety    unit    Licensing    Board    Panel 
00/04/11         21pp 

80042S0246   Forwards   Univ    of   Heidelberg    revised    Translation    530' 
"Radiological    Assessment    of    Uyb  1    Nuclear    Pouter    Plant    " 
"Rewiew   of    Wyhl    Rept"    will    be    available    to    public     in    form 
of    NUREO   W/a    one  1 
CUTCHIN.J  M        Hearing    Branch    4        SO/04/21         lp 


H      General    correspondence 


Inspection    i  oports,      IT    Bulletins 


8004000065  Eipressos    concern    re    oicessive    number    of    interrogatories 
sent    to   J   Jatinsrud    as    intervenor    in    licensing    hearings 
Appears    that   NRC    is    trying    to    hinder    J  -Jnhnsrud 
ef fee tivenois   Certificate    of   Svc    enc  1 
WARHEN.W  0        Affiliation   Unknoum        00/02/14        4pp 

8004040176  Advises    that    neuiG   media   t-    info    groups    shoui    util    attempting 
to  misuse    interrogatory    process    to    limit    participation    of 
intervenors    at    upcoming     licensing    hearing    for    facility 
Protests    util    efforts 
LEONrA        Affiliation   Unknown        BO/03/21?        lp 

80040701 35  Requests   notification    of    time   &    location    of    upcoming    hearing 
on   facility    licensing    Urges    scheduling    of    hearings    on 
weekends    or    evenings 
UIOOINS.R    M         Affiliation   Unknown         00/O2/29         2pp 


;S1S1102R7    Foru 
780021-0921     ' 
CARLSON,  F(     T 
Eng  ineBi  ing 


ids    1C    Insp    Repts    50-3H//7Q-1  5    ',    50-363/76-13    on 
notice    or    violation 

Rugion     1,     Philadelphia,     Peactor    Construction    f. 
uppoi  t    Bv-inch          7B/10/17         2pp 


—  7812110239   Notice    of    violation    fro 
•       Region     1        Philadelphia,     Office 


on    7BOB21-0921 
he    Director         70/10/37 


2pp 


--7S12110391     IE     Insp    Flepts    SO-3B7/7S-15    '•    50-3QS/70-13   on    700B21-0921 
tjnnconp  1  lance    noted     failure    to    qualify    iiiolders    4    failure    to 
uae    specified    curing    compound    -for    spray    pond 
GALLO.f*    I!         Region     1,     Philadelphia,     Office    of    the    Director 
MCOAUGHfxR    U         Region    1,     Philadelphia.     Reactor    Construction    fr 
Engineering     Support    Hiancn          7B/10/I/         I3pp 

8004070379    Acl-     receipt    of    800227    Itr    infoiming    NRC    of    ateps    taken    to 
correct    violations    noted     i  n     IT    Insp    Repts    50-3B7/7'!-36   t 
50-3BB/79-1? 

CARUSOtJi  R     T         Region    li     Philadelphia,     Reactor    Construction    tt 
Engineering    Support    Hranch         UO/O3/O7         lp 

— B00407036S   Responds    to    NUC    SO0123    I'.r    re    violations    noted     In     IE    Insp 
Repts    SO-387/7'J-"Jti    t     50-3E3H/7V-I9   Corroctive    actions    amended 
Dochtel     Field    Insp    Manual    Procedure    G-G.Revjsion   6   '/    held 
training     sessioni    fai     field     cngineoic    on    bolt    ini  tal  lat  i  on 
SABOL.  A    R          Pennsul.ania    Power     ',    Light    Co         80/03/37         Spp 

--QOO"07O3B5    Forwards     IF    Insp    FJepts    30-3B///9-36   *-    50-3BB/79-1  <?    on 
791029-1  10^'    '•   notice    of    violation 

CARlSONjfl    T         Region     I,     Philadelphia,     Reactor    Construction    & 
Engineering     Suflpolt    Branch          EiO/Ol/33         2pp 


-BOO4070a91     Notice    of    violation    from    insp    on    791039-1102 

*      Region     1,     Philadelphia,     Office    of    the    Director         00/01/11 


3pp 


Q004070191    Requests    notification    of    time   &    location    of    upcoming    hearing 
on   facility    licensing    Urges    scheduling    of    hearings    on 
weekends    or    evenings 
RHEINHEIKER,  D         Affiliation   Unknown         00/02/29         Sop 

BQ040fl01i6  fiequHRt*    notification   of    time   &    location    of    upcoming    hearing 
on    facility    1 icenslng. scheduling    hearing    on   ueekenda    or 
evening   i-    limited   appearance    at    hearing 
HE8TNEDQE.  T,       Affiliation   Unknown        BO/03/03        2pp 


-Q00407039&    IE    Insp    Hepte    30-3£37/79-3fa  t   50-3BB/79-19  on  771029-1102 
Noncomp  1  lane e    noted     failure     to    provide    adequate    design 
rgviou    resulting    in   nnnconf 01  ming    installation  tt   failure    to 
follow    procedure    Far    tagging    nanconf arming     items 
PAOHNO,  R    J         Region    1.     Philadelphia,     Office    af    the    Director 
EflNETERfS   D         Region    1,     Philadelphia.     Reactor    Construction    &• 
engineering     Support    Hranch  ' 


8004070064   Advises    that    neus   media    '/    info    groups    show    util    attempting 
to   misuse    Interrogatory    process    to    limit   participation   of 
Intervenors    at    upcoming    licensing    hearing    for    facility 
Protests    util    efforts 
HHEINHEIMER.D        Affiliation   Unknown        BO/03/O3         lp 

B004070193  DequBsta    notification    of    time   S>    location    of    upcoming    hearing 
on    facility    licensing    Urges    schodulitig    of    hearings    on 
weekends    or    evenings   Requests    limited    appeal  ante    at    hearing 
BRISTOL,  M         Affiliation    Unknown         BO/03/04         3pp 

S0040901S4   Enpresaes    fear    for    potential    castastrophe    resulting    from 
con*t   of    faci 11 ty 
RODftCK.  M        Affiliation   Unknown        80/O3/O3        tp 


8004030334  Suggesti    util     is   attempting    to    limit    participation    of 
int>rv«nor*   at    open    licensing    hearing!   All    Interested 
parties    should    be   haard    NRC    ihouli)    be   auare    af    nituation 
CREE.R  E        Affiliation   Unknown        BO/O3/15        lp 
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--800410011  1     [£    Insp    fepts     5C-J37/79-31     *•    SO-3BB/79- Ifa   on    790910-1005 
IJDncamiilianie    noted     failure    to    review    SRBE    1-12,  Rt-vis  i  nn    3 
(•    to    provide    do<vm«nli>d     instruction    to    control    completion 
re    water    quenching    of    weld    VPR-B31  -2-FU-13M 

riCGiAU&HY.P,    H         Region     1.     Philadelphia.     Raactor    dortstrut  tion    i 
Engineering    Suppc-it    brancn          HIQClNb.J    C    ,     CALLQ.fl    M         Ragion     I, 
Phi ladaJphia,     Office    of    the    Director          BQ/OI/Q9          I2pp 


T      Hearing     transcripts    on   non-antitrust   matters 


BOQ4020CJB7    Transcript    of    80O32O   prehoanng    conference    in   Hlllios-Harre. 
PA    Pp    375-.M5 

BECHOFFER.C   E         Atomic    Safety    and    licensing    Hoard    Panel         90/03/20 
272pp 


95   Forwards     IF    Info   Notice    80-12.     " I niti ument    FaUtira    Causes 
Opening    01    PQRY  t    Block    Ua!-.-e    '     No    specific    action    or 
rasp  on  te    necessary 

GHtEB.B    H         Region    1,     Ph  i  lad  a  1  p-h  1 J,     Of  ice    of     the    Director 
30/03/31  ]p 

Q004OgCO97    Forward!     IE    Cirtulai     BQ-0&.      'Ennrgeiicu    Diesel    Generator 
Lubricating    Oil    Addition   '.,    Cnsite    Supply     '    No    urlttan 
response    required 

GRIER.B    H         Region    1.     Phi  I  ad  e  1  [>d  id.     Office    of     the    Director 
BO/0-1 /Ol          Ip 


300*180333    Transciipt    of    6DO3PO   prehoarlng    conference    P    375    only 
*      Atonic    Safety    and   Licensing    Hoard   Panel        80/03/20        la 


— DOD41SOS3B    Transcript    of    B00320    prehearlng    conferonce   P    t    only 
*      rttomle    Safetg     ant    licensing    Board    Panel         00/03/31          Ip 

G004Q20146   Transcript   of   600331    preparing    conference    in  Mi  1  Ices-Barre. 
PA   Pp    644.-7S7 

BECHHOEFen.C   E        Atomic   Safety   and    Liceniing   nnard   Panel        80/03/21 
114pp 


BO04IIO504    Foruaird!     IF    Info    Notice    BO-13.     "OE    Type    SDH   Control    Switches 
Defective    CAM   Follou,eis     "    No    unttan    response    renuired 
QRIEfl.B    H         Kegion    1,     Philadelphia,     Office    of     the    Director 
60/04/03          Ip 

800*340341    Forwards     IE    Info    Notice    BO-lfi.     "Baretij    Suggritinni    From 
Ennloijcas     "    Ma    action    lequired 

OniER-B    H         Region    1.     Philadelphia,     Office    at     the    Dimeter 
BO/04/02          Ip 

B0041B0189    Faruai-ds     IE   Circular    90-07,     "Problems    W/HPC I    Turbine   Oil 
Syi    "    No   written    reipon&e    rentin  ed 

ORlER.fl    H         Region    1,     Philadelphia,     Office    at     the    Director 
60/0-1/03          Ip 

0004110066  Forward*    IE   Bulletin   90-07,      'BUR    Jet   Pump   Aiiemblv    Failure    " 
No   luvltten    response    required 

DRIER. Q   H        fteglon    I,    Philadelphia,     Office   of    the   Director 
BO/04/O4          Ip 

B004230481    Fortiardi     IE   Bulletin    79-03A,     "Lon  jitud  inal    Weld    Dtfoeti     in 
ASME  S*-312i  Type    304   Scalnleit    Steel    Pipe    "•   Action   required 
ORIER, B    H         Region    1.     Philadelphia.     Office    of     the    Director 
BO/O4/O4          Ip 

80041BD27O   Foruardi     IE   Bui  latin    BO-OB,     "Eiant   of    Containment   Liner 
Penetration    Melds    "   Written   reiponie    reqoirad 
OflIER,B    II         Region    I,     Phi  Eaae  1  ph  la.     Office    of    the    Director 
BO/0-1 /O7          Ip 


U     CongrBiBlonal/Eiecutive   Correspondence 


6004  030212   Responds     to   J   Ulna    request    for    status    of    facility    Hunting 
Licensing    procesi    rfclaged    due    to    post-THI    efforts    to 
upgrade    tafetu    rBtjulremants    N"C     ii    evaluating    available 
reiource*    to    re-ettablfsh    applicant    review    schedule* 
DlftCKS.M   J        Office    of    the   Eiecutive    Director    for   Operation!. 
60/03/06         3op 


Fortuardi     Iti-   re    J   Ulman    request    for    itatui    of    faellltg 
1  1  cent  ing 
KCD/lDE.  J  H       Home   of  Rep        BO/02/07       2pp 


DOCKET   30-399   BT      LWCIE   PLANT,     UNIT   3 

A     Ap  p  1  Icat  I  Dn/conitruc  1  1  on    stage    documents   It   corretpondence 

S00404Q031    Advises    of    issuance    of   WlfflEQ-OSBS,     "Interim  Staff   Poiition 
on    Environ   Qualification  of  Baf  etij-Relatud   Elactrical 
Equipment,"   providing    guidance  re   methods    for   compliance 
HOBB.D  F        Division    of   Project  Management        BO/02/05       7pp 


Forwards    general    info   section   of   application    for   OL 
UHRlOiR   E        Florida   Power    (.  Light   Co        80/03/24        Ip 

—  a0042Z02*l3  General     Info   iBction   of    application    for   DL 

UHRIO.  R    E        FUrirfa  Power  t<  Light   Co        BO/03/31        lOpp 


8      fie/portable    occuirrncet,     LEfl-t    it    related 


rretpondence 


BD04OSO516  Final    d-eficlencu    rept    re    hudramotor   actuator    spring* 
ATfetted    dampen    have    -been    identified    fr    being    controlled 
Actuator*   wi  1  1    either   ti  p   leplJiced    or    tested    to    establish 
idaquaci} 

U        Pennsolvania   Potuir    b   Light,   Co        SO/O3/2D        2pp 


--S0010B0531    Informi    NaC    of   notification    to    13   purchaiars    of   NH  morftl 
mi  1  1  tampera    hydramolor    actuator*   Actuators    have    betn 
d  1  •»  c  over  e  rf    to    be    mfg    from    nicorrect    matl 

FORMELLA.R    L         ITT   Ooneral    ConLroli,     Division    of    Intl       Tel       (.   T»l 
Corp          7<7/l2/O7         4pp 


B004Z5003B    Re^ueits    technical    baili,  analijsli   t    experimental    data   re    ut« 
of   Ameron    UUKE«  7 SO   caull    at   *ip«nilnn   joint    filler    Iniida 
containm*nt    Info   ihould   be.   provided    bij   HQOS30  or  NRG   ihauld 
be    Informed    in   leven   days    If   unable    to  meet    schedule 
DAER.R  L        Light  Mater   Reactors   Branch    3       QO/04/10        2pp 

B0042H0269  Respondi    to  NF1C  HOO'110   Itr   requesting    that    Info    re   uie   of 
NUKEM  7SO    te   provided    bij  800530  Technical    ba*li   for   un    of 
NUKEH   750    at    qualified    caulk    reunited    from   Ameron    Info   Ulll 
not    be  available   by    Q00530  Submlttal    eipectad   B00730 
UHRIO,  R   E         Florida    Power    &   Light    Co         60/04/22         Ip. 

C      Utility   Environmental    Report    (ER),    amends   &  correipondence 


0004080363    Interim  ileftclencn    rejit    re    defection    cait   carbon   itfltl    *ulng 
cfieck    valves    rafg    tij    Pacific   Valve,  Iiic    Final    rept  will    bf 
foruarded    during    June    19  BO 
CURTIS,  H   U         Pennsylvania    Power    t   Light    Co         BO/03/31          2pp 


Forwards    fine]    deflclencij    r»pt    r*  Culter    Hammer    E-30 
pushbutton    iticlrinj    problem  1    d  I  tl  odg«jnent   of  Buitch 
CH  E-30AB    from  contact   block   Conditions    of   AnphetiDl    female 
conrincton    not   repoi-taB  I  e    under    IOCFR3O  Rationale    *ncl. 
SURT1S.H  W        Penimjlwanja    Pouier   t.  Light    Co        90/04/19        3pp. 

-00042^0399  Final    deflcleaicu    rept    re   Cutler   H*mmnr    E-3O  pushbutton 

•  titkinj    jirobltm  V   di*  1  otfgfment    of   Buitcft    CH  E-GOAB   from 
contact   aloe  I:   atictlnn    pushbutton   correcttil    bu    scraplno 
edge    Locking   devices    for    CH  E-30   luitchei    r*tlght>neil 

«      Penniijlvanla   Pouiei    S    Light   Co        aO>/O4/lS        3pp 

B004300374  Foru^rds    final    defir|»ntu    rept    re  CuHer-H*mm»r   E-30 
puchbutton    iivltch*! 
CURTIS.  N  W        Pennsylvania  Power   »    Ligfit    Co        80/04/1  a        Spp 

—B0043003B3  Fin»l    dcflctenci,    rept    r»  Ctit  1  er-Hannmr   E-30  puthbutton 
switch*!    Btlc^tng    of    puinbutton    oceuri    on    two-button 
modules    Dtslodgenient    of   operating    module  apparent  lit    caused 
ly    ffiichanica]    lotMnj    ring    not    being    tightly    locked 

*  Pennsvlvanla   Power   &  Light   Co        BO/04/18        4p.p 


BQ042203I3  Foruarifs    environ   rept   for   plant.  Vols    1   &  2  Rept   available    in 
PDR 
UHRIC.R   E        Florida   Power    t>  Light   Co        80/03/24        Ip 

— 6004220317    Environ   rept,    Vol    1 

*      Florida  Power   %  Light  Co        80/03/24        700pp 


— 80O42E0321    Environ    rept.vol    S 
i      Florida  Pouer   S.  Light   Co 


SO/03/2.4        700pp 


F     Security,    medical,     emergency   I   Fire   protection   plans 

BOQ4OB0077  Advisgi    th*t   lubmlttal    date    for    evacuation   tine    eitlmatei, 
reo,uetted    bij   NRC   791226   Itr. has    been   postponed    pending   OAO 
clearance    under  Federal   Reptl   Act 
GRIMES.  B   K        Emtrjencg   Priparednest   Task   Farce        80/03/11.       4pp 

Q004030229  ProvidM    itatui    of   response   to   791234  request    for   evacuation 
time    estimates    Draft    inputs    from    consultant*    expected    by 
800331   Final    draft   circulation   to    state  fc   local    official* 
will    precvdt  800430   submlttal    of    final   rept    to  NRC. 
UHRIQ.R   E        Florida   Pouer  &  Light   Co        BO/03/31        Ip 
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G      Ad  judicature    c orrespondenc I 


B0042I0109   Motion    ro    Commission    79C914    order,  rsque  st  ing     issuance    of    FES 
iuppl    giving    consideration    to    envu  on    consequences    of    Cl-ass 
9   accidents 
HQDDER,M   H         Affiliation    Unknown          79/12/12         4pp 

B004230I41    Requests    denial    of    intervenor    791213    nation    re    Class    9 
accidents    Class    9    issue    uas    disposed     of     in   CP    proceeding 
Intervenors    should     invoke    different    procedural     remedy 
Supporting    documentation    enc 1 

nei6.  H   F         Florida    Pouior    t,   Light    Co         flEIS.H   F 
Louisnsteini  Newman,  Rela.Aielrad   S    Toll         BO/01/16        23pp 


80O-1090043    Advises    thdt    m    add  I    URr     i  espnnse    necessary    to    util    000413 
submittal     re    p  =  t  f  m  manct    Jf    Unit     1     dieuel    generator    NFIC 

proceeding    repoi  tefl    at    Tr-an  SLI  i  p  t    732    73* 
PATGN.W   D         Hearing    Hranch     1         "Q/Q3/2B          lp 

3004030026    Memorandum    of    understanding     between    NPC    (,   rEMft    re    prompt 
1  mprnvemenl     in    radiological     tuiergeiic  y     planning    '• 
preparedness,  d  I  sti  i  buted    as    3oai  d    notification 

GOSSICK.L    V         Office    ot     the    Eie<-uti'-e     Director    for    Operations 
aO/O'l/02         34pp 


1       Financial     information 


8004190160   Response    to    mtervenors    RE   Roberts, Bt    al.SOOHS    motion    to 
consider   Class    9  accidents    Intervenor*   may    petition  NRC 
par    10CFR2   2Q6i  due    to    ASLAQ    lack     of     jurisdiction     to    grant 
request 
QLflSTEAD,  U    J    ,     PATQN,  H    D         Hearing    Branch    4         90/O1/1B          llpp 

BOQ4130J4B   Memorandum   >,    order    re    intDrvcnors'    791312   motion    for 
consideration    of    Class    9    accidents    Motion    dismissed    d 
documents    referred    to    director    of   Nuclear   Reactor 
Regulation    to    be    treated    under    1GCFR2    3   6 

BISHOP, C    J         Atomic    Safety    antf    Licensing    Appeal    Panel          BO/02/14 
7pp 


800-tl5O40()    Forwards    Annudl    Financial     flepl     1979 

UHRIG,  R    E         Florida   POOJ^T     i,    Light    Co          80/04/00         lp 


--900415041!     Annual    Financial    Re(*t    1 9 '9 

+      Florida    Power    It    Light    Co         80/02/O8         72pp 


K      Utility    Final    SafeHj     AnalijBis    Report     I FSAH)    S.    amends 


9004330348   Forwards    FSftl)    Vols     1-11    FSAF)     available     in   PDf 
E          Florida   Poruer    '-    Light    Co          HO/O3/24          lp 


Q004020ai6    Informs    that   motion    for    consideration    nf   Class    9   accidents 
uill    be    handled    as    request    for    action    under    10CFR3   206 
Reiponie    to    motion    uithin    30    days    cannot    be    guarantBBd 
Supporting    documentation    end 
DENTQN,  H  R        Office    of   Nuclear   Reactor   Regulation        BO/03/06        2pp 

— B004020223  Notice    that   MH  Hodder    k   TJ  Anderson    request    for   action   has 
boen    referrnd     to    Director    of    Nuclear    Reactor    Regulation    for 
consideration    under    10CfR2  206 
DENTdN.H  R        Office    of   Nuclear    Reactor    Regulation        BO/03/06        lp 


—8004220230    FSAR    for    Saint    Lucie    Unit    P.Vols    1-11 

«      Florida    Pouei     'x   Light    Co         SO/C-3/2'1          ll,261pp 

9004220236   Chapter     1    of    Saint    Lucie    FSAH.  "     Introduction   li   General 
De-scrip  t  ion    of    Plant    Site    Characteristics    " 
*       Florida    Pouer    i   Light,    Co         BO/03/2'1          400pp 

B004220258   Chapter    S    of    saint    Lucie    FSAR,      "Site    Charac tnnst i c s    " 
it       Flot  Ida    Power    1    Light    Co         BO/03/24          3000pp 


-8004020229  Forwards    formal    ASLAB    referral    of    intervenoi-s '    motion    to 
coniiJer    environ    affects    of   Class    9   accidents    Requests 
consideration    under    10CFRS  206 

NUfiRAV,  J  P        Office    of    the   E«ecutive    Uegal    Director        00/02/23 
lp 

-B00402O231   Foruiards    intervenors'    motion    to    consider    environ 
con*enuence»    °f   Class    9  accidents   Supporting    dotumentat Ion 
end 

DietiQP,C   J        Atomic    Safety   and   Licensing   Appeal    Panel         80/03/14 
IP 

-3004020237  Motion    for    order    to    consider    environ    consequences    of   Claae    9 
accidents    In    determioflfci on   of    environ    impact    of    proposed 
plant    const   Certificate    of   Svc    It  marked-up   Commission    7*?O914 
rnvdiorandum   t   aider    ra    floating    nuclear   plants    end 
HDDDER.  H  H        Hodder,  M  H        ANDERSON,  T   J        Miami,     FL,    Univ      of 
79/12/12         IDpp 

-9004020263  Rosponis    in    opposition    to    IntervennrB'    motion    for 
consideration    of    environ    impact    oF   Class   9  accidents, 
Certificate    of    Svc    &   supporting    documentation    end 
RE  IS,  H  F   .    COLL.N  A        Florida   Pautr   &  Light   Co        RE1S,  H,  F 
Loiu»n»teln,Neu«an,F)eis,  Aielrad   d   Toll         BO/01 /it,        23pp 


B004220261    Chapter    3    of    Qaint    Lucie    FSARi      "Desijn    of    Structure, 
Components.  Cqu  i  pmeiit   >i   Sy  s    ' 
a       Florida    Power    '<   Light    Co         80/03/24          ?000pp 


9004230264   Chapter    4    of    Saint    Lucie    FSAfl,      "Reactor     " 
•       Florida    Pouier    ti   I  ighl    Co         SO/03/2'1          600pp 


90O4220266    Chapter    5    of    Saint    Lucie    FSAR,      "RCS   '^    Connected 
*       Flonila    Poujer    i    Light    Co         6O/03/2-1          500pp 


9004220271    Chapter    6    of    Saint    Lucie    FSARi      "Cng  i  naurod    Safety    Features 
«       Florida    Power    <<   Light    Co         00/O3/24  JOOOpp 


B00422O27S   Chapter    7    of    Saint,    t-wcie    FSAR,      "Instrumentation    d    Control 
*       Florida    Poiuer    h   Light    Co         BO/03/24          400pp 


600422027"?  Chapter   8   of    Gaint   Luc  i  e   TSAR,     "Electric    Power    " 
»       Florida    Pouier    }.   Lioht    Co         BO/Oa/24          200pp 


8004220263  CJiaptor    f  of   Saint   Lucie   FSAR.     "Auilllary    Sys    " 
»       Florida    Pouier    J.   Light    Co         BO/03/24  [OOOpp 


—  9004020277  (leipante    to   RE  Roberts,  et    aS,mQtion    to    consider    Class    9 

accidents   ASLAB    lack]    jurisdiction    to   grant   motion 
Alternative    forms    of    relief   are    available   Clan    9  accident* 
should    not    be    addressed    in    proceeding    W/Certif  icato   of   Svc 
DLM8TEAD,  U   J   <    PATON,  U   D        Hearing    Branch    4        90/01/IQ         13pp 

—  BQ040ZOS72  Reply    to   applicant   &  NRC   response    to    intervanors'    motion    for 

consideration    of   environ    effects    of   Class   9  Accidents 
Proiimltv    between    proposed    plant    on   Itutchlnson    Island    b 
Atlantic   Oulfitresm  require!   Class    9   considerati  on 
ANDERSON,  T  J        Miami,    FL,    Univ      nf        HODDER.  (1  H        Hotfder.M   H 
19pp 


—  B004020292  Order    for   dismissal    of    infcervenors'    motion    for    consideration 

of   Class   t   accidents   ASLAB    is   without    authority    to   consider 

issues   Motion   r«f«rr»d    to    Director    of    Nuclear    Reactor 

Regulation    for    consideration    under    10CFRE  206 

BIBHOP.C   J        Atomic    Bafaty   Bnd   Licensing    Appeal    Panel         SO/O2/14 

7pp 

BOQ402000S  Foruardi   applicant   affidavit   of   OF  Lieber    ra    performance 
of   Unit    1    dlvsil    ocnerator   Certificate    of   8vc    »ncl. 
COLL,  N  A       Steel,    Hector    *  Davis        BO/03/14        3pp 

—  8004020011    Affidavit   re    performanca    of   Unit    1    dietel    generator 

Qupporting    documentation    encl 

LIEBLER,0  E        Florida  Power   S    tight   Co        BO/03/14         17pp 


B0012202B7  Chapter  10   of    Saint  lucie    FSAFi,  "Steam  '/   Power   Conversion 
3ys    " 

»       Florida    Power  \t   Light    Co  BO/03/34  POOpp 

B004220296   Chapter  11    of    Saint  Lucie    FSAR,  "Raduasle    ttgt    " 

fl       Florida    Power  '.   Light    Co  BO/03/2'1  200pp 

B004HB029H   Chapter  12    of    Saint  Lucie    FSAR.  "Radiation    Protection    " 

B      Florida    Power  ',  Light    Co  60/03/S4  400pp 

B00422Q300  Chapter  13   of    Saint  Lucie   FSAR,  "Conduct    of  Operations    " 

»       Florida    Potuer  ^   Light    Cq  60/03/24  150pp 

S0042203O5  Chapter  14   of    Saint  Luc j e   FBAR,  "Initial    Test  Program   " 

»      Florida    Power  (.  Light   Co  BO/03/21  SOOpp 

3004220306  Chapter  15  of    Saint  Lucie   FBAfi,  "Accident   Analysis    " 

*      Florida    Power  fc  Lioht   Co  BO/03/24  lOOOpp 

9004220300  Chapter  16   of    Saint  Lucie   FSAR .  "Tech    Specs    " 

»       Florida    Fouler  &   Light    Co  80/03/24  lp 


800422O3O9  Chapter    17   of    Saint   Lucie   FSAR,     "OA   " 
»      Florida   Pau>er    i-  Light   Co        90/03/2*1         lOpp 
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M      Ant  i  trus  '    cci 


BOO-J230I7*    ftp 
JABLO1.'   f>    A 


renditions    refer  en c 


B>J!  Lelin, 


DGCKE1     50-390   WATTS    UfiR   NUCLEAR    PLANT,     UNIT    1 

rt      (\pp  1 1  c  a  I  ion/cons  true  !•  lori    stage    documents    &    correspondence 

BOO-KHOO31    Ad/isos    of    issuance    of    MJREG-058B,     "Interim    Staff   Position 
an    Environ   Qualification    of    Safety-Related    Electrical 
Equipment    "    providing    guidance    re   methods    for    compliance 
ROBS.E)   F         Division    of   Project    Management         BO/02/05         7pp 


500  4  09034  •!    Foruiarda     IF    Bull-'in    60-03.      'Loss    of    Charcoal    From    Btd    Typo 
[  1  ,  Tuc-1  nthi  Tray    Adsorber    Cell?     "    Action    required 
G'REILLY.J    r         Region    d.     rttlasita,     Orfice     of     thu    Director          BO/02/04 


B004Q4Olfa<?   Ack     receipt    o)    900304     Itr     informing    MFC    of    steps     taken    to 
correct    violations    noted     in    IF     Itisp    Rept    50~3B'J/79-lB 
MUSPHViC    E         Hegmr    2.     Atlanta.     React-or     Construction    !.    Engineering 
Support    Branch         60/03/21          Ip 

--BOOIO'10173    Responds,    to    MFfC    791105     Iti     re    violations    noted     in    IE     [nap 
Rept     50-3S9/79-IB   Coi  r  e..  ti  ve    actions    lot    numbers    for    resin    I* 

delivery    t,    segregation    of    n  a  t  i.  a 

UHRIG.R    E         Florida    I'ouer     '.    Ligh*    Co         90/03/04          Ip 


Responds     to     IE    Bulletin    79-35,     "Failures    o*    He  st  inghause 
BFD    Relau.5     in    Sa  f  e  ty-R  e  1  ated    Si/s    "    RpLays    nared     in    bulletin 
are    not    moi    or    planned     for    use     in    safety-re  lated    ays    at 
fac  i  I  ttij 
UHRie,R    E         Florida    Power    i    l_19fit    C&         BO/Q3/3B          Ip 


GQ04040017    Submits    addl    guidance     to   NUilEG-QSBB,     "Intorira    Staff   Position 
on    Environ   Oua  1  1  f  i  cat  i  on    of    SaSety-Re  Uted    Electrical 
Equipment    "   fiequeets    revieu    of     equipment    nual  if  icat  ion 
documentation    to     identify    degree    of    compliance 
RCSS,  D    F         Division    of    Project    Management         00/03/21          3pp 

B00423005B   Requests     info   re    aunliarij    Fcoduator    sgg    per    Bulletins    t 
Order*    TasV    Torce    review    of    TI1I-E    accident     Info    should    bs 
provided    as    -amend     to    application    SubmiHal     schedule    should 
include    NIC   approval     prior    to    issuance    of    DL   W/ancl 
noSSiD    F         Division    of    Project    Management         80/03/1O         53pp 

OOO40203B5   Forwards    "Operational    Stage    Nonrad  lolog  ical    Fisharias 
Monitoring   Program    "     Info    supplements    operational    mater 
(jualitg    i-   ac.uatic     biologij    monitoring    program    provided    on 


EL-ASnflV,M   T         Tennessee    Valley    Authority         80/03/24         2pp 


--B0040203BB    "Operational    Stage    Nonrad  lolog  i  ca  1    Fisheries    Monitoring 
Program    " 
«      Tennesses    Valley    Authority         OO/Oj/24         7pp 


aOO419Q517   Foritards     It    Info   Notice    BO-1?.     "Instrument    Failure    Causen 
Opening    or    PQRV    (.    Block    Valve    "    No    specific     action    or 
response    necessary 
a'HEILLY.J   P         flejion    A     Atlanta,     Office    of    the    Director         SO/03/31 


Faruardi    IE    Circular    SO-O5.     "Emergency    Dieiet    Generator 
Lubricating    Oil     Addition   >j   On  site    Supply     "    Mo    urlttcn 
ref  ponce    rsquired 
O'REILLY,  JP         Region    2,     Atlanta.     Office    of    the    Director         60/04/01 


8004150001     Foruards    IE     info   Notice    BO-13,      "GE   Type    SUM   Control     Switche 
Defective    CftH  Followers    "   No    specific    action    or    response 
roqu  1  red 

O'REILLY,  JP        Region    ?,     Atlanta.    Office    of    the    Director        e&/Q4/02 
2pp 

60O'!24O2i1Q    ForujflTdi    IE    Info    Notice    BO-14,      "SaPety    Suggestions    Frain 
Employees     "    No    action    '  squired 
O'REIILY.J   P         Region    3,     Atlanta.     Office    of    the    Director         60/04/02 


BOO-118O351    Foruards     IE    Circulai     BO-07,     "Probleirs    W/HPCI     Turbine    Oil 
SijS     "    No    ujrltt-en    response    required 

0'RE!LLY:JP         Pejion    2,     Atlanta.     Office    of     the    Director         60'/0fl/03 
2pP 


BOOH110125   Foruards    application    for    ronemal    of    NPDEB   Permit    TN002Olia 
Supporting    documentation    enc  1 
EL-ASHJIY,  H   T         Tennessee    Valley    Authority         BO/04/07         lOOpp 

GOO '117021 3   Requests    meeting    between    NRC    &    utll    to    ensura    that 
qualification    requirements    for    reactor    operators    t<    senior 
reactor    uper-ators    are    met    Forwards    licensing    t    training 
criteria    for    license    candidates 
MILLS, L    t1         Tennessee   Villey    AutSoritij         SO/04/14         2pp 

B004290-153   Responds     to    NRC    79O730    Itr    by    foruarding    comments    on 
(JRC-proposed    ETB  >•   status    ot    transmission    lines  Repts 
supporting    suggested    modi    oncl 
MILLS, L    M         Fennessee   Valley    Authority         BO/04/23         19pp 

— 8004210459    "Evaluation    of    Volunteer    Vegetatinn   Along    Neuily    Cleared 
Righ  t  a    of   Way     " 

FOWLEH.D   M    ,     ADHig6IOIj:,L   F    ,     TURMER,  L   J         TunnoiBOB    Valley 
Authority         RW   3         79/07/31         31pp 


-8004290463    "PrBopsrational    Sounds    Levels    " 

»      Tennessee    Valley    Authority         QO/0-1/22         13pp 


-B0043904A7    "Cooling    Touer    I,    Steam   Plant    Plume    Moroencn    at    Sitt 
MMUDSOW.D   A         Tennessee   Valley    Authority         TVA/AQB- 179/13 
79/07/31         52pp 


8004230165    Forward*    IE    Bulletin    79-03A    "Lnng  i  tud  i  na,  t    Weld    Defects    in 
rtSME   SA   312,  Type    304    Stainless    Steel    Pipe    "    Action  required 
O'fleiLLV.JP         Region    2,     Allanta,     Office    of     the    Director         BO/04/04 


BOO-1180417    Forwards    IE    Biflletin    BO-OB,     '  Eiam    of    Con  tairmtnt    Liner 
Penetration   Ue  1  d  5    "    Written    retppncc    requirad 

O'REILLV,  J   P         Region    ?,     Atlanta,     Office    of    the    Director         80/04/07 
2pp 

fleportable    occurrennes,     LEfls    i    related    corroipondence 

d00421017O   Forwards    B0032-1    Enterim  deficiency    rept    re    spring    in    certain 
hydramotor    acuators    for    dampens    bsinj    mfg     from    incorrect 
matl     'f    poujbi  li  fcij    of    lelectmn    nonogr-aphs    being     i  nterjreted 
incorrettlii   Final    rept    wi  1  1    be    submitted    by    B00630 

E         Florida    Power    t.   Light   Co         90/03/35          Ip 


F     Security,    meJical,    emergency   ft    fire   protection   plans 

B0040B0077    Advises     that    submittal    date    for    evacuation    time    estlmatoa, 
requested    bij    NRC    791226    Itr,  has   been   postponed   ponding    GAD 
clearance    under    Fedoial    Ropts    Act 
ORIME8.il   K       Emcvgencij  Preparedness   Task   Force        BO/03/11        flpp 

BOO424Q<IB2   Foruards    comments    on    Bafoguards    contingency    plan   Comments 
withheld    (ref    IOCFR2   790( 
RUBENSTEIN.L   9         Light   Water    Reactors    Branch    4        80/04/10        2pp 

a      Inspection    veports:     IE  Bulletins   t   correspondence 

SOO'1090332    Foruard-j     IE    Bulletin    HO-03,     "Loss    nf   Charcoal    Frnm   Std    Tijp* 
1  1  1  Two-  Inch,  Tray    Adsotbei    Cells    "   Action   required 
Q'HEILLV,  J   P         Region   2,     Atlanta,     Office    of    the   Director         BO/02/Ofi- 


--8004210  IS*    Cnterlm   deficiency    rept   re    spring    in    certain    hydramotor 
actuators    for    dampers    being    nfg    from   incorrect    matl   t 
possibility   of    selection   nomographs    being    interpreted 
incorrectly   rtfJecte«J    dampers    being    placed    on   hold 
•»       Florida   Power    6   Lijht    Co         BQ/03/ai          4pp 


5004230036  forwards    IE    Insp   Repfca    50-390/80-03  J,  50-391/QO-02   on 
B00129-Q20!    Ho   noncomp  11  ance    noted 

BRYANT,  J  C        Rogion  S.    Atlanta.    Reactor  Construction   fc  Engineering 
Support    Branch         80/02/23        2pp 
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—  B004230O4i    IE    Insp    Rents    50-39O/BO-03   &    30-391 /BO-Q2    on    30QISV-QSQ1    No 
noncomp- 1  lance    noted    Major    areas     inspected     1OCFR3Q    S3(e) 
items,  ch  ipping    activities     in    auilliary    bldg, vital     batterij 
rooms    if    diesel    generator   bidg 

CANTRELL.F    S         Region    2,     Atlanta,     Reactor    Construction    S- 
Enolnee-ring    Support    Branch         THOMAS,  H         Region    2,     Atlanta,     Office 
of    the    Director         SO/02/21         4pp 

8004090025    Confirms   8003 1O   telcon    arranging    BOO3SO  meeting    between   NRC 
t    util     in    Atlanta, OA    to    discuss    accuracy    of    urltten    repts 
provided     to    IE   NHC    Mill     provide    overall     evaluation    of    utll 
handling     of    deficiences     identified    by    QA    program 

O'REILLY,  J   P         Region    2,     Atlanta.     Office    of    tha    Director          BO/03/13 
2pp 

Q00421017B    Forwards   rasoonse    to    IE   Bulletin   BO-03,     "Lo-ss    of   Charcoal 
from   Sttf    Type     1 1,  Tula-Inch,  Tray    Adsorber    Cells    "    Encl     lists 
results    of    Inaps    at    facilities    to    determine    if    potential 
for    loss     of    charcoal     incidental     to    handling    or    use    eiists 
HILLS,  L    n         Tennessee    Valley    Authority         80/O3/21         4pp 

B004I8Q10A    Forwards    response    to    1C    Bulletin    79-2B    ra    possible 
malfunction   of   NAHCD  Model    EA1BO    limit    switches    At 
facilities    uihere   applicable    limit    switches    are    identified, 
replacement    gaskets    hava    been   ordered 
MILLB,L   M         Tennessea    Valloy    Authority         BO/Q3/2B         Spp 


— 8004180337    "Preopeiationa!    Fisheries     lion  i  tor  ing    fiept.  1977-79    " 

HUCHAUAU. J    P    ,     iURBY.M    B    ,     PECW,&    E          Tennessee    Valley    Authority 
00/03/31  157pp 


5       Reportabli 


related    correspondence 


9OO402Q312    Foruards 
HILLS.  L    11          Tenne 


final     deficiency     rept    re   Rusl>in    fir«    dampers 
ssee     Valley    Authority          QO/03/2H         lp 


--BOQ4020316    Final    deficiency 
fire    dampers    Moil    packages 
Number    6    screu   using    washe 
through     narrow   portion    of 


ept    re     spring    slipping    problem    an    Ruskin 
i  i  1  1     be     installed    m/c  onnec  1  1  on    of 
r,  star     1  oc  kuasher    (.    he«    nut 
spring     slot 


Tennessee    valley     Authority          SO/O.l/SB         lp 

B001150413    Second     interim    deficiency     rept    re    contiol    rod     drop     events 
yielding     less     conservative    DIIBR     than    stated     in    FSrtR 
West  inghouse     investigation    in    progress    Neit    rept    mill     be 
submitted     by    GO0506 
MILLS,  L   M          Tennessee    Valloy    Authority,          BO/04/01          lp 

BOO4150437    Forwards    final     deficiency     rept    re    potential     luC  n  ca  tion 
pjcob  iem    in    diesel    generator    tut  b  oc  Ji  a  rgcr 
MILLSiL   t1         Tennessee    Valley    Authority          BO/04/OI          lp 


BQ04150S27    Forwards    IE    Info    Notice    90-12,     "Instrument    Failure   Causes 
Opening    at    PORV   t    Block    Valve    "    Mo    specific    action    or 
response    necessary 

O'REILLV,  J    P         [legion    2.     Atlanta,     Office    of    the    Director         BO/03/31 
2PP 


--aOO"l  iSOflSO    Final    deficiency    rept     re     potential     lubrication    probli 
generator    turbocharger    Diesel     generators    uiill    not    be 
unnecaasar  1 1<i     started     betiueon     15    ninutes    ii   3-h     follouiing 
ahutdouin    from    previous    run   at     full     operating    temp 
«       Tennessee    Valley    Authority          HQ/O>-i/01         3pp 


80010B063£>   Foruards     IE   Circular    BO-09,      "Emergency    DieBBl    Oenorator 
Lubricating    Oil    Addition   &  Onsite    Supply    "    Mo   writ  tan 
reiponte;    required 

O'REILUY.J    P         Region    Si     Atlanta,     Office    of    the    Director          60/04/01 
2pp 

0004150097   Forward*    IE    Info   Notice    00-13,     "GE  Type    SUM   Control    Switches 
Defective    CAM  Followers    "    No    specific    action    or    response 
r«q,uired 

O'REILUY.J   P        Region   2,     Atlanta.    Office    of    the    Director         80/04/02 
2pp 

8004240274    Forwards    IE    Info  Notice    80-14,     "Safety    Suggestions    From 
Employee!.    "   No   action    required 

O'REILLY, J  P        Region   3,    Atlanta/    Office    of    the   Director        BQ/O4/02 
3pp 

B004180279    Foruarrfi    IE    Circular    80-07,      "Problems    H/HPCI    Turbine    Dll 
Sgt    "   No    uritten    response    required 

O'nEILLY.J    P         Region    2,     Atlanta,     Office    of    the    Director         80/04/O3 
3pp 

B004230142   Faruardi    IE  Dullatln   79-03A    "Longitudinal    Weld    Defects    in 
ASME  BA-3l2,Type   304   Stainless    Bteel   Pipe    "   Attion    required 
O'REILLYjJ   P        Region   3,    Atlanta,     Office    of    the   Director        SO/04/04 


B0042BO937    Foruards    second     intei  im    deficiency    rept    r 
Dravo    transmitter    bosses 
HILLS, L   M         Tennessee    Valley    Authority          BO/04/07 


incorrec  t    bore    in 


— H004S8054A    Second     Intel   im   deficiency     rept    re    inconect     bore     In     five 
[>ravo    tiansmittor    bosses    Caused     bij     breakdouin    in    Dravo    OA 
in-sp    program    Flout   restrictor    uill     be     Installed    betuocii    one 
bo-36    ft    valve    Remaining    bosses    mill     be     checked 
»       Tennessee    Valley    Authority          OCJ/O'l/07         lp 

BOO42B0336    Third     Interim    deficiency     rapt    re    surface    crack     In    loop    one 
steam  generator    Uest inghouso    investigation    has    not   been 
completed    Noit    rept    will     be    submitted     By    Q00613 
HILLS, (.11         Tennessee    Valley   Authority         00/04/07        lp 

QOO41BO377    Fariudfds    final     deficiency     rept.    re    grouted    anchor    bolts    on 
main    steam     line    support 
MILLS,  L   M          Tifnnejsoo    Vfllleij    Authority  QO/04/10         lp 

— OD041803B1    final    deficiency   rept    ra    grouted    anchor    bolts    on   main   steam 
line    supports    Original    anchor    bolt     design   uill     be    replaced 
u/redes  igned     bolts    fabricated     from    Al*?3    steel    U/A194    nuts 
by    BOOaoi     for    Unit    1     fi    010711     for    Unit    2 
MILLS, L   M        Tennessee    valley    Authority        BO/04/10        lp 


B0041Q0445  Forwards    IE  Bulletin   80-08,     "Ciam   of    Containment    Liner 
Pinatration   Wolds    "   Uritten   response   requiroil 

O'REILLY.J  P        Region   S,    Atlanta,     Office    of    the   Director        80/O4/Q7 
3pp. 

800430046S   Actt    receipt    of    800314    Itr    informing   NRG    of    s-tapc    taken    to 
correct    violations   noted    In    IE    Insp   Repts    30 -390/7'?- 4 7   & 
90-391/79-40 

MUfJPHY,  C    E        Region   H,    Atlanta,    Reactor   Construction   It  Engineering 
Support    Branch        BO/04/07        2pp 

— BQ04300474    Submit!    revised   re*ponse    to   NHC   90O114    Itr    re    violations 
noted    in    IE    Insp   Jlepts    50-390/79-47   J.   50-371/79-40 
Corrective    actions    incorrectly    tagged    cable    has    been 
properly    certified    &  recorded    in    certification    status   rept 
MlLLSiL.M        T«nne»»se    Valley   Authority        BOX03/14        3pp 

S004S90379   Rflo,ue»ts   approval    of   ASME  Code   Cases    N-H34  &   M-239    for   use 
on  ruJctor    preisure  vessels   Eipedltious   approval     is 
ntcsiiarij    far    Ufe    of    cade    cases    in    forthcoming    preservlce 
imp 
MILLS, L   M        Tannassaa    Valley    Authority.        00/04/23        3pp 

fl      Periodic    operating   reports   i  related    correspondence 


6004100331    Forurarrf*    "Preoperational    Flsheriaa   Monitorlna    Rffpt.  1977-79 
PreoparAtlonal    rept   describing   uater    quality   t,  nonf Isheries 
blologiol    monitoring    results   uill    be    submitted    by    B00627 
EL-A9HRV,  M   T        Tennessee   Valley   Authority        90/0-1/15        2p  p 
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3004.2  9G346  Foiuscrfs  f  n 
vesiel  uppei  internal 
MILLS,  L  II  Tennessee 


uide-    lu>ie     suppc 
lley    At.-  f  N  fit  I  tij 


t    p  i  ns 
80/04/23 


1    First     intern,    ilet  I  cienc  i|    rept    re    generic     problem   u/def  et  1 1  ve 
reactor     »  es  i  e 1     up  p  r  i      intprn a  1  ?    a  u  i  d  e    tube     support    pins 
Caused     by    h-na  t     ti  Batmen  I    Uest  i  n  jtioui  e    wi  1 1     investigate     to 
determine     it    design    changsi    are     laquired 
i       Tennessee    Vall«^    Authority          30/04/23          Ip 

8Q0427O£<V6     Informs     01     error     i "    Sate*    re     Eu-bmttal     of     interim    deficiency 
ropt     re    control     rod     drap    e<.eut»    yielding     less    convorvative 
OH13.R5     than    state-a     in    FSAK    Nei*    rept    uill     bo    submitted    by 
0006.06. not    BQOSQi,    a-,     e  i  i  ofieoua  1  j     stated     in    6OO4O1     1  tr 
MILLS, L    H         Tennisse*    Valley    Authority          SO/OVS4          Ip 


DOCKET    5O-3V1     WATTG    BAH    HUCUEAR    PLANT,     UNIT   a 

A      rtppl  icatiaii/ccnstruc  t  ion     stage    documents    (.    correspondence 

at)0'IO40-O3l     Advises    of     issuance    of    IMUtfEG-OSBS,      "Interim   Staff    Position 
on   Environ    Qualification    of    Ea-f  ety-fiel«ited    Electrical 
Equipment,    '     providing     gui  ^an-c  e     re    methods     For    compliance 
ROBB,  D    F         Division    of    Piojett    Management         60/03/09         7pp 


Q       Inspection    reports,     IE   Bulletins    '.    con  espondence 

B0040903S2    Forwards     IE   0'JlUcin    60-03,     "Loss    of    Charcoal    From   Std    Type 
II-  Two-Inth.  Tiaij    fldsoflier    Calls     '     Action    retired 

O'RCILLY.J   P         Region    2,     Atlanta,     Office    of    the   Director         80/02/06 
2pp 

800423003*    Foruards     IE    Insp    fiepts    SO-390/BO-03   t,   SO-391/BO'Oa    on 
000129-0201    H"    noncompliance    noted 

BFIYrtNT,J    C         Flegion    2,     rttlanta,     Reactor    Construction    &   Engineering 
Support    Branch         SO/03/22         2pp 

—  B0042300-14    IE    !nsp    Hep's    50-390/QO-03   It    50-391/80-Oa    an    0Q01S9-0201     No 
noncomp  1  tancc    noted    Ms  JOT     ai  eas    inspected    10CFR50    55<e) 
items,  cti  ipping    activities    in    aut  1  1  lai'U    bldg.  vital    battnrij 
rooms    &    diesel     gEnorator    bldg 

CANTRELL,F   G         Region    2,     Atlanta,     Reactor    Construction    fc 
Engineering    Support    Branch         THOMAS,  M         Region   2.     Atlanta,     Office 
of    the    Directoi  60/02/21         Opp 

0004090025   Confirms    800310    telcod    arranging    S00320   meeting    betueon   NRC 
t    util     in    Atlanta,  GA    to   discuss    accuracy    of    written    rept* 
provided    to    IE   NRC    ui  1  I    piovide    overall    evaluation    of    util 
handling    of    def  ic  lences    identified    by    QA    program 
Q'REILLY.J   P         Region    3.     Atlanta,     Office    of    the   Director         QO/03/tH 


E004010&17    Submits    addl    guidance     to    INJREG-O5B9.,     "Interim   Staff    Position 
on   Environ    Qua)  it  i  cation    of    5-af  ety-Relaterf    Electrital 
EquipiTiffnt     "    Requests    rev-ieui    "t     equipment    qualification 
documentation    to     identify    degree    of    compliance 
RDSS.D    F         Division,    of    Project    Management          BO/02/21          3p  p 

BQO433Q05B   Requests     info    re    auiiliary     Feeduatcr    sys    per    Bulle-tina    !c 
Orders    last    Force    review    of    TCI  I  -2   accident    Info    should    be 
provided    at     amend     to    application    Subimltal     schedule    should 
Include    NRC    approval,    prior    to     issuance    of    CL   W/encl 
RDSS.D    F          Division    of    Project    Management          BD/03/10         53p  p 

80  040203  35   Forward*     "Opeiattona  I     Stage    Nonrad  10  log  ical    Fitherloi 
Monitoring    Prnjrarn    "     Info    supplements     operational    water 
qualitij    Ji    aquatlt     biology    monitoring    program    provided    on 
771012 
EL-ASBRY,  M    T         Tennessee    Valley    Authority         BO/03/24         2pp 


QOO*21017B    Forwards     response    to    IE    Bulletin    BO-03,     "Loss    of    Charcoal 
from   Std    Type     1  1  ,  Tuio-  1  nch.  Trai)    Adsorbnr    Cells    "    End     lists 
results    of    insps    at    facilities    to   determine    if    potential 
far    loss    of   charcoal    incidental    to   handling    or   uie    mints 
MILLS,  L    M         Tennessee    Valley    Authority         QO/03/ai         4pp 

S004ie01Oi   Forwards     response    to    IE   Bulletin    79-26   re    possible 
malfunction    of    NAHCO   Model    EA1BO    limit    siuitchet   At 
facilities    uihere    applicable    limit    switches    are    identified, 
replacement   gaskets    have  been   ordered 
MILLS,  L    11         Tennessee    valley    Authority         80/03/29         2pp 

B004I50527   Forwards     IE    Info    Notice    60-12,     "Instrument    Failure   Causes 
Openinj     of    PQRV   t    Blocl    Val/e    "    No    specific    action    or 
respon«e    necessary 
O'REILLY.J  P        Region  3.    Atlanta,    Office    of    the   Director        60/03/31 


pEr-i  1  1  ana  1     Stage    Wonrad  I  c-log  i  cal    Fisheries    Monitoring 
Program    " 
•       Tennessee    Valleu    Authority         80/03/3-1          7p.p 

9004H0435  Foruarda    application    for    renewal    of   NPDES  Permit    TNOOSOltS 
Supporting    documentation    enc  1 
EL-ASHRY,M    T         Tennessee    Valley    Authority          GO/O4/07          lOOpP 

SOl>4l7Oai3  Requests    meeting    batuieen   NflC    '/    util    to    Ensure    that 
nual  i  f  i  cat  i  on   requ  i  rerren  ts    for    reactoi     ooerotora   Ji   senior 
reactor     operators    are    met    Forwards     H-conslng    (•    training 
criteria    for    license    cand  i  da  tea 
J1ILLS,(-    M         Tennessee    Valley    Authority         BO/O4/14         3pp 

GD0429O4&3   Responds     to    NRC    79*3730     It!'    by     Foruarding    commentt    on 
MRC-pro  posed    ETS   l<    itatui    of    transmission    lines    Repts 
supporting    suggested    mods    end 
MILLS,  L    M        Tennessee    Valley    Authority        aO/Ofl/2a         19pp 

—  S004290'19S   "Evaluation,   of   Volunteer    Voge  tatlon    Along    Newly    Clearod 
Rlgftti    of   Uay    " 

FQWLEfl,  D   K    .     ADIUSSJON.L   F    ,     TUBNEH,  L    J         Tennessee    Va  1  1  at 
Authoi-itij         RU   a         7^/07/31          31pp 


-BOO-4290-162   "Preop  eratl  onal    Sounds   Lcvat 
*      Tennessee   Valley    Author  iti; 


13pp 


HOu40a063A    Forwards     IE   Circular    80-05,     "Emergency    Diesel    Generator 
Lubricating  Oil    Addition  ij  Onsite   Supply    "    No   written 
re  s  p  onse    rsqui  red 

O'REILLY.J   P         Region    2-    Atlanta,     Office    of    the   Plrector         60/04/O1 
2pp 

&004  150097    Foruards     IE    Info    Notice    80-13.     "CE   Type    BUM   Control    Suiitchai 
Defective    CAM  Follouiei'S   "    No   specific   action   or   response 
reqti  ireo" 

O'REILLY,  J   P         Region    2,     Atlanta,     Office    of    tho    Director         BO/04/02 
2pp 

B004240274    Foriijards     IE    Info    Notice    BO-lfl,     "Safety   Suggestions    From 
Emplugeei    "  Ha    action   lequlred 
O'REILLY.J   P        Region  S,    Atlanta,    Office   of    the  Director        00/04/02 


80041BO279   Furuiai-ds    IE  Circular   BO-07,     "Problems  H/HPC  I    Turblnt  Oil 
8ya    "   No   written   response    required 

O'REILLV.J  P        Region  2,    Atlanta.    Office    of    the  Director        BO/04/03 
2pp 

ac-042301'12    Forwards     IE    Bulletin    79-03A    "Longitudinal    Weld    Defacts    in 
ASI1E  SA-CII2iTvpe  30-1   Stainless   3teel   Pipe    "   Action  required 
Q'REILLY.J   P        Region  2,    Atlanta,     Office    of    the  Director        BO/04/04 
IP 


— 8C04290467    "Coollna    Touer   *.  Staam  plant    Plume   Mergence    at    Bits    " 
HMUDSON,  0   A         Tennessee    yalley    Authority          TVA/AQB-179/13 
77/O7/31          52op 

F      Security,     medical,     emergency    >t    fire    proiettion    plans 

800403 OO7 7  Adviipi    that    lubmitial    date    for    evacuation    time    eitimatei, 
reniiBBteiJ    bg    NRC    TftSBA    I  tr,  has    been    postponed    pending    OAQ 
clearance    under  Federal    Repts   Act 
GRIHES, B   K        Emergency   Preparedness   TasV   FDTCB         60/03/11         4pp 

SQ012404B2  Forwardi    cammesits   on   safagujrdi    con  ting  en  tij    plan   Cummanta 
uithhe-ld    (vef    10CFR3   7901 
RUQEKSTEHJ,  L  S        Light   Uabor   Reacbon    Branch    4        30/04/10        Spp 


B004190449   Forwards     IE   Dulletin    BO-OBi     "E>am   of    ContainmBnl    Liner 
Penetration   Wolds    "    Written   reaponie   required 

O'REILLY,  J  P        Region   2,    Atlanta,     Office    of    the  Director        BO/04/07, 
3pp 

3004300-162   Ac*    receipt   of  600314    16r    informing    NRC   of    iteps    talen    to 
correct   violations    noted    in    IE    Insp   Ropts   50-390/79-47  & 
90-391 /79-flO 

MURPHY. C    E        Region    2,    Atlanta.    Reactor   Construction   &  Engineering 
Support    flranch         90/04/07         Spp 

— 8004300474   Submit*    revised    response    to  KRC    B00114    1 tr    r»    violation* 
noted    in    IE   Insp    Rept*   50-390/79-47  ti   50-391/71-40 
Corrective   aclloni    incorrectly    tagged    cable   has   been 
pToperlij    certified   S    recordeif    in   certification  status    ropt 
MILLS,  L  M        Tennessee   valley    Authority        80/03/14        3pp 


DOCKETED  ITEMS 


0Q04290379   Requests    approval    of    ASME   Code    Cases    IJ-234   I    N-235    for    use 
an    reactor    pressure    vessels    Eipeditlous    approval     is 
necessary    for    uae    of    code    cases    in    forthcoming    preservice 
Insp 
MILLS-L   K         Tennessee    Valley    Authority         80/01/33         3p  p 


— 80043^0353    First     interim    d»Hcientg    i  env    re    gener  it    problem   lu/defectivo 
reactor     .'eisal     uppei      internals    guide    tube    support    pins 
Caused    b<i    heat     treatment    Westinghouse    uiill     investigate    to 
determine     if    design    changes    are    requited 
*       Tennessee    Valley    Authority         80/0-1/33         Ip 


R      Periodic    operating    reports    £    related     correspondence 

8004100331    Forwards    "Pi eoperationa 1    Fisheries    Monitoring    Rept, 1977-79    " 
Preoperationa 1    rept    describing    water    quality    t,    nonflshenes 
biological    monitoring    results    luill     be    submitted    by    800637 
EL-ASHRY.M    T         Tennessee    Vails,,    Authority         80/04/13         3p  p 

— 80041B0337    "Preoperatlonal    fisheries    Monitoring    Rept, 1977-79    " 

DUCHAtJAtJ,  J   P    .     KIRBY.M   8    ,     PECK,  0   E         Tennessee    Valley    Authority 
SO/03/31          157pp 

8      Reportable    occurrences,     LERs    t    related    correspondence 

BQ04020312  Forwards    final    deficiency    rept    re   Ruskin    fire    dampers 
MILLS,  L   (1         Tennessee    Valley    Authority         80/03/20          Ip 

— 0004020316  Final    deficiency    rept    re    spring    slipping    problem   on   Rusk  in 
fire   dampers    Mod    packages   will    be    ins  tailed    u/c  cinnec  t  ion    of 
Number   (,   scraiu   using    masher,  star    locltuashnr   &   hei    nut 
through    narrow   portion   of    spring:    slot 
»      Tennesiee    valley    Authority         00/03/28         la 

B004190413  Second    interim   deficiency   rept    re    cpntrol    rod    drop    events 
yielding    less    conservative    DNQR    than    stated    in    FSAR 
Westinghouse    investigation    In    progi  ess    No  it    rept   will    tie 
submitted    by    600506 
KILL0,L  M        Tennessee   Valley   Authority        30/04/01         Ip 

G004I90437  Forwards    final    deficiency    rept    re    potential    lubrication 
problem   In   diesel    generator    turbocharger 
MILLS'!-  M        Tennessee    Valley   Authority        BO/04/01         Ip 

— 0004150430  Final    deficiency    rept   re    potential    lubrication    problem   in 
generator    turbochargav    Diesel    gerorators    will    not    be 
unnecessarily    started    between    IS   minutes    &  3-h    Following 
shutdown    from   previous    run   at    full    operating    temp 
»      Tennessee    Valley    Authority        80/04/01         3pp 

0004180377  Forwards    final    deficiency    rept    re    grouted    anchor    bolts    on 
main   ittam    line    support 
MILLS,  L  M        Tennessee   Valleu   Authority        BO/04/10         Ip 

— 0004100381    Final    deficiency    rept   re    grouted   anchor    bolts    on    main   steam 
line    supports    Original    anchor    bait    design   ull  1 1    bo   replaced 
w/redeslgned    bolts    fabricated    from  A193    steel    y/A194    nut* 
by   BOOaOl    for    Unit    1    t   Q10711    for   Unit   2 
MILLS,  L  M        Tennessee   Valley    Authority        00/O4/10        Ip 


B004290396    Infoims    of    erroi     in    dates    re     submitfal    of     interim 
i  ap  t    re    contiol     rod    dlop    oventa    yielding     less    convervativc 
DNQRs     than     stated    in    F3AK    No . t    iept    will     be    submitted    by 
SOOiOtrnot    QOO906   as    erian«au«ly    stated     in    800401     1 tr 
MILLS,  L    II          Tennessee    Vijlay    Authority         SO/0'1/24         Ip 


DGCKET    50-395    VIRGIL   C       SUMMER    NUCLEAR    STATION,     UNIT    1 

A      Application/construction    ;tagi>    document;    I,    correspondence 

BGQ4O40Q31    Advises    of    issuance    of    NUREG-05BB,     "Interim    Staff    Position 
on    Environ    Qualification    of    Safety-Related    Electrical 
Eq,ui  pmenK  "    providing     guidance    re   methods    for    compliance 
ROSS, I)   F         Division    of    Project    Management         80/03/05         7pp 

6004040017   Submits    addl     guidance    to    NUREG-OS8B,     "Interim   Staff    Position 
on    Environ    Qualification    of    Sarety-Re lated    Electrical 
Equipment    "    Requests    rovioiu    of    equipment    qualification 
documentation    to     identify    degree    of    compliance 
ROSS, 0   F         Division    of    Pioject    Management         SO/02/21         3pp 

B004230058   Requests     Info    r-e    aunliary    feeduater    sys    per    Dulletins    >, 
Orders    Taa  fc    Force    review    of    TI11-2   accident    Info    should    be 
provided   ai    amend    to    application  Submit tal    schedule    should 
include    NRC    approval     print     to     issuance    of    OL   W/encl 
ROSS, D   F        Diviaion   of    Project   Management        BO/O3/10        53pp 

0004090054   Summary    of  8003^2  meeting    w/util    *    NUS   Corp    re   draft    of   Tech 
Specs    Attendee    list    end 
TIDBITB-D          Light    Watei     Reactors    Branch     1         80/03/21         5pp 

B0040f02B6   Summari)    of   800221    meeting    4    site    visit    u/util.  Dames    fc    Moore 
'/   LABL    re    <gcology    b   se  iamologi;    review    for    site    Attendee    list 
d    log    of   Soring    adjacent,    to   USGS   strong    motion    accelerator 
enc  1 
T1QDETTS.D    L         Light    Water    Reactors    Hranch    2         BO/03/21         8pp 


Q0043004AB   Foruards    request 
amends 
DAERid    L         Light;    Water    Reactors    Granch 


ddl     info    per    review    of    recent    FSAR 
00/04/04        Spp 


F      Security* 


jdical,     emergency   t   fire   protection    plans 


GOO40aoo77   Advises     that     ti-bmttfcal    date    fur    evacuation    time    estimates, 
requested    by    NRC    7112PI,    Itr.liai    been    postponed    pending    OA0 
claarance   under    Federal    Rppts   Act 
ORIMC3, B   K         Emergencu    Preparedness    Task   Force        00/03/11        4pp 


0004SB0948  Forwards    final    deficiency    rept    re    grouted    anchor    bolts    an 
main   steam    line    supports 
MILLB, L  M        Tennessee    Valley   Authority        BO/04/ 10         Ip 

8004180444  Fourth    Interim   deficiency    rept    re    fabrication    of    refueling 
mater    ttorage    tank    overflow    liner  in   violation   of   ASME  code 
Final    rept   ulll    be    submitted    upon    receipt   &   subsequent 
•valuation   of    repair   procedures    from   steel    company 
MILL0. L  M        Tennessee    Valley   Authority        0O/04/11         Ip 


8004380338  Fourth    Interim   deficiency    rept    re    refueling   uiater    storage 
tank    overflow    line    nob    fabricated    to   ASHE  code   Repair 
procedures    not    received    from  vendor   Nerl   rept   mill    be 
submitted    bu   80061 A, 
MILLS- L  M        Tennesae*   Valleu   Authority        8O/04/11         Ip 


0004240409    Interim   deficiency    reat   ra    shock   arrestor    strut   assembly 
Interference  Hext   rapt   mill    be    submitted    by   BOO 330 
MILL0IL  M        T»nnossee   Valley    Authority 


by   B0033Q 
80/04/10 


8004SS0413  Foruard*    final    deficiency    rept    re    TPIPE   computer    user 
failure    to   check    frequency    analytic    of    piping    lys 
MILL8.L  M        Tennesme   Valley   Authority        80/04/21         Ip 

— 8004230424   Final    deficiency    rapt   ra   TPIPE  computer    user    failure    to 
chick    frequency    analysis   No    erronaouf    design    Info    has 
rttulttd   Program  mod    to    stop    any    program   run  uhen    friquBncy 
analysis    not   converging 
»      Tennes»»B   Valley   Authority        90/04/31        6p 


8004290346  Forward*    first    interim   deficiency    rept    re    defective    reactor 
vessel    upper    internals    guide    tub*    support    pins 
MILL8,L  M        Tennetie*   Valley   Authority        30/04/23         Ip 
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DOCKETED  ITEMS 


0042BOO04  Respo-rids  t  a  T  Conner  60031.1  Itr  Nothing  presented  01 
applicant  indicates  that  Stats  -or  SC  11  actively  supervising 
use  bY  C/iRVA  Lartel  of  etorionic  marVet  pouer  over  pichange 

5  ,  CS 

EJRftNDpU    E         Grated    '.    Hall          80/03/2E          3»j> 


-aO042600C'!   Notice    ot    violation    from    insp    on   BOQ101-31 

*      Region   3.     Atlanta.     Office    of    the    Director         BO/03/10         lp 

-300425001-1    IE    Inap    Rept    50-395/60-01    on    000101-31    Noncomp 1  lance    noted 
failure    to    perform    audit    of    lifted     lead    *•    jumper    log 

KELLOGG. P    J         Region   2.     Atlanta.     Reactor    Operations    Nuclear    Support 
Branch         SCOLDS,  J   L         Region    2      Atlanta,     Office    of    the    Director 
SO/O3/10         6PP 


Inspection    reports        1(-    Bull etuns    >     coi  respondents 

00-1020029    Atk    reCPip-l     or    751317     Itr     imFortning    MF5C    of    steps     taken    to 
correct    violations    not»d     in     IE     Insp    Rept    50-395/79-34 
BRYAWT,  J    C         Region    2.     Atlanta,     Ruact-or    Construction    ti    Engineering 
Support    Branch          B'J/01/lfc          lp 

-8004030035   Responds     to   NRC    791 12O    Itr    re    violations    noted     in    IE    Insp 
Rept    50-395/79-34    Corrective    actions    documented    as-Built 
condition    of    pipe     su-pport    CSH-01?    t,    procedural    violations 
in/ol^ed     documented    Aid]    <3A    steps    created 
ODHHSOJJ,  M   C         South    Carolina    Electric    !<    Gas    Co         79/52/17         4p  p 

-S004O20O36    f- o  r  UMS  r  iJ  *     IE     rnsp    Rept    50-395/79-34    on    79103Q-11O1    <•    notice 
of     -rio  1  atlon 

MURPHY, C    t         Region    2      Atlanta.     Reactor    Construct  i  an    t<    Etig  1  neer  Ing 
Support    Branch          79/1 1/20         2pp 

•800402003<J    Notice    of     violation    from    itisp    on    791O30-1 101 

»      Region,   3.     Atlanta,    Office    of    thf   Director        79/11/19         lp 


Q004O90J91    Forwards     IE    Circular    80-04,     "Securing    of    Threaded    Locking 
Devices    on    Ssf  et  y-Re  I  atcd    Equipment    "    No    written    response 
r  squire* 
O'REILLY.  JP         Reg-ion    2,     Atlanta,     Otfice    of    tho    Director         BO/O3/14 


6004100395   Ac  k    receipt    of    800305    Itr    informing    NUC    of    steps    taken    to 
correct    violation    noted    in    IE    Insp    Rept    50-395/79-41 
LEW  IS,  R    C         Region    2.     A*  Ian  til,     Reactor    Operations    Nuclear    Support 
Dranch         SO/03/17         lp 

— 8004100402   Responds    to    NRC    800118    Itr    re    violation    noted    in    IE    map 
Kept     50-395/79-41    Corrective    actions    attached    safety    tags 
to    correct    values    >i   wrote    Startup    Field    Rept    1972 
NICHOLS,  T   C         South    Carolina    Electric    &    Gas    Co         80/02/05         9pp 

-- S0041QQ4Q9  Forward!    IE   Insp   Rept    50-395/79-41    on   791110-1231    t-   notico 
of   violation 

LEWIS.  R    C         Region   S,     Atlanta,     Reactor     Operations    Nuclear    Support 
Branch         60/01/16         2pp 


8004020043    IE    Inip    Rept    30-395/79-3-1    on    791030-11O1    Noncomp  1  1  ance 
notei)     inadequate     ina-p    af    pipe    support    CSW-019 

HEfil>TiA   R         Region    2,     Atlanta.     Reactor    Construction    *    Engineerlns 
Support    Branch          ftN(Jr«    P         Region    2,     Atlanta,     flffice    of    the 
Director         79/11/19         4p.p 

'04O9034O   Foruards     1C   Bullstm    BO-03.     "Loss    of    Charcoal    From   Std    Type 
1  1.  Two-Inch.  Tray    Adsorber    CelJs     "    Action    renuireij 

O'REILLV.  J   P         Region   2.     Atlanta,     Offica    of     the    Director         90/02/06 
2pp. 

04090343    Foruarda     IE    Bulletin   90-O3,     "Lois    Df    Charioal    From   Std    Tijpe 

!  1  1  Tuio-I  nch,  Tray    Adsorber    Cells     "    Action    required 

O'REILLY.J   P         Region   2,     Atlanta,     OFfii*    of    the    Director         80/O2/0£, 


0-111O572   ForuardE    IE     Insp    Rept    5O-395/90-02    on       B0010B-11    Na 
noncotnp  I  i  ante    noted 

BRYANT,  J   C         Region    3,     Atlanta,     Reactor     Construction    &    Engineering 
Suoport    Hranrh         80/03/27         3yp 

8004110575    IE    ln*p    fiept    30-395/SO-02    on    BOQ10B-11    No    noncomp  1  i  ance 
noted    Major   areas    inspected    uiort    activities   t    q.ua]Jtg 
i-e'curda    For   «l«<c  tr  teal    component*    1    Inn  t  rumen  tatl  on 
CONl-Orj.  T  E        fi^jton  2,    Atlanta,     Reactor   Construction    k  Enfl  ineerino 
Support    BraricJi         GIDUOIIS-T   D    ,     HARDWICK,  R    J         Region    Z,     Atlanta. 
Office    of    the    Director         60/02/26         7pp 

:M020SOf    J^c^    receipt    o*     IE    lnEp    Rapt    30-395/79-38    on    791119-2°    No 

proprtetai-^    info 

JDHUSD'J.M    C         South    Carolina    Electric    4    Oas    Co         60/03/39          if 

3004020311    Forwards     IE    Ir^p    Kept    50-395/79-38    on    791119-29    No 
none  t>mp  1  i^nc  p   noted 

O'RriULV.  J  P        Region   P,    Atlanta.    Office    of    the   Director 
SO/02/07         3pp. 


— 60041 OOfl 12    Notice    of    violation    from    insp    on    771110-1331 

*      Region   2.     Atlanta,     Office    of    the    Director         30/01/11          lp 

— Q004100416    !E    Insp    Rept    50-395/79-41    on    791110-1231    Noncnmpl iance 
noted    improperly    positioned    safety    tags    (.    failure    to 
document    deficiency    in  main    steam  hgifrostatic    test 
KEUOOO,  P   J    ,     S  HOLDS,  J   L         Region   S,     Atlanta.     Office    of    the 
Director        BO/01/11        8pp 

B004160110   rtcfc    receipt    of    IE    Insp    flept    50-395/60-02   on    B00237   No 
proprie targ    info 
JQKMBOH.n   C         South    Carolina    Eloctric    >»   Gas    Co         60/03/23         lp 

3004130492   Forwards     IE   Info   Mot  ice  BO-12.     "Instrument   Failure   Causes 
Opening    of   POflV  «.    Hlock   Valve    "   No   specific   action   or 
response    nctess4rij 

O'RelLLV,  J   P         RBBion   3,     Atlanta,     Office    of    the   Director         80/03/31 
2pp 

fl004JSO'19S   foruiflTrfj     IE    Info    Notice   SO-12,     "  1  natrument    Failure    Cauiii 
Opening    of    POHV  It    Block   Valve    "  Mo   specific    action    or 
response   necessary 

O'REILLV.J    P         Region    2,     Atlanta,     Office    of    tha   Director         80/03/31 
2pp 

8004080503  Forwards    IE  Circular    80-05,    "Emerjencg   Diesel    Generator 
Lubricating    Oil    Addition   t,   dnsite    Supply    "    No   uritten 
reapcnie    renuiped 

O'HEILLV,  J   P        Region  2,    Atlanta,    Office    of    the  Director        flO/0-t/OI, 
2pp 

a0040805B7   Fnruards    IE  Circular    BO-OS,     "Ertiargoncij   Dimel    Generator 
Lubricating    Oil   Addition  &   Onsite   Supply    "    No  uritten 
rasponsc    required 
D'REILLV.J   P         Region   2,     Atlanta,     Office    of    the    Director         90/04/01 


1001050220    IF    Insp    Rept    50-39 5/7'7-3S   on    771117-29   No    noricomj,  1  iance 
noted   Major   are-as    uispected    allegations    re    cold    joint    iti 
reactor    blrfj    r  i  r-s    girrfer  6   (racSs    in    *v-c    water    tunnel 

O'REH-LV.JP    ,     MARSH, R    ,     LENAHAN.  J    J         fiejion    2,     Atlanta,     DFfite    of 
the    Director         00/03/07         llpp 


S004I&OOB1?  Foriuards    IE    Info  Notice   BO-13,     "OE  Type  BUM  Control    suited** 
Defective  CAK  Fol 1 oyer<    "  No   specific    action   or   rasponae 
requ 1  red 

Q'REILLV.J   P         Region   2,     Atlanta,     Office    of    the    Director         80/04/02 
IP 


•1040467    Respond;     to    IE    Bulletin    BO-O3,     "Loss    of    Charcoal    tram   Std 
ype    11.2    Inch. Tray   Ad-sorber   Cells    "   Visual     insp    of   safety 
nonsafefcu,    filter    plenum*    revealed    tJi*t    spot    UB  1  d  i  no    used 
n    cell    tonst  ft    icreen    jagging    OP   degraifatiorl   not    noted 
fiEHS, E   H         South    Carolina   ElettriE    5   Oai    Co         aO/03/li          3pp 


3004150091    Fc-ruarda    IE    Info   Notice   00-13.     "QE   Ti)p«   8BM   Control    Suitche 
Defective    CAM  Followers    "  Wo   specific    action   or   response 
r  e  qu  1  r  e  d 

O'REILLY.J  P       Region  2.    Atlanta,    Office   of    the  Director        80/04/013, 
2pp 


41OO359   Responds    to    IE  Bulletin    79-13  Hat    functional    testing 
chiduled    far   6G05Q1   &    fvsl    loading    scheiTuleif    for   SOiSOl 
peratirig    t-   emeroencii    operating    procedures    tor    main    steam 
Inn    ores*    «.  main    feeduater    line    breai    ar-e   being    finallieil 
1EWS,E   H,        South    Carolina    Electric    t-   Gal    Co         BO/03/12         2pp 

JSB0005  Foruardu    IE    Insp    Rept   50-395/80-01    on    B00101-31    *.    notice   of 

lolatlon 

IU1S.R  C        (feolon    Z,     Atlanta      Reactor   Operations   Nuclear    aunnort 


8004340369  Forwards    IE    Info  Notice   BQ-il,     "Safety  Suggeitioni   From 
Employees    "    No  action   required 

O'REH-LV,  J  P        Region  3,    Atlanta,    Office   of    the  Director        30/04/02 
2pp 

8004240271    Forwards    IE    Info  Notice  BO- 14,     "Safety   Buggntioni  From 
Employees    "   Mo  action  required 
Q'REU.LY,J  f        Region  S-    Atlanta,    Office    of    the   Director        60/04/OB 
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369   Forwards    IE    Circular    BO-07,     "Problems    W/HPCI    Turbine    Oil 
No   Liritten    response    required 
-LV,J   P         Region    2,     Atlanta,     Office    of    the    Director         BQ/G4/Q3 


J71    Foruards    IE   Circular    60-07,     "Problems    U/HPCI    Turbine    Oil 
No    written    response    required 
LV,  J   P         Region    2,     Atlanta.     Office    of    the    Director         60/04/03 


09   Forwards    IE   Bulletin    79-03A    "Longitudinal    Uold    Defects     in 
irt-312.Type    304   Stainless   Stael    Pipe    "   Action   required 
L¥,J   P         Region    2,     Atlanta.     Office    of    the    Director         90/04/04 


5Q  Forwards    IE   Bulletin    79-03A    "Longitudinal    Ueld    Defects    in 
'A~312,Type    304    Stainless    Steel    Pipe    "    Action    required 
LY,J  P        Region   2.     Atlanta,     Office   of    the    Director         FJO/Q4/04 


Reportable     net 


T  e  i  a  t "  d     correspondence 


8004020292    Part 
thrust    bear i ng 
from    oil     supply     sys    riniij 
replaced    t-     plugs     installs 
CREWS, E   H          South    Carolina    fleet 


ept    on    800114, Cnlt     Industries    reported    failure    of 
di&sel     generator     due     to    oitii-sslon    of    plug -5 
s    riniijt    bearing     ',     t  h.  i  u  s  t     collar    are    being 


9004020455    Part    21     lept 
generator    A    Plugs    piof 
potential     defect 
IIORIARTV,  J    1-1         Colt     li 


insp    Lonip-teted-    01 
?!  1 i/     insf-al  led     '- 


.Lnos,      Ire 


cr-ackshaft     thrust 
nilt     free     of 


Q004M0174    Part    £11     lept     re    «mergt'iicg     feeduatei-     pump ,  turbine     governor 
valve     linkage    Governor     Linkage    modified     to    ac tom-mnda  I  e 
spring    uhicli     preloads     valve    In!  I  age     so    govornoi     valve 
renains    open    during    standby 
CREWS.E   H          South    Carolina    Electric     ',    Gas     Ca          BO/03/Q7          3np 


32   Forwards     IE    Bulletin    BO-OS,     "Eiam   of    Containment    Linar 

ation   Welds    "   Written    response    required 

t_Y,J   P         Region    2,     Atlanta,     Office    of    the    Diiectur         BO/OA/07 


B004020321    ForuuatdS    deficienci;    iBfit     re     pi  obi  ems     Identified     in    [)ergcri- 
Psttenson    Part    ^S-IO    strut,     issembli|    uspd    ui/Pacifie     Scientific 
mechanical     shock    arresters 
CRBWS.EH          faouth    Carolina    Clectiic    6    Gas    Co          50/03/10         2pp 


35  Foruards    IE   Bulletin    00-08,     "£'am   of   Containment    Liner 

ation    Weldn    "    Written    response    required 

LV,J   P         Region    2,     Atlanta,     Office    of    the    Dirsctor         BO/04/07, 


— B00402O323    Defi  c  issncy     rent    re    pioblems     identified     in    Bergon-Pat tersnn 
Part    2540    strut    assembly    uspd    u/Pac i F  ic     Scientific 
mechanical     shoe*    ar-restora    Cau-so     unstated    Larger    assemblies 
being    replaced     Smaller    assemblies    modified 
»       South    Carolina   Electric    >     Oas    Co          BO/03/1O          3pp 


12  Ack    receipt    of    B00312    Itr    informing   NRG    of    steps    taken    to 
t   violations    noted     in    IE    Investigation    flepti    5Q-395/ 
!.    50-395/00-03 

C   E        Region  2,    Atlanta,    Reactoi    Construction   It   Engineering 
t    Branch         80/04/O7         Ip 


8004220049   Part    21     repl     on    HOOJO'l.  roc  ei  vod    notification    of    potential 
problems    uj/De  rgcn-Pat  ter  D  on   methanical     shoe1!     arreator 
assemblies    Defective    dssomblios     located     on    RCBiEaFeti|~ 
related    component     cooling     si|s     '.     reactor     bldg     spi  ay     1  ij  a 
CREWS,  E   hi         South     Cat  ol  ilia    tlec  ti  ic     '-    Gds    Co          BO/03/ 10          5pp 


U19  Fteiponds    to   violations    noted    In    IE    Invest igat ion   Repts 
PS/7f-35,&    90-395/90-03   Corrective  actions    Drawing 
202  revised    on    791 1O3    fco    incorporate  ABME   code 
rements    for   weld    fillet    tile    of    socket  uiBldlng    flanges 
.ON,  H  C        South    Carolina  EUctrU    (.  Gas   Co        BO/03/ IS        3pa 


3001170035   Deficiency   Rep  t    ^0-W9/BO-O5-O7    re     piping     «upplior-    draining  f 
of     reinforcini;    fillet    uie  1  d     far    branch    coiine<  I L  ons    ?i 
contractor    revisions    not    providing    m i n    throat    thickness    for 
specified    mold    sites    Caused    bij     program    deviation 
JDHMBDM,M   C         South   Carolina  Electric    b    Gas    Co         80/03/21         3pp 


H24   Foruiards    IE    Investigation    Rept    50-393/79-39   on    790710-1219 

e    of    violation 

LLV'J  P        Region   S,    Atlanta,    Office    of    the   Director 

'/13         2pp 

123   Notice    of    violation    from    insp    on,   790910-IH1? 

gion   2,    Atlanta.    Office    of    the   Director        00/03/12         Ip 

135   IE    Invostigation  Ropt   50-395/79-39   on   770910-1319 

fflpllance    noted    procedures    did    not    include    fillet   uield 

reqoirementB    per   ASMS  Section    III    for   socket    molding 

ec  b   sample   ueld    failed    to   meet   ASME   code 

RE.D   R    ,     MARSH.R    J    .     LONG,  T    J         Renion   2,     Atlanto,     Office    of 

iractor        SO/03/12        a-)pp. 

B  Ack    receipt    of    IE    Insp   Rept    50-3?5/BO-Q5  No   proprietary 
rM  C        South   Carolina   Electric    fc   Das    Co        SO./04/C-a,        Ip 

(B4  Foriuard*    IE    Insp    Rept   50-395/00-05   on    SOQ329-2B 

icomp] lance    noted 

rrJ  C        Region   2,    Atlanta.    Reactor   Construction  &   Engineering 

•t   Branch         BO/03/12        2pp 

193   IE    In*p    Rept    5O-395/BO-09   an  B0022S-2D  No   noncomp 1  lance 
Major   areai    inspected    deficiency    Items, IE   bulletins.  IE 
ar*   fr  const   activities 

TE,T  E,       Region   2.     Atlanta,    Office   of    the    Direetor, 
I.J  H        Region   2,    Atlanta.    Reactor  Construction   (.   Enginenrino 
t   Branch         BO/03/12        App 

i  Forwards    preliminarg    preservice    in»p    program  for   ueld    inaps 

tatlc    teiti 

H       Bouth   Carolina    Electric    b  Oas  Co        BO/04/1S         Ip 

59  Prellmlciarv    pro-service    Insp    program   for   uield    Inlps    t< 
tatic    testii inc lud ing    basic    Insp    program, [nip 
urtt.  llitt    of    Items    Inspected    t<  preliminary    list    of 
requests 
th   Carolina   Electric   i  Oas   Co        BO/04/19        400pp 


900^170004    Interim   deficiency    i  pp  t    re    potential    stress    corrotion 
cracking    of     control    rod     guiilo    tube    support    pina    Cause 
unstated    He  5  t  inghouse    mill     perform    u  1  tra  sanJi:     insp     of 
suppoit    pins     in    tuJQ    or    mofo    operating     domestic     plant's 

H         South    Carolina    Electric    >f    Gas    Co          130/03/27          4pp 


BOOA300S6I    Part    21     c«pt    re     control     rod     guide     tube    support     pin    crflching 
due     to    possible    stress     corrosion    cracking     Uiokon     support    pin 
could    prevent    proper    control    rod     operation 
CREWS,  E    H          South    Carolina    Electric    !.    (3a*     Co          00/03/27          Spo 

B00415O501    Final    deficienci;    rnpt    re    Failure    of    thrust    bearing    on    diesel 
generator    mfq     by    Colt     Industries    Farmai'ds    Colt     Iridustrios 
BOO305    Itr    regarding    successful    completion    op    shop    tests 
CREWB.E   fl        South    Carolina    Electric    t   Gas    Co         90/04/03        2p  p 

0004150543   Final     de  fit  IBHCIJ     rept    re    measur  oirent    of     steam    gnnaratar 
uaber    level    Steam    generator    Impulse    lines    am    being 
thermally    Insulated,    to    minimus    heaLup    Mud    ui  1  1    unauro 
proper   accuiacies    u/o    requiring    largo    setpuInC    iticreaae 
CREWS,  E   H        South    Carolina    electric    i,   Das    Co         B»/04/OB        2pp 

B0042OO49B   Final     deflcloricij     repl    re    mnastir  ement    at     steJim    generator 
uater    level    Steam    generator    level    1  mji  u  1  -s  f    linen    being 
therfnallij    insulatorf    to    mlnimlie    heatup    during    tim»    required 
to    perform    trip    function,  after    high    energy     line    break 
CREWS.  E   H        South    Carolina    Electric    S-   Qas    Co         £30/04/08        2pp 

0004250404  Final    deficiency    rept    re    83000    fittings     installed    whore 
piping    specs    required    416000    fittings    Caused    by    failure    to 
perform   J,   comply    u/proc  eaur  ea    to    verify    mat!    prior    to 
installation 
JOHNSON,  M  C         Soulfi    Carolina  EJoctric    t   Oaa    Co         BO/Ofl/lB        3pp 

a00425t>'!29   Final    deficiencu    fept    r*    luelding    of    safety-re  lafced 
instrument    *ianger/*uppor  ts    Caused    bu    failure    to    perform  & 
comply    iu/procadure«    Controlled    r«lnsp    program    instltuteif 
JOHNSON,  H  C         South    Carolina   Electric    'x   Cas    CD         BO/04/IB        3pp 


DOCKET    50-397   MPP3S   NUCLErtn    PROJECT.     UNIT  3 

A      App 1  icatior/c onstruc 1 1 on    stage    documents    t,    correspondence 


BOO404OO31    Advises    of     issuance    of    r<<J(iEG-O9Ba,      "Interim    Staff    Position 
on  Environ   Qual  I  f  i  cotion    of    Baf  ety-Relatei)    Eleelriial 
Equipment,"    providing    guidance    re    (natoods    fur    compliance 
ROSS.  D  F        Division    of   Project    Management         90/G2/OS         7pp 
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,ssi,-  i*]~i_'        Inter  in   Stu'f    Position 


;    '     'ill     Itrs    -o   GE    [Jistussing    analysis    of 

a    H  ,--ijlJ    net    te    perforned 

1  •    j      .    -    I  J".    guidance 
JT       fj    -i-rt    '-j"cS   -1         BO/03/1!         Sop 


ijQ4Q10<j,~6   Mcmoi andum    ot-    understanding    between    NFlC   ft   F"£"r1A    ro    prompt 
improvement    in    I  ad  i  o  1  og  i  cs  I    ernei  gency    planning    t 
preparedness,  a  is'  i  i  Outed    a;    Hoflrii    iiotif  nation 

CQSSlCK.L    V        Offict    of    tde    Fiecutive    Director    For    Operations 
80/04/02         3Jpp 


k      Utility    Final    Safety    Ansli(Sn    Report    (FSflli  >    (•    amends 


6004020339   Fotuardi    ftmcnd    B    to    FSAR 

RFI<BEHOEtl,D   L        W»«hin.jton   Public    Pother    Supply    Si; « tern         OO/'OS/IO 
IP 


— GQ04020341    Amend    6    to   f"W 

*      Washington   Public    Tower    Supply 


9004140345   Forwards    Certificate    of    Syc    for    fmiBni    0    to   FBAF) 

BEUGEfiGER.D   U        WastiinjUn   1'ublic    POIOBI     Supply    System         BO/04/04 


.  "i ,    .1    i    ii-tf    '    *rsiiie»r  1115    iirettiv*    re    preparation   of    partial 
C«-eTati-r    -eU    J0ir(t    tu    oe    used    on    Sdtriliciai    wall 


Inspection   reports,     IF    Hulletins    >j   cor 


8004300293   Foruarits    IE    Insp    Ropt    50-3V7/SO-01     on    BOOH5-1B 

SBEHCER.Q   E        Region    5,     San   Francisco,     (leactoi     Confltruc  lion    * 
Enameering   Suppoi  t    Ilranrh         60/03/29         ^pp 

~-B004300?9B    IE    Insp    Flept    50-3^7/QO-Ol    on    H001  1S~IH   Noneonp  1  lane  »    nol*il 
inadequate    cloeuie    ot    sensing     lines    !•    failure    to   lontrul 
welding    filler  mstl 

DDDDS,R    T    ,    LL1N,J   0   ,     HA16T,  D   P         Region    3,     San   Frant  Uto.     Office 
of    the   Director        80/02/2t>        8pf 


l     rcnfi,ct    cf    Ir,i0-8,t    srtectinp    Oft  progr^r, 
that    t-nfl.'t    ,f    in*-»reU    in^oKenent    would 


Lrf.CH   M   T        Light    H,',r    F,eJC,cr5    Branch    rt        I 
''""Sthai't   A"^S!1    lhlilt    """I3:ij   re1«eit    for    approval    of   aUernakive   lest 


ilon    of 
BO/04/04 


6004260272  ForuardE    IE    Insp    Rapt    50-39//EIO-OS   on   FJQQ310-12   No 
nancompl lance  noted 

CREWS,  J   L        HegionS,     Sfln   Franc  i  sco,     Reacloi     Oftoi  stions    Moc]  oaf 
Support   Branch        80/03/34        2pp 

--3004290277    IE    Insp   Kept    5Q-397/J30-05  on  800310-12   No   nan.:  cimp  11  ant » 
noted    Major    areas    inspected    Oreapcrati  ona  1     tost    procedural 
It.  ovarall    preoperational    prooT  am    Inspectors    loured   plant    tor 
Independent   update    of    const    status 

STERNBERo,  0  M        Region    3,     San    ri-aiultcp,     llcnctoP    Dperol;  1  om    Hucl«4r 
SuppOT-t   g.anch        CARLSiOIJ,  J  D   ,    JDHNGON,  P  II        Region    3,     tian 
f>*nci*cq,     Office    of    the    Director         GO/03/21         C]pp 

3004150320  Forward*    IE    Info  Notice   SO- 1 2,    "rnstrura.ttt  rfljjur.   Crtu... 
Open.ng    Df    POfiV   •,   Dlock    Valve    «    N0    specific    *c»ion%P 
peiponse    neconarij 

80/03/3I4'R   |'p      "<'9"ln    ""''    Sa"  ^'onciBtn.    Offlo    op    Ud   Dlroctnr 


co,     QfF.c,    of    th.   DlrBclo 


»»    th.   Director 


PIERCE*.  DL        «..h,n 


B,,.tM        BO/04/M 


II    dtsjgi, 


--^   .      t 

HC  c  ;  ::r0f:  ^:;1  ii  °TPI  arDup  in  s-n 

;  ,'tr"'"*   °"  «*«  /^om  Creare 

prooram,   4   rrlationjhips   u/ 


H   H        Region 
jp      H"glon 


t, 
office    of 


f»qi.lr»d 


Fr-nci.cc.    Q,M«.    of 
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B      Reportsble    occurrences,     LERs    !•    related    correspondence 


G      Ad  j  ud  i  catoi  ij    COT respondi 


BQ04020293   Forwards    interim    deficiency    r&pt    ie    potential 
misi  llo~produc  Ing    nonaaf  ety-re  1  ated    equipment    installed    in 
Class    IE   area 
RENBERGER,  D   L         Washington    Public    Pouisr    Supply    System         HO/Q3/21 


—  8004020996    Interim    deficiency    rept    re    potential    ml  94  i  1  e-prnduc  i  ng 
nonsaf  ety-related    equipment    installed     in    Class    IE   area 
Protective   barriers   are    being    designed    to    preclude    damage 
to    Class     IE    equipment    in    event    of    ftydiheel    failure 
*      Washington   Public    Pouer    Supply    System         80/03/31          Ip 

6004020302   Forwards    final    deficiency    rept    re    pipe    whip    restraint 
prob  leras 

RENBERGEfl.D   t,         Washington    Public    Power    Supply    System         BO/03/31 
2PP 


9004010519   Petition    fur    review     of    rtSLAB    600230   decision    denying 
applicant    (notion    for    mod    of    *LAQ-577    re    mg  t    capability 
Supports    fJflC    argument    that;    ftCLAQ     exceeded    authority    re    staff 
procedures    to    ti  eat    OL    Certificate     of    Svc     enc  1 
TROWBRIDGE.G   F    ,     O'NEILL,  J    H          Carolina    Pauier    t    Light    Co 
TROWBRIDGE.G   F         Shau,     Pittman,     Potts    *     Trouhridge         00/03/11 


13pp 


B004C-30026   Memorandum    of    under  S  taiid  iTiq     between   NfiC    t-   FEMA    re    prompt 
imp  ^overt^en^    in    radiological     emergency    planning    & 
preparedness.  di  %  tr  i  buted    a;    Hoard     notification 

GOSSICK.L    V         Office    of    the    Executive    Directoi     for    Operations 
BO/04/02         3Hpp 

aOQ-J21Q180   Order    granting    ei  tens  i  on.  uot  i  1    B0041B,  for    Commission    to    take 
action    re    revieui    of    ALAG-377    '.     ^LAC-391 
CHIE.K..S    J         Office    oF    the    Secretary    of     the    Commission         GO/O4/11 


—  B0040203Q5  Final    deficiency    rept   re   pipe   uihip    restraint   Ort   records    & 
fabrication    deficiencies    Documentation    deficiencies    have 
been    Identified    All    restraints   lull!    be    re  inspected    by 
ultrasonic   magnetic    particle   I    visual    methods 
*      Washington   Public    Power   Supply    System        BO/03/21        Spp 

6004100188   Ack    receipt    of   300314    1  tr    fouardinj    deficiency    rept    re 
conifonsate    collection    in   reactor    core    isolation    piping 
ENCELKEN,R   H        Region    5,    San   Francisco,    Office   of    tha    Director 
80/03/29        Ip 

8004200466  Forwards    deficiency    rept    re    small    bore    piping    design 
RENB6ROER,D  L        Washington  Public    Pouer    Supply   System        30/04/21 


B004200I7B   Memorandum   i    order    revert)  Ing     portions    of    ALrtD-577   b    ALAD-S91 
re    performance    of    administrative     tasks     In    separate 
proceeding   Declines    to   re^iaiu    applicant    issues    re  rtLAB-SBl 
Directs    tlRC    to    conduct    preliminary    assessment    re   ALAD-S77 
CMILK.S    J         Office    of     the    Secretary     of     the    Commission         BO/04/17 
3PP 

Q       Inspection    reports,      IF   Bulletins    i,    coi  respondence 

gQ0409GO3B   Ack    receipt    of    IE    Insp     Repts     3D-4OO/BO-02,  50-401  /BO-02, 
50-402/30-02   fr    50-403/HO-02    on    791229    !•    B0013I-25   No 
proprietary    Info 
HQWE.P   W         Carolina   Pomer    !.    Light    Co          BO/02/33         [p 


— S004S80-169   Daficiency    rept    re    small    bore    piping    design   Piping    tc    support 
drawingi    have    been   released    for    fabrication   of    incomplete 
I<   unchecked    design   calculations    Independent    engineering    firm 
uili    complete    remaining    designs 
«      Waihington    Public    Power    Qupply    Si;  n  tern         QO/04/51          Ip 


— 9004070071    Forwards     IE    Inap    Repta     SO-400/BO-OS,  50-40!  /80-02, 
50-402/80-02   !,    90-403/90-02    on    79122B    (.   Q00121-29   No 
none  orap 1  lance   noted 

BRYANT.  J  C        Region    2.     Atlantap     Roactop   Construction   t/  Engineering 
Support    Branch        DO/02/20        3pp 


80042B0473   Forwards    interim  deficiency    rept    ro    violation    of   mln    wall 
thlctnen    on    small    bore    piping 

RENBEHOEFt.D  L        Washington  Public    Pouier    Supply   8v»tam        8O/04/21 
IP 

— B0042BO'17A    Interim   deficiency    rept   re   carbon    iteel    tmall    diameter 
pipe    installed    bf/less    than    mln    allowable   wall    thickness 
Cau*ed    by    contractor   utillnnfl    gnnder«    to    remove    oxide,    t 
mill    scale    from   pipe    in   preparation    for    welding 
*      Waihington   Public    Pauior    Supply   Sijiteni        80/04/21         Ip 


— 8004090084    IE    Insp    Repts    50-400/50-02.50-401/80-02,50-402/80-03   *~ 
5O-403/SO-02   or,    79123Q   >'   000121-35    No    noncomp  I  iance    nptad 
Major    areas    inspected   const    s  tatusi  1  1  c  onKee   action   on 
previous    findings   t.    IE  Bulletin    79-25 
DRADELV,  R   0         Region    S.     Atlanta.     Office    of    the    Director         HUNTi  M   0 

Region   2,    Atlanta,     Reactor    Cons  true  1 1  on   t    Engineering   Support 
Branch        BO/02/20        Spp 

8004070295  Ack    receipt    of    IE   Insp    flepta    50-400/80-04,  50-401 /80-04, 
SQ-40E/8O-Q4   !,   SO-403/SO-O4    on    800303-07    Ho    propietari;    Info 
HOWE.  P    M         Carolina    Power    *,   Light    Co          60/03/0*         Ip 


DOCKET   90-400  SMEARON  HARRIS  NUCLEAR  POWER   PLANT,    UNIT    1 

A     Application/construction   stage    documents    b   correspondence 

8004040031    Advises    of    issuance    of   NUREO-03BB,     "Interim   Staff    Position 
on   Environ  Qualification  of   Saf  etij-Re  latad    Electrical 
Equipment."    providing    guidance   re   methods    for    compliance 
RpaSiD  F        Division   of   Project  Management        80/02/09        7pp 


--8004O7031S  Forwards  IE  Inap  Repts  SO-1OD/BO-0-1, 50-101/SO-O4, 
SO-4O2/BO-04  t  50-403/BQ-O-l  on  B002O5-D7  No  noncompl  lane  e 
no  tfd 

BRYANT, J   C         Region    3,     Atlanta.     Reactor    Construction   &   Enninr 
Support    Branch         BO/O3/27 


8004170047   Dlscussei    def ic lancu    re    defective    seismic    Class    I    hanger 
welds   Dlficlencg    no    longer    cansldareif   reportaible    under 
IOCFR50   931e)    Corrective   action   completed    tt   PognJ    to    be 
acceptable 
CHIANOt.N  J        Carolina   Power    4  Liflht   Co        80/02/22        Ip 

Q0040S0451    Forwards    canst   mileitoriBs   1.   activities    schedule1,  updated    to 
300331 
MCDUFFIE.M  A        Carolina   Power    i  LiBht    Co        QO/04/O3         13pp, 

BOOt 2204 91    Submit*    info    In  response    to  NFIC   000324   questions   re 
electrical    flald    gradiants    surrounding    proposed   Harris- 
Hjrnett    SOO-kV    line 
MCDUFFIE.M  A        Carolina  Power    *•  Light    Co        BO/04/15        2pp 

B00423032B  Submit*    info   re    electrical    field    gradients    surrounding 
propond    900    W    Hne.r*quB«tBd    In   WHC   B00324    Itr 
MCDUFFIE,M  A        Carolina   Power    I    Light   CD        BO/04/1S        2pp 

F      Becurityi    medical,     emerfleney    &    fire   protection   nl-ans 


SO 040 BOO 77  Advlies    that    submittal    date    Por    evacuation    time    estimates 
requasted    bu    NRC   79122i    Itr. has    been   postponed    pending    OAO 
cl**ranci    under   Federal   Repts    Act 
GRIMES,  D   K,       Emergency   Preparedness;   Task   Force        80/03/11         4pp 


244 


DOCKETED  ITEMS 


Foiuards     IE    Cntular    SO-05,     "Emergency    Diesel    Generator 
Lubricating    Oil    Add  it- ion   '-    Qnsite    Supplt,    '     Ma    written 

pUlrne9io"    2,     Atlanta,     Office    of    the    Director         BO/04/ 


C      Ad  jud i : a* 


BQ0415G067   Foruards     IE    Into    Notice    80-13,     "GE   Type   SDH   Control    Sultche 
Defective    CrtM   Followers    "    No    specific    action   or    response 

0*REILLf.J   P         Region    2,     AHanta-     Orfice    of    t-he    Director         BO/04/02 
2pp 

3004240245   Forwards     IE    Info    Notice    BO-14-     "Safety    Suggestions    From 
Employees    "    No    action    required 
d'REILLV,J   P         Re9ior>   2,     Atlanta      Orfice    of    ths   Director         BO/04/02 

2pp 

SQ04ia037a   Foruards     IE    Circular   BO-07,     'Problens   U/HPC I    Turbine   Oil 
Sys    "   No    untten    response    required 

O'REILLV,  J   P         RegioTi   2.     Atlanta,     Orfice    of    the    Director         BO/04/03 
Spp 

8004230117   Forwards     IE    Bulletin    79-03A   "Longitudinal    Weld    Dafects    in 
A5ME   Srt-312:  Type    304    Stainless   Steel    Pipe    "    Action   ronulrod 
d'REILLV,  J   P         Region   2.     Atlanta,     Oriice    of    the    Director         90/04/04 
If 


S004-Q1Q519   Petition    for    review    ot    A5LAU    800230    decision    denying 
applicant    motion    for    mod    of    ALAB-577    re   mg  I    capability 
Support!    nrtC    argument    that    ASLAB    eiceeded    authority    te    staff 

TnQUDRlDCE,fi    F    .     D'fJEILL,  J   H         Carolina    Pouier    'j   Light    Co 
TRDWDFilDGE.G    F         Shaw,     Pitt-nan,     Potts    (•    Trouibr  i  dge         80/03/11          13pp. 

S00'03002ii   Memorandum    of    understanding    between    NRC    t.   FEMA    re    prompt 
improvement     in    radiological    emergency    planning    '. 
pr  e-nai  ednes  B  ,  d  11  tribute  d    a;    Hoard    notification 

SaSSlCK:L   V         Office    or     the    Executive    Director    for    Operations 
BO/04/02         34pp 

6004210130   Order    granting    e  itans  i  on,  Lint  1 1    600418,  for    Commission    to    talo 
action    re    review    of    ALrtH-577    'j    ALAQ-5B1 

CHILK.S    J         Office    of    the    Secretary    of    the    Commission         SO/O4/11 
IP 

80043B0170  Memorandum  '/   order    reversing    portions    of   ALAB-T/7   &   ALAQ-Sffl 
r-c    perrormance    of    administrative    tasks    in    separate 
pTocjBding    Pflclines    to    review   applicant,    issues    re    ALAD-5Q1 
Directs    NRC     to    conduct    preliminarg    aasessmenb    ro    ALAB-577 
CH1UK.S    J         Offiee    of    the   Secretary    of    the    Commnsion         QO/O4/17 


8OO41B0340   Foiuardi     IE    Bulletin   BO-OS,     ' Eiam   of   Containment   Linar 
Penetration   Welds    "    Written   response    required 

a'REILLV'J   P         Region   2,     Atlanta.     Orfice    of    the   Director         SO/04/07 
2pp 

S      Reportabls    occurrences,     L  EHs    '•   related    correspondence 


Q      Inspection    reports,     IE   liulletins   4   corresponilenc  o 


000409 005B   Act.     receipt    ot     IE    Insp    Repts    50-100/BO-02,  30-4O1  /QO-02, 
50-402/00-02   I,   50-400/BO-Oa    on    7?122S   fr   600121-25   Nn 
proprietary    into 
HQHE.P   U         Carolina    Power    '/    Light    Co         QO/02/2B         Ip 


BD04I70053    Interim   dericiencij    lept    re    deficiancles    In   procurement, 
fahncation   li    insp    of    engineered    plates    for    concrete 
embedmen-t   ',    support    of    safety-related    loads   Estimates 
corrective   action    mil!    be    completed    bg    SOOfcOl 
CHIANGI.il   J         Carolina   Power    t    Light   Co        BO/02/29         Ip 


-8004090071    Forwards    IE    Insp    Repts    50-100/80-02,  50-401  /(iO-02, 
50-403/BO-02   ><    50-403/80-03    on    791228   'j   BOOI21-35    No 
noil  camp  1 1  ante    noted 

BRYANT.  J  C        Region  2.    Atlanta,    fleactor  Construction   !<   Engineering 
Support   Draticd        BO/OS/BO        2pp 


9004360560    Interim   deficiencij    rept    re    omission   of    rebar    In   Unit    1 
containmnent    bldg    eiterior   mail   Caused   bi|   unique   ref 
notation    of    "addl    steel"    (25   bars)    on   main    reinforcing 
drauing    Significance    not    fullg    rscongnued    on    drawing 
JDNES.  J    A        Carolina    Pouer    t,   Light    Co        BO/04/16        Sjip 

8004230561     Interim   deficiency   rept    re    omission   of    rebar    in   Unit    1 
containme-nt    bldg    eiterior    ual  1,  ad  jacent    to   const    opening 
for    equipment   hatch  fJeviem  will    be   expanded    to    include 
drawing    fevietu   of    reinforcing    ste-el    in   Class    I    structures 
JUNES.  J   A        Carolina   Pouer    '•   Light    Co        80/04/10        2pp 


—8001090084    IE    Insp    Repts    90-400/BO-OS,  50-40 l/t)0~02,  50-402/80-02   b 
50-403/80-02   on   79122H   I,   000121-25   No    noticomp  I  lance    notod 
Major    areas    inspected    const    status,  1  Icnnsea    action    an 
previous    findings  t-    If   Pulletin   79-25 
DRADELV.R    D       Region  2,    Atlanta,    Office    of    the    Director        HUNT, H  D 

Region  3,     Atlanta,    Hsnctor   Construct  ion  5    Engineering    Support 
Branth        30/02/20        Snp 

5004070295   Ac k     receipt    of     IE    Insp    Repts    SO-400/QO-04,  50-401 /SO-Ofl, 
SO  -A  02  /BO-  Oft    !<    50-403/BO-04    on   800205-07   No    proplatarg     Info 
HOWE.P    U         Carolina   Pouier    V   Light    Co         BO/03/06         Ip 


DQCKEI   50-401    SHEARDU   HARRIS   NUCLEAR   POWER   PLANT,     UW!T   2 

A      App  I  Ication/eonsti  uc  tion    stage    documents   S    correspondence 


Advises    of    issuance    of   f,UREG-05B8,     "Interim   Staff   Position 
on  Environ  Qualification  of  Baf  etu-Related   Electrical 
Equipment,"   providing    guidance   re   methods    for  compliance 
ROSS.D   F        Division   of   Project   Management         BO/02/05        7pp 

104170047    Discusses   defulencg    re    defective    seismic    Class    I    hanger 
welds   Dafitlencu    no    longer    considered    reportablo   under 
10CFR50    55(e)    Corrective   action    completed    it   found    to   be 
acceptable 
CrllAHSt.rf  J       Carolina  Power  I   Light  Co       90/02/22        Ip, 


Foruards    const   milestones   4   activities    schedule,  updated    tc 
MCDL/FFIE,«  ft        Carolina   Poujer    t    Light   Co        BO/04/02         13pp 

8004220451    Submits    info    in   respome    to   URC   800324    questions    re 
MCDUFFIE.M   A        Carolina   Ponrar    i   Light   Co        60/04/15        2pp 


'','0    "  el"lr'"'    f'6"1   9"dienU   s.rrounding 
°f    W   """.  requested    in   NRC  B003B4   Ifcr 
.H   A        Carolina   Poujer   (   Light   Co        BO/04/15        2pp 


*   *>"   prottction  plans 


ORIMES.B   K        Emergency   Preparedness    Task   Force        80/03/11 


— a00407031S  Forwards  IE  Insp  Repts  50-400/00-04.50-401/80-04, 
50-402/80-04  I,  50-403/BO-O-l  on  B00205-07  ND  nuncomp  1  ianc  e 
noted 

BRYANT,  J   C        Region  2.    Atlanta,    Reactor   Construction   b  Enginneping 
Support    Branch        80/02/27        2pp 

--800407033I    IE    Insp   Repts    SO-400/80-04,  50-40 1/QO-Ofl,  50-403/QO-04   b 
90— 103/QO-OiJ   on   BOOaoo-07  No   noncomp  1  lanco   noted   Major 
areas    inspected    const    progress   ti    licensee   action    on 
P-ravtouslu    identified    Items 

HUNT,M  D        Region  2,    Atlanta,    Office   of    the   Director        DRABLGYi  R   D 
MRC   Regional   Offices        GO/02/22        5pp 

0004970035   Ac  h    receipt    of    IE    Inap    Ropts   3O-400/BO-05i  30-101  /FJO-09, 
50-4O2/80-05    4    50-403/80-05   on   300214-15   No    proprietary 


info 
HOWE,  p 


Carolina  Power  d  Light   Co        00/03/07        Ip 


—  aOC-1070039  Forwards  IE  Imp  Repts  5Q--100/HO-09,  SO-rtQl/00-OS, 
SO-402/BO-05  i.  50-403/00-03  on  B00214-1S  No  noncomp  1  lance 
noted 

BRWWT,  J  C        Region  3,    Atlanta,    Reactor  Conitruc  ti  nn 
Support    Drench        60/02/29        2pp 


Engineering 


4pp 


--B004070043    IE    Insp   Reptt    50-400/80-05,90-401/00-05,50-402/80-05  (. 
30-403/80-05  on   000214-15  No   noticompl  lance   notod   Major    area* 
Inspected    atructuial    concrete   It    lakesidams   fr   canali 
HARRIBpJ  n        Region  3,    Atlanta,    OPflco   of    the    Director 
CONLQN,  T  E        Raglon  2>    Atlanta.    Reactor  Construction   t<  Engtnmrino 
Bopport    Branch        BO/02/28        4pp 

6004150497  Forwards    IE    Info  Notlco   80-12,     "Initrun.tit   Fallum   Gaum 
Opening    nf   PORV  !.  Block    Valve    "   No    specific    action    or 
reiponic  nocc*sarij 

O'REILLV.-J  P        Region  Z,    Atlanta.    Offico    of    th»   Dir-Bctar        80/03/31 
2pp 


DOCKETED  ITEMS 


8004080596   Forwards     IE   Circular    00-05,     "Emergency    Diesel    Generator 
Lubricating    Oil    Addition    !•   Gnsite    Supply    "    No    written 
response    required 

O'REILLY. J   P         Region    2,     Atlanta.     Office    of    the    Director         BO/04/01 
2pp 

600^150067   Forwards     IE    Info    Notice    80-13,     "GE    Type    SDH   Control    BiuitthE 
Defective    CAM   Followers    "    No    specific    action    or    response 
required 

O'flEILLY.J   P         Floolon    2,     Atlanta,     Office    of    the    Director          BO/04/Q2 
2pp 

8004240243   Forwards    IE    Info   Notice    BO-H,     "Safety    Suggestions    From 
Employees    "    No    action    required 

O'REILLY, J   P         Reginri    2,     Atlanta,     Qffico    of    the    Director          BO/04/Q2 
2pp 

6004180379  Forwards    IE   Circular   80-O7,     "Problems   W/HPCI    Turbine   Oil 
Syt    "   No  written   response    required 

Q'REILLY.J   P         Region    S,     Atlanta,     Office    of    the    Director         BO/O4/O3 
2pp 

0004330117  Forwards    IE   Bulletin   79-03A   "Longitudinal    Weld    Defects    in 
ASHE  SA-312.Type  304   Stainless   Steel    Pipe    "   Action    required 
O'REILLV.J   P        Region   2,    Atlanta,    Offace   of    the   Director        SO/O4/04 
lp 


G       Ad  jud  i  catorij    c  01  r  eapontl  once 

BOOflOlOSl1?   Petition     For    review    of    ASLflG    &Q022Q    dceliion    denying 
applicant    motion     for     marl     of    /,LAf!~5"'7    re    mg  t     capability 
Suppoi  ts    NHC    argument    that    rtSLAB    etcceded    authority    re     staff 
procedures     to    treat    CJL    Certificate     ai     hvc     enc  1 
TROWBfUDCE,  GF,     O'NEILL.  J   H         CsT-nllnaPouiei     I    Lljht    Co 
TROWDRIDGE, G    F         Shaw.     P  i  ttmait,     Potts    ',    TroiubriiioB         BO/03/11 


Memorandum    of 


UHiJjljUiZQ    II  e  men  ana  It  nt     ur     una  p  ,  -3  L-CIIIU  j  «  u     uf^J^*M'     iinv     'f 
improvement     In    radiological     emergency     planning     >' 
preparedness, distributed    ss     Hoard     notification 
OOSStCK.L   V         DFFice    of     the    EiccutKe     Dnector     Fai 
HO/01X02         34(ip 


on    NF1C    'j    FEMA    re    prompt 


Oporat ions 


800421  01  BO   OTifer    gran  ting     01  tons  ion,  until     B0041B,  far    Commi  sslon    to     talio 
action     re    rifvieu    at    ALAH-S77    t    ALAH-5H1 
CHILK.,  S    J          Office     of    the    Secretary     of     the    ConmiSBlon          HO/O4/11 


8004230178  Memorandum    (•   ordor    reversing    portions    of    rtLA[)-S77    fc  At-AB-901 
re    performance    of    admin i i tra t LVO     t.TSks     in     separato 
proceoding     [>ec  lines     to    it-view    applicant     laaues     i  o    ALAD-5B1 
Directs    NflC     to    conduct    p  r-a  1  icninai  if    flaeessniont     re    ALrtG-377 
CHILK, S    J         Office    of    lh&    Becrotarg     nf     the-    Commistion         60/04/17 
Sop 


BO 041 a 03 40  Forwards    IE   Bulletin   GO-OS,     "Exam    of    Containment  Liner 
Pvnetration   Melds    "    Written   response    required 

Q'REILLY.J   P         Region    2,     Atlanta,     Office    of    the    Director         BO/04/O7 
2pp 

S     Reportablo    occurreiic  ea,    UERe   fr   related    corrnapondcnce 


0      Inspection    reporter     IT    I)ul  l-c  tins    *-    t  orrc  spon  dene  e 

S004090Q59   Ach     recielpt    of     IE    Jnap    Rcpts  50-flOO/aO-O?,  50-401  /BO-D2, 

50-402/HO-Oa    fc   30-403/90-02    on     /•?  1 22B  f.    E10QS21-25    No 
propriebarij     info 
HCIUErP    W         Carolina    Pouer    !.    Ligtit     Co          EOyO2/2!B          lp 


B004 170093    Interim   deficioncij   rept   re   deficiencies    In    procurnment, 
fabrication   ii    insp    of    engineerod    piatos    for    concrete 
embedment   b   support    of    safety-related    loads   Estimates 
corrective   action  mill    be    completed    by   BOO&01 
CHIANQIpN  J        Carolina   Pouer   4  Light   Co        BO/O3/S9        lp 


— SO04090071     Forwards     IE    Insp    Repta     90— IOO/0O-02,  30-401/BO-Oa, 
50-402/SO-02  fc   SO-403/BO-oa    on    791228   6   &00121-25   No 
noncompliancc    noted 

BRYANT,  J    C         Region    2,     Atlanta,     Reactor    Conn  LT  uc  1 1  on    !•    Eno  inon-r  ing 
Support    Drench         SO/02/SO        2pp 


0004230360    Interim  deficlencu    rept    re    ominiDn   of   rebsr    In    Unit    1 
contiinmnent   bldg    eiterlor  us  1 1    Caused    bij    unique   r&t 
notation   of    "addl    iteal"    (33   bars)    on   main    reinforcing 
draining   Significance    not    fully    roCDngnl  led    on    drawing 
JQNEBiJ  A        Caroline   Pouer   k  Light  Co        30/04/16        Spp 

8004290361    Interim   deficiency    rept    re   omission    of   rebar    in    Unit    t 
containment    btdg    eltenor   tiial  1.  ad  jacent    to    const    opening 
for   equipment   hatch    Reviuu  will    be    eipandad    to    incliida 
ilriuiing   revieiu  of   reinforcing    steal    in   Class    I    structurei 
JONES.  J  A        Carolina   Pouer   S<  Light   Co        00/04/1B        Sop 


— Q0040'?OO04    IE    Insp    Repts    30-flOO/ao-O2.  DO-rtOl  /HO-02,  50-40^/t)0-03  t* 
90-1O3/BO-02   nn    7912^9    t.    HOO121-29    No    none  Pfnp  Hanc  a    notsd 
Hajni'    areas    inspactod    const    •status,  llceriioe    action    on 
previous    findings    fc    IE   [lullotin    V9-2S 
DRADELV.II     D         Hoglon    2,     Atlanta,      OPfice    of     the    SJirector          HUNT,  M    U 

Rojion   2,     /itlantii,     fieactoi-   Conatiuction    d   dig  incur  ttig    Support 
Dranch         00/03/30         Spp 

S00407027S    Ac  h    iccoipt    of    [E    Innp    ilopts    BO-100/OO-01.  BO-4O1 /E10-04, 
30-flOa/BO-04    b    SO-4O3/BO-04    on    BOO2O3-07    Mo    prop  1  ofcarij     info 
HO]UE,P    W         Carolina    Power    t,    Light     Co          OO/Oa/OA          lp 


DOCKET  50-402  SHEARON  HARRIS  NUCLEAR  POWER  PLANT.    UNIT  3 

A     Application/construction   stage    documents  h    correspondence 

80040*0031    Advises    of    Usuance   of    NUfiEO-OSJea.     "Interim  Staff  Position 
on  Environ   Qual if icat ion   of   Saf ety-Relatad   Electrical 
Equipment."    providing    guidance    re   methods   for    compliance 
ROBS.  D   F         Division    of    Project    Management         80/O2/C-3         Iff 

B004170047  Discusses    deficiency    re    defective    seismic    Clan    I    hanger 
uieldi  Deficiency    no    longer    considered    reportable   under 
10CFF150   S5(e)    Corrective   action   completed   tt    found    to    be 
acceptable 
CHIANOI.N  J        Carolina   Poiaer   t>  Light   Co        BO/03/32        lp 

S0040B0451   Forward  i    const   mllestanes   t*  activities    sch*dule,  updated    to 
800331 
KCDUFFIE.H  A        Carolina   Pquier   d  Light  Co        BO/O4/02        13pp 

B0042S0451    Submits    info    in  response    to  NF1C   80O324   q.uoations    r» 
electrical    field    gradients    surrounding    proposed   Harris— 
Harnttt   300- kV   line. 
MCDUFFIE.  M  A        Carolina   Power  1<  Light  Co,      HO/O4/15        2pp 

S004230320  Submits    info    re    electrical    field    gradients    surrounding 
proposed    300   IV    line,  requested    in   NflC   800324    Itr 
MCDUFFIE,  M  A        Carolina   Pouer  ^  Light   Co        OO/O4/15        Hpp 

f"     Sicurity.    medical,     emergency   &   fire   protection    plans 

BOQ40B0077  Advisis    that    submittal    date    for    evacuation    time    estimates, 
requested    bu    NRC   791226    Itr. hat   been   postponed    pending    GAD 
clearance   under   Federal    Repts   Act 
ORIMEB.B  K        Emergency   Preparedness    last   Force        BO/03/11         4pp 


— 00040703IS  Toruarda  IE  Inap  (lepts  SO-aOO/BO-O4. SO-101 /BO-Ofl. 
50-403/80-04  t  3O-403/£1Q-0'1  on  BOO2O5-07  No  noncomp  1  lane  e 
noted 

BRYANT, J  C        Region    a,     Atlanta,     Reactor    Com tr uc tlon  &    engineering 
Support   Branch         BO/O2/27         2pp 

— BOO407O331     IE     Insp    Repts     90-400/HO-Ot, SO-401 /ao-04, 50-402/90-04   !• 
S0-403-'80-04   on    B002O9-07  No    none  omp  I  ijitu  e    noted    Major 
areas    inspecteif    canst   pragre&i    ?x    licensee   action    on 
previous  lij    identified    Item* 

HUNT,fl    D         Region    2,     Atlanta,     Office     of     the     Director         DRADLCV,  R    B 
NRC    Hsjional   Offices         BQ/02/3S         Spp 

SO04O70035    Ack    roeeipt    of    IE     Insp    flopts    SQ-flOO/eo-OS,  QO-4O1/BO-OS, 
30-402/30-03    (.   30-4O3/BO-05    on    300214-15   No     proprietary 
Info 
HOUErP    U        Carolina    Power   !,  Light    Co         E30/O3/O7         lp 

— BOO4070O39  roriuorils  IE  Imp  Rtpta  5O-')00/E!0-OSJ  50-40E/SO-03, 
SO-402/80-OB  (.  50-403/80-08  on  8OO214-1S  No  nanKompl lance 
noted 

BRVANT, J  C         Region   2.     Atlanta.     Reactor   Construction  t:  Englnecrlno 
Suppoi-t   Branch        eO/03/3B        2pp 

— 9004070043    IE    Insp    Repts    50- 400/ BO-OS.  50-'10  1  /HO-05.  30-403/60-03  i< 
50-1O3/QO-03  on  BOO214-1S    Mo    noncomp 1 i anc e    noted    Major    arena 
inspected    structural    concro-te   i    lakes,  dam*    &    tana  It 
HARRIS-  J  R         Region   2,    Atlanta,     Office    of    the    Director 
CDNLON- T  E        Rogion    3,    Atlanta,     Reactor    Com  Imct  i  on  b   Enflineerlng 
Support    Brancli        80/02/38        4pp 

B004130497    Forward*    IE    Info    Notice    BO-1H.     "Instrunffnt    Failure    Cautei 
Opening    of   POHV  it  Qlock    Valve    "    f/o    specific    action    or 
n t ponce    nee essary 

O'REILLY. JP        Region    2,     Atlanta.     Dffle*    of    the    Director         00/03/31 
Spp 
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Lubricating   Llil    AdJlMsn    '    Onsils    Sjpply     "    Ho   'jJHtten 

response    re^U!  rti 

O'REILLi,  J   P         Rejion    r      Atlanta      Ctrice    of    tne    Director         BO/04/01 


Ad  jud  ica 


jrrespondepiti 


BCG'1240.2'15   Forwards    IE    Info   Notice   EO-I1,      'Safety    Suggestions    From 
Employees    '     No    action    required 
O'REILLV    J   P         Region   y      Atlanta,     Drfite     cf    the    Director         SO/04/02 


B0041BQ37B  Foiuards  IE  Cir 
Sys  "  No  untten  re.pons 
D'HEILLV,  J  P  Region  2,  Atlanta,  Dfri 


BO-07,     "Problems    U/HPCI     Turbine   Oi] 
ired 

of    the    Director         BO/04/03 


8004230117    Foiuards    It   Bulletin    79-02A    "Longitudinal    Ueld    Defects    in 
AS  HE   SA-312,rype    304    Stainless    Steel    Pipe     '   Action    required 
O'REtLLf,  J   P        Region    2.     "tlanti,    Oiftce    of    the   Director         BO/04/04 
Jp 


8004010519   Petition    foi     re»ieu    of    ASLA9    800230   decision    denying 
applicant    motion    for    mod    of    ALAD-S77    re    mot    capability 
Supports   fJRC   aigument    that    ASLAB    e.ceeded    authority    re    staff 
procedures    to    treat   OL   Certificate    of    Svc    end 

TRCJIJDRIDGE,  G   F         Carolina   Puttier    ''   Light    Co         O'NEILL.  -J   H         Sh  au, 
Pittman.     Potts    If    Troubridge         SO/03/11          13pp 

B004O3OO2fi   Meiroiandum   of    understanding    between    NRC    '••    FEMA   re    prompt 
improvement    in    radiological     emergency    planning    ft 
preparedness,  d  i  str  i  buted    as    Hoard    not  1  F  itation 

GDBS1CK.L    V        Office    of    the    Eiecutivc    Director    for    Operations 
30/04/02         34pp 

B0043101SO  Order    granting   e  i  tens  i  on,  unt  1 1    800416, for    CommiGfilgn    to    talffl 
action    re    review   of   ALAB-377   t    ALAR-SSI 

CHILK.S   J         Office    of    the    Secretary    of    the    Commission         BO/04/11 
lp 

3004280176  Memorandum  t    order    reversing    portions   of    ALAD-577  fc  ALAE-SOl 
re    performance    oF    administrative    tasks     In    separate 
proceeding    Declines    to    vevieu    applicant    issues    ro    ALAB-5Q1 
Directs   fJHC    to    conduct    preliminary    assessment    re    ALA0-577 
CHILK,  S   J         Office    of    the    Secretary    of    the    Commission         BO/04/17 
5pp 


aOQ-Ua0340   Forwards    IE   BulleMn   dO-OB,     'Eiam   of   Containment   Liner 
Penetration   Welds    "    Written    response    required 

O'REILLV,  J   P        Region   2,    Atlanta      Office    of    >-he   Director         BO/04/07 
2PP 


5      Heportable    occurrence:'    LER-,    '    related    cori  esponilenCE 


Inspection   reportsi     IF  Bulletins   fc  correspondence 


aO040?0058   ftck    receipt    of    IE    Hisp    Repts  30-400/BO-03i  50-401/BO-O2, 

50-402/60-02   5    50-J03/QO-02    on    791228  d   B00121-2S    Na 
proprietary    info 

HOWE,  P    U         Carolina   Pouer    '/   Light    Co  BO/Oa/2B         lp 


8004170033    Interim   deficiency    rept    re    def  1  c  lenc  i  6i    In   proturement. 
fabrication   ti    insp    of    engineered    plate!    for    concrete 
embedment    I,    support    of    saf etu-related    loads   Estimate* 
corrective    action   uii  1 1    be    conpleted    by   aOOftOl 
CHIAr'Ql    If   J        Carolina   PoJer    i   Liflht    Co         BO/02/29         lp 


-800i!0?O071    Forwards    IE    Insp    flepts    90-400/BO-02. 50-4O1/BO-02, 
50-'t03/aO-02   J    50-103/QO-02    nn    79122B   8,   800121-25   No 
none  ompl lance    noted 

BRYANT, J  C       Region  B,    Atlanta.    Reactor   Construction   &  Cng  Inoor  Ing 
Suppoit   Branch        QO/02/20        Spp 


BOOfl2BOE40    Interim   deficiency    rept   re    omission    of   reoar    in   Unit    1 
eontalnmnent    bldg    eiterior   mall    Caused    by    unique   rsf 
notation    of    'add!    steel"    125    bars!    on   main    reinforcing 
drawing    Significance    not    Fully    recongniied    on   (Jrauing 
JONES>  J  A         Carolina   Fousr   '/   Light    Co        8C-/OJ/16        5pp 

S0042B056I     Interim   deficiency    rept    re    omimon   of    rebar    in   Unit    1 
containment    bldg    eiterior  ua] 1 , ad jacent    to    const   opening 
far    enuipment   hatch    Re\ieui   uill    be    *ipand«d    to    include 
drauinj    revieiu   of   reinforcing    steel     in   Class    I    structures 
JONES.  J   A         Carolina   Power   *•   Lioht   Co        SO/04/IB        2pp 


—  800-10900B4    IE    Insp   Hepts    50-JOO/BO-02,  50-401/80-02.  90-402/30-02   fc 
50-403/90-03  on  79122S  >t  800121-25  No    noncnmplUnca    noted 
Hajor   areas    Inspected   const    status,  1  icons eo   action    an 
previous    findings  (.   IE  Bulletin  79-23 

DRADELV-R   D        Region   2,     Atlanta,     Office    of    the    Director         BQ/Oa/20 
Spp 

0004070295  rttV    receipt   of    IE    Insp   flepts    SO— 100/00-01.  90-401/80-04, 
30-403/00-04  r,  50-103/ao-Ofl    on   800205-07  No   prop  iot«rij    info 
HOHE.P    U       Carolina  Pouer   i  Light   Co        BO/03/OS        lp 


DOCKET   50-10-3   SHEARUN   HARRIS  NUCLEAR   POWER    PLANT,    UNIT   4 

rt      flpplicat  ion/construe  tion   stage    documents    t,   correspondence 


— 600407O315  Forwards  IE  Insp  fiept»  30-400/BO-04i  50-401/BO-04i 
30--lO2/aO-04  (.  30-403/QO-04  on  H0020S-07  No  noncnmp  1  UTIC» 
noted 

BRYANT.  J   C        Region   2,    Atlanta.     Reactor    Con»tructi  on    &   Dig  i  noBT  J  tl» 
Support   Ilranch         BO/02/27         Hpp 


B004040Q31    Adviie-s   of    issuance    of    KUREO-05B8      "Interim   Staff   Position 
on   Environ   Qualification   of   Safety-Related    Electrical 
Equipment."    providing    guidance    re   methods    for    compliance 
flasS.D   F        Division    of   Project    Management         BO/02/05        7pp 

J04I70047  Discutses   deficiency    r*   defective    seisnlc  Clajs    I   hanger 
welds    Deficiency   no    longer   considered    reportatle   under 
10CFR50   55Cel   Coirectlve   action    computed    *    found    to   be 
acceptable 
CHIANQI-N   J        Carolina   Pouer    I   Light   Co         BO/02/B3         lp 


ForiJarlls    co"st    milestones   >     activities    schedule  updatjd    to 
MCLUFF1E.H   A        Carolina    Power    i    Li3ht   Co         80/04/02         t3pp 

8004220451    Submits    info    in   response    to    NRC    &00324   questions    re 


S004070035  Ack   receipt   of    IE    Inap    Rapts    50-400/00-03,  BO-401/BO-05, 
50-402/BO-OS  4;  50-403/80-05   on   800214-1S  No   proprietary 
Info 
HOIJE.P  W       Carolina  Power  !.  Light  Co        SO/03/07         lp 

—  B004070039  Forwards  IE  Inap  Ftept*  50-400/BO-03,  SO-401/SO-OSi 
30-402/BO-05  !.  30-403/00-05  on  600214-13  No  noncomp  linnco 
noted 

DRVfiNT.J  C        Region  P.    Atlanta,    Reactor   Construction    t  Engln««rlng 
Support  Branch        BO/02/2B        2pp 

—a004070043    IE   Insp   Repti   SO-400/80-03,  SO-I01/BO-09.  SO-402/80-03  t< 
50-403/80-03  on  600214-15  No    noncofnpl  lance   noteJ   Major   arsai 
in-ipected   itructural    concrelo   t    lalies,  dam*   (.  canflli 
HARHIS.J  R        Region  2,    Atlanta,    Office    of    the   Director        80/02/33. 
4pp 


inj   pouJBr    ^  Light  Co        80/04/15 


re    »l>c*rlcal    field    gradients   lurround1  ing 
enueiteil    in   NBC   800324    Itr 

'luier    !.   Light   Co         80/04/15        2pp 


fire   protection  plant 


e    for   evacuallon    time    estlmatea, 
n   postponed  pending  CAO 

Tasli   Force       80/03/11        flpp 


9004150497  P»rw.p4i    IE    Info  Notice  80-12,     "Instrument   F.llur.  Caui.l 
Opanino    of    PORV  *   Block   Valve    "   No   specific    action    ov 
response   necessary 

0'REILLY,J  P       Region  2,    Atlanta,    Office    of    the   Director        SO/O3/31 
Zpp 

BOtMOaOftTB  Forujard,    IE  Circular   80-05,    "EmBroenty    DUiel    O.n.r.tar 
Lubricatino   Oil    Addition  i  Onilte   Supply    "NO  »rlU»n 


reiponse  required 

O'REILUV.J  P        Reolon  2,    Atlanta,    Office    of    tht   Oil-act 

Kpp 


Df        BO/04/01 
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0004150067   Forwards     IE    Info    Notice    80-13,     "GE    Type    BQM   Control    Euitchea 
Defective    CAM    Followers     "    No    specific    action    or    response 
required 

O'REILLY. J    P         Region    2,     Atlanta,     Office    of     tlie    Director         00/04/03 
2pp 

B004240245   Forwards     IE    Info    Notice    BO-14,      "Sarety    Suggestions    From 
Employees    "    No    action    required 

0'REILLY,J    P         Region    2.     Atlanta,     Office    of     the    Director          00/04/02 
Spp 

BDQ41B037B   Forwards     IE   Circular    80-07,      "Problems    M/HPCI    Turbine    Oil 
Sys    "    No    written    response    required 

D'BElLLViJP         Region    2,     Atlanta.     Office    of     the    Director          BO/04/03 
2pp 

B004230117  Forwards    IE   Bulletin   79-O3A    "Longitudinal   Held    Defects    in 
ASME  SA-312.Type   304   Stainless   Steel    Pipe    "   Action   required 
O'REILLY. J   P         Region    2.     Atlanta     Office    of    the    Director         00/04/04 
IP 

8004190340   Forwards    IF    Bulletin   80-OB.     "Eiam    of    Containment    Liner 
Penetration   Welds    "   Written   response    requirod 

O'REILLY.J   P         Region    2,     Atlanta.     Office    of    the    Director          00/04/07 
2pp 


B      Raportable    occurrenc 


LEIis    4    related    correspondent 


0004170053    Interim  deficiency    rept    ro    deficiencies    in   procurement, 
fabrication   &    insp    of    engineered    plates    for    concrete 
embedment   &   support    of    saf ety-re la ted    loads   Estimates 
corrective   action   uill    be    completed    by    300601 
CHIANQI.N  J        Carolina   Power   i  Light    C.o        BO/02/29         Ip 

8004290540   Interim   deficiency    rapt    re    omission    of    rebar    in   Unit    1 
containmnat    bldg    eitenor   wall    Caused    bij    unique    ref   notation 
of    "addl    steel"    (29   bars)    on  main    reinforcing    drawing 
Significance    not    fully    recognliod    on    thauing 
JONESiJ   A         Carolina    Power    t>   Light    Co         BO/04/16         Spp 


—  B004C90134     IE    Imp    liept;     =0-   li 
80O129-0201     No    none  omfi  1  i ani.  e 


'x    preoperational     pi  ograrn 

JENKINS,  G    R         Region    ;,     AtlaTit.i      f-u 

Branch          CUNNINGHAM  A    I  Region    ? 


ti    50-405/BO-Ol    on 


Facility    >j   Materials    Safety 
'  lanla,     Office    of    the 


8004010465    Notifies    of     sus 
vacuum    condition    resulti 
ays    holdup     tanks    Suspen 
DROWN, S    C         Vu  ginia    Flt 


isiori    of    re/ieu    at     IF    Bulletin   BO-O5   n 
in    damage     Ko    clismical     vol    control 
i    due     to    feasibility    study 
•ic    (.    Power    Co         8O/03/Sa         Ip 


3004150540    Foruiaids    IF     Into    Notice    BO-1?,     "histiumerit    Failure    Causes 
Opening     or    PQRV    '    QlorV    Va  I  ^e    "    No    speiific    action    or 
response-    necessary 

C'REILLV,  J   P          Region    3,     Atlanta.     Office    ot     the    Director         80/03/31 
2PP 

60O40H0652    Foiuatdt     IE    Cittulai     80-05,     "Empi  geiqcy    Diesel    Generator 
Lubricating    Oil    Addition    '-    Ons  lie    Supply     '    No    written 
response     required 

O'fietLLY.J   P          Region    a.     Atlanta,     Office    of    the    Director         00/04/01 
2pp 

BOO4150109    Foimarcts    IE    Info    Notice    BO-1J.     "GE    Type    GUM   Control    Switches 
Defective    CAM    Followers    "    No    spei-ific    action    or    response 
r equ  ired 

O'REILLV,  J   P          Region    2,     Atlanta,     Office    of    the    Director         BO/04/C2 
3pp 


BOO42403B4    Torwards    IF    Info    Noll 
Employees     "    No    ac'ion     required 
O'REILLV,  J   P          Reoion    2.     Atlanta,     Of  fits    o 
2pp 


BO-1'1,     "Safely    Suggestions    Fron 

tiif    Director         BO/04/O2 


B0041B0291)    Forwards    IK   Cnculai     Sri-07,     "Pinulems    U/HPCI    Turbine    Oil 
Sya     "    No    written    response    required 

O'fiEILLY,  J   P          Region     ?,     Atlanta,     Office    of    the    Director         BO/04/O3 
3pp 


8004EHOSiI    Interim   deficioncy    rapt    rs    omission    of    robar    in    Unit    1 
containment    bldg    eiterior   wal 1.  adjacent    to   const    opening 
for    equipment    hatch    Review  will    be    expanded    to    include 
drawing   review   of   reinforcing    steel    in   Class    I    structures 
JONES.J  A        Carolina   Pouier   *•  Light    Co        BO/04/1B        2pp 


DOCKET  SO-104   NORTH  ANNA  POWER  STATIDM,     UNIT  3 

A     Application/construction    stage   documents    &   c  orr-eBpondence 

B004040031    AdvUeo    of    issuance   of   NUREG-090B,     "Interim   Staff   Position 
on   Environ   Qualification    of   9afety-flelated   electrical 
Equipment*"    providing    guidance    re   methods    for    compliance 
0038.0  F        Division    of    Project  Management        8O/O2/03        7flp 


80O423010B   Forwards    IT    Bulletin    79-OJA    "Longitudinal    Ueld    Defects    in 
ASMS    SA-3l2,Type    304   Stainless    Steel    Pipe    "    Action    required 
O'REILLV.J   P         Region    2,     Atlanta,     Utfico    of    <ho    Dnector         BO/04/04 


BOO'1180401     Fnriuards     IE    Bulletin   Bfl-OFJ,     'Tiam   of    Containment    Liner 
Penetration   Welds    "    Wriltun     leaponse    rt^uirod 

O'REILLV,  J   P          Region    •=.'.     Atlanta,     Office    of    the    Director         BOX04/07 
2pp 

S00430041S    Informs    NRC    th.it    response    to    IT   Ilulletln    79-03, 
"Longitudinal     We  Id    Defects     in   /iSI-iE   Ttjpe    3D4   Stainless    Steel 
Pipe."    has    been    suspended    due    to    feasibility    study,    at 
facility    Ail     nuc  leai  "i-elaled    activities    have    been    curtailed 
HRQUN,  S   C          Virginia    ElectiJC    t    Poiior    Co         EiO/04/25         Ip 


8004220234  Fnruiards    response    to   NRC   800306   request    for   addl    Info   re 
rsvieu  of   design    grounduater    levels 
BROWM.S  C        Virginia   Electric    t   Power    Co        SO/04/1H        Spp 

r      Becuritui    medical,     emergency    &   fire    protection    plant 

GOO 40 B 007 7  Adviio*    that    submittal    date    Far    evacuation    time    estimates, 
requested    bg    NRC    7'tlSSh    Itr.has    been   postponed    pending    OAO 
clearance    under   Federal    tlepts   Act 
CRIMES, D  K        Emergency    Preparodneit    Task    TorcE        8O/OG/11         4pp 


R      Periodic     operating    raporte    '*   reified    correiponde 


H00403O157    ForwardE,     "rtnnual    Update    Rept-!9BO    on    Const   Settlement 
Monitoring    Program   "    Due    to    limited    amount    of    data    obtained 
during    present    period    of    const   ac  i  i  •.  1  ty,  second    update    rept 
mill    be    Forwarded    one    yr   aftei    const    is    resumed 
DROWN;  S   C         Virginia    Electric    t    Power-    Co         SO/03/31          Ip 

--8004020161    "Annual    Update   Rept-1780   on   Const   Settlement   Monitoring 
Program    " 
*      Virginia   Electric    b  Power   Co        BO/02/??        I7pp 


I      Financial    information 


B0040 10269  Forward*   Annual    Rept    1979 

BAUM.E  A       Virginia   Electric   (•  Pouier   Co        BO/O3/S7        Ip 

-- -S0040IOa?S  Annual    RcpC    1979 

»      Virginia   Electric    '.    Power   Co        79/12/31        32pp 

Q      Inipection   reports-     IE   Dulletini    &    correspondence 

9004O9039B  Forujrdt    IE  Bulletin  SO-O3,     "Lou    of    Charcoal    From   Std   Type 
11,  Two-Inch'  Tray   Adsorber   Culls,"    Action   required 

O'REILLY.JP        Regions.     Atlanta,    Office    of    the    Director        BO/02/06 
Spp. 

B004090130  Fpruardi    IE    Insp   Hepti    30-339/80-01, 5Q--VO4/80-01    V 
50-405/BO-Ol    on   8001B9-OS01    No    noncomp 1 iance   noted 
STOHR-J  P        Reoion  2,    Atlanta.    Fual    Facility   (<   Mat*riali   Safety 
Branch        90/02/22        Cpp 


S      Reportable    occurrences.    [Eli's   i    related    correspondence 

B004220034    PMO-77-143   Pat  I  f  1  c    Pump    Co    supplied    facilities    uj/produc  L  ion 
lot    of   flo   pumps    mfg    using    shafts   made    of    inferior    mat! 
Cause    unstated    All    utlls   w/pumps  uere   notified    NtlC 
headquartept    notified    on    770O12 

HHITT.K  IJ        Region  a,     Atlanta.    Office    of    the  Director        77/QB/I2 
IP 

6004020459  Part   21    rept    on   SQQFZB.SMt  made    telephone    rept   re    defect 
concerning    potentially    overstressed    supports   on    reactor 
coolant    letdown    coolers    due     to    inadequate    support    design 
Corrective    action   redesign   of    support    stand 
TAYLOR.  J  H        (labcock    !•   Wilcoi    Co        80/03/03        6pp 

B004O10397    Interim   deficiency    1 ept    re    potential    overstreas   condition 
In    letdown    cooler    supports    Noiile    loads   will    be    analyled    for 
effects    on    support    stiuctuie    to   determine    if  mads    are 
required    to    coaler    support    stjs 
HOUELL, S   H         Consumers    Power    Co         BO/03/37         Ip 
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— eOO<)O10'lC"l    Foru'jias     adrfl     infu    to    Pat  t    ?!     i  ep  t     re    potentially 
c ver s tr e S s e d     support*    nh    r-ari-or     coolant     letdai-in    coolers    at 
facilities    uridei     const    till    li  '-1J 
T/VILOR,  J   H         Babccc*     '     WllCiir    Co          Q(j'O3/03         6pp 


9   Forwards    [t   Circular     80-07.     'Problems    U/HPC I    Turbine    Oil 
5i(a     "    Ho   written    iespuri;e    rcqun  ed 

O'REILUV.J    P         Region    2.     Atlanta,     Office    of    the    Director         BO/O4/C 
2pp 


DROWH   S   C         Virgi 


Co         ao/O^/la         2pp 


6034040031    Hdvues     of     issuance    of    NUReG-OSSS,     "Interim    Staff    Position 
on    Environ    Oual  I  f  i  tat  i  on    of    Sar  pty-Ro  la  ted    Electrical 
Enuipment. "     prowling    guidance    is    methods     for    tornplianco 
ROSS.J)   T         Division    cif    Project    Manaq  Cffief  t         00/O3/O5         7pp 


BO04330IC8   Forwards    It    Bulletin    79-03A    'Longitudinal    Weld    Defects     in 
AEME    SA-312,  TLJOC    304    Stainless    Steal    Pipe    "    Action    lectured 
O'REILLY.  J   P         Region   2.     Atlanta,     Office    of    the    Director         BO/04/04 

Ip 


Forwards    1C   Bulletin    60-09,     "Eiam    of    Containment    Liner 
Penetration   Welds    "    Wiitten    response    i  equired 
Q'nEILLf,J   P         Region    S.     Atlanta,     Orfice    of    the    Director         aO/04/0'7 


B004300U5    Inform*    NHC    that    response    to    IE    Bulletin    79-03, 
"Longitudinal    Weld    Defects     in   A'iriE   Type    304   Stainless    Steel 
Plpo,"    has    been    suspended    diie    to    feasibility    study    at 
facility    All    nuclear-related    activities    have    been    curtailed 
BROWN,  S   C         Virginia    Electro    I    Pouier    Co         BO/04'35         Ip 


SC0422O23'l    Foi  wards    response    to    MtC    8O0306    request     Por    addl     info    re 
revieui    of    design    g  r  ouniuij  ter     le>els 
BROWN   S    C         Virginia    Elpitnc    A    Power    Co         80/CM/19         5pp 

F      Security     medical,     emergent  cj    i     tire    protection    plans 

BOOW30077    Advises     that     iubmittal     date     to-r    Evacuation    time    ast:(nateB 
reijueated     bv    NRC    791J26    ltT,has    been    postponed    pending    •QAO 
clearance    jnder    redprjl     ftept=.    Act 
OHIMES.C    t<         EmcrgeFK^    Preps' edne  ^  i    Task    Fore?         80/03/11          4p  p 

E      Financial    inter mat  ion 


9004010269   Fo-nuards    Annual    Rept     1979 

B/VJMiE    fl         Virginia    Electric    >j    Powei-    Co          BO/03/37          Ip 

—8004010275    Annual    Rept     1971? 

*       Virginia   tie:  true    '     Pouei     Co          7W12/31          32pp 

Q       Inspection    reports,      If    Bulletins    &    c  or  resp  anilenc  e 

8004090359   Forwards     IE    Bulletin    BD   O3,      "Loss    of    Chaicoal    From    Std    Type 
I  E.  Tuo-Inc  h,  Trsy    rtdsorler    Cells     "    Action    required 

D'REllLV,  J    P         Region    2.     Atlanta,     D-ffico    of     the    &irpctor         60/03/0* 
2pp 

B004O90130    Foruards     IE    Imp    JJepti     £0-33^/00-0 1 ,  50-40'1/BO-OI     f, 
50-10S/aO-01     an    StilM 29-0201    No    noncomp  1  ianc  e    noted 
3TOHR,J   P         Region    ?.     Mlanta,     Fuel    FaciUti;    J    Materials    Safety 
Branch         80/OS/22         ?pp 


R       Periodic    operating    reports    t    rclatad    correspondcnc 


B00402015?   ForuaUs.     "Annual    Update    Rcpt-1980   on    Const    Settlement 
Monitoring    Progi  am    "    Due    to    limited    amount    of    data    obtainod 
during    present    period    of    const    ac t  Ivi tj, second    update    ropt 
ui  1 1 1     be     foruarded    one    i|  r   aftei     const    IE    resumed 
BRCHW,  S   C         Virginia   electric    t,   Pouer    Co         60/03/31          Ip 

— Q004O20161     "Annual    Update   f)ept-19BO   on    Const    Settlerront   Monitoring 
Program   " 
»      Virginia    Electric    '.   Pouei     Co         BO/02/21;         17pp 

S      Report^ble    occun  elites,     LERs    >.    i  elated    correBpondence 

600422008-1    PNQ-7/-143   Pacific    Pump    Co    supplied    facilities    ui/produc  tinn 
lot    of    -JO   pumps    fnfg    using    shafts    made    of    inferior    matl 
Causa    unstated    rtll    util*    lu/pumps    uei-e    notified    NRC 
heariquar ters    notified    on    770BI2 

WMITT,  X   U        Region  S.    Atlanta,    Office    of    the   Director        77/00/12 
IP 

6004030459   Part   21     rept    on   8Q023B,  D&W   made    telephone    rept    re    defect 
concerning    potentially   overstrnssed    supports   on   reactor 
coolant     letdoum    coolets    due    to    inadequate    support    design 
Corrective    action    redesign    of    support    stand 
TAYLOR,  J   H         Dabcock    fc   Wilcoi    Co         00/03/03         6pp 

BOO'1010397    Interim    deficiency    i  ept    re    potential    overstross    condition 
in    lot  down    cooler    supports    Noiile    loads    will    be    analgied    for 
effects    on    support    structure    to    determine    Jf    modi    arc 
re-quired    to    cooler    support    sijs 
HOUELL.S   H         Coniumeri    I'ouer    Co         BQ/O3/27         Ip 


—  00040<!(H34    IE     Insp    fieots    90-339/GO-O]  ,  SO—  101/30-01    Ki    30-405/00-01    on 
SOD!  29-0201    Ho    noncomp  1  i  ance   not^d   Major    arta*    inipocted 
aro-sian   S    runoff    conti  o  I  ,  us^tc    mgt,revieu    of    previous     Item5 
t<    preaperat  i  onfl]     progra.n 

JENKINS,  0   R         Region    3.     .Mlanld,     Fuel     Facility    6    Materials    Safety 
Branch         CUIJfJIHGHiftff,  A   I.         Region    2,     Atlanta.     Office    at    the 
DireiCtor         BO/02/19         3pp 

B004OL0465-   Notififi    of    suspension    of    ravieu    of     IE    Bulletin   80-05   re 
vacuum    condition,    resulting     in    damage    to    chemical    vo  1     control 
tys    holdup     tanks    Suspension    due    to    feasibility     studcj 
BROHNrS    C         Virginia    EloctrU    b   Pouer    Co         90/03/38          ip 

800-1150540   Forwards     IE    Inio   fJntice    BO-12,      'Instrument    Failure    Causes 
Opening    of    PQRV   */    Bloc*    ^alve     '    No    •pecifjc    action    or 
re  sp  once    nEcessar^ 

O'REILIV.J    P         Region    2      Atlanta,     Or*  ice    of     the    Director         GO'/'O3/ai 
2pp 


Forwards    IF    Circular    BO-O5,     "FfliErgencu    Diesel    Generator 
LuDrlcatLne    Oil    AOdition    &   Onaite    Supply     '•    No    giritten 
i-espnnse    rpquire-d 
O'REILLV,  JP         Region    2,     rttljnta.     Office    o*    tli  e    Director         ao/O4/Ol 


Foriuarils   addl    into   to  Part   21    rept   re    potenttflllg 
overttresaod    aupporti    on   reactor    coolant    letdouin    coolers    at 
facilities    under   const    by    HW 
TAVLDFi.J   H         OflbcocV    ''   Wiltoi    Co         60/03/03        6pp 

B004220611    Interim   deficiency    rept   re   overfilling    steam   generators    bg 
Bjcesslve    addition  of  auiilianj    fBediualer   Potential    results 
include    eiccsslve    steam   cjenorator    tube    stress  It  contatnrnont 
Dverpre-ssurl  jati  on 
HROI4N,  S   C         Virginia    Eloetric    i.   Pouor    Co         BO/0-1/1B         3pp 


DOCKET   SO—109   L/i   CHCIB3E   D01UING   W/lTEH    REACTOR 

A      App 1 i cai ion/construe t ion    stage    documents   &  correipondence 

7809270003   Foriuards    add  1     info     in    response    to    request    of    Dairijlanrf    Power 
Cooperative   representatives    at   760809  meeting    re   SEP 
STEPP,  J  C        OeoBCiencea   tlFanch        7H/09/11        3pp 

S0040i)00-7c.   Notification    of    80O325-36   meeting    u/util     in    La    Crosse.  IJI    to 
discuss    tnservlce    testing    program 

J        Operating   Reactors    Branch    2         BO/03/05         2pp 


QO&41SOIOS   Forwards    IP,    Info   Notice    SO-13,      "GE   Type    SDH    Controt    Switches 
DaPBctive    CAM   FolloiuHTS    "    No    spt-tifit    sclian    QT    responno 
rvnuirtt 
O'ltEILLY,  J  P        Region  2,    Atlanta,    Office    of    the    Director        HO/01/OS 


0004-34023-1    Forward*    IF    info  Notice  80-  H.     "Safety    Suggestions    From 
Enplouees    "   Ho  -action   Teq,uireJ 
O'REILLY,  J,  P         Region    V,     Atlanta,     Office    of    Ihe    Director         B&/O4/O2 


F      Security,     rnedicfll,     emergencij    t,    fire    protection    plans 

800-KMQ41IJ  ForuariJs    discussion    of    info    received    from    licensee   on   firs 
protection  revleu    items    Includes    info   re    interior    hose 
3  tJ  t  ton  1 1  f  i  idd    suppression    su,s,heat    circuit    supervision   & 
breathing    ait 
HALL.R   E        Grookhaven  National   Laboratory        90/03/S6        <?pp 


DOCKETED  ITEMS 
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G  Adjudicatory  correspondence 


8004320417  Forwards  Decision  DO-BO-9. grant  ing  partial  acceptance  of 
Morse  790521  petition  for  issuance  of  older  to  suspend 
provisional  DL  Adequate  basis  for  suspension  ctoas  not  enst 
Order  to  show  cause  has  been  issued 
DGNTGNiH  R    Office  of  Nucleai  Reactor  Regulation    BO/02/29    3pp 


B0040301Q3    forwards 
c  ommiJnlcat  I  on    •sgE 
Operations    Cti 
EISENHUT,  D    G         Div 


"Nuclear    Data    Link    apecs,"    study    of    digital 
to    tiantmit    Info     from    plants    to    Be  thus  da 


f    Operating    Reactors 


5pp 


— SOO4O3011B    "Nuclear    Data    Lin',    Space 
»       Division    of    Opeiatitig    Reactors 


2Bpp 


—6004220429    Decision    DD-BO-9, grant  ing    partial    acceptance    of    AK   Horst 
79Q5<21    petition    for    issuance    of    order    to    suspend    provisional 
DL   Adequate    basis    foi     suspension    does    not    enisb    Order    to 
show   cause    has    been     issued 

DEHTON,  H   R         Office    of    Nuclear    Reactor    Regulation         80/O2/29 
17pp 


(30011070321     Forwards    operating     instructions    'j    charac  ler 1st 
health    physics     telephone    netuork    Purpose    of    network     is 
transmi  ss  i  on    of    health     physics    info    during     incident    or 
abnoimal     occurrence    at     facility 

KEPPLER,  J    G         Region    3,     Chicago,     Cft-ne    of    the    Director 
Bpp 


—0004220430    Notice    of    issuance    of    Director's    Decision    DD-aO-9,  granting 
partial    acceptance    of   AK   (torse    petition    for    issuance    of 
order    to    suspend    provisional    OL    Adequate    basis     fnr 
suspension    does    not    eiist    Request    handled    under     10CFR2    206 
DENTON,  H   R         Office    of    Nuclear    Reactor    Regulation         BO/O2/29         2pp 

0004030026  Memorandum   of    understanding    between  NRC   lc  FEMA   r e    prompt 
improvement    in    radiological    emergency    planning    (• 
preparedness,  d 1 str i buted    as    Board    notification 

OOBSICKit   V         Office    of    the    CiecutivE    Director     for    Operations 
BO/04/02         3-ipp 

B004100S64   Notifies    that     issuance    af    FEE    mill    be    do laued    for    apnron 
two   uki 

P         Hearing    Branch    3         aO/O-J/03         Ip 


800410011')    Requests    that     uncontrol  1  ed    set    of    PUDa    be    placed     an 
controlled     distribution     list    roi     any    future    revisions  j 

Revisions     should    be     forwarded    to    attention    of    Region   3 
incident    response    ctr 

KEPPLCH,J    O         Region   ?,     Chicago,     Office    of    the    Director          00/03/30 
IP 

8004210-109    "Re-sporse    to   NfiC   Concerna    on    Liquefaction   Potential    " 
«       Dames    t     Moore         80/O3/2I         32pp 

S004O9O369   Forwards    "Safety    Evaluation   >-   Compliance   iii/NRC   Staff 
Positions    IP    LACOU'R    Emergency    Power    SyB,  "    App    A    re    test 
procedures     for     onnual     tests    of    emergency    diesel     generators 
1A   tt    ID   Procedures    inadvertently    omitted    f  i  am   B00317    Itr 
LENDER, F          Oairylanif    Power    Cooperative         80/03/28         Ipp 


flQ0421OQ?l    Order    granting    NRC    HOQ313   motion    to    compel    Coulee    Region 
Energy  Coalition    to   respond    to  NRG   791E14    Interrogator  1 esp by 
B00425   Intei-venor    failed    to    comply    u/ABLB    791130   order 
setting    discovery    schedule    re    full-term    OL    proceeding 
BECHHOEFER.C         Atomic    Safety    and    LlcensinH    Roard    Panel          BO/04/04 
3pp 

800421017'!   Order    granting    ei  tons  ion,  unti  1    000415,  for   Commission    to 
elect  utiether    to   revieiu   Director's    000229    decision 
CMILK.S  J        Office    of    the   Secretary    of    the   Commission        80/O4/10 
Ip 


11     General    correspondence 


6004170301    Responds    to   BOO 126    Itr    to    HR   Denton   requesting    all    future 
meeting*   re    facilitij    bo    hold    in  UI    (.   ASLD    decision    to   alloui 
oipanilon   of    facility    spent    fuel    storage   pool    No    secrecy 
Involved    in   NFIC    activities   Documents   it   meetings    accessible 
DIRCKS, W   J         Office    of    tho    E.ecutive    Director    for    Operations 
BO/03/20         3pp 


— BOO409037ci    "Safety    Evaluation    J,   Compliance   u/NRC    Staff    Positions 
LAC PUR    Emergency    Pomei     Sys.  "    App    A    re    tost    proceudres    for 
annual    tests    of    emergency    dleiel     generators     1A   >f    IB 
"      Nucloar    Energy    Sorvice(      Inc         30/03/28         lOpp 


B00417O290  Faruards    request    for   add)    info   IB 
electrical     equip me nt 
ZIEHAMN.D   U         Operating    Reactors   HiantJi   2 


environ    qualification    of 
SO/Q3/2B         14pp 


8004140312    Requests    that    Toch    Spets    4    2    -1    2    5   '-    5   2    17    5   be    amended    so 
that    eiposuie     limitation    applies    only     to    fuel    assemblies 
in    core    interior    &    exposure     limit    on    pciipheial    assemblies 
is     deleted     ForuiardE    prouosbd    rovision     to    Tech    Specs 

Dairijland    Pocuer    Cooperative         BO/04/01         4pp 


—  000414O314    Proposed    revision    to    Tech    Specs    4   2    4    S   5   E.   5   2    17    5 
applying     exposure    limitation    only    to    fuel    assemblies    lit    core 
interior    &    deleting    eiposui-e    limit    on    peripheral    assemblies 
Supporting    documentation    enc  1 
M       Dairyland    Pnuier    Coopei.ii.ive         BO/O4/01          llpp 


0     Advisory   Committeis    on   Reactor   Safeguarifs   reports    ti   correspondence 

B0040402<bl   Foruiiirdi    certified    summary    of    rtCIiS  Subcommittee    oil   LAC  HUH 
79102&  meeting    in   Washing  ton,  DC    re    proposal    to    enlarge 
storage   capacity    of    spent    fuel    storage    pool 

MCKINLEY.J  C        ACR9  -  Advisory   Committee    on  Realtor   Safeguards 
00/02/06         Ip 

—  BQ04040S67  Certified    summary    of   ACRS  Subcommitte    on   UaCrosso   RUR   791026 
mautlng    in   Washington,  DC   re   proposal    to    enlarge    capacity    of 
*pent   fuel    storage   pool 
*      ACRS  -   Atlvlnory   Committee   on   Reactor   Safeguard*        8Q/O1/00 


P      Operating    license    stage    documents    I    correspondence 

7812060303  Not!  PI  cat!  on   of    7BI207  masting    ui/BEP   Pinner-  '«    Group    in 
DethtadfliMD   to    diituss    plans    to   address    smlsmlc    input    for 
us*    In  BEP    lalsmic    revley 

LEVIN,  HA        Systematic    Evaluation   Programs    Branch    (Prc   790653) 
7BVU/24        Spp 

8004100314  Advises    that    responses    to    761133    Itrs   re   UWR    asseiEment   of 
enhancement    of    fission    gas    release    at    higher    burnups    have 
bten   reviewed   NO    immediate    licensing   action    required    for 
operating    reac  tori,  per    typical    fuel    bundle   i  batch    burnups 
ZIEMANN.D  L        Operntino   Reactors   Branch    2        QO/02/H9        3pp 

S0040B01B3  Forwards   NUREO-09A9,  "Evaluation    of    Integrity    of   SEP   Reactor 
VeneU,"   completing    review   of   SEP   Topic    V-A  W/o    encl 
ZIEMANNiD   L         Opsratlng    Reactors    Branch    2         BO/03/OS         3pp 

8004020003  Forward*    review   schedule    far    environ   quali-f  teat  ion    of    Class 
IE   electrical    equipment    per    000221    meeting   flenubmittal    of 
info    ii   unnece*flary   Rafs    or    updates    to    info    previously 
lubmitted   are   acceptable 
ZIEMANN,  D  L        Operating    Reactor*    Branch   2        90/03/06        Spp 


B004O7Q3Q3   Formal  ds    corrected    Pages    3    &   A    of    ut  1 1     response    to    shou 
cause    order    t-    corrected     Taole    2   >i   Figures    1-3    of    Dames   '. 
Moore    rept    uihich    accompanied    i  esponse 
HIEBTANO,0    8         lloi  gan,     Lewis    4    Hacliius         HO/04/03         9pp 

3004150204   Foriuards    response    to    request    for    addl     infn    resulting    from 
^RC     site    review    of    compliance    w/NLJRbG-0570   Revised    pages    to 
000131     Iti     also    end 
LINDER.F         Dairyland    Power    Cooperative         80/04/09         19j>p 

Q      Inspection    repo-rts,     IF   Bulletins   fr   correspondence 

B004100134  Foruards    IE    Info   Notice  BO-00,     "States    Co.   Sliding    Link 
Electrical    Terminal    lllacli    "    No    specific    nction    or    response 
req;U  irod 

KEPPLER.J   G          Hegion   3,     Chicago,     Office    of    the    Director         GO/03/07 
IP 

BOO-1O10108   Responds    to    IF    Hulletin   00-02,      "Inarfequalo    QA   fOT    Nuclear 
Supplied   Equipment    "   No   Marvin  Engineering   Co    equipment 
Insbal  led   at    fad  11  ty 
LINDER,F        Dairyland   Powar    Cooperative        QO/O3/10        Spp 

9004150170  Forwards    It    Info    Notice  HO-12,     "Instrument   Failure   Causes 
Opening    of    PORV  &   Dloct    Valve    "   No    specific   action   OP 
response   necessary 

KEPPLER.J  0         Flcglon  3,    Chicago,    Office    of    the    Director        80/03/31 
IP 

BOO-IOB070A  Forwards    IE  Circular   80-05.     "Emergency    Diesel   Generator 
Lubricating    O»  1    Addition    i*  Onslte   Supply    "   No  written 
response   required 

KEPPt.EfljJ   O          Region   3,     Chicajo,     Office    of    the    Director         SO/04/01 
IP 
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DOCKETED  ITEMS 


80041500;"'   Ft>iuard"If-Ii.  r.N^'iL       BO  -II        'Gt    Type    SUM   Control    Switches 
Iiefe^ti.*    C/il   Folluunr,         r.j    spttnii.    jttion    or    response 
required 
XEPPLtR    J   i          Region    1      ''Mtajo      Ofti    «    or    the    Director         BO/04/02 

IP 


B00406u2o4  Hequeits  i 
re  Facili'y  ful  l-tt 
FROXHIRE,  W  Senate 


ponse  'o  tnc 1  Coulee  Region  Energy  Coalition  Itr 
01  proceeding 


80G'HBOri4B   Foiunrfli 
Tone    Gas    H=i3TO;    ' 
transii*  tal 
KEPPLFH    J   i,         Regi 
IP 


i'nli    '  'J     IE   Circulai     60-03,     "Protection   From 

erini'My    omitted    Horn   900306 


the    Director         BO/01/02 


0004220135   Fen  maids    IF    Into    NoMct    Su-14.     "Safety    Suggestions    From 
Employees    '     No    action   if^uired 

KEFPLtR,  J   (,         Region    3      '"f.lcsgo,     Gffitc    of    the    Dnector         GO/04/02 
IP 

B004220337    Foruatd*     Ik.   Liitulai     3J-0/,        Problems    IJ/HPC1    Turbine    Oil 
Sys    "   No   written    lesco'ise    requited 

KEPPLER,  J   <3         fiction    f.     Chicago      Office    cf    fie    Director         80/04/03 
IP 


8004230199   Foiuaid"    IE    Bulletin    ~'9-03«:     "Longitudinal    Weld    Defects    in 
ASME   SA-31;!,  Type    304    SMinless    Steel    Plpa    "    Action    required 
KEPPLER,  J   G         Regions      Chitrajo,     af  f  ic  e    of    the    Direc  tor         80/04/07 
lp 

aOQ'1220104   Forwards    IE   Dulle'in   BO-OQ,     'Eram    of    Containment   Liner 
Penetration   Welds    "   Uittten   response   i  equired 

KEPPLER,  J   G         Region    3,     Chicago,     Orrice    of    the    Director         80/04/09 
IP 


0004140365  Forward!  monthly  opeiating  rept  for  Mar  I960 
LIfJDER.F    Dairyland  Poupr  Cooperative    90/04/07    lp 


— 8Q04M0367  Monthly  operating  rept  for  Mar  1980 

GOODMAN,  l_  S    Dairyland  Poucr  Cooperative    80/04/02 


7pp 


Reportable  occurrence*,  LFHs  ',  related 


s pan den cc 


B00415Q4BB  RQ  on  600409  while  in  shutdnu 
degradation  was  distovaieJ  in  primary 
during  periodic,  Type  3  '  C  mi  veil  lam 
CiUiE  unstated  Reapus  underlay 
LIIJDER,  F    Dairijland  Pomei  Cooperatlvi 


cond i tion, abnormal 
iac tor  containment 
leak  rate  tatting 

80/04/10    2pp 


8004320^84  RO  BO-01  BOO'110,  dur  ing  periodic  Tgpc  D  leak  rate  tests 
electrical  penetrations  3:4  '  5  ficeeded  permissible  rates 
Caused  by  abnormal  degradation  Electrical  penetiatlons  being 
repaired 
L1NPER.F    Dairuland  Power  Cooperati\e    QO/04/10    3pp 


B004210300  RD-8Q-02  on  B00415.  (Jur  ing  periodic  Type  C  surveillance 
leakage  rate  testing,  leak  fl&ui  rates  determined  from  eihaust 
dampers  siceodrd  peimucible  leak  f  ]  ou  rates  Repairs  to 
eibaust  dampers  being  accomplished  >t  retetti  utll  be  made 
L1NDER,F    Dalryland  Pouei  Cooperative    80/01/16    2pp 

B00429034I  RQ  60-03  on  S0041  7,  our  mg  peiiodit  Type  C  surveillance 
leakage  rate  testing  on  containment  bldg  heating  sys  valve, 
leat  flou)  rates  found  Hi  e.coas  or  permissible  leak  flow 
rates  Cause  unstated  Valve  repani  !.  adjustments  planned 
Daiiyland  Power  Cooperative    80/04/17    2pp 


B004300456  Fopurards  LFR  bO-001/OlT-O 

LIMDESiP   Dairijland  PPJJBP  Cooperative   BO/04/21    3pp 

—3004300^63  LER  BO-001/01T-0  on  600409,  dur  ing  periodic  leakage  ratt 
testing.  «  I  et  Irical  penetration  units  3,4.  d  5  did  not  meet 
type  Q  test  criteria  Caused  by  cracked  penetration 
glands  Individual  penetrations  replaied 
GOODMAN,  L  S    Dairy  land  Power  Cooperative    OO/04/21    lp 


ard' 


iespt,H5e  to  Bodger  Safe  Energy  Alliance  BQ012i  Itr 
ili*y,ni  reiponie  to  B00208  request  W/o 


of  concein  i 

eric  1 

D1RCKS.W  J    Office  ot  ttie  Fieculi\e  Mrector  for  Operations 

80/03/23    lp 


-B004140L3B  Requests  info  on  end  Badger  Safe  Energy  Alliance  Q00136  Itr 
requesting  that  future  NRC  meeting*  IB  facility  be  held  in 
LaCi osse. Ul  area 
KEDELtViN.J    NELSON:  G    Senate    BO/02/08    3pp 


DOCKET  50-410  NINE  MILE  POINT  NUCLEAR  STATION,  UNIT  2 

A   App 1 1 cation/cons  true t ion  st^ge  documents  t  correspondence 


B004040031  Advises  or  issuance  of  NURfG-OSHe,  "Interim  Staff  Position 
on  Environ  Qualification  of  ^arety-Rel  .ited  Electrical 
Equipment,"  pioviding  guidance  le  methods  for  compliance 
ROSS, D  F    Division  of  Ptoject  Management    80/02/05    7pp 

8004020466  Notification  of  800326  t-  27  meeting  uj/representati ves  from 
Hark  11  ouners  group  In  Ban  Jose.CA  to  discuss  Mark  II 
Creace  Test  Program, •'!  c/o  tests  V  foieign  tests 
ELTAWILA.F    Con  ta  lumen)  Systems  Dranch    60/03/10    IBpji 

8004030152  Notification  of  B00326-27  meeting  ui/Mark  II  omneri  group, 
NflC  consultants  ?  GE  In  San  Jose,  CA  to  discuss  Mark  II 
Creare  test  program.  4T  C/O  li  foreign  tests  Topics  are 
proprietary  Agenda  enc ! 
EUTAWILA.F    ContainmEnt  Systems  Branch    80/03/10    12pp 

0004010014  Forwards  NRC  BOO 1 28  I  0211  Itrs  to  GE  re  mods  to  DUR  control 
drive  sys  Mods  should  not  be  performed  prior  to  issuance 
of  NUREO-O61?  Approptiate  sys  mods  fi  supporting  analyses 
should  be  incorporated  into  FSAH 
RUDEIs'STEIN,  U  S    Light  Unter  Reactors  Branch  4    80/03/11    2pp 

8004100301  Notification  of  800^03  meeting  u/QE  it.  Bethesda.KD  to 
discuss  EWR  6  safety  relief  valves  mfg  by  0  Dickens  d  Co  b 
supplied  by  GE  to  facilities 

HENDERSON. J  B    Division  of  Reactor  Construction  Inspection 
80/03/13    ?pp 

6004040474  Summary  of  G00227  meeting  ui/Hark  II  ouiners  group  re  status 
of  several  long-term  program  tasks,  i  nc  1  ud i ng  Task*  A  17  & 
A  14  t,  task  related  to  utilisation  of  foreign  test  data 
ELTAW1LA.F    Containment  EJustenn  Branch    00/03/1B    lOflpp 

B004100297  Requests  addl  info  re  790609  proposal  to  use  alternative 

method  of  splicing  reinforcing  steel  bars  than  described  in 
facility  PSrtR  Reply  must  be  notarued 
RUBENSTEIN.L  S   Light  Water  Reactors  Branch  4   80/03/25   3pp 

B004300061  Summary  of  600326-37  meetings  u/Mark  II  owners  group  In  Ban 
Joso.CA  re  discussion  of  NRC  concerns  on  rfata  from  Creare 
tests  !i  foreign  full-scalo  tost  programs  d  relationships  u/ 
(lark  1 1  designs 
ELTAWILA.F   Containment  Systems  Branch   BO/O4/14   22pp 

8004250419  Raquesti  authoi  i lat ion  to  use  A9HC  Section  III  Cade  Case 
N-242,  "Matls  Certi f t cat i on  "  Code  case  approved  for  BNUPPB 
by  OD  Parr  in  790713  Itr 
BARLETT, J    Niagara  Mohauk  Pouer  Corp    30/04/21    lp 

F  Securltyj  medical,  emergency  t  fire  protection  plans 

B0040B0077  Advises  that  subraUtal  date  for  evacuation  time  eitimatei. 
requested  by  NRC  7<?1P26  Itr. has  been  postponed  pending  QAQ 
claarante  under  Federal  Repts  Act 
QRIMEB.H  K   Emergency  Preparedness  Task  Force   80/03/11    4op 

6004090034  Forwards  copy  of  NRC  791121  generic  Itr  re  upgraded 

emergency  plans  Document  also  available  in  local  PDR  W/o 
end 

RUBENSTEIN, L  S    Light  Uater  Reactors  Branch  4  BO/03/25    lp 


U  Congress  I onal/Eiecutlve  Correspondenci 


II  General  correspondence 


80Q40B0260  Responds  to  B001?8  Itr  concerning  Coulee  Region  Enorou 
Coalition  inquil'y  re  f  at  1 1 1  ty  full-term  OL  proceeding  DDE 
should  be  contacted  for  federal  funding  info  Coalition 
environ  evidence  mill  be  considered  at  ASLB  hearing 
DIRCKSiH  J   Office  of  the  Eiecutive  Director  for  Operation! 
BO/03/10   2pp 


6004360376  Informs  of  mg t  changes 

BARTLETT, J    Niagara  Mohawk  Power  Corp    BO/04/22    lp 
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Inspection  reports,  IE  Bulletins  '.  c  orrespondence 


6004150295  Forwards  It  Info  Notice  BO-l?,  "Instrument  Failure  Causes 
Opening  of  PORV  (,  Block  Valve  "  No  specific  action  or 
response  necessary 

GRIER.B  H    Region  1,  Philadelphia,  Office  of  the  Director 
BO/03/31    lp 

B0043002B2  Ac k  receipt  of  80O319  Itr  informing  NRC  of  steps  taken  to 
correct  violations  noted  in  IE  Insp  Repfc  50-410/00-01 
CARLSON, R  T    Region  i,  Philadelphia.  Reactor  Construction  8, 
Engineering  Support  Branch    BO/03/31    lp 

— S0043OO290  Responds  to  NRC  BOO314  Itr  re  violations  noted  in  IE  Imp 
Root  90-410/SO-01  Corrective  actions  increased  training  op 
preventive  mains  personnel  uiill  be  ins  1 1  tuted,  us  ing  formal 
S<  on-job  sessions 
0ARTLETT.J    Niagara  Mohawk  Pouer  Corp    BO/03/19    3pp 

—8004300296  Forwards  IE  Insp  Rept  30-410/80-01  on  800109-11  fc  notice  of 
violation 

CARLSON,  R  T    Region  1,  Philadelphia,  Reactor  Construction  & 
Engineering  Support  liranch    00/02/14    2pp 


— B004300301  Notice  of  violation  from  insp  on  BOO109-11 

*   Region  1.  Philadelphia,  Office  of  the  Director   SQ/02/OB 


2pp 


— B004300309  IE  Insp  Flept  50-410/00-01  on  S00109-11  Noncomp 1  lane e  noted 
failure  to  perform  required  equipment  mainti to  furnish 
recorded  evidence  of  malnt  h  to  conliol  equipment  storage 
MCGAUGHV.R  W    Region  1,  Philadelphia,  Reactor  Construction  t- 
Engineering  Support  Branch    CERNE,  A  C    Region  1,  Philadelphia, 
Office  of  the  Director   BO/02/QB   7pp 


60040703-36  Advises  that,  due 


itudu 


of  electric 


equ iremEints 

631331  t3  B5133I  Commei  c  u  1  opeiatinn  date  scheduled  for 
060531  FSAR  t,  enviion  lept  submittal  scheduled  ror  82133! 
WODLEVER.E  J    Duqucsne  Light  Co    BO/03/26    tp 


F   Security,  ir.ediCdli  cmei  gency  '-  fire  protection  plans 


S0040B0077  Advises  that  submittal  date  I-OT  evacuation  time  eitimal 
requested  bij  NRC  791226  1  Sr,  has  been  postponed  pending  OAO 
clearance  under  Federal  Rcpts  Ait 
GRIMES,  D  K    Emergency  Pi  epai  ediiess  TasV  Force    BO/03/11    4pp 


G   Inspection  reports:  IE  Bulletin 


7906010118  FOIA  revest  by  UCB  for 
A-40  1  A-41.  into  on  seismic  issue 
repts  for  Beaver  Valley 
WEISS,  E  R    Sheldon,  Harmon  i  uei 


11  documents  re  Task  Action  Plans 
prepared  for  SEP  tt  insp 

9    /9/03/19    3pp 


8004280109  Responds  to  If.  Bulletin  BO-OJ  Insp  of  charcoal  adsorber 
cells  shall  be  performed  tuhen  received 
WOOLEVER,E  J    Duquesn*  light  Co    BO/03/19    lp 


B004090077  Forwards  IE  Circular  B0-05i  "Emergency  Diesel  Generator 
Lubricating  Oil  Addition  &  Onsite  Supply  "  No  written 
response  required 

QRIER,B  H   Region  1,  Philadelphia,  Office  pf  the  Director 
BO/04/01    lp 


8004150266  Forwards  IE  Info  Notice  60-13,  "Instrument  Failure  Causes 
Opening  of  PORV  *•  [Mod  valve  "  tic  specific  action  or 
response  necessary 

QRIEn.fl  H    Region  1,  Philadelphia.  Office  of  the  Director 
90/03/31    lp 


8004H01S9  Forwards  IE  Info  Notice  60-13,  "OE  Type  9HM  Control  Suitchea 
Defective  CAM  Followers  "  No  written  response  required 
ORIER.D  H   Reflinn  1.  Philadelphia,  Office  of  the  Director 
BO/04/02    Ip 

800-J240330  Forwards  IE  Info  Notice  BO-14,  "Safety  Buogmtions  From 
Employens  "  No  action  required 

ORIER,D  H   Ftogion  li  Philadelphia,  Office  of  the  Director 
BO/04/02   lp 

B0041BOI90  Foruards  IE  Circular  BO-07,  "Problems  W/HPC I  Turbine  Oil 
Syi  "  No  written  response  required 

ORIERiD  H   Region  I,  Philadelphia,  Office  of  the  Director 
SO/04./03    lp 

B00411005B  Forwards  IE  Bulletin  HO-07,  "BWft  Jet  Pump  Assambly  Fallura  " 
No  written  response  required 

QRIER.D  H   Region  1.  FJh  i  Udelph  ia.  Office  of  the  Director 
BO/04/04    lp 

B004230486  Forwards  IE  Bulletin  79-03A.  "Longitudinal  (gold  Defects  in 
AS HE  &A-312iType  304  Stainless  Steel  Pipe  "  Action  required 
QRIERrB  H   Region  1,  Philadelphia.  Office  of  the  Director 
BO/04/04    lp 

B0041B0205  Foriuards  IE  Bulletin  BO-09-  "Emm  of  Containment  Liner 
Penetration  Uelds  "  Uritten  response  reci"lred 
ORIER.B  H   Region  1.  Philadelphia,  Office  of  the  Director 
BO/0-1/07    [p 

8  Reportable  occurrences,  LERs  4  related  correspondence 

6004100500  Ack  receipt  of  B0020S  Inberim  deficiency  rapt  re  poiilble 
future  movement  of  radwasto  bldg  geologic  feature 
CARLSON, R  T   Region  li  Philadelphia,  Reactor  Construction  & 
Engineering  Support  Branch   80/03/21    lp 

8004220559  Forwards  interim  deficiency  rept  re  defects  in  biological 
shield  mall  shop  melds  previously  report«tf  790530  Final  rept 
summariiing  test  &  analyses  I  identifying  possible  safety 
Implications  uill  be  provided  by  800801 
TERfiYrJ  H   Niaoara  Mohawk  Power  Corp    80/04/1S   lp 

— 8004220577  Interim  deficiency  rept  re  defects  In  biological  shield  wall 
shop  uBlds  Cauie  unstated  Defect  sites  S<  locations  will  be 
mapped, bated  on  engineering  evaluation  to  determine 
allowable  defects  Repairs  will  be  performed  as  required 
*  Niagara  Mohawk  Power  Corp    80/04/15   2Spp 


5004090052  Forwards  IE  Cncular  Bfl-05,  "Emeigoncy  Dleiel  Generator 
Lubricating  Oil  Addition  t,  Onsite  Supply  "  No  written 
response  required 

GRIER,B  H    Region  1,  Philadelphia,  Office  of  the  Director 
00/04/01    lp 

S004H0133  Forwards  IF  Info  Notice  80-13,  "OE  Type  SUM  Control  Suitchea 
Defective  CAM  Follotuei!  "  No  written  response  required 
QRIER.H  H    Region  I,  Philadelphia,  Office  of  the  Director 
BO/04/02    lp 

B004240303  Foruaid*  IE  Info  Notico  130-14,  "Safety  Suggestions  From 
Employees  "  No  action  reined 

QfUCfi,n  H    Region  1,  Philadelphia,  Office  of  the  Director 
80/04/02    lp 

800-1100192  Forwards  IF  Circular  80-07,  'Problems  U/HPC I  Turbine  Oil 
Sys  "  No  unjtton  response  required 

ORIER,D  H    Region  1.  Philadelphia,  Office  of  the  Director 
BO/O4/03    ip 

8004230475  Forwards  IE  Bulletin  79-03A,  "Longitudinal  Weld  Defects  in 
A8I1E  SA-3l3,Type  30'!  Stainless  Steel  Pipe  "  Action  required 
OR1ER.I1  H   Region  I,  Philadelphia,  Office  of  the  Director 
BO/04/Ofl    lp 

80041B0134  Forwards  IE  Bulletin  BO-OB,  'Tiam  of  Containment  Liner 
Penetration  Welds  "  Written  response  required 
QrtIER,H  H   Region  1,  Philadelphia,  Office  of  the  Director 
80/04/07    lp 

BO042204B3  Responds  to  NRC  S00313  1  ti  i-c  unresolved  items  &  allegations 
noted  in  IE  Insp  Rept  90-412/BO-02  Corrective  actions  util 
Initiated  QA  audits  to  conflim  piping  fabricator  actions 
prior  to  800601 
WOOLEVER-E  J    Duquesne  Light  Co    BO/O4/16    22pp 

8  Reportable  occui  rencesi  lETRs  i  related  cori  esaondence 

B0042200B4  PNO-77-143  Pacific  Pump  Co  supplied  facilities  w/productlon 
lot  of  40  pumps  mfg  using  shafts  made  of  inferior  matl 
Cauae  unstated  /ill  utlls  u/pumps  uere  notified  NFIC 
headquarters  notified  on  770812 
WHITT.K  W   fieglon  2,  Atlanta,  Office  of  the  Director   77/09/12 
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'"tM  to  O6ln  for  final  rep  t  on 
£  J  i  5 c r e p anc i 0 s  in 
ore  tine  required  for 
eficienc'j 

eo.0'1'17    lp 


60040B0611  Forwards  IE  Circular  00-05,  "Emergency  Diesel  Generator 
Lubricating  Oil  Addition  !.  Onsite  Supply  "  No  written 
i esponse  requ ired 
O'REILLY.  J  P   Region  5.  Atlanta.  Orfice  of  the  Director   80/04/01 


ei ant  na  t  i  on* 
nan  i  pu  1  at  IT 
CCLLlr  5  F  F 


2pp 


B004160116   Ack    receipt    or    IF    Insp    Kepts    50-413/90-02   fc    50-414/QO-02    on 
B00212-14   fJo    proprietary     info 
PARKER,  U   0         Duke    Power    Co         60/04/01          lp 

--8004160113   Forwards     IE    Insp    Repts    50-413/00-02   '<    50-414/BO-Q2    on 
000212-14   No    none  cms  1  innce    noted 

BRYANT. J   C         Region    2,     Atlanta,     Reactor    Construction    E<   Engineering 
Support    Branch         BO/03/12         2pj> 


DOCKET    50-411   C«rflKti«   r.L'i 


SlrtTIOH,     UNIT    1 


ej04040:>l7   Subnits    add  I     ji.iaanc-    to    r.i,REG-OSBe,     "Interim   Staff   Position 
on   Environ   dual  1 1 1  cat  i  on    or    3E,t  sty-Related    Electrical 
Equipirpnt    '     fiequeslt    r 6    lew   or    equipment    qualification 
docuntritat  ion    <o    identify    dejree    of    compliance 
ROSS,  D   F         Dwision    of    Project    Management         BO/03/21         3pp 

B004090155   Sumary    of    800314   meeting    w/uti  1 s,  Wettinghouse   t,   Sargant    6 
Lundij    re    Hestlng^ou^e    optinned    fuel    assembly    Comm   Ed 

uill    use    optifiined    fuel    assembly 

UlNTNcR.L   L         Light    Water    Reactors    HrancS    1         90/03/1B        Bpp 


B004170337    >THI-Plus   One    Toward    a    Sar 
*      Du*e    Power    Co         90/<J3/2i,         13pp 


--8004160122    IE    Insp    Depts    SO-413/SO-02   !-    50-A14/80-02    an    000212-14    No 
noncomp  1  lance    noted    Major    areaa     inspected    flCPB    piping, 
oaf  etu-re  lated    p  I  p  ing.  vendor    pipe    ualdi    in/re  JBC  tab  le 
indications    ^    saf etij-relatBd    structures 

HERDT, A  n        Region   2,    Atlanta,    Reactor   Construction   &  Engineering 
Support    Branch         ECONOMQS.  N         Region    2.     Atlanta.     Office    of    the 
Director        BO/03/11        7pp 

6004150070   Forwards     IE    Info   Notice    90-13,     "Q£   Tupe    SDM   Control    Suite  hoi 
Defective    CAM   Followers    "    No    specific    action    or    re*pon«o 
required 

O'REILLY, J   P        Region    S,     Atlanta,     Office    of    the    Director         BO/04/O2 
2op 

B004240249   Foruardi    IE    Info    Notice    00-14,     "Safety    Suggestiona    From 
Employees    "    No    action    required 

O'REILLY, J   P         Region    2,     Atlanta.     Office    of    the    Director         00/04/02 
2pp 


U/HPCI    Turbine   Oil 


90Q41B0326   Forwards    IE   Circular    00-07,     "Problen 
Sui    "   No   uritten   response   required 
O'REILLY, JP         Region    2,     Atlanta,     Office    of    the    Director         60/04/03 
2pp 


B004140430   Forwards    compai ison    of    Orart    ST3   w/5nubber    functional     test 
sampling    plan 
CQLL1HSS.D   (1         DuVe   Po.jer    Co         S3/O4/03         llpp 


0004230I3B   Forwards    IE   Bulio^.n    79-03A    "Longitudinal    Weld    Dafscts     in 
ASME   SA-3[2,Tgpe    304    0tain!oss    Steal    Pipe    "    Action    roo,Uirod 
O'REILLY, JP        Region   2,    Atlanta,    Office    ot    tho   Director        BO/04/04 
lp 


>,    me    protection    plans 


80040B0077   Advises    that    lubirutta]     date    for    evacuation    time    estimates, 
renuested    bg    ^1BC    791226    ltr,fcas    oeen    postponed    pending    OAO 
clearance    under    Federal    Repts    Act 
GRIMES,  B    K         Emrg.nc,,    Preparedness    Task    Force         BO/03/11         4pp 

Q      Inspection   reports,     IE   Bulletihi    1    correspondence 

B0040S0019   Discusses    completed    diesel    generator    factc.ru    test    per    IE 
Bulletin    79-23   Voltage    &    frequency    requirements   maintained 
=  *m!H9    tE>t    *   tool'"9    *"5    turiLtioned    within    design    limits 
PARSER,  UO        Dule   Power   Co         BO/03/20         lp 

6004210164   Responds    to    IE   Dull.  tin   BO-03,     "Loss    of    Charcoal    from   Btd 
Tup.    II.  Tun-Inch.  Tray    Aflaoroer    Cells    "    Containment    cleanup 
is   only    unit   using    design    described    in    bulletin   No    sign    of 

lf23^9,.SMr8enl    °T     '*'""'    Jflfect    *hat    would    permit    leakage 
PARKER.  U   0         Dulie    Power   Co         00/O3/24         lp 


"e..pt    ot     It    Imp    Repts    50-4I3/BO-03   J«    50-4H/BO-03, 
Ho    proprietary    inr'o 
PARKER.  M   0        Duke   Power    Co         BO/03/2B         lp 


B00418033B   Forwards    IE   Bulletin    BO-OB,     "Eiam    of    Containment    Liner 
Penetration   Melds    "   Written   responn    required 

O'REILLY.J   P         Rejlnn   3,     Atlanta,     Office    of    the    Director         80/04/07 
2pp 


DOCKET  50-414  CATAUBA  NUCLEAR  STATION,  UNIT  2 

A   Application/construction  stage  documents  i  correspondence 

Q004040031  Adviics  of  issuance  of  NURCO-0390.  "Interim  Staff  Poiition 
on  Environ  Qualification  of  Baf  aty-Relatad  Elactrical 
Equipment,"  providing  guidance  re  methods  for  compliance 
RGSB,  D  F    Division  of  Project  Management    00/02/03    7pp 

9004040017  Submits  addl  guidance  tu  rJUHCO-OSBB.  "Interim  Staff  Po.ition 
on  Environ  Qualification  of  Baf  etu-Flelated  electrical 
Equipment  "  Requeits  review  of  equipment  qualification 
documentation  to  identify  degree  of  compliance 
ROSS.D  F   Division  of  Project  Management   BO/02/21    3pn 

BOQ4170327  "TMI-Plue  One  Toward  a  Safer  Nuclear  Power  Progrnm  " 
»   Duke  Power  Co    90/03/2&    13pp 


noncnnJ'"'/?^    M-4'3«0-03   i    50-414/90-03   on   900214-15   No 
n»   re,    J»t      noted    Major    areas    inspected    indoctrination    of 
new   resident    inspector    for    const 


9004U0430  Forwards  comparison  of  draft  9T3  m/inubber  functional  te.t 
sampling  plan 
COLLINOB.D  K    Duke  Pouier  Co    SO/04/O3    llpp 

-_™!U'itMl  mBdica''  Bmergencg  S  fire  protection  plani 


4pp 


clearance  under  Federal  Repts  Act 

GRIHE8.B  K   Emergency  Preparedness  Task  Force 


^REILLY.J   P        Reo,  on   2,     Atlanta,     Office    of    the   D.rectar         90/03/31 


dur  n   t« 

PAHKEB  in 
PARKER,  U  0 


M1;:;*""^'.*11  dlesel  '*<">*<*<»  '«*««  *«* 

?    f  "  *  frB1UBn^  requirement,  maint.inad 
n  "gl'n«  3«s  """'ioned  within  d.sion  limit. 
Duke  Power  Co    60/03/20    lp 
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800421016'!  Responds  to  IE  Bulletin  80-03,  "Loss  of  Charcoal  from  Std 
Typs  Hi  Tuo-Inch,  Trag  Adsorber  Cells  "  Containment  cleanup 
is  only  unit  using  design  described  in  bulletin  No  sign  of 
sagging  screens  or  other  defect  that  mould  permit  leakage 
PARHER, W  0    Duke  Power  Co    80/03/24    !p 


dOG40400l /  Sub 
on  En. 1 1 on  O 
Fqulpirent  ' 
doc  umentat  i  o 
RD55,D  F    Di 


add)     guida 


to  NUfiEG-G536,  "Interim  Staff  Poaitior 

"nuipnitit  qualification 
p*  of  compliance 
fi*nage>i#ii  t    SO/Oa/3!    3pp 


800.J210334    Ack    receipt    Of     [E     Insp    fiepts    EO-413/BO-  03   (.    50-414/80-03, 
on    SQ021<1~15   No    proprietary     inro 
PARKER,  W   0         Duke    Power    Co         80/03/2B         Ip 

—0004210242   Forwards     IE    Insp    rtepts    50-413/90-03   fr    50-414/00-03    on 
800214-15    No    noncomp  1  lance    noted 

BRYANT,  J   C         Region    2,     Atlanta,     Reactor    Construction   it   Engineering 
Support    Branth         QO/03/10         2pp 

--0004210S47    IE    Insp    Rcpts    5O-413/00-Q3   >.    50—  I14/BO-03   on   800314-15   No 
noncomp  1  lance    noted   Major    areas    inspected    indoctrination    of 
new   resident    inspector    Foi     const 

BRYANT,  J   C         Region    2.     Atlanta,     Reactpr    Construction    k   Engineering 
Support    Branch         MCFARLAND,  C    R         Region    2.     Atlanta.     Office    of    the 
Director        80/03/10        4pp 

8004150511    Forwards    !E    Info    Notice    80-13,     "Instrument    Failure    Causes 
Opening    of    PORV   i    Block    Valve    "    No    specific    action    or 
response   necessary 

O'REILLY,  J   P         Region    2.     Atlanta,     Office    nf    the    Director         BO/O3/31 
2pp 

BQ040B0611    Forwards    IE  Circular    80-O5,     "Emergency    Diesel    Generator 
Lubricating    Oil    Addition    f,    Ormto    Supply    "    No   written 
response    required 

O'REILLY,  J   P         Region    2,     Atlanta.     Office    of    the    Director         SO/04/01 
2pp 

8004160116   Ack    receipt    of     IE    Insp    Repts    90-413/80-02   !<    50-414/BO-02    on 
800212-14   No    proprietary     info 
PARKER,  W  0        Duke   Power    Co        SO/04/01         Ip 

—  8004160118   Forwards    IE    Insp    Rcpts    90-413/80-03   fc    50-414/90-02    on 
800212-14  No    noncompl  lanee    noted 

DHVANT,  J   C         Region    2,     Atlanta,     Reactor   Construction    Si   Enoineerfng 
Support   Branch        SO/03/1S?        3pp 

—8004160122    IE    Insp    flepts    90-413/80-02  &   SO-414/BO-02  on  800213-14  No 
noneomp  1  iance    noted    Major    areas    inspected    F1CPD    piping, 
safety-related    p  ip  ing.  vendor    pipe   weldi   lu/ro  joi  tab  I  e 
indications    (<   saf  ety-re  lated    structures 

HERDT.A   R         Renion    2,     Atlanta,     Reactor    Con»truct  ion    t,   Engineering 
Support   Branch        ECONOMDSr  N        Region   2,    Atlanta,    Office    of    the 
Director        BO/03/11         7pp 

8004190070  Forward*    IE    Info   Notice   BQ-13,     "OE   Type   SUM  Control    Switthei 
Defective   CAM   Followers    "    No    specific    action   or    response 
required 

O'REILLY.J  P        Rsginn   2,     Atlanta,    Office    nf    the   Director        BO/04/02 
2pp 

8004240249   Forwards    IE    Info    Notice    30-14,     "Safety    Suggestions    From 
Employees    "    No   action    required 
O'REILLViJP        Region   2,    Atlanta,    Office    of    the   Director        SO/04/02 


8004180326  Forwards    IE  Circular    BQ-07,     "Problems   U/HPC  I    Turbine    Oil 
Sijs    "   No   written    response    required 

O'REILLY.  J  P        Region   2,    Atlanta,    Office    of    the   Director        00/04/03 
Spp 

6004230132  Forwards    IE  Bulletin    79-03A    "Longitudinal    Weld   Defects    in 
ABME  9A-3J2,Ti|pe    304  Stainless    Steel    Pipe    "   Action   required 
O'REILLYiJP        fiegion   2,    Atlanta,    Office    of    the   Director        SO/04/04 


B0041B03SS  Forwards    IE   Bulletin   80-OSi     "Eiam  of   Containment   Liner 
Penetration   Hel»s    "   Written    response    required 

O'REILLY.JP       Region  2,    Atlanta.    Offiee   of   the   Director       SO/04/07 
2pp 


DOCKET   50-416  BRAND  GULF  NUCLEAR   STATION,    UNIT    1 

A      App  1  i  cation/construe  ti  on    stage    documents    Si   correspondence 

8004040031    AdvUes    of    i*»uance    of   NUREG-0388,     "Interim  Staff  Position 
an  Environ   Oujil  if  icjtion   nf    Safety-Related   Electrical 
Equipment, "   providing    guidance    re   method*    tor    compliance 
RQSS.D  F        Division    of   Project  f1anag«mtn(?       80/Ot/05        7pp 


9004020446  Farujrtfs  NHl  B'T'l^tt 
control  rod  drive  5^5  ',  addl 
respcc  t  ive  1  \)  Furtliei  info  ' 


EAER.R    I          Light    Wate 


9004100301    Notification    or    BnO-l 
discuss    BUR    6    aafotij    relief    v 
supplied    by    GE    to    facilities 
HENDERSON     J    H         thviiiun    ot    fi 
80/03/13         2pp 


Hrs     to    GE    re    mods    to    BWII 
E    ot    ooiloff    rates 
to    be     issued     in 

SO/03/13         2pp 


.I   meeting    ui/GC    ID    BetheSda,MD    to 
lues    mfg    by    G    Dickens    tj    Co    i- 


ttot     Conslru-  1  1  on    Inspection 


8Q04O30149   nequosts    addl     into    to    complete    facility    environ    review 
Foruiards    specific     list    of    requned     itifo    fteply    should    consist 
of    sequent  lal  1  ij    numbered    revision    to    final     environ    rept 

L         Fnviromiifrital    Projects    Rrancli    1          BO/03/14         3pp 


S004090341    Forwards    application    rar    amend    of    Licenses    CPPR-11B   t, 
CPPR-119   Also    forwards     10CFH30   App    L    antitrust    Info 
STAMPLEY,  N   L         Mississippi    Power    t>    Light    Co         BO/04/03         2pp 

—3004090345   Application    for    amend    of    CPPR    110   >•   CPPR-119   adding    South    MI 
Elect!  ic    Power    Association    as    co-ouiner    Drafts    of    joint 
const,  acqu  i  st  ion    '-    ouinetsliip    agreement, operat Ing    agreement 
*.    substitute    power    agreement    enc  1 

*  Mississippi    Power    ',   Light    Co         [30/04/03         240pp 

— 8004090350  Annual  Financial  liupt  197S  Addl  financial  info  attached 

*  Go'jth  Mississippi  Electric  Powet  Association    7B/12/31    ISOpp 

B00421022B  Forwards  info  pel  MRC  80D214  roques t, support  ing  confirmatory 
piping  analysis  of  safety  relief  Val^e  16,  rfi  scharge  line 
Revision  6  to  piping  design  Spec  9i45-M-230  0, other 
supporting  info  t  drawings  available  in  Central  Files  on  It; 
DALE, L  F    Mississippi  Powei  )  light  Co    BO/04/09    4pp 

a0042BOOB,l  Forwards  Instrumentation  I  Control  Craned  request  for  addl 
info  re  FSAR  Sections  1  4  '>  7  3  rSAH  should  be  amended  to 
reflect  responses  to  requests 
BAER.n  L    Light  Water  Reactors  Branch  2    BO/04/09    9pp 

B004170243  Forwards  fee  re  7>?O7lO  i«que«t  for  approval  of  deletion  of 
stage  monitoring  requirement  in  environ  protection  program 
DALE,L  F    Mississippi  Power  i  Light  Co    80/04/lft    Ip 

C   Utility  Environmental  Report  (En),  amends  &  correspondence 

B004B20421  Forwards  correspondence  between  utll  ',  State  of  MI  Natural 
Heritage  Program  per  Question  3-10  14  on  final  environ  rept 
DALE,L  F    Mississippi  Comer  t,  Light  Co    80/O4/lh    fcpp 

8004220289  Forward*  Amend  3  to  environ  rep  t.  cons  i  s  ti  ng  of  responds  to 
80O122  requests  for  add)  info 
STAMPLCY,N  L    Mississippi  Power  >,  Light  Co    BO/04/1B    Ip 

—8004220293  Amend  3  to  environ  rept 

*  Mississippi  Power  f.  Light  Co   BO/04/1B   40p  p 

f   Security,  medical'  emergency  V  Fire  protection  plans 

8004080077  Advises  that  suhmittal  date  For  evacuation  time  estimates, 
requested  by  MRC  /912ai>  !ti,has  been  postponed  pending  OAQ 
clearance  under  Fedeial  Repts  Act 
GRIMEQ,B  K    Emergency  Preparedness  Talk  Force    BO/03/ tl    4pp 

BO0410O5B4  Notification  of  postponement  of  800414-16  meeting  u/util, 
Bechtel  V  Oage  IJabcocd  in  Port  uibion,MS  to  review  facility 
fire  protection 
HDUQHTON.T  C    Lljht  Water  Reactors  "ranch  2    BO/O3/11    2pp 


H     General    correspondence 


8004100362   Responds    to    MRC    780637    Itr    by    forwarding    affidavit    of    svc    re 
distribution   of   Amend    37    to   CPPR-lia  4  CPPR-11? 
DALE,L    F        r1i»sis*lppi    Power    t-   tight    Co         00/04/07         3pp 


I      Financial    information 


SQ04220535  Annual    financial    Kept    197"? 

*      Middle   South   Utl  1 1 1  ies.  Inc         7<!/12/31 


40pp 


254 


DOCKETED  ITEMS 


or    n!_    Also    foruards    piping 

ings 


pn   01/25         1p 


-3ij041uOij*ii     IE    Insp    hppt    "50    41*1 '00-03    on    900139-020]    No    none omp 1 lanco 
noted    Major    ar^as     inipe'"*ed    protection    &    iriaint    of 
saf  et-<j-re  1  4fefl    elec'i  it-il    equipment,  instrumentation   ujork 

CCLO'J,  T   E         Region    2<     flHant-a      Reactor   Const!  uc  t  i  on    r,    Eng  ineerlng 
SjpporL    Branch         RUFF  ,  ft    C         Region    2;     Atlanta,     Office    of     the 
Director         BQ/u2/ 19         Jpp 


roi     OU   i-onnsts    at    responses    to 
*0'js    refinements    of    design 


>ponses  to  NRC  questions  >, 
00  0-1/25    230pp 


Reis-nH    t"    T"    -:jnrtr    ,r:C>31E    Itr    to    NfiC    re    interconnec  b  i  oh 
'    Aesericu    :>    ..'     ,rhed,jle    '-    eiecuticn    of    Gulf    States 


SO/04/04         2pp 


IICDlASfliO.P    C         MiLhijar       '  tate 
HcDiarniil         BQ'01   2ft        £pp 


MCDIARIIJD.R   C         Spiegel    f, 


BCQ43300/0  Responds  to  !£"  Bulletin  00-03,  "Los-  of  Chai coal  from 
Std  Tgpe  [l,Td'0-[nehi  Tr^g  Adsorber  Cells  "  Insp  revealed 
improvement  in  design/const  ot  trag  tvpe  charcoal  adsorber 
cells 
DALE.L  F 


9  1  SS 1 pp ] 


•  tight  Co    BO/03/20    2pp 


3004150491  Foriuardi  If  Info  Notice  BO-1?,  "Instrument  Failuro  Cauaea 
Opening  of  rORV  '.  njocl  Valve  '  No  specific  action  or 
response  necessary 

O'REILL'.J  P    Region  3.  Atlanta,  Office  of  tho  Director    00/03/31 
2pp 

9004000539  Forwards  IF  Circular  BO-05,  "Emergancy  Diesel  Oenorator 
Lubricating  Pit  Addition  t>  Dnsite  Supply  "  No  unbten 

3,  Atlanta,  Office  of  tde  Director    GO/04/01 


requi 
O'RE1LLV,J  P    Regio 


a004l500BB  Foruards  I  IT  Info  Notice  HO-13,  "GE  Tgpe  SDH  Control  Switches 
Defecfive  CAM  Follouieri  "  tla  specific  action  ov  response 
required 

Q'REILLV,  J  P    Region  2,  Atlanta,  Office  of  the  Director    QO/04/OH 
2pp 

8004240266  Foruards  IF  Info  Notice  SO-14,  "Safptg  Suogeationa  From 
Employees  "  No  ac'ion  required 

Q'REILLVi  J  P    Region  ?,  Atlanta,  Office  of  the  Director    HO/04/02 
2pp 


3004130197   Fmas    anlitms'     inf«    aubmtted    H00403   acceptaole    for 
doc  listing    '     distribution 
T06LSroiJ,A         Antitrust    '     tnderMiit'j    Group         60/04/14         Ip 

--8004150JOO   Foruards    antitiu^l    nifo    per    application    for   amend    of 
Licsrues    CPPR-11B   '    i.rpR-119 
STAMPLE^rN   L        Mississippi    Pomer    '    Llg^t   Co         SO/O4/03         lOpp 


For 


jnrn  re  aouth  MD  Electric  Power  Association* 
submitted  per  App  L  of  10CFREO  of  Cormission  Rules  of 
Pi-actice  !nfc  transmitted  1 1  otter  oppnrtunity  to  render 
advice  re  findings  t-0  te  nade  B^  Canmisaion  U/o  encl 
SHAPAB.H*.    Office  o.  <-he  e.eejti.e  Legal  Director    90/04/16    Ip 


In, 


0004090337   F^ard,    It    Duj]'Mn    60-03,       Losi    Of    Charcoal    Fro^   Btd    Tgpe 
I  1  .  T'jo-IncJi    ]ray    Hlsorlicr    rel]5    '     Ac'inn    roc;iiir8d 
-  t>         F<eglfjr    2      AMsnla,     Office    of    the    Director        GO/Oa/06 


B004100268   Foruard.    IE    Circular    80-07,     "Prob  1  oms    U/HPC1    Turbine    Oil 
Sys    "    No    written    lesponse    required 
Q'RElLLf,J  P        Region   2,    Atlanta,    Office    of    the    Director        BO/04/03 

2pp 

8004110014  Forwards  1C  Bulletin  90-07,  "BUR  Jet  Pump  Asaorablu  Failure 
No  written  response  required 

0'REIULY,J  P    Region  2,  Atlanta,  Office  of  the  Director    BO/04/04 
2pp 

80042301B1  Forwards  IE  Bulletin  79-03A  "Longitudinal  WslrJ  Dofects  in 
ASME  SA-312,  Tupe  304  Bt.ilr.less  Steel  Pipe  "  Action  required 
0  RE1LLY,J  P    Region  3,  Atlanta,  Office  of  the  Director    00/04/04 
IP 

8004lB032a  Forward,  1C  Bulletin  SO-OH,  -Ctm  Of  Containment  Liner 
penetration  Weldi    Written  response  required 

O'REILLV.J  P    Region  ?,  Atlanta,  Office  of  the  Director    BO/04/07 
2pp 


Nt>   nonccimp  J  lance    no'ed 
DRVANT,  J    C          Rt-aiDIl    2       Atlanta       o 
" 


50/02.  ,  T 


50-417/80-01    on 

.     r- 
ue  t  ,on   B-   Ef,gin..nng 


50-417/80-01    on   a00122-2fl   No 
tBd    -"tit-    warehouse 
t>vm»    Foll0tuup    on 


8004330322  Forwards    R    [nsp    Rept    50-416/79-34-01    supplemental    roBpnn, 
HfSLr?2i    B,    pr'VIOUB    --"P°nse    transmitted    in    000414    Itr 
riCOAUGHf,J         Ml95i5»Vppl    Power    I    Light    Co         BO/04/IS         Sop 

?—  -!-!™l!    °cturrerices^   L-ERs    b    related    correspondence 

80040901B3  PHO-U-BO-044   on   800319,site   ambulance,  en   raute    to    hasp 
^/laborer.  heart   a    tac  k    vict.n,,  .nvolv.d     In    accident    Th"I    "  P 

u,7,i  2  ""f13"**    Vllle'l    Status    of    labor  e,    unknown 


M.   F        Mississippi    Pouier    («   Light    Co         60/03/21          Ip 


.™  \         \         or'9'"fll    specirled    value    Deficient    pouer 
uppl,as    be.ng   replaced    Deta.U    found    ,n  OE   rept 
Kissiuippi    Po^er   &  Light   Co        BO/03/31         Ip 


. 

DALE.L   F         Mississippi    Pouer    t,   Light    C 


ght  Co    QO/03/31    Ip 


Mississippi  Power  >,  Lioht  Co    80/03/31 


DOCKETED  ITEMS 


255 


8004200501  Forwards  summai  y  overview  of  deficiency  PfID-00/04  re  effects 
of  loss  of  site  power  on  rod  position  indication  It  neutron 
monitoring  indication  Util  Is  re-evaluating  position  on 
reporta&H  i  ty  of  deficiency  Final  rept  will  be  Issued 
DALE i  L  F    Mississippi  Power  >>  Light  Co    00/O4/Q3    3(ip 

B004150SiB  Forwards  history  !•  description  of  deficiency  re  tn  valve 
manifolds  Supplied  bij  Dragon  Valbe,Inc  Deficiency  improperly 
eva  luated  Ra-eva luati on  underway  i  lu/de  terminati  on  of 
potent ial ly  roportable  deficiency  by  B00602 
DALE.L  F    Mississippi  Power  t.  Light  Co    30/04/04    2pp 

0004200404  Confirms  000338  telton  concerning  deficiency  PRD-80/02  re 
defective  elbow  in  control  rod  drive  hydraulic  sys  Problem 
does  not  constitute  reportable  deficiency  Elbow  does  not 
adversely  affect  plant  safety  Elboui  mill  tie  replaced 
DALE.L  F    Mississippi  Power  t  Light  Co    00/O4/04    4pp 

8004250541  Deficiency  rept  re  William  Powell  valves  which  may  not  meet 
seismic  requi raments  of  original  purchase  order  Vendor 
re-analysis  of  valve  natural  frequencies  still  In  progress 
Final  rapt  mill  be  submitted  by  800913 
DALE.L  F    Mississippi  Power  &•  Light  Co    00/04/04    lp 

0004200520  Deficiency  rept  re  malfunctioning  Limltorque  motor 
operators  Cause  of  deficiency  apparently  related  to 
excessive  threading  of  stem  protector  Investigation 
continuing  Final  rept  should  be  submitted  by  900720 
DAUE,L  F    Mississippi  Pnuier  t.  Light  Co    00/O4/11    lp 

8004280610  Forwards  interim  rept  for  Potentially  Reportable  Deficiency 
00/05  re  electrical  cable  insulation  damage  sustained  during 
cable  pulling  process 
DALE.L  F   Mississippi  Power  fe  Light  Co   00/04/11    lp 

— 3004200610  Interim  rept  for  Potentially  Reportable  Deficiency  SO/OB  r« 
cable  damage  substoined  during  cable  pulling  process  Nature 
of  damage  ranges  from  jacket  chafing  to  insulation  cut 
through  to  conductor  Cabloa  replaced 
*   Mississippi  Pouer  It  Light  Co   00/04/11    lp 

00042B04B1  Second  Interim  deficiency  rept  re  faulty  QC  Cfl2940-US203E 
hand  sultch  In  plant  svc  water  sys  Switch  returned  to  OE  for 
failure  analysis  Final  rept  mill  be  forwarded  an  800618 
DALE.L  F   Mississippi  Power  S  Light  Co   90/04/19   lp 


B0040TO341  Fcrwaias  app  I  i  ,.a  t  i  OP,  tor  aiiend  of  Licenses  CPPR-110 
CPPR-111)  Also  forwards  loCfSO  App  L  antitrust  info 
STAMPLEV.H  L    Mississippi  Po'uer  '.  Light.  Co    80/04/03    2pp 


--0004090345  Application  fo 
Electric  PoueT  Associa 


CPF-R-M0  •-  CPPR-i  19  adding  South  MI 
ouner  Diafts  of  joint 


substitute  pokier  agrc=m<»rH  e 
Mississippi  Power  '  Light  Co 


80/04/03    24Qpp 


—  9004090350  Annual  Financial  Rept  19'Q  Add!  financial  info  attached 

*   South  Mississippi  Flectric  Power  Association    70/12/31    150pp 

B00431Q228  Forwards  info  pet  MRC  8002J4  request,  support  ing  confirmatory 
piping  analysis  ot  safety  lelief  Valve  I6idischarje  line 
Revision  6  to  piping  design  &pec  9645-11-220  0.  other 
supporting  info  i  drawings  available  in  Central  Files  only 
DALE,L  F    Mississippi  Paver  '.  Light  Co    SO/04/09    4pp 

S0042BOOQ4  forwards  Irisli  umontat  i  on  4  Control  Branch  request  for  add! 
info  re  FSAR  Sections  74175  FSAR  should  be  amended  tn 
reflect  responses  to  requests 
0AER.  R  L    light  Water  Reactors  Branch  2    BO/04/O9    9pp 

8004170243  Forwards  fee  re  79O710  request  for  approval  of  deletion  of 
stage  monitoring  requirement  in  envi'on  protection  program 
DALE,  L  T    Mississippi  f'ouiet  ',  Light  Co    6O/04/16    Jp 

C   Utility  Environmental  Rfport  (ER).  amends  !,  correspondence 

3004220421  Forwards  coi-rospondence  between  util  '.  State  of  MI  Natural 
Heritage  Program  per  Question  340  14  on  final  environ  rept 
DALE,  L  T    Mississippi  Pouer  5  Light  Co    BO/04/16    6pp 

80042203B9  Forwards  Amend  3  to  environ  i  epti  cons  isting  of  responses  to 
S00132  requests  for  add]  info 
STAMPLEY,N  L    Mississippi  Pouei  >,  Light  Co    BO/04/1B    lp 

—  BQQ4320S93  Amend  3  to  environ  rept 

i   Mississippi  Pouier  ><  Light  Co    00/04/18    40pp 

F   Security,  medical,  emergency  '-  fire  protection  plans 


800 4 280 '19 9  Submits  status  rept  for  deficiency  PRD-8D/09  re  pipe  hanger 
nonconformances  Possibly  caused  by  inadequate  training  & 
insp  procedures  NoncomfarmanceB  are  being  evaluated 
DAtE.L  F   Mississippi  Power  &  Light  Co   80/04/1S   Sfp 


B004000077  Advises  that  submittal  date  for  evacuation  tide  estimates, 
requested  by  HRC  V9125&  Itr.hss  be?n  postponed  pending  GAD 
clearance  under  Fedoral  Ropts  Act 
GRIMES, Q  K    Emergency  Preparedness  Task  Force    00/03/11    4pp 


0004200604  Submit*  status  rapt  for  deficiency  PDR-BO/tO  re  unqualified 
cable  Insulation  repairs  In  Rockbestos  cable  Cable  splices 
were  not  involved  Supplier  conducting  qualification  teats 
on  repair  matls 
DALE,  L  F   Mississippi  Pouor  i-  Light  Co   80/04/10   2pp 


DOCKET  30-417  GRAND  OULF  NUCLEAR  STATION,  UNIT  2 

A  Application/construction  stage  documents  d  correspondence 

800404OO31  Advises  of  issuance  of  NUREG-OSBB,  "Interim  Staff  Position 
on  Environ  Qualification  of  Safety-Related  Electrical 
Equipment,"  providing  guidance  re  methods  for  compliance 
ROSS.D  F   Division  of  Project  Management   80/02/05   7pp 

8004040017  Submits  addl  guidance  to  NUR£0-O580,  "Interim  Staff  Po»itlon 
on  Environ  Qualification  of  Safety-Related  Electrical 
Equipment  "  Requests  rcviau  of  equipment  qualification 
documentation  to  Identify  degree  of  compliance 
ROSS, D,  F   Division  of  Project  Manaoement   BO/02/21   3pp 

8004020446  Forwards  NF!C  800120  &  0211  Ur*  to  OE  re  mods  to  BWR 
control  rod  drivt  sy«  (  *ddl  analyses  of  boiloff  rates 
rtip tctlvelij  Further  info  t-  guidance  to  be  Issued  in 
NUREO-0619 
BAEft-R  L   Light  Uat*r  Fleactors  Branch  2   80/03/13   Spp 

0004100301  Notification  of  800403  meeting  u/OE  in  Qethaida, MD  to 
dlieuii  BUR  6  safety  relief  valves  mfg  by  0  Diclnn*  h  Co  fc 
supplied  by  OE  to  facilities 

HENDERSON, J  D    Division  of  Reactor  Construction  Inspection 
BO/03/13   Spp 

8004030149  Requests  addl  info  to  complete  facility  environ  review 
Forwards  specific  list  of  required  info  Reply  should  consist 
of  lequent ially  numbered  revision  to  final  environ  rept 
BALLARD,R  1.   Environmental  Project*  Branch  1    00/03/14   Spp 


8004100504  Notification  of  postponement  of  800414-16  meeting  w/util, 
Buchtel  !•  Cage  Babcoci<  in  Port  ClbsoniHS  to  review  facility 
fire  protection 
HOUGHTOM,  T  C    Light  Hatfr  Reactors  Branch  2    80/03/11    2pp 


H  General  correspandenca 


0004100362  Responds  to  NRC  700C.27  Itr  by  forwarding  affidavit  of  svc  re 
distribution  of  Amend  37  to  CPPR-ilfl  fc  CPPR-ll"? 
DALEiL  T    Mississippi  Poiusr  !.  Light  Co    80/04/07    2pp 


i   Financial  Information 


000122053S  Annual  Tinancial  Rupl  1979 

»   Middle  South  Utl 1 1 1  ie», Inc    79/12/31    40pp 

K  Utility  Final  Safety  Analysis  Report  (FSAR)  ^  amends 

0004280363  Forwards  Amend  38  to  application  foi  OL  Also  Forwards  piping 
&  instrumentation  diagiams  '.  electrical  draining > 
Electrical  drawings  not  encl 
LUTKCN.D  C   Mississippi  Pocuer  1  Light  Co   00/04/35    lp 

— B004S00371  Amend  38  to  application  for  OL  Consists  of  responses  to 
NRC  questions  re  FSAR  t  muce  I  laneous  refinements  of  design 
info 
LUTK£N,D  C   Mississippi  Power  4,  Light  Co   80/04/21    2pp 

— 8004280301  Amend  30  to  FSAR,  cons  isting  of  responses  to  NRC  questions  I* 
miscellaneous  refinements  of  design  info 
*   Mississippi  Pouier  I*  Light  Co    00/04/25    230pp 
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3004090363   Responds    ID    Tli    Conner    1100312    Ur     to    NRC    re    intoi  connec  tion 
agreement    Absence    oh     s.c     schedule    ',    eiecution    of    Gulf    States 
Ut-11    Co    indicate    agieenent    no*     intended    to    be    operative 
Requests    resolution     betoio    OL    stage 
MCDIAfinlD.R    C         ^fiiegal    '     ttc!)iai  mm         P0/C"l/Q.l         2pp 


— 8004tA03iB    Petition     <o    i  r, 
accept    interconnection 
agreement     operatioi.    tnv 
conference*    &    hearing 
MCDIARM1D.RC         Michigan,     b'ateof 
McDurnid          BG/O."i/2a         Qpp 


ne     in    proceeding    Urges   Commission    tc 

me-nt    for    f  1 1  ing,  suspend 

day    I     set    issue    For     immediate 

MCDIARMID.R    C         Spiegel    i, 


a004180si6S   Forwards    It    Cuculai     BO-07,     "Problems    U/HPCI    Turbine    Oil 
Sys    "    Nil    written    i  esponse    required 
D'HEItLVj  J   P         Region    ?,     AHanta,     Office    of    the    Director         BO/O4/03 


9004110014   Forwards     IE    Bulletin    BO-O/i     "QHR    Jet    Pump    Assembly    Failure 
No   u  r  1  1  1  e  n    response    required 
Q'REILLV.J   P         Region    2,     Atlanta,     Office    of    the    Director         BO/04/04 


B004230JB1    Forwards    IH    Bulletin    74-03A    "Longitudinal    Held    Def-octs    in 
AEME   SA-312   Type    304    Stainless    Bteel    Pipe    "    Action    required 
O'REIL-L/.J   P         Region    S.     Atlanta,     Office    af    the    Director         BO/04/04 
IP 


8004150197   Finds    arititiu,t     info    submitted    dQ04Q3   ac 
docketing    ',    distribution 
TQAL6TQN,  A         Antitrust    >,     Indemnity    Group         8Q/04< 


— 8004150300    FcriL'srds     antitrust    info    per    applies 
Licenses    CPPR-11B    '    CPPO-119 
STAHPLEV,  N    L         Mississippi    Poae'     >•   Light    Co 


pptable    for 


lOpp 


00041B03B3   FormaT-ds     info    le    South    IIS   Electric    Power    Association, 
submitted    per    Ap p    L    01     1OCFR50    af    Commission   Rules    of 
Practice    info    transmitted     to    offer    opportuni  ty    *e    render 
advice    re    findings    to    be    made    by     Commission   U/o    encl 
SHAPAR.H   K         Office    at    the    E.ecutwe    Legal    Director         HO/04/16         lp 


Inspection    repoi  ts.      IE   Bulletins 


rrespondence 


0004090331?   Forwards     IE    Bulletin   BO-03,     "Lois    of    Charcoal    From   Std    Type 
I  [>  Tula-Inch.  Tray     Adso-rber    Cells     "    Action    required 

O'REILLY, J   P         Region.   2,     Atlanta,     Orfice    of    the    Director         80/02/06 
2f>P 


Foruiard!    1C    Dulletin   SO-OS,     "Eiam   of    Containment    Liner 
Penetration   Walds    '     Written    response    required 
O'RE1ULV,J   P         Region    2,     Atlanta,     Office    of    the    Director         90/04/07 

3pp 

8004230323   Forwards    IE    In=P    Kept    50-416/79-34-01     supplemental     response 
clanrging    previous    response    transmitted    in   S00414    Itr 
MCGAUGH.'.J         Mississippi    Pouei     t.    Light    Co         80/O4/15         2pp 


;  la  ted    correspondence 


S0040901B3   PNO-!l-aO-044    or,   a00319,site    ambulance, en    route    to    hosp 
w/ laborer. heart   attack    victim,  in vol ved    in    accident    Threa    of 
four    occupants    killed    Status    of    laborer    untnnun 

HUNT,M   D    ,     RAUSCH.J   K         Region    2,     Atlanta,     Office    of    the    Director 
00/03/19         lp 

8004170071    Foruiards    final    rept    for   Potentially    Reportabli   Deficiency 
79/12   re    Roscmount    Model    510   DU   master    i    slave    trip    units 
DALE.L   F         Mississijipi    Pouier    <.    Light    Co         BO/03/21          lp 


8004040084   Foriiartfs     IE     Insp     Repts     50-416/BO-01    <j.    SO-417/BO-01    nn 
B00122-24   Mo    none  amp  1  ianc e    noted 

BRVANT,  J   C          Region    2,     Atlanta,     Reactor    Construction   It   Engineering 
Support   Branch         BO/03/ 12         2pp 

—8004040125    IE    Insp    Repts    50-416/80-01    &    50-417/90-01    on   B00122-24   Ho 
noncomp  1 1  ance    noted    Major    areas    inspected    offsite   warehouse 
insp    'i    observation    of    safety-related    activities    Follouup    on 
IE   bul let  in/ inspector   ft     licensee    identified    items 
CANTRELL.F    S         Region   2,     Atlanta,     Reactor    Construction   & 
Engineering    Support    Branch         RftUSCH,  J   K        Region    2,     Atlanta,     Office 
of    the   Director         90/02/11         App 

a0040«OaOI    Forwards     IE    Refits    50-4  li/aO-06   >,    50-417/BO-05   on   900129-31 
No  nancQitifi  1  lance    noted 

DRVANT.J   C         Region    3,     Atlanta,     Reactor    Construction   It   Engineering 
Support    Branch         BO/02'15         2pp 

—9004040222    It    Insp    ftepls    50-416^80-06   >j    50-417/BO-09   on   800129-31    No 
noncomp 1  lance    notetf    Major    are^s     Inspected    safety-related 
pipeujelding'reactaf    pleasure     boundary    pipe    handling    & 
melding    '/    folloiuup     on    pteviou-slu.    identified    items 
HERDT,A  n        Region   2,    Atlanta-     Reactor   Construction  &  Engineering 
Support    Branch          VrtNODODN   P   K          Region   2,     Atlanta.     Office    of    ttie 
Director         BO/Q2/15         lpp 

a004aa0070   Responds     to     IE   Bulletin    BO-03,     "Lois    of    Charcoal    from 
Std    Type    1 1,  Two-Inch,  Trai(    Adsorber    Cells    "    Insp    revealed 
improvement     In    design/const    or    traij    tijpe    charcoal    adsorber 
cells 
DALE.L   F        Mississippi    Pomer   t   Light    Co         90/03/20        2pp 

B004IS041;!  Foruardi    IE    Info   Notice   30-12,     "Instrument   Failure  Causes 
Opening    of    PQJW   '/    Bloii    Valve    "    flo    specific    action    or 
response  necessary 

D'REILLV.JP         Region    2,     Atlanta.     Office    of    the   Director         30/03/31 
Spp 

3004080539   Forward*     IE   Circular    80-05,     "Emergency    Diesel    Generator 
Lubricating    Oil    Addition   '•   Onsi^c    Suppli)    "   No  written 
response    required 

O'HEILLV.J  P         Seglon    2,     Atlanta.     Office    of    the    Director        00/04/01 
Spp 

B004I500a0   Forward*     IE    Jnfo    Notica    60-13.     "GE   Type   SBM   Control    Suiltches 
Defective  CAM  Followers    "   No   specific    action   or   respanie 
required 

O'REILLY, J   P         Region    ?,     Atlanta'     Office    of    the   Director        00/04/03 
Spp 

a004E402d8  Forwards    IE    Info   Notice    BO-H,     "Safety  Suggestions  From 
Employees    "    No  action   required 

Q'fiEILLV.J   P         Region    2.     Atlanta.     Office    of    the   Director         BO/04/02 
Spp 


— B004170074  final  rept  for  Potentially  Reportable  Deficiency  79/12  re 
Model  SIO  DU  master  t  slave  trip  units  ut/mai  current  drain 
In  picoss  of  original  specified  value  Deficient  power 
supplies  being  replaced  Details  found  in  GE  rept 
•   Mississippi  Poiuer  1  Light  Co    BO/03/21    lp 

6004290517  Forwards  interim  deficiency  rept  re  damaged  Instrumentation 
cables  under  reactor  pressure  vessel 
DALE, I  F    Mississippi  Power  b  Light  Co    BO/03/31    lp 

— B0042B0523  Interim  deficiency  rept  re  damaged  instrumentation  cabins 
under  reactor  pressure  vessel  During  installation  of  control 
rod  drive  assembly  hous Ings,  insu lat  ion  on  133  cables  uaa 
damaged  Cause  under  investigation 
«   Mississippi  Power  (.  Light  Co    BO/03/31    lp 

6004380501  Forwards  summary  o^erviem  uf  deficiency  PRD-BO/04  re  effects 
of  loss  of  situ  power  oil  rod  position  indication  tc  neutron 
monitoring  Indication  Ut i 1  is  re-evaluating  position  on 
reportabi lity  of  deficiency  Final  rept  uill  ba  issued 
DALE,L  F    Mississippi  Pouer  Ji  Light  Co    BO/04/03    3pp 


0004IS0549  Forwards    history   (•   description   of   deficiency   r 
manifolds    supplied    by    Dragon   Valbeitnc   Deficiency    impro 
evaluated    Re-evaluation    underway,  w/determination    of 
potentially    roportable   deficiency    by   B00602 
DALE.L  F        Mississippi    Power   S    Light   Co        90/04/04 


a    to    valve 
oper  ly 


2pp 


3004260404   Confirms    900328    telcor,    concerning    deficiency    PRD-BQ/02    ro 
defective    elboui   in   control    rod    drive    hydraulic    sya   Problem 
does    not    constitute   rcportable    deficiency    Elboui   dues    not 
adversely    affect   plant    safety   Elboui  will    be   replaced 
DALE,L   F         Mississippi    Power   !.   Light    Co         BO/Ot/04         4pp 

B004280541    Deficiency   rept    re   William  Powell    valves   uihith   may    not   meet 
seismic    requirements   of   original    purchase    order   Vendor 
re-analysis    of   valve   natural    frequencies    still    in   progress 
Final    rept   uill    be    submitted    by   BOOB13 
DALE.L   F         Mississippi    Power    i    Light    Co         00/04/04         ip 

9004260520  Deficiency   repf,    re  malfunctioning   Llmitorqus  motor 
operators   Cause   of   deficiency   apparently   related    to 
eicesslve    threading    of    stem   protector    Investigation 
continuing    Final    rept    should    be    submitted    by    Q007SB 
DALE.U   F         Mississippi    Power    ',   Light    Co         80/04/11         lp 

9004BS0610   Forwards    interim    rept    for    Potentially    Reportabi*    Deficiency 
BO/05   re    electrical    cable    insulation    damage    sustained   during 
cable    pulling    process 
DALE.L   F         Mississippi    Power   t    Light    Co         BO/O4/11          lp 
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— B00428061B  Interim  rept  far  Potentially  fieportable  Deficiency  BO/05  rt 
cable  damage  substalned  during  cable  pulling  process  Nature 
nf  damage  ranges  from  jacfcet  chafing  to  insulation  cut 
through  to  conductor  Cables  replaced 
»   Mississippi  Pouer  I  Light  Co    30/04/11    Ip 

8004200481  Second  interim  deficiency  rept  re  faulty  OE  CR2940-U8203E 
hand  switch  in  plant  eve  mater  sys  Buitch  returned  to  GE  for 
failure  analysis  Final  rept  mill  be  forwarded  on  8O0610 
DALE.L  F    Mississippi  Pouier  •*  Light  Co    90/04/19    Ip 

0004300499  Submits  status  ropt  for  deficiency  FRD-BO/09  re  pipe  hanger 
nonconf ormances  Possibly  caused  by  inadequate  training  L 
insp  procedures  Noncomf ormances  are  being  evaluated 
DALE,  L  F    Mississippi  Pools f  &  Light  Co    SO/04/ 16    2pp 

0004380606  Submits  status  rept  for  deficiency  PDR-BQ/IO  re  unqualified 
cable  insulation  repair:  in  Hockbestos  cable  Cable  splices 
Ultra  not  involved  Supplier  conducting  qualification  tests 
on  repair  matls 
DALE.U  F    Mississippi  Pouer  S  Light  Co    BO/04/19    2pp 


DOCKET  50-423  MILLSTONE  NUCLEAR  POKED  STATION,  UNIT  3 

A  Application/construction  stage  documents  &  correspondence 


l   Insurance 


800416025-1  Foruatds  Endorsements  57  >•  50  MftELU  Policy  I1F-52 

IFFLAUDxR  R    Northeast  Nuclear  Energy  Co   Isubs   of  Northeast 
Utilities)    SO/O4/11    3pp 


BOC-1310003  Forwards  1C  Insp  Fiept  50— [23/BO-01  on  600213-19  fin 
noncompl lance  noted 

CARLSON  R  T    Region  1.  Philadelphia,  Reactor  Construction  t, 
Engineering  fcuppoi t  Branch    8O/03/06    2pp 

— BQOH210011  IE  Insp  fiept  50-4^3/80-01  or  S00213-IS  No  noncorrp  1  lanct 
noted  Major  areas  inspected  ueldar  qua  1 1 f i cations, we  1 rf  rod 
issue  control  e,  unt  esolvod  il'itf  status,  tours  i  interviews 
MCQAUOHY.rt  W    Region  I,  Philadelphia,  Reactor  Com  true  1 1  on  ', 
engineering  Support  Branch    CERNE,  A  C    Region  1,  Philadelphia, 
Office  of  the  Director    00/03/05    6pp 

0004150379  Forwards  IE  Info  Notice  80-12,  "Instrument  Failure  Causes 
Opening  of  PORV  >/  Block  Valve  "  No  specific  action  or 
response  necessary 

GRIEJirli  H    Region  1,  Philadelphia,  Office  of  the  Director 
BO/O3/31    Ip 


B004040031  Advise*  of  issuance  of  NUREG-05BB,  "Interim  Staff  Position 
on  Environ  Qualification  of  Safety-Related  Electrical 
Equipment."  providing  guidance  re  methods  for  compliance 
ROBS, D  F   Division  of  Project  Management    BO/02/05   7pp 

8004230413  Notifies  of  intent  to  invoke  provision  of  Code  Case  N-249  r« 
use  of  copper  alloy  castings  mfg  from  ASTM  061-76  Si  062-76 
matli  aprcB  for  use  in  A9HE  III  Class  3  component 
installation 

COUNSIL, W  0  .  FEE, W  F    Northeast  Nuclear  Energy  Co   (sub*   of 
Northeast  Utilities)    BO/O4/11    Ip 

F  Becurlty<  medical,  emergency  t>  fire  protection  plans 

B0040S0077  Advios  that  submittal  date  for  evacuation  time  estimates, 
requested  by  NFIC  791226  Itrihaa  been  postponed  pending  OAtl 
clearance  under  Federal  Repts  Act 
ORIMESi  D  K   Emergenev  PrapareifneBi  Task  Force   BO/03/tl    4pp 

B004020408  Foruards  "Feasibility  Rept  on  Evacuation  of  Area  Around 
Facility  " 
COUNBIL.WO   Northeast  Utilitiei   80/03/31   2pp 

— 8004020418  "FBailbility  Rept  on  Evacuation  of  Area  Around  Facility  " 
One  overiliB  drawing  encl 
RODOERB.L  M    APMliatlon  Unknown    BO/03/31    9Bpp 


H  General  correspondence 


8004210048  Responds  to  800309  Hr  requesting  info  re  environ  effects  of 
N«w  England  nuclear  power  plants  Radiation  effluent  levels 
d«t«rmin»d  bu  10CFRHO  S>  App  1  to  10CFR50  Environ  info 
available  in  stated  LPDRB 
DALLARD, R  L   Environmental  Projects  Branch  1    BO/04/01    2pp 


I   Financial  information 


800-1090074  Foruards  IE  Circular  BO-05.  "Emergency  Diesel  Generator 
Lubricating  Oil  Addition  'j  Ontite  Supply  "  No  written 
response  required 

CRIER, D  H    Region  1,  Philadelphia.  Office  of  the  Director 
80/04/01    Ip 

B0041101S6  Forwards  1C  Info  Notice  BO-13,  "OE  Type  SDH  Control  Switches 
Defective  CAM  Followers  "  ND  written  response  required 
GRIER.B  H   (legion  1,  Philadelphia,  Office  of  the  Director 
BO/04/02    Ip 

BOO'1240319  Forwards  IE  Info  Notice  80-H,  'Safety  Suggestions  From 
Employees  "  No  action  i e quired 

GRIER.D  H    Region  1,  Philadelphia,  Office  of  the  Director 
BO/04/02    Ip 

80041B0231  Forwards  1C  Circular  BO-07,  "Problems  U/HPCI  Turbine  Oil 
S<j5  'i  Mo  written  response  required 

OniER.H  H    Region  I,  Philadelphia,  Office  of  the  Director 
BO/04/03    Ip 

8004230433  Forwards  IE  Bulletin  79-03A.  "longitudinal  Weld  Defects  in 
ASHE  SA~312,Type  30<l  Stainless  Steel  Pipe  "  Action  required 
GRIER.Q  H    Region  I,  Philadelphia,  Office  of  the  Director 
00/01/04    Ip 

B0041SQ201  Foriuaids  1C  Bulletin  8G-Q0,  "F»am  of  Containment  Liner 
Penetration  Welds  "  Written  response  lequiied 
GRIEH,D  H    Region  1,  Philadelphia,  Office  of  the  Director 
BO/04/07    Ip 

li   Periodic  operating  reports  I/  related  correspondence 

0004040S05  Forwards  annual  environ  operating  rept,  "Monitoring  Marine 
Environ  or  Long  Island  Sound  '  Requests  rcpt  be 
incorporated  into  proceeding?  for  Unit  3 

.  W  0   tJortheast  Utilities   90/03/30    Ip 


B0040B0337  Respond)  to  NRC  BOO309  Itr  re  adequacies  of  caih  flous  to 
mt*t  paislblB  retrospDctive  premium  payments  t  foriuardi 
1979  annual  rept*  for  CT  Light  fc  Power  Co,  Hartford  Electric 
Light  Co  fc  Western  MA  Electric  Co 
O'CONNOR, L  A   Northeast  Utilities   30/O4/01    Ip 

—8004080964  Annu.l  Financial  R>pt  1979 

»  Connecticut  Light  If  PDumr  Co   BO/03/14   24pp 


— S0040B05B1  Annual  Financial  Rept  1979 

M   Hartford  Electric  Light  Co   80/03/1-1   24pp 


— B004040306  "Monitoring  Marine  Environ  of  Long  Island  Sound,"  annual 
rept, l?79 
»  Northeast  Utilities   80/O3/31   400pp 


8   Reportable  occurrences,  LERs  i  related  correspondence 


8004100606  Act  receipt  of  800225  interim  deficiency  rept  re  error  in 
3/B-inctt  orifice  design  Requests  that  final  rept  discuss 
planned  or  completed  corrective  actions 

CARLSON,  ft  T   Region  1,  Philadelphia,  Reactor  Construction  i> 
Engineering  Support  Branch   BO/03/12   Ip 


— B0040B0590  Annual  Financial  Rapt  1979 
*  He i tern  Massachusetts  Electric  Co 


BOO4t90320  Forwards  Annual  Financial  Rept'  197? 
BIBHOPiR  H   Northeast  Utilities    BO/04/02    Ip 


— 00Q41C060B  Interim  deficiency  ropt  3/8-inch  onflcea  ahouin  on  floui 
diagram  failed  to  appear  on  fabrication  isometric  S!iW 
Isometrics  also  found  deficient  Caused  by  transfer  of  info 
Drawings  mill  be  corrected  '>•  orifices  added  b<j  rework 
CGUNS1L,  W  0   Northeast  Nuclear  Energy  Co   (subs   of  Northeast 
Utilities)   80/02/2?   2pp 
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300<1S30042   Responds     ti    fl>  <Vi>6   memo    re    structuial    aspects    of    as-built 
Foundation    devils    Eri"t,    0>     erosion    should    no»    be 
significant    re     sflfetij-iflatnj     sLTur'ures    Structures    should 
be    ana  I  ij  led    foi     as-buil*     .oriditioni 
&CHAUER.F   F>         S*T  IK  turjl    Engineering    Branch         80/03/31         Ip 

QQ04l4033b   Submit;     info    requested    by    NBC    600327    t-elcor.    Descibes   mod    of 
acceptance    ciiteria   f     justification    fur    removal    of    fines    b^ 
temporally    uicll     paint    detjateiing    sys 
BUTTON   I)         Georgia    Fou*r    Co         BO/O'l/0/         3pp 


F      Security,     medical,     einergenry    L    fire    protection    plant 


8004080077   Advises     that-    submit »al    date    for    evacuation    time    estimates, 
requested    bij    IJRC    791226    Itr.haa    been    postponed    pending    GAD 
clearance    under    Federal    Hopts    Act 
GRIMES. B   k         Emergency    Preparedness    Tasi    Force         BO/03/11         4pp 


G      Adjudic 


S004170E92   Forwards     supp lemanta  1    Director's    decision    to    791013   denial 
of  Georgians   Against   Nuclear    Energy    petition    to  reconsider 
util    need    for    power   Following    review   of    submlttals. 
Commission    finds    nn    ba^is    foi     rec onsi derat Ion 
DEMTON.H   R         Office    of   Nuclear    Reactor   Regulation         BO/O3/26        3pp 


-- 80040*01?4    If    Intp    Refits    50-d2'l/GO-0!    >     50-425/BO-01    on    600130-0201    No 
noncomp  1  iaii>-e    noted    Major    areas     inspected    erosion    of 
bac<tillrbldg    toundation.concrete    embeds,  voids     in    concrete, 
reactor     jessel    offlijaOing    '     IE   bulletins 

MUNT.M    D        Degion    3.     Atlanta.     Reactor    Construction    t>   Engineering 
Buppo't-    Branch         MCf-flHl  MID,  C    R         Region    3,     Atlanta,     Office    of    the 
Director         SO/03/21          5pp 

B004l003'ta   Respond;    to    IE    Bulletin    BO-03   fjo    std    Type    II     tray    or    drawer 
adsoi  ber    cells    LUI  1 1    bo    used    Facility    adsorber    cells    are 
vertical    fill    type    '/    use    perforated    metal     sheets    welded. not 
I  i1.  e ted.  to    filter    casings 
DUTTON.  D         Georgia   Potuer    Co         BO/03/30         Ip 

B0041S0521    Forwards    IF    Info    Notice    80-13.     "Instrument   Failure    Causes 
Opening    or'    POR'J   '.   Blocl    "alve    "    No    specific    action   ov 
response    necessary 

Q'REHUV,  J   P         Region    £.     Atlanta,     Office    of    the    Director          BO/03/31 
2pp 

9004090624   Foruardi     IF   Circulat     80-05,     "Emargency    Diesel    Generator 
Luoiicating    Qi  1    Addition    *•   One  it*    Supply    "    No    urttton 
response    required 

O'REIULV.J   P         Region    5.     Atlanta,     Office    of    the    Director          BO/04/01 
2pp 

B004150093   Forwards    IE    Info   Notice    BQ-13,     "GE    Type    SDH   Control    Suiltchos 
Defective    CAN   Followers    "    No    specific    action    or    response 
required 

Q'REILLV.J   P        Region    2,     Atlanta,     Office    of    the    Director         QO/01/O2 
2pp 

BOO'12'10265   Forwards     IE    Info    Notice    SO-lfl.     "Safety    Suggestions    From 
Employees    "    No   action    required 
O'REILLY. JP         Region    3,     Atlanta,     Office    of    the    Director          00/04/03 


— 9004170236   Supplemental    Director's    decision   under    10CFR2   206 
Supplements    791012   denial    of   Georgians    Against   Nuclear 
Energy    petition    re    suspension    of    CP   '.    re-eiaminat  ion    of    need 
for   pouJei    Revieiii  finds    no   basis    for    recons  iderattona 
DEUTONrH   R         Office    of    Nuclear    Reactor    Regulation        60/03/26 
10j>p 

0004240145   Supp lemedtal    Director's    Decision    under    10CFR2   206    denying 
Georgians    Against    Muclaai     Energy    request    to    suspend    licenses 
It   institute   new  proceeding 
DENTQN.H   n         Ofuce    of   Nuclear    Reactor   Regulation        B0/03/2i        3pp 

0      Inspection   reports,     IT   Bulletins    \    correspondence 

8004070199  Responds    to    IH  Bulletin   79-29,    "Possible  Malfunction   of 
Namco   Model    EAiao    Limit    Suitcties    at   Elevated    Temps    " 
Supplier    taking   measures    to   prevent   use   of   defective 
switches 
DUTTDN   D        OEorgia    Pouier    Co         BO/01/25        6pp 

8004040420   Ack    receipt    ot    !E    Insp    Repts    50-424/79-19   !.   BO-425/79-19   on 
791227   (Jo    proprietary    info 
BUTTON, D        Georgia    Potiiei     Co         30/02/06         Ip 

~B0040tO'i:'<l   Foruardt    IE    Iusp    Repts  BO-4P4/79-11?   >,    50-425/79-19   on 
791227   No    nontcnpliance    noted 

BRYANT. J  C        Region  2,    Atlanta.  Reactor   Com  t  met  ion  !<  Engineering 
Support    Branch         QO/01/33         2pp 

— 60040fl0430    1C    Insp    Repts    50-42^/79-19    I    50-425/79-19   on   791227   No 
noncompliance   noted   Major   ai eas    inspectad    Boilt   d  concrete 
lab  (•  const    status 

CONLOR,  T   E         Region   2,     Atlanta,     Reactor   Construction   f.   Engineering 
Support    Branch         LENAHAN, J    J        Region   3.     Atlanta,     Office    of    the 
Director         SO/01/22        -Jpp 

80041090349  Forwards    IE   Bulletin   60-03.    "Loss   of   Charcoal   From  Std   Type 
II.  Tuo-liich.  Tray    (Vdsorber  Cells    "   Action   required 

O'REILLY.J   P         Region   2,     Atlanta,     Office    of    the   Director        90/02/06 
Hpp 

00040201B7   ftcl    receipt    of    IE    Insp    Repts    SO-424/80-OI    t   50-425/80-01 
on   800130-0201    No    proprietary     info 
BUTTON, D        Georgia   Potuer    Co         80/03/11         Ip 

— B0040201BS   Forwards    IE    Insp   Repts    50-4P4/BQ-01    t>   50-425/80-01    on 
800130-0201    No    noncompliance   noted 

BRYANT, J  C        Region  E,    Atlanta,    Reactor  Construction  d  Engineering 
Support  Branch        00/02/21        2pp 


a0042403'14   Ack    receipt    of    IE    Insp    Refits    50-424/00-04   6.    50-429/80-04,     on 
300311    No   proprietary    info 
DUTTON, D        Georgia   Power   Co        BO/04/0?        Ip 

—8004240352  Forwards    IE    Insp   Repts    30-424/BO-04  i.   50-425/00-04    on 
B00311    tlo  noncompl  lance   noted 

MURPHY, C   E       Region    5.    Atlanta,    Reactor   Construction   S-   Engineering 
Suppoit   Branch        80/03/24        2pp 

~B004S403ftO   IE    Insp   Repts    50-124/30-04  4.  SO-425/SO-04   on   800311    No 
noncompliance    noted    Major   areai    Inspected    underlining    of 
control    bid)   electrical    tunnel    2   f  oundati  on.  surface   tt 
subsurface   drainage    rontials    t    slope    Itablliiatlon  meaiurot 
COLON. J  E       Ileglon   S,    Atlanta.    Roactoi    Construction  d  Ehg inooring 
Bgppoit    Uranch         HARRIS,  J   R         Region   3,     Atlanta,     Office    of    the 
Director        00/03/21        3pp 

8004190303  Forwards    IE  Circular    60-07,     "Pioblemi   U/HPCI    Turbine   Oil 
Sys    "   No    written   response    required 

Q'REILLY.JP        Region    3,     Atlanta,     Office    of    tha    Director         00/04/O3 
2pp 

Q004B30173  Forwards    1C  Bullatin   79-03A   "Longitudinal    U*ld    Dof>ct*    in 
ASHE  8A-312,Type   304  Stainless    Stoel    Pipe    "   Action  required 
0'REILLY,JP       Region  2.    Atlanta,    Office  of   th»  DirBCtoi-       00/04/04 
IP 

6004160.136  Forwards    IE  Bulletin   BO-OB.     "Ciam   of    Containment    Llnar 
Penetration  Welds    "   Written   response   required 

O'REILLY.J  P       Region  2,    Atlnntflr    Office   of   the   Director-       00/04/07 
2pp 

B     Reportable   occurrences,    LCRs   (.    related    corre»pondence 

0004050335  Forwards   deficiency    rept    re   voids    in    concrst«    placements    on 
auilllaru,    blilg    Interior   walls 
DUTTON, D         Georgia   Power    Co         BO/03/03        2pp 

— BOO fl 020 340  Deficiency    rept    rs   voids    in   concratt   placement*    on   auxiliary 
bldg    Interior   walla   No    cause    itated   void*   patched  I  uat 
cured    for  mln   of    throe    dayi    Trcmio   placgmant   will    be    pre- 
planned   to  allou  better    concrete    flow    in   congested   area* 
*      Georgia  Power   Co        80/03/03        3pp 

8004010349    Informs   NRC    that    util    M    unable    U   •*Ut»ll*h   definite 
completion   date    for    final    deflciencv    rept   re    deuaterino   t> 
erosion   of   backfill    Addl    update   &    possible    dat*    for    final 
rept   will    be   provided    by   800415 
DUTTON.  D        Georgia    Pouiei     Co         80/03/24         Spp 


DOCKETED  ITEMS 
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BQQ403O390  Interim  deficiency  rep  t  re  backfill  deuatenng  4  erosion  No 
definite  completion  date  established  for  final  rept  Addl 
update  Will  be  submitted  by  600-115 
DUTTQN,  i)    Georgia  Power  Co    BO/Q3/24    2pp 

8004150-137  Advises  of  discrepancy  in  800307  deficiency  rept  re  status 
of  corrective  action  Corrective  action  had  not  been 
completed  as  of  rept  date  far  embed  plate  assemblies  Final 
rept  uill  be  filed  by  800530 

DUTTON,  D    Georgia  Power  Co    DUTTQN,  D    Southem  Co  Services.  Inc 
80/04/10    2pp 

0004380491  Significant  deficiency  rept  re  discrepancies  In  791131 
deficiency  rept  on  embed  plate  assemblies  Status  of 
corrective  action  incorrect  Should  indicate  that  corrective 
action  is  incomplete  Final  rept  to  be  submitted  B00430 
DUTTON.D    Georgia  Power  Co    8O/04/1O    2pp 


DOCKET  50-425  ALVIN  U   VOGTLE  NUCLEAR  PLANT.  UNIT  2 

A   Application/construct  Ion  stage  documents  &  correspondence 


800-1020167  Ack  receipt  o*  IL  Insp  Repls  50-424/HO-G1  &  50-425/80-01 
on  800130-0201  Mo  propr  i  "tare,  into 
DUTTOIJ.D    Georgia  fouer  Co    pn,  03/11    Ip 

--8004020123  foiusids  IE  ln,p  Hepis  50— l?'l/8Q-Ol  'j  50-425/00-01  on 
000130-0201  Mo  noncomp!  lanc  =  noted 

BRYANT.  J  C    Region  Si  Atlanta,  Reactor  Construction  t  Engineering 
Support  Branch    BO/iV/21    2(ip 

— -B004O2019''  IE  Insp  Repls  50-<t24/SO-01  '  50-4?5/BO~01  on  000130-0201  Mo 
noncomp  1  lance  noted  flajor  areas  inspected  erosion  of 

reactor  /essel  offlojding  i  It  bulletins 

HUNT,  II  0    Region  2,  Atlanta.  Reactor  Construction  i.  Engineering 
Support  Branch    MCf  AKLAtJD,  (.  B    Region  2.  Atlanta,  Office  of  the 
Director    B0/0?/21    5pp 

8004100348  Responds  to  IF  Bulletin  80-03  No  std  Type  II  tray  or  draiuer 
adsorber  cells  mill  be  used  facility  adsorber  cells  are 
vertical  fill  type  *,  use  perforated  metal  sheets  mel ded , not 
riveted. to  filter  casings 
DUTTON, D    Georgia  Poiuer  Co    BO/03/20    Ip 


8004040031  AdvisBS  of  issuance  of  NUREQ-Q58B,  "interim  Staff  Position 
on  Environ  Qualification  of  9af sty-Related  Electrical 
Equipment."  providing  guidance  re  methods  for  compliance 
ROSS.  D  F   Division  of  Project  Management    BO/03/03   7pp 

B004140336  Submits  info  requested  by  NRC  800327  telcon  Descibes  mod  of 
acceptance  criteria  &  justification  for  removal  of  fines  by 
temporary  uiell  point  deuatering  sy9 
DUTTON,  D   Georgia  Power  Co   80/04/07   2pp 

F  Security,  medical,  emergency  S.  fire  protection  plans 

80040B0077  Advises  that  submittal  date  for  evacuation  time  estimates, 
requested  by  NRC  791226  Itr.nas  been  postponed  pending  QAO 
clearance  under  Federal  Repts  Act 
GRIMES,!)  K   Emergency  Preparedness  Task  Force   BO/03/11    4pp 


8004)50521  Forwards  IE  Info  Notice  BO-12,  "Instrument  Failure  Causes 
Opening  of  PCJRV  '<  Block  Val^e  "  No  specific  action  or 
response  necessary 

O'REILLV.J  P    Region  2.  Atlanta:  Office  of  the  Director    BO/03/31 
3pp 

8004QB0624  Forwards  IE  Circular  BQ-05.  "Emergency  Diosel  Generator 
Lubricating  Oil  Addition  t  Qnsite  Supply  "  No  written 
response  i equired 

O'REILLY. J  P    Region  SI,  Atlanta,  Office  of  the  Birector    80/04/01 
2pp 

8004150093  Foiuiards  IE  Info  Notice  BO-13,  "Q£  Type  BOM  Control  Suitches 
Defective  CAM  Followers  "  No  specific  action  or  response 
requi red 

O'REILLY.J  P    Region  Si  Atlanta,  Office  of  the  Director    80/04/02 
2pp 


0  Adjudicatory  correspondence 


B0041702?2  Forwards  supplemental  Director's  decision  to  7710(2  denial 
of  Oaorgians  Against  Nuclear  Energy  petition  to  reconsider 
util  need  for  pouier  Following  revleu  of  subml  ttal  s- 
Commission  finds  no  basis  for  reconsideration 
DENTON,  H  Ft   Office  of  Nuclear  Reactor  Regulation   80/03/26   3pp 

—  8004170376  Supplemental  Director's  decision  under  10CFR2  20  t 
Supplemtnti  791012  denial  of  Oeorglani  Against  Nuclear 
Energy  petition  re  luipension  of  CP  tt  re-o«amtnation  of  need 
for  pouer  Review  finds  no  basis  for  recons  iderations 
DENTON,  H  R   Office  of  Nuclear  Reactor  Regulation   80/03/26 
lOpp 

B004240U5  Supplemental  Director's  Decision  under  10CFFI3  20e>  denying 
Georgian*  Against  Nuclear  Energy  request  to  suspend  licenses 
li  Institute  new  proceeding 
DENTON,  H  R   Office  of  Nuclear  Reactor  Regulation   80/03/26   3pp 

Q   Inspection  reports,  IE  Bulletins  t  correspondence 

800407017B  Responds  to  1C  bulletin  79-SS,  "Poatible  Malfunction  of 
Namco  Model  EA130  Limit  Suitcnes  at  Elevated  Temp*  " 
Supplier  taking  measures  to  prevent  use  of  defective 
switches, 
DUTTON  D   Georgia  Pouier  Co   SO/01/25   6pp 


900404042.0  Ack  receipt  of  1C  In»p  Rtpts  50-424/79-19 
771227  No  proprietary  Info 
DUTTQN.D   Oeorgia  Poiu*r  Co   80/02/06    Ip 


SO-425/79-19  on 


—  B0040-10-124  Forward!  IE  Intp  Repts  SO-4H4/79-19  tt  SO-425/79-19  on 
791227  No  noncompl  iarlce  noted 

BRYANT,  J  C   Region  2.  Atlanta,  Reactor  Construction  fc  Engin««ring 
Support  Branch,   80/01/23   Bpp 

—0004040430  IE  Insp  Rept»  30-424/79-19  *  30-425/79-19  on  791227  No 
noncomp  1  lance  noted  Major  area*  impacted  soils  &  concrete 
lib  d  const  status 

CONLON,  T  E   Region  2-  Atlanta,  Reactor  Construction  &  Engineering 
support  Branch    LENAHAN,  J  J   Region  S,  Atlanta.  Office  of  the 
Director   SO/01/22   4pp 

9004090349  Forwards  IE  Bulletin  SO-O3,  "Lou  of  Charcoal  From  Sfctf  Tupe 
Hi  Two-Inehr  Tr«y  Adsorber  Cells  "  Action  required 

O'REILLV.J  P   Region  2,  Atlanta,  Office  of  tfi»  Director   80/02/06 
2pp 


8004240265  Forwards  IE  Info  Notice  80-11,  "Safety  Suggestions  From 
Employees  "  No  action  i  e  nuired 

O'REILLV.J  P    Region  I',  Atlanta,  Office  of  the  Director    BO/04/02 
2pp 

8004240314  Ack  receipt  of  IE  Insp  Rcpts  S0-42'l/80-0'5  t  50-423/BO-04.  on 
500311  No  proprietary  info 
DUTTON,  D    Georgia  Poiuei  Co    SO/Q4/02    ip 

—  H00424O332  Forwards  IE  l»sp  Repts  50-424/00-04  b  90-423/SO-OH  on 
B00311  No  noncompliaiice  noted 

MURPHV.  C  E    Region  2,  Atlanta,  Reactor  Conitruc  1  1  on  S  Engineering 
Support  Branch    BO/03/34    3pp 

—8004340360  IE  Insp  Rept*  50-l?4/80-04  *•  50-425/80-04  on  800311  No 
noncomp  1  lance  noted  Hajoi  ai  eas  inspected  underlining  of 
control  bldg  electrical  tunnel  3  foundall  on,  surface  I/ 
subsurface  drainage  controls  i-  slope  itab  1  1  1  lat  1  on  measures 
COLON,  J  E    Region  2,  Atlanta.  Reactor  Construction  t/  Engineering 
Support  Branch    HAR(!1&,  J  R    Region  2,  Atlanta,  Office  of  the 
Director   80/03/21    3pp 

B0041B0303  Forwards  IE  Circular  BO-O7,  "Problems  W/MPCI  Turbine  Oil 
8ys  "  No  written  reiponse  required 

O'RGILLY.JP    Region  ?,  Atlanta,  Office  of  the  Director    BO/04/03 
2pp 

B004230173  Forwards  IE  Hullotin  79-03A  "Longitudinal  Weld  Defects  in 
ASI1E  3A-312,  Type  304  Stainless  Steel  Pipe  "  Action  required 
O'REILLY,  JP   Region  2.  Atlanta,  Office  of  the  Director   SO/04/04 
IP 

8004180436  Forwards  IE  Bulletin  80-08,  "Cuam  of  Containment  Liner 
Penetration  Uelds  "  Written  response  required 

O'REILLY,  J  P    Region  3.  Atlanta,  Office  of  the  Director    80/04/07 
2pp 

S  Reporlable  occurrences,  LCRs  i  related  correspondence 


8004030333  Foriuards  deficiency 
auxiliary  bldg  interior  walls 
DUTTON,  D    Georgia  Powor  Co    80/03/03 


pt  re  voids  in  concrete  placements  on 
3pp 


—  8004020340  Deficiency  I  ept  re  voids  in  concrete  placements  on  auiiliaru, 
bldg  interior  walls  No  cause  stated  Voids  patched  b  wet 
cured  for  min  of  three  days  Tremie  placement  uil]  he  pre- 
planned to  alloui  better  concrete  flow  in  congested  arvas 
*  Georgia  Power  Co   6O/03/03   3pp 
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DOCKETED  ITEMS 


3OO4O10349     Intcrfni    IJRC     that     titil     is    unable    to    establish    definite 
completion    asle     for     final     deficiency    rept    re    de-watering    *i 
ercsion    of     b^tVfill     Aitdl     update    t    possible    date    for     finisl 
rapt    lull!     be     provided     b<i    300415 

Geo'gia    Pouei     Cn          BOXO3/34         2pp 


3OO4O2G39O    Interim    deficiency    rept    re    bacVfill    deuatering    fc   erosion   No 
definite    completion    tfate    astablnhed     for     final     rept    Add! 
update    will     be    submitted    by    BOO-115 
DVITTON,  D         G-eoraia    Power    Co          90/03/24         2pp 

3QO4I90421     Deficiency     rept    re    erosion    under    cabla    tunnel     d  ocument  ud     in 
IE     Insp    Rept     SO--125/BO-0^    Repairs     completed    i    backfilling 
activities    i  esumed    Complete    rept    will    bo    Piled     by    800430 
DUTTON.D         Georgia    Power    Co          BO/04/1O         2pp 

[KJQ415(M27    Ad-Mses    of    discrepancy    in    BOO307    deficiency    rept    ru    status 
of     covrertive    action   Conective    action    hat    not    been 
completed    as     of    rept    date    for     embed    plate    assemblies    Final 
i-ept    diill    be     Filed     by    B0053O 

DUTTQN.IJ         Georgia    Power    Co          DUTTONi  D         Southern    Co    Services.  Inc 
SO/O4/10          2pp 

BQO42B049!     Significant    deficiency    rept    re    discrepancies    in    791121 
d  e  f  ic  i  e-ncy    rept    on    Bribed     plate    as-senblies-    Status    of 
corrective    action     inccirect    Should     indicate    that    corrective 
action     is     incomplete    Final    rept    to    be    submitted    800430 
DUTTON.D         Georgia    Pouier    Co         90/04/10         2pp 


JQCKET    50-437    ALvIN    U      VDGTLE    M-'CLEAR    PLANT.     UNIT    4 

1        Application/construction    stage   documents    S.    correspondence 

BO  Q4  320  04  2    Responds     to    SQ02O6    memo    re    structural    aspects    of    as-built 
t  o-unfla t Ion    detail)    Effects    of    erosion    should    not    be 
significant    re    saf  ety-re  lated    s.truc  t-ur  es   Structures    should 
b a     analuied     for    as-built     conditions 
BCHAUEfl.F    P         Structural     Enoineerlng    Branch         SO/03/31          lp 

DOCKET    50—133    UC-SAfJTA   BARBARA   RESEARCH   REACTOR 

•         Periodic    operating    reports    >j    related    ccrr?9pand«nce 

3OOflO7033B    FoTUfirds     "Annual    Rept    of    Opei  atl  ons,  1979    " 

KROES.R    J         California.     Univ       o*,     Santa    Barbara         80/03/31         10 

--aOQ4070aa<?    r/tr,nual    Rept    of   Operations.  197?   " 

PROF1Q,  AE         California,     Uri  1  v      of,     Santa    Barbara         30/O3/31          4pp 

DOCKET    30-431    SURRV   POWER    STAIJDM,     UNIT   3 

App 1 1 ca t ion/construction    stage    documents    t-    cor  reap  and ence 

3QO4150JM1?   Notification    of    ACBS   Subcomfni  ttee    on    Burry    Nuclear    Station 
BOO123   maBtlnj    in  Wash  ing  ton.  C-C    to    continue    review   nf    iteam 
generator    replacement    program 

HDVLE.J    C         ACR5   -    Advisoru    Committee    on   Reactor    Safeguards 
79/12/20         3pp 

3DCK.ET    50-435    Sl>RHY   PDNER   STATION,     UNIT    4 

Ap  pi  H-c  at  ion/ construe  t  ion    itage    cFocumentt    t    correspondence 

3OO4130349'   Notification    of    ACRS   Subcamm  i  ttee    on    EUTT-U.    Nuclear    Bbation 
BOOiaa   meeting     In    Hash  i  ng  ton.  DC    to    continue    review    of    ste-am 
generator    rep  1 acement    program 

HOVLE.  J  C        ACRS  -   Advisory    Committee    on  Reactor   Safeguards 
79/13/20         3pp 


G      Ad  jud  1  catoi  ij    cot  respondence 

9004090031    Ad/ises     that    NRC    '•    applicant    met    lu/ACRS    to    discuss    applicant 
proposed    rore    laile    design    Vieue    mill     be    reflected    in 
urttten    Itrs    KRC    reorgan  1  1  at  i  QTI    raaij    a-ffect    completion    of 
technical    revieuj 
SOHINHI.S    M        Hearing    Branch    3         BO/03/31         2pP 

800403002*1   Memoiandum    of     understanding    between    NHC    tj   FEMA    re    prompt 
i  mprovemsnt    in    radiological    emergency    planning    !i 
prepai  edncss.  d  is  tr  i  buted    as    Goal  d    notification 

GOSEICKiL    V         Office    of    the    Executive    Director    foi     Operations 
SO/0-1/02         34pp 

0004290231    Notice    of    uitfidraiul     f  i  tun   proeeBding    Certificate    of    Sue    enc  1 
STAENHERO.tl   R         Regulations    Division         50/04/25         3pp 

Q      Inspection    reports.     IE    Bulletins    *    corrospondenc  e 

BQ04090360   Forwards    IE   Bulletin    BO-03,     'Loss    of    Charcoal    From   8td    Type 
I  [.  Two-Inch,  Traij    Arfsorber    Cells    "    Action    required 
O'HEILtV.J   P         Region    S,     Atlanta,     Office    of    the    Director         BO/03/06 


800^150550  Forwards    IE    Info   Notice    80-12.     "  Instrument   Failure   Causes 
Opening    of   FdHV   f.    Block    Valve    "    No    specific    action    or 
response   necessary 
O'REILLY.  JP         Region    2,     Atlanta.     Office    of    the    Director         QO/03/31 


B0040806SB   Forufards    IE   Circular    80-03,     "Emergent!)    Diesel    Generator 
Lubricating   till   Addition  !.   Onsito  Supply    "   No    uiritten 
rBSponse    required 

O'REILLY.  J  P        Region  ,2.    Atlanta.     Office    of    the   Director        80/04/01 
Spy 

B004150I09  Formards    IE    Info  Notico    BO-13,    "GE  Tgpe    3HM  Control    Biuitchas 
Defective    CAM   Followers     "    No    specific    acttnn    o-r    responsa 
required 

D'DEILLY.JP         Region    2-     Atlanta,     Office    of    the    Director         80/04/OS 
2pp 

8004240338   Forwards    1C    Info   Notice    BO-11.     "Safety    Suggestions    From 
Employees    "   flo  action   Teijuired 

O'REILLY.J  P        Region  2.    Atlanta.     Office    uf    the    Director        80/04/03 
lp 

0004180382  Forwards    IE  Circular    80-07,    "Problems   H/UPCI    Turbine   Oil 
Syi    "    No  written    response   required 

O'REILLV.JP         Region    2.     Atlanta,     Office    of    the    Director         BO/O4/03 
IP 

8004230102  Forwards    IE  Bulletin    79-03A,     "Longitudinal   Weld    Defects    in 
ASME    SA~312,T<|pe    304    Stainless    Steel    Pipe    "    Action   required 
O'REILLY,  J   P         Region   2,     Atlanta,     Office    of    the    Director         BO/04/04 
IP 

6004160476  Forwards    IE   Bulletin   80-OB.     "E«am   of    Containment   Liner 
Penetration  Welds    "    Written   response    required 
O'REIULV.JP        ftogion   3.    Atlanta,     Office   of    the   Director        BO/04/Q7 


EOCKET    50-433   DELLEFaNTE   NUCLEAR    PLAMT,     UIJIT    1 

t<     rtppl  icati  on/construe  t  ion   stage    documents    t   corresponilenc  • 

8004240201    Forwards    Licence    BNM-186S, author 1 1  ing    receipt,  possession, 
insp    b   storage   of   U-235    fuol    assemblies   fc   mai    of    100    fuel 
rods    License  also   allows    packaging   &   shipping    for    transfer 
Safety     evaluation    enc 1 
PAQE, R    0        Uranium  Recovery   Licensing    Drench        BO/01/30        2pp, 


STH-50-437   FLOATING   NUCUErtB    PLAMT 
Ap  p Eica t i on/c onstruc 1 1 on    stage    documents   &    corrolp ondence 

1OO1O40031    Advises    of    issuance    of   NuWEQ-0588,     "Interim   Staff  Position 
on    Environ    Qualification   of    Safety-Re lated   Electrical 
Eq.o  t  pment.  "    providing    guidance    re    method!    for    compliance 
ROSS.D  F        Division    of    Project   Management        BO/02/O5        7pP 


— 9004340207  License  SNH-1B£5,  author  i  t  ing    rece  ip  I,  pone«s  ion,  insp,  storagf 
t<   transfer   of   ma*    of   2.110   kg    u-235    fuel    assemblies   t    100 
Fuol    rods   Licensee    is    exempt    from  mails    provisions    of 
10CFR70  24 
PAGE.R  0        Uranium  Recovery    Licensing   Branch        80/01/30        2pp 

-~B0042-ll}ai7   Safety    evaluation   re    util    application   for    license    to 
receive  nai    2.110   tg   U-235   fuel    assemblies    &    10O  fuel    rods 
Licen*e   should    be    granted    ui/e  lenptlon    from   10CFF170  24 
CRQW- W  T    ,    DELANEV,  J  L         Uranium  Recovery   Licensing    Branch, 
80/01/30        2pp 

B004040O31    Advises    of    issuance   of   NUREO-OSBB.     "Interim  Staff   Position 
on   Environ   Oual  I  f  Icat ion   of   Saf  etu-Rel-ated   Electrical 
Equipment,"   providing    guidance    re    methods    for   compliance 
ROSS,  D    F        Division   of   Project   Management        00/03X05        7pp 


DOCKETED  ITEMS 


8004040017    Submits    addl     guidance    to    NUHEG-O5BB,     "Interim   Staff    Position 
on  Environ   Qualification    of   Safety-Related    Electrical 
Equipment    "    Request!    review    of    equipment    qualification 
documentation    to    identify    degree    of    compliance 
HQ5S.D   F         Division    of    Project    Management         BO/03/21          3pp 


8004150527    Forwards     IE     Info    Notice    BO-12,      "Instrument    Failure    Causes 
Opening     of    PDRV    r.    Block    Valve     "     No    specific     action    or 
response    ne cossarij 

O'REILLY, J   P         Region     B.     Atlanta.     Office    of     the    Director         BO/O3/31 
2pp 


3004360309  Forwards    roquest    for    addl    info   re   pamflr    sijs,  f  or    QL 
application   review   Hequejts    date    that    response  will    be 
available    for   rev-leu 
PARfliO   D         Light    Water    Reactors    Blanch    3         80/03/17         3Spp 

B004 110046    Requests     addl     info    on    changes    it    sttfdifl'    proposed     in    App     F 
of    791203    response     to    NRC    791O23    10CFR50    94    requests    re 
design    adequacy    of     H&W   US S3    utilizing    once-through     steam 
generators 
PAHR.O  D        Light   Water   Reactors    Branch    3        SO/03/25        Spp- 

F      Security,    medical,     eiriorgancy    I    fire   protection   plans 

B0040S0077  Advises    that    submittal    date    for    evacuation    time    estimates, 
requested    by   NRC    7V 122 A   ltr,has    been   postponed    pending    QAD 
clearance    under    Federal   R«pts    Act 
GRIMES,  0    K         Emergency    Preparedness    Task    Force         00/03/11         4pp 

8004070052  Forwards    request    for    Info   PB    util    790301    safeguards 
contingency    plan   &    790*701    Revision    1    End    withheld 
Cref    10CFRB   790) 
PARR.O  D        Light  Water    Reactor-a    Branch    3        8O/03/14        2pp 

Q      Inspection  report*'     IE  Bulletin*    &   correspondence 

B004090352  Forwards    IE  Bulletin   B0-03r     "Los»    of   Charcoal    From  Std    Type 
II,  Ttuo-Inctii  Tray    Adsorber   Cells    "    Action   required 

O'REILLV,  J  P        Realon   3,    Atlanta,     Office    of    tht   Director        BO/03/O6 
2pp 

90040903BB  Forwards    IE    Imp    Rept«    5O-fl3.G/80-Q3   k  50-439/60-03  on 
30030i-09  No   noncompl iantp   noted 

BRYANT.  J  C        Region    Si     Atlanta,     Reactor   Construction   b   Engineering 
Support    Branch         BO/OH/20         2pp 

— 8004090392    IE    Insp    Repts    SO-43H/BO-Q3  &   50-439/30-03   on   BOO206-OB   No 
noncomp 1 ianc»    noted   Major   area*    inspected    containment 
prestre«»ing   QA/QC    controls,  uork    performanc e, ron«t    status   ti 
quality    records 

CONLON,  T   E  ,    LENAHAN,  J  J        Region   2,     Atlanta,    Re.itor   Construction 
It  Engineering   Support   Branch        80/02/20        4pp 

8O04090025  Confirms   8O0310   telcon   arranging    BOO320  maating    betyatn    NRC 
t  util    in   Atlanta, OA   to   discuss    accuracy    of   urltttn    repts 
provided    to    IE  NRC    uill    provide    overall    «valu*tion   of    util 
handling    of    deflclencei    identified;    by    QA   program 

O'REILLY,  J   P        Region  S,    Atlanta,     Office    of    the   Director        60/03/12 
2pp 

8004070150  Act:    receipt    op    BOO303    1  tr    informing    NRC    of    iteps    taken    to 
correct   violations    noted    in    IE    Inip    Rep t*    SO-430/BO-01    d 
30-439/60-01 

HURPHV.  C   E        Region    2>     Atlanta,     Reactor    Construction   &   Engineering 
Support    Branch        BO/03/17        2pp 

— B0040701SB  Foruardi     IE    Insp   Rtpts    BO-43a/QO-01    b  SO-437/QO-OI    on 
800108-11    tt  notice    of    violation 

BRVANT,J  C        Region  2^    Atlanta,    Reactor   Con*tructi on    &  Etiglin*er ing 
Support   Branch        GO/02/11        2pp 


600^060636   Foruards     IE    Circular    HO-OS,      "Emergency     Diasol    Generator 
Lubricating    Oil    Addition   '*    Dnsite    Supply    "    No    written 
response    roquired 

O'nEILLVpJP         Region     2,     Atlanta,     Office    of     the    Director         QO/04/OI 
2pp 

SOO41S0097   Foruiard!     IE     1  nFO    Notice    BO-13-     "QE    Type    SDM    Control    Siultch 
Defective    CAM    Followers    "    Ho    specific    action    or    responaa 
requi red 

D'REILLV.JP         Region    S,     Atlanta.     Office    of     tnc    Director         00/04/09 
2pp 

800424027'!   Forwards     IE    Info    MuLicC    BO-H,      "Safety    Suggestions    From 
Eiflploijcoi     "    No    action    requlrecl 

O'REILLY.JP        Region    2,    Atlanta.     Office    of    the    Oil-actor        00/04/02 
3pp 

0004190275  Forwards    IE   Circular    BQ-07,     "Problems    W/HPCI    Turbine   Oil 
Syi     "    No    urltteti    response    required 

D'RElLLr,J   P         Reglrni    3.     Atlanta-     Office    of    the    Director          00/O4/G3 
2pp 

B00423014S  Forwards    IE   Bulletin    77-O3A    "Longitudinal    Wald    Defncta    In 
AS  HE    Srt~313,  Type    304    Stainless    Stool    Pipe    "    Action    roquirod 
O'REILLY, J   P         Rejion    2.     Atlanta.     Office    of    the    Director          BO/O1/04 
IP 

BC041BO445    Forwards     IE    Dullotin    HO-03,      "C'am    nP    Containmant    Liner 
Penetration   Holds    "    WriCton    response    required 

O'REILLY, J   P         neglon    2,     Atlanta,     Office     of    tlic    Director         60/04/07 
3pp 

B004290379    RequeatB    approval     of    ASMS    Code    Cases    N-234    &    hl-235    for    use 
on    reactor    jirossuro    vessels    Expeditious    approval     is 
netossarij    for    USD    of    cade    cases     in    forthcoming    preservice 
insp 
MILLS, L    H         Tennessee    Valley    Authority          QO/O4/23         3p p 


S      Reportable    occurrenc 


UCRs    i    related     c orro spondnnc* 


— 8004070 I 68  Notica   of    violation    from    insp    on   SOOlOB-l I 

*      R.glon   2,    Atlanta,     Offica    of    tht   Director        BO/03/ 1 1, 


lp 


8004020439   Pai  t    SI    rep  t    on   90032B,  PIU   mild  a    telephone    cept    re    defect 
concerning    potentially    o vor s trei s ed    supports    on    raactor 
coolant    letdown    coolers    due    to    inadequate    support    dB*i<gn 
Corrective   action   redesign    of    support    stand 
TAYLOR,  J   H         Bnbcock    t.    Wilcoi    Co          BOV03/Q3         frpp 

BOO4000363    PNO-I I-HO-04S    on    BO0319.UH1    notified    Rag  Ion    2    of    Q&U 
notifica  t-i  on   ro    potontidl    Far    failure    of    main    steam    linos     In 
event    of    foeduater    overflow   of    steam    gormratnn ,  Ran  1  on   2 
investigating    generic    aspect! 

WRIGHT,  n    W    ,     CONTRELL.F    S         Reoion    3,     Atlanta,     Office    of     the 
Diractor         QO/O3/ 17         lp 

B00413O209    Forward  i    daficlencij    rept    re    support   braces    Far    cooling    uuttr 
supply    header    uaed    for    I eactor    bldg    cooleri    being    incangrous 
IU/SB  1  Bmi c    ana lys  1 1 
TAYLOR, J    II        Babcoch    tt    Wilcoi    Co         BO/03/24         lp 

— 9004190210   Deficiency    rept    re    support    braces    For    calling    mater    supply 
header    use4    for    mac  tor    ttdg    coolars    being    tncongruous    ia/ 
seismic    analysis   Cause    unstated    Braces    returned    to    vendor 
for    mod    to    conform    to    seismic    analysis    design 
*      Dabcock   1  Hllcoi    Co         BO/0-3/H4        3pp 


— B004C-70177    IE    Insp    Repts    SO-43B/80-01    t.   50-439/aO-Ol    on    000108-11 
Noneompl  lance   notid    failure    to    folloui   procedure    for   visual 
Imp    of   ualds 

HERDT.  A  R        Region    2,     Atlanta,    Reactor   Construction  &   Engineering 
Support   Branch        VANDQORN. P   K        Rtgion   2.     Atlanta,    Office    of    the 
Director        BO/O2/O1         4pp 

BO04210I7B  Forwards    r-eiponse    to    IE  Bulletin   BO-03,    "Loss    of   Charcoal 
from  Bid    Type    Hi  Tuo-Inch,  fray    Adsorber    Cells    "   Encl    li«ts 
results    of    Insps   at    facilities    to   determine    if    potential 
for    loss    of    eharcoa.1     Incidental    to    handling    or    use    exists 
MILLB.L  H        Tennessee   Valley   Authority        BO/03/21        4.pp. 

8O041B0106  Forwards   rvipanse    to    IE  Bulletin   79-29  re   possible 
malfunction    of  NAHCO   Model    EA1BO    limit    lultches.At 
facilities    where  applicable    limit    switches    are    identified, 
replacement    gatketi    have    bean   ordered 
HILLS.  L  M        Tennessee   Valley   Authority        BO/03/20,       2pp 


S00430057O   Part    SI    rept    rn    support    braces    for   reactor    bldg    coolers    tJi 
are   nonconservatlve    ui/respect    to    brace    design    assumed    In 
seismic    analysis    Support:    braces    are    to    he   modified    to 
conform   to    seismit    design 
TAYLOR,  J   K        Dabcock    !*   Wilcc-t    Co         OO/03/24        Spp 

S004020395   Seventh    Interim   deficienci|    rept    re    eipatision    anchors   not 
passing    qualification    tests    Final    rept 
MILL8.L   M        Tennessee   Valley    Authority         BO/03/29         lp 

S004010377    Interim   deficiency    rept    re    potential    over  stress    condition 
in    letdown   cooler    supports   Nante    loads   will    be    analyie-d    for 
effects    on    support    structure    to    determine    if  mods    are 
required    to   cooler    support    sys 
HOUELU,  8   H        Consumers   POUBT    Co         BO/03/27        lp 

r- B0040104O4  Forwards    addl     tnfo    to    Part   21    rept    re    potentially 
overs  trussed    i up  parts    on   reactor    coolant    letdoun    coolers    at 
facilities    under    const    by    Bt-W 
TAVLOR,  J  H        Dabcock    &    Wilcoi    Co         80/03/03,       &pp 
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BOC4020414   Forwards     interin    deficiency    rept    re    potential     defects     in   HUM 
central    valves    in    Jecatj    heat    cooler    cutlet    Neit    rept    mill    be 
submitted    by    00031-1 
MILLS-L   M         Tennessee    Valley    AuKionti;         BQ/03/27          Ip 

—  6004030416    Interim    deficiency    iept    ne    potential    defects     in   HRf!    contra! 

valves    in    decay    heat    cooler    outlet    R'M    haa    begun 
investigation    t,o    determine    eitent    &    cause    of    defects 
*      Tennemee   ValKy    Authority         60/03/27          Ip 

QQ040aQ'13l    Foruaidi    second     intflrim   deficiency    rep*'    re   makeup    !i 
purification   '•   decay    heat    removal    pomps    u/<Jamaged 
tliermocojple   wiring    Heit    Tept   mill    be    submitted    bg    000508 
MILLS.  L   M         Tennessee    Valley    Authority         80/Q3/27         Ip 

—  8004020436   Second    Interim    deficiency    i  ept    re    makeup    t    purification   It 

decay    heat    i  emova  1    pump    motors    iu/damajEd     thermocouple 
wiring    rieeting    planned    U/HIW    to    di-acuss    •scheduling    of 
repairs    ',    testing    of    pump    motor* 
»     Tennessee  Valluy    Authority        BO/03/27         Ip 

aOO<1040377   Forward!    final     deficiency    rept    re    malceup    te   purification 
letdown    cooler    support! 
MILLS.L   M         Tennessee    Valley    Authority         BO/03/27          Ip 

—  00040403?!    Final    deficiency    rept    agreement    reached    by    AE   !>   vendors    that 

combination    OF    AE    support    platform   t    cooler     support  bracket 

uould    result    in    QVerstressed    condition    in    lowest    of  three 

coaler    supports    Completion    of    support    mods    eipected  B0093Q 
i      Tennessee   Valley    Authority         60/03/27         Ip 

8004030417   Forwards    interim    deficiency    rspt    re    violation    of    INRVCD 
fiild    installation    procedures   Neit    rept    ulll     be    submitted    by 


MILLS  pi-   M         Tennessee    Valley    Authority 


--30010204.31    Interim   deficiency   rept   re    violation  of    INFJVCO  field 
Installation  procedure!   Revisions    to  QC    procedures    have   been 
recommended   'i   n«ui    inspector    instructed     In    following 
procedures 
*      Tennessee   Valley    Authority         60/03/23         Ip 


— B00423Q392   Final     deficiency    rept    re    deader    supports    for    reactor    bldo 
coolers    Manufacturer    performed     seismic    analytii    (c    discovered 
braces    fabricated    from   boi    cross    lettlon    tubing    Graces 
returned    for    mod 
«       Tennessee    Valley    Authority         80/04/17         Ip 

BOQ433O503    Forwards    first    interim    deficiency    rept    re    Intl    Telephone    S> 
Telegraph    actuator    for    Rustir.    dampers    Neut    rept    mill     be 
submitted    by    BOO013 
MILLS, L   H         Tennessee    Valley    Authority         00/04/17         Ip 

— 8004230507   First     interim   deficiency    rept    re    Intl    Telephone    !.    Telegraph 
actuator    for   Ruskin    dampers    Upon    receipt    of     !ntl    Telephone    d 
Telegraph    actuator    data,  Run  '<  i  it    ulll     provide    corrective 
pr  DC  edures    to    ut  1 1 
*       Tennessee   Valley    Authority         BO/04/17         Ip 

B00423Q527  Forwards    first    interim  deficiency    rept    re    Intl    Telephone    b 
Telegraph    controls    far    flmei lean  Warming   &  Ventilation 
dampen    Ne't    rept   uill     be    submitted    by    BO0814 
MILLS, L   H         Tennessee    Valloy    Authority         60/O4/17         Ip 

— 8004230529  First    interim  deficiency    rapt    re    Intl    Telephone   &  Telegraph 
controls    for  American  '-  Warming    ',  Ventilation   dampers   Upon 
receipt    of    Intl    Telephone    ',    Telegraph    actuator    data- American 
Harming    *   Ventilation  uill    provide  corrective    procedures 
»      Tennessee  Valley    Authority        BO/Q-t/17        Ip 

3004240386  Forwards    flnt    Interim   deficiency    rept   re    failure    of   main 
steam    lines 
MILLS.L   M         Tennessee    Valley    Authority         00/04/17         Ip 

— BOQ42403B8  First    interim  deficiency   rept   re    failure    of   main    steam 
lines  Caused    bg   main    feeduater    overfill    Deficiency 
undergoing    evaluation   Util    i    GfeW  uork Ing    to    incorporate 
mitigatlve    Instrumentation    into    facilities 
»      Tennessee    Valley    Authority         BO/04/17         Ip 

900<J2HQ516  Forwards    first    interim   deficiency    rept   re    defective    springs 
used    in    ITT  General    Control   actuators    supplied    to  Runfcin 
MILLS,  L  M        Tennessee   Valley   Authority        BO/04/17        Ip 


GO0 11 602 91    Forward s    final    deficiency    rept    re    void*    in    primary 
containment    dome 
MILLS,  L   M         Tennessee    Valley    Authority         BO/03/31  Ip 

—  0004160296   Final    deficiency    rept    re    voids     in    primary    containment    domo 

Suspect   areas    result    from    lact    of    bond    between    liner    plate    (/ 

concrete   Holes    In    liner    plate   repaired 

M1LUS.L   M        Tennessee    Valley    Authority         SO/03/31          Ip 

8004380403  Forwards    second    interim   deficiency   rept   re    defective    s»at 
rlnj    teal    uields    on   Borg-Warner   valves    Final    rapt    will    be 
submitted    by    600420 
MILLS, L   M         Tennossee    Valley    Authority         BO/O4/O7         Ip 

— 80042B0436    Second     Intel  im    deficiency     rept    re    defective    teat    ring    seal 
<uBldi   on    Borg-Warner    valves  Util    t    manufacturer    have 
established   required    acceptance   criteria    for   welds    Insp    of 
valves    is    in   progress    Results  ui  1 1    be-    In    final    rept 
»      Tennesiee   Val  ley    Authority         00/04/07          Ip 

0004220430  Notifies    that   correct   date   of    initial    notification   on    NRC 
1070   uia»    79092B   Rept*    dtd    7"?1026.  1211    I    B00331    erroneouilij 
stated   date   as  7903?9 
MILLS, L  M        Tennenee   Valley    Authority        BO/04/ 19         Ip 

800423054!   Forwards    final    deficiency    rept    re    Gorg-Warner    three-Inch 
motor   operated    gate    valves 
MILLS,  L  11        Tennessee   Valley    Authority        BO/04/16         Ip 

—8004220546  Final    deficiency    rept   re  Burg-Warner    three-inch  motor 
operated    gate  valves    Sate   valve    railed    to   close    fully    when 
actuated    under  operating    conditions    during    recent    tett 
program   Borg-Harner    is    redesigning    std    gate    valve, 
•     Tennenee  valley   Authority        BO/04/li.        Ip 

6004200436  Foruiard«    final    deficiency    rept    re    Berg-Warner  3-lnch    motor 
operated    gate   valvit 
HILLBiL,  M        Tennesiee   Valley    Authority        SO/04/16         Ip 

—  8004360442  Final   deficiency    rept   re   Daro-Hamei-    9-inch    motor    operated 

gate   valvts   Binding   ulll    be   corrected   by    mod    of   valves 
»     Tennessee  Vallsij    Authority        90/04/14        Ip 


— B0042BOS24  First    interim  deficiency    rept   re    defective    springs    used    in 
ITT  General    Control    actuators    supplied    to   Ru-lkln   Spring    does 
not    posses*    designed    strength,   S.    force  Rusfcin   will    inform 
utll    of    corrective   actions,  p end  Ing   receipt    of   accurate    data 
«      Tennessee    Vallav    Authority         00/04/17         Ip 

8004250390  Foruardt    final    deficiency    rept   ro   TPIPE  computer    user 
failui-e    to    check    frequency    analysis    of    piping    sys 
MILLS,  U   M         Tennessee    ValUy    Authority         00/04/21          Ip 

—9004350304  Tlnal    deficiency    rept   re   TPIPE    computer   user    failure    to 
checi    frequency    analysis    No    erroneous    design    Info   liai 
resulted    Program  mnd    to   stop    any    program  run   uhen    frequency 
analysis    not   converging 
»     Tennessee  Valley   Autnorit-j        BO/04/H1         Ip 


DOCKET   90-439   HELLEFONTE   NUCLEAR    PLANT,     UWIT    2 

A     Application/construction   stage    document*    *<   correspondence 

3004040031    Advises    of    issuance   of   NUREe-0599,     "Interim  Staff   Position 
on   Environ   Qualification   of    Saif etg-fielated    Electrical 
Equipment,"    providing    ouidanee    re    methods    for    compliance 
FIOSS.D  F        Division   of   Project    Management        80/02/05        7pp 

3004040017  Submits   dddl    guidance    to    NUREQ-05QB,     "Interim  Staff   Petition 
on   Environ   Ouallf icatlom  of    Safety-Related    Electrical 
Equipment    "  Requests   revleiu   of    equipment   qualification 
documentation    to    Identify   degree   of   compliance 
RDSSiD  F        Division   of  Project    Management        BO/Oa/21        3pp 

9004280308  Forwards    request   for   add  I    info   re    pouier   sys,  for   OL 
application  revleu  Request:    date    that   response    mill    be 
available    for  review 
PARH.Q   D       LigJit   Water   Reactors    Branch   3        00/03/19        25pp 

0004I1004&  fiequest*    addl    info    on    chanoes   (.   studies   proposed    in  App    F 
of    7<?iaO3  response    to   NRC   7910SB    10CFR50   54  requests   r* 
design   adequacy   of   DMJ  N33S   utiliiing   once -through    jt«am 
genera  tors 
PARR, Q   D        Light  Water   Reactors    Branch    3        80/03/35        5pp 


8004330380  Forwards    final    deficiency    rept   r«    header    supports   for 
raactor   bldg   coolers 
MILLSiL  M       Tennessee   valleg    Authority        BO/04/17        Ip 
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F      Security,     mfltlical,     emergency    Ij     fire    protection    plans 


8004030077    Advises    that    stibmittal     date    for    evacuation     timo    estimal 
requested    by    NRC    791226     Itr.tias    been    postponed    p end  1  Tig    GAO 
clearance    under   Federal    flepts    Act 
GRIMES,  B    K         Emergency    Preparedness    Task    Force         50/03/11          4pp 

B004070052   Forwards    request    for     info    re    util    790301    safeguards 
contingency    plan   t<    79O9O1    Revision    1    Enc  1    withheld 
(ref    10CFR2   79O) 
PARR.O    D         Light    Hater    Reactors    Branch    3         BO/03/14         3pp 


0      Inspection    reports,     1C    Bulletins   t-    correspondence 


9004940274    Faruiards    IE    Info   Notice    80-14.     "Safety    Suggestions    From 
Employees     "    No    action    lequired 

O'REILLY.J   P         Region    2,     Atlanta,     Office    of     the    Director          BO/04/O2 
3pp 

3004180275    Forwards    IE    Circular    BO-07,     "Problems    W/HPCI    Turbine    Oil 
Sys    "    No    written    response    required 

O'REILLV,  J   P         Region    2,     Atlanta,     Office    of     the    Director          BO/04/03 
2pp 

B004230142    Forwards    IE    Bulletin    79-Q3A    "Longitudinal    Us  1  d    Defects    in 
ABME   SA-312,Type    304   Stainless    9teel    Pipe    "    Action    required 
O'REILLY.J   P         Region    2,     Atlanta,     Office    of     the    Director          80/04/04 


B004090352    Forwards     IE    Bulletin    BO-03.     "Loss    of    Charcoal    From    Std    Type 
I  I,  Tun-Inch.  Trag    Adsorber    Cells     "    Action    required 

O'REILLY.J    P         Region    2,     Atlanta,     Office    of     the    Director         80/03/06 
2pp 


0004180149    Forwards    IE    Bulletin    BO-OB,     "Eiam   of    Containment    Liner 
Penetration    Welds    "    Untten    response    required 

O'REILLV.J   P         Region    2,     Atlanta,     Pfflce    of     the    Director          SO/04/07 
3pp 


B0040903BB    Forwards     IE    In&P    Repts    3Q-439/8Q-Q3    It    5Q-439/BO-03    or. 
800206-08   No   noncomp 1 iance    noted 

BRYANT,  J  C        Region    2,    Atlanta,     Reactor    Construction   &  Engineering 
Support    Branch         BO/03/20         2pp 

— BQ04090392    IE    Insp    Repts    50-438/60-03    i-    50-439/80-03    on    SOOaOfc-OB    No 
nancomp 1 iance    noted   Major    areas    inspected    containment 
progressing   OA/QC    con tro  1  s, work    performance , const    status   i 
quality    records 

CONLON,  T    E    •     LENAIWJ,  J   J         Region    3.     Atlanta,     Reactor    Construction 
t-  Engineering    Support    Branch        80/02/20        <)pp 

8004090029  Confirms   B00310    tele  on    arranging    B00320  meeting    between   NRC 
S,   utll    In   Atlanta,  OA   to    discuss    accuracy    of    written   rspts 
provided    to    IE  NRC   mill    provide    overall    evaluation   of   ubll 
handling    of    deficlences    identified    bij   OA   projram 

O'REILLV.J   P        Region   2,     Atlanta,    Officer    of    the    Director        BO/O3/12 
2pp 

8004070150  Ack    receipt    of    B00303    1  tr    informing    NRC   of   steps    taker,   to 
correct   violations    noted    In    IE    Insp    Ropts    50-43B/8Q-O1    i- 
50-439/80-01 

MURPHY,  C    E        Region    2,    Atlanta.    Reactor    Construction    ti  Engineering 
Support   Branch        BO/03/17        2pp 

— 3004070159  Forwards    IE    Insp    Ropts    9O-43B/80-01    fc   30-439/BO-01    on 
8001QB-11    t,  notitH    of    violation 

BRYANT,  J  C        Region   S,     Allantaj    Reactor   Construction  it  Engineering 
Support   Branch        OO/OS/11         2pp 

--B00407016B  Notice    of    violation    from    insp    on    80O10B-1 1 

*      Region    2,    Atlanta,    Office    of    the   Director        BO/02/ 1  1         IP 

—0004070177    IE    Insp    Repts    SO-438/HO-O1    S.    50— 139/BO-01    on    B0010B-11 
Honcomp 1 tance   noted    failure    to    follow    procedure    for   visual 
imp    of   welds 

HERDT.A  R        Region   S.    Atlanta,     Reactor    Construction   l<   Engineering 
Support    Branch        VANuOdRN, P  K        Region    2.     Atlanta,     Bfflce    of    the 
Director        SO/02/O1        4pp 

6004S10179  Foru»rd;s   rasponte    to    IE    Bulletin   80-03,     "Loss   of   Charcoal 
from  fits1    Type    1 1,  Twa-Inch,  Tray   Adsorber   Cells    "   Encl    lists 
rttulti    of    in*pi   at    facllltiai    to    determine    If    potential 
for    loss    of    charcoal    incidental    to   handling    or    use    »iitti, 
MILLS, L  M        Tennenoe   Valley    Authority        00/03/21        4pp 

ao041B010i  Forwards   raipanve    to    IE    Bulletin   79-20   re    ponible 
malfunction    at  NAMCtl  Model    EAIQO    limit   sultchee    At 
facilities    uhere   app-llcable    limit   tuitchei    are    identified, 
replacement    gaskets    have    been   ordered 
MILLS, L  M.       T>nnessee   Valley   Authority         80/03/28        2pp 

B004130527  Forward!    IE    Info  Notice    BO-12,     "Instrument   Failure   Causes 
Opining    of   PORV  t>   Block   Valve    "    Mo   apaclfic    action   or 
response   necetsary 

O'REILLY.J  P        Region   2,     Atlanta.    Office    of    the   Director        ao/O3/31 
2pp 

B0040SOi36  Fariuards    IE  Circular   B0-03r     "Emergencij    Diesel    Generator 
Lubricating    Oil    Addition    &  Qnslte   Supply    "   No   written 
reiponie   required 

0'REILLY,J  P        Region   2,     Atlanta,     Office    of    tha   Director        BO/04/Ot 
2pp 


8004290377   Requests   approval    of   ASME   Code   Cases   N-234  6  M-23S    fpr   use 
on    reactor    pressure    vessels    E«peditious    approval     is 
necessai  i|     for    use    of    code    cases    in    forthcoming    preservice 
insp 
MILLS, L   M         Tenn&siee    Valley    Authority         BO/O4/23         3pp 


S      Repovtatle    occurrenci 


LERs   4    related    correspondence 


B00402045?    Part    21     rept    on    B0022B,  BfrlJ   made    telephone    rept    re    defect 
concernlna    potentially    overstrassed    supports    on    reactor 
coolant    letdown   coolers    due    to    inadequate    support    detign 
Corrective    action    redesign    of    support    stand 
TAYLOR,  J    M         Qaocock    (,    Hi  Icoi    Co         SO/03/03         fapp 

B0040BOS63    PNO-I I-BO-045    on    B00319,util    notified    Rogion   2   of    BiW 
notification    re   potential    for    failure    of  main    steam    lines     in 
event    of    feediiiater    overflow    of    steam    generators    Region    3 
Investigating    generic    aspects 

URIGHT.R    M    ,     CDNTRELL,  F    S         Region    2,     Atlanta,     Office    of     the 
Director         BO/03/19        lp 

B004150209    Forwards    deficiency    Cept    re    support     braces    for    co-ollng    water 
supply    header    used    for    reactor    tldg    coolers    being     incongrous 
u/se  ismlc    anal  ys  i  s 
TAYLOR, J   H         Habcock    t-   Wllcoi    Co         BO/03/24          lp 

— B00415021O    Deficiency    rept    re    support    brdtes     for    coaling    water    supply 
header     used     for    reactor     bide)    coolers    bo  ing     incongi  uourj    ia/ 
seismic    analysis   Cause    unstated    Braces   returned    to  vendor 
for   mod    to    conform    to    seismic    analysis    design 
*      Eabeock    k    Uilca>    Co         SO/03/24         3op 

8004300370   Part    21    rept    re    support    braco*    for    leactop    bldg    coolers    that 
are   nonconsei vat ive  u/respect    to    brace   design    assumed    in 
seismic    analysis    Suppoi  I    braces    are    to    be    modified!    to 
conform   to    seismic    design 
TAYLOR, J   H         B-aocock    !•    Kilcoi    Co         80/03/24         Spp 

B004020395  Seventh    interim   deficiency    rept   re    eipan&lon  anchors    not 
passing   qualification    tests   Final    rept 
MILLS, L  M        Tennessee   Valley    Authority        BO/03/25        lp 

8004010397    Interim    deficiency    i  ept    re    potential     ovai-stren    condition 
in    letdouin    cooler    suppoi  ts   Noitle    loads   uiill    be    analijied    for 
effects    on    support    structure    to    determine    if    mods    ara 
required    to   conlor    support    sys 
HDWELL-S   H         Consumers    Poiuer    Co         8O/03/27          lp 

— B004010404    Forwards    a-ddl     LIII-O    to    Part    31    rept    re    potentially 
overs tressetJ    supports    on   reactor    coolant    letdoutt   coolers    at 
facilities    under   const    by    B'M 
TAYLOR, J   H         Dabcock    t    Wllcoi    Co         SO/03/03         bpp 

8004020414  Forwards    interim    deficiency    rept   re    potential    defects    In  WKM 
central    valves     in    decay    host    coolei     outlet    Neit    rept   will     be 
submitted    by    800514 
KILLS, L  M        Tennessee    Valley    Authority        BO/O3/H7        lp 

— 8004020,116    Interim  deficiency    rept    re    potential    defelts    in   WK.M    central 
valves    in   decay    heat    coaler    outlet    lilU   has    begun 
investigation    to    determine    extent    ^    cause    of    defects 
«      Tennessee    Valley    Authority         80/03/27          lp 


B0041S0097  Forward*    IE    InPii  Notice    80-13,     "OE   Type   SDM  Control    Swltchc 
Defective   CAM  Follower*    "   No    specific    action    or-   response 
required 

0'REILLY,J  P        Rejion   Z.    Atlanta,     Office    of    the   Director        80/04/02 
2pp 


8004020431   Forwards    second    interim   deficiency    rept    re   makeup    It 
purification   &    decay    heat    removal    pumpe  u//damaged 
thermocouple   wiring   Neit    rept   ulll    be    submitted    by    30050B 
MILLS, L  H        Tennessee    Valley   Authority        60/03/27        lp 
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—  BQC4Q2OI34    Second     int> 
decay    heat    r  einoval     f 


ency     i  ep  t    is    ma  !i  eup    If   purification   It 
in/damaged     thermocouple 


repairs    '•    testing    of     pump    motors 

*      Tennessee    Valteij     Authority          BJ/O3/?7 


9004040377  Forward;  final 
letdoun  coolei  supports 
MILLS.  L  M  Tennessee  7 


iency    I  epl 
Authority 


-e    makeup 
BO/03/27 


8-004240386   Forwards    first     ini-enm    deficiency    rept    re    failgie    of    mair 
steam    line& 
I1ILL3,L    (1         Tennessee    Valley    Authority         60/O4/17         Ip 

— BQ042'tG3BB   First    interim    deficiency    rept    re    Failure    of    main    steam 
lines    Caused    bg    main    Feeduater    overfill    Deficiency 
undergoing    evaluation    Util    '.    I)!.U   working     to    incorporate 
mi  t  igat  i  ,-e    instrumentation    into     facilities 
•      Tennessee    Valley    Authority         90/04/17          Ip 


--BG0404Ojt;  1    Final     def  i  c  i  ein  Y     lept    agreement     reached    by  AE   i   vendors    that 

combination    of    AE    support     platform    ',    cooler    support  btacliet 

uould    result     in    ajtr  str.'S  5  ed     condition     in    lowest    of  three 

cooler     supports    Completion    of     support    mods    eipected  BQQ930 
*      Tennessee    Valley    Authority          8O/O3/27          Ip 

0004020417   Forwards     intei  im    deficiency     I  ept    re    violation    of    INRYCO 
Field    installation    procedures    Meit    rept    mill    be    submitted    by 
90061 8 
MILLS, L    11         Tennessee    Valley    Authority          BO/O3/2a          Ip 

—3004020421     Interim    deficiency    rept    re    violation    of     INRYCO    field 
installation    procedures    Revisions     to    QC    procedures    have    been 
recommended    £     r-eu    in&pectot      instructed     in    follo-uing 
jiroced  ures 
•«      Tennessee    Valley    Aulhoritq 


6004230433    Forwards    second     interim    deficiency    rept     re    defective    scat 
rino    seal     melds     on    Qorj-Warner    valves    Final     rept    uill    be 
submitted     bg    BQ012B 
HILLS.L   K          Tennessee    Valley    Authority          80/O4/O7          Ip 

— B004aB043i    Second)     interim    deficiency    rent    re    defective    seat    ring     seal 
welds    on    Berg-Warner     valves    Util    £<    manufacturer    have 
established    required    acceptance    criteria     for    sue  Ids     Insp    of 
valves    is    in    progress    Results    uill    be    in    final    rept 

*  Tennessee    Valley    Authority          BO/O4/O7          Ip 

000422054.1    Forwards    final    dof  i  c  i  ency    rept    re    Borg-IJar-ner    three-Inch 
motor    operated    gate    valves 
MILLS, L    M          Tennessee    Vallpy    Authority          BO/04/16          Ip 

—8004320546    Final     deficiency    i  ept    res    Qorg-Uarner    throe-inch    motor 
operated     jaie    valves    Gate    valve    failed     to    close    fully    when 
actuated     under    operating    condition!    during    recent    test 
pr-ogram    Borg-Warner     is    redesigning    std     gate    valve 

*  Tennessee    Valley    Authority          80/04/16          Ip 

6004300433   Forwards    final     deficiency    lept    7-e    Burg-Warner    3-inch   motor 
operated    gate    val\ei 
M1LLS.L   M          Tennessee    Valley    Authority          90/04/16          Ip 


8004230^16   Forujards    first     interim    deficiency    rept    re    defective    springs 
used    in    ITT   General    Control    actuators    supplied     to    RusVin 
MILLS:  L    M         Tennessee    Valley    Authority         BO/04/17         Ip 

— BOQ42B0524   First    interim    deficiency    rept    re    defective    springs    used     in 
ITT    General    Control    actuators    supplied    to    Rusfcin    Spring    does 
not    possess    designed    strength    ><    force    R  u  a  k  I  n   mill     inform 
util    of    corisctive    ac  tionai  pend  i  ng    receipt    of    accurate    data 
ft      Tennessee    val  loy    Authority         60/04/17         Ip 

B0043503SO   Forwards     final    dBficiencij    rept    re    TP1PE    computer    user 
failure     to    check    frequency    analysis    of    piping    sys 
MILLS,  L    11         Tennessee    Valley    Authority         SO/04/31          Ip 

— 80O'125-03a4   Final    deficiency    rep  t    re    THIPC    computer    user    failure     to 
check     frequency    analysis    Mo    erroneous    design    info    has 
resulted    Program   mod    to    stop    any    program    run   itihen    frequency 
analysis   not    converging 
*       Tennessee    Valley    Authority         90/04/31          Ip 


DOCKET    SO—MO   PEHRV    NUCLErtH   POWER    PLANT-     UNIT    1 

A      Ap  p  1  ication/conitruct  i  on   stage    documents   l<   correspondence 

9004040031    Advises    of    issuance    of    NUREO-Q5SS>     "Interim   Staff    Position 
on   Environ   Qualification    of    Safety-Related    Electrical 
Equipment*"    providing    guidance   re   methods    for    compliance 
RDSSiD  F        Division   of    Pioject   Management        GO/02/05        7pp 

B004Q70041    Forwards   HIIC   BQ0128  &  0211    Itrs    to   GE   re  mods    to   BUR   control 
rod    drive    sys   re   elimination    of    clacking    in    return    line 
noiile   Mods    should    not    be    performed   until    issuance    of   NUREG- 
0619 
nUBENSTEIN.L   S         Light    Hater    Ftoactors    Branch    4         BO/O3/11         2pp 

B0041O0301    Notification    of    S00403    meeting    WGE    in    Bethesda.hD    to 
discuss    DWH    6    safety    relief    valves    mfg    by    0    Dickens    !j   Co    t 
supplied    by   GE    to    facilities 

HENDERSON, J   D         Division    of    fieactdr   Construction     Inspection 
80/03/13         2pp 


— B0042FJ04-12   Final     deficiency    rept    re    Borg-Uarner    3-Inch   motor    operated 
gate    valves    Binding    u  1  )  1    be    corrected    by    mod    of    valves 

*  Tennessee    Valley    Authority          SO/O-l/16          Ip 

S0042303aQ   Forwards     final    deficiency    rept    re    header    supports    for 
reactor    bldg    coalers 
MILLB.L    M         Tennessee    Valley    Authority          00/04/17          Ip 

— 80B42303aa   Final     deficiency     rept     re    header    supports     for    reactor    bldg 
coolers    Mariuf actui  e-r    performed     seiimic     analijsls    &    discovered 
braces    Fabricated    from   but    cross    -section    tubing    Dpacea 
returned    for    mod 

*  Tennessee    Valley    Authority          80/04/17          Ip 

B004330503    Foruiards    fust     interim    deficiency    rept    re    Intl    Telephone    & 
Telegraph    actuator    f-or   Rusfcin    dampers    He  1 1    rept    mill    be 
submitted    by   HOOBI3 
hILLS.L  il        Tennessee    Valley.    Authority        60/O4/17         Ip 

— BO&4330S07   First    interim   deficiency    rept    re    Intl    Telephone  !•  Teligraph 
actuator    for    Ruikin    dampers    Upon   receipt    of    Intl    Telephone  ti 
Telegraph    actuator    datai  Rusli  i  n    uiill     provide    corrective 
procedures    to    util 

*  Tennessee    Valley    Authority          BO/04/17          Ip 


F      Securityi     medlcali     emergency    ><    fire    protection    plans 

BOO40B0077   Advise*    that    submitfcal    date    for    evacuation    time    estlmatoai 
requaited    by    NflC   791226    Itr.has    boon   postponed    pending    OAO 
clearance   under    Federal    Ropt*  Act 
GRIMES,  B    H        tmergency    Preparednesa    Tasli    Force         BO/03/11          4Pp 

0      Adjudicatoty    corretpondencE 

B0040^00^6   Memorandum   of    understanding    between   NRC    i  FEMA  re    prompt 
improvement    In   radiological    emergency    planning    tt 
preparedness,  distributed   ai   floari!    notification 
CDSB!CK,L  V       Office    of    tha   Eiecutive  Director    for   Operations 
80/04/02        34pp 

H      Oeneral    carrespondlonce 

0004340364    Responds    to   79113?    Ur    reqiiestmg    revleu  of    DD  Wilt   concerns 
re    licensee    const   practices   K   NftC    insp   approach   Const 
defects    must    be    corrected    prior    to  OL    issuance   NRC    lampling 
insp    program   assures    compliance    u/NHC   requirements 
D1RCKS.H   J        Office    of    tha  Frecutive    Director    for   Operations 
BO/0-3/05        3pp 


B004330527   Foruardi    fint    intn-ioi    de»itiencv    rept    re    Intl    Telephone   A 
Telegraph    c-ontrols    for    American    Warming    &  Ventilation 
dampers    Neit    rept   ui  1 1    tie    submitted    by    BOCB14 
MILLS.  L   M         Tonnesse*    Valley    Authority         SO'/0'1/I7         Ip 

—800423052?  Fust    interim   deficiency    rept   re    Intl    Telephone   (-  T*l»graph 
controls    for    American   S.  Warming    i  Ventilation   dampin   Upon 
receipt    of    Intl    Telephop*    if   Telegraph   actuator    data,  Amerl  can 
Warmiivi)    fa  Vsn*  Hat  1  on   will    provide    corrective   procedures 
*      Tennessee    Val  lei;    Authority        BO/04-/17        Ip 


0:      Inspection   leports.     It  Dulletini    S    corroBpondence 

600411O1SO  Forward)    I£    Insp    Rep  ts  50—  140/BO-01    &   90—  J4I/BO-01    on 
300123-25    &   notice    of    violation 

FIO.RELLI.G        Region    3,    Chicago,  fieactor  Construction   ti  Enginetrins 
Support    Branch        BO/02/P6        app 


—  B0041101SB  Notlco   of   violation    Pi  on    Insp    on   800123-23 

*      Region  3,    Chicago,    Office    of    the   Director        BQ/OS/2O 


DOCKETED  ITEMS 


261 


--8004110176    IE    Inap.    Repts    50-UO/80-O1    a    50-441/BO-01     on    800123-35 
Noncomp 1  lance    noted     failure    to    qualify     inspector    personnel 
records 

HILLIAMB.C    C    ,     K.ONKLIN,  J   E    ,     KEY,  W   J         Region    3,     Chicago.     Office    of 
the    Director         30/02X20          lOpp 


800'1100301    Notification    of    8004O3    maetlfig    u/OE    in    Bcthesda.MD    to 
discuss    BUR    6    safety    lelief    valves    mf-g    bij    C   Diclena    !,    Co   !e 
supplied    by    GE    to    Facilities 

HENDERSON. J   B         Division    of    Peactoi     Constitution    Inspection 
80/03/13         2pp 


8004100135    Forwards     IE    Info    Notice    8O-G9.      "States    Co    Sliding    Link 
Electrical    Terminal    Block     "    Nf     specific:    action    or    r-espnnsa 
requ  ired 

KEPPLER,  J    0         Region    3,     Chicago,     Office    of     tho    Director         80/03/07 
lp 

0004150165   Forwards     IE    Info    Notice    BO-  IS,      "Instrument    Failure    Causes 
Qpnntng    of   PDRV  t   Block   Valve    "    No    specific    action    or 
reiponie    necessary 
KEPPLER.  J   C         Region    3.     Chicago'     Office    of    the    Director         BO/03/31 


8004000698  Forwards    IE  Circular   SQ-Q5,     "Emergency    Dleval    Generator 
Lubricating    Oil    Addition    It   Onsite    Supply     "    No    written 
response    required 
KEPPLER,  J  Q        Region   3,    Chicago.     Office    of    the    Director        BO/O4/Q1 


B004  150034   Forwards     IE    Info    Notice    8O-13.      "GE    Type   SUM   Control    Suitches 
Defective    CAM   Followers     "    No    specific    action    or    response 
required 
KEPPLER,  J   0         Region    3,     Chicago.     Office    of     the    Director         BO/04/02 


80041BOQ3B  Forwards    attachments    to    IE   Circular    80-03,     "Protection  From 
Toxic    Gas   Haiarits,  "    Inadvertent  lu    omitted    from  B003Q6 
transml  ttal 
KEPPLER,  J  G        Region   3,     Chicago,    Office    of    the   Director        BO/04/02 


B00422011B   Forward*    IE    Info   Notice   BO-14,     "Safety   Suggestion*   From 
Employees    "    No  action    required 

KEPPLER.  J   0        Region   3.     Chicago,    Office    of    tho   Director        80/04/02 
lp 

B004220347   Forwards    IE  Circular   B0-07i     "Problems   W/HPCI    Turbine    Oil 
Sy»    "    No   written   response   required, 

KEPPLER,  J  Q        Region   3'     Chicago,    Office    of    tho   Director        80/O4/03 
lp 

0004110033  Forwards    IE  Bulletin   80-07,     "BUR   Jet    Pump   Assembly   Failure 
No  written    response   required 
KEPPLER.J  0        Region  3.    Chicago,    Office    of    the    Director         00/04/07 


H004230201    Forwards    IE   Bulletin   79-03A,     "Longitudinal    Weld    Defects    In 
ABME  SA-312,Tup«    304   Stainless   Steel    Pipe    "    Action   required 
KEPPLER,  J  0        Reoion   3,     Chicago,    Office    of    tho    Director        80/O4/07 


B001220I39   Forwards    IE   Bulletin   BO-OB,     "Eiam    of    Containment   Liner 
Penetration   Weld*    "   Writtan    response    required 

KEPPLER,  J  0        Region   3,     Chicago,    Office    of    the    Director        BO/Q4/09 
lp 

8,    Rtportablo    occurrence*!    LEfit   &    related    correspondence 

8004070167  Act    receipt    of    800229    final    deficiency    rept    re    omission    of 
Clais    B    fill    waterBtops 

FIORELLIiO        Region   3,    Chicago'     Reactor    Construction   Si  Engineering 
Support   Branch        8O/03/17        lp 

B  00  42303  53  Final    deficiency    rupt    re    cracks    t    tears    in    bottom    of    tteel 
•ncla    of    ITE   suitchgear    caused    by    velsmic    environ  Hotel 
drilled    &  welds   run   along    bend    line   Min    of    three    iiuitchgear 
frames    ui  1  1    be    bolted    together    for    future    shipment! 
DAVIDSON,"  R        Cleveland    Electric    Illuminatinfl   Co        00/O4/1S        3pp> 


DOCKET   50-441   PERRY  NUCLEAR  POWER    PLANT,    UNIT  2 

A     Application/construction   stage    documents   Si    correspondence 

B004040031    Adviset    of    issuance    of    NUHEO-ogBB,     "Interim   Staff    Po«iHon 
on   Environ   Qualification    of   Safety-Related    Electrical 
Equipment/  "    providing    guidance   re   method*    for    compliance 
ROaS, D  F,       Civilian    of   Project   Management        BO/O2/OS        7pp 

80M070041    Forwards   MRC    BQQ12B  1,  0211    Itrs    to   GE   re   mods    to   BWR    control 
rod    drive    sys    r*    elimination   of    cracking    in    return    line 
nonle   Mods    should    not    be   performed    until    issuance   o-f  tJUREO- 
0619. 
RUBENSTE1N.L   B        Light   Water   Rsactors    Branch    4        BO/O3/I1         2pp 


Security,     medical,     emorgencij    %     tire    protection    plans 


B004080077   AdvueB    that     submittal    dace    For    evacuation    tine    entinates 
requested    by    NRC    THS3&    Itr.has    been    postponed    ponding     GV\0 
cloarance    under    Federal    Repts    Act 
GRIMES, B    K         Emergency    Preparedness    Task    Force         SO/03/ 1  1         4pp 


G       Ad jud  icatoi  ij    correspL 


8001030026   Memorandum    of     understanding    betueen    NRC   t   FEMA    re    prompt 
improvement    in   radiological    emergency    planning    't 
preparedness, distributed   as   Hoard    notification 

ODB8ICK,L    V         Office    of    the    E.ecutive    Director    for   Operations 
BO/04/02         34pp 


H      General    correspondence 


B00424O364    Responds    to    7*?1129    Itr    requesting    revleui   of    DD   Wilt    concerns 
re    licensee    const    practices    ',    NRC     insp    approach    Const 
defects    must    be    corrected    prior    to    OL    issuance    NRC    campling 
insp    program    assures    compliance    u/NRC    requirements 
DIF1CKS.W   J         Office    of     UP    Executive    Director    fnr    Operations 
BO/03/05         3pp 


Q       Inspection    reports,     IF    Bulletins    i    correspondence 


B00411D150   Forward!     IE    Insp    fiepts    50-440/00-01    t.    50-4fll/BO-01    on 
B00123-2S    ti    notice    of    violation 

FIGRCLLI.G        Flexion  3.     Chicago,    Reactor   Construction  t.   Engineering 
Support    Branch         BO/02/26         2pp 

—  ao041101SS    Notice    of    violation    from    (HSR    on   800123-35 

*      Region   3,    Chicago,    Office    of    the   Uiioctor        80/02/20        lp 

—  3004110176    IE    Insp    Repls    90—  140/BO-O1    (•    50-441/80-01    on    BOO133-25 

Nnncomp  1  iance  noted  failure  to  qualify  inspector  personnel 

records 

WILLIAMS,  C    C    ,     KONKLIN.J   C    ,     KEV,  U   J        Region   3,     Chicago,     Office    of 

the    Director         30/02/30         lOpp 

B0041001S5  Forwards    IE    Info   Notice   BO-06,     "States   Co  Sliding   Lint 
Electrical    Terminal    Block    "   No    specific    action    or   response 
required 
KGPPLCR.J   O         Region    3,     Chicago.     Office    of    fcho    Director          80/03/07 


BOQ419016S  Forwards    IF    Info   Notice   BO-12.     "Instrument  Failure   Causes 
Opening    of   POFW  &  Block    Valve    "   Ho    specific    action   or 
response   necessary 

K.EPPLER.J   O         Region    3,     Chicago,     Office    of    the    Director          SO/O3/31 
IP 

8004090676   Forwards    IE   Circular    BQ-05,      ''Emergency    Diesel    Generator 
Lubricating   Oil   Addition  4   Onsite    Supply    "   No   written 
response   required 

KEPPLER,  J   G         Region    3,     Chicago,     Office    of    the    Director          BO/04/01 
lp 

8004150034  Forwards    IE    Info  Notice   SO-13,     "GE   Type   SBM  Control    Switches 
Defective   CAM  Followers    "   No   specific    action   or   response 
required 
KEPPLER,  J  0        Region  3,     Chicago,    Office   of    the   Director         SO/O4/Q3 


BOO41B003S  Forwards   attachments    to    IE   Circular   BO-O3,    "Protection  From 
Todc    Oas   Haiards,"    inadvertently    omitted    from  B00306 
transmi  ttal 
KEPPLER,  J   0         Region   3,     Chicago,     Office    of    the    Director          80/04/02 


8004230118   Forwards    IE    Info    Notice    BO-14,     "Safety    Suggestions    From 
Employees    "    No  action   required 
KEPPLER,  JO        Region   3,     Chicago,    Office   of    the    Director         BO/O4/02 


8004320347  Forwards    IE  Circular    SO-07,     "Problems   W/HPCI    Turbine    Oil 
SYS    "    N°  written    response   required 
KEPPLER,  J   0         Region    3,     Chicago,     Office    of    the    Director          SO/O4/03 
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S00411O033   Foiuard=     If-    D-'lisUn    PO-Q/,       'JtlJK     Jet    Pump    Assembly    Failure 
Ho    written    tps,poii<»    require:! 
KEPPLtR.JG         Region    3      Cdicags.     Qffttv    of     the.    Director          BO/Q<t/O7 


1    hoTuarfls     It  Bulletin     79-G3A       "longitudinal    Me  Id    Defects     in 

ASHE    GA-Tl?    Type    TIO  J  S-jinless    Steal    Pipe    "    Action    rnquired 

KEPPLFRxJG         tlajion  3      Chicago       Office    of     tji  e    Director         BO/O4/07 
It* 

B004B20139   Forwards     It    Bui  let-  in    t30-08:      'Fiam    of    Conta  i  nment    Liner 
Penetiation    Melds         Written    response    leqifired 

KEPPLEfi,  J   G         flexion    3.     (tiicajn,     On-ic*    &F    the-    Director          BO/04/09 
If 


7907170211    Requests    halt    to    plant    coirs t   until    util    i  NRC    tan    devise 
adequate    e.acufltitiri    plans 
BATES. A    M         AFf  il  ifltion    UnVno^n         79/07/11  Ip 

79072503'15   Request*     suspension    or     can-it   pending    Improved    evacuation 
plar><a5    residence    is    only    12  imles    from   proposed    plant 
WILLIAMSON  P    U         Affiliation    Unknown         79/O7/17          Ip 


79O7250327    Request*     B 
plan 
GALLAGHER, VC         Affiliation 


sion    of    const   pending    improved    evacuation 
oun         79/07/18          Ip 


5      Repcvtable    occurt-e-r 


plated    correspondence 


900409014.7    flLl     receipt    o*    0002^9'    final     deficiency    rent    re    omission    of 
Class    0    fill     uaterstcp* 

FIOflELLIrG         Kegicn    3,     Chiragn,     Reactoi     Construction    li    Engineering 
Support    Branch         GO/03'1/          I  p 

B004330353    Final    de-rideric^     i  ep  t    ic     cracVs    ».    tears,    in    bottom    of    ste-el 
BDicis    af     ITE    Hjiilch^eai     caused     by     se-fisrnic     environ    Holes 
drilled    '.   uelds    run    along    bend     line    Kin    af    three    su)l  tchgear 
frames   will     be    bolted     luijpHiei      for     future    shipments 
DAVlDSON.Dfi         Cleveland    Electric     Illuminating    Co         80/04/15         3pp 


300411005?   Responds     to    790711     1  tr     re    emergency    planning    Uill    revieu 
applicant   respoincs    to   Commission    requi remo nts    prior    to 
decision     to     Issue    DL   Opportunity    will    t>e    provided    for    public 
intervention   prior    to    decision 

YAROAr  S    A         Assistant    Pirector    -for    Light    Hater    Reactors         BO/03/27 
3pp 

aoQ'lllQOAO    ReipoTids    to    7907k7    note    re    emergency    planning    It    consequences 
of    Class    9   accidents    Will     review    applicant    responses    to 
Comm i ss  1  on    requirements    Opportunity    ui 1 1     be    provided    for 
public     Intervention    prior    to    decision   to    isiue    OL 
VAROfi,  S    A         Assistant    Director     for-    Light    Water    Reactors         BO/03/27 


DDCKET    50- '1 43   SEftHROOK   MjfLEAP    5rftTJOHi     L'NIT    1 

ft      AppticaLion/construitiun     ,tage    dot  umetits    V    correspondence 

BO04O4003I     ftdvisei    of     usuance    of    NUREG-05B3,      "Interim    Staff    Position 
on    Environ   Qualification    of    Ear ety-Re  Inted    Electrical 
Equipm^nti"    providing     juidance    i-e    method*    For    complianco 
ROS3,PF         Division    of    Prpjsct    Manasement         BO/03/05         7pp 

aoOflO2O124    Advises    that     steps    have    been    ta\*(i    to    Initiate    review   of 
GHf-FSD-?53B    TP    mam    steam    isolation    valve, per    S0010B    1 tr 
Review   will    be    conductad     on    sched-ul-e    consistent    u/OL 
apji  1 1  cat  i  on    revi  cui 

VARUAi  S   A        Assistant    Director     lor    Light    Water    Reactors         80/03/29 
IP 


F       Security,    med ical. 


i     file    protection    plans 


B0040Q0077   Advises     that     eubmitta)     date     for    evacuation    tune    estimates. 
requBited    by    NRC    79:1226    lir.has     been    postponed    pending    GAO 
clearance    under    Federal    Repts    Act 
CRlWESiD    K         Eraerjenti)    Preparedness    Tail:    Force         80/03/11          4pp 

at)Q421031i   Submits    staLencnt    of    B00320    meeting     re    statu5    of    city 
emergency    evacua  1 1  on    pi  an    Pre-sent    plan     insufficient    to 
ensure    human    safety    Stute    *•    federal     funding    t    tethnical 
assistance   needed     to    bring    plan    to    required     to    stds. 
SHERIIWJ.C   F         ftf  filiation    Untnoum         GO/03/24          Ip 


B0041I0067    ReEpDiids    to    79071B    1  tr    re     emergency    planning    far    areas    near 
facility    Ulll    revleu    applicant    responses    to    Commiislon 
requirements    !•    piovide    opportunity     for    public     intervention 
prior    to    decision    to    Issue'   OL 
WflROA.  S    A         Assistant    Director    for    Light    Water    Reactors         BO/03/27 


Q&04IS0131    flesponifs    to    7*0710    1  tr     re     emeigency    planning    Nill    revieiu 
applicant    responics.     to    Commlsiion    r  uqui  roments    prior    to 
decision    to    Issue   OL   Opportunity    ull]    be-    provided    for   public 
intBTvent  ion   prior    to    decision 

VABQA,  fi    A         Assiitant    Director    for    Light    IJater    Reactors         00/03/27 
3pp 

B004240529   Respondi    to    7-VOiO?     S  tr     nf     opposition    lo    plant    const    Forward* 
900311    Itr    tonlfllning    Director's    decision  not    to    iisue    order 
to    sho'u    cfiusp   NRC    UJill     roviaui   applicant    responses    to 
requirements   prior    to    decision    re    OL   Issuance 
ROSS.C  F        Division    of    Project    Management        BO/O4/09        2pp 

—  B0042405CH   Oppo<s«s    plant    conat    due    to    lack    of    evacuation    plan  & 
threat    of    disaster 
EATDM.L         Affiliation   Unknown          79/06/07          Ip 


I      Financ lal    i nf 01  ma tion 


B0010702*?1?    Forwards    revised    source    of     funds    stherfu  1  g,  oml  ttod    from 
800)314    Suppl     4i  Amend    -10   requost     for     partial     transfer    of    CPs 
RITSHER.J    rt         Ropes    S.    Cray         BO/03/31          Ip 


G       Ad jud  icatoi  if    corr 


B0040S036*    Discusses    800122    board    notification    re    re-evaluation    of    1732 
Montrtal    earthquake   I    impact    o»    facility    NRC    conclusion 
premature   (   r  eassessrreiit    of    seismic    eiperts   may    be    subj    to 
conf  I  let   of   interest 
SHELDON,  K   P        Sheldon.    Harmon    tn   U'elss         SO/03/05        4pp 

B004010472  Notifies    thai    vote   of    people   al    annual    toun.   meeting 
supported   withholding    issuance    of    DL   until    safe   evacuation 
plan   established   No    town    Funds    will    tie    spent    on   evacuation 
P  Ian 
tOCKE.E   U    ,     FAUCOKEK,  J   C    ,     EATON:  J         Affiliation    Untnoum         BO/03/29 


80040700-15   Order    granting    eitension    until     FJOO11D    for    Commit!  Jon    to 
consider    whether     to    review   ALAS-122    I    ALAD-561 
•CHILK.S   J        Office    of    the    Secretary    of     the   Commission         GO/03/3B 


aO(M03003&  Memorandum  of    uniers  land  ing    betmieen  NRC  (<  FEMA   re    prompt 
i,npcov«ment    in   rad  i  otogjcal    emergent^    planning    fr 
preparedness,  d  I  (tr  ibgteif   as   Boat  d    notification 
aO/04/03L  V34ppf*'C&   °*    the  =•«"*»».   Director    for  Operations 

80042B0165  Order   granting    eitermon    un  t  i  E    BC0509    For    ComnvUsior.    to 
consider    whether    to    review  ALAfl-422   t,   ALAD-561 
flHILK.B  d       Office    of    the    Secretary    of    the    Commi  IB  i  on        00/04/17 


—  B00407OCIO2  Revised    source    of    Funds    schcdu  lo.  omi  t  terf    from  Suppl    4i  Amend 
40   of    OL  application    foi    partial     transfer    op   CP* 
*      Public    Service   Co      of   Meiu  Hamp  sh  Ire         BO/03/91        2pp 

S004I7G2A3  Foruards    refiuasi    for    addl    financial    info   NRC   requires    Info 
to   complete    evaluation    of    FtnanciaL    capability    of    appliqflnta 
proposing    to    increaie    oiuneratiip    participation  d    evaluation 
of    flnan.cial    capability    of    proposed    new    oiuners 
RUDENBTEirN.L    S         Light    Water    Reactor!    Branch    4         80/04/02 


Bpp 


M      Antitrust  correspondence 


QOO'11400'je   FopiuJrdi  Attornuy    Oeneral  BQ0317    ttr   providing    addl 

flntlti-utt   advice    re    CP   application  {.tr  will    be    published    In 
FR 

SALTZK/1H,  J       Antitrust    *    Indemnity  Croup        BO/03/21        Ip 

— S0041401Q4  Ailvlso    NRC    re   CP    for    pouei    plants    per    Section    105  of 
amended    Atomic    Energy    Act   of    1 9S1    Antitrust    hearing   not 
nee  essary 

LITVACK.S  M        Justice, Itept    of.     Attorney    Qeneral't  Office 
BO/03/17         Ip 

80041 -1O279   Forwards  DOJ   Q003I7    1  tr    providing    aefdl    antitrust    advice    ri 
CP  application   Lbr    concludes    that    no   basis    for   antitrust 
hearing    uas    disclosed    during    review   of    Info    re   Qangar 
ownership    of    50    MU   ^hare    tn    facility 
SflLTZHftN.  J         Antitrust    '-     Inde-nnity    Group          HO/03/S6         2pp 
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Q       Inspection    reports,     IE    Bulletins    &    correspondence 

8004090432   Foruai  ds    IE   Mgt    Meeting    Rents     50-443/80-02    fc    50-414/80-02 
on    BQ0206 

CARLSON, R    T         Region    I,     Philadelphia,     Reactor    Construction    & 
Engineering    Support    Branch         80/02/26          Ip 

— 8004090441    IE  Mg t   Meeting   Ropts    SO-443/BO-02  &   50-444/BO-03   on  800206 
Areas    discussed    &    results    establishment    of    onslte    ofc     to 
place    full-time   resident    Inspector 

MCOAUGHY,  R   W         Region     1,     Philadelphia.     Reactor    Construction    «- 
Engineering    Support    Branch         MCQSCAJ*.  0    J    .     CERNC.  A    C         (legion    1. 
Philadelphia,    Office    of    the   Directoi         80/02/36        3pp 

B004070102   Ac*    receipt    of    600201     Itr     informing    NRC    of    steps    taken    to 
correct    violations    noted    In    IE    Insp    Repts    50-443/79-Q9  b 
50-4-1 4/79-0? 

CARLECNiR    T         Region    1.     Philadelphia,     Reactor    Construction    & 
Engineering    Support   Branch        80/03/09        2pp 


SO0423O502   TOIUSI  ds 
ASIIE    5A-3l2,Tjpe 
CRIER, I)    H         Regi 
BO/04/0-1          Ip 


79   O1A        'Longitudinal    Ue  I  d    Defects     in 
itiia      OK-IIU    of     the    Director 


8004160204    Forwards    If    Bulletin    BO- 
Penetration    Welds     '    Nntten      eap 
GRlER,a    H         Region    !•     Ctu  lad*  1  p  h  i 
SO/0'1/07          Ip 


of    Lonta  inmen  t    Liner 
red 
of     the    Direc  tor 


BQ04040031    Advises    of     issuance    of    NURFG-OU8B,     "Interim   Staff    Position 
on   Environ    Qua  1 1  f i ca 1 1 on     of    Sa I ety-Re  1  ated    Electrical 
Equipment"    providing     guidance    i  t,    methods    for     compliance 
R05S,D   ^          Division    uF    Piojeet    Management         BO/03/05         7fip 


— B00407Q106    Responds     Co    NRC    6001 1 1     1 ti     re    violations    noted     in    IE    Insp 
Repts    50-44 3/79-0-9   5.    50-144/79-09   Corrective    actions    revised 
Perinl    Procedure    QAP-15-0    to    require    corrective    action 
determination    on    each    rept 

DEVINCENTIS,  J         Public    Service    Co       of    Neui   Hampshire         BO/Oa/01 
3pp 


BOO-1020124    Advisrs    that     s^ops    have    been    Ufcen    to    initiate    review    of 
GHJ-F8D-253B    ro    main     steam    isolation    valve,  per    8QO10B    Itr 
Review   uiill     be    conducted     on    schedule    consistent    u/OL 
application    reviou 
VflROA,  S   A         Assntant     Dneetoi     for    Light    Water    Reactors          BO/03/29 


--8004070109   Forward*     IE    In*p    Repts    3O-443/79-09    t 
791113-16  t  notice    of    violation 

CARLSOtj,  R    T         Region    1,     Philadelphia.     Reactor    Construe  t  ion   % 
Engineering   Support   Ei anch        GO/01/11         2pp 

— B004070110   Notice    of    violation    from    insp    on    791113-14. 

M      Regian    1.    Philadelphia,    Office    of    the    Director        BO/01/03         If 

— B004070111     IE    Insp    Ropts    50-443/79-O9   !<    90-44-1/79-09    on    791113-li 
Noncompliance   noted    failure    bo    prescribe    corrective   actions 
by   Perinl    &  UEIC    to   preclude    placement    of    concrete    until    all 
reinforcing    iteel    has    been    Installed 

EBNETER.S   D        Region    1.    Philadelphia,    Reactor   Conn  true  t  ion  ^ 
Engineering    Support    Branch        SANDERS.  U   F   ,    VARELA,  A  A        Region    1, 
Philadelphia!    Office    of    the   Director        SO/01/03        Bpp 


F      Security* 


t^ergencij    '•    fire    protection    plans 


BOQilOSOO77    Advises    that     submittal     da*e    foi     evacuation    time     eitirnates. 
requcated    bg    NRC    791226    Itrihas    baen    postponed    pending    QAO 
clearance    under    Federal    Hepls    Act 
GRIMES,  I)    K         Emergency    Preparedness    Task    Force         BO/03/11          4pp 

80042l031ii   Suhmibs    statement    of    BQ0330   meeting    re    abatus    of     city 
emergency    evacuation    plan    Present    plan    insufficient    to 
ensure    human    safety    State    I    federal     funding    !•    technical 
assistance    needed    to    bling    plan    io    lequired    to    stilt 
SKERIDAUiC    r         Affiliation   Unknop^n         f)0/03/?4          Ip 


Adjudlcatory    corrsspandenco 


8004100039   Forwards    IE    Inap   Repts    SO-443/QO-01    t.    50—144/80-01    on 
B001S2-25   No   noncomp 1 iance    noted 

CARLSON.  R    T          Region    1,     Philadelphia,    Reactor    Construction    & 
Engineering    Support    Branch        BO/O3/1 1        Bpp 

--B004100040    IE    Insp    Rupts    50-443/BO-O1    !.   50-444/BO-01    on   900122-29  Me 
noncomp  1  iatice   noted   Major    areas    inspected    QC    controls    on 
rcbar    installatlqn    t   caduialdingi  equipment    <"alnt   &   storage    b 
plant    imp    tour 

KERNE.A   C    i    VARELA.A   A        Reglcm    1.     Philadelphia,    Office    of    the 
Director        MCQAUQHY,  ft   (J        Region    1,    Philadelphia,    Reactor 
Construction   b  Engineering    Support    Branch         90/03/04        9pp 


800^080364    Discusses    BQO122    boat d    notification    re    re-evaluation    of    1732 
Montreal    Hai-thquafce    &    irr.pact    on    facility    NRC    conclusion 
premature    t    reassessmerit    af    seismic    eiports    may    be    iubj     ID 
conflict    of    Interest 
SHELDON. «   P         Sfteldon,     Harmon   i    Welas         80/03/03         4pp 

8004010472   Notifies    that    v-oto    of    people   at    annual     town   meeting 
supported    withholding     issuance    of    CL    until     safe    evacuation 
plan    established    No    touin     funds    ul  1 1    he    spent    on    ev.icuat  ion 
P  Ian 

LQCKGiE   U    ,     FALCOUER.J    T     ,     tATON,  J         Affiliation   Unknoum          00/03/29 
2pp 


B0040a039B  Forwards    IE    rept   per   CJ   Reia    BOO303    Itr    Draws   attention    to 
Pages   3  d   4   W/o    end 
HEIS,  E  J        Hearing    Branch    3        BO/03/25        Ip 


B004070045   Order    granting     eitonsion    until    600418    for    Commission    to 
consider    whether    to    review    ALAD-122   >,   ALAH-5A1 
CHtLK.S  J        Office    of    the    Secretarg    of    the  Commission        BO/03/2S 


B0041S030a  Foruiards    IE    Info   Notice    BO-IB.     "  Ins  (.rumant  Failure    Causes 
Opening    of   PORV  d   Block   Valve    "   No    specific    action   or 
reiponte   necaisarij 

ORIEfi.D   H        Rag  ion    1,    Philadelphia,    Office    of    the   Dlroctar 
90/03/31         Ip 

B004090103  Forward!    IE   Circular   80-05,     "Emergency    Diesel    Generator 
Lubricating    Oil    Addition   '/  Onslte    Supply    "    Me   written 
response   required 

CRIER.  D   H        Region    1,     Philadelphia.    Office    oif    the   Director 
SO/04/01         Ip 


ao04O300a6  Memorandum   of    understanding    between   NRC   k  FEMA   re    promp,l 
1  irip  rove  men  t    in   radiological    emergency    planning    !• 
preparedness,  dlftr  ibuted    as    Hoard    notification 
G09S1CK.L  V        Office   of    the   Eietutive   Director    for   Operations 
BO/0'1/02         34pp 

8001380165  Order    granting    extension   until    600509   for    Commission    to 
consider    Whether    to    rovleiu    ALAD-422   &   ALAD-561 
CHILK.S    J         Office    of     the    Socretai  u    of    the    Commission         SO/04/17 


8004110511   Forwards    IE    Info   Notice   BO-13,     "BE  Tijpe   8DM  Control    Sultche 
Defective   CAM  Followers    "    No   written    response    required 
DRIER, B   H        Region    1.     Philadelphia,    Office    of    the   Director 
00/04/02        Ip 

BOO 4 24 03 4B  Foruards    IE    Info    Notice   80-14,     "Safutg    Suggastions   From 
Employees    "   No   action    required 

GRIER.B   H        Region    1,     Philadelphia,    Office    op    the   Director 
80/04/02        Ip 

B0041S0173  Forwards    IE   Circular    80-O7,     "Problems    ll/HPC I    Turbine  Oil 
BUS    "   No   uiribten   reiponse    rvquired 

DRIER, B   hi        Rvgion    1,     Philadelphia,    Office    of    the   Director 
80/04/03        Ip 


H      General    eoi  respondent  e 


7907170211    Requests    halt    to    plant    const   until    util 
adequate   evacuation   plans 
DATES.A  K        Affiliation    Unknoion        79/07/11         Ip 


NRC   can    devise 


79073SG345  Requests    suspension   of    const   pending    improved   evacuation 
plan,  as    residence    is    only     12   miles    from   proposed    plant 
HILUAMSQM,  P  ig        Affiliation  Unknown        79/07/17        Ip 

7907290327  Requests    suspension   of    const   pending    improved    evacuation 
plan 
GALLAGHER,  V  C        Affiliation    Unknown        79/07/1B        Ip 
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DOCKETED  ITEMS 


d  ec  I  si  DTI  t 
i  nter  -ten  1 1 
VAPQA,  5  A 


Opii 


BMC  y    planning    Uill    review 
provided    for    public 
Uattt     Rear  tors         80/03/37 


6004070105   A^    leceipt    o^    8u0301     Itr     informing    NUC    of    steps    taVen    to 
correct     -lolai-ions    noted     HI    IF     Insp    Repts    50-443/79-09    '- 


dO&»LIOOtO 


public 


planning     °-    consequences 
&pcntes    to 
i  cvlded    for 


-BOO40/O10h    Responds    to    fJHC    HO&lll     Itr    IB    violations    noted     in    IE    Insp 
Hepts    50-441/7'?-0[?   '     tiO-4t'V/79-G9   Conective    actions    revised 
Fermi    Procedure   QAP-15-0    <o    ieq.uire    correctije    action 
dct9rminaMon    on    each    T"pt 

DEVINCEMTI'i,  J         publif    Service    Co      of    N-u   Hampshire         BO/O2/01 
3pP 


fat  ll I tU     Ull L 
roqu 1 1 emeu  t  s    ' 


WHOA,  &    rt          Assist* 
3pp 


BS    to    Commission 
pub  1  ic     in  terven  t  Ion 


for    Lig-tit 


BQ0415CH31     Respond!    to    7f071O    Iti     re    emet  gene  <|    planning    Hill    review 
applicant     responses     to    Commission    i  *q.ui  r  emant  s     prior    to 
decision     to    i.sue    OL    CJppo  '  t- urn  t  y    mill     Le    provided    for    public 
intervention    91101      *o    decision 
VARGA,  S    i\         Assistant    i>ii=ctoi      'or    Lljht    Water    Reactors         80/03/27 


uu-teiui-a?   Responds     to    7906O'     1  ti     ct     opposition     to    plant    const    Forward; 
900211     Itr    containing    fnioctcr     >    decision    no*-     to     issue    order 
to    shcu>    cause    IJRC    ul  I  I     le/leui    applicant    responses     to 
r equn ements    prioi     to    decision     IB    OL    issuance 
ROSS.D    F          Di/ismn    of    piojeet    I1«nagfflm?nt         aO/04/09         2pp 

--S004S4O534    Oppo*ei    plaTit    const    due     to     lacl     op    evacuation    plan    t, 
threat    of    di  sa  •,  t  er 
EATDN,  L         Afuliation    UnVnoum          7f/Oi./Ci7          Ip 

1       F  Inane ia  L     infoi Cation 


QOC<107C>2'?9    Foruaids    revised     source     of    runds     5  dtiedul  e,  pmi  t  ted    fron 
8O0311   Suppl    'l.fcmerni    40    isquest     Poi     paitial     transfer    of    CPs 
A         Napes    ''    Grasf          SO/O3/31  Ip 


--80040703O3   F'ev^ised    SC-UIIP     of    Tunds     sc  hedul  c  ,  ami  '  ted    from   Suppl    4.  Amend 
40    of    OL    application    tor    partial     trrtinfer    OH=    -CPs 
"       Public    Service    r0       of    UPW    Hampshire         BO/03/31          3pp 

QOO417C'?43    FoTwairis    reqinit     for    addl     fiiiancial     into    NRC    1-eq.uires    info 
to    complste    evnlustion    of     financial     capability    OF    applicants 
prnposirh^     t-o     Micrta&D    oun^vahip    pjTt  fc  f  i  pa  tioik    I*    ovaluabLon 
of    Pinfliirial     rflpahilitij     of    pTopoiert    new    ouners 
RUQENSTEINM     S         Lig-ht    WaLar    Reactors    Hrsnch     '1         BO/04/O2         Hpp 


M      AntitruE1     c  on  espc-naenc  ' 


600414O07B   Foruiatds    Attorney    General  000317    Itr    providing    addl 

antitrust    advice    re   CP   app  I  i  f  <tl  i  on  Ltr    will    be    published    In 
FR 

SALTZKAMi  O         ftnti  trust    '•     Indenn  I  ty  Groiip         SO/O3/21          Ip 


ujei     plants    per    Section    105    of 
Antitrust    heating    not 


Advices    r'FiC    is    CP     foi 
amended    Atomic    Fnpt-gg    Act     01=     1 


LITVftCK,  B    M         Justice,  Ilppt     of,     Attomey    General's    Office 
]p 


~~  000407010"?    Forunrds    IE    Insp    ffcpts    50-4^/7*7-09    i,    50-444/79-O9    on 
791113-16   *     notice    of    notation 

CARL  SOU.  R    T         Region    1,     Philadelphia,     Reactor    Construction    t 
Engineering    Sjppot  t    III  anch         BO^Ol/ll          2pp 

—  S00407O110   Notice    of    vittlaMon    tron    insp    on    791113-16 

*      Region    1,     Philadelphia,     Office    of    the    Director         BO/01/03          Ip 

—8004070111     It    Insti    Septs.    bO-'t.l3/7<?-09   >j    5O-444/79-09    an    791113-16 
None  omp  1  lante    noted     failure    to    presciibe    corrective    actions 
bij    Perini    t,   UE'^C    to    preclude    placement    of    conci-eta    until    all 
re  111  fore  ihg    steel    has    been    installed 

EDNtTEFi.S   D        Region    I,     Philadelphia,     Reactor    Construction    f> 
Engineering    Support    ilianch         SANDERS,  H   T    ,     WRELA,  A   A         (legion    1. 
Ptiiladelplna.     Office    of    the    Director         30/01--0a         Spp 

B004100035   Forwards     IF    Insp    Repts    50-443/30-01    *•    50-444/BO-OI     on 
BQQ133-25    No   tioncompl  lance    noted 

CARLSON,  R    T  Region    1,     Philadelphia,     Reactor    Construction    K 

Enginepiing    Suppoi  t    Ornnch         QO/O3/11         3pp 

--80041O0040    IE    Insp    Repts    5O-443/QO-O1    '.    SO-444X80-01    on    BQ0123-25   No 
none  amp  1  lance    itoted    Major    ai  eai     inspected    QC    controls    on 
rebar    installation    b    caduield  ing,  equipment    matnt    &    storage    >' 
plant    insp    loui 

KERNE,  A    C    ,     vViftELrt.A   A         Region     1,     Philadelphia,     Office    of    the 
Dimeter         NCGAUGHY,  R    U         Region    1,     Ph  i  lade  1  [jh  in,     Reactor 
Construction   t    Eng  meet1  ing    Support   Dranch         BO/03/04         9pp 

BOO'IQHOSSS   Foruiards    1C    rept    pet     FJ   ficis    BOQ303    Itr    Draus    attention    to 
Pages    3   b    4   IJ/o    end 
RE1S.  fc    J         Hearing    Branch    T         BO/03/25         Ip 

9004150302   Formal  ds    IE    Info   Notice    90-1?,     "Instrumnnt   Failure    Causes 
Opening    of   PQRV  £•  nlock    Vjlve    "    Ho   specific    action   or 
response   necetsaiij 

ORIEfl,  D   H         Region    1.     Philadelphia,     Office    of     the    Directur 
00/03/31          Ip 

H004090103   Fortunrda    [C    Cncular    BO-OS,     "FmpTgencg    Dlesol    QenoratDi- 
Lubricating    Oil    Addition   *    Onsite    Siuppli)     "    No    written 
response   reo.u  n  ed 

GRIER.I)  H       Region    1.    Philadelphia.    Office    of    the    Director 
BO/0'1/01         Ip 

8004110511    Fnrurai-di    It    Info    Notice    BQ-J3,     "flE    Type    3DH   Control    Syllchc* 
Def  ec  t  i  vc    CAM   Fo  1  lowers     "    No   uji  i  tten    response    i  e  quired 
GRIEFi.n   H        Region    I,     Philadelphia,     Office    of    the    Director 

ip 


MOOrt24O34fJ   Foruiai-dt     IF    Iifo   Notice    BO-l'li     "Safebtj    BuggHBtionB    From 
Employees    "   No   a-ction    lequlred 

ORIER.IJ   tl        fteglan    I,     Philadelphia,     Office    Df     tlie    Dimctor 
80/04/02         Ip. 


B00414O279    Forwards    DOj    Bf,O3l7     Ui     ptoviding    addl    antitrust    advice   re 
CP    applit  a:tlon    Ltr    cunt  lode  i    lhat    no    basis    for   antitrust 
hear  ing    i_has    disclosed    duiing    re^-iaui    of    mfo    re    GanQ-or 
ounei-ship    of    50    Mil    s^iai  e     in    facility 
SM.TZMAIJ.  J         Antitrust    r     Indemnity    Group         aO/Oa/2d         Epp 


Q      Inipeetion 


IF    Itulletins 


rresflondenc  e- 


5004090432   Foiwardia     IE   Mg  t    lleetiTtg    Repts    50-443/80-02   !•    50-444/BO-02 
on    B00206 

CAHLSOIJ,  R    T         Ueglon    1,     Philadelphia.     Reactor    Construe  t  Ion   !< 
Engineering    Support-    Branch         B0/02/2i         Ip 

— FJ0040'?04'U     IE   Mgt    Meeting    Repis    50-413/BO-02   I    50-444/60-02    or.    B0020*. 
Areas    diacussed    !«   results    estafc  1 1  shmen  t    of    nod  te  ofc    to 
place    full-time    resident    insoectoi- 

HCCAUGHV.R   W        Region    1,    Philadelphia.     Reactor    Construction   S. 
EnjlnOBrirto   Suppoi  t   HI-SHCTI        MCOSCftH,  J   J  ,     CEHME,  A  C        Region    1. 
Philadelphia,     Office    of    tJie    Dilator          &0/O2/ai         3pp 


8004180173  Forwards    IE   Clrculai     GO-0/,     "Pi-obleroa   II/HPCI    Torblno   Oil 
Sys    "    No   written    respoiise    reijuiied 

GRICn,R   H         Region    1.     I'M  lado  1  ph  la,     Office    of    the    Director 
00/04/03         Ip 

BOOfl230SO»  Faryards    IF   Rullotin    77-03A,     "Long  1 tgd inal    Weld    Defscta    in 
ASME   3A-:)i?,Type    304   Stflinless    Sloel    Pipe    "    Action    reijuirad 
CRiER.n  H       llegiun    1,    Philadelphia,    Office    of    the   Dtrnctor 
00/04/04        ip 

80041B02'a4  Forwards    IF   Bulletin    90-09,     "Ciam   of    Containment   Liner 
Penetration  Wolds    "   Written   response   i  equired 
GRICR.I)   11        Region    1,     Philadelphia,     Office    of     ttie    Director 
BO/O'l/07         Ip 


DOCKETED  ITEMS 


DOCKET    50-445    CQMANCHE   PEAK    STE/,11    ELECTRIC    STA    -UNIT    1 

A      Application/construction    stage    documents    if    correspondence 

BQ04040031    Advises    of     issuance    of    NUREG-O59B,     "Interim   Staff    Position 
an    Environ    Qualification    at    Sa  fetrj-Re  la  ted    Electrical 
Equipment'"    providing    guidance     re    methods     for    compliance 
ROSS.D   F         Division    of    Pi ojecl    Management         HO/02/Q5         7PP 

8004040017    Submits    add!     guidance     to    NUiitQ-OSSa.      "Interim    Staff    Position 
on    Environ    Qualification    of    Safe  Cij  -Re  la  ted    Electrical 
Equipment    "    Requests    review    or    equipment    nuol i f I  cation 
documentation    to    identify    degree    c-f    compliance 
ROSS,I>   F         Division    of    Project    Hanagomfnt          30/02/21          3pp 

S0042300S8   Requests     info    re    aunliary    feeduater     sys    per    Bulletins    1 
Orders    Task    Force    ravleui    of    TMI-3    accident     Info    should    he 
provided    as    amend     to    application    Submittal     schedule    should 
include    NHC    approval    prior     to    issuance    of    OL    W/encl 
ROSBi D   F         Division    of    Project    Manarjeme nt          BO/03/10         53p p 

BOO4150OO1    Notifies    that     IE    Insp    Rep ta    50-455/0O-O4, DO-446/aO-04i 
30-445/9O-05    k    50~44i/80-O5    contain    no    proprietary     Info 
QARV.R    J         Teias    Utilities    Generating    Co         BO/03/35         Ip 

8004390521    Forwards    addl    electrical*  instrumentation  &    control    drawing 3 
to    assist     in    facility    review    List    of    drawing    submittals    tf 
revision    status    enc  1 
OARV.R    J         Te.aa    Utilities    Generating    Co         90/04/IB          19pp 

B004390634    Forwards    addl    e  1  ec ti  I cal •  instt  umen tat  ion   b    control    drawings 
to   assist    In    facility    review  List    of    drawings    !•    revision 
status    end    Drawing    available    in    Cential    Files    only 
GARYiR    J         Teias    Utilities    Generating    Co         00/04/22         32pp 

B0043Q0526   Forwards    add]    el  ec  tr  i  ca  ) ,  >  nstromentat  i  on   (/    conti  ol    drawings 
to   assist    in    facility    revieui  List    of    drawings    t<   revision 
status    oncl 
CARV-R    J         Teias    Utilities    Oenerating    Co         SO/04/22         2pp 

F      Security,     medical,     emergency    *    fire    protection   plana 

8001080077  Advises    that    submittal    date    for    evacuation    time    estimates, 
requested    by   NliC    771226    Itr.has    been    postponed    pending    QAD 
clearance    undnr   Federal    Repts   Act 
CRIMES, fl    K         Emergency    Preparedness    Task     Force         BO/DG/11          4pp 


Q001030026   Memoiandum    or     imisr  stand  IIIQ    Hetueen    NRC    '    FEMrt    re    prompt 
improvement     in    rad  10  1  og  i  c  31    eoieigenty    olanmng    ' 
prepared  ji  ess.  distribution    a  -    !f '  ar  d    notification 

GOSSICK.L    V        Office    of     the    FfPCutif    Pncctor    foi     Operations 
BO/04/02         34pp 

GO0421Q42'!    Rept    re    positinn    on    aduii  ss  i  ti  I  1 1 1  ij    of    I  n  terv  enar  s  'con  ten  1 1  or 
pel     ASLB    B00319    01  cfer     scheduling    Bi*04,3l'    (.rehearing 
conference    Notices    of    Srt    Tr  ebij    '/    5E    Turi    appeaianCE. 

ROTHSCHILD.  M   M    ,     TUF1K:1,    C         H-anng    Rranch     I         BO/04/1O          lOlpp 

BOO425O34B   Confirms    SOO4O9    telcon    re    Tf    Association    of    Community 
Drgani  tat  ions    lor    Reform   Now    position    re    UfiC    '•    aflplicant 
proposed    stipulation,    cohering     intervene     contentions 
NRC    position    will     address    contention!    ao    negotiated 
ROTHSCHILD.  I,   U         Hearing    Branch     1         SO'0'1/10         Ip 

80042404^1    Motion    foi     approval     of    OOO'HO    t  r  i  pu  1  at  ion    eieciited    by    HRC. 
applicants    tj   Citiiens     for    Fail     Util    (iepi-e^entation,  re 
intervenoi     cpritentions    Farli^s'    positions    aic    stdterf    in 
0004LO    repts    filed    pei     rtb!LB    000119    order 
ROTHSCHILD,  (I   U         Heating    Branch     1          QU/0.1/.22         2pp 


euiorcfing    Citliens     for   Ta  i  r    Utiia 
lupp 1 Bmen^^    intervenor 
cue    *•    suppls    Stipulated 


— 0004240424  Stipulation  icnumbering  I 
Regulation  contentions  Supersedes  ' 
790507,0529  '.  1O3!  motions  to  intc' 

FOUKE.  F(    L         Citliens     for    Foil     Utility    Regulation         ROTHSCHILD,  M    U 
Hearing    Branch     1          RtVrJOl  DS.  M   S         Tcias    UtiliCits    GeneTatirig    Co 
BO/O4/IO         llpp 

—  0004240'133   Response    stating    no    objection    to    Cititen*   Association    for 
Sound    Energy    BOO'l  1 1     request    ror    eitension    until    900411     to 
file    motion    for    consideration    o^    Contention    B   *     to    file 
position    DTI    contentions    Cerl  i  r  i  c  a*-E    of    Svc    encl 
ROTHSCHILD. M   U         Hearing    Branch     1         60/04/22         2pp 


H      General    correapondc-nc 


S00'1240'ja9    Foruards    BOOa;1 1     1  tr    from    TX    Senator    R    Clouior 
constituent    h  1J   McNutt    Requests    pertinent    info    to    £nsut 
constituent    fears    of     cancer    Fi  om    low    le*«l     radiation 
e  ipasure 
DEIJTSEN.  L         Senate         SO/O3/05         3pp 


Utility    Final    Safety    Analysis    Heport    rFE,AR>    t,    amends 


ii/enc  I     1  tr    f  ron 


S004090053   Notification    of    postponement    of    000326   meeting    ui/util     In 
DethBEdaiMD    to    discuss    fire    protection    criteria    for    reviow 
of    facility    fleeting    will     be    rescheduled 
DUnWELL.B   B        Light    Water   lieflctors    Branch   2        60/03/14        4pp 


0      Adjudicatory    correspondence 


6004040088   Response    in    apposition    to    CitiienE    for    Fair    Util    Regulation 
BOoaf?  request    for   order    requiring    NHC    to    ptovlde    documents 
re    change    of    position   &   for    postponement    of    prehoarlng 
Rationale    of    position    und iscnverab 1 e    N/C ertl f icato    of    Svc 
REYNOLDS, N   3        Tunas    Utilities    Generating    Co        REYNDLDS.iN  8 
DebovoUe   *•  Liberman        SO/03/04        5pp 

B0040Q0221    ReBponso    In   opposition    to   Citliens    Association    for    Sound 
Energy   800225   request    for    order    compelling    production    of 
documents    fr    for    postponement    of    preljearlng    conference 
Certificate    of   Svc    end 

REVNOLDB.N   B        Toiaa   Utilities   Generating    Co        REYNOLDS,  N  S 
Debevoise   &  Llberman        80/03/04         Spp 

B00403O736  Foruiards   NRC    statempnt    al    position    on    admiss  ib  1 1  i  trj    of    TX 
Association    of   Community    Organisation*    (or   Reform  Nou 
contentions' re   parties    QO0319   conference    call    OM  Oay   will    be 
contacted    on   B00404    re    applicant    &  NSC    stipulatl  on  a 
ROTHSCHILD,  M  U        Hearing    Branch    1         GO/03/27         Ip 

Q001090013  Forwards    statement    reflecting    NSC   views    on  admlss tb i I i t"    of 
Citliens    for    Fair    Util    fie-gulatiori    contentions    per    900317 
telcon   NRC   will    contact    Intervenor    on   B0040S   re    compliance 
u/ASLB   9.00319  order   W/o    eticl 
ROTHSCHILD,  M   U        Hearing    Branch    1          SO/Q3/2S          3pp 

B00407001B  Fariuards    statement   reflecting    NIC   views    on   admissib  i  1 1  ty    of 
Citliens   Association    for    Sound   Energy    contentions    per    BOO319 
telcon  NRC   will    contact    Intet-venar    an   8004O4    r«    compllanco 
y/ABLO   900319  order   W/o   end 
HOTHCHILD,  M  U       Hearing    Branch    I         60/03/20        2pp 


9004160239   Forwards    Amend     10    to    FE.AP    Affidavit    end 

onAV.rt    J         Teiae    UtilitJes    Oenei'ating    Co         00/03/31         Spp 


—  B004160?43   Amend     10    to    PS 
«      Te*as    Utilities    Oener 


Gveisne    diamings    end 
ting    Co         BO/03/31          IflOOpp 


QOOfl2aO'l26   Forwatds    affidavit    of     s\c     for    FSAR    Amend     10 

C/sRY.rt    J         Teias    Utilities    Generating    Co         SO/04/14         3pp 


M      Antitrust    correspondenci 


8004050^03  Response    to    Central    h   South    West   Corp    et   a)    second    request 
for    production   of    documents    fit  a  99    Sys    Inc    workpap^ri 
available    for    insp    >t    copying    Documents    re    transactions 
already    produced   Certificate    01-    Svc    and 

COPELAND.  J   G         Houston    lighting    >•    Powei     Co         CDPELAND,  J   0         Baker    & 
Botts         90/03/23         6pp 

9004040072   Notice    of    appeal  jnce    in    prnteerting    Certificate    of    Svc     encl 
,  R         Justice,  Kept    of         80/02/E5         .|pp 


600-1110030   IHscussBE    addil     tequest    for    documents    located    In    Chalker 
personal    files    Request     is     untimely    tj    def  ic  1  ent,  f  ai  1  Ing    to 
specify   relevancy    to    proceeding    No    obligation    to   respond    to 
request    by    900227i  per    Commission   Rules    of   Ptactice 
STAHL,  D   '1         I  sham,     Lincoln   b    Heale         80/03/25         2pp 

B001020M9   Fotwards    DO^   l>   KRC    BOOSTS    joint    motion    for    mod    at    ftSLB    order 
re    settlement    discussions    &   tor    issuance   of    order    to  compel 
production    of    certain     documentSi    '.     testimony    Proposer!    order 
encl 

CVPHERT.S    fl         Justice,  Dept    of         CHANAN1A,  F    D         Antitrust    Division 
90/02/28         4pp 

—  8O040201M   Joint   motion    for   mod    of   ASLB   790<H6   order    re    protection    of 
Settlement    discussions    %    fat      issuance    of    older    to    compel 
production    of    documents     !•    testimony    from   Houston    Lighting    t 
Power  i   TX   Utils    W/Cert  ificate    of    Svc 

CYPDERT.S  B    ,    DOPSCIViC.O   A        Justice.  Depl    of        CHANAN1A.F  D 
Antitrust    Division          6O/02/EB         120pp 
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-6<I04O?Cil  75   Oral     deposition    of    El1  Scsrth    te     certification    of    questions 
Po    a- 8 

*      Mtomie    tafetu    anS    Licensing  Board    Panel          SCAflTH,E    0 

Affiliation    UnHicun         Gil/ OS;  22  9pp 


-HOG4020131     Hoti 
p  roduc  t i on    or 


i.jel     T*    Ulils    Cos    lo    supplement    Apr    I-   Jul     1979 


r    dGcur^nts    Urges    pertoinianct    of    current    neu 
ohligations     by    £)Ou^O&   U,''~  ei  t  ]  '  i  c  ate    of    5\c    '-    proposed    order 
CYFHEOT.S    El         LUQDt.N         Just  ire,  Dep  t    of          80/02/23         7pp 


I  VO    Hotion    to    compel     Hnuiton    LiQKting    ti    PouJer     to    supplement 
790111     V    O-l?7    answer  a    to    731 1?2    in  t  sr  roga  1 01  ies   Urges 
fulfillment     of    cuirent    obligations    arising    from    development 
of    neu     info    Certificate    of    Sjc    '     proposed     order    encl 
CYPHERT.S    B    ,     LU3UE.N         Justice,  Dept     of         BO/O2/3B         7pp 

— 900402Q19B    Joint    application,    for    issuance    of    subpoena   directed     to    ED 
Scarth     of    TX    Hills    Geiieiating    Co    ',    DF    Simmons,    of    Houston 
Lighting    ^    Poiuer    Requests    ettension    until    BOO4QS    to    depose 
DE   Siirmons    Hraft    subpoenas    }     Certificate    of    Svc    encl 
CYPHEHT.S    D    ,     DQPSDvir.D   A         Justice.  Dept    of          DLUME.  M         Antitru-st 
Division          60702/38          'PP 

QOCKlQaOO^B    Notion    for    protective    ordei     re    disclosure    of    Diamond 
Shamrock     Corp    d  ocument  s ,  tr.    response     to    ASLB    BOQ'llB    subpoena 
ducet    lecum   Docurnfnis     in    question    are    subj    of    contractual 
obligation*   Ceitificate    of    3  «    V  proposed    order    enc! 
CYPHFRT.S    B         Justice.  Dept    of          60/02/2?         lOpp 

FJ001OB0174   Notifies    of    c-hange    of    address    for    counsel    of    South    If 
Electric    Ct-operat  I  ve.  Inc    '.-    Medina    Electric    Cooperative,  Inc, 
effective    900330 
JOHN,  D   F          Akin,     Sump,     Wauar    '     Fell)         60/Q3/04          lp 

BO041O049B    Discover^     rep  t    for    Feb     I98O   Southwest    TX    Electrical 
Cooperative,  Inc    I,    Medina   Electric    Cooperat ive. Jnc    neither 
initiated    "or    leceived    ^'iy    discovery    requests    Certificate     of 
Sv  c    enc] 
JOHN,  &   F         Akin,     Gump,     Hauer    I.    Feld         BO/03/01          4pp 

G00411O57<)    Confuros    30Q3?1!    I'elcon    re    DOJ    subpoena    of    documents    from 
Gulf    State*    Utils    Subpoena    covers    certain   areas    also    covered 
in    Brciiinsvn  1  1  e    Public    Ntils    subpoena    Util    documents 
uiill    be    available    to    all     parties 
fiADEfi.lt    M         Cc-iine',     Moore    '     Corber         60/03/04         2pp 

SO 0*0805 5 9    Requests    pie-trial     conttrence    to    clarify    procedural    matters 
r&    AEt-D    791214    order,  Filing     testimony    summaries    t 
designation    of     trial     eihifcits 

•CYPHEFJT.S    B         Justice,  Uepl    of         CHANANIA.F    D         Antitrust    Division 
RITTS.F    H         Teias-Louisiana    Electric    Cooptra  t  ive,  Inc         BO/O3/05 


a004O9O304    Dlseuvery    rept    tor    Feb     1?80    [)epo,ied    U    Taylor,  M   Hebb,  DE 
Si^nmona     ^    EL     Uatsori   Participated     in    depositions    noticed    by 
TK~Lrt   Electric     Cooperative    t    Citu    of    ilrounsvi  1  1  e.  TX    Reviewed 
Diamond    S-h-aniracti    docum-ents    Filed    appEic^tlon    for    subpoenas 
CYPHERT.5    B    ,     PAfmENTEFt,  F    H         JuB  1  1  c  e,  t)«p  t    o*         30/03/05         3pp 

S0040I?O3a7    Discoveru    reft     for    fell     J98O   Participated     in    A   eeroer.M   Hebd, 
E   3inmoiis,V   fiobei  tson    >i    GW    Deams    depositions    Attended 
J   Turk,     b    S   Phillips    depositions    Filed    motion    for    add]    time 
to    respond     to    TX    Uti]-i     interrogatories    U/Certi  f  1  cute    oF    Svc 
CARNEV,  J    ft         Central    1    Southwest    Corp         CAHHEV.J    A         Isham,     Lincoln    6 
Qeale         SO/03/05         7pp 

BO04110056   Response    to    Houston    I  ignting    I   PDurr    600319   motion    to    compel 
interroga  tori|    arsweps    by    DOJ   re    C    Stovn-    proposed     erpert 
te«timor,i;   flUJ  hat    no  adiJl    info    to    provide    eicept    for    facts 
stated    in    this    Ftspotise    tJ'Stovpr     Itr     tr    Certificate    of    Svc 
CYPHEFtT,  S    I!         JLJI  1  1  c  p,  Dept    of         90/03/05         flpp 

300^030344  Comme-nts    bij    Public    Utils    Board    of  City    of   flpownsvi  1  le.  TX    on 
NRC   4    DOJ   iHotlon    fen     mod    of    AELB    orrfei     re    protection    of 
settlement    discussions    >*    roi     order    to    compel    -document!   t, 
teitimonij    Urges    clarification    of    scope   H/Cert  i  f  1  cate    of   Svc 
POIRIEH.M   R         Teias.     GtatC    of         BO/03/OA         18pp 

B0040B0273  Response    in    oppotition    to    DdJ  i    NHC    joint    motion    For  mod    of 
ASLB   order    re    settlement   distussions    t   fur    order    to  compsJ 
product  Ian    of    dc-curneiits    NBgollatlons     for     BBttlemene    purpoict 
are   pr-ot-ecCed    from  dlscoveru    per    case    Ian   &   per    rule? 
SOUKWOJ-ir,  J  A        Houston   Lighting   i  Fc-mer   Co        »      Baker   *  Dotts        * 
Loyens  tein.  Nsuman.Rei  j,  Arslrad    t    Toll          NRC         BO/Q3/O6         15pp 


Response    seeking    ditmisial    of    DuJ  800238  motion    to   compel 
supplcnentation   of    interrogatories,  as   moot   Answer*   WITH 
served    one    day    pi  lor    to   this    notion    Addl    luppl    mill    be    filed 
if    further   responses    are   appropriate  W/Certif  i  cat*    of   Svc 
FRANKLIN,  W  J        Houston    Lighting    d   Power   Co        »      Baler   ti  Dotts        * 
Louensteir>,Neuman,  Relji  Aieirad    ',   Toll        SO/  03/0  6        6pp 


eOQ40H03tO   Response     m    opposition    lo    l)OJ    t    NRC    joint    motion    for    mad    of 
ASLD    order    re    settlement    discussions   ''    *or    order    to    compel 
production    of    documents    MRC    policy     tavonng    settlement     is 
designed    to   protect    sources     involved    U/Certi f  icate    of    Bvc 
•      Central     ',    Southuiest    Corp         *       Isham,     Lincoln    '•   floale         BO/03/06 
llpp 

B0040aOi>3B   Response     in    opposition    DOJ   I   NRC    BQ022B    joint    motion    for    mod 
or    flSLQ    order    ic    settlement    discussions    b    for    order     to 
compel     production    of    documents    Negotiations    must    be 
protected    per   Rule    of    Fvitfence    40S    W/Certi  f  icste    of    9vc 

AHEARU,  C    D         Teias    Utilities   Oenerating    Co         AHEARN,  C    D         Deoavolae    (. 
Liberman         80/O3/O6         30pp 

8O04O9018S   Notice    of    appeararice    on    behalf    of    Public    Utlla    Board    of    City 
of    Hrounsv i 1 Ic.  TX,   in    consolidated     discovery    Certificate    of 
Svc    encl 

SPIEGEL, G         Teias,     State    of         SPIEGEL, G         Spiegel    t   McDlarmid 
SO/03/O6         ipp 

8004090-lS'l   Discovery    rept    by    Public    UtlU    Board    of    City    of    Drnuinsvll  1  e. 
TX.  for    Feb     19HO   deposed    M   liorchelt    ot    Central    Pouer    It   Light 
Participated    in    R    Edelstein    deposition   Received    documents 
from   Central    t>    South    West    Corp    Certificate    of    Bvc    encl 
PQlRien,M   R         Teias,     State    of         PQ1R1ER.H   H         Spiegel    S-    McDiarmid 
BQ/D3/O6        6pp 

B004I0021S    Notifies    that    DOJ    received    Houston    Lighting    fc   Power    Co 
supplsmental    answers    to  Central    Pouer   '/   light   Co    first 
iriterrog  atoi  ie&   u/o    apps    Requests    Attachment    A    to   Houston 
Power    S     Light    Co    second    set    of    addl    ansiuei  B    to   IJRC 
CYPHEFtT.  S   D         Just  ice,  Dep  t    of         80/03/06         lp 

B0041OO'133    Notice    of    appearance    of    0    Bpiegel    on    behalf    of    Public    Utils 
Commission    of    Brounsvi I le , TX    Certificate    of    Svc    encl 
SPIEGEL, C         Brownsville,  TX         SPIEGEL,G         Spiegel    t,   McDiarmid 
BO/03/06         fepp 

8O04100S3S    Discoverg    ropt    for    Jan    t,   Feb,  19BO,  C  i  ti)    of    Austin    has    neither 
initialed    nor    received    any    discovery    requests 
BALOUGH,  n    C         Austin,     TX         00/03/O7         Sp  p 

fl0040B004fl    Response    by    Public    Utils    Hoard    of    City    of    Uroumsv!  1 1  e,  TX, 
in   opposition    to  Central    t,  aouthuiest   Corp   B00222  motion 
for    protective    older, re    second    sot    of    In terrogatopi et    & 
production   of    documents    U/Certi  f  i  ca  te   of   Eve   t-   B00307    Itr 
POIRICR.M  R        Te.as,    State    of        P01R1FR.  M  R        Spieoel    (.   McDiarmid 
60/03/10         12pp 

S004100514   Forwards   notice   of    taking    of   deposition   of   D  Springs 
•WEARU,  C    D         Debevoise    ',   Liberman         BO/O3/IO         lp 

— B004100525   Notice    of    Calling    of    deposition    of    D   Spring*    on    000313-14 
In   Atlanta,  OA   Deponent    uiill     be    eicmiried    on    matters    re    dulk 
poiuor    supply   &    transmission   '-    uheeling    svcs    in   TX 
Certificate    of    Svc    end 

AHEArW,  C   D        Toias   Utilities   Generating   Co        AHEAFW,  C   D        Pebevoise 
t   Lloerman        BO/O3/1O        5pp 

S0041101it7    Notifies    that   W  Scott    deposition   schodulod    for   Mar    is 
cancelled    Cancel  lot  Ion   based    on   DOJ   representation   that 
ScotC   mould   be   called    as    eipert   uithness 
I3ALDHIW.  J  M        naipr    >,   Hotts        80/03/10        5pp 

8004080018   Updated   response    to    fust    set   of    interrogatories    ti   document 
requests    Includes    info    TC    mi tnesset.  compoti ti ve   utilir 
product   ti    geographic    market  *    petitions    fco    intervene   Prof 
lual  if  (cations    of   D/i  Spi  ings    ',   Certificate   of   Svc    encl 
BURCHETTF.U  H        Teias-Loui si  ana   Electric    Cooperat ive, Inc 
BURCHETrE.WH         Nortbcutt    Fly         30/03/11         29pp 

H004090IA1!   Second    supplemental    response    to    first    set   of    interrogatories 
i-  document   requests    Includes    info    re   projected    laadii 
capacity    tt  reserves    as    of   800215 

SLICKER,  F    K         Teias    Utilities    Co         SLICKER, F   K         Wortham,     Fongthe    b 
Bampels         60/0? /1 1        5pp 

9004090175  Supplemental    response    to    thud    set   of    interragatorigs   !• 
document    requests  Bupplementa]    answer    to    Interrojatorg    18 
enc]    fj/o    encl 

SLICKEfli  F   K        Teuas   Utilities   Co        SLICKER, F  K        Uorshflm.    Forsythe   fc 
Sampeli         GO/03/ Ii        3pp 

BOO-10901BO   Supplefnentnl    response    to    first    set   of    interrooatori BI   t- 
document    requests    Includes    info   re   monthly    fuel    cost 
adjustments    for     1979 

SLICKER, P   K        Teias    Utilities   Co        SLICKER, F  K        Morsham,    Forsythe   ti 
Sampels         30/03/11         4pp 
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8O041000B4   Forwards    DOJ    subpoena    requiring    D£   Simnoris.  uti  1    vice 
president,  to    testify    9OO>33l-Q4O2   Confirms    that    Simmons    uill 
be   available    for    deposition    an    900404-09    instead    of    dates 
lilted    In    subpoena    W/o    enc) 
CYPHEHT.S    0         Justica.Depfc    of         80/03/11  Ip 

80011100221    Fourth     supplemental     response    lo     fust    set    of    interrogatori 
>j   document   requests    Includes    info    re    cities    i   utils   uihtch 
have    Biplorod    pouer    alternatives    offered     by     TX    Utils    Co 
SLICKER. F   K         Teias    Utilities    Co         SLICKER, F   K         Uorsham,     Forsythe 
Sampels        GO/03/11         3pp 


01     feb     1  f  EiO   Participated    in    Amman:  <  Beams, 
oJigfi    depositions     Inspected    DOJ 
sed    Cential    ',    Soutnueit   motion    for 


8G040802'17  Discover.,  r 
Oorche!  t.  Campbe)  1,  >' 
documents  Received  ', 
add!  timt  to  reply  •'O  intcirog 
flHEARN.C  1)  Tsias  Utilltitf-  C 
80/0.1/17  *Jpp 


B004O90101    Submits    TX    Utils    Oent  ra  t  i  ng    Co    response    to    ASLIi    800307 
request    re    vieus    on    consolidation    of    proceedings    for 
hearing    purposes    Ui  ges    complete    consolidation 
KNDTTS.J    Q         Debevoisc    1    Lib»rman         BO'03/17         4pp 


8004030358   Response    In    opposition    to    schedule     proposed     by    NRC    For    reply 
to  motion    to    quash    BOO22I    subpoena    directed    to  R   Frame   Merit 
of    NRC    argument    will    be    better    evaluated     after    Lerner 
deposition    Suggests    8003?!     For    reply    U/Cort  1  F  icate    of    Svc 
KNDTTS.J  B        Teias    Utilities    Generating    Co        80/03/ia        Spp 

6004020113  Forwards    Houston  Lighting    &  Pouier   800313    petition   fur 
directed    certification   of   ASf-B   BOO307    ordei     re   confidential 
documents    of    settlement    negotiations 

BOUKNIQHT,  J   A         Louens  te  i  n,  NOLJman,  Reis,  Atelr-ad    !<    Toll          80/O3/13 
2pp 

— SO04020119  Petition    for    directed    cert  I fi cat i on. interim   stay    &   review    of 
ASLD   800307   order   requiring    Houston    Lighting   !<  Power    to 
produce    settlement    negotiations    documents    Urges    reversal    of 
ruling    W/eieerpts    of    BOQ307    prehearing    transcript 
DQUKNIOHTiJ  A   ,     GREEN,  0  0        Houston   Lighting   b  Pouier   Co 
DaUKNIGHT,  J  A        Louanstein.NeLwm,  Reis,  Aiclrad   &    Toll         80/03/13 
19pp 

— 8004020132  Order   re   NRC   79O323   motion    to    compel    further   ansiuars    to 
Houston   Lighting    &  Power    first    interrogatories   Directs    util 
to    Furnish    list    of    privileged    documents    Orders   responses    to 
majority    oF    questions    W/eicerpts    of    790601     prahearing 
MILLER. M  E        Atomic    Safety    and   Licensing    Board    Panal         79/04/lt 
Spp 

Q004000022  Forwards    PQJ    thii-d    supp 1 amenta!    response    to   Houston   Lighting 
t  PoiuBr   Co    First    sat    of    interrogatories    Documents    responsive 
to   util    79020-1    second    set    at    Interrogatories    end    Documents 
re    second    Interrogatories    not   eincl 
CYPHERT,S    D         Justice,  Dept    oP         SO/03/13         Ip 

— 8004080033  Third    supplemental    response    to    first   set    of    interrogatories 
(,   document    requests    Includes    info   re    GT   Taylor    testimony    re 
four   relevant   product    market*    in    proceedings 
CVPHERT.SQ        Justice, Dept   of        SO/0.3/13        30pp 

800 4 QQ 00 73  Application    for    issuance    of    subpoena    directed    Co   FG  Arey    of 
Hibster   Engineering    Corp, to   bo    deposed    b    to    produce 
documents    re    Interconnections   1    i  ntei-connec  cad    tys    Draft 
subpoena   t  Certificate    of   Svc    encl 

GREEN, D  0        Hou*ton  Lighting    t  Power   Co        *      Baker   ft    Dotts        * 
LouBnstein.Neuman.Reis,  rtiolrad    &   Toll         80/03/13        13pp 

0004090439  Ack    receipt   oF    &  accepts    Q00313    ! tr    In    lieu    of    interrogatory 
aniuier    per   800307   ^rehearing    ruling    Ltr    does    not    solve 
Houston  Lighting   (t   power    problems    re   C   Stover    deposition  DOJ 
B003U    !•    12    Hrs   t.   Certificate    of   Svc    encl 
GREEN,  D  0        LouensUin.Neumian.Relsr  A.elrad    ti   Toll        60/O3/13        [Opp. 

8004100343  Response    to    third    set    of    Interrogatories    Includes    info 
re   ilectrlc    pouier  &    energy    delivered    to    various    utils    during 
Dec    1979  Certificate    of    Svc    encl 
*      Taxas   Electric    Service   Co        80/03/13         lipp 

B0040B0370  Discovery    rept    for   Feb    1980   Deposed   J   Ullson,GC  Campbell    fc 
V  Robertson,   «t   al    Attended   DQJ  (•   NRC    depositions   Served 
800201    first    set   of    intervoflator ies    to   NRC   Becoived    addl 
responses    to    interrogator i o»    Certificate    of    Svc    incl 
FRANKLIN,  W  J        Houston   Lighting   »   Power   Co         *      Daker-  &   Bottt        * 
LodJSnitein,  N«iuman.  Rein,  Aielpad   ft    Toll        BO/O3/14        7pp 

8004040078  Comment*    by   Public    Utils    Board    of   City    of   Brounsvi 1 le.  TX. 
stating    no    position    re    consolidation    For    trial    advised    bu, 
ASLB    during    800307  prehearlng    If    consolidation    ordered, right 
of    crois-e>flmin«tlon   must   bo   preserved   H/Curtificate    of    svc 
POIRIER.M  R    ,    POIRIER.M  R        Teuai,    State    of        80/03/17        7pp 

8004080(93  Statemant    in   apposition    to    consaJ idatl on   of    proceedings    for 
hearing    purposes,  per    ASLB  800307    preheartng    conferinc* 
request    I»su«s   not    identical    fc  evidence    in   South    TX   Project 
may    not    be   related    to   Commanche   Peak    H/Certlf icate   of    Svc 
STAHL.D  M        Central    fc  8ou<thuieit   Corp         8TAHL.D   M        Isham,     Lincoln   Jt 
Bealg        BO/03/17        9pp 


BOO'10B0663   Order    confirming    results    oF   300307    oral    argument   fJf!C    t-    DDJ 


conc 


protection    of 


joint    mot  lord 

engage     in    further    discovery     le    documents    included    in   motion 
GLrtSER.M   L         Atomic    Satfty    and    Licensing    Hoard    Panel  80/03/17 

2pp 

8-004210437    Notice    of    dppe.irante     in    pioceeding    Certificate    of    Svc    encl 
CLA21ER.K    H        Just  ice.  Di'pt    01-         BO/03/f         4pp 


3004090-127    Discovery    iept    fur     Jan-Fob     1WO   Participated     in    M   Oiymu 
deposition   No    discovery    lequesti     initiated    Cert  I F lea te    oF 
Svc    end 

BURCHETTE.WH         Teias-Loui  si  ana    Elect'ic    Cooperative,  Inc 
DUFICHETTE.  W   H         NorthcuU    Cly         BO/03/19         3pp 

8004010517   Ortfer    denying    NRC    S003M     motion    to    quash    subpoena    of   R 
Frame    TX    Utils    Generating    Co    entitled    to    test    IJD   Lerner 
credibility    &<j    questioning    UOT  V    '     documents    prepared    bij 
Frame    for    Lei  ner    roviem 
WDLFE,S    J         Atomic    Safety    and    Licensing    Board    Panel         00/03/30         2pp 

8004030347   Response    in    apposition    to    T*   Utils    Geno-rating    Co.  Houston 
Lighting    &  Paver   Co   '/    South   Hest    Carp   B00313   petitions    for 
directed    certification    of    crdei     compelling    production    of 
documents    Neuls    article    '    Certificate    of    Svc    encl 
CHANANIA.F    D   .     DLUME,  rT   n    .     HODCnClIJ,  A   P         Antitrust    Division 
80/03/30        21pp 

8004100177    Memorandum    in    opposition    to    petitions    For    directed 
cortification    filed    by    TX    Utils    Geneiating    Co,  Houston 
Lighting    t,    Potuer    Co    (.    Central    >•    SoutJi    West    Corp    et    al.re 
rtSLD    600307   order   Certificate    oF    Svc    encl 

CVPHEflT,  S    B    i     UnPSOVlC/i)   A    ,     GLAZIER,  K   M         Justice,  Dept     of 
aO/03/20         2ipp 

8O04100534    Response    to    DOJ    first    set    of    interrogatories     Includes    inpo 
re    TX    electric    c ooperat i uei    fc    uholessle    suppliers 
CartlficaCe    Df   Svc    encl 
*      Teias    Electric    Service    Co         BQ/O3/BQ         Slpp 

B0040IOB6?   Clarifies   NRC    updated  response    to    Houston   Lighting    t    Pouier 

first    set    of    interrogate!  ies    1  i  equesi    for   production    of 
documents 

GLUME, M   B         Antitrust    Division  80/03/21         Spp 

Fj0040401£H    Motion    to    quash    subpoena    directed    to    OU   Gtagg    upon    DOJ   !/ 
NRC    joint    request   Absent    evidentiary    icllauce    upon    Stagg 
Sy»,  Inc    luopfci  nontesti  f  v  '  ng    outside    consultants    are    not    sufcj 
to    discovery    processi per    established    rule 
FRANKLIN.  W  J       Houston    Lighting    !.  POUICI    Co        80/03/21         4pp 

— BO0404019H  Adviapt    that   HouabOTi   Lighting    ',   Pouier   does   not    Intend    to 
rely    on  Stagg   Sys, Inc    studies    as    part    of    defense    In 
proceeding    NRC    i,   CentTa]    «.    Bouthuesl    Corp    contensions    i*e 
Stags    studv   based    on   rntacorK  ep  ti  on   W/Cert  i  f  I  cate   of   Svc 
OREEW.  D    C         Louenstein.  Neuniiin,  Re  i  s,  Aiclrad    tt    Tall         QO/O3/21         7pp 

8004160111    Responds    to   NHC    t,    Cential    'j    South    (Jest    Coi  p    comjrvents    re 
consolidation   Severance    arguments    based   on    belief    that    util 
mill    rely    on    study    by    Stagg    Si/s,  Inc    at    part    oF    defense    Util 
will    not    rely    on   Stagg    study    Certificate    of    Svc.    encl 
GREEN,  D  G        Louiensteln.  Neuman,  Rel  «,  Aie  ]  rad    K    Toll        SO/03/21        6pp 

3004030360  Response    by   Ptiblic    Utiie    Board    of   City    of   Groiunsvl  1  le,  TX    in 
opposition    to  noneonsol i rfation    of    proceeding    suggested    by 
NflC  ^   Central    S.  South    Wret  Corp    In    event   oF    separation. 
South    TX   case   should   OB    heard    first   Certificate   of   Svc    eric  1 
BPIEOEtpO        Teias,    State   of        BO/03/S4        9pp 

8004290049  Response    in   opposition    to   Public   Utlls    Board    of    City    of 
Drounsvil lei TX  600317   comments    requesting   admittance  as 
party    In   consolidated    pi oceedinj   Statement    of    interest 
untimely   i-   vague   Certificate   of   Svc    encl 

AHEARNiC    D         Teias    Utilities    Generating    CD         AHEARN, C    0         Debevnlse 
Llberman        80/03/39        7pp 
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S004LQ0271    tint  ion 


-jt    documents    by    Southwest    TX 


ents    bij    Midwest   Electric 


GREEM,  I)    C 
Louenst.e  m 


0004080420    Application    nr 
UtilB    Co    re    settlf-nenl    rt 
response    to     flQVfl    '.    BG'i 
ertert    allowed    b^    AfcLAB 
BUJIIE.KB         Antitrust    PI 


,,ubpoena    directed    to    Gulf   States 


ri  t  ,    Document*    not    p 
ub^ppnai    Urges    prod 

TI          BQ/Q~l/37         2f( 


oduced    in 
tion    to 


—  S0040S04r4    Subpoena    4n  cited     to.    Gulf    btates    Utils    Co    requesting 

settlement    docump'its,Toi      map     '-*    *.np^ingjin   tJashingtaniDC 

on    6004O2    Subpoena    ro.°iy    UP     juasfie<t    or    modified    upon    request 

Certificate    of    Svc     end 

IHLL£ft.rl   t         Atonic    5-atotu    dad    Licensing    Hoard    Panel         BO/03/27 

fapp 

a004090)2i   Order    denying    Hoj;tcri    Lighting    *     Pouor    900321    motion    to 
quash     subpoena    duet  ted     tf    (M   Stagg    upon    DQJ   request    Prior 
rulings,  re    rontest  i  f  u  tug     o'jl'iO?    :  DTISU!  lants.  d-o    not    apply     in 
this    proceeding    due    to   lele/ancif    of    Stagfl    studies 
UQLFE.S    J         Atomic    ?>*fei,Hj     and    Licensing    Doai-d    Panel         30/03/27        3pp 

aOQ42103Bi>   Forwards    Hojalor,    Lighting     !.    Pome*     800327   motions    to    compel 
production    of    docuin&tit  i    fry    NRC     sipart    nil  ttiessei    RH   Hartley    d 
NC    Lerner-    Requests    H0031  1     con-ference    tall    prior    to    scheduled 
depos  i  t  i  nns 
FRANKLIN.  W    J         Louetntujr  ,  Newman:  Re  Is  ,  Afe  Ir-ad    fc   Toll         SO/O3/27         lp 

—  8O0421O3.93   Motion    to    compel     testimonial    questions    ansuared    by    f)BC 

erpert    witness    RH    Hartley    Di-scoverab  1  1  i  ty    of    questions 
established    on    Page*    421-433    of    preh  ear  in-}    conference 
transci  Ipt    re    flSLB    900625    ordflr 

FRANKLIN,  H    J         Houston   Lighting    1    Power    Co         FRANKLIN,  W   J 
Lowenitein.Neuman.Reis.  Aielrad    t,    Toll          »      DaJter   &   Bolts 
30/03/27         -Ipp 

—  BC04210394    Submits    preparation     study     for    B00220-21    meeting    ve 

Intrareg  lonal     int  ere  onnec  tion  s  ,  transnii  ssi  on    lines    &    other 

pooling    matter  s 

HARTLEV,  R    H         Affiliation    Unknown         BO/01/29         35PP 

—  S004210397    Foruards    fiH   Hartley    8O031S    memo    to    NRC    re    BG0129   .answers    in 

preparation    for    QDO?2O-2I    meeting    Requests    quostiong    to 
which    answer!    mere    stated,  per    rule    established     in    790601 
preheating    conference   Pages    421-433    of    transcript   enc  1 
FRrtNKLIM.  W   J         Louenstein.Neurtian,  Reis,rtiElrad    '„    Toll         BO/03/20 
4pp 

—  BOO4310400    Notion    to    compel     electric    utll     industrij    testimonial 

antitrust    analijiet    prepared    bij    NRC    «ipert    economic    uitnesi 
N    Uerner    re    Midland    proceeding    Ufge-s    production    per   prior 
rulings,  sub  |    to    encl    protective    order    W/Certi  Ficabo    of    Svc 
FRAHKLIW,  W   J         Houston   Lighting    i.    Power    Co         FRANKLIN.  W   J 
Louens  ta  in.  Newman.  Re  ISi  rti  el  rad    &    Toll          *      Dakar    tc   Botts 
80/03/27          14pp 

9004090123   Order    glvinjj    parties    one    uik    to    pl-oviflff    addl     authority    re 
ejistenct    of    settlement   privilege  Memoranda   ad  tfresii  ng,    i«sue 
should    be    received    bi|    BO0  10  4   ti    responle    thereto    aij    S00401? 
BISHOP.  C   J        Atomic    Safety   anf   Licensing   Appeal    Panel        SO/03/23 
3pp 

0409  04S&  Protoe  t  i  ve    order,  In    favor    of   Houston   Lijhtin.g   t  Pouer.re 

confidential    corporate   study    produced    in   response    to    NRC 

Initial    Interrogatories   Parties   may    challenge   claimed 

conf  i  dent  i  a  1  i  6ij    tff    seeking    judicial    revleui  per    FOIA 

WOLFE,  S   J         Atomic    Saletg    and    Licensing    Board   Fano!         00/03/31         4pp 

04100343  Order  grantltig    in   part  NRC   motion    bo    compel    addl    response! 

by   Houston   Lighting   6  Power    (HLWJ   Accords    confidant  iality 

bo   N   Lerner    analysis   re   Midland    settlement   Grants    HUtP 

•nation    to    compel    NRC    questions     re    RH   Hartley    testimony 

JDLFE.S   J         Atomic    Safety    and    Licensing    Board   Panel         BO/03/31         3|ip 

J410042B   Public    Utili    Bqji-il    of    Brouinsville    motion    POT    1  aave    to    file 

affidavit   as    ami  cos    curi-ae   Brownsville    is    party    to 

irocneding    but  hat    not    formally    appeared      in   appellate 

iroceedlng   Certificate   of    Svc    «ncl 

iPIECEL,8        Jlroujn*vi  ltB,TX        SP  IEOEL,  G        Spiegel   t,  McDiarmid 


— 5004100450   Affidavit    of    RC    Round  tree,  genera  1    manager    of    Bi  ouinsvi  1 1  e 
Public    Utils    Doara    re    agi Bemont    among    Tf    "lOUs"    for 
conit    ot     tun    dc     intetstite    tlei    of    bOO   MW   !/    250   MM 
Brownsville    prepared    (o    enter    settlemEnt    negotiations 
FtOLJNDTR£E,  K    E         Broun  wl  lie,  TX         BQ/03/27         3pp 

3004030172   "Jpifatsd    response    to   Houston   Lighting    !•   Poiuer    second    set    of 
interroga  1 01  IBS    ',    "H    Util,    met    set-    of    interrogator  ien 
Anticipates   RE   Corder     participation    as    witness    re    areas 
tfiscus-sed     dui  ing    Coidor    deposition    Ceptificate    of    Svc    encl 
CHA'JAUIA.F    D         Antitrust    Division         BO/04/01         5p[i 


B004IOOLNO  Order  requeiting  pai 
prDCee-din-grto  respond  to  Utl 
TX  BOO331  motion, by  300-109 

J         Atomic    Safety    and    Licensing    Appeal    Panel         BO/04/02 


in    directed    certification 
rd    of    City    of    8i'uumBvl  1 1  e, 


Q004ia0151    Forwards     joint    motion    for     extension    of    time    Mntion    is    joined 
in   bij    all     paitics    to    proceeding    eicept    DOJ   t-   Citij    Public 
Utils    Board    of    Drounivi 1 1 e.  T < 
WJOTTS.JE         Debevoise   '    Liborman         QO/OiJ/02         lp 


--8004160167    Joint 
Mot i on     i  s    base 


ntion    for    30-day     eitension    for    all    procedural     dates 
on    pi  ogress    of    meaningful     settlement 

negotations    ujhich    could     lead     to    resolution    of    part    or    all     of 

proceedings    Certificate    of    Svc    encl 

CHANAN1A.F    D         Antitrust    Division         COPELAND<  J   Q         Houston    Lighting 

!.   Pomer    Co         STAHL,  D   M         Central    Po^er    *.   Light    Co         BO/04/02         6pp 


NRC    790115    initial 
eipected    to    testify    re 


BOO414000T  Third  set  of  addl  answers 
i  ntei  rogatories  Eimmans  b  Woods  on 
i  nterc  onnec  tiorts 

FRANKLINiW    J        Houston   Lighting    «     Power    Co         »      Baker    fc    Botts         » 
Louienstein.Nounan,  Reis.  Aielrad    >.    Toll         BO/04/03         2pp 

—  BO0414000B    Second     supplemental    ansuers    to   Central    Power    t,    Light    Co 

790223    interrogatories    Simmons    '-    Uoodson    are    eipected    to 

testify    re    inter  connect  i  ons    Certificate    of    Svc    and 

FRANKLIN.  H   J        Houston    Lighting    ft   Pouier    Co         *      Qafcer    5,    Dotta         * 

LDijienEtein,NeuJman,neiSi  Aielrad    >.    Tol  I         90/04/03        ipp 

800-4150032   Forwards    opposition    by    Brounsville    to    joint    motion    for 
eilensioii    of    time   i   request    for    prehearing    conference, 
ml  jcel  laneous    altij    '•    ui-il     coi  i  espondencei  af  f  idavi  t    t< 
Droujnsville    rate    estimates    Certincato   of   Svc    enc  1 
SPIEOEL.G    ,     P01fUER,M    n         Spiegel    S    McDlarmld         BO/04/O3         19pp 

—  B00415C050    Opposition    to    joint    motion    for    eitenaion    of    time    t    request 

for    prehearing    conference    Bi  ouinsvi  1  le    has    been    excluded 

rrom    negotiations    on   uhicti    request    for    extension    is    based 

Certificate   of   Svc    encl 

SPIEGEf.Q    ,     POIRIEn.MR         HnownavU  1  e,  TX         SPIEGEL,  Q         Spiegel    & 

lleDiarinid         SO/04/03        2pp 

H004230066   TaruJard*   Houston   Lighting    t   Poiuer    Q00403   motion    to    compel 
pioduction    of    documents    '     JM   Ml  Ison    testimony    by    Public 
UtiU   Board    of    Citij    of   Br  ownsvi  1  1  e,  TX  Proposes    eipedlted 
scheifule    bo   permit    completion   of    eipei  t  ujitnefs   discovery 
GF1EHN,DG         Loucns  tein,  Meuman.  Rsis,  Aielrad    iToll         BD/04/03         2pp 

—  S004230074-    Motion    to    compel    production    of    documents    d   JM   Wilson    expert 

testimony    by    Public    Utila    Board    of    City    of    Crounsvi  1  1  e,  TX 
If   motion  not  granted,  roques  t  s   order   precluding    Milion    from 
hearing    W/propoied   Older    le    schedule   I  Certificate   of   Eve 
BALDWIIJ.  J   M        Houston    Lighting    i    Pouicr   Co         *      Baker   f.    Botts         « 
Lowcnsteln,  Newman.  Rf  is,  At  el  rad   ',    Toll        BO/04/Q3        llpp 

0004100126  Memoranilum   in   lesponso    to    ASLAI3  B0032B   order   requesting 
addl   autho-ritij    10   recognition   of    settlement   privilege 
Courts    I,   case    1  am  do  not   lecogniie    eilstence    of   privilege 
Certificate   of    Eve    encl 
DLUME,M   B    ,     HaDQDON./l    P         Antitrust    Division         BO/04/04         6pp 

BQ041SOOS3   Order    setting;    600411    conference   at    NSC   Hearing    Room, 
Hethesda,  MB   Oral    argument    mill    address    NRC   &   [)QJ    joint 
motion    for    30-day    eitansian  t-  Houston   Lighting    d  Poiuer 
800403  motion    to  compel    Utils    Hoard    of    Brouinsville 
WOLFE,  S  J        Atomic    Safety   and   Licensing    Board   Panel        BO/04/04        2pp 

SOQ4170312  Memorandum  of   authorities    re   d  iscovei  ab  1  1  ity    of    settlement 
documents  Urges    reversal    of   A5LG  600307   ruling    due    to 
privilege    recognited    per    case    law  l>   federal    rules    of 
evidence   Supporting   documentation  t-  Certificate    of   Svc    encl 
BOUKNfOHr.-J   A  ,    GREEM,  D  G        Houston   Lighting   £   Pomer   Co 
DQUHNIGHT.  J    A         BaVer    t    Batts         30/04/04         Blpp 
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000417034O   Response    stating     no    position    ic    joint    motion    tor    30-day 
oitonsion    in    proc  eod  i  ng,  f  1 1  ed    by    NRCi  Central     ti    South    West 
Coi-p,  Houston    Lighting    i    Poiuei  ,  TX    Utils    Generating    Co.Citij     of 
Austin    t    other    parties    Certificate    of    S^c     enc] 

DOPSDVIC.D   A    .     LU1UC,  N    ,     PARMENTER,F         Justice, Dept    of         80/01/04 
Spp 

8QQ422O120   Memorandum    of    authorities     in     support     of     settlement 
privilege    Documents    prepared     in    connection    uj/  sot  t  lemcnt 
process     should    be    protected     from    discovery     under    work 
product    privilege    Certificate    of    Svc     end 

STAHL.  I)         Centra!    b    Southwest    Services.      I  nt          STAHL,  D          Isham, 
Lincoln    ',    Beale         20/04/04          lOpp 

BQO424O043   Consent    (notion    l-or    tuo-ub     extension     to    respond    to    Houston 
Lighting    V    Pouor    Co   motion     to    compel     production    of 
documents    Represents     that    util    consents     to    ei  tens  ion 
O'NEILL,  n    A         Southwest    Te.as    Electric    Cooperative         O'NEILL, R   A 
Miller. Ualis    &   Q'Neil          00/04/04         Spp 


BO04240045   Certifies    svc    of    consent    motion 
Houston    Lighting    >,    Pouiet     Cc    motion     to    co 
documents    from    Midwest    Elsctric    Coopei at 
Electric    Cooperative,  on    80O404 
O'NEILL.R    A         Miller. Balis    (.    G'Neil          BO/04/04 


for    cut  ens  ion    to    respond    tc 
el    production    of 
c    tj    Southwest    TX 

4pp 


BQQ4240053  Consent    motion    tar    tuo-ujlt    intension    to    respond    to    Houston 
Lighting    (.   Power    Co    motion     to    compel     production    of 
documents    Represents    util    consent    to    eitension 

D'NEILL.R    A         Southwest    Te«as    Electric    Cooperative         O'NEILL, R    A 
Miller,  Balis    J.    0  'Me  i  1          BO/04/04         3pp 


SOO'tl50!57    Response    to    Hu'.-ton    Lifting     •-    Pouier,  TX    Utils    Generating    C 
>r    Central     '-    south    West     rr,-,    SCn404    mamOt  anda    of    authorities 
re    settlement    pn.ilsge     Urges    at-f  i  r  mj  1  1  on    of    A5LH    000307 
order     re    production    of     documents    ll/f  ti  <"  I  Hcate    of    Svc 
CHANAMIA    F    I    .     HLlPS»nf",  A   P         Antitrust    Dl.'islon         SO/04/O1!         IQpp 

Q004170347    Response    to    P..I>II_-    Util;    Soai  d    of    City    of    Drownsvi  1  1  e,  TX 
8QO331    motion    to    rile    HE     RnnodUfee    affidavit    as    amjcus 
cur  iae    Disclosure    of    dot  ument  s    should    not    affect    potential 
for     settlement    Certificate    or    S/c     enc  1 

F    D         Antiliuse    Division         00/04/09         6pp 


3004230021     Response    to    Public    Ut  i  !  s    Snard    of    Citi;    of    Hrownavi  1  1  e,  fX 
600331    notion    to    rile    Rjun-i  ti  eo    affidavit    Requests    to    file 
Countel-affldavit,rc    status    or    'et'lomentiif    Hound  tree 
affidavit     it    accepted    by    A?i_AH    Cer*-  1  P  ic  a  te    of    bvc    enc) 
KNQTTSi  J    G         To.  as   Utilities    GernMating     Co         SO/04/O9         hfp 

O004220I52   Responsu    to    Houston    I  i  jhting    '/    Poujer    B004O3   motion     to    compel 
production    of    documeFils.    '*    deposition    of    Public    Utils    Hoard 
of    CltiJ    of    Brouins/i  1  ]  e  ,  T  >     Po*s    not    oppose    motion    if    subj     to 
enc  1     protective    aider    /i|i  pBsrance    *,    Certificate    of    Svc    enc  J 
ROTH,  A   J    ,     JACOBS.  J    C          Florida    Cities         ROTH.  A   J         Spiegel    S 
McDlarmld         BO/04/01          llpp 

BO04a4OS63    Response    in    opposition    t0   NUC    H0040-1    memorandum   of    addl 
authorities    le    eiistence     of    setHement    documents    privilege 
Congress    did    not     intnid     to     Meeie    developing     lau   of 
privilege    U/Car  1  1  f  itrate     of    Svc 

KNDTTB,  J    B    ,     AHEAHN,  C    r          Te.as    Uliliti**    Ceneratino    Co         KfJOTTS,  J   D 
Debevolae    ',    1-ibermari          BO/01.09         Spp 


60043401/3   Memorandum,  per    ASLAQ    00O32B    request,  s tat  ing    add)    authorities 
re    directed    certification    of    settlement    document     issue 
Treatises    f,  modern    trend    hold    1  nadmi  ss  ib  1 1  i  tu    of    privileged 
documents    as    evidence    Certificate    oP    Svc    enc  1 

KMDTTS.  J    B    ,     AHEARN,  C    D         Teias    Utilities    Generating    Co         KHOTTS.  J    B 
Deoevoise   !•  Liberman        00/04/04        22p  p 


8OO417O351    Order    granting     30-deiij    e'tansion    for    procedural    matters, 
amending    ASLH    791314     oiiter     IB    discovery     schedule    ^    directing 
consolidation    of    proceedings    for     pietiial    V    BUI  dent  larij 
hearings    Consent    motions     tor    en  tension    to    B00404    granted 
MILUERiM    E         Atomic    Safetij     and    Licensing    lioai  it    Panel         80/04/10 
Spp 


8004290106  Advises    of    arrangement    to    deliver    Houston  Lighting    b   Power 
pleadings    moving    to    coiripol    documents    re   E  McQinnes   I>  P 
Wetiel    subpoenas    Consents    to    14-dau    oitension    for    responses 
Certificate    of   Svc    enc 1 
GREEN,  D   0         [.oiuensteln.NeiiJman,  Ran.  Aielrad    &    Toll          00/04/04         Spp 


B00421O141  Order  denumg  Houston  lighting  ' 
preclude  1)0  I  memorandum  ot  addl  Jiithonti 
9003313  order 

DI3HOP.C    J         Atomic    Bahetij    arid    Licensing    Appeal    Panel 
Spp 


LJBT    motion    seeking    to 
filed    per    ASLAG 


Q004100592   Motion    to    issue    order    compelling    SoutJiueet    TX    Electric 
Cooperative   tt   general    manager   E  McOiimes    to    produce,  for 
inap    t    copy mg. documents    set    forth    in   motion   Draft 
subpoena    fr    Certificate    of    Svc    end 

QUEEN,  D  O        Houston  Lighting    t-   Power   Co        OflFEM,  D   S        Baker    i.  Cotta 
SO/04/07        18pp 

~00041005tO   Hntion    to    lasufl    order    compelling    Midiuest   Electric 
Cooperative    t<   general    manager   P   Wetiel    to    producoi  for    inap 
li   copy  ing.  documents    responsive    to    subpoena    served    on 
Wetiol    Draft    subpoena   t    Certificate    of   Svc    nncl 

OREEN.D   0         Houston    Lioriting    i.   Pouer    Co         GREEN,  D   G         Hakor    8. 
Botts         QO/0'1/07         ISpp 

B004230154    Motion    to    preclude    RCIJ    from    Piling     principal    brief    re    A9LAB 
9003 2H   order    DOJ    faileif    to    file   principal    brief    bij    SO 04 04 
DQJ   aeeki    to   obtain   unfair    tactical    advantage    bg    untimaly 
fillno 

BOUKNIOHT,  J  A   ,    OnEEN,  D  Q        Houston    Lighting   i   Poucr  Co 
flOUKNlOHT.  J   A         liokor    4-    Botts         DO/O4/O7         3pp 

— 8004230162  Order    directing    all    parties    to    furnish    AS  LAB  ui/addl 
authority    re    privilege   against    discovery    of    documonts 
Memoranda   due    on  000404 

B1BHDP.C   J        Atomic    Safety    and   Licensing    Appeal    Panel        QO/03/2B 
ipp 

8004340061    Motion    for  ASLB    to    reconsider    eitending    procedural    datei    For 
30   dags   Requests   G004QB    conference    call    to    rule    on 
extentlon   TX   Utila   Generating   Co    is    only    party    to    be 
prejudiced    by    extending    dates 

CHANANIA.F        Antitrust   Division        BDUKNIGHT.  J  A        Houston  Lighting    fr 
Pouar    Co         BURCHETTEi  W   H         Teias-Lou islana    Electric    Cooporatlve.  Inc 
SO/04/O7         3pp 

— 8004240071    8upp lomenta 1    argument   t   v eprosentationi    Addl    time    required 
by    utlls    to   make   progress    in    settlement    di^cussicn's 
Dlscu*i(on»    began   Sept    117*?  Parties    are    optimistic    about 
possibility    of    reaching    quick    settlement 

DURCHGTTE.W  H        Teias-Loui^  i  ana   Electric    Cooperative,  In-c 
KNOTTB.J   B         Te<a*   Utllitlui    Generating    Co         BO/04/07         Spp 

0004210147   Discovery    rept    for    Mar    1900    Deposed    JA   Druggeman.  JT   HBrders, 
AJ  Hood   !*  DA  Springs   Moved    to   compel    NRC    deposition   of  ND 
Larnnr   Responded    to   DQJ  motion    to    compel    supplemental 
an*ur»rs    to    first    interrogatories   W/Certi  f  1  cate    of   Svc 
FRAHKLIM.W  J        Houston   Lighting    >f  Pouier    Co        FRANKLIH,W  J 
Lowdnitein, Neumani Reis,  Aielrad   i    Toll         80/04/08        6pp 


8OO4230033    Forwards    TX    Utils    oer.evating    Co    affidavit    of   Lr   Flkar 
raquestod    durina    SOO'lO1?    oial    argument 
KNOTTS.J    D         Debevoise    >,    litieiman         BO/O^l/10         Ip 

— B004S30CHI    Affidavit     stntmn    that    Central    t    South    Welt   Corp, Houston 
Lighting    I*   Poiuor    Co     '-    TX    Utils    Co    Sijs    have    reached    agreement 
in    principle    re    inlci  c  otinect  i  on    disputes    Agreement    mav    form 
baT.is    far    discussions     w/otht>j     parties    W/Cnrt  i  f  i  cate    of   8vc 
FIWAH.L    F         Teins   Utililios    Generating    Co         0O/04/10         Spp 

B00423000S   Respondi    tn    Public     Utils    Board     of    City    of    Hrotunsvi  1 1  e,  TX 
opposition    to    joint   motion    foi     extension    of    limn   Objects 
to    alleged    refusal    to    uheal     '    subnits   III    Horchelt 
affidavit     iri    response    to     alleged    eiclusion    from    discusnon-s 
STflHL.D   M         tential    t-    Gouthnest    Cor-p         STAHL,  D   H         Isham,     Lincoln    & 
Beale         80/04/11         3pp 

— 3004230007   Affidavit    responding     to    Public    Utils    Board    of   City     of 
Brouinsvi  1 1  e.  TX    allegation     that    Brownsville    has    been    eicluded 
From    discussions    re     interconnection    Clarifies    statement   made 
at    B00327   niecllng    Certificate    of    Svc    end 
BOHCHELT.M   L         Carol  111,1    Fouior    /    Light    Co         BO/04/10         lOpp 

9004270227   Discovery    rept    for    Har-Apr     19HO    Participated     in   FJ   Meyer,  HH 
Waodson   It    ON   Btagg    depositions    Filed    opposition    to    petitions 
for    directed    cortif  lea  t  ion    ',    reversal    of    A5LB  000307   order 
Joined    other    parties    In    rioving    for    procedural    eitonsion 
CHANANIA.F   D    ,     BLUMC,  M    H    -     HDDODCIJ,  A   P  Antitrust    Division 

00/04/25         3pp 


N      Antitrujt    hearing    transcripts 


B004030346   Pages    690   t,   691     oininitted    from    original     transcript 
*       Commission         80/011/07          3pp 


BOO4I5029Q   Transcript    of    SOO1O9    hearing     in    Bethe»da,MD   Pp    1-140 
«       Conmlss ion         BO/04/O9          1 40pp 


Q        InapBction    reports.     IF    Bulletins    '• 


spandenci 


BOO4010147  Responds    to    IE    Bulletin   79-28,     "Possible   Malfunction    of 
NrtMCO  Model    EA180  Limit    Switches   at   Elevated    Temps    " 
Requests    eitention    until     000331     to    inspect    safety-rotated 
equipment  }t    implement    necessary    corrective   actions 

J         Te.as    Utilities    Generating    Co         80/01/33         Ip 


274 


DOCKETED  ITEMS 


fj'3    Nc.tiCi     or     ^lilatlor     tirm    insp    on    B00116    None  amp  1  lance 
noted    proLSjuret    fir     .(.CUT  inj    Class     IE"   battery    ctiargers 
in-appi  op*  i  ate    fillft    ualis    too    si-all     due    to    niatl     thickness 
•>       Regior,    4,     Palla?!     nps^tor     Con ;  tru' t  ion    i    Engineering    Support 
Qrar.ch          ,<O    01  /I  -          I  p 


--6004250053     IE    !n,es  1 1  g  a*  I  on    Repts    50-445/60-03   !•    50-446/60-02    on 
600121-0205   tic   nontompl  lance    noted    Major    area*     inspected 
allega'ions    re    lai    OC    prnc  edures,  ue  1  d  ing    problems    &   ue  1  d 
defects 

CR05EMAIJ,  U   A    .     GlLltCRT.L    D    ,     MAIL, ft    E        Region    4,     Dallas.     Office    of 
the    Director         BO/03/10         7pp 

GQ04P40225   Forward;    IE    Into    Notice    BO-H.     "Safety    Suggestions    From 
E(flp  layeej    "    No    action    lequiied 
SEYFBIT.K   V         Region    4,     Dallas,     Office    of    the    Director         BO/Q4/O2 


—  3QO414005C     IE    Intp    Repls    50-445/BO-05   *     SO-Mi/SO-OS    an    B00214-15 
19-2:1    t,o    nancamB-l  ianc  =    ncted    Major    ai  eas    inspected    followup 
ro^ieuj    ot    Unit     1    RCPfl    piping     welding    '-    of   GA/QC    records    re 
Unit    2    c-cmbai  n.npnt    Ml)    stiuctural     concrete    installations 
HALL    a    C          Region    4.     Dallas,     ffeactar    Construction    f.   Engineering 
Support    Branch          CRElSEMAN.il   A    ,     TftPlA.  J    I         Region    4,     Dallas, 
Office    ot     t>ie    Dir"ctur         BO'O5/^B         5pp 


dCQ4210175 


MADSEri    G    L 
Branch          ao 


wards  If  l 
ncncompl  i 
fiction  4. 

Or/2c(          lp 


ts    50-445.60-06   *     50-446/GO-Oi    on 
ted 
'.     Rc4c>-ar    Cperatians   fiutiBar    Support 


—  GOQ42IQ179     1C    Insp    (Jspts    SO-'t-IS/BO-Qri   6    50-446/aO-OA    on    BGQ220-21    No 
none  &mp  I  garice    notad    M,ijor    areas     inspentpj    prfOperatiotij  1 
tci  1  1  tigi  tJA    '*    operati^Tial     staffing 

WEGTERrAN,  T    f-     ,     SMITH    F)          legion    4,     Dallas,     Office    of    tJi>    Director 
BO/03/39          Spp 

800422023?   Foruard-s     JE    !rip    Hepts     50-415''BO-CI4   t    50-446/90-0'!    on 
B00211-15      IJo    nont  amp  1  lane  e    noted 

SEIDLE    U   C          Region,    4,     [tails'*.     Reactor    Construction    &   Engineering 
Support    Uranch          GO/O2/27         ?pp 


Q004B30320   forwards    IE   Circular    80-07,     ' 
Sya    "    No    unttsn    response    required 
SEVFR1T.«   V         Region    4.     Dallas,     Offici 
IP 


IJ/HPCI    Turbine    Oil 


of    tne    Director 


B004220y"9   Formards    IE  Hulletin    79-03A    "Longitudinal    Weld    Defects    in 

ASUE   SA    312,  Ti(pe    304  Stainless    Steel    Pipe    "    Action    requirod 

SEVFR1T.K    V         Region  4      Dallas,     Office    of    the    Director         00/04/04 
IP 

8004220208   Foi wards    IE   Bulletin   BO-OB,      "Eiam   of    Containment    Liner 
Penetration    Welds    "    Written    response    reqtiued 
SEVFR1T.H    V         Region   4,     Dallas,     Ofrice    of    the    Director         60/O4/07 


5      Heportable 


LEKs   t    related    correspondence 


QOO«10I0295   Foru,flrds    deficit 
cgnnBC  t ions 
OA!iV,n   J         Tetas    Utllltn 


cy    rept   re    conti  ol    board   uielded 
Gonet-ating   Co        60/03/21        lp 


— 800401021!?    Deficiency    rtspt    on   BOO32Sj  OA    insp    revealed    control     board 
ujHlded   connections   not   meeting    seismic    design    criteria   Cause 
unstated    -Control    board    suppliers    i-    AC   revleiuinB    as-built 
UBld    configurations    Rework    will    be    completed    by    800501 
»      Teias   Utilities  Generating   Co        BO/03/21        3pp 


— 8004220244    JE     Insp    R!epts    50--)'15/aO-04   t-    50-446/30-04    on   H00211-15   No 
noncompl lane e    noted    Major    ai  eas    inspected    procedures    for 
contro-lllng    changes    to    approved    design    document 6 

HflLE.C    J    .     GROSSMAN,  W   A    .     RniCKIEV,Fi   H      Region    4,     Dallas,     Vendor 
Inipection    Branch         aO/O3/cQ         Bpp 

S0043S0432    Advises    that    numbers    o  )•     insp    repts    traTismi  t  ted    by   600229    1  tr 
should     be    corrected     to    read    50-445/80-Ot   (,    50-"lJl£>/aO-06 
MADSEN   8   L        ftpgion    'I,     Da  !  1  aa.     Reactor   Operationt   Nuclear   Support 
Branch         SO/03./10          lp 

— 8004210441   Forwards     IE    Insp    flepti    50-'145/QO-06   i    50-444/00-06    on 
300220-21    No    none omp 1 »anc e    noted 

MAD5E<4,  G   L         Region    4,     Dallas,     Reactor    Operations    Nuclear    Support 
Branch        SO/03/29         lp 

— aOQ-4210,138    IE    map    fiesta    50-445/00-05   t.    50-446/60-05   on    B00220-21    No 
noncomp  1  tarn  e    noted    Major    area;     tnsjJPcted    preop  opat  i  ona) 
tustijig.QA    t,     operational     ita^-fing 

WESTEBKAN,  T    F         fiejion   4,     OalU*.     Reactor    Operations   Nuclear 
Support    Branch         ShilTH.R         Region   A.     Dal  Ui,     Office    of     the 
Director         80/02/2?         5p(i 

90040'lOOai    Acfc    receipt    of   600305    ]  tr    Informing   NRC    of    itepi    talon   to 
correct    violations    noted    in     !E    Imp    Repts    5O-44S/BO-03   1 
50-446/80-03 

SEIOLE-W  C        Region   4,     Dallas,    Reactor   Construction    fc  Enoineering 
Suflp-Qft    Branch         SO/03/11  Ip 

--8004040063   Responds    to    NRC   B002O7    IE    Insp    Repts    30-445/80-03  t 
50-4^6/80-03  Corrective    actloni    engineeiinj    personnel 
T*vieuied    cable     lubrl-cati.au    requ  iremen  ts    tu/ke^    const 
personnel    involved   u/cable    pulling 
OARY.D    J         Teias    Utilities    Gsneratlng    Co         BO/03/05         3pp 

9004O4O09S   Atk    receipt    of    GQO220    I ti      inFormtng    NRC    of    steps     taken    to 
correct   violation*    noted    In    IE    Insp    Rapt    SO-445/'7'?-3l    t> 
SO- 4 4 6/79-2 9 

SEIDLE,  W   C         Region    4,     Dallas.     Reactor    Construction    A   Engineering 
Support   Branch        60/03 ' 1 1         lp 

•     8004040101    Respond!     to    NPC    HOQIE!?    IE    Insp    Septs    50-445/79-31    d 
79-446/7^-29  Corrective    actions    tac  kiuelds    r*movedt  Oenara  I 
Piping   5    Welding    Protedifre   CP-CPM-6    9   revised   fr   reoroaniied 
OAfiY,  R  J        Teias    Utilities   Generating    Co        00/02/20        3pp 

80042SO079  Foruardj    IE    Investigation  Repts    50-418/80-02  ti  50-446/60-05 
on  B0012i-0£O5  No    rtoncorapl  iance    noted 

SEIDLE. M  C        Region    4,     Dallas.    Reactor  Cons  (jruct  1  on  k  Enginttrinj 
Supper  t    Hrancfi        BO/oa/20        Hpp 


80041S0199   Forwards    deficiency    rapt    re    control    board    ueldod 
connec  1 1  an: 
GARV-R    J        Teias    Utilities    Generating    Co        BO/03/21          lp 

— 3004 150302   Deficiency    rppt    re    control    board    uelded    connections 
Specified    Q-lnch    spacing    of    welds    from    fnd    to    end    uai    found 
to  vary    from   suteen    to    eighteen    inches   on    several    panel* 
As-built   uield    configurations    under    revieui 
*      Teias    Utilities   Generating    Co         80/03/21         2pp 

B004010296   Forward!    rept    of    actions    taken    to    correct    deficiencies    in 
mfg    of   discs    for    ivc   mater    control    valvei   Supporting 
documentflt ion    is   available   at    site    for    inspector    revleu 
CAflY.R   J         Teia;    Utilities    Generating    Co         BO/03/23         2pp 

800407037S  Supplemental    FiO  violation   found   re   piping   roin  uia  1 1 
thicknesi  Cause   unstated   Engineering    review   tn    progress 
Progress    f up t    ml  1 1    be    submitted    by    8004  IB 
OftnY.R  J        Teias   Utllitlei    Oanerating   Co       GO/03/aa        lp 

800^220-133    Interim   deficieni.y    rept    re    piping   min  ua  1 1    thickness    Revieui 
oF   -uold   4    base  metal    repair   records    is   continuing    Another 
progress    rept   ul  II    be    submitted    bt)    BO  06  20 
QApY.f!    J         Teias    Utilities    Generating    Co         BO/04/13         lp 

B00429025Q  Forwards   du-f ic  iency   rept    le    concrete   honeycomb    condition 
encountered    In   steam  generator    compartment  malls    of   Unit 
S  reactor    containment   oldg 
QARV.R   J         Teras    Utilities    Generating    Co         80/04/21         lp 

— S0042<?OZ3'I   Deficiency    rvpt    re   concrete   honeycombing    in  steam   generator 
compartment   malls    of  Unit   2  reactor   containment    bldg 
Consultant    survey    thomed    no   critical    Internal    defect*  Util 
to   repair  -condllion  u/dry-psck    mortar,  grout  &   concrete 
4      re  IBS   Utilities   Generating   CD        80/04/31        3pp 

B004S90271    Interim   deficiency    rept    re    installation   of   drllled-in 
eipanion  anchors  Hatter  uas    corrected    790614   by    revision    to 
installation    procedure   Formal    rept    to   be    filed    by    BQ1215 
GARY.R  J        Texas    Utilities   Generating   Co        BO/04/21        lp 

S004B?0<)11    Provides   status    of    interim   deficiency    rept   re    installation  & 
insp    requu  ements   for  Class    V  non-nuclear   safety-related 
piping    support!  Final    rept   uiill    be   forumrded   by   SO0713 
GAHY.R  J        Toias   Utilities   Generating   Co        BO/04/21        lp 

3004270430   Forward*    Intel  im   deficiency    rept   re    installation   &    imp    of 
melded    conduit   supports   Final    rept    to    be    filed    bij    BOOB01 
GARV, R  J        Teiai    Utilities   Generating    Co        30/04/21         lp 


DOCKETED  ITEMS 


27C 


— 0004290437    Interim    deficiency    rapt    re     installation    tj    imp    OF    welded 
conduit    supports   Major    support   was-    fabricated    in/a    forinallied 
instructions   !•    Insp    records    for    number    of    smaller   uelded 
i up  port*    were    not    directly    traceable    to    as-built    conditions 
GARY,  R    J         Teias    Utilities    Generating    Co         BO/04/21          If 


QOO4090O15   Forearm    statement    reflecting    NRC    ^l 
Fair    Ut  I  1    Regulation    contentions 


C 1 1 1 1  ens    ft. 

te  Icon    NRC    will 

lu/ASLQ    603339    older    W/o    en, 

ROTHSCHILD, M   U         Hearing    ill 


SOQ402 
1 
anch     1         80/03/23 


5    on    admlssibi  llti;    of 
er    900317 
comp 1  lance 


T     Hearing    transcripts    on    non-antitrust   matters 


S004B1Q312    Transcript    or    600337    hearing     in    Betheada.tlD   Pp     1-127 
"      Atomic    Safety    and    Ultenalng    Appeal    Panel          BO/03/27         I3Qpp 


8CO4090Q1S   Forwards    statement    reflecting    NHC    VIBUIE    on    admiss ib 1 1  I ty    of 
Citltens    Association     for    Sound    Energy    contentions    per    B003I9 
telcori    tJRC    uiill    contact     inter  .eno!-    on    600404    re    compliance 
w/ASLB    600319    order    IJ/o    c-ncl 
HOTHCHILD.fl    U         Hearing    Branch     1         aO/O3'29         2pp 


DOCKET    50-446   CQMANCHE   PEAK    STCAM    ELECTRIC    STf.    .UNIT    2 

A      Application/construction    stage    documents   !<    correspondence 

B004040031    ftdvises    of    Issuance    of    NUREG-OSBB,     "Interim   Staff    Position 
on   Environ   Qualification    of    Saf oty-Rela ted    electrical 
Equipment,"    providing    guidance   re   methods    for    compliance 
RDSS. D   F         Division    of    Project   Management         BQ/O3/O5         7pp 

5004040017  Submits    addl    guidance    to   NUREQ-Osaa.     "Interim  Staff    Position 
on   Environ   Qualification    of    Safety-Related    Electrical 
Equipment    "    Requests   review    of    equipment    qualification 
documentation    to    identify    degree   of    compliance 
ROBS. D  F        Division   of   Project   Management        00/O2/21        3p  p 

6004230096  Requests    info    re   aunliary    feeduiater    ays    per   Bulletins    k 
Orders    Task    Force   rovleui   of    TMI-2  accident    Info    should    be 
provided    as    amend    to   application   Subiirittal    schedule    should 
include   NRC    approval    prior    to    issuance    of   DL   W/oncl 
ROSS,  D   F         Division    of    Project    Management         BO/O3/1O         93pp 

B004150001    Motif  ias    that    IE    Insp    FleptB    50-43S/BQ-O4, 50-446/BO-Q4, 
30- 44S/00-O5   &    SO-4-1A/BO-03    contain    no    proprietary     info 
QARY.R   J        Teiaa    Utilitiea    Generating    Co        80/03/35        Ip 

6004290921    Forwards   addl    clec tri cal ,  instrumentation   &   control    drawings 
to    a»iat    in    facility    review   List    of    drawing    submittals   I. 
reviiion    its  tun    enc 1 
OARY.R   J        Teias    Utilities    Generating    Co        00/04/ia        I9pp 


6004030026   Memorandum    of    undorst-anding    between   NRC    i   FEMA   re    prompt 
inpra  vement     in    radiological     emergency    planning    t 
preparedness.  d  i  str  ibut  °d     a?    Board    notification 

GOSSICK.L    U         Office    of     the    Ciecutive    Director    tot    Operations 
BO/04/02         34pp 

6OO4310424   Rept    re    poution    on    admi  ss  i  b  1  1  1  ty    of    intarvenors  'c  ontenti  ons 
per    ASLB   80O3l^    order    scheduling    B00430    piehearing 
conference    Notices    of    SA    liebv    !    SE    Turk    appearance^ 
LJ   Chandler    withdrawal    >t    Certificate    of    Svc    enc  I 
ROTHSCHILD,  M   M    .     TURrt,  S   E         Hearing    Branch     I         BO/04/10         lOlpp 


Confirms    BOO4OB    telcon    re    TX    Association    of    Community 
Organ!  lations    for    Reform,   Nou    position    re    NRC    I    applicant 
proposed    stipulation    covering     intervenor    contentions 
MRC    position   mill     addi  S3!     contentions    as    negotiated 
ROTHSCHILD,  hi   U         Heai-itig    Branch     1         80/04/10         |p 


Motion    for    approval    of    B0041O    stipulation    ciecuted    by    NRC, 
applicants    I-    Cltiiens     for    Fair     Util    Representation,  re 
intervenor    contentions    Parties'    positions    are    stated    in 
S00410    repts     filed    per    ASLB    800319    order 
ROTHSCHILD,  M   U         Hearing     Branch     I         60/04/32         Spp 

SOO4240434    Eitlpuldtion    renumbering    i-    rewording    Citliens    for    Fair    Utils 
Regulation    contentions    Supersedes    t    supplements    intervenor 
790507,0529    >*    1031     motions    to    intervene    &    supple   Stipulated 
statement    of    Intervenor    contentions    entl 

FQUKE,  Fi    L         Citnens     fa'     Fail     Utility    Regulation         ROTHSCHILD,  M   U 
Hearing    Branch     1          REYNOLDS,  N   S         Teias    Utilities    Generating,    Co 
00/04/10          llpp 


B00429QA34   Forward!   addl    alec fcr ical, instrumentation   b   contra!    draw in us 
to   assist    in    facility    vavieu  List    of    drawings   tt   revision 
status    end    Drauing   available    in  Central    Files    only 
GARV.R   J        Texas    Utilities   Generating    Co        BO/04/SS        33pp 

0004300536  Forwards    addl    elec  tri  cal ,  ina  trumentation   ti   control    drawing! 
to   assist    in    facility    review   List   of    draujings   d    revision 
itatus    encl 
OARV.H  J        Teias   Utilities   Generating    Co        80/04/22        2pp 

F     Security,    medical,    omergencu   it    fire    protection    plan* 

S0040B0077  Advltes    that    submitlal    date    for    evacuation    time    estimates, 
requested    by   NRC    79122&    ltr,hai    been    postponed    pending   OAO 
clearance   under   Federal    Rspts   Act 
ORIMES,  B   K        Emergency   Prepai-edneu    Task    Force        00/03/11         4pp 

8004070053  Notification   of    postponement   of    G00326   meetinj   ur/utll    in 
Dithcsdai  MD   to    ifiicu»»    fir*    protection   criteria    for    revieut 
of    facility   Meeting   tulll    be   rescheduled 
BURWELL, a   0        Light  Mater   Reactors    Branch    2        BO/03/14        4pp 


0      Adjudicator^    correspondence 


£3004040088  Rvsponie    In   opposition    to   Cititeni    for    Pair   Util    Regulation 
B00219   request    for    order    requiring    NRC    to    provide    documents 
ra    change   of    position   l>    for   postponement    of   prehearing 
Rationale    of    position   und i«co verab 1 e    W/Cortlf Icote    of  Svc 
BEYNOLD9,N  8        Texas   Utilities   Generating    Co        REVNQLDS.N   9 
Debevolse   k.  Llberman        BO/03/04        3pp 

3004080221    Response    in   opposition    to   Cltlian*   Association   for   Bound 
Energy   800225  request    for    order    compelling    production   of 
documents    (i   for    postponement    of    prehearing    conference 
Certificate    of   Svc    encl 

fiEYNdLDS.N.S        Teia»   Utilities   Generating    Co        REYNOLDS,  N   3 
Deblvolie   U  Li  barman        BO/03/04        9pp 

0004080726  Forwards   NRC    statement    of    position    on   admiiiibi 1 1 ty    of    TX 
Association    of    Community    Organ!  lat  ions    for   Fit  form  Nou 
contentions. PB    parties   BOO319    conference    call    OK   Gay    mill    be 
contacted    on  800404   re   applicant    t  NRC    stipulations. 
RDTHSCHILD.M  U        Hearing    Branch    1        BO/03/E7        Ip 


—  B004210433   Response    stating    no    abjection    to    Cltuens    Association    For 
Bound   Energy    000411    request    For    eitenaion   until    QOOfl 1 1    to 
file    motion    far    consideration   of   Contention  Q  tt    to    file 
position    on    contentions    Certificate    of    Svc    encl 
ROTHSCHILD, M   U         Heanno    Branch     I         CiO/01/22         Spp 


H      HEnoral    cor  respondent i 


9004240420   Forwards    FJ00221     I  tr    from   TX    Senator    R   Closer    u/encl     1  tr 
constituent   MU  McNutt    Requests    pertinent    info    to    ansuer 
constituent    Fears    of    cancer    Ft  am    low    level    radiation 
e  rposure 
DEMTBEN-L         Senate         BO/03/05         Spp 


K       Utility    Final    Safetu    Cinalyns    depart    (FSAR)    (,   amends 


BOO4 160239   Foriuardi    Amend     10    to    FSAR   Affidavit    encl 

CRAY, (I    J         Teias    Utilities    Generating    Co         SO/03/31         2pp 


Amend    10   to    FSAR  Clversiio    drawings    encl 
Teias    Utilities    Oeneratlng    Co         00/03/31         I400pp 


9004330436  Foruards   affidavit    of    ivc    for   FSAR  Amend    10 

OARV.R    J        Teras    Utilities   Generating   Co        00/04/14        3pp 


H      Antitrust   correspondence 


Response    to   Central    t.  South    Heat   Corp    et   al    second    request 
far    production   of   documents    Stagg   5y*    Inc    uorkpapers 
available    for    insp   t-    copi|ing    DocumenLs    re    transactions 
already    produced    Certificate    of   Svc    encl 

CDPELANDrJ   0         Houston    Lighting    &   Power    Co         COPELAND,  J   fl         Baker    (. 
BptU         00/02/25        6pp 

0004040073  llotice    of   appearance    in   proceeding   Certificate    of   SVE    encl 
Justi  ce,  Oepl   of        SO/02/39        4pp 


8004110030  Dllcussei    addl    request    for    documents    locateil    In  Chalk  a  T- 
personal    Hies   Request    Is    untimely   1   def  ic  lent,  fai  1  ing    to 
•pacify    relevancy    to    proceeding    No    obligation    to    respond    to 
request   by   9OQ227.  per    Commission  Rules    of   Practice 
STAHL.  D  11        Isham.    Lincoln   b  Bsale        SO/02/25       3pfl 
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oQO'1020149  foruaid,  I'D  1  '  'if-C 
re  settlement  fl  i  irui  s  i  on  =  ' 
pr-odijcti-on  <jf-  teitJKi  J^i.u" 
ervtl 

OPHER1,  G    8          Justice.  i'epD 
B         dpf 


Z3     joint    motion    ror    mod    of    ASLB    order 
issuance    of    order    to    compel 
'     testimony    Proposed    order 

CHAtWWlA,  F    I)         Antitrust    Division 


ipoaition    to    DOJ    ',    fiRC    joint    motion    for    mod    of 
i+     discussions    f*    ''or    order    to    compel 
;    Negotiations     For    settlement    purposes 


EOIMNIGHT    J    «        Houston   [  igh^ing     '     Pouer   Co 
Louenste  in.  tJeuman.  Re  i  s,  Ai  e  Irad    '•    Toll         t-W 


»      Baker    '.   Botts 
SO/O3/06         13pp 


-    80040201*''      iQint    rotion    ,ar    ,T  nj    ot    A?LB     '90-416   order    re    protection    of 
settlement    J  i  sc  iii  s  i  orf-.    '     >  JT     i,?uani_6     at    artiei     to    compel 
produc  1 1  on    or     j  c-C'jmctLt- s     *     'eslironu.     from    Houston    Lighting    fc 
Fouer     '..    Tl    Ut-ils    U    Certiricste    af    Sv 

CrpUEflT.S    D     ,     LQPSavIC    C'    h          Justice.  Dept    o-f         CWANANU,  F-    D 
An  1 1  trius  t    [M-,  is  i  OFI         G'VO,>(  ~e          12Qpp 


— BQO40S0285   Response    setting    dismissal    of    DQJ   S0022B   motion     to    compel 
supple  ie  n  t  at  ion    of     intottogatoiies-.as    moot   Answers    mere 
sc-r/ed    one    daij    pi  lor     to    this    motion    Add!    suppl    uill    be    filed 
if     Further    responses    are    appiopriate    U/Certi f i cate    of    Svc 
FRANKLIN,  W    J         Houston    Lighting    ',    Power    To         »       Baker    S<    Dotts         " 
Lowenitein,  Newman,  Rei  5,  Melrad    I,    toll         BO/03/06         6pp 


oil    of    questions. 


— Q004Q20175    dial     !epo5|t-iun    of    ED  S^arth     re    certif 
Pp     2-3 

•t       Atonic     Safely    and    Licensing  Hc-ard    Panel         SCXiRTH.E    D 

Affiliation    UnlliDuin         30/0^/2^  9pp 

--SCO-402Q1S!    notion    lo    (;-«.peI     Tx    UMls    Cos     to    supplement    Apr   !•    Jul     1979 
responses     to    -first    -set    ot     interrogatories    ^    requests    for 

ob  1  i  jaH  ons    bij    QOODOo    W(  Cer  1 1  f  i  ca  te    of    Svc    V   proposed    order 
CVPHEOT^S    0         LUillfE.N         Ju^ t i ce, Oep t    of         90/02/23         7pp 

-3004020190    Mo-tion    to    comce-l     Houston    Lighting    *•    Power    to    supplBment 
790111    t-   d^,'7    answers     ta    70112?     interrogatories    Urges 
fulfillment    of    cut  rent    obligations    arising    from    development 
of    -neu    into    Certificate    of    S'  c    £    proposed    order    encl 
CVPHEFtT,  3    li     r     LUOLIE,  N         Just  i  c  e,  Dep  t    of         BQ/O2/33         7pp 

-- S004O^01?S   Joint    application    for     issuance    of    subpoena    directed     to   ED 
Scarth    of    TX    Utils    GeneiatiPig    Co    t     [)E    Simmons    of    Houston 
Lighting    f,    Pc-iuer    Requests     ejtension     until    £300403    to    depose 
DE    SlJT-nons    Draft    subpoenas    t/    Certificate    of    Svc    encl 
CVPHEBTp  S    D    ,     DDPSOVIC,"    A          Justice, Dept    of         QLUJ1E.  fl         Antitrust 
Division         SO/02/28         7pp 

S00402009B    Motion     for    protective    order    re    disclosure    of    Olamondi 
Eiianrocv    Corp     documents,  in    response    to   flSLB    600113   subpoena 
duces    tecui-i   Documents     in    question    are    subj    af    contractual 
obligations    Certificate    of    Svc    >,    proposed    order   encl 
CVPHERT,S   B         Justice    Dept    o*         BQ/O2/29          loop 

800-IOB0174    Notifies    o  f    change    of    address     for    counsel     ot    South    TX 
Electric    Coop  erati  ve,  I  nc.    '<    Hedina    Electric    Coopera  1 1  ve.  Inc. 
effective    E5003  1  0 
JQHM.  B   F         Ah  in.     Gump,     Hauer    (.   FeH         80/03/04         Ip 

0004100499    Discovery    vept    for    Feb     1 9BO   Southwest    TX    Electrical 
Coop  era-t  I  ve.  Inc    i    Medina    Electrit.    Coop  erati  ve,  Inc     neither 
initiated    nar     i  eceived    am)    discovery    -requests    Certificate    of 
Svc     enc I 
JOHN,  D   F         AVin,     Gump       Hau-sr    '    Fs  1  d         80/03/04         4pp 

000-111057<)    Confirms    BCO??W    telcan    re    DOJ    subpoena    of    tfocuments    from 
Gulf    State*    Utils    Subpoena    covers     certain    areas   also    covered 
in    Brounsville    Public    Util-s    subpoena   Util     documents 
will     be    available    to    s 1 1     paities 
RADER,  R   M         Cornier,     Moora    •     Corbet         aO/03/O-l         Spp 

3004080959   Requests    pietrial    cont-erence    to    clarify    procedural    matter! 
re    ASLB    711214    01  rfer.  f  i  1  i  ng     testimonij    Eiimrriaries    t 
detio nation    ot     trial    eihibits 

CVPHERT.  S    B          JuvtiCH.Dept    ot         CHAIWWIA.  F   D         Antitrust   Division 
RITTS.  F   tl         Te las- Louisiana    Electric    Cooperative,  Inc          00/03/05 
2pp 

e 004 O 9-0 £04    DiacQVBi-ij    rept     for    Feb     1 9BD    Deposed    U    Taylor.M   Hebb,  DE 
SimmonB    j>   FL    Watson    Participated     in    -deposition*    noticed    bu 
TX-LA   Electric    Coop^iativg    t.   City    o*    Urouinsvi  1  1«.  TX   Reviewed 
Diamond    SFiamrocV    dotuflonts    Filed     application    for    subpoenas 
CVPHERT.S   D    ,     PftRMENTER    F   H         Jjs  t  ice.  Dept    of         &0/03/O5         Spp 

04090387   Di-sto-very    rept    for    Feo     I  <?SQ   Paitlcipated     in   A   Geroer,  H   Hebb, 

E   Simmo-ns,  U   fiobertson    t    0!J    Beams    depositions    Attended 

J   Turt.     ',    S   Phillips    depoiitions    Filed    motion    for    acfdl     time 

to   responfl    to    fx   Utils    intei  rogat ories    H/Cer 1 1 f ic ate    of    Svc 

CARNEY.  J   A         Central    t    Southwest    Corp         CARNEY.  J   A          Istiam,     Lincoln   ti 

Beale         BO/O3/05         7pp 

aOO-+11005ii  Response    to   Houston    Lighting   *    Poiiier   300219  motion    to    compel 
1  nterrogatorij    answers    txj    DOJ   ra  C    Sto/*r    proposed    eipert 
testimony    DOJ   has  no    aid)    info    to    provide    ei-cept   for    factl 
stated     in    this    response   W/St(jvei     ltr>    ',    Ce-r6iftcate    of    Svc 
CYPHERT.S   13         Justice.  Utpt    of         aO/O3/OS         8pp 


Comments    bij    Put-lit    IJtils    Board    of    Citi;    of    Brcun-lvl  1  It'  TK   on 
NRC    i    DDJ   motion    fai     mod    of    ASLH    order    re    protection    of 
settle-sent   discussions    I.    for    order    to   compel    -documents  & 
testimony    Urges    clarification   of    -scope   H/Cert  iFicate    af   Eve 
POIRrFP.H   K         Teias.     State  ot        SO/03/Ofi         IGpp 


gOO'!Oa0360    Re>sponsie    in   opposition    to    DOJ   '.   »RC    joint    motion    far    trod    of 
ASLB    order    re    SB  H  lemen  t    discussions    4-    for    order     ta    compel 
production    of    documents    NRC    policij    favoi  ing    settlement    is 
designed     to     protect    soul ces    involved    U/Certi f i cate    of   Svc 
*      Cential    '-     Southuast    torp         *       Ishatn,     Lincoln    t    Beale         GO/03/06 
llpp 

60040a063S    Response    in    opposition    DQJ    t    N'RC    S0022B    joint    motion    for   mod 
ai    ASLH    order    re    settlement    discussions    I    for    order    to 
tompel    production    of    documents    Negotiations    must    be 
protected    per   Rule    of    Evidence    '109   U/Certl  f  icate    of    Svc 
AHEARIJ.C    0         Teias    Utilities    Generating    Co         AHEARN.  C    D         Debevolse    !i 
Liberman         ESO/03/06         30pp 

BOOaO^OlSS    Notice    of    appearance    on    behalf    of    Public    UtiU    Board    of    City 
of    flrounsvi 1  le, TXi  in    consolidated    discovery    Certificate    flf 
Svc     encl 

SPIEGEL, G         Teiaa,     Gtate    of         SPIEGEL, 0        Spiegel    i   McDlarmid 
80/03/06         6pp 

B004090'13'l    Discovery    rept    bu    Public    Utils    Board    of    Citg    of    Drounavllle, 
TX-for    Feb    19SO   Deposed    M    Borchelt    of    Central    Pouer    t.   Light 
Participated     in   fi   Edelstein    deposition    Received    documents 
from   Central    d   South    West    Corp    Certificate    of    Svc    encl 
POIR1ER,I1   R         Toiai,     Stata    of         PGlRIEfMI   R         Spiegel    Si   McDiarmld 
00/03/06         i=pp 

800'!10021B   Notifiei    that    DOJ    received    Houston    Lighting    !.   Poiuor    Co 
supplemental     answers     to    Central    Pouer   i    Light   Co    first 
interrogatories   u/c    apps    Requests    Attachment    A    tn    Houston 
Pouer    t    Light    Co    second     set    of    addl    answers    to    NRC 
CVPHERT.S   H         Justice, Dept    of         BO/03/06         Ip 

BOO'1100133   Notice    o-f   appearance    of    G   Spiegel    on    behalf    of   Public    Utils 
Commission    of    Drouinsvi  I !  e,  TX   Certificate    of    Svc    encl 
SPTEGELiQ         Hrouinsvi  lie,  TX         SP1CQEL,  Q         Spiegel    i.McDiarmid 
80/03/06         App 

SOG'1IO0535    Discovery    rapt     for    Jan    f,    Feb,  I960,  Ci  ty    of    Austin    has    neither 
Initialed    nor    received    ani|    discoverg     requests 
BALdUGH.HC         Austin,     TX         QO/03/O7         !ipp 

aooflOaOO'14   Response    by    Public    Utils    Board    of   Cit^    of    Drounsvt  1 1  e.  TX. 
in    opposition    to   Central    t-   Southuest    Corp    900222   motion 
for    protective   order, re    second    set    of    (ntBrrogatnries   fc 
production    of    documents    W/Cert  i  f  icate    of    Bvc    tc   000207    Itr 
PQ1RIEFM1  R        Te.as,     State    of        P01R1ER.H  R        Spiegel   i  McDiarmi  it 
BO/03/10         IPpp 

d0041005H    Foriuards    notice    of    taking    af    deposition    of    D   Borings 
'J,C    D         DebevolBe   !•    Liberman         SO/O3/10         Ip 


--e004IOOS5S  Notice    of    taking    of    deposition   of   D  Springs   on   Q00313-11 
in    Atlanta,  GA   Deponent    uillt    be    eiamined    on   matters:    re    bulk 
pouo?    supply   &    transinisSLon    IH   wheeling    SVCE    in    TX 
Certificate    of  Svc    enc  1 

AhEARN,  C    D         Teias    Utilities    Generating    Co         AHEARN,  C   D         Oefaevolsa 
4    Liberman         BO/03/10         9pp 

S004U0167  Notifies    that   U  Scott   deposition   scheduled    for  Mar    Is 
cancelled    Cancel  lat  10-11    based    on    DDJ    representation    that 
Scott    ujou  1  d    be    called    as    eipert    tul  thness 
BALDWIN,  J    M         Baker    5    Potts         BO/O3/10         Spp 


Updated   response    to    first    seb    of    intevrogatorlea   tc   document 
requests    Includes    info   re   iui  tnesses,  c  ompeti  tive    utilsr 
product   ^   geogiaphlc    mariot   '    petitions    to    intervane   Prof 
o.uali  f  icalioni   of    DA   Springs  t-   Certificate   of  Svc    encl 
BURCHETTE.  W   H         Texas-Louisiana    Electric    Cooperat  i  Ve,  Inc 
BURCHETTe-U  H        Northcutt  Ely        60/03/11        29pp 

8O04D90164  Second    supplemental    response    to    first    set    of    interrogator!  s« 
1;  document   requests    Includes    info    ra   projected    loads. 
capacity   &  reserves   as    of   S00215 

SLICKER,  F   K        Teias  Utilities   Co        SLICKER,  F  K        Woriham,    Forsythe   !< 
Sampels         80/03/11         Spp 
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300401)0175   Supplemental    response    to    third    set    of    Interrogatories    & 
document    requests    Supplemental    answer     to     Interrogatory     IS 
end    W/o    encl 

SLICKER,  F   K         Texas    Utilities    Co         SLICKER,  F   K         Worsham,     Forsythe    tc 
Sampela         BO/03/11         3pp 

B0040901BO    Supplemental    response    to    first    set    of     interrogator  IBS    I 
document    requests    Includes    info   re    mo'itdlij    fuel    cost 
adjustments    for     1979 

SLICKER,  F   K         Texas    Utilities    Co         SLICKER,  F   K         Worsham,     Foraythe    k 
9arnpels        80/03/11        4pp 

B0041QOOB4    Forwards    DOJ    subpoena    requiring     DE   Simmons,  ut  i  I    vice 
president.  to    testify    B00331-0402    Confirms,    that    Simmons    mill 
be    available    for    deposition    on    600404-05     instead     of     dates 
lilted    in    subpoena   W/o    encl 
CYPHERT,S   0         justice,  Dept    of         90/03/11          Ip 


8004090133   btaten.ent     in     opposition    to    consolidation    of    proceedings    for 
hearing     purposes,  per    A3L3    800307    prehearing    Conference 
request     Issues    not     identical    '•    endence     in    South    TX    Project 
ma  i/     not    be    related    to    Com.narude    Peak    H/Cer  1  1  f  ic  ate    of    Svc 
STAHLiD    II         Central     '     C-outhiuest    Corp         BTAHL,  D   M         Isham,     Lincoln    t- 
Beale          BO/O3/17         9pp 


7    Discovery    rept     tor    Fcb     1980   Participated     in    Ammoris,  Dea 
Borchel  t,  Campbel  1,  •/    Vaibiough    depositions     Inspected    DDJ 
documents    Received    ',    opposed    Central    '-    South'uest    motion     for 
addl     time    to    ieply    to     i  i.tBrrogator  iss    W/Certi  f  i  cate    of    Svc 
AHGARIJ,  C    D         Te.as    Utilities    Co         AHErtRIJ,  C    D         DeBevoise    &   Liber 
BO/O3/1/         Spp 

8004Oa0401    Submits    TX    Utils    Generating    Co    response    to    ASLB    B00307 
roo.uest    re    vieus    on    consolidation    of    proceedings    for 
hearing     purposes    Urge?     complete    consolidation 
KNQTTS,  J   D         Debevoise    (    Libeiman         BO/03/!/         4pp 


8004100221    Fourth    supplemental    response     to     fust    set    of    interrogatories 
It    document    requests     Includes     Info-    re    cities    t>    utila    uihich 
have    eiplored    power    alternatives    offered     by    TX    Utils    Co 
SLICKER,  F   K         Teias    Utilities    Co         SLICKER,  F   K         Worsham,     Forsythe   !< 
Bampels        BO/O3/11        3pp 

00Q403Q2S8  Response    In   opposition    to    schedule    proposed    by    NRC    for    reply 
to   motion    to    quash    B00221     subp-oena    directed     to    R    Frame    Merit 
of   NRC    argument   will    be   better    evaluated    after   Lerner 
deposition    Suggests    BOQ321     foi     reply    W/Certi  f  icat  e    of    Svc 
KHOTTS,  J    H         Texas    Utilities    Senerating    Co         BO/03/ia         3pp 

6004030113   Forwards    Houston    Lighting    &   Power    BOO313    petition    for 
directed    certification   of    ASLB   800307    order    re   confidential 
documents    of    settlement    negotiations 

BQUKNIOHTiJ   A         Louenstein,Neurnan,Rels,  Aielrad    !<    Toll         00/03/13 
3PP 

—  Q004020119  Petition    for   directed    cert  i  fie  atloti,  inter  1m   stay   *.    review    of 
ASLB    B00307    order   requiring    Houston   Lighting   t   Power    to 
produce    settlement    negotiations    documents    Urges    reversal    of 
ruling   W/oicerpti    of   BOO307    prehearing    transcript 
BOUKNJGHT.J  A   ,    GREEN,  D   0        Houston    Lighting    &   Power   Co 
nOUKNIGHT.J   A         Louenst-e  in,  Weujmam  Re  i  s,  Aic  Irad    i,   Toll         80/O3/13 


—0004020193  Order    re   NRC    790323   motion    to    compel    further   answers    to 
Houston  Lighting    It  Power    first    interrogatories    Directs    util 
to    furnish    lilt    of    privileged    documents    Orders    responses    to 
majority    of    questions   W/aicerpts    of    790A01    prehearing 
MILLEff.M  E        Atomic    Safety   and   Licensing    Hoard   Panel        77/04/16 
Bpp 

B0040BO038  Forward*    DOJ   third    supplemental    responso    to    Houston  Lighting 
(,  Power   Co    first    set   of    interr  ojatorl  e  t    Documents    responsive 
to   util    790204    second    set    of    interrogatories    end    Documents 
r«    second    interrogatories    not    encl 
CYPHERT,B  D        Justice,  Dept    of        80/03/13         IP 

--8004000033   Third    supplemental    response    to    first    set    of    interrogator  lei 
b   document   requests    Includes    info   re    OT    Taylor    testimony    re 
four    relevant    product   markets    in   proceedings 
CYPHERT.9   D         Justice,  Dept    of         BO/03/13         30pp 

8004080073   Application    for    issuance    at    subpoena    directed    to  FO  Areij    of 
Webster   Engineering    Corp,  to    be    deposed    b    to    produce 
documents    re    Interconnections   &    Interconnected    syi    Draft 
subpoena    d  Certificate   of    Svc    encl 

OfiEEN,  D  0        Houston  Lighting   &   Power   CD        *      Batter   Ei    Hotts        * 
Louiinstein.Neuiman.Reis,  Axalrad    i    Toll         BD/03/13         13jip 

8004070439  Act;    receipt   of   &    accepts    B00313    Itr    in    lieu    of    interrogatory. 
answer    per   800307   prehoarlng    ruling   Ltr    does   not    solve 
Houston   Lighting    &  Power   problems    re   C    Stover   -deposition  DDJ 
800311    Si    12    Itr*   &  Certificate    of    Bvc    encl 
GREEN,  D  0        Louunsteln,  Newman,  Reis.Aielrad    &  Toll         SO/03/13        IGpp 

80Q4100S49   Response    to    third    get    of    interrogatories    Includes    Info 
r»    electric    power   Si  energy    delivered    to   various    utilm    during 
Dtc    1979   Certificate    of   Svc    encl 
*      Texas  'Electric    Service    Co        80/03/13         lipp 

B0040B0370  Discovery    rept    far   Feb    t?80  Deposed   J   Wllion-OC  Campbell    t 
V  Robertson    et    *1    Attended    DBJ   k  NRC    depositions    Served 
800801    first    set    of    Interrogator  iat    to   NRC   Received   addl 
responses    to    interrogatories   Certificate    of   Bvc    encl 
FRANKLIN,  W  J        Houston   Lighting   i  Power   Co        *      Baker   8-   Botts         * 
Louenstein,  Nauimani  Reis,  Aialrad    b  Toll         SO/03/  14        7pp 

800404007B  Comments    by    Public    Utils    Board    of   Citu    of    Brounsvl  1  le  ,  TX. 
stating    no   position   re    consolidation    for    trial    adviiad    bg 
ASLB    during   B00307   prehearing    If    consolidation    ordered,  right 
of    cross-eiamination   must    be    preserved    W/Certi*  icati    of    svc 
P01RIER.M  R   ,    POIRIER.M  R        Tenas,    State    of        BO/O3/17        7p  p 


B0040B06&3   Ordci     confirming    results    or    S00307    oral    argument    NRC    '.    DDJ 
joint    (notion,  re    mod    of     order     concerning    protection    of 
settlement    d  i  sc  ussi  uns  ,  g  I  jnted     in    part    Parties    may    not 
engage     in    further    discovery    re    documents    included    in    motion 
GLASEO.HL         Atomic    Satety    and    Licensing    Board    Panel         BO/03/17 
2pp 

BQO-J21Q437   Notice    of    appearance    ,n    proceeding    Certificate    of   8vc    end 
GLAZIER,  V,   K         Jus  t  ic  e.  Dept    of         BO/03/1/         4pp 


8004090427    Disco 
deposition  No    d 
Bvc     enc  1 
BURCHETTe,W   H 
BURCHETTE.H   H 


ery    rept     For    Jan  -Feb    19BO   Participated     in    M   Drymy 
iscovery    icquests    initiated    Certificate    of 


Te  las-Lou  i  s  lana    Electric    Cooperat  ive,  Inc 
Northcutt    Eltj         90/03/19         3pp 


BOO«1O10517   Order    denying    MC    800311    motioii    to    quash    subpoann    of    R 
Frame    TX    Utils    Generating    Co    entitled    to    lest    ND   Lerner 
credibility    b^    questioning    UJDI  ii    I    documents    prepared    by 
Frame    for   Lerner    revieu 
UQLFE.S    J         Atomic    Safety    and    Licensing    Board    Panel         80/03/20         2pp 

SOO'JO30347   Oeiponse     in    opposition    to    TX    Ulils    Cenrtratinj    Co.Houston 
Lighting    !i   Pouior    Co    J.    South    West    Corp    B00313    petitions    for 
directed    certification    of    orriei     compelling    production    of 
documents    Neuis    article    ft    CerliflcatH    of    Svc    encl 
CHANANlA.r   D    ,     GLUME.  M    G    ,     HODGDQN,  A   P         Antitrust    Division 
BO/O3/2O         31pp 

9004100177   Memorandum    in    opposition    to    petitions    for    directed 
CUT  tif  i  cation    filed    bg     TX    Utils    Oonerjl  i  rig    Co,  Houston 
Lighting    f,   Pouier    Co    !i    Central    V   South    Uest    Corp    et    al,ro 
A8LB    000307    order    Certificate    of    Svc    encl 

CVPHERT,  S   H    ,     DDPBOV1C.J)    ft    ,     QLAZIO1-K   M         Justice,  Dept    of 
80/O3/2Q         atpp 

QOO'1HJOS3'V    Response    to    I)CJJ    first    set    of    interrogatories    Includes    info 
re     TX    electric    cooperatives    ',    uiholeaale    suppliers 
Certificate    of   Svc    onel 
»       Teias    Electric    Service    Co         80/03/20         21pp 

B004O10262   Clarifies    NRC    updated  response    to    Houston    Lighting    it   Power 

first    set    of    interrogatories    ''  request    for   production   of 
doc  union  t  s 

DLUME.M    H        Antitrust    Division  BO/03/31        2op 

B004O40184  Motion    to    quash    subpoena    directed    to  GH  Bcagj    upon  DQJ  & 
NRC     joint    request   Absent    evidentiary    reliance    upon    Btagg 
Sys,  Inc    luork,  nontest  i  (y  ing    outside   consultants    are   not    suoj 
to    discovery    pi  ocess,  per    established    rule 
FRANKHMilJ   J         Houston    Lighting    I    Power    Co         80/03/31          4pp 

—  BOO40401'?a  Advises    that   Houston  Lighting    t>  Power   does    not    intend    to 
rely     on    Btagg    8ys,  Inc     studies    as    part    of    defense    in 
proceeding    NRC   f,  Central    !<   Southuest   Corp    contentions    re 
atagn    study    based    on   misconc  ep  t  ion   W/Ccrtif  i  cate   of   Svc 
OREENi  D   0         Louiensteln.Nemman.Reis.  Aielrad    &    Toll         QO/03/21         7pp 

8001160111    Responds    to    NtlC    S-    Central    &   South    Uest   Coi'p    comment!    re 
COTISO!  i  dation   Severance    arguments    based    on   belief    that    util 
will    rely    on    study    by    St-agg    Gyi,  Inc    as    part    of   defense   Util 
will    not    rely    on   Stagg    study    Certificate    of   Svc    end 
GREEN,  D    0         Lourenstein.Neiuman,Reis,  A'elrad    '.    Toll         BO/03/31         fipp 

8004030360  Response    by    Public    Utils    Hoard    of   City    of   Drouinsvi  1  le.  TX    in 
apposition    to   nonconsol  i  dab  ion    of    proceeding    suggested    by 
NRC    &  Central    (-   South    West    Corp    In   event    of    separation, 
South    TX    case    should    be    heard    first    Certificate    of   Svc    sncl 
SPIEGEL,  S         To»as,     State    of         90/03/24         9pp 
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3004250049    Response    in    oppo  1 1  ion     to    Public    (Jills    Board    at    CltY 
Qrouinsville    T»    3UO317    comments    lequesting    admittance    as 
parti    >«    consolidated    pro'"  eel  in  g    Statement    of     interest 
untimely    ',     va-gue    Certificate    ot    Svc    encl 

rtHEMJN.  C    D         Ts.as    Utilities    Generating    Co         ftHEARfJ,  C    D         Debe 
Llberran         SO/0-3/2S         'up 


3004100(128   Public   Utils    Poard    of   Hrouns vi 1 le  motion    for    leave    to    file 
affidavit    as     amicus    (uriae    Brouns% i lie    is    partij    to 
proceeding    but    has    not    formally    appeared       in    appellate 
proceeding   Certificate   of    S^L    encl 

SPIEGEL, O         Brouinsville,  TX         SPIEGEL, 0         Spiegel    1.    McDiarmid 
BO/O3/31         flop 


a004IQG371    Hation     to    compel    production    of    documents    bg    Southuest    TX 
Electric    Cooneracive    rs    subposrid    directed     to   general    manager 
E    McGirnei    Requests     to    strike    ficGinnes    BOOO31    deposition    if 
documents    are    not    produce!    W'Jraft    subpoena    !-    documentation 
GREEN-  D   C         Houilor    Lighting    f,   Pon>er    Co          »      Baker    (•    Botts         » 
LowensteinrNe.uiian.Reii    ft.Hlrad    >,    Toll          00/03/36          IBpp 

--BOO410C273   Motion    to    compel     production    of    documents    fig    Miduiest    EUctri 
Cooperative    re    subpoena    directed     to    genei  a-3    manager 
P    Wetiel    Requests     to    strike    Usttel    rescheduled    deposition    if 
documents    are    not    produced    M/subpoena    &   Certificate    of    Svc 
CREEN.  D   Q         Houston    Lighting    1    Foyer    Co         *      Baler    !•    Hotts         * 
Loujcnstein.  Newman,  Ren.  ftielrad    I    Toll          80/03/24,         15pp 

8004090430    Application    for    issuance    of    subpoena    directed     to    Oulf    States 
Utils    Co    re    settlement    documents    Documents    not    produced     in 
rospons*    to    790709   I.    E30011S    subpoenas    Urge*    production    to 
ettent    all  owed     bu    A?  UAH 
GLW1E.M    H         A-ntitiust    Division         00/03/27         2pp 

--8O04080424   Sufcpnena    directed    to    Gulf   States    Utlli    CD   requesting 
settlement    d  oc  uroe-nl  s,  f  or     imp     '.    copying.  In   Hash  I  njton,  DC 
on    800  '10  2   Subpoena    mat;    be    quashed    or    modified    upon    request 
Certificate    of   Svc    end 
MILLER.  M    E         Atomic    Safety    and    Licensing    Board    Panel         BO/03/27 


9004090126   Order    demjinj    Houston   Lighting    l<   Pouer   BQ0321    motion    to 
quash    subpoena    directed    to    GW   Stags    upon    DOJ    request    Prior 
rulings.  re    nanteiti  f  1  1  ng    outside    c  onsul  tants-  ito   not    apply     In 
this     proceeding    due    to    relevancy     of    Staoj    studies 
WOLFE,  3    J         Atomic    SaFetg    and    Licensing    Board    Panel         BO/O3/27         3pp 

B00121O3B6    Forward*    Houston   Lighting    (t   Pouer    600327    motion*,    to    compel 
production    of    docurnenti    bY    NRC    eipert    uitneSsvE   RH   Hartley    & 
NC    LerneT    Requests   BC0331    conference   call    prior   to    tcheduled 
depositions 
FR/iMKLlN.  H    J         Lowens  teim  Weuiman.  Reis,  Aislrad    t   To  1  1          60/03/37         Ip 

—  BOQ4210393   Motion    to    compel    t  est  imnnia  1    questions    answered    b«   NfJC 

«<pert   witne-ss   RH  Hartlsij    Discoverability    -of   quaitlon-s 
establiihed    on   Pages    421-423  of    preheartng    conference 
transcript    re    ASLD   600625    order 

FftAWKLIMiU   J         Houit&n   Uiahting    t-   Pouer    Co         FRANKLIN,  U   J 
Louiens  tein,  Nuiurnan.  Re  i  s,  flie  Irad    ',    Toll         «      Bakar   b  Dotti 
BO/03/27         flpp 

—  800421039')    Submits    pr  Bparat  i  on    atudi;    for    900220-21    meeting    re 

1  ntrareg  i  ana  1     inter  con  nnitionsi  transmi  is  ion    lines    !"   other 

poolinS    mattsr* 

HARTLEY.  R    H         Affiliation    Unknoun         SO/O1/S9         2SPP 

—  30042103^7    Foruiards    RH   Hortleij    H00211    memo    to   NRC    rs    800129   answers    ( 

preparation    tor    500220-31    meeting    Reque&ta    quistions    to 
sjhlch   answers   mere    ttated-per    s-ule    established    in   790601 
pre-hear  i  nj    conference    Pagei    421-'1E13   of    transcript   e-ncl 
FRANKLllJ-H   J         Lnutenstein.  Neiuman.  fteis,  An  elrad    t   Toll         BO/03/20 
4ft 

—  6004210400  Motion    to   compel    electm    uti  1    induttry    testimonial 

antltruit    analyses    prepared    bj   NRC    otp*rt    economic    ultnetf 
N  Lerner    re  Midland    proeeeding   Urges    production    per    prior 
ru)  Inge,  sub  j    to    end    protective    Order   U/Cert  1  f  leate    ot   Svc 
FRAfWLIN.  W  J        Houston    Lighting   *  Power    Co        FRANKLIN,  H   J 
Lome-nstein.  Neuiman,  RejSi  ftielrad    I,    Toll         *      Baker   &    Botti 
BO/03/57         14pP 

5004090123   Order    giving    parties    one    ui):    to    provide    aid  I    authority    re 
eiistence   of    *e  1  1  1  enent    privilege   Memo-randa   addressing    issue 
should    lie    received    b<|    80O404    i.   response    thereto    bi|    G00409 
BtSHQP.C  J        Atomic    BaFetjj    and    Licensing    Appaal   Panel         BO/  03/26 
2pp 

B004O90436  Protective    order,  In    favor    of    Houston  LiBnting    It  Pouer.  r« 
confidential    corporate    studv    produced    in    response    to  NRC 
initial    interrogated**   Parties   inag    challenje   claimed 
confidential  itij    hi    ieeking    judicial    review   per    FDIA 
UOLFE,3  J        Atomic    Safety   and   Licensing    Board  Panel        BO/03/3L        4pp 

8004100243  Order   granting    in   part  NRC  motion    to  iomp»l    addl    roponles 
by   Houiton   Lighting    i-  Pcuer    (HLVPl    Accords    conF  idontidl  ity 
to   N  i.erner    analgtlt   re  Midland    settlement   flraiiti    ML&P 
motion    to   compel    KIRC    questians    re   RH  Hartlei/    testimony 
HQLFE.S  J        Atomic    Safety    and   Licensing   Boai-d  Pon»L        90/03^31         3pp 


— B004100'130  Affidavit    of    RE  Rnundtree,  general    manager    of   Drounsvllle 
Public    Utils    Board    is    agroement    among    TX    "lOUs"    for 
const    or    two    dc     interstate    ties    of    500   MI4   U   250   MM 
Brounsvi  lie    pre-pared    to    enter    settlement    negotiations 
ROUIJDTREE.fi    E         Broumsvi  1 1 B:  TX         BO/03/27        3pp 

aOOJOBOl73    Updated    response    to    Houston    Lighting    t    Pouier    second     set    of 
interrogator  los    'j   TX    Utils    first    aet    of    interrogatories 
Anticipates    RE   Corder    participation    as    ujitne*s    re    areas 
discussed    during    CorJer    deposition    Ceitificate    of    Svc    enc 1 
CHftNANIA.  F   l>         Antitrust    Division         SO/04/Q1         3pp 

8004IOO21JO  Order  requesting  parties  in  directed  certification 
proceed  ing.  t o  respond  to  Utils  Board  of  City  of  Brownsville, 
TX  B00331  motion,  bij  B00409 

BISHOP, C    J         Atomic    Safety    and    Licensing    Appeal    Panel         BO/O4/02 
2pp 

B004iaOiSI    Foryards     joint    motion    fqr    eitension    of    time    Motion    is    joined 
in    by   all    parties    to    proceeding    e»cept    DOJ  !.  Citg    Public 
Utils    Board    of    Brounsvi 1 1 ej TX 
MtJOTTS,J    D         Debevolse   '•   Liberman         BO/04/03         Ip 

— B0041B0167  Joint    motion    for   30-day    extension    fur   all    procedural    dates 
Motion    It    based    on    progress    of   meaningful    settlement 
negotations    uhich   could    lead    to    resolution   of    part    dr   all    of 
proceedings    Certificate    of    Svc    end 

CHANAHIA.F    D       Antitrust   Division        COPEUAND.  J  0        Houston   Lighting 
fe   Pouier    Co         BTAHL,  D   H         Central    Pouier    »,   Light    Co         BO/04/02         6pp 

3004140003    Third    set    of    ad  d  1    ansuien    to    NRC   790115    initial 
interrogatories   Simmons    t,  Woodson   are    eipected    to    testify    re 
interconnect  i  OTIS 

FHAMKL1IJ,  U   J         Houston   Lighting    *    Power    Co         «      Baker   (-   Botfcs         * 
Loiuenstefn,Neuifnan,RsLs,Aiielrad   t.  Toil        BO/04/03        3pp 

— QOOfll'lOOOB  Second    supplemental    answers    to  Central    Power   i  Lip;ht   Co 
790223    interrogatories    Simmons  &  lloodion  are   expected    to 
testify    re    intei-connec  tions   Ceitificata   ot  Svc    encl 
FRANKL1IV,U   J       Houston    Lighting    it  Pouier  Co        *      Baker   d   Hatts        * 
Louienstein.Keuimdn.Heis,  Aielrad    I,   Toll         80/04/03         6pp 

6004150032  Forwards    opaosition   bi;   Qrauinsville    to    joint   motion    for 
eitension    of    time   t  request    for   prehearing   conference, 
miscellaneous    attij    'j    utll    correspondence,  affidavl  t    d 
Drounivllle    rate    estimates    Certificate    of    Svc    encl 
SPIEGEL.G    .    POIRICR.N  H        Spiegel    t,  HcDiarraii)        BO/04/03        l?pp 

— B0041500SO  Opposition   to    joint   motion    for   eitension   of    time   b   request 
for    prehearing    conference   Brounivi 1 le   hai   bean    excluded 
from  negotiat ioiis   on  which    request    for    eitension    is    based 
Certificate    of  Svc    encl 

SPIEGEL,  8  ,    POIR1EP..M  R        Hrouinivi  1 1  e,  TX        BPIEOEL.  0        Spiegel   l< 
McDiarmld         BO/04/03         2pp 

B004230066  Foruards   Houston  Lighting    &  Power  600403   motion    to    compel 
production  of    documents  %   M  Wiljon    testimony   by    Public 
Utils    Board    of  City    of   arauinsvi  1  le-,  TX   Proposes    etpedited 
schedule    to   permit   completion   of   expert   witness    discovery 
QREEN-D   0         Louienstein, Newman, Reis.Aielrad    f,   Toll         80/04/03         2pp 

— B004230074  Motion    to   coinpol    production    of   documents   &  M  Wtlion    expert 
testimony   bij   Public    Utils   Board    of   City    of  Erounsvi  1  le,  TX 
If    motion   not    granted, requests    order    precluding    Uilson   from 
hearing    U/proposed    ord«i    re    schedule   ft  Certificate    of  Svc 
DALDHtlJ.  J  M        Houston  Lighting   t<  Pouier   Co        *      Baler   &  Dotts        * 
Loiuensfcein,  Neiuman,  Rels.  Aielrad  &    Toll        BO/04/03        llpp, 

S00410012f>   Memorandum    In    response    to    ASLAB   800320    order   requesting 
addt    authority   re    recognition   of   settlement   privilege 
Courts   t    case    lau   do   not    recognile    existence   of   privilege 
Certificate   of   Bvc    end 
QLUME,H  a    -    HODODON.A  P        Antitrust   Division        SO/04/04        6pp 

8004150083  Order    setting  30041 i    conference  at  NRC   Hearing   Room, 
Bethetda.MD  Oral    argument   ulill    address   NRC  d  DDJ   joint 
motion   for   30-da<j    extension  *'  Houston   Lighting   ti  Power 
B004O3  motion    to   compel   Utils    Board    of   Braunsville 
WOLFE, 9  J        Atomic   Safety    and   Licensing    Board  Panel        60/04/04        3pp 
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8004170312   Memorandum    of    authorities    re    d I sc overab i 1  i  ty     ot    settlement 
documents   Urges    reversal    of   ASLB  300307   ruling    due    to 
privilege    recogniied    pel     case     lain   *f    federal    rules    of 
evidence    Supporting    documentation    &   Certificate    of    Svc    encl 
aOUKNIGHT,  J   A    .     GREEN.  D   G         Houston    Lighting    &    Pokier    Co 
BaUKNIGHT,  J   A         Baker    S    Batta         80V04/O4         Blpp 


3004 21 Ol 47    Discovery    Pep^    tor    Mar     19BQ   Deposed    JA   Bruggeman,JT   Menders, 
AJ    Wood    It   DA    Springs    lla.ed    to    compel    NRC    deposition    of    ND 
Larner    Responded     to    DO  J   motion    to    compel     supplemental 
ansuers     to    first     intert  ojator  I  PS    W/Cel  1 1  f  icale    of    Svc 
FRANKLIN,  U    J         Houston    Lighting    ',    Power    Co         FRANKLIN,  W    J 
LouenBtein, New-man,  Reis,  Aielrad    '.    Toll         SO/04/OB         6pp 


00041703-10  Response    stating    no    position    re    joint    motion    For    30-day 
eitension    in    proceed  ing, f i led    by   NRG, Central    i    South    West 
Corp, Houston    Lighting    ti   Power.  IX   Utils    Generating    Co,  City    oF 
Austin    !•    other    parties    Certificate    of    Svc     encl 

DOPSQVIC.P   A    .     LUOUE.N    ,     PAflHENTEB,F         Justice,  Dept    of         BO/04/0-1 
5pp 

B00432012S   Memorandum   of    authorities     in    support    of    settlement 
privilege    Documents    prepared     in    connection    w/settl ement 
process    should    be    protected    from   discovery    under    mark 
product    privilege   Certificate    of   Svc    encl 

STAHL, D         Central    fc   Southwest    Services,      Inc         STAHL, D         Isham, 
Lincoln    t,    Deals         80/04/04          iOpp 

Q004240D43  Consent    motion    for    tuo-iiit    oitenslon    to    respond    to   Houston 
Lighting    &  Pnuier    Co  motion    to   compel    production    of 
documents    Represents    that   util    consents    to    eite-nsion 
O'NEILL,  R   A        Southwest    Teias   Electric    Cooperative        O'NEILL,  H   A 
Miller, Balls   fc  O'Neii        90^01/04        3pp 

8004340045  Certifies    svc    of    consent   motions    for    eitension   to   respond    tc 
Houston   Lighting    !•   Power   CD   motion    to   compel    production   of 
document!    from  Midwest   Electric    Cooperative   &  Southwest   TX 
Electric    Cooperat  i  ve,  on   000404 
O'NEILL, R    A         Miller, Balls    ft   O'Ueil         80/04/01         flpp 

8004240053   Consent   motion    (or    tuo-mk    eitension    to    respond    to  Houston 
Lighting    li   Power   Co   motion    to    compel    production    of 
documents    Represents    util    consent    tn    eitension 

Q'NEILL.R    A         Southuest    Texas    Electric    Cooperative         D'MEILL,R    A 
Miller.  Balis    i.   P'Neil        60/O4/04        3pp 


8004I5O157    Responds    to    Houston    Lighting    V    Pouer,  TX    Utils    Generating    Co 
(,   Central    t    South    West    Cos    BQ04Q'!    memoranda    of    authorities 
re     settlement    privilege   Urges    affirmation    of    ASLB    000307 
order    re    production    of    documents    U/Cer  1  1  f  1  cate    of    Svc 
CHAHANIA,F    D    .     HQDGDQN,AP         Antitrust    Division         BO/O4/O9         10pp 

S004170347    Rosponso    to   Public    Ut  1  1  s    Board    of    City    of    Brnunavi  1  1  e,  TX 
600331    motion    to     file    RE   Ftoundtree    affidavit    as    amicus 
curiae    Disclosure    of    documontti    should    not    affect    potential 
for     settlement     Certificate    of    5\  c    encl 
CHrtNANIA,F    D         Antitiust    Division         BO/04/09         ipp 

E00432O021     Response    to    Public    Ut  1  1  s    Board    Of    City    of    Broumavi  1  1  e,  TX 
800331    motion    to     file    Roundtree    affidavit    Requests    to    file 
counfcei  —  affidavit,  re    status    or    s  ett  1  ement.  i  f    Roundtree 
affidavit     is    accepted    by    AS1  AB    Certificate    of    9vc    enc  1 

8         Teias    Utilities    Generating    Co         SO/Ot/09         <bpp 


0004320132    Response    to    Houston   Lighting    !.   Pouer    300403    motion    to    compel 
production   of   documents   '•    deposition   of    Public   Utils    Board 
of    Clti)     of    Broiimsvt  I  le,  TX    Doss    riol    oppose    motion    if    subj     to 
enc  !     protective    order    Appearance    '.    Certificate    of    Svc    encl 
ROTH.  A   J    ,     JACODB,J   C         Florida    Cities         ROTH,  A   J        Spiegel    !. 
HcDiarmid1         BO/D4/09         14pp 

B0043'lO5t2    Response     in    opposition    to    NRC    Q00404   memorandum    of   addl 
authorities    re    eilatence    of    settlement    documents    privilege 
Congress    did    not    Intend    to    freeie    developing    lau   of 
privilege    W/Cert  if  Icato   of   Bvc 

KIMOTTS,  J    B    ,     AHCi^riN.C    D        Teias    Utilities    Generating    Co         KNQTTS.  0    D 
DabBvoise    t<    Liborman         80/04/01?         Bpp 


B004240173  Memorandum, per   ASLAD  8O0328  request,  stat ing    addl    authorities 
re   directed    certification   of    settlement    document    Issue 
Treatises   &  modenn    trend    hold    inadmist IS i 1 i ty    of    privileged 
documents    as    evidence   Certificate    of   Bvc    encl 

KNOTTS.J   D    ,    AHEARN.C    D        Tunas    Utilities   Oeneratlng    Co        KMDTT9,  J   B 
Debevoise    Si  Liberman        80/04/04        22pp 


aOOfl!7O351     Order    granting    30-day    intension    for    procedural    natters, 
amending     ASLB    791314    order    re    discovery    schedule    %   directing 
canao  1 1  da t i on    of     proceedings    for    prstrial    t    evidentiary 
hearings     Consent    notions    for    extension    to    800404    granted 
MILLER, H    E         Atomic    Safety    and    Licensing    Hoard    Panel         80/04/10 
5pp 


S0042S0106  Advises    of   arrangement    to    deliver    Houston    Lighting    t<  Pouiar 
pleadings   moving    to    compel    documents    re    £  McOtnnes    d  P 
Uitiel    subpoenai    Consents    to    14-dau,    eitension    for   responses 
Certificate    of    Bvc    enc t 
OREENi  D  0        Loiuenstain,  Meuman.Rois,  Aielrad    &   Toll         GO/04/04         Spp 


BOQ4aiO14i    Order    denying   Houston   Lighting    (-  Pouier   motion    seeking    to 
preclude    DOJ   memorandum    of    addl    authorities    filed    per    ASLAB 
a003aa    order 

BISHOP, C     J         Atomic    Safety    and    Licenilng    Appeal    Panel         BO/04/10 
2op 


0004100552  Motion    to    usue    order    compelling    Southwest   TX  Electric 
Cooporativa   t    general    manager   E   McGlnnes    to   produce,  far 
insp   d   copy  ing, documents    set    forth    in   motion    Draft 
subpoena   b   Certificate    of    Sve    encl 

OREEN,  D,  Q         Houston    Lighting    &    Poujer    Co         QUEEN.  D   O         Baker    t.    Dott> 
BO/04/07        18pp 

— 8004100960  Motion    to    Issue    order    compelling    Midwest   Electric 
Cooperative   t   general    manager    P  Wiftiol    to   produco,  for    imp 
l<  copy  ing,  documents    responsive    to    subpoena    served    on 
Wetiui    Draft    subpoena   t*  Certificate    of    Svc    encl 
OREEN,  D  0        Houston  Lighting    i  Pduier   Co        OREEN.  D  0        Baker  b 
Bottj        SO/04/07         ISpp 

8004230134   Motion    to    preclude    DQJ    from   filing    principal    brief   re   rtBLAB 
800328  order    DOJ    failed    to    file    principal    brief    t>v    80D404 
DOJ  seeks    to   obtain    unfair    tactical    advantage    by    untimelij 
filing 

'  BQUHNIOHT,  J  A   ,    GREEN,  D  G        Houston  Lighting    (.  Pouar   Co 
BOUKNIOHT,  J  A        BaVer   <<  Hotts        80/04/07        3pp 

—8004230162  Order    directing    all    parties    to    furnish    ASLAB  u/addl 
authority    re    privilege   against    discovery    of    documents 
Memoranda   due    on   800404 

BISHOP, C    J        Atomic    Safety    and   Licensing    Appeal    Panel        SO/03/B8 
6pp. 

8004240061    Motion    for    ASLB    to    racanilder    attending    procedural    dates    for 
30   days, Requests   800408  conference    call    to    rule    on 
attention   TX  Utils   Generating   Co    is    only    party    to   be 
prejudiced    by    extending    dates 

CHANANIA.F        Antitrust    Division        BQUKNIQHT.J  A        Houston  Lighting    & 
Fouler   Co        BURCHETTE,  H  H        Teia*-Louis iana    Electric    Cooperative,  Inc 
80/04/07         3pp 

— 9004340071    Supplemental    argument   &   representations    Addl    time    required 
by    utll*    to  make    progress    in   settlement    a iscussions. 
Discussion*    began   Sept    197?  Parties   are    optimistic    about 
ponlblliti;    of   reaching    quick    settlement 

BURCHETTE.W  H        Ts«as-Louiii*na   Electric    Coup»rat ive, Inc 
KNOTTS.J   B        T««*i    Utilities   Operating    Co        80/04/07        Bpp 


0004230033    Forwards    TX   Utils    Oenoiating    Co    affidavit    of    Lf   Fikar 
requeated    during    (300409   oral    argument 
KNO.TT8.  J    JJ         RebcvPise    t    Liberman         BO/0'1/10         Ip 

— 60043300-11    Affidavit    stating    that   Central    «    South   Wast   Corp, Houston 
Lighting    !<  Power   Co   !•   TX  Utils    Co    Sys    have   reached    agreement 
In    principle    re    interconnection   disputes   Agreement   may    form 
baais    foi     discussions    ui/other    parties    U/Certl  f  icate    at    Svc 
FIKrtd.L   F        Te.as   Utilities   Generating   Co        90/04/10        Spp 

S00423QO02   Responds    to   Public    Ut  i  U    Hoard    of   City    of   Brouns  vi  lie,  TX 
opposition    to    joint   motion    for    extension    of    time   Objects 
to    alleged    refusal     to   uheel    t     submits    ML    Hare  ha  It 
affidavit    In   response    to  alleged    eitluston    from  discussions 
STAHL.  D   M         Central    &   Southwest    Corp         STAHL,  D   M         Uham,     Lincoln    (, 
DoaLe         BO/04/11          3pp 

— BOO4H300O7  Affidavit    responding    to  Public    Utils   Board    of  City    of 
Bfowntvl  lie,  TX    allegation    that    BT  ounsvi  1  le    has    been   excluded 
from   discussions    re    interconnection  Clarifies   statement    made 
at    BO0327  meeting    Certificate    o-f   Svc    encl 
QQRCHELT.M   L         Carolina   Pomer    l>   Light   Co         80/04/10         IOpp 

8004370327    Discovery    rept    for   Mar-Apr    1980  Participated    in   FJ  Meuer,  HH 
Wood  son   t(    G1J   Blagg    depositions    Filed     opposition    to    petitions 
for    directed   certification   t  reversal    of   ASLB   B00307  order 
Joined    other   parties    in   moving    fop    procedural    eitenslon 
CHANANIA.  F  D  ,     BLUMC.  M   11   ,    HQDODQ-N',  A   P          Antitrust    Division 
30/04/25        3pp 


N      Antitrust    hearino    transcripts 


800403O346   Pages   A90  tt  671    ommitfceil    from  original    transcript 
*      Commission         90/03/07       3pp 

QO04I5039B    Transcript   of   B00401?  hearing    tn  Bethesda.MD  Pp    1-140 
»      Co-rnmiSBlon         90/04/09         140pp 
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Q          I  T15P  CUtl 


3004Q10H7   Rg'ponJs     I  }    IE     :  uH*l  in    71  -SB,     "Possible    Malfunction    Df 
HAMCO    Mo-lie  1    t'UBO    limi'      .ultehea    at    Elevated    Temps     " 
R=que,ts    e  i  tension    until     800331     to     inspect    safety-related 
equipment    ^     M,p  le  merit    nni-essiary    correcti/p    actions 
GrtRVfR     J         Terss    lUili'iEi    Geneiating    '~a         00/01/23         lp 

800429049=!    Discusses     [  C     Insp    flept  =    5O-4S5/SO-O]    I    50-446/80-01    Dn 
BOOHH    '     forwards    natitc    of     -lolation 

SEIDLErW   C         Region    4,     Dallas.,     Reactor    C  on  strut  t|  on    't   Engineonng 
Sup-port    Branch          BO/OI  't3         2p  P 

—  3004390493   Notice    of     Delation    from    insp     on    300HS   Noncomp  1  lane  e 
noted     procedures     for    securing    Class     IE    lijttory    chargers 
inappropr  \s  t  a    Fillet    uelrfs    too    small     flue    to   natl     thiclness 
*       Region    -I       Dall»<o     Reactor    Construction    6   Engineering    Support 
Dranth         OO'Ql/23          IE 


Formal  <fs     IF     Insp    Hepls    50—145/80-05    '•    50-444/SO-05    on 
S   I,    It-Zl    No    njnromp  liance    noted 
SEIDLE-W    C         Region    4:     Pallas,     Reactor    Cons  trut  ti  on    ft    Enginaering 
Sup  pot  t    Drancll          QO/02'S'         2pp 

BQQ41£0050     IE     Imp    flepts    SO-4.JS/BO-05    '•    5O-446/BO-05    on    SOO214-15   (. 
19-21    fJo    none  oitip  1  1  .anc  e    noted    Major    area1;     inspected     follouup 
review    ot    Unit     1    HCPQ    piping    welding    &    of    OA/OC    records    ro 
Unit    2    containment    bldg    structural     concrete    ins  tal  lat  i  ons 
HALL'H    C         Region    4,     Ddllai,     Reactor    Construtti  on   4   Engineering 
Support    Branch         CROSSrMN'  W    rt    ,     TAPIA,J    I         Region    •>,     Dallas. 
Office    of     the    Directc-i          60/02/33         5pp 


--8004040101    Responds    to    IIHC    800129     IE     Insp    Repts    50-445/79-31    *• 
7I?-446/79-?9   r0i  rcr  ti-e    actions     tackmelds    removeid.  Genera  1 
Piping    >,    Welding    Procedure    CP-CPH-6.   9    revised    !     reorganized 
OARV.fi    J         Teias    Utilities    Generating    Co         BO/O2/20        3pp 

600425007?   Forwards     IF    In,  estigat  ion    nepta    50-445/BO-O2   fr   50--"16/BO-Oa 
or    BQ0121  -Oa'05   No    noucomp  1  lance    rioted 

SeiDLE,W   C         Region   fl.     Dallas,     Rea-ctoi     Construction    t   Englneanno 
Support    Branch 


--6004S500S3    IE    Investigation    Repts    50-445/80-02   L    5Q-44&/SO-02    on 
BOOl^l-0505    No    nont  omp  1  lance    noted    llajcr    areae    inspected 
allegations    re    Idi    QC    pracedures  .  iiie  Id  1  "9    probloma    f,   ueld 
defects 

CROSSMflH.W    A    .     GILBERT.  L    D    ,     HftLU,  H    E         Region    4.     Dallaa,     Office 
the    Director         80/03/18         7pp 

8004240235   Forwards     IE    Info    Notice    80-14,     "Safety    Suggostmna    From 
Employees     "    No   action    required 
SEVFRIT,^    V         Region    4,     Dallas,     Office    of    the    Director         SO/04/02 


80013303JO   Forwards     IE   Circular    60-07,     "Problems    U/HPCI    Turbine    Oil 
Cys    "    No   written    i  espouse    reqini  ed 

5EVFFUT,K    V         Region    4,     Dallas,     Office    of    the    Director         90/04/O3 
lp 

BO0422Q7/9   Forwards    1C   DuHetin    79-03A    "Longitudinal    Ueld    Defects     in 
ASIIE   fiA-312,  Tijpe   304    Stainless    Stael    Pipa    "    Action    reijulred 
SEVFBIT,H    U         Region   •)<     Dallas,     Office    of    the    Director         80/O4/04 


S004210175   Forwards     [E     ]nip    Pepls    15Q-445/BO-C6   (•    SO->14A/aO-06    on 
B00220-21    Hit    noncompl  iante    noted 

MADSEN' Q   L         Region    4,     Dallas,     Reactor    Operations    Nuclear    Suppi 
Branch          00/O2/2''          lp 


800432O2QB   For^atds     IE   Dulletin   80-03,     '  Eiam   of    Containment   Liner 
Penetration   Welds    "   Written    response    reqifired 

SEVFntT.K    V         Region   4,     Ballaa,     Office    of    the    Director         BO/O4/07 
lp 


—  H00431017'?    IE    Insp    Bepts     50-445/BC-06   »     5O-44t/BO-06    on    500550-31    No 
none  ompl  lance    rioted    Major    areas     inspected    preoperational 
tcstingiO/i    V    operational    staffing 

WESTEHMflN,  T   F    j     SMITH, B         Re-jion    4,     Dallas,     Office    of    the    Director 
SO/02/29         5pP 

6004220232   Forwards     IE    Ins[>    Repts    50-445/BO-O'l    fc    50-446/90-04    on 
BO0211-L9      No    nanconipl  lance    noted 

SETDLE    M   C         Region,    4.     Dallas,     Realtor    Construction    ',    Engineering 
Support    Branch          00/02/27         2pp 

— e0042=(>2'14     It    Tnap    Repts     50~<H5/80-04   &    SO-446/BO-04    on    S00211-1&   No 
none  omp )  isnc  p    note-d    Major    areas    inspocteif    procedures    for 
controlling    changes     lo    approved    design    documents 

MALE.  C    J    ,     CRDSSKAN,  U   fy    .     DRtCKLEV.R    H      Region    fl,     Dallas,     Vendor 
Inspection    Branch          60/02/3H         Bpp 


S      Repc-rtable    oc  curr  eni  ea,     LERs    1    related    correspondence 

B00401O295  Forwards   ijeficienc^    rept   re    control    board    welded 
connections 
GAm.n  J        Te.as   Utilities    Generating    Co        80/03/21         lp 

--S004010al?'7    Deficiency    rep  t    on    B0022Q,  &A    insp    revaaled    control     board 
uelded    connections   not    meeting    seismic     design    criteria    Cauae 
unstated    Control    board    suppliers    !/   rtE    revloulng    as-built 
weld    conf  igui  ations    Reuorb    mill    be    completed    bij    800301 
*      Teias    Utilities   Seneratlna    Co         60/03/21         2pp 

8OO4IS0199   Forwards    deficiencij    rept    re    control    board    welded 
•connec  tions 
GARY, R    J         Teiaa    Utilities    Generating    Co         BO/03/21          lp 


3OO42SO-I3S   Advises    that    numbeii    of    tnsp    repts    Cransmi  tted    b(j    600339    Itr 
should    be    corrected    to    read    50-445/BO-O6   >,    30-446/60-06 
MADSENi 0    L         flegian    4,     Dallas,     Oeactor    Operations    Nuclear   Support 
Branch          60/03/tO          lp 

--8004210443   Forwards     IE    Insp    Rsp  ts    50-445/BO-06   t    50-4-16/80-06    Dn 
3QQS2Q-2i    No    none onp I i anc&    noted 

I1AD5EIJ,G   L         Hegion    4,     Dallas,     Reactor   Operation*    Nuclear    Support 
Branth          BO/O3/29          lp 

— 8004210439    IE     insp    Rupts    5C-445XPO-05    '•    50-44 i/BO- 05   an    900220-21    No 
(iancGmplianc-8    fioted    Ma  jar    areas     i  nape  c  ted    preopcrat  lonal 
te>siing,(5rt   J,    operational    staffing 

UESTEfil'AM,  T  F        Region   «J.    Dallas,     Reactor    Operations   Nuctaar 
Suppomt    Branch         SH I TH,  P         Region    1.     Dallas.     Office    of     the 
Director         BO/Q2/29         bpp 


— B004150202    DsPiciency    rept    re    control     board    welded    connections 
Specified   8- Inch    spacing    of   uelds    from   end    to   end   uiai    found 
to    vary    from   suteen    to    eighteen    inches    on   several    panels 
Ai-bullt    ueld    conf  igui  at  ions    under    rcvieui 
"      Teias    Utilities  Generating   Co        80/03/21        2pp 

a00401O2'?6  Forwards   rept    of    actions    taken    to   correct    daf  ic  mnc  lea    In 
mfg    at    discs    for    svc   uater    control    valves    Supporting 
documentation    ts   available   at    site    for    inspector    review 
OARV, R    J         Tcios   Utilities    Generating    Co         80/03/99         2pp 

B00407Q279  Supplemental    RO  violation    found    re    piping   min  mail 
thickness   Cause    unstated   Engineering    review    in   progress 
Progress    rept    mill     be    submitted    bg    0004 IB 
OARY.rt   J         Teias    Utilities    Generating    Co         90/03/28         lp 


Ack     receipt    o  t-    3003O5    Itr     informing   NRC    o*     iteps    taken    ta 
correct    violations    noted     in    IE     Insp    Rapts    50-445/80-03   t 
SO-1 46/80- 03 

SEICLE.W   C         Region    4,     Dallas,     Reactor   Con»tru«Hon    fc   Engineering 
Support    Branch         30/03/11          lp 

^001040 OB 3   fleipon-Js    to    NRC    B00207    IE    Inap    Repts    50-443/90-03   i 
50-446/60-03  Corrective    actions    engineerlnfl    personnel 
revleuied    cable     lubrication    requirements   ii/*eij    const 
personnel     involved    ui/cable    pulling 
GARY,  R   J         Te«a*    Utilities    Oenei-ating    Co         BO/&3/O5         3pp 

J40400-9E3  Acl    receipt    of  GQ022Q    Itr-    informing    NRC    of    *tep»    taken    to 

correct   vlolatloo-J    noted     in    EE     Inap    Ropt    50-445/79-31    (t 

30-446/79-29 

SEIDLC.IJ   C         Region    4,     Dallas,     Reactor   Construction    &    Engineering 

Support    Branch         QO/03/tl         !p 


5004220423    Interim   deflciencu    rept   re    piping  min  wall    thickness   Review 
of  weld  t.  base    metal    repair    records    is    corittnulng    Another 
progress    rept   will     be    submitted    by    800620 
•QARV.R    J         Teias    Utilities    Generating    Co         BO/04/13         lp 

8004290250   Forwards    deficiency    rept    le    concrete   honeycomb    condition 
•encountered    in    steam  generator   compartment  malls    of   Unit 
2   reactor   containment   bldg 
OARV.R    J        Texas   Utilities    Generating   Co        SO/04/21         lp 

— 800*390294   Deficiency    rent   re   concrete    honeycombing    in   steam   generator 
compartment  walls    of   Unit   2  reactor    containment   bldg 
Consultant    survey    shamed    no   critical     internal    defects   Util 
to   repair    condition  u/dry-pac k    mortar' grout   k  concrete 
o      Toias    Utilities   Generating    Co         90/04/21         3pp 

Q004270271    Interim  deficiency    rept   re    installation   of    drilled-in 
eipan-sion  anchors  Hatter   was    corrected    79O616  by    revision   to 
installation    procedure    Formal    rept    to    be    filed    by    801215 
GARV.R    J        Teiat   Utilities    Generating    Co        80/04/21         lp 
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8004290411    Provides    status    of     interim    deficiency    rop  t    re    installation    !< 
insfl    requirements    far    Class    V    non-nuclear     sat ety-r elated 
piping    supports    Final    rept    mill     be     forwarded    by    GOQ713 
GAdV.R    J         Teiraa    Utilities    Generating    Co         BQ/O4/21  lp 

9001290430   Forwards     interim    deficiency    rept     re    installation    t    insp    of 
melded    conduit    supports    Final    rept     to    be    filed     bij     B00001 
CARY.f!    J         Teias    Utilities    Generating    Co         BO/O^/SI  lp 


tor*) 


orandum    of    understanding    between    UiiC    1   FEMA   re    pr( 
in     radiological     emergency    planning    >j 

GDSSICKxL    V         Office    of    the    Fiecuti/e    Director    for    Operations 
8G/Q4/O2         34pp 


np  t 


— B00429O437    Interim    deficiency    rept     re    installation    ti    insp    of    uieldei 
conduit    supports    Majoi     support    uas    fabricated    u/o    formal i red 
instructions    !<    insp    records    for    number    af    smaller    welded 
supports    wore    not    directly    traceable    to    as-built    conditions 
QARr.R    J         Texas    Utilities    Generating    Co         QO/O4/21          lp 


T     Hearing    transcripts    nn    non  -ant  i  ti  ust   matti 


8004210313    Transcript    of    G003.27    hearing     in    Bethesda,  WD    Pp     1-127 
#      Atomic    Safety    and    Licensing     Appeal    Panel         SO/03/27         130pp 


DOCKET    50-410    DOUQLA8   POINT   NUCLEAR    STATION     UIJIT    1 
0      Adjudicatory    conespondence 


S004Q3002i   Memorandum   of    understanding    between   NRC    t    FEMA   re    prompt 
improvement    in    radiological     emergency    planning    & 
preparedness. d i str  ibuted    as    Hoard    notification 

OQ.S3ICK.L    V         Office    of    the    Executive    Director     for    Operations 
60/04/02         34pp 


M     Antitrust    correspondence 


3004170340  Response    stating    no   position    re    jclnt   motion    for   30-day 
eitention    in    proc ecd  ing,  f 1 1 od    by    NflCiCentral    I,    South    Host 
CorpiHouston   Lighting    '•   Pauls'-'  TX    Utlls    Generating    To. City    of 
Austin   (•    other    partioa    Certificate    of   Svc    crrcl 

DQPSOV1C.D    A    ,     LUQUC,N    ,     PARMCNTER,  F         Justice,  Sept    ot         80/04/O4 
Spp 


DUCKET    50-447   DOUGLAS   PiJINT   NUCLEAR   STATION.     UNIT    2 
0      Art jud icatory    correspondence 

8004030026   Memorandum    at    unders  tamflng    botueen    NRC    t.    FEMA    re    prompt 
Improvement    In   radiological    emergency    planning    If 
preparedness, distributud   as    Hoard    notification 

G03SICK.L   V         OfPico    of    the    E^cutive    Director    tar    Operations 
QO/04/02         34pp 

It     Antitrust    correspondence 


C     Adjuc 


8004030026    Memorandum    of    under  si  and  i  ng    between    NRC    !i   FEMA    re    prompt 
improvemenl     in     radiological    emergency    planning    '< 
prep  ared noss*  d I s tr  I  buted    as    Hoard    notification 

V         Office    of    the    Eiecutue    Director    for    Operations 
34pp 


DOCKET    50-454   11VROIJ   STATlOtJ,     UNIT    1 

A      App  1  lea  tion/cans  true  ticti    stage    documents    *-    correspondence 

S00404O031     Advises     of    issuonce    oF    NUREG-05S8.     "Interim   StaFf   Position 
on    Environ    Qualification    of    SaFety-Re  lated    electrical 
Equipment."    providing    guidance    re    methods    far    compliance 
RC3SB,  0   F         Division    of    Pioject    Management         SO/03/05         7pp 

B00104O017    Submit?     addl     guidance     to    NURFG-OSSB,     "Interim   Staff    Position 
oil    Environ    Qualification    of    BaFety-Re  lated    Electrical 
Equipment    "    Requests    re/iou   of     equipment    qualification 
documentation    to     identify    degree    of    compliance 
ROGS,  D   F         Division    of    Project    Management         QO/O2/21         3pp 

HOOil33O05B    Henuests     info    ID    aur  i  L  I  arij    foediuator    sijs    pel     Bulletins    *• 
Orders    Task    Torce    reviau    of    TMI-2   accident     Info    should    be 
provided     as    amend     to    application    Submittal     schedule    should 
include    HNC    approval    prior    to     issuance    of    OL   U/enc 1 
ROSE,  D   F         Division    of    Project    tlanageflient         HO/03/10         53pp 

BOO-10C?O1S5    Bummari;     of    EIOQ31  1   meeting    u/ut  i  !  s,  llcstinghouse    t   Sargent    t, 
LUndy    re    Westinghouso    optimi'ed     fuel    asaeinbly    Comm   Ed 
requested     to    amend    (-!>At*   jis    soon    jis    possiblo    tq    thooj    plant 
mill     use     optimliod     fuel    assembly 
HINTNERiL   L         Uight    Hater    ne.ictors    Branch     1         80/03/18         Qpp 


Q00404007S   No tied    of    appearance    in    proceeding    Certificate    of    Svc    encl 
FAGRIKANT,  R        Justice,  Dept    of         BQ/02/2S        4pp 

80040QOS59  Requests    prutiial    conforenco    to    clarify    procedural   matters 
re   A9LD    791214    orderi  filing    testimony    summaries    tc 
designation   oihiblts 

CVPHERT.S    0         Justice,  Dopt    of         MILLER,  M    J         Contrail    t   Southwest 
Corp        80/03/09        2pp 


8004150316    Forwards    revised    pages    constituting    Revision    13    to   CE-l-A, 
GA    program   Revisions    reflect    recent    oiganiiation    title 
chang  ea 
NAUOHTON,  H   F         Commonwealth    Fdison   Co         80/04/02         lp 

— 3004150320   Revised    pages    constituting    OeviBian    13    to    QA   program 
Divisions   reflect    recent   ornani lationa  1    title   changes 
M       Commonwealth    Edison    Co 


8004090E04   Discoveru    rept    for    Feb    1930  Deposed    W  Taylor, M  Hebb.  DE 
Simmons    1  EL  Watson  Participated    in    depositions    noticed    by 
TX  LA  Electric    Cooperative    k  City    of   Broujnavi  1 1  e,  TX   flevieiuetf 
Diamond    Shamrock    documents    Filed    application    for    subpoonai 
CVPHERT.FJ   B        Justice, Dept    of        80/03/05        Spp 

8004170351    Order    granting    30-day    uxtanslon    for    procedural    matters, 
amending    ASUD   791214   order    re    discovery    schedule   1    directing 
consolidation    ot    proceedings    far    pretnal    &   evidentiary 
hearings   Consent   motions    for    extension    to   900404   granted 
MILLER, M  E        Atomic    Safety    and   Licensing    Board   Panel         80/04/10 
Spp 


DOCKET   90-492  QUEENHOOD  ENERGY  CENTER,    UNIT   3 

A     AppHcat  ion/construe  t  ion    stage    documents    It   corresp  ond,  ence 


SOIM040031    Advises    of    issuance    of    NUREQ-0980,     "Interim  Staff   Position 
on   Environ   Qualification   of    Safety-Related    Electrical 
Enuipmanfc,  "    providing    guidance    re  methods    for    compliance 
ROSB,  D   F         Division    of    Projact    Management         BO/OS/OS         7pp 
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E5004Q20033    First     i  nten  093  tfli  I  e  i    directed     to    tJRC     Includes    reque-st    for 
specific    description    of     if",  i  a  1 1  QIIJ  noncon  Pot  m  1 1  if    or    change 
occurring    afLei     CP1    issuance    Proof     of    bvc     enc  I 

CHERRY.  M   M         League    at    Wo*e"    Voters     ot    Hoc  b  n-ord,  IU         CHERRY.  M   M 
Cherry,     H      II    /Cherry.     Rynn    '     Hanter         OCr/03/13         lOpp 


a004l*01!9   Forwards    response    to    IF   Bulletin    00-03,     "Loss    of    Charcoal 
from   Std    Type     1 1,  Tuo -Inch    Trail    Adsorber    Cells    "    Visual 
eiamination    Determined    that    contact    between   casing    S-    screen 


PEOPLES. D   L         Commonwealth    Ediaon    Co 


5pp 


800408042?   Forwards    Lesgi 
interrogatories    •    no  tit 
i ntei rogator i es 
CMERRV,  M   n         Clievru.,     tt 


if    Women    Votei!    of    Hoc  lif  ord .  IL 
reeling    ftSLS    =tu  t  hor  i  iat  i  on    W/o 


Flgnn    '•   Kantt 


B00415O159   Foruards     IE    Info    Notice    BO-12.     "Instrument    Failure    Causes 
Opening    of    PORV   t    Dloclc    "alve    "    No    specific    action    or 
response    necessary 
HEPPLEU,  J    C         Region    3,     Chicago,     Oftice    of    the    Director         BO/O3/31 


— BO04CSG435  Motion  ur 
NRC  fa  atisuer  inte 
Svc  end 

CHERRY,  H   f,         Lcflgi. 
Cherry.     M      M    /Cher 


/enor    B0?312     i  n  ten  ogator  i  es    Proof    of 


ting 


))    Women 
Flynn 


3f    Ftoci.ford,  IL         CHERF1V,  M    M 
30/03/12         flpp 


BOO^OBOiBi   Forwards     1C   Cirrular   BO-05,     "Emergency    Diesol    Generator 
Lubricating    Oil    Addition    ',    Onsite    Supply    "    No   written 
response    required 
KEPPUER.  J   G         Region    3.     Chicago,     Office    of    the    Director         SO/04/01 


BO0409O177   Fnat    sot    of     interrogatories    Includes    questions    TB 

since     issuance    of    CP    Pioof    oF     we     ejicl 

CHERRY,  ft   M         League    of    Kimim    Voter*    of    Rockford.IL         CHERRY,  M   M 

Cherry,     M      H    /Cherry.     Mijim    1    KanCer         BO/03/12         lOpp 


800415001'!  Forwards    IE    Info   Notice  60-13.     "GE  Type   SBM  Control    Switches 
Defective    CAM    Follniiiers    "    No    specific    action   or    response 
required 
UEPPLER.J   G         Region    3.     Chicago,     Office    of    the    Director         HO/04/02 


B0041Q0322  Obj 
603312  first 
admiS'S  i  b  1  1  1  l 
interrogator 
MUFfPHY.P  M 
Deal? 


ts    lo     inteT 
set    of     i  nter 
of    prop 


League    of    Women    Voter*    of   RocVford.IL 
terrugator  i  BE    ASL3    has    riot    ruled    on 
sed    c  onten  t  ions    to    which 
Cer  *•  i  f  icat-p    ot    Svt    cnc  L 
ltn    Edison    Co         MURPHV,  P    M         Isham,     Lincoln   & 


3po 


Q004180O30   Forwards    attachments    to    IE   Circular   BO-03,     "Protection    From 
Toilc    Gas    HaiardSi"    Inadvertently    omitted    from   800306 
transiml  ttal 

HEPPLEfi.  J    Q         Region    3,     Chicago,     Office    of    the    Director         80/04/03 
IP 


B004oaC"128    Motion     for     order    setting    BOO'M  B    tor    applicant    li   000435    for 
NRC     to    respond     to   Roc  I  ford    l-eag>ie    of    Women    Voters    rsvlsed 
contentions    Tirne     is    needed     tu    pei  form    preliminary    evaluation 
re    possible     stipulation    Certificate    of    Sve    end 

MURPHV.P    M         Commonwealth    Edison    Co         MUF1PHV  ,  P    M         Isliam,     Lincoln   '- 
Beale         GO/03/20         4pp 

S00109O44B   Order     setting    ao04  1  a    for    Comm    Ed    to    responil    to    League    of 
U0men    Voters    of    Rockford    re*viae4    contentions 
MILLEH.M   E         Atomic    Safety    and    Licensing    9oard    PaTiel         BO/03/34         lp 

8C-0'lO3002f,   Memorandum    cf    unrler  >  tand  i  ng    between    NRC   *•    FEMA    re    prompt 
impTOVBmen  t     in    radiological     emergency    planning    6 
preparedness  ,  d  i  9  tributed    as    Board    notification 

QDSSICK.L    V         Office    of     ttte    Eiecutlve   Director    for    Oporations 
34pp 


6004390317   Response    to    in  te-rvenor-   Rockford    League    of    Uomen   Voten 
90031O    revise-d    tcntsntions    Retummendi    acceptance    of    1? 
separate    toiit  ent  i  ona    *,    iuo   c  ons  ol  ula  tion    contentions 
•Certificate    c-f    Gvc    encl 

.  R    J         Heating    Dranch    2         BO/04/25         23pp 


9004220093  Forwards    IE   Info   Notice  BO-14.     "Safetg   Suggestions    Prom 
Employees    "    No    action    required 
KEPPLER.J   G         Region   3,     Chicago,     Office    of    the   Director         BO/O4/02 


6004320324  Forward*    IE  Circular   BO-07,     "Problems   M/HPCI    Turbine    all 
Siji    "    Ho   written    response    required 
KEPPLEfi.J    G         Region   3.     Chicago,     Office    nf    the    Director         60/04/03 


S004220Q01?  Foriuards    IE  Bulletin  BO-OB,     "Exam  of  Containment   Liner 
Penetration  Maids   "   Written    response    required 

KEPPLER.J  G        Region  3.    Chicago,    Office    of    the   Director        80/04/09 
IP 

a00423022'l   Forwards    IE   Bulletin    79-03A,     "Longitudinal    Held    Defects     in 
ASME    EA-3ia,Type    304   Stainless    Steel    Pipe    "    Action    raqllired 
KEPPILER.J  G        Region  3.    Chicago,    Office    of    tho   Dirsctor        BO/04/07 


S      Reportable   occurrBncES.    LERs   &  related    corrsspondflnce 


K      Utility    Final    Saffftu    Analysis    Report    (FSflFfl    fr   amends 

B0040BO397   Foruards    affidavit    stating     that    d i sbrl b ution    of    Amend    25    to 
FSAR    hat    been    made    in    accordance    u/RS   Doud    791020    ! tr 
NAUQHTDIJ.  W   F         Commsnwe  a  1  th    Fd  I  son    Co         BO/04/D1         2pp 


B00407O22B  Ack    receipt   of   BO 033 9   second    interim  rapt   re    failure    of 
poet-teni ioning    tendon    field    anchor    heads  Rescheduled    date 
of  QO0515   for    aubmittal    of    final    rept    is   acceptable 
F10RELLI, 0        Region  3,    Chicago-    Rnactor    Conitruction   &  Engineering 
Support  Branch        BO/03/19        lp 


Q       inspection    repot  ts.      IE-    Bulletins 


orrespondente 


8004230046   Foriuai-de     !£    Insp    fl"pt!    5Q-45-1/80-02   V    50-453/BC-02    on 
B00207-OB   Ho    iioncomp  1  1  ante    noted 

FIOHELL1.0         R&gion    3,     Chutajo,     Reactoi     Construction   S-   Enolneerino 
Support    Branch          B0/O3^0ft         2pp 

—  BOO'4280074    IE    Inap    Ripfes    50-45.J/BO-02   t    50-455/BO-02   on   aOO207-00   No 
noncomp  1  taut  e    noted    t-'ajor    ai  eat    impected    licenses 
corrective    attions    on    previous     ins-p     findings    t,    storase    of 
aaf  et^-reiated    mectian  i  cal    >,    etEctr-ical    matli    (<  component* 
UILLUJ13,  C   C    ,     KOriKLIfJ,  J  £    ,     JDNES.  C  E        Region  3,    Chicago.    OfficB 
of    the    Director         SO/03/04          llpp 

04100116   FcTiuarils     IE    Info.   Uotice-   BO-03,  "States    Co    Sliding    Link 

lectrttal    Terminal    Block     ''   Ho    specific  action    or   response 
•qua  red 

PPLER.J    fl         Region    3,     Chicago,     OFifice  of     the    Director         BO/03/07 


4280031   Forwards    IE    Insp    Rept*    50-15-1/80-03  t    30-4.99/80-03   on 
JO0320).  ai    t   S7  No   Tioncoraji  1  lance    noted 

FIORELL1.0        fiegioji  3.    Chicago.    Reactor   Construction  !.    Ensireerlnfl 
Support    Drench         BO/03/32         app 

-3004380039    IE    Insp   Rept»    50-454/80-03  t    50— 4 55/BO-03  on   900220,21    fc  27 
Ho    noncompliante   noted   Major    area*    inspected    RCPB   piping 
work    ac  t  tvl  tiet,  iiic-l  (fin^    t,    prntffuret 

DANIEi-BOW^D  H        Rfrjlon  3,    Chlcaoct.    Reactor   Construction   d 
Enjineerlng    Support   Branch        LFE, E  W        Region  3,    Chicago,    Office   of 
She    Director        80/03/10        4pp 


DQCHET   30-4S3  BYRCN  STATION.    WIT  2 

A      Application/construction    stage    documents  b  correspondence 

8004040031   Advises    of    issuance   of  NUREO-05BB,    "Interim  Staff   Position 
on  Environ   Qualification   of   Safety-Related   Electrical 
Equipment."   providing   guidance   re  methods    for   compliant* 
BOSS,  Q  F        Division    of   Project  Management        60/02/OS        7pp 

8004040017  Bubmits   addl    guidance    to  NUREO-OSBB.    "Interim  Staff   Position 
on   Environ   Qualification   of   Safety-Related   Electrical 
Equipment    "    Requests   revieiu   of    equipment   qual  1  f  icat  ion 
documentation    to    Identify    degree   of    compliance 
ROSB.D   F        Division   of   Project  Management        BO/02/21        3pp 

30042300 5B  Requests    info    re   4mil(artj    feeduiater   sys    par    Bulletins    i 
Drdari    Taah    Forte   revieiu  of    TMI-3  accident    Info   should   bu 
provided   as    amend    to  app 1 ieation,  Su&mi tt*l    schedule    choulrf 
include   NRC   approval    prior    to    issuance    of   OL  U/«ncl 
ROSB.D  F       Division   of   Project   Management        80/03/10        S3pp 

ao041S031o  Foriuardi   revised   pages    constituting   Revision    13  to   CE-f-Ar 
QA  program  Revisions   reflect   recent    organiiatlon    title 
changes. 
NAUOHTDNiW  F        Commonuealth    Ediion  Co        80/04/02        lp 

--B00413032B  Revlaad    pages   constituting    Revision   13   to   OA  program 
Revisions    reflect   recent    organizational    title   changes 
*     Commonwealth  Edison  Co        CE-l-A   R13        BO/04/04        7pf> 
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F      Security,     medical,     emergency    '/    fire    protection    plans 


Q       Inspection    teporls:     IT    [lulle'iri;    '     c  ai  i  espondencc 


BOQ40BOQ77   Advises    that    suibmittal     date    for    evacuation    tima    estimates, 
requested    by    NRC    791326    Itr.haa    been    postponed    pending   QAQ 
clearance   under    Federal    Repti   Act 
QRIMES.B  K        Emergency   preparedness   Task   Force        SO/03/11         4pp 


8004230066   Forwards    It     In  =  p    (ii>p-s    50-45'1/SO02   ',    50-455/SO-Q2    on 
3OO2O7-OB   Ho    noncampl i ance    noted 

FEGRELLIiG         Fiegrpn    3,     Chicago,     Haactoi     Construction    it    Engineering 
Support    Branch         SO/03/06         £pp 


8004140118  Forwards    request    for    addl    info    consisting    of    fifth    net    of 
round    one   <tue6tions    re    safeguards    contingency    plan    Encl 
withheld     Iref    IOCFR3   790) 
RUBENSTEIN.L    S         Light    Water    Reactors    Branch    4         80/03/28         2pp 


0     Ad  judicatory    correspondence 


BOQ41Q0027  Notice    of    appeaiance    in   proceeding    Certificate   of   Svc    end 
LEVIN. K  F        DeKalb   Area    Alliance    for    Responsible   Energy        LEVIN.  K  F 
Sinnlssippi    Alliance    for    the    Environment    (SAFE)         LEVIN.  K   F 
Oeatty,  Levirii  Hoi  land,  Dasof  in   &  9arsany         BQ/O2/29        3pp 


— S0042B0074     IE     Insp    FiepU    SO-'l^/EtO-OS    t     50-455/00-02    on    B00207-OS   No 
noncomp  Hanc  e    noted    MUJOI     ai  esa     inspected    licensee 

aa  f  ety-rela  ted    mechanical    ',    electrical    matU    >     component: 
WILLIAMS, C     C     .     KCJNKL1N.J   E    .     JONES,  C    E         Region    3,     Chicago:     Office 
af    the    Director          60/03/Q4          llpp 

BOO410011S   Forwards    IE    Info    Notice    60-00,     "States    Co    Sliding    Link 
Electrical     Terminal    Rloek    '     No    specific    action    or    response 
required 

KEP-PLER.J   G         flegion   3,     Chicago,     Office    of    the    Director         BO/03/07 
IP 


B004Q7Q411    Discusses    League    of    Uomen   Voters    of    Rockfard    300313   motion 
re   admlssibi 1 i ty    of    contentions    Requests    ASLB    to    vacate 
800321    order   &    permit    filing    of    revised    contentions    on 
800310  Proposes    schedule    for    briefing 
MURPHViP    II         Isham.     Lincoln    fc    Beale         BO/03/05         4pp 

0004020033  First    Interroga  torle-s    directed    to   NRC    Includes    request    For 
specific    description   of    deviation,  noncon f ormi  tij    or    change 
occurring    after   CP    issuance   Proof    of    Svc    encl 

CHERRY.M   M         League    of    Women    Voters    of    Rockford,   1U         CHERRY,  M   M 
Cherry.    M      M   /Chorry,    Fl  inn   >*  Kanter        80/03/12         lOpp 


8004280031    Forwards     It     Insp    RopU    50— 154/80-03   &    50-455/BQ-03    on 
8O0230,  21    >/    37    No    naricainp  1  lane  e    noted 

FIORELL1,0         Region   3,     Chicago.     Reactor    Construction   &    EngineBrmg 
Support    Branch          20/03/12         3pp 

—8004050039    IE    laisp    Repts    50-454/80-03   «•    50-455/60-03    or.    800220,21    t    27 
No    noncomp  1  lance    noted    Major    areas     Inspected    RCPH    piping 
work     acti  vi  t  i  es,  meld  ing    %    procedure! 

DANIEi-SON.D    H         Region    3.     Chicago,     Reactor    Construction   t> 
Engineering     Support    Branch         t  EE,  E    U         Hogion   3.     Chicago,     Office    of 
the    Director          80/03/10         Jpp 


6004090429  Forwards    League    of    HomeTi   Voters    of   Rnc  k  f  ord.  IL 
interrogatories    8.  motion    seeking    ASLB    aufchori  ist  ion    W/o 
Interrogator  IBS 
CHERRV.M  M        Cherry.    M     M   /Cherry,    Flynn    6  Kanter         BO/03/12 


lp 


—  8004oa0433  Motion   urrjing    presiding    officer    to    issue    order    requesting 
NRC    to   answer    intarvenor   80O312    interrogatoriei    Proof    of 
Svc    encl 

CHERRY.M  M        League   of    Women   Voter*    of    Rock  ford.  IL        CHERRV.M  M 
Cherry.    M     M  /Cherry.    Flynn    &  Kanter        BO/03/12        4pp 


6004140119   Forward;    response    to     IE    Bulletin    80-03,     'Loss    of    Charcoal 
from   Sttf    Type     1  1  ,  Tuio-lric  h    Tray    Adsorber    Calls    "    Visual 
elimination    determined    that    contact    between    eating    &    screen 
Is    adequate    to    prevent    charcoal    granule    escape 
PEOPLES,  D   L          Commonujealth    tdison   Co         BO/03/20         3pp 

80041  50  139   Format  ds     IE    Info    Notice    BO'  12,     "Instrument    Fa  i  lure   Causes 
Opening     of    PDflV    '     Block    Valve    "    No    specific    action    or 
response   necessary 
KGPPLEFl!  J   0         Region    3,     Chicago,     Office    of    the    Director         BO/03/31 


0004070177  First    let    of    interrogator  1  es    Includes    questions  re 
intervonors  '    revised    contentions    i   deviation*    occurring 
since    issuance    of   CP  Proof    of    svc    end 

CHERRY,  M  H        League   of  Women   Voters    of   Rac  kford,  IL        CHEfifiV,  M   H 
Cherry.    H     M   /Cherry.    Flunn   &   Kanter        8O/03/12         lOpp 


B004QBO£sa  Foruiarrfs    IE  Circular    BO-05.     "Emergency   Diesel    Generator 
Lubricating    Oil     Addition   fc   Ons  ite    Supply    "    No   written 
raspon&a   required 
KEPPLER.JO         ficglon    3,     Chicago,     Office    of    the    Olrectnr         BO/04/01 


9004100323  Objects    to    intervenor    League    of    Women   Voters    of  Rockfnrd.IL 
800313   first    set    of    interrogatories   ASLD    hat    not    rulad    on 
admltslbl  1  i  ty    of    proposed    contention!    to    which 
interrogatories    refer   Certificate   of   Svc    encl 

MURPHY,  P  M        Commonwealth    Edison   Co        MURPHY.  P  M         Ishatn,    Lincoln   & 
Beale        80/03/19        3pp 


800413001'1    Foruardi     IE    Info   Notice    BO--13.     "OE    Type    3BM   Control    Suiitchei 
Defective    CAM    Fo-llowers    "    No    specific    action    or    response 
required 
KEPPLER,  J   0         Region    3,     Chicago,     Office    of    the    Director         BO/01/O3 


6004080-120  Motion    for    order    settlnj   00041B    for   applicant  &  G0042S   for 
NRC    to    reipond    to   Rock  ford   League   of   Women   Voters    revised 
contentions    Time    is    needed    to    pur-form   pr&  1  Iminnrij    Bvaluation 
r«    possible    stipulation  Certificate    of   Svc    end 

MURPHYrP  M        Commoniiiealth    Edison   Co        MURPHY,  P  M         Isham,    Lincoln  fc 
Diale         80/03/20         4pp 

B00409044B  Order    «>ttring   80041B    for    Comm  Ed    to    respond    to   Leaoua    of 
Women   Voter*    of   ftotkford    revised    contentions 
MILLER. M  E        Atomic    Safety    and    Licensing    Hoard   Pansl         80/03/36        lp 


6004100030   Forwards    attachments     to    IE   Circular    80-03;     "Protection    From 
Tonic    Oas   Haiardii"    inadverte'it  ly    omitted    from  B0030i 
tran  sml  t  ta  1 
KEPPLER.JO        Region   3,    Chicago,    Office    of    the   Director        80/04/O2 


B004320Q93    Foruard  s    IE    Info   Notice    BO-14.     "Safety    Suggestions   From 
Employees    "   iNo   action   required 
KEPPLER,  J   0         Region    3,     Chicago,     Office    of    the    Director         BO/OS/O2 


BOQ4030026  Memorandum   of    understanding    between  NRC    b  FEKA  r'    prompt 
improvement    in   radiological    emergency    planning    b 
preparedness,  distributed   at   Board    notification 
OOSS1CK.L  V        Office    of    the   Executive    Director    for   Operations 
BO/04/02        34pp 

8Q04290S17  Response    to    intervenor   Rockford   League    of   Women  Voters 
800310   revised    contentions   Recommends   acceptance    •at    19 
separate    contentions   &   tua    consolidation    contentions. 
Certificate    of   Bvc    end. 
KARMAN.M   ,    DODDARDrR   J,       Hearing    Branch    2.       80/04/33        23pp 

K.    Utility    Final    Safety   Analysis    Report    (FSAR)    &   amends 

B0040B0397  Forwards    affidavit    stating    that    distribution   of   Amend    23    to 
FBAR   has    been   made    in  accordance   w/RS   Poyd    791O20    Itr 
NAUOHTON.  U   F         Commoniueal  Eh    Ei(t*on    Co         BO/04/01          2pp 


B004a20324    Forwards    IE   Circular    80-07,     "Problema    U/HPC1    Turbine    Oil 
Sift    "    No    written    response   required 

KEPPLER.  J  0        Renion  3.    Chicago,    Office    of    the   Director        BO/0'1/O3 
IP 

8004320069   Forward  5    1C  Bulletin   80-08,     "Eiam  of   Containment  Liner 
Penetration  Uelds    "  Written   response    required 
KEPPLER,  JO         Region    3,     Chicago.     Office    of    the    Director         BO/O4/O9 


8004330324    Forward*    IE   Bulletin   79-03ft.     "longitudinal    Weld    Defects    in 
A3  HE   8A-313,  Type    304  Stainless    Steel    Pipe    "   Action   required 
HEPPLER.  J  0        Region  3,    Chicago,    Office    of    the   Director        80/04/O7 
IP 

S     Fleportab  1  e   occurrences.    LERs   J    related    correspondence 

B004O7O238  Ack    receipt    of   800329    second    interim  rept   re    failure    of 
pot  t-tenaioning    tendon   field    anchor   heads    Rescheduled    date 
of    BO0915   for    submittal    of    final    rept    Is    acceptable 
FIORELLIiO        Region  3.    Chicago.    Reactor    Construction   &  Engineering 
Support    Branch         80/03/19        lp 
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aOQ'1140119    Foiuiaid,    response    to    IE   Bulletin    80-03, 
fron   btd     TVPE    1 1 ,  Tuio-Irn Ji    Traij    Adsorber    Cells    "    ' 


"Loss    of    Charcoal 


6001040031     ftd*ises    of     issu^rics    <jt    HUHE.S-O5BB.     "Intent    Staff    Position 
an    Environ    Qualification    of    3ar ety-Re-lnted    Electrical 
Equipment,'     providing    guidance    re    methods     For    compliance 
ROSS,  [>   F         Division    of    .Piujett    Management          8Q/O2/C5         7pp 

&OQ4040Q17    Submits    addl     ijuidan^P    to    t;ilRtG-Q5BB,      "Interln   Staff    Position 
an    Environ    dual  I  f  i  c  ati-an-    of    tiafetij    Related    Electrical 
Equipment     LL    Requests    r  e , i su    or    equipment    qualification 
documentation    to     identit-ij    decree    of    compliance 
ROS5,»   F         Division    or    PTuje^t    Mana  jemo-nt          BO/02/21          3pp 

3004230058    Re-quests,    info    16    auriliar^     feeduater     Gys    per    Bulletins    t, 
Orders    Task    Force    review    of    TMt-2    accident    Info    should    be 
provided    as    amen*    to    a  9?  I  nat I  on    Submittal    schedule     should 
Include    NRC    appioval    prior     to    issuance    of    OL   U/enc 1 
ROSS, D   F         Division    of    Project    Management         60/03/10         53pp 

8004140*141    Forwards    Ort    plan    implemented    during    Sept    1779    to    Fcb     11QO 
const    suspension     in    response     Lo    M3C    8G03Q3    request    Plan    LII  1  1 
prevent    degi  ada  t  ion    of    quality    yf    iaFetij-rela  t  ed    equipment, 
components-    i    structures 
PEOPLES.  D   L         ComTonuiealth    -Edison    Co         80/03/23         2pp. 

—SCO 4 1  'JCH 41?   OA    Plan    during    Bitendsd     canst    delay 

CASAFia.tt    ,     FAHR,  R    J    ,     MAHCU5.  G    F         Co.iLi«anuj«al th    Ediaan    Co 
79/10/34         .Jlpp 


600-1150316    Foru 
QA    prog-ram    Re 
changes 
NAUGHTON.  W   r 


vised    pages    t  oust  I  tu-t  ing    Ravi -a  ion    13    to    CE-l-A, 
reflect    recent,    organi lat i on    title 


ealtli    Edison    Co 


— B00415O32B   Revised    pages    constituting    Revision    13    to-   aft    progran 
Revisions    reflect    recent    01  gam  i  ationa  I    title    changes. 
•       ConununuBalth    Edis-on    Co         CE-L-ft    R 1 3         30/04/04         7pp 


F      Security, 


Bdical<     energencif    &     tirp    protection    plan! 


8004090077    Advices     that    submittal    date    fo-r    evacuation     time    estimates, 
requested     by    KRC    791226    Itcihas    been    postponed    pendina    0*0 
clearance    under    Federal    Repts,    Act 
GRIMES.  93    K         Emergencij    F'reparedness    Task    Force         SO/03/11          4pp 

8004140)15   Forwards    request    foi     addl     info    consisting     of    fifth     get    o-P 
round    one    questions    re    safeguard's    contingency    plan    Encl 
withheld     [ref     10CFR2    790) 
RUBEN3TEIN,L   S         Lloht    Water    Reactors    Hi anch     4         8O/O3/2B         2pp 


BOOilO3OO2A   Memoranduni    of    und  fr  itatid  ing    between   NRC    >j   FEHfl    re    prompt 
imprnvemant     1(1    radio  1  03  lea  !     emBrgoncu,    planning    t- 
ppeparadneis.  d  i  itnbu  tad    as    Board    notification 

GGSSICK.L    V         Office    oF    thfl    Ciacntue    Director    for    Operations 
80/0-1/02         3'lpp 

K      Utility    Final    Safety    Analijili    Report    (FSAfll    Si    amends 

90040803^7   Forwards    affidavit    stating    that    distribution    of    Attend    55    to 
FSAR   hat    been   made    in    accordance   u/R9  Coyd    791030    1  tr 
NAUGHTOMiW   F         Commonweal  th   Edison    Co         BOYQ4/OI          Sop 

T      Inspection   repurtsi-     1-E  Bulletins   ft    c  orpespondence 


Forward*    IE    Inap    Repts    50~4Sii/BO-01     Si    50-457/80-Oi     on 
)&011A-17  t  notice   of   violation 

"IQHELLhG         Region   3i     Chicago,     Reactor    Contlruc  tion    6    Eng  ineerin-g 
support    Branch         9O/02/29         Spp 

-6004110271    Notice    oF    violafiion    frpn    insp    on    BOOlld-17 
*      tJRC   Regionjt    Offices        60/02/S7         Ip 

—  B004M03SO    IE    [n«p    Reptt    5O-4S6/BO-0!     i.    50-4S7/KO-O1    on    B0011&-17    No 
noncortiji  1  lance    noted    failure    to    prope-i-ty    store   OA  retfli-de 
WILLIAMS,  C   C         NRC   Regional    Office!          SCHWEEB  INI,  F.   R,        Region    3, 
Chicago,     Office    of    tJie   Director         BO/02/27         4pp 

B0041001ia   Foruardi    IE    In-fo  Notice  SO-08,     "Statei   Co   Sliding    Link 
Electiical    Terminal    filo-clr    "  tla    specific    action    nr    retpanfie 
re-quired 

KEPPLER.J  0       Reoion   3,    Chicago,     Office    of    the   Director        BO/03/07 
»P 


is    adequate    t: 
PEOPLES,  D   L 


'ent    ctiaTcOol     granule    escape 
inwealth    Edison   Co         QO/03/20         5pp 


eOO'1150159   Fnrwards     IF    Into    lln'ice    BO-  IS,     "  Ina  trument    Failure    Causes 
Openinj    or   PQRV    ',    Blc-ct    VslvP    "    Uo    specifit    action    or 
response    necessary 

KEFPLER,  J    G         Region    3,     Chicago,     Office    of    the    Director         BO/03/31 
IP 

80040906B6   forwaids     IE    Circular    90-05,     "Emergency    Dieael    Generator 
Lubricating   Oil    Addition    i,   Onsite    Supply     "    No    uritten 

KEPPLER,  J   G         Region    3,     Chicago,     Office    of    the   Director         80/04/01 


800H1S001-I    Foruiards     IE    Info   Notice    80-13,     "QE    Type    9BM   Control    Siuitchea 
Defective   CftM  Followers    "   No    specific    action    or   response 
required 

KEPPLER,  J    G         Rejion    3,     Chicago,     Office    of    the    Director         BO/04/03 
IP 

SOOqiaOO3O   Formarda    attachments    to    IE   Circular    BO-03,     "Protection    From 
Toilc    Gas    Haiards,"    inadvertently    oniittecJ    from   900306 
tranami  tta  I 
KEPPLER,  J   G         Region    3,     Chicago,     Office    of    the    Director         BO/04/02 


B004SE0093    Forwards     If    Info   Notice    BO-  14,     "Safetij    Suggestions    From 
Employees    "    Mo   action   I  equired 

KEPPLCRpJ    0         Region   3,     Chicago.     Office    of    the    Director         80/04/02 
IP 

BOO422032fl    Forwards     IE    Circular    SO-07,     "Problems    H/HPC  1    Turbine    Oil 
Sys    "    No    written    response    required 

KEPPLER,  J   G         Rejion    3,     Chicago,     Office    of    the    Director         BO/01/O3 
IB 

B00422Q04>9   Foriuarrfs    IE    Bulletin   80-OB,     "Eiam   of    Containment   Liner 
Penetration  Weldi    "   Written    response    required 
XEPPLER,  J   0         Region    3,     Chicago,     Office    of    the    Director         80/04/09 


B004230224    Forward*    IE    Bulletin    79-03A,     "Longitudinal    Weld    Defects    in 
ASME   SA-312,Tijpe    304    Stainlest    Steel    Pipe    "    Action    required 
KEPPLER,  J   G         Region    3,    Chicago,     Office    of    the    Director         BO/04/07 


DOCKET   50-4S7   DRA1DWOQD   STATION,     UNIT   P 

A      Application/construction    stage    documents    't   correspondence 

BOO4040031    Advises    of    Issuance   of    NUREG-OSBB,     "Interim  Staff   Position 
on   Environ  Qualification    of    Safety-Related   Electrical 
Equipment,  "   providing    guidance    re   methods    for   compliance 
RD93,D  F        Division   of  Project  Management        80/02/09        7pp 

0004040017   Submits    addl    guidance    to  NUREG-QSaa,     "Interim  Staff   Position 
on   Environ  Qualification   of    9af ety-Related   Electrical 
Equipment    "   Requests    rcvieu    of    oquipnent    qualification 
documentation    to    identlfij    degree   of    compliance 
ROS8.D  F        Division   of  Project   Management        80/02/31        3pp 

800123003B  Requests    info   is   auxiliary    feediuater    sys    per   Bulletins   J. 
Ordsrs    Task   Force    review   of    TMI-2  accident    Info   should    be 
provided   as   amend    to   application  Submittal    schedule    should 
include    NRC   approval    prior    to    issuance    of    QL   U/uncl 
ROSS.D   F        Division   of   Project  Management        80/03/10        S3pp 

B00414044I    Forwards    QA   plan    Implemented    durino   Sept    1979   to  Feb    1980 
const    suspension    in  response    to   NRC   B003O3  request  Plan  will 
prevent    degradation   of    quality    of    safety-related    equipment, 
components  !.    structures 
PEOPLES,  D  L        Commontuea]  th   Edison   Co        BO/03/25        2pp 

—8004140449  OA   Plan  during    extended    const    delay 

CABARO.R   ,    FARR.R  J    ,    MARCUB.G  F        Commonwealth   Edison  Co 
79/10/34        21pp 

B00415031A   Foruards    revised    pages    constituting   Revision    13   to   CE-l-A, 
QA    program  Revisions   reflect    recent    organiialion    title 
changes 
NftUGHTDN,lJ   F         Commonwealth    Edison   Co         BO/04/OB         Ip 

— B004IS032H  Revised    paijes    constituting   Revision    13   to   QA   program 
Revisions   reflect   recent    organ! lationa 1    title   changes 
»      Commonwealth    Edl-son   Co        CE-l-A  R13        BO/04/04        7pp 


DOCKETED  ITEMS 


285 


F      Security     medical.     emergency    &    fire    protection    plans 

8004080077    Advises    that    submittal     date    for    evacuation    time    estimates, 
requested    by    NRC    791226    Hr,  has    been    postponed     pending    GAD 
clearance    under    Federal    Repts    Act 
CHIMES, B    K         Emergency    Preparedness    Tfl-sk    Force         BO/03/11          4pp 

B0041401I5   Foruards    request    for    addl     info    consisting    of    fifth    set    of 
round    one    questions    re    safeguards    contingency    plan    Enc  1 
withheld     (ref     10CFR2    790) 
RUBENSTEIN.L   S         Light    Hater    Reactors    Branch    4         80/03/30         2pp 

G      Adjudicatori;    correspondence 


KEPPLCR,  J    G 
lp 


800-123023-1    Fotuaid!     It  Bulletin    79-C3A,     "Longitudinal    Weld    Detects     in 

AEME   5A-312,lijpe    304  Stainless    £,teel    Pipe    "    Action    required 

KEPPLER.O    G         Region  3,     Chicago,     Office    jf    the    Director          00/04/G7 
IP 


DOCKET    SO-45B   HIVEfl    HEND    STATION,     UNIT    1 

A       App  1  ita*  i  on  /  cons  ti  ur  1 1  on    stage    documents    t    correspondence 


8004030026   Memorandum    of    understanding    betuieen   HftC    t,   FEMA    rn    pronpt 
improvement    in    radiological    emergency    planning    & 
preparedness, distributed    ai    Board    notification 

OOSBICK,  L   V         Office    of     the    Eiocutlve    Director     for    Dporationi 
00/04/03         34pp 


BQ040H0315    Foruiflrds    3-month"     test    results    of    Pittsburgh    Test    Lab    Rept; 
S0098S    I,    S009Q6:      "Rept    of    Potential     rtHali    React wi ty,  ASTM 
C237    ',    C-2B9     "    Results    within    limits    fir    3   4    6-month    test 
criteria 
WEIOAIJD.  J    G         Gulf    Slates    Utilities    Co         BO/Ol/22         lp 


K      Utility    Final    Safety    Analysis    Report    CFSAFi)    b    amond* 

8004080397   Forwards    affidavit    stating     that    distribution    Of    Amend    23    to 
F8AR    has    been    made     in    accordance    u/RS   Bngd    791O20    I tr 
NAUGHTON,W   F         Coromonwea  1  th    Edison    Co         SO/Q4/Q1         2pp 


— 8004040345    "Hept    of     Potential    Alkali    Heac  1 1  vi  tu,  ASTM   C2S7    t-   C-239 
*       Pittsburgh    Testing    Laboratory         QO/01/15         lp 


— 9004040356    "Hept    of     Potential    rtlkai    Reac  1 1  vi  ty ,  ASTM   C227   f.    C-239    " 
*       Pitt-sbuigh    Testing    Laboratory         HO/01/15          lp 


9      Inspection    reports,     IE   Bulletins    I/    correspondence 


8004110284   Forwards    IE    Insp   flepts    50-456/60-01    fr    BO-457/SO-O1    on 
800116-17   t-   notice    of    violation 

FIORELL1.0         Region    3,     Chicago,     Reactor    Construction    t    Engineering 
Support    Branch         00/02/29         2pp 

—  -8004110291    Notice    of   violation    from    inep    on    BQQ116-17 
»      NRC   Reolonal    Offices        00/02/37        lp 

—8004110300    IE    Insp    Reptt    90-496/80-O1    t    SO-457/BO-01    on    000116-17   No 
noneomp  1  iance    noted    failure    to    properly    store    CIA  records 
UILLIAMS.C    C         NRC    Regional    Offices         SCHME1H  INZ,  E   K         Region    3. 
Chicago,    Office   nf    the    Director        00/02/27        4pp 

B004100113  Forwards    IE    Info  Notice   00-09,  "States    Co   Sliding    Link 

Electrical    Terminal    Block    "    No    specific  action    or   response 
riquired 

KEPPLER.J  0        Region   3,    Chicago.    Office  of    the   Director        SO/03/O7 


8004140119  Forward  j   response    to    IE   Bulletin  00-03'     "Lois    of   Charcoal 
from  Std    Type    Hi  Ttua-lnch   Tray    rtdsorber    Cells    "    ViBual 
elimination    dotormlnod    that    contact    betueen    casing   Si    screen 
it   adequate    to    prevent    charcoal    granule    escape 
PEOPLES  i  D  L        Commonwealth   Edison   Co        BO/O3/SO        3p  p 

0004190159  Foruardi    IE    Info   Notice   80-12,     "Instrument  Failure   Causes 
Op»nin9    of   PORV  fc   Block    Valve    "    No    specific    action   or 
response   necussarg 
KEPPLGR.J  0        fleglon  3,    Chicago-    Office    of    the    Director        SO/03/31 


B0040B0606  Forwards    IE   Circular   8O-05i     "Ediergtmcv    Diesol    Generator 
Lubricating   Oil    Addition   tt  DnslEe    Supply    "   No   uirltten 
r»»ponn    required 
KEPPLER.J  0        Region   3,    Chicaoo,     Office    of    the   Director         SQ/04/01 


0O04040363    Forwards    3-montl     test    results    of    Pittsburgh    Test    Lab    Repts 
000905   1,    000906,     "Rept    or    Potential    AlfcalJ    Reactivity, 
ASTM   CSS7     "    [Jesuits    uithln    limits     for    3   J-    6-month    tests 
WEIGAfID,  J    G         Gulf    Slates    Utilities    Co         BO/0  1  /30         lp 

—  300404036'!     "Rept    of    Potential    Alkali    Reac  I  ivi  ty,  ASTM   C227    " 

*  Pittsburgh    Testing    Laboratoi  y         80/01/23          lp 

—  B0040403A7    "Rept    of    Potential    Alkali    Deac  t  i  vi  ty  ,  ASTM   C327    " 

*  Pittsburgh    Testing    Laboratory         DO/01/23         lp 

0004040031     Advises    of     issuance    of    NUREQ-05BS-     "Interim   Staff    Position 
on    Environ.    Qualification    of   Saf  c  ty-fle  latod    Electrical 
Equipment'"    providing     guidance    re    methods    for     compliance 
ROSS,  0  F         Division    of    Project   Management        00/02/05        7pp 

0004010370    Forwards    4-month    results     of    Pittsburgh    Testing    LaCt    Repts 
800905   6     800936,     "Hep  t     of    Potential    Alkali    Heac  ti  vi  ty,  ASTM 
C227   !.   C2B9    "    Results     within    limits    for    3   !.    6    Month    test 
durations 
HEIQAK'!),  J    C         Oulf    States    Utilities    Co         00/02/22         lp 

—  9004040372    "Rept    of    Potential    Alkali    Heac  1  1  vl  Ity,  ASTH   C227   S.   C2Q9   " 

*  Pittsburgh    Testing    Laboratory        80/02/12         lp 

—  BOQ404Q373    "Rept    of    Potential    AlfcaJ]    Heac  1  1  vl  ty,  A9TM   C227    »J   C2B?   " 

*  Pittsburgh    Testing    Laboratory         80/02/1B         lp 

BOO4040378    Forwards    four-month    remits    of   Pittsburgh    Testing    Lab    fteptf 
30090S  It   S009B4,     "Rept    of  Potential    Alkali    Reactivity 
A8TH  C227    "    riesuHs    within    limits    for   3  1  i-month    test 
durations 
WE1OAND,  J   O        Qulf   Scales   Utilities   Co        80/03/20        lp 

~a0040403aa     "Rept    Of    Potential    Alkali    Reac  twi  ty,  ASTM   C227    " 

*  Pittsburgh    Testing    Laboratory         80/02/50          lp 


8004150014  Forward*    IE    Info   Notico   BO-13,     "QE   Type   SDM   Control    Switches 
Defective   CAM  Followers    "   No    specific    action    or    response 
r»qoirei( 
KEPPLER.J  0        Region   3,    Chicago.     Office    of    the   Director         80/04/OS 


0004180030  Forward*   attachments    to    IE  Circular    80-03,     "Protection  From 
Toiic    Bat   HatArdir"    inadvertently    omitted    from  600306 
tranimittal 
K6PPLER.J  (J        Reoion   3,    Chicago,     Office    of    the   Director         80/04/02 


30040403616    "Rapt    of   Potential    Alkali    Heacti  vi  ty.  A3TM   C227 
»      Pittsburgh    Testing    Laboratory         00/02/20         lp 


aoG'UBOlOS    notifies   MftC    thai    shop   mods    are    being    made    to   reactor 
pressure    vessel    Uorfc    involve;   plugging    control    rod    tlriveline 
return   no  i  >  1  e   &    i  ep  lac  emcnt   at    safe-ends   or    feeduater   b 
Teclrcula  t  ion   noiilei 
HE  I  Q  AND,  J    G         Oulf    States    Utilities    Co         80/03/14         ip 


F      Security,     medtcali     cnergBncy   ><   fire   protection    plans 


8004220093  Forwards    IE    Info   Notice    80-14,     "Safety    Suggestions    From 
Employ,**!    "   No   action   required 

KEPPLER.J  0        Region   3,    Chicago,     Office    of    the    Director        SO/04/02 
lp 


80O40S0077   Advis.es    that    submittal    date    for   evacuation    time    estimates, 
requested    bi|   NRC   79  12  Si    Itr.haa    been   postponed    pending   OAD 
clearance    under   Federal    Repts  Act 
CRIMES,  B    V.         Emergency    Preparedness    Task   Force         60/03/11         4pp 


B004220324  Forward*    IE   Circular   80-07.     "Problems   W/HPCI    Turbine   Oil 
Sys    "   No  uiritten    response    required 
HEPPLER,J  0,       Region   3.    Chicago,    Oft'ice    of    the   Director        8O/04/03 
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DOCKETED  ITEMS 


•&      rtdjuc 


— SOO'12605'13    "1V79    Groundwa'T    Usage    i     Industrial    Growth    Survey    " 
HEIGAMD,  J    G         Gulf    States    Utilities    Co         SO/04/21         23pp 


a004030O26    llemcratidun    of    und  ers*  and  i  ng     b-etwee-n    NRC    («   FEMA    ie    prompt 
improvement     in    rddiolcgj^^L     eJreigenty    p 1  £  nn  L  ng    '< 
preparedness,  d  i  &tt  ibuted     '  ?.    Hoard    notification 

GOSS1CW.L    V         Office    at     KIP    detjtive    Director     for   Operations 
80/Q4/0*f         3-lpp 


S      fieportatle    occurrence..     iTRs    '.    related 


spondenc  e 


0004040056   Advises    rf    commitment    to    reuoi  V    questionable    uald    areas    as 
final     resolution    of    repurtable    def  IE  leriEy    re   mfg    of 
containment     to    embedment-plate    T-uelds    SIW   &   Graver    Energy 
Sys,lnc     assessments    of    deficiency    enc  1 
WEIOAND.  J   C         Gulf    States    Utilities   Co         80/02/01          Ip 


Q0043101B2   Forwards    Annual    Financial    Rept     1979 

WEISAIJD.J    G         Gulf    States    Utilities    Co         EO/O4/14          ip 


— BOO421O1B5   Annual     Financial    R*pl     1979 

*       Gulf    States    Utilities    CD          BO/O4/14 


35pp 


— 6004040057    Interim   deficiency    rept    re    subsurface    defects     in    containment 
corner    junction    T-uieldi    Cause!    by    undesirable   ucld    nugget 
or    bead    sliape     deposited    at    roof    Resultant    cavity    areaa    mill 
recue 1 rfed 
KIRKEBOrJ   A         Stone   >,   Webster    Engineering    Corp         BO/01/14         54pp 


11      Antitrust    c( 


8004330466   Comments     on    antitrust     review    re    Cajuti    Electric    Pouier 
C ooperati ve, Inc    ownership     interest     in    facility. on    behalf    of 
t-A  Consumer    League,  Inc    C  (unm  n  s  i  on   -should    request    add!    info   & 
hold    healings     to    determine     11    antitrust     implications     eiist 
IRVING, S   II         Public    Lau    Utilities    Group         BO/04/1B         13pp 


sports,     IF    Bulletins   lj    c.  orr  esoondence 


SOOA04D106   Confirm-i    800215    telton    ad/iEiLii 
contained     in    IE    Insp    R-ept    50   45S//9-OS 
D,  J   G         Gulf    States    Utilities    Co 


that    no    proprietary     info 
BO/02/15         Ip 


3004010018   Responds    to    IE    Bulletin    79~2a.     "Possible   Malfunction    of 
NAM  CO    Model    FA  180    Limit    5uitcti?s    at    Elevated    Temps    "    No 
suttcheo    purchased    or     intended     to    be    purchased     For    ute    at 
facilities 
WEIOAIIO,  J   O         Gulf    State*    Utilities    Co         BO/O2/2B         Ip 

8004010033  Responds    to    1C    Bulletin   79-25,     "Failures    of    Heit  injhous  e 
DFD    Relays     In   Safety-Related    Sijs    "    No    relays    referred    to 
in   bulletin    are    to    be    used    in    facility 
UEIGAND,  J   0         Gulf    States    Utilities    Co         30/02/53         Ip 


DOCKET    50-451   filVER    BEND   STATION,     UNIT    2 

A     Application/construction   stage    documents    &    correspondence 

S004040031    Adviset    of     issuance    of    NUREG-050B,     "Interim   Staff    Pgiition 
on    Environ   ttusl i f i cat i on    of    Saf ety-Re  lated    Electrical 
Fqulomenti "    pioviding   guidance    re   methods    for   compliance 
ROSSiD    F        Division    of    Project    Management         BO/Oa/05         7pp 


F      Security, 


fire    protection    plant 


8004080077  Advises    that   subtnittal    date    for    evacuation    time    estimates, 
requested    by    NRC    79123*    Itr.hai    been    postponed    pending   OAO 
clearance   under    Federal    Repts    Act 
GRIMES. B  K        Emergency   Prepaiedness   Task    Porce        aO/03/il        4pp 


Q      Ad jud 1 c atory    correspondenc  i 


BO 04 03003 4  Memorandum  of   understanding    between  NRC   t,  FEMA  re    prompt 
improvement    in    radiological     emergency    planning    d 
pr eparedneiB. d is tributed   as    Board    notification 
GOSaiCX.L  V        Office    of    the    Etecutlve   Dirsctor    for   Operations 
34pp 


S00401O041    Fletpondi     to    IE    Bui  If  tin    79-O2,  Revis  i  DTI    3,     "Pipe   Support    Bate 
Plate    Designs    Using    Concrete   Fipansion    Anchor   Bolts    " 
Concrete    block    uid  1 1  s    in    seismic    Category     1    *«    2    structures 
shall     not    be    designed     to    support    pipes    or    s.ys 
UEIGAND. J   0         Gulf    States    Utilities    Co         60/02/23         2pp 


I      Financial    information 


8004210182   Forwards    Annual    Financial    Rept    1979 

WEIQAND,  J   G         Oulf    states    Utilities    Co         BO/04/14         Ip 


E!00414004t   Foruard*     IF    Investigation    Beat    50-450/60-03    on    BOOai2-15   No 
none  on  p  Iiance    noted 

SEIDLEiW  C        Fiegion  4,     Dallas*     Reactor   Construction   t  Engineering 
Support    Branch         .BO/03/28         2pp 

--B00414001T    IE    Investigation   Rept    50-4SB/BO-03   on   B003I3-15   Ho 
none  ompl  lance    noted    Major    areas    inspected    allegations    re 
conflict    betuieen    const    cost   £    nuclear    idfety 
CRO5SKAN-H   A    ,     ODEHO.  C    H         Region    4,     Dallas.     Office    of    the 
Director         80/03/36         Hop 

B00*22020i   Forwards     IE    Info    Notice    BO-l-V.     "Safety    9ujgestion!   From 
Employees     "    No   action    required 
SEVFRIT.K   V         Region    4,     DalEas*     Office    of    the    Director         80/04/02 


8004320238  Forwards    IE  Circular   BQ-07.     "Problems   U/HPC1    Turbine   Oil 
SLJS    "    No    uiritten    response    required 
9EYFRIT.K   V         fiegion    4.     Dallat.     Office    of    the   Director         BO/04/03 


i(X»4220770  Foruar-ds    IE  Bulletin   79-03A    "Longitudinal    Weld    Defects    in 
ASUE    Bft-312,Type   304  StalnUis    Steel    Pipe    "    Action  required 
SEVFfllT.K  V        Reaion   4.     Dallas.    Office    o*    the   Director        SO/04/O-l 


6004220237   FoTuardi     IF   Bulletin   80-OB,      "tiam    of   Cnn  tflinnunt    Liner 
Penetration  Weld's    "   Written    response   required 
SEVFRIT.K  V        Region   4,     Dallas.    Office    of    the  Director        BO/04/07 


R      Periodic    qperatang   tepoi-ts    d  related    c  orreaponifence 

e0042B0539  Forward-!    "1979  Croundyater   Usage   &    Industrial    Growth 
Survey    "      Kept    cenitifcims    third    subraltta!    in   fulfillment 
of   PSftft   conml  tuetit 
UEIOANB.  J  0        Gulf    States   Utilities   Co        BO/04/21         Ip 


--B004310185  Annual   Financial    Hept    1?79 

•      Oulf   States    Utilities    Co         BO/04/14 


35pp 


Inspection   reportsi     IF  Bulletins   fc  corrasp  ondence 


Responds    to    IE   Bulletin   79-23,     "Possible  Malfunction    of 
NAM  CO  Model    ErtlBQ  Limit   Quitches   at   Elevated   Temps    "   No 
iwitchej    purchased   or    intended    to   be    purchased    for    use   at 
facilities 
WEIOAUO.J  0        Oulf   State*   Utilities   Co        00/02/23        Ip 

6004010023  Responds    to    IF   Bulletin   79-25,     "Failure*   of   Uestinghouse 
DFD   Relays    in    Safety-Related    Qys    "   Ha    relays    referred    to 
iti   bulletin   are    to   be   used    In    Facility 
HEIOAND,J   0         OulF    States    Utilities    Co         80/03/26         Ip 

0004010041    Responds    to    IF.  Uul  lefcin   79-03,  fievl  s  ion  2,     "Pipe   Support   Dan 
Plate   Designs  Using  Concrete   Fifianslun  Anchor   Dolts    " 
Concrete   blocl   uialls    In    seismic    Category    1    &  2  structures 
shall    not  be    designed    to   support   pipes   or    sys 
WEIOflND.J  C        Oulf  Slat?)   Utilities   Co        30/03/29        2pp 

8004HS0306  Forward*    IE    Info  Notice  90-14,     "Safetv  Suggestions   From 
Employees    "    No   action    required 
SEYFRITiK   V        Region    4,     Dallas,     Office    of    the   Director         80/04/03 


eo04S202ae   Forwards    IE   Circular    BO-07,     "Problems  W/HPCI    Turbine   Oil 
Sy»    "  No   written   response   required 
SEYFRIT-HV        Region    4,    Dallas,    Office   of    the   Director        BO/04/03 


8004230770  Forwards    IE   Bulletin  79-03A    "Longitudinal   Held    D»fect»    in 
ASHE  SA-313,  Type   304   Stainless   Steal    Pipe    "    Action   required 
SEYFRIT.K  V        Region   4,    Dallas,    Office    of    the  Director        80/04/04 
IP 
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8004220337  Forwards    IE   Bulletin   BO-OB.     "Eiam  of   Containment    Liner 
Penetration   Welds    "    Written   i espanse    required 

SEYFRIT.K   V         Region    4,     DolUs.     Office    of    the    Director          BO/04/O7 
IP 


R      Periodic    operating    reports   >.    related    correspondence 


-- 000 4 MOO 94     IE     Insp    Ropti    50-460/00-03   >.    50-S13/SO-02   on    8O0311-15   No 
none omp  !  1 ancP    noted     Majoi     aieas     inspected    lat  sty-re  lated 
co mpone-nts.  safety-related    piping     insttillation.uelder 
training    t,    meld    fillet     ma  t  I    control 

DODDS,  K    T         Region     b,     Sari    Francisco,     Reactor    Construction    & 
Engineering    Suppoi  t     Drancfi         U.iGIJEH,  W   J    ,     HAIST,  D   P         Region    5,     San 
Francisco,     Office    of     the    Director         90/03/1B         Bpp 


B0042B0539  Forwards    "1979   Oroundiuater   Usage   fr    Industrial    Qromth 
Survey    "      Rept    constitutes    third    submitta]    in    fulfillment 
of  P8AR   commitment 
WE I SAND,  J   0         Quit    States    Utilities    Co         BO/O4/31          Ip 

— B004280543    "1977   Groundwater    Usage    &    Industrial     Growth    Survey    " 
WE 10 AND,  J   G         Oulf    States    Utilities    Co         BO/O4/21          23pp 

S     Reportable    occurrences,    LEfls   1    related    correspondence 

3004040056  Advises    nf    commitment    to   rework    questionable   weld    areas   as 
final    resolution   of    reportable    deficiency    re    mfg    of 
containment    to   embedment-plate    T-iuelds   SlIJ  Ic   Oraver   Energy 
Sy*>  Inc    assessments    of    deficiency    enc  1 
NEIGAND,  J   O         Oulf    States    Utilities    Co         BO/Q2/01          Ip 

— 8004040037    Interim   deficionci)    rept    re    subsurface    def&cts    in    containmant 
corner    junction   T-welds   Caused    by    undesirable    uield    nugget 
or   bead    shape    deposited    at   roof   Resultant    cavity    areas    will 
reue  Ided 
JURKEBB.J  A        Stone   t    Webster   Engineering    Corp        BO/01/14         54pp 


SQG4150520    Forwards    IE     Info    Uotice    BO-12, 

Opening     of    PORV   t    Block    Valve    "    llo    specific 
response    necessary 

ENQELHEN,  Fl    H          Region     5,     San    Francisco,     Off 
80/03/31  Ip 


Instrument   Failure    Cause; 
ic    action    or 


SOOA100109    Forwards     EE    Circulai     60-O5,      'Emergency    Disssl    Generator 
Lubricating    Oil    Addition    !•    Dili  lie    Supply     "    (la    written 
response    required 

EIJQELKEN,  R     H          Region     5,     San    Francisco.     OfUce    of    the    Director 
80/0-1/01  Ip 

80CW11OI19    Foruai  ds    IE     Info    Unties    SQ-13,     "GE    Type    SDM   Control    Switches 
Defective    CAM    Follouiers     "    Mo    specific    action    or    response 
rea.u  ired 

EMSELMFN.R    H         Region     5,     San    Francisco,     Office    of    the    Director 
BO/04/03  Ip 

8QO4320032    Faruards    IF     Info   Notice   80-14.     "Sarety    Sujgestiona    From 
Eriplnyees     "    No    action     lequlred 

EUOELKEN.R    H         Region     3.     San    Francisco.     Office    of    the    Director 
BD/0'1/03  Ip 


DOCKET  50-460   WPPSS  NUCLEAR   PROJECT,    UMIT    1 

A      Application/lonstruclion    stage    docum-ents   fc   iorre«pon,dence 


6004100139    Foiuards    IE    Circular    80-O7.     "Probleme    tJ/HPCI    Turbine    Oil 
Sys    "    No    written    lesponse    requiied 

ENSEUKEN,  F»    H         Region     5,     San    Francisco,     Office    of    the    Director 
BO/04/03  Ip 


8004040031   Advlsei    of    issuance   of   NUREC-056B,     "Interim   Staff   Potition 
an   Environ   Qualification   of   Safety-Related   Electrical 
Equipment"    providing    guidance    re   methods    for    compliance 
RQ88.D   F         Division    of    Project    Management         80/02/O5         7pp 


6004230370    Foiuards    IE    tlullotin    79-03A,     "Longitudinal    Ueld    Defects    in 
ASHE    aA-313,Type    30>l    Stainloss    Steel    Pipe    "    Action    refluired 
EWGCLKEN,  R    H         Region    5,     San    Francisco,     Office    of    the    Director 
BO/04/04  Ip 


8004210403  Requests   addl    info   re    changes   &    studies    proposed    In   App   F 
of   791203   reply    to   NRC    79102S   10CFR90    S4    req.ueit-1    Eancernlng 
dulgn  adequacy    of    DhU  NSBB   utiHiing    once-thTougb    iteam 
generators 
PARR'O  D        Light    Hater   Reactors    Branch    3        BO/03/2S        ipp 

000423061?  Advises    that   771220  request    for    approval    of    alternative    te 
method    to   verify    mat    moisture    in    lou  hydrogen    electrode 
contini    is   accepted   Requests    that   notflriied   version   of 
r>qui*t   be    lent    in   addition    to    specific    cites    For   use 
RUOENSTEIN,  L    S         Light    Water    Reactors    Branch    4         80/04/04         9pp 

BOO 4 16028 3  Advises    of    fundamental    mllstdtement    in   H00402  minutes   of 
800104   meeting    u/util    re   QA  program   unloniiatlon    Requests 
cornctlon    to   nflict    that    fact    liad    no    influence    on   Local 
S9S   •lictlon 
REVNOLDB.N  8        Deb*vol«e   t.  LlCerman        80/04/1O         Ip 


80O422O201    Forwards    IE    Bulletin    BO-OB,     "C.am    of    Containment    Liner 
Penetration    Welds    "    Written    i esponse    lequired 

ENQELKEd,  R    H         Region    5,     San    Francisco,     Office    of    the    Director 
BO/04/07  Ip 

8004230239    Ac  k    receipt    o*    B0031B    Hr     informing    NRC    of    steps    taken    to 
correct   violations   noted    in    IE    Irisp    Ropts    50-4tO/7?-l3  I. 
30-513/79-13 

SPENCER, D   5        Region    5,    San  Francisco,    Reactor    Construction   & 
ElnH  lneering    Support    Branch        BO/04 /OB        Ip 

—9004330248    Responds    to    NRC    BO 0230    Itr    re    violations    noted     in     IE    Insp 
Repts    SO-«160/79»I3    l>    30-513/79-13    Corrective    actions 
identified    &    described    nature    '<    en  tent    of    referenced 
administrative   (•    security    controls 

RENQER&ER,  D  U        Uashington    Public    Pouier   Supply    8ustem       BO/03/18 
3pp 


B0042102S3  Respond*    to   800251    Itr   re    schedule    for    completing    review   of 
qualification   of    safety-related    electrical    equipment 
Schedule    for    completion    of   review  will    he    provided   after 
fln»l    issuance    of   NUREO-OSBB 
REHOEROER.D  L,       Washington   Public    Pouer   Supply   Systtm        BQ/O4/11 


F      Bicurity,    medlcali     emergency   tt    Pire    protection   plans 

8004080077  Advi»os    that    tubmlttal    date    for    evacuation    time    estimates. 
raqunted    by   NRC    7<tlS3h    Itr.  ha*    been   post  pound    ponding    fiAQ 
clearance   under   Federal    Repts   Act 
CRIMES,  B  K        Emergency   Pr>paredn**s    Tnit    Farce        80/03/11         4pp 

0      Adjudicatorij    correspondence 

B004030026  hiRflio  rand  um   of    understand  ing    between  NRC    b  FEMA   re    prompt 
Improvement    In    radiological    emergency    planning   b 
praparedniss,  distributed    as    Board    notification 
QuBBICK.L  V        Office    of    the   Eiecutive    Director    for   Operation* 
BO/04/OB        34pp 

Q      Intptction   rtportsi     IE   Bulletins    b   corre<spondence 


B004B80083  Forwards    IE    Intp    Repts    50-460/80-02  *•   50-513/BO-02   on 
B00211-15  No   noncDmpl lance   noted 

BPENCER.O  3        Region   Si    9an  Franciicoi     Rsactor   Construe ttan   J. 
Engineering    Support   Branch        BO/0-3/19        2pp 
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spond  enc e 


aOO-10'10031    Advises     of     issuance    ot    ^L'REQ-0!>BS.      "Interim   Staff    Position 
on    Environ    Qualification    of     -ate  ty-fle  I  s  ted    Electrical 
Equipment,"    pio/idinej    I'lidanre    Tt-    netlioda    tor     compliance 
ROSS,  D   F         Lwisicin    of    Frojeut    l-.anagemernt          00/02/05         7pp 

9004150225    Fo-ruisids    lifK     aOOJJa    '     0211     I  +  rs     to    GE    discussing    analysis    of 
boll     of*    rates    mods    to    BUR    control     rod    drive    return     line 
noiiles     to    prevent    etdttinq    [l&ds    should     not     be-    performed 
be-fore    i-ssuenc*     at    NvIREG-Ofi  1  7    or    u/o    IMHC    guidance 

r,  J   F         Liflht    Watsr    Reactors    Branch     1          BO/O3/07         2pp 


Notification    if    BQOJ03   reeling    u/GE    in    Be-tho  sda.  MI>    to 
dlscmss    DWF!    6    safety     relief     valves    mfg    b  v    S    Dickens    t    Co    t. 
supplied    by    GE    to    facilities 

HEtJDEBSOrj    J   B         Division    of    Peactoi     Construction    Inspection 
BO/03/13         3pp 


G0041SOG5=!   Faruiard;    atta L hment =    to    IE   Cucular    00-03.     "Protection    Fron 
Tour     Oas    Ha  jar  is,        in  30  .  ei  cent  ly    oaii  Hed    from   BOOaOi 
trdns.ni  (<-a  1 

fEPPLER.J   U         Region   3:     Chicago.     Oi-flce    of    the    Director         BO/04/02 
IP 


H004220M2  Fciuards  It  Info  Notic 
Employees  "  No  action  i squired 
KEFPLER.J  G  Region  0.  Chicag< 
lp 


SO-J4.     "Safety    Suggestions   From 
Office    of    the   Director        80/04/03 


BQ0423036B   Foi-uai  ds    IE   Circular    BO-07,     'Problems    U/HPCI    Turbine   Oil 
Sys    "    No   written    response    required 

KEPPLER,J   G         ttogion   3,     Chicago,     Office    of    the    Director         QO/04/03 
IP 

a00411QOJ2   Forwards    IF   Bulletin    aO-O/p     "OUR    Jet    Pump    AssEmblij    Failure 
No   urttten    response    required 

KEPPLER.J   G         Region   3,     Chicago.     Office    of    the    Director         eO/Ofl/07 
lp 


aCXHQ10£4'3   Forwards    conmsnts    on    tJUREC-OtiBB,     "Interim   Staff    Position    on 
Environ   Qualification    of    Safe ty-Rel a  tod    Electrical 
Equipment."     in    response     to    NRC    800305    Itr    Certain    section's 
need     revision    I    clarification 
WULLER, Q   E          Illinois    Power    Co          GO/ 03/34         6pf 

F      Sgcui-itii.     nedical,     ertiei  gency    >     fire    protection    plans 

8004QBOO/7   Advises    that    sulunittal     date    for    evacuation    time    estimatss, 
requested    BY    W3C    791226    Itr.ha'S     been    postponed    pending    OAO 
clearance   under   Federal    Repts    Act 
GRIMES. S    K         Emergency    Pi  eparediiE  ss    lad    Force          HO/03/ 1  I          4pp 

a0040103£S   Submits    evacual-iun    time    estima  tes,  iti    response     to    NRC    000326 
1  ir    Map    of    ar  ea    eric  1 
MULLER.-S    E         Illinois    Pouier    Ca          90/03/24          -lop 


Foruarifs    IE   Dullotin    79-03A,     "Longitudinal    Weld    Defects     in 
ASKE    SA-313,  Type    304   Stainloss    Stsel    Pipe    "    Action    recjUlroii 
HEPPLEH.J   0         Region   3,     Chicago,     Office    of    the    Director         BO/O4/07 


8004220144   Foruards    IE   Qulliitin    BO-OB,     "Eiam    of    Cnntainmont    Uiner 
Penetration    IJolils    "    Uritton    i  esponse    required 

MEPPLER,  J   0         Region   3,     Chicago,     Office    of    the    Director         BO/Ofl/09 
IP 

S      flepo-rtable    occurrences,     LFfls    S    related    correspondence 

B004040031?  PND-1M-SO-OS3   on   800318   pipefitter   uorklng    on    turbine    bldg 
roof    drain    piping    fell     from   65    ft    scaffold  ing,  h  i  ttl  ng    crane 
support    girder    t    was    hilled 

WESCOTTrH   ,     KtJOP.FI   C    ,    riOtlELLI.O         Region    3,     Chicago,     Office    of    the 
Director        aO/03/11!        ip 


Q      Ad  jud  it  a  tory    c  01  i-esporiilenc  ? 


a004O3'002ii   Memorandum    of    utaders  tain)  i  no    betueer,   NRC    t,   fEMA   re    prompt 
improrfameTii     in    rad  to]og  i  cal    *jnergieiic  y    planning    '•< 
preparedness,  distributed    as    Ccard    notification 

G055ICK.-L    'J         Dfnto    o*     the    Eie-cutive    Director    for    Operfltioni 
80/04/02         J4pp 


Q       Inspection    reports,     IP    Bulletins    t    c  arresp  ond  enc 


"Stati 


Co    Sliding    Lint 
nr    response 


GOO'1100139  Foitrards  IE  Info  fJotuce  00-O8, 
Elec-triial  Terminal  Block  "  No  specific 
requlretf 

KEPPLEF1.J   G         Region    3,     CJiicaso,     Office    of     the    Director          60/03/07 
IP 

800414010?    Reiponds    to     IE    bulletin    79-Q1?.     "Failures    of    GE    Type    AH-2 
Circuit    Hreaier     in   Sal  fty-fle  1  atcd    Sijs    "    GE    type    /iH-S   circuit 
breakers    will    not   be    ujed    with    any.    safety-related    avca    at 
fact  titq 
WUi.LER.0    E         Illinoas    Pauiar    Co          60/03/24          lp 

B004130I90   fienionds     to     IF   Bulletin    SO-O3    re    charcoal    adsorber    cells 
Uncensee    daei    not    use    adsorber    trays    diicusao-J     in 
bulletin    but    uses    vertical    gasketlesa    adsorters   mig    by 
American  Air   Filler   Co 
WULLER,Q   E         Illinois    Power    Co          BOfC/l'S*  lp 

8004150175   Forwards     IE    Info    Notice    BO-12.      "Instrument    Failure    Causes 
Ppenlng    of    PQRV   i    Block    Valv-e    ''    No    specific    action    or 
response   nccestarij 
HEPPLEfJ.JG         Reoion   3,     Chicago.     Office    of     the    Director         30/03/31 


6004300048   Ac >    leceipt    of    300331     interim    deficiency    rept    ro    incorrect 
soil    characteristic    value 

FIDRELLIrQ       Region   3,    Chicago,    Reactor    Cons  true  t  Ion   &  Engineering 
Support    Branch         BO/04/14         lp 


DOCKET    SO—  162   CLINTON   POWEI)   STATION,     UNIT   2 

A      Application/construction    stage   documents   &   correspondence 

B004040031    Advises     of    Issuance    of    NUREQ-03BB.     "Interim   Staff    Position 
on    Environ   Qualification    of    Safety-Related    electrical 
JTcjuipment.  "    providing   guidance   re   methods    for   compliance 
RDSS,D<  F        Dlvtiion   of  Projdct   [lanagemont        80/OS/O9        7pp 

B004150225   Forward*    NRC   800129   (•   O21  1     Itrs    to    QE   discussing    analyels    of 
boll    off   rates   modi    to   BMR    conlrol    rod    drive   return    line 
fioitles     to   prevent    cracking    Mods    should    not    be    performed 
before     Issuance    of   NUREO-Oi!1?    or   ui/o   NRC    guidance 
STDLZ.  J   F       Ligh*    Hater   Reactors    Branch    1        80/03/07        2pp 

5004100301    Notification  of   BO  040  3  meeting    u/QE    In   BethesdarhtD    to 
discuss    BUfl   t   safety    rallof    values    mfo    by    G    Dickens    d   Co    t 
supplied    by   GE   to    facilities 

HENDERSOM.J  fl        Division    of   Reactor  Construction    Inspection 
SO/03/13        app 

B004010219    Forwards    conrnents    oil    NUfiEO-OSSB.     "Interim   Staff    Position    on 
Environ   Qualification  of    9af  ely-Related   Electrical 
Equipment,"    in  response    to  NRC   800203    Itr   Certain   sections 
need    revjiion  &   clarification 
WULLEf?.  O   E         Illinois    Payer    Co         80/03/24         &pp 


BQ040BO71'!    Forwards     IE   Circujai     SO-05^     "EmergEntiJ    OlBsal    Oeneratar 
Lubricating    Oil    flddttion    !•  Ons  i  te   Supply    "    No  urltten 
rssponse   renutrenJ 

KEPPLES,  J   C         Region    3.     Chicago.     Office    of     the    Director          SO/04/01 
IP 

Q00415(K>43  For^ardB    IK    ln*o   Nat  lie    60-13,     "GE    Type   SBM  Control    Suttehs 
Pefective  C/\H   Followers    "    Ma    specific   action    or    re&pome 
ra-qoir  Btf 

HEPPUEfi.JG         Region    3,     Cnlcajo.     Offit*    oF    the    Director         80/04/03 
IP 


F      Securitij.    medical,    etnurgencii  V   fire   protection   plant 

800'10BOO-77  Advises    that    submittal    date    for    evacuation    time    estimates, 
requested    dtj   NRC    79i22i   itr,  has    been   postponed    pending.    OAD 
clearance    under   Federal   Repts   Act 
OfilHESiD   K       Emergency   Preparedness    Task   Force        BO/03/11        4pp 

S004OI032B  Submits    -evacuation    time    estimates,  in  re«pon*fi    to  NRC   800226 
ItT   Map    of  area   end 
MUULER.O    E         Illinois    Pouer    Co         80/03/24         4pp 
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Q      Adjudicatory    correspondence 

8004030026   Momoiandum    of    undsr  stand  ing    between    NRC    fc    FEMA    re    prompt 
imprnvement    in    radiological     emergency    planning    '. 
preparedness, distributed    as    Board    notification 

GQSSICK,L    V         Office    of    the    E.ecutive    Director     for    Operations 
80/04/02         34pp 

Q       Inspection    reports,     IE    Bulletins    >,   correspondence 


B00403OO26   flemorfliidum    of    uiidprs 
improvement     in    radiological     em 
prepare  dne  s  s.  d  i  str  i  buted    ss    Bo 
GOSSICK.L    V         Office    ot     the    Ex 
80/04/02          34pp 


rid  i  ng    between    NRG    ',    FEliA    re    prompt 

rgency    planning    '• 

id    notification 

cutive    Director    for    Operations 


8004100138   Forwards     IE    Info    Notice    BO-OS.  "States    Co    Sliding    Link 

Electrical     Terminal    Block     "    Ha    specific  action    or    response 
requ  ired 

KEPPL6R,J   0         Region    3,     Chicago,     Office  of    tlie    Directoi          BO/O3/07 


8004140109   Responds    to    IE   Bulletin    79-09,     "Failures    of    Q£    Type    AK-2 
Circuit    Breaker     in    Saf  ety-Related     Sys    "    QE    type    AK-2    circuit 
fireaters    will    not    be    used    with    any    safety-related    SVCB    at 
facility 
UULLER-G  E         Illinois    Power   Co        BO/03/24         Ip 

B0041SO190  Responds    to    IE  Bulletin   60-03  re    charcoal    adsorber   colls 
Liscensee    does    not    use    adsorber    traijs    discussed     in 
bulletin    but    uses    vertical    gasketless    adsorbers    mfg    by 
American   Air   Filter    Co 
WULLER.Q   E          Illinois    Pouer    Co         80/03/21          Ip 

0004150175  Forwards    IE    Info  Notice   BQ-12,     "Instrument   Failure   Causes 
Openinj    of    PORV   fc    Blonfc    Valve    "    No    specific    action    or 
response    necessary 

KEPPLER,J   0         Region    3,     Chicago,     Office    of    the    Director         BO/03/31 
IP 

B0040B0714  Forwards    IE  Circular   B0-05i     "Emergency    Diesel    Generator 
Lubricating   Oil    Addition  tt  Bnsite    Supply    "   ND   written 
response    required 
KEPPLEfi,  J  0        Region   3,    Chicago.    Office   of    the   Director        SO/04/01 


DOCKET    50-466    ALLENS    CREEK    NUCLCAR    STATION,     UNIT    I 

A      App  1  t  cat  mn/c  ons.truc  1  1  on    stage    documents    t,    correspondence 

B00404O031    Advise?    of     issuance    of    NUREQ-OSBB,     "Interim    Staff    Position 
on   Cnvlron    Qualification    of    &af  eti^Related    Electrical 
Equ  iprnont,  "     providing    guidance    le    methods    for    compliance 
R038,  0    F         Division    of    Project    Management         90/09/05          7pp 


B004O10343   Forwards     "Envli  on.  Assessment 
Transportation    of    Reactoi     Pressure    Ves 
Dames    S*    Moore 
MCGUIItE.W   F         Houston    Lighting    ',    Pouiei 


Responses    to   NRC    Questi 
l,"    pi  eparcd    by 


3pp 


—  B00401O25O    "Environ    Assessment    »,    Responses    to    NBC   Questions 
Transportation    cif    Reactor    Pressure    Vessel     " 
a      Damea    I   tloore          4'WO-O57-12         BO/O3/31          70pp 


B0042104O5   Summary    of    BOQ320    meeting    u/near-tDrm   CP    applicants    in 
BBthesdlaiMD    re    evaluation    o  F    progress    made    to    date 
establishing    proposed    re  q.u  i  rements    stemming     i-rom   TI1I-2 
accident 
THOMAS.  C    O         Standardnation    Branch         80/04/03        63pp 


6004300074    Suramarj    of    B00319    meeting    w/neai  -term   CP   applicants 
in   Bethasda.MD  re    resumption    of   CP    application   review 
activities    dssaclated    iu/Tf1!-2   accidents 
THOMAS.  C    O         Standardnation    Hrancd         BO/04/03         12pp 


B00413004S   Foruards    IE    Info    Notice    SO-13,     "OE    Type    SDM    Control    Switches 
DsftetivB    CAM  Followers    "    Nn    specific    action    or   rcspnnao 
required 

KEPPLER.d  0        Reoion   3,    Ciiicago,    Office   of    the   Director        BO/04/02 
Ip 


S004240537    Eifmmat  if    of     B00102    meeting    ui/Near-Tei  m   CP   Applltanta    Group     in 
BethasdaiHD    re    progi  ese    ma  tie    es  tab  ]  i9h  1 119    proposod 
roqu  ir  omonts    stemming    ft-om    TMI-2   accident    Proposed 
requirement    caltrgoriji    am  i  oilmen  t  s    encl 
THOMAS,  C    0         Llffht     Mater    Renctms    Branch     1          00/04/07          47pp 


B0041B009a   Forwards    attachments    to    IE   Circular    BO-03,     "Protection   From 
Tnilc    0«s    H4iard»i  "    inadvertently    omitted    from  Q00306 
transmi  ttal 
KEPPLER,  J  0        Region   3.    Chicago,    Office    oF    the   Director        80/04/03 


BG042S014B  Foruiardi    IE    Info  Notice    BO-14,     "Safety   Suggestions   From 
Eraployeei    "   No   action   required 
KEPPLER.J   0         Riglon    3,     CHlcaoo,     Office    of    the    Director         BO/04/02 


I)      NRC    Draft/Final    environmental    &tat  e-nents,     supplJ    6    correspondenci 

BDO11SOO76    Foruiards    asseismant    of    impact    of    proposed    facility    on 
endangered    species     residing     or    migrating    throughnut    site 
Project    will    not    affect    endongci  ed    species   &   n°    further 
assessment    is    necessary 
HAt-LAKD.R    L         Environmental     Pra|ect*    Branch     1         BO/04/Q2        3pp 

Q      AdjuiJlcatory    corre  sponil  cticc 


BQ0422036B  Foruards    1C  Circular    80-07,     "Problems    M/HPC  r    Turbine   Oil 
Biji    "   No   urltten   reiponsa    required 
KEPPLEfl.J  0        R»flion   3.    CMcago,    Office    of    the    Director        BO/04/03 


800403024-1    Requests    that  Public   (Jtils    Hoard    provide   full    t<   complete 
answers     to    incomplete    interrogator  ies 
COPELAND.O  O        Baker    l>   Hotts        80/02/07        Hpp 


B00411004H  Foruiard*    IE  Dulletin    BO-0/,     "BUR    Jet    Pump    Assembly   Failure 
No   written    response   required 
KEPPLER.J  Q        Region   3,    Chicago,    Office   of    the   Director        BO/04/07 


8004230266  Forward!    IE   Bulletin    79-O3AI     "Longitudinal    Wold    Defects    in 
A8HE  SA-31S,Type   304  Stainless    Bteol    Pipe    "    Aetion   required 
KEPPLER.J  0        Region  3.    Chicago.    Office    of    tha    Director        80/01/07 
IP 

B004S20144  Forwards    IE  Bulletin    80-OB,     "Guam   of    Containment   Liner 
Pins  trafc  ion  Meldi    "    Written   reiponse    required 
KEPPLER.O  0        R«gion   3,    Chicago,    Office    of    the   Director        BO/04/O9 


OOCKET   50-4i3  FULTON  GENERATING    STATION,    UNIT    1 
0     Ad  jud  icatorij    correspondence 

BQ04Q3002&  Mtmarandum   of    under! tond i ng    betueen   HRC    &  FEMA    re   prompt 
improvtmtnt    in   radiological    emergency    planning    b 
priparednicBi d I itrlbuted   a*   Board    notification 
DOSaiCK.L  V        Offica    of    the   Executive    Director    for    Operations 
BO/04/02        34pp 


B0040202J2    Response    to    JF    Dohevti;    twelfth    i  equest    for    production    of 
documents    NEDO   23.7B91NEDCJ   21,  7781  APED   5790,  1    t.   2   (.   NE00   30, 
3SSA  available    for     Insp   &    copying    Remaining    documents   -not 
available    Certificate    of    9/c     encl 

BIDDLE.C    T    .     NEWMAN.  J   R         Houston   Lighting    fc    Power    Co          DIDDLE,  C    T 
Batter    b    Botts         3Q/O2/2H         6pp 

S004140331    Response    bt;    State    of    TX    to    fourth    set    of    interrogatories 
Includes    info   re    availability   of    natural    gas   ii    impact    of   air 
^ualili;    on    fuel    twitching    Coriii-tcate    of   Svc    cncl 
LOWERRE.  R    W         Teias,     State    of         80/O2/28         9pp 

S00410007B    Respond-s    to    seventh    set    of     interrogatories    Intludes     info 
re  MSI  VB*  feeduiater    pumps    If   possible    hydrogen    explosion    in 
TMI-2    containment    during    accident   Notice    of    appearance    of 
D    Hancock    on    tehdlf    of    utl  I     &   Certificate    of    Svc    encl 
HANCOCXrl)        Houston   Lighting    t    Power   Co        HANCOCK,  0        Baker   &  Dotts 
BO/03/03        Hipp 

B004090100   Request4    to    mate    limited    appearance    statement    at   neit   public 
meeting    on   behalf    of    Ci  I,  liens   Antlnuclcar    Info   Team 
BI6HOP.M        Affil  iation   Unlnotn        80/03/05        Ip 
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DOCKETED  ITEMS 


8004140415  Ansuen 


documents  b  info 
of  S^c  encl 
DIDDLE,  C  T    HOus 
Hotts    BO/03/07 


>rvenor  ^F  Dohei  ty  second  request  for 
itioris  ie  authenticity  of  certain 
inig  GF  dieaol  generators  Certificate 


in  Lighting  ',  Potier  Cc 

'PP 


PIDDLE,  C  T    Bate 


6004230022  Response  in  opposition  to  intervenor  JF  Doherty  second 
mot  ion  to  compel  Further  responses  to  interrogatories 
Clarifies  previous  objections  J  urges  ASLH  to  deny  motion  to 
compel  for  being  deficient  Certificate  of  Svc  end 

BIDDLEiC  T  ,  NEWMAN, J  R    Houston  Lighting  !•  Power  Co    DIDDLE,  C  T 
BaVer  (.  Dotts    BO/03/31    lOpp 


6004100532  Response  to  eigt.th  =  et  of  interrogatories  Includes  info 
re  centro]  rocm  display6  for  jal^es  ^  other  manually 
operated,  renotclu,  controlled  i  nstruments  Certificate  of  Svt 
encl 

HANCOCK,  D   Houston  Lighting  >.  ppujer  Co    HANCOCK,  D    Baker  t  Bfltts 
80/03/10    \'!ff 


8004O80&B7  Response  to  thitteenth  set  of  interrogatories  Include 
re  weight  of  thermal  shielding  I,  insulation  in  drguell  i  in 
containment  bldg  Certificate  of  S>.c  end 

DIDDLE,  C  T    Houston  Lighting  ',  Pouer  Co    DIDDLE,  C  T    Baker 
Boiti    80/03/11    26pp 


SOQ4110551  Intervenor  Contention  47  Applicant  main  generator 
is  not  designed  sufficiently  to  prevent  turbine  missiles 
from  damaging  critical  components  of  sys  Certificate  of  Svc 
encl 
DOHERTV.  J  F    Affiliation  Unknown    90/03/19    2pp 


BQ0421O153  Notice  of  appeal  from  ASL0  B00310  order  rejecting  IJJ 
Scfiuessler  Contentions  1,2,3  ',  5-13  Requests  eitension.  unti  I 
800325,  to  fils  amend  to  ttppeal  re  fldmi  ss  ibi  1  1  ty  of 
contentions 
SCHUES5LER.U  J    Affiliation  UnVnouin    80/03/30    lp 


8004100557  Response  to  inter^enor  JF  Dohertg  fifteenth  request  for 
documents  Lute  documents  a/ailable  for  imp  (.  copying  at 
applicant  Energy  Development  Complei  In  Houston,  TX 
Certificate  of  Svc  end 

DIDDLE,  C  T    Houston  Lighting  !.  Power  Co    DIDDLE,  C  T   Baker  t, 
Dotts    BO/03/31    3pp 


BOO  42  3  002  4  Notice  of  intent  to  appeal  A9LB  80O310  order  rejecting 
D  Baker  790916  Contention  2  i-e  cost/benefit  analysis 
OAKER.B    Affiliation  Untnoun    80/03/21    4pp 


6004230035  Response  in  support  of  fi  Potthoff  appeal  re  denial  of 
petition  to  intervene  Potthorf  contention  should  be  regarded 
as  allegation  that  E1S  A  i  d  not  address  biomass  conversion 
U/Certif icate  of  Svc 
SCOTT, J    Teias  Public  Interest  Research  Gi oup    80/03/31    3pn 

8004080016  Response  in  opposition  to  JF  Dohertg  B00312  Contention  47  re 
turbine  design  inadequacies  MRC  tafely  evaluation  concluded 
likelihood  of  resultant  radioactive  release  suf f i c ientlg 
small  W/Certiflcate  of  Svc 
SOHINKI.S  M    Hearing  Branch  3    SO/O-J/Ol    4pp 

B004030026  Memorandum  of  understanding  botuean  NRC  ti  FEI1A  re  prompt 
improvement  in  radiological  emei gsncg  planning  & 
preparedness,  d I stributcd  as  Board  notification 

GQS3ICK,L  V    Office  of  the  Executive  Director  fop  Operations 
CAMliF   Federal  Emergency  Management  Agencg    60/04/02    34pp 

B004240S3B  Motion  for  issuance  of  piotective  order  re  TX  PIftO  request 
for  public  disclosure  of  util  Jan  19BO  repti "South  TX 
Nuclear  Project, QA  I  QCiMgt  Assoisment  Survey  for  Brotiin  it 
Root, Inc  "  Draft  protective  order  b  Certificate  of  BVC  encl 
DIDDLE,C  T    Houston  Lighting  fc  Pouer  Co    80/04/02    9pp 

B004150191  Discusses  JF  Doherty  600331  appeal  on  bshalf  of  FH  Potthoff 
Pro  se  intervenor  hai  no  standing  to  assert  rights  of 
another  partg  per  Project  Mg t  Corp  case  Dohertg  appeal 
ihould  be  treated  as  brief  In  support  of  Potthoff  appeal 
BOHINHI.S  M    Hsaring  Branch  3    30/04/07    2pp 

3004170307  Drief  in  opposition  to  FH  Potthoff  800326  appeal  Urges 
affirmation  of  A5LD  S00310  order  dcnging  petition  to 
intervene  Contention  is  economic  in  nature  1  need  not  be 
considered  per  1?7B  ALAB'45S  Certificate  of  Svc  encl 
SOHINKI.S  M   Hearing  Branch  3   BO/04/07   lOpp 


8004240548  Requests  reversal  of  ASLB  800311  denial  of  FH  Potthoff 
petition  to  intervene  Latitude  should  he  granted  to 
lagperson  authoring  legal  document  Supports  admittance  of 
contention  re  marine  biomass  energy  production 
DOHERTV.J  F    Doherty.J  F   BO/03/21    3pp 


8004100474  Appeals  AS LAB  800320  decision  to  deng  standing  on  Contention 
6  re  environ  pref erab i 1 1 ty  of  biomass  farm  to  nuclear 
plant  Dlomats  farm  would  release  less  radioactivity  to 
environ  J.  uould  alter  landscape  less 
POTTHOFF.F  H    Affiliation  Unknown    80/04/08    2pp 


— 6004240555  Submits  Contention  5  re  need  for  pouer  d  contention  re 
blomass  production  operating  marine  biomast  farm  mould  be 
environmental  1 g  preferable  to  nuclear  plant  ASLB  should  deng 
CP  under  NCPA 
POTfHOFF.F  H    Affiliation  Unknoun    79/06/01    2pp 

8004030076  Menorandum  '  order  dismissing  UJ  Schuesiler  appeal  re  A9LB 
600310  order  rejecting  majontg  of  inteivenor  contentions 
Rules  of  practice  do  not  permit  i nter locutorg  appeal  unless 
petition  is  denied  in  entirety 
DIEHOP'C  J   Atomic  Safctg  and  Licensing  Appeal  Panel    60/O3/25 


9004230053  Order  directing  that  discoveig  rs  Inlervanor  J  Dnherty 
Contuntlon  47  be  Initiated  &  completed  in  120  days  after 
svc  on  AELB  800310  order  TX  P1RO  600314  motion  re 
cnniol i dation  granted  J  Doherty  800313  motion  denied 

WDLFC.  S  J  ,  LINEWBERCEF!,G    Atomic  Safety  and  Licensing  Doard  Panel 
BO/Od/10    Spp 

B00133009-1  Order  advising  intevvenor  J  Dohertg  to  reply  to  NHC  t> 
applicant  answers  to  Dohertg  600408  motion  re  Contentions  48 
!.  4?iiulthln  10  days  of  answers  ASLB  should  ba  Immediately 
notified  if  replies  are  not  to  be  filed 
WOLFE, B  J   Atomic  Safety  and  Licensing  Board  Panel    30/04/14    tp 


B00424019B  Response  in  opposition  to  JF  Dohertg  motion  seeking 
applicant  admission  of  Contentions  20.  25,  26.  30.  31,  40,  41 .  43 
t  44  Motion  is  ui/o  substance  re  timely  request  Relevance  to 
FQIA  reo.uests  not  dear  H/Certi  f  icate  of  Svc 
COPELAND-J  0  .  NEWMAN.J  R    Houston  Lighting  fr  Pocuer  Co 
COPEI  AWn  p  n    n-i><i|.  t,  Dotts    80/03/26    7pp 


B004G00403  Response  to  JF  Dohercg  600407  neu  Contention*  46  tc  4? 
amend  to  Contention  17  Urges  admittance  of  Contention  43  & 
denial  of  both  Contention  47  &  amend  to  Contention  17 
Certificate  of  Svc  end 
WQODHEAD.C  P    Hearing  Branch  3    00/04/26    17pp 


DOCKET  8TN-90-470  CESSAfI  SVSTEM  60 

A  Application/construction  stage  documents  t;  correspondence 

6004110523  Advises  of  docketing  of  facility  FSAR  Forwards  Ffi  notice  of 
receipt  of  standard i led  FSAR 
RANE,H  F   Standard! lation  Branch   BO/03/OA   lp 

DOCKET  BO-471  P1LORIM  NUCLEAR  POWER  STATION,  UNIT  2 

A  Application/construction  stage  document!  t  correspondence 

8004040031  Advises  of  issuance  of  MUnEQ-05S6.  "Interim  Staff  Position 
on  Environ  Qualification  of  8af etg-He latad  Electrical 
Equipment,"  providing  guidance  re  methods  for  compliance 
RQSBi  0  F,   Division  of  Project  Management   80/02/05   7pp 


B004260167  Forward*  video  tape  of  fuel  assemblies  in  fuel  pool  provided 
bg  util  on  BOQ321  for  NRC  revieu  W/o  end 

ORIER,  S  H   Region  1,  Philadelphia,  Office  of  the  Director, 
80/03/31    lp 
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8004210405  Summary  of  8003 2 a  meeting  u/near-term  CP  applicants  In 
Bethesda.MD  re  evaluation  of  progress  made  to  data 
establishing  proposed  requirements  stemming  From  TMI-2 
ac c  i  dent 
THOMAS. C  0    Standardnation  Branch    80/04/03    63pp 


8004030036  Memorandum  of  understanding  between  NRC  d  FEMA  re  prompt 
improvement  in  radiological  emergency  planning  '- 
preparedness,  d  i  sti  id'itsa  as  Boai  i  notification 

GQSSICK.L  V    Office  of  the  tiecutive  Director  for  Operations 
80/04/02    34pp 


B004300074  Summary  of  600319  meeting  w/near-term  CP  applicant! 
in  Bethesda.MD  re  resumption  of  CP  application  review 
activities  associated  ui/TMI-2  accidents 
THOMAS.C  0    Standardiiation  Branch    BO/04/O3    12pp 

0004240557  Summary  of  B00402  meeting  w/Near-Term  CP  Applicants  Group  in 
Bethesda.MD  re  progress  ma  As  establishing  proposed 
requirements  stemming  from  TfiI-2  accident  Proposed 
requirement  category  assignments  enc 1 
THOMAS, C  0    Light  Water  Reactors  Branch  1    HO/04/07    47pp 


O  Adjudicatory  correspondence 


B004O9Q412  Order  re  review  of  statements  filed  in  response  to  AS  1-0 
800117  ordar  re  emergency  planning  hearing  Directs  parties 
to  advise  A9LB  within  30  daijs  re  filing  time  of  testimony  & 
mhiblti'in  preparation  for  hearing! 

G00DHDPE.A  C    Atomic  Safety  and  Licensing  Board  Panel    BO/03/27 
2pp 

8004030036  Memorandum  of  understanding  between  NRC  &  FEMA  re  prompt 
improvement  in  radiological  emergency  planning  t> 
preparedness, distributed  as  Board  notification 
QOSSICKil.  V   Office  of  the  Eiecutive  Director  for  Operations 
BO/Q4/02    34pp 

8004290237  Provide*  info  in  response  tu  ASLB  800327  order  re  emergency 
planning  testimony  NRC  is  awaiting  evacuation  time 
estimate*  for  future  nuclear  plant  areas  in  order  to 
perform  analysis  No  specific  schedule  can  presently  he  made 
OODDARD,R  J   Hearing  Branch  a   BO/O4/25   Spp 


DOCKET  BTN-SO-482  UOLF  CREEK  GENERATING  STATION 

A  App  1 1  cat  ion/com  true  t  ion  stage  documents  fr  correspondence 

8004040031  Advise*  of  issuance  of  KUREQ-05BB,  "Interim  Staff  Position 
on  Environ  Qualification  of  Safety-Related  Electrical 
Equipment) "  providing  guidance  re  metnods  For  compliance. 
ROBBi D  F   Division  of  Ppojoct  Management   00/02/03   7pp 

B004Q4Q016  Forwards  request  for  addl  info  to  complete  review  of  OA 
program 
PARR,0  D   Light  Water  Reactors  Branch  3   80/03/20   6pp 

8004110377  Advises  that  tendorei)  application  for  OL  is  being  sent  under 
separate  cover  Due  to  TMI  pr iorl  ties. aecap tance  review  uil  1 1 
be  performed  in  late  spring  or  early  summer 
SOUDER.J  L    Division  of  Ruloi  and  Records    BO/03/SA   tp 

B0041B0332  Forwards  addl  info  re  std  plant  QA  programs  for  design  & 
conitiln  respanie  bo  NFiC  000122  reo,ue*t  Utll  coinmiti  to 
Reg  Guide  1  74  w/e«ception  of  requirements  re  »tructural 
bolt  tlglitenlng  (c  number  of  threads  eiposed  beyond  nut 
BEIKEN, 5  J   Btandardlied  Nuclear  Unit  Power  Plant  System   80/04/14 
Bpp 

QQ042B0463  UpdatB*  800401  meeting  w/utll  (.  NRC  re  OL  applications 
Submit!  program  for  start  of  NRC  review,  including  initial 
inteting  w/util  project  manager  Applicant*  exploring  other 
step*  to  «ld  NRC  review 

PETFIICK.N  A   BtJindardlied  Nuclear  Unit  Pouer  Plant  System 
00/04/23   2pp 


I   Financial  information 


BOO40904Q2  Annual  Financial  flept  1979 

«   General  Public  Utilities  -  GPU  Service  Corp    SO/04/03    44pp 

— 80040I504a3  "Proposal  to  Conduct  Analysis  of  Strategic  Options  For 
JCP&L  ' 
»   Arthur  Young  5,  Co    80'02/29    l^Spp 

0004220730  Forwards  Annual  Financial  Repts  1979  Certificate  of  Svc 
encl 
KOESTER,C  L  Kansas  Qas  '  Flectnc  Co   80/04/15   19pp 


— -8004220747  Annual  Financial  Rept  1979 

»   Kansas  Qas  J.  Electric  Co    90/O3/03    36pp 


--8004220739  Annual  Financial  Rept  1979 

*   Kansai  Gas  t,  Electric  Co    30/02/13    33pp 


M  Antitrust  correspondence 


B004030207  Informs  that  revieu  of  available  info  has  dliclosid  no  bails 
for  conclusion  that  antitrust  hearing  is  necessary  re  KS  Dai 
fc  Electric  ownership  of  195  MWT  ihare  in  Unit  1 
LITVACK.a  M    Justice,  Dept  of,  Attorney  General's  Office    BO/03/28 


B004110121  Forwards  DOJ  Atty  General  BOOaaa  1  tr  providing  addl 
antitrust  advice  per  Atomic  Energy  Act,  re  CP  application 
Advice  in  question  has  been  transmitted  to  FR  for 
publication 
TOAL3TON.A    Antitrust  I  Indemnity  Croup    BO/04/02    lp 

—  B00411013?  Submits  addl  antitrust  advice  per  Atomic  Energy  Actire  CP 
application  Licensee  agreement  to  accept  license  conditions 
made  antitrust  hearing  unnecessary 
LITvACKiS  M    Justice.  Dept  of    80/03/38    lp 


fl   Inspection  reports,  IE  Bulletins  &  correspondence 


B004010030  Supplements  utll  771108  response  to  IE  Bulletin  77-02, 
"Potential  Failure  Mechanism  in  Certain  Wsitinflhousu  Aft 
Relay*  "  Relays  not  uied  in  safety-re lated  applications 
KDESTER.O  L   Kansas  ua*  &  Electric  Co   BO/02/12   lp 

8004100290  Responds  to  IE  Bulletin  79-2Q  Investigation  re  planned  use 
of  NAKCO  EA1BO  sui tches.  i dantlf ication  in  BNUPPB  design  t 
development  of  plans  for  corrective  action  requires  mere 
time  than  anticipated  Will  forward  response  later 
PETRICK.N  A   Standard! led  Nuclear  Unit  Pouer  Plant  System 
BO/03/06   lp 

B00424021B  Foruiavds  IF  Info  Notice  80-14,  "Safety  Suggestions  Prom 
Employit*  "  No  action  required 

SEYFRIT.K  V   Region  4,  Dallas,  Office  of  the  Director   90/04/OS 
IP 

S004220297  Forwards  IE  Circular  60-07,  "Problems  W/HPC I  Turbine  Oil 
Syi  "  No  written  response  required 
SEYFRIT.K  v   Region  4,  Dallas,  Office  of  the  Director   80/04/03 


F  Security,  medical,  emergency  ti  fire  protection  plan* 

B0040B0077  Advise*  that  submitbal  date  for  evacuation  time  estimate*, 
requested  by  NRC  79122A  Itr.hai  been  po»tpon»d  pending  OAO 
clearance  under  Federal  Repts  Act 
CRIMES. B  K,   Emergency  Preparedness  Task  Fore*    BO/03/11    4pp 

0  Adjudicatory  correspondence 


8004230392  Forwards  IE  Bulletin  79-03A.  "Long  ituif  inal  Weld  Defects  in 
ASME  BA-312,Type  304  Stainless  Steel  Pipe  "  Action  required 
ORIEd'B  H   Region  I.  Phi ladel phla,  Office  of  the  Director 
60/04/04    lp 

0004220241  Forward i  IE  Bulletin  80-08,  "Eiam  of  Containment  Linar 
Penetration  Welds  "  Written  response  required 

SEYFRIT.K  V   Region  4,  Dallas,  Office  of  the  Director   80/04/07 
»P 


B00404026B  Order  granting  eitenslon  until  Q 00921  for  Commission  to 
elect  whether  to  review  director's  800131  decision  denying 
relief  under  10CFR2  206 

CHILK,  S,  J   Office  of  the  Secretary  of  the  Commission   80/03/14 
IP 


3  Raportable  occurrences,  LEHs  t  related  correspondenci 


8004040269  Forwards  supplemental 
qualification  of  control  sys  di 
unresolved  safety  concerns  rg  p 
steam  line  atmospheric  relief  v 
PETRICK,N  A  Standardlteil  Nucl 
BO/02/05  2pp 


ept  on  potontial  deficiency  ra 

tuned  in  util  79092Q  Itr  No 

enure  controllers  (•  main 

We 

ar  Unit  Pouer  plant  System. 
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QO04Q4O21M    Discusses     inejrrsit     testing     at     concrete    teat    cqllndi 
Ttni  iis-Qlson    test    machine    TUP  1  .-e-i  nc  h     head    ua?    used    ujhen 
head     no    longe-T     than     JO-inche;    should     hs'-o    been    used 
Indicated    strength    uu-s     probably     rot     significantly    affected 
KOESTER.OL         Kans-as    Gi~    '-Electric    Co          BG/02/OB          Ip 


S004100&33   Acl    receipt    of    BO&2Q5    inter  in   defic 
HuaJ  if  Kation    o-f     control     sy  = 
CARLSON,  H    T         Region     1,     Philadelphia,     Keactc 


ency    rept    re 
Ccmstructior 


B004090127   Ac  It 
fire    dampers 
CARLSON,  R    T 
30/03/04         Ip 


-eceipfc    or    SQ0215    iinal     deficiency    rept    i-e   flusHn    Hfg    Cc 
Region     I       Philidelpliia.     ijf  f  ice    of    the    Director 


--QQO-107007 1    Eipres  =  es    concern    te    proposed    evacuation    plan    for    facility 
Alerting    f  ai  irujork  ei  a     to    emergency    within    required    time 
uould     be    difficult 
UE1LL.6    11         Affiliation    Un^noiun         80/01/02         Ip 


Inspection   reports.     IF   Bulletin! 


corr eaponiJence 


3004040060    Fcruirds    IF    Insp    Ropt    50-183/79-16    on    791S03-21    t,    notice    of 
violation 

FICRELLIiG         Ftegion    3,     Chicago:     Reactor    Construction    &   Engineering 
Support    Branch         BO/02/13         2pp 

--6004040QAI    Notice    of    violation    from    insp    on    791203-31 

'      Region    3,     Chicago,     Office    of    the    Director         BO/02/07          Ip 


S  0030:1 003-1    Interim    def  ic  i  enci)     rept     re     out-o F-to 1 erance     threads    for 
MSS3    support    anchor    bolt    nuts.    Analytical     ''   empirical     test 
data    will    be    correlated     to    establish     mare     precise    methods 
for    determining     strength    at     threads     on   nut 
KOEST£H,G   t,         Kansas    Cai    *    Electiic    -Co          BO/O3/O5         2pp 


— 80040400A2    IE    liisp    Kept    50-4B3/79-1A    on    791203-21    Noncomp 1  lance    noted 
failure     to    follow    prescribed    procedure    re    measurement    of 
purge     Flow    rate    during    melding     of    root    pass 

HANSEN, U   H    ,     KUnP.R    C         Region    3,     Chicago.     Office    of    the    Director 
BO/02/Q7         5pp 


BOOM17O172   Follouup     $ei  i  e  j  cnc  ij     rept     IE     broken    actuator     shaft    of    NAMCO 
furnished    limit     suiter     installed     on    anchor    Dar  1  ITIQ    main 
steam    Isolation     ^alve    Ftilure    attributed     ta    eicessive    force 
applied    dm  ing    •;  h  i  pp  1113  /hand  1  ing     No    generic    deficiency 
KOESTERiG   I          J-an&ss    Ga=    •    Electric    Co          BO/Q3/13          Ip 

QOC"J15O179   Discussei    unde  tec  ta  ti  1  0     tailurp     in    enoineared    aafe-ty 
features   actuation    sys    Utils    are     investigating    hardware 
chanigeg    that    maij     pieclu-de    further     te  5  t  ing  ,  prov  ided    that 
changes    ai  e    fea'Sitle    nt  heron  se,  t  &sta    ui  1  I     continue 
PETri[CK,N   A         Standard  i  ret)    Nuclear    Unit    Power    Plant    SijBtem 
BO/03 /20         Ip 

BQO'1070292   Third     intBilm    deficiency    rept    re     flood    damaged    equipment 
Many    valves   '•    pumps    cleaned    i     In&pectsd    Rework    at    electrical 
ifcem-i    ".  preassemti  1  ed    piping    formations  u  i  1 1    continue    through 
1<?BO 
BQESTEH.G   L         Kansas    Oas    t-   Electric     Co         30/03/31          2pp 

BQ041SO369    Interim    deficiency    rept    re    vertical     firs    dampers     Furnished 
by    ftusltln   Mfg    Co    Add  1     problems     identified     requiring    neuj 
design   mods   Modi     being     developed     t-   uil]     be    described     in   rept 
to    be    Issued    by    S00515 

PETFIlCHrU   A         Standairdi  fed    Nuclear   Unit    Power    Plant    System 
BO/04/03         2pp 


DOCKET    STN-50-4S3    GALLOWAY   PLANT,     UMIT     I 

*,       App  1 1  cation/con  s  tr  uc  t  ton    stage    documents    E    correspondence 

8001040.031    Advises    ot     issuance'    of    NUREQ-056B,     "Interim   Btaff    Position 
on    Envlion   Qualification    of    Saf  e  ty-Re-lst  ed    Electrical 
Equipment."    providin-g     guidance    re    methods     for    compliance 
ROSS,  D  F         Division    of    Project    Management         BO/O3/O5.         7pp 


Forwards    request    far    addl    info    to  complete   review  of   DA 
program 
PARR.OD        Light    Water    Heacfcots     Branch    3         BO/O3/20         fcpp 

B00416O352  Forwards    add!     Info    re    std    plant    QA   proa.ra.ni!    for    design  !. 
const, In   response    to    NHC    800122    request    Util     commits     to 
(leg    fluids    1   94    ui/exc  ep  tton   af    requirements   re    structural 
bolt     tightening    &    number     of     threads    e-ipo^etf    beijond    nut 
SEIHEM.E  J        Standardi  red  (Jjclcar   unit  Foxier   Plant   Sijttam        30/04/14 
Spp 

QQO42S0463   Updates    000401    naetiFig    w/util    8    tJRC    re    DL    applications 
Suomlbs   program   for    start   of    NSC    revl  euii  i  nc  lud  ing    initial 
meeting   lu/util     project    manager    App  I  i  c  ant-s     eiploring    other 
iteps    to    aid    NRC    review 

PETRECK.N  A        Standard i md   Nuclear   Unit   Pouer   Plant    System 
00/04/23        2pp 

r      Security,     medical,     emergency    t     fire    protection    plans 

aO040S0077   Advise*    that    submittal     date     for     evacuation    time    estimates, 
requested    bu    NRC    7=91236     Itr,  has    been    postponed    pending    GAQ 
clearance    und-ar    Federal    Rep  ts    Act 
OHIHES.D   «         Emergency    Preparedness    Task    Force         9O/03/11          4pp 

H      General    correspondence 

S004070070  Dlscvsaes    NfIC    progra-n   of    upgieding    emergency    preparedness    in 
anv irons   of  nuclear    power   plant)    in    response    to   800102    Itr 
Sij-s    Por  alerting    public    must    be    d emona tratetf    effective    prior 
to    OL    Issuance 
DENTQN.H  R        Office    of   Nuclear  Re-acfcoP   RegolaEion        BO/03/17        Ip 


B00'10701i7    Faruards    IE    Insp    Rept    SO-'IBS/GO-O^    on   Q00123-25    t.    notice    of 
vlclation 

FIOHEUL[,0        Region    3,    Chicago.    Reactor   Construction  fc  Engineering 
Support    Branch        30/02/15        9pp 

--B004070171    Molics    of    /lolatlon    from    insp    on    B00123-25 

••      Region   3,     Chicago.     Office    of    the    Director         60/02/11          Ip 

--aOO'1070173    IE    Insp    Kept    5O-.JS3/6Q-02    on    B00123-25   Noncomp  1  iance    notod 
failure    to    maintain    low    hydrogen    electrodes     in    heated 
containers   uhen  uelder  uas    not    working    in    inaccessible    area 
DftNlELSON,  D  H        Region  3,    Chicago,    Reactor  Construction   1 
Engineering   Support    Branch         CORDERQ.  Z    ,     LEE.  E    U   K         Region    3, 
Chicago*    Office   of    the   Director        BO/02/11         Spp 

6004100290   Responds    to    IT   Bulletin    79-29    Inveatlgat inn   re    planned    USB 
erf   NAMED    EA1BO   switches,  i  rf ent  i  f  i  cat  ion    in   SNUPPS    design    b 
development   of   plan*    for    corrective    action   requires   more 
time    than   anticipated   Will    forward   response    later 
PETRICK,  N    A         Standardt ietf    Nuclear    Unit    Power    Plant   System 
90/03/06          Ip 

QOD410O14D   Forwards    1C    Info   Notice    BO- OS,    "States   Co  Sliding    Link 
Electrical    Terminal    Rlock    "   No   specific   action   or   response 
requ  Ired 

kEPPLER.J    0         Region    3.     Chicago,     Office    of    the    Director         8O/03/O7 
IP 

3004040064    Forwards    IE    Insp    Rept    3O-4B3/BO-Q6    on    000227-2?    fc    notice    of 
v  iolation 

FIQRELLI.G        Region    3-    Chicago,    fieactor  Construction  If  Engineering 
Support    Branch         QO/03/20         2pp 

— 8001040071   Notice   of   violation    from    insp    on   800327-E9 

»      Region  3,    Chicago.    Office   of    the   Director        BO/03/12         Ip 

— 8004CH0079    IE   Insp    Rept    5O-403/BO-06  on  800227-29  Noncomp 1 iance    notad 
failure    to    Pol  lou    site   procedures    re    poor    vibration 
prac  tices 

HAYES.  D    W        Region    3.     Chicago.     Reactor    Construction   d    Engineering 
Support    Branch         ECHAPER.JF    ,     LANDSMAN, R    D         Region    3.     ChicaB"' 
Office    of    the    Director        BO/03/12        Spp 

BC04150192  Forwards    IE    Info    Notice    80-12,     "Instrument  Failure   Cauie* 
Opening    of  PDRV   t,  Block    Valve    "   No   specific    action   or 
response    necossarij 

HEPPLER,  J    0         Region    3.     Chicago,     Office    of    6he    Director         60/03/31 
IP 

80040BO723    Forwards    IE   Circular    80-05,     "Emergency    Dlesal    Oenerator 
Lubricating   Oil    Addition  V  On  site  Supply    "   No  written 
response'    required 

HEPPLER,  J   0        Region   3.    Chicago,    Office    of    the   Director        HO/04/01 
If 

80041 1O3 1 9   Act;    receipt   of   S00314    Itr    informing    NRC    of   steps    taken    to 
correct    violation   noted    in    IE    Insp   Rept   50-433/60-02 
FIQRELLl.Q        Region    3.    Chicago.    Reactor  Construction   It  Engineering 
Support    Branch        QO/04/01         Ip 

— 8004110329   Responds     to    NRC    3002)5    Itr    re    violation    noted     in    IE    Itisp 
Rept    30-483/80-03   Corrective    actions    uork    procedure    WP-303 
has   been    revised    to   reflect    OA   manual    requirements   allowing 
electrodes    to   tie    taVen    frnm   portable   heater*    for   4-h 
BRYAN,  J   V.         Unian    Electric    Co         BO/03/14         3pp 
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8004150O57  Forwards  IE  Info  Notice  BO-13,  "GE  Type  SUM  Control  Biuitchei 
DofsctivB  CAM  Followers  "  No  specific  action  or  response 
required 
KEPPLEH, J  G    Region  3,  Chicago,  Ofrice  of  tf.e  Dlroctor    60/04/02 


0004090672  Ac  V  receipt  or  UG03-9  Unal  deficiency  rept  re  undeisue 
socket  iii-ldi,  !JRC  will  nimplefp  leiieu  ot  matter  during 
future  insp 

FIORELLI.ij    Region  3,  Chicago.  Reac'or  Construction  i  Engineering 
Support  Branch    BO/03/11?    lp 


8004100063  Forwards  attachments  to  IE  Circular  BO-03.  "Protection  From 
Toxic  Gas  Haiards,  "  inadvertently  omitted  from  600306 
transmi  tta  1 
KEPPLER.J  0    Region  3,  Chicago.  Office  of  the  Director    BO/04/03 


8004230153  Forwards  IE  Info  Notice  80-14,  "Safety  Suggestions  From 
Employees  "  No  action  required 
KEPPLER.J  0    Region  3.  Chicago,  Office  of  the  Director    00/04/02 


H0042303BB  Forwards  IE  Circular  8O-07.  "Problems  [J/HPC  I  Turbine  Oil 
8»s  "  No  written  response  required 

KEPPLER.J  G    Region  3p  Chicago,  Office  af  the  Director    BO/Q4/O3 
lp 


8004150179  Discusses  und ->toc  t-ab  1  e  failure  in  engineered  safety 
features  actuation  sys  Utils  ai e  investigating  hardware 
changes  that  may  preclude  further  testing, provided  that 
changes  are  feasible  Otherui se.  tes ts  mill  continue 
PETFUCK.N  A    Etandardiied  Nuclear  Unit  Power  Plant  System 
00/03/30    lp 

BOO'1030300  Interim  deficiency  tept  to  eloctncal  penetration  assembly 
wire  terrainatioTii  Initiated  I)unler~Ramo  uisp  to  determine 
cause  Final  rept  mill  he  submitted  by  B00430 
BflYAN,  J  K    Union  EleclTic  Co    BO/03/26    lp 

B004040C142  Forwards  final  deficiency  rept  re  potentially  defective  GE 
induction  disc-type  relaya 
HRYAN, J  K    Union  Electric  Co    BO/03/37    lp 


0004230282  Forwards  IE  Bulletin  /9-03A,  "Longitudinal  Weld  Defects  In 

ASME  SA-3I2,Typo  30-1  Stainless  Steel  Pipe  "  Action  required 

KEPPLER,  J  O    Region  3,  Chicago,  Office  of  the  Director    BO/04/07 
IP 

B004220Q9B  Forwards  IE  tJulletin  BO-08,  "E.arti  of  Containment  Liner 
Penetration  Uelds  "  Wiitten  response  required 

XEPPLEHiJ  G    Region  3.  Chicago,  Office  of  the  Director    BO/04/O9 
IP 

B0043Q016&  Notification  of  0O0423  moating  in  Fulton,  HO  to  discuss 
resident  Inspector  progiam 

KEPPLER,  J  0    Region  3.  Chicago,  Office  of  the  Director    BQ/04/14 
IP 

—  SQ0430017B  Notification  of  800423  meeting  in  Pulton,  MO  to  discuss 
resident  inspector  program 
KEPPLEH,  J  0   Region  3,  Chicago,  Office  of  the  Director   60/04/11 


8004300104  Notification  of  800433  meeting  in  Fulton.  MO  to  discuss 
resident  inspector  program 

KEPPLER.J  O    (legion  3,  Chicago,  Office  of  the  Director    BO/04/14 
lp 

9004300189  Notification  of  G00423  meeting  in  Fulton,  MO  tn  discus* 
resident  inspector  program 
KEPPLER.J  G    Region  3,  Chicago,  Office  of  the  Dlroctor    BO/04/14 


— g0040'1036B  Final  deficiency  rept  investigation  in  response  to  IE 
Circular  BO-G1  revealed  GE  induction  disc-type  relays  u/ 
higher  than  normal  pickup  voltage  Caused  by  petioleum  jelly 
lubricant  Ai rangements  made  for  OF  replacement  or  mods 
«   Union  Electric  CD    60/03/27    lp 

80041BO4B6  Ack  receipt  of  Q00229  final  deficiency  rept  re  undersuett 
field  uielris  on  small  piping  installed  at  plant  NRC  uiill 
complete  review  of  matter  dui ing  future  insp 

FIORELL1.G    Region  3,  Chicago,  Reactor  Construction  t  Engineering 
Support  Branch    SO/04/01    lp 

8004150369  Interim  deficiency  ropt  re  vertical  fire  dampers  furnished 
by  Ruskin  Mfg  Co  Add!  problems  identified  requiring  new 
design  mods  Mods  being  developed  £•  uill  be  described  in  rept 
to  Oo  issued  bij  000515 

PETHICK,N  A    Standard! red  Nuclear  Unit  Pouer  Plant  System 
BO/04/03    3pp 

8004290050  Ack  receipt  of  Q00336  interim  deficiency  rept  re  apparent 
crimping  of  terminal  lugi  for  containment  electrical 
penetration  assemblies 

FIORELLIiG    Fiegion  3,  Chicago,  Reactor  Construction  &  Engineering 
Support  Branch    00/04/14    lp 

SOO-J30006O  Ack  receipt  of  HG0327  final  rept  re  GE  protoctive  relay  svi 
advic  e 

FIORELLI.G    Region  3,  Chicago,  Reactor  Construction  &  Engineering 
Support  Qrjnch   00/04/1'!    lp 


— B004300194  Notification  of  800423  meeting  in  Fulton, MO  to  diacuis 
resident  inspector  program  Agenda  enc 1 

KEPPLER, J  G    Region  3,  Chicago,  Office  of  the  Director    BO/04/14 
3pp 

S  Raportable  occurrenc osi  LCRc  &  related  correspondence 

0004040369  Forwards  supplemental  rept  on  potential  deficiency  re 
qualification  of  control  sys  discussed  in  util  79092B  Itr  No 
unresolved  lafety  concerns  re  pressure  controllers  tt  main 
itaam  line  atmospheric  relief  valve 

PGTRICK,N  A   Standardized  Nuclear  Unit  Power  Plant  System 
00/02/09   2pp 

8004100533  Ack  receipt  of  B00205  interim  deficiency  rept  ra 
qualification  of  control  sus 

CARLSON,  fi  T   Region  1,  Ph  I  Ude  Iph  la.  Reactor  Ccnatruc  t  ion  & 
Engineering  Support  Branch   00/02/21    lp 

8004090137  Ac k  receipt  of  600219  final  defitiency  rapt  re  fiuskln  Mfg  Co 
fir*  dampen 

CARLSQH.R  T   Region  1.  Philadelphia.  Office  of  the  Director 
SO/03/04    1 p 

Q004140136  Supplemental  Part  31  rept  re  failed  engine  thrust  bearing 
Imp  of  crankshaft  thrust  bearings  installed  on  two  PC-3  S 
generator  sets  indicate  plugs  properly  Installed  t<  free  of 
reported  potential  defect  Load  during  shop  tests  too  light 
MORIARTV.J  M   Colt  Industries,  Inc  ,  Fairbanks  Horse  Engine  Div 
00/03/05   3pp 

8004070330  Ack  receipt  of  8002S9  interim  rept  re  N6SS  lateral  support 
anchor  bait  nuts  NRC  mill  revieui  final  rept  upon  receipt 
FIQHELLI.G   Reolon  3i  Chicago,  Reactor  Construction  i  Engineering 
Support  Branch   80/03/19    lp 


DOCKET  STN-50-4B'!  TVFIONE  ENERGY  PARK.  UNIT  1 
G   Adjudicatory  con  espondcnce 


6004030026  Memorandum  of  understanding  betueon  NRC  i<  FEMA  re  prompt 
improvement  in  radiological  emergency  planning  fc 
preparedness. d istr ibuted  as  Board  notification 

GOBSICK.L  V    Office  of  the  Executive  D,rector  for  Operations 
BO/04/02    34pp 


DOCKET  STM-50-4B5  STERLING  POWER  PROJECT  NUCLEAR,  UNIT  1 

A  App  1  teat  ion/const!  uc  t  ion  stage  documents  f,  correspondence 

0004040031  Advises  of  issuance  of  NUREG- 0590,  "Interim  Staff  Position 
on  Environ  Qualification  of  Safety-Related  Electrical 
Equipment."  providing  guidance  re  methods  for  compliance 
ROSBi D  F    Division  of  Project  Management    BO/Oa/05    7pp 

F   Security,  medical,  emergency  4  fire  protection  plans 

8004080077  Advises  that  submit tal  date  for  evacuation  time  estimates, 
requested  by  NRC  791226  ltr,has  been  postponed  pending  OAO 
clearance  under  Federal  Ropts  Act 
GRIMES, B  K   Emergency  Pi sparednojs  Task  Force   BO/03/11    4pp 

0   Adjudicatory  correspondence 

8004090192  Ejplains  c  i  rct-ms  tanc  es  involving  B00222  sve  of  DNUL 
draft  rept  re  measurements  of  underground  mining  radon 
releases  i  NRC  testimony  of  RM  Wilde  re  same  rept  Missing 
Page  &  end 
DORDEN1CK, B  M    Hearing  Branch  4    00/03/O5    4pp 
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ri-armr.]  Oet.een  t.SC  '<  FEMA  re  prcnpt 
e-i«r  jtr-i,  planning  '• 
3-ijr   "3 t I ' 1  at  i  sn 
Lie.jti.e  Dirtctor  for  Operations 


f"'"*10C£CO  He^onas  to  IE  L''i!l*tir,  79-29  Investigation  re  planned  use 
of  K*1CO  EAl"_n  suiUflKi  identification  in  Sr.'UPPS  design  !. 


8004070189  Forwards  roquest  for  addl  info  to  complete  review  of  QA 
program 
PARfi.O  D    tight  Water  Reactors  Branch  3    BO/03/20    6pp 

8004180352  Foruaids  addl  info  re  std  plant  GA  progranii  for  design  t. 
const, in  response  to  NRC  900122  request  Utll  commits  to 
Reg  Guide  1  9A  u/eic ep t i on  of  requirements  re  structural 
bolt  tightening  '-  number  of  threads  exposed  beyond  nut 
EEIKEW  S  J    Standard i ied  Nuclear  Unit  Power  Plant  System    SO/04/ 
8pp 

6004230^63  Updates  B00401  meeting  w/ufcil  !•  NRC  re  OL  applications 
Subnits  program  For  start  of  NRC  review,  inc  lud  Ing  Initial 
meeting  u/util  project  manager  Applicants  eiploring  other 
steps  to  aid  NRC  review 

PETRICKrN  rt   Standardised  Nuclear  Unit  Power  Plant  System 
BO/04/23    2pp 


time  than  anticipated  Hi  11 
PEIRICK  I.  A    5'jT.iardued 


Plant  Sgstem 


F  Eecuriti),  medical,  emergency  '.  fire  protection  plans 


Instrument  Failure  Causes 
Fie  action  or 


ar  30-05,   'Energency  Diesel  Generator 
Qnsite  Supply    No  untten 


aQ04u?iJiC5  F-'iruards  IE  C 
Luor  ii-atmj  Oi  1  Addili 
reipontt  raqu  i  red 

GR1EH  D  H    Htgian  1   Ph  i  lad*  I  ph  ia,  Office  of  the  Director 
BO/O-l'u!    lp 


0004110512  Foruardi  It  Into  Notic*  80-13   'GE  lupe  SBM  Control 
80/04  'C2    In 


ea042J0351  Foruaras  IE  Info  Not 
Enployevi    ND  action  require 

CRIEft.B  H    Region  I   Philadelphia,  Office  of  th 
BO/01/02    lp 


80-14.  "Safetu  Suggestions  From 
ector 


90041BOS43  Foruarilt  IE  Circular  80-07.  'Problems  H/HPCI  Turbine  Oil 
Sy*  h  Wo  uritten  response  required 

CRIER.  0  H    Region  I,  Philadelphia,  Office  of  tha  Director 
30/04/03    lp 


Q0040B0077  Advises  that  suhmittal  date  for  evaluation  time  estimates, 
requested  bij  NRC  791226  ltr,has  been  postponed  pending  OAO 
clearance  under  Federal  Repts  Act 
GRIMES, B  K    Emergencij  Preparedness  Task  Force    BO/03/11    flpp 


0   Ad jud i catory  correspondence 


6004210165  Order  giant  ing  ci tension, unt H  B00416,  for  Commlaaian  to 
elect  whether  to  review  Director's  B00310  decision  per 
10CFR2  206 

CHILK.8  J    Office  of  the  Secretary  of  the  Commission    BO/04/10 
IP 


9004070070  Discusses  NHC  program  of  upgrading  emergency  preparedness  in 
environs  of  nuclear  pauer  plants  in  response  to  800102  Itr 
SY*  for  alerting  public  must  be  demonstrated  effective  prior 
to  GL  Issuance 

DENTDN.H  R   Office  of  Nuclear  Reactor  Regulation   80/03/17    lp 
I 

— 3004070071  Eiprsssei  concern  re  proposed  evacuation  plan  for  facility 
Alerting  f armioiorkars  to  emergency  within  rcaulVBd  time 
uould  be  difficult 
WEILL.BM   Affiliation  Unknown   80/01/02   lp 


3004230472  Foruarili  IE  Bulletin  79-03A   "Longitudinal  Weld  Def.cti  in 
ASME  SA-312  TVOB  3C4  Stainless  Stetl  Pipe  "  Action  required 
GRIER.B  H    Region  I,  Philadelphia   Office  of  the  Director 
8O/04/04    lp 

B0041B02<?1  Poruarifi  IE  Hulletin  60-08,  'E.am  of  Containment  Liner 
Penitration  Meldi  "  Written  response  required 
CRIER, a  H    Region  1,  PM  ladelph  ia,  Office  of  the  Director 
SO/04/07    lp 

S   Reportabl*  occurrsnces,  LEHS  t  related  correspondence 

B00404Q2i'7  Forwards  Jupp  1  emeital  rept  on  potential  deficiency  re 
qualification  of  control  (ys  discussed  in  util  790928  Itr  No 
unrtiolved  safety  cnncflrns  re  pressure  contrqllers  t.  main 
stvan  line  atmospheric  relief  valve 

PETHICK.N  A    Slandariued  Nuc  Uar  Unit  Pouer  Plant  9ust»m 
80/02/09    2pp 

B004I00533  Atk  rtciint  of  B00205  interim  deficiency  rept  re 
nullification  of  control  syi 

CAflLBON.R  T    Reglan  1   Philadelphia,  Reactor  Construction  t, 
Enjinterlng  Support  Dranth    00/02/21    lp 

000*150179  Ducusse*  und.tectable  failure  in  engineered  tafetu 
Fdtures  jttu.tlon  *u»  ytiU  are  investigating  hardware 
changes  th*t  may  preclude  further  tatting. provided  that 
changes  are  teastdle  Otherwise,  tes ts  ulll  continue 
aO/03/20N  A|p  St"n<J*ri1""'  Nutl"'1  Unit  Power  PUnt  System 


DOCfET  8tN-30-4B4  CALLQWAV  PLANT.  UNIT  2 

-— ?"!i"!!°!!f""!tPUCt""'  ltafle  documents  !«  corr.spond.nce 

H004040031  A«Vite>  of  Hsuance  of  NUHEG-O58B.  "Interim  Staff 
»  Env.rsn  Oualif icat.or,  of  s.f ety^Related  EUctrUal 
flS«T?    P"V"""B  guidance  r.  methods  for  ew.pli««. 
ROSS.D  F    Division  of  Prqject  Management    60/03/05    7ff 


0   Inspection  reports,  IE  Bulletins  Si  correspondence 

B0041002QO  Responds  to  IF  Bulletin  79-20  Investlcatlon  re  planned  us* 
of  NAMCO  EA1BO  switches,  Identification  In  BNUPP8  design  d 
development  of  plans  for  corrective  action  requires  mora 
tine  than  anticipated  Will  forward  response  later 
PETfllCK.H  A   Btandanliied  Nuclear  Unit  Pouer  Plant  Bustom 
BO/03/06   I  p 

Q004100I4B  Forwards  IE  Info  Notice  00-08,  "States  Co  Bliifing  Link 
Electrical  Terminal  Block  "  No  specific  action  or  response 
required 
KEPPLER,J  0    Region  3,  Chicago,  Office  of  the  Director    BO/03/07 


B0041S0192  Forwards  IE  Info  Notice  BO-12,  "Instrument  Failure  Cause. 
Opening  of  PdRV  I  Block  Valve  "  No  specific  action  or 
response  necessary 

KEPPLER,J  0   Region  3.  Chicago,  Office  of  the  Director   HO/03/31 
IP 

BOQ.10E0725  Forwards  IE  Circular  80-05.  "Emergency  Dlesal  Oener«tor 
Lubricating  Oil  Addition  *•  Dnslte  Supply  "  No  written 
response  required 
KEPPLER,J  o   Region  3,  Chicago,  Office  of  the  Director   BO/04/Ot 


8004150057  Forwards  IE  Info  Notice  80-13,  "QE  T.jpB  BBM  Control  Suiitche,* 
Defective  CAM  Followers  "  No  specific  action  or  response 
required 

KEPPLER.J  0   Region  3,  Chicago,  Office  of  the  Director   BO/04/02 
Ip 

B004IB0063  Forwards  attachments  to  IE  Circular  80-03,  "Protectlan  From 
Toiic  Gas  Haiards,"  inadvertently  omitted  from  800306 
transmi  ttal 

«EPPLER,J  0   Region  3,  Chicago,  Office  of  th«  Director   flO/04/OB 
lp 

8004230133  Forwards  IE  Info  Notice  80-14,  "Safetu  Suggestion*  From 
Employees  "  Ha  action  required 

KEPPLEft.J  G   Region  3,  Chicago,  Office  of  the  Director,   80/04/02 
'P 


DOCKETED  ITEMS 
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0004220390  Forwards  IE  Circular  80-07,  "Problems  W/HPC  I  Turbine  Oil 
5ys  "  No  written  response  required 

KEPPLER.J  0    Region  3,  Chicago.  Office  of  the  Director    80/04/03 
IP 

0004230292  Forwards  IE  Bulletin  79-03A,  "Longitudinal  Maid  Defects  in 
ASME  SA-312,Type  304  Stainless  Steel  Pipe  "  Action  required 
KEPPLER.J  0   Region  3.  Chicago,  Office  of  tho  Director   80/04/07 
IP 

S004220Q9B  Forwards  IE  flulletin  80-08,  "Eiam  of  Containment  Liner 
Penetration  Welds  "  Written  response  required 
KEPPLER,J  G    Region  3,  Chicago.  Office  of  the  Director    8O/O4/Q9 


B0043001ii  Notification  of  800433  meeting  in  Fulton,  MD  to  discuss 
resident  inspector  program 
KEPPLER.J  0    Region  3,  Chicago,  Office  of  the  Director    80/04/14 


-S00430017B  Notification  of  800423  meeting  in  Fulton,  MD  to  discuss 
resident  inspector  program 
KEPPLER.J  0    Region  3.  Chicago,  Office  of  the,  Director    BO/04/14 


6004300184  Notification  of  800423  meeting  In  Fulton,  HQ  to  discuss 
resident  inspector  program 

KEPPLER,  J  0    Region  3,  Chicago.  Office  of  the  Director    00/04/14 
IP 

B004300109  Notification  of  S00423  meeting  in  Fulton,  HO  to  discuss 
resident  Inspector  program 
KEPPLER.J  Q   Region  3,  Chicago.  Office  of  the  Director   BO/04/14 


—0004300194  Notification  of  800423  meeting  in  Fulton,  MO  to  discuss 
resident  inspector  program  Agenda  entl 

KEPPLER.J  Q   Region  3,  Chicago,  Office  of  the  Director   BO/04/14 
3po 

S  Reportable  occurrences,  LEHs  b  related  correspondence 

8004040267  Forward*  supplemental  rapt  on  potential  deficiency  re 
qualification  of  control  sys  discussed  in  util  79092B  1  tr  No 
unresolved  safety  concerns  re  pressure  controllers  b  main 
steam  line  atmospheric  relief  valve 

PETRICK,  N  A   Standardiied  Nuclear  Unit  Pouer  Plant  System 
SO/02/OB,   2pp 


DOCKET  STN-50-4QF3  PFRKINS  NUCLEAR  STATIOIJ,  UNIT  1 

A   Application/construction  stage  documents  t  correspondence 

8004040031  Advises  of  issuance  of  MJREG-058B,  "Interim  Staff  Position 
on  Environ  Qualification  of  Sate ty-Rela ted  Electrical 
Equipment,"  providing  guijance  re  methods  for  compliance 
ROBS,  D  F    Division  of  Project  Management    00/02/05    7pp 

B00417O327  "TMl-Plus  One  Toward  a  Sat-nr  Nuclear  Power  Program  " 
»   Duke  Power  Co    SO/O3/26    13pp 

8004140430  Forward*  compaiison  of  draft  STS  u/snubber  functional  test 
samp  ling  p  Ian 
CDLLINGS.D  M    Duke  Power  Co    80/04/03    llpp 


8004210405  Summary  of  800320  meeting  u/noar-term  CP  applicants  in 
BethesdaiMD  re  evaluation  of  progress  made  to  date 
establishing  proposed  requirements  stemming  r'rom  TM1-2 
ace  ident 
THOMAS, C  D    Standard!  jatior,  Branch    BO/04/03    63pp 


8004300074  Summary  of  800319  meeting  ui/near-torm  CP  applicants 
In  Qethesda.MD  re  resumption  of  CP  application  review 
activities  associated  u/TMI-2  accidents 
THDMA3,C  0    Standard  i  is t  ion  Hi anch    BO/04/03    12pp 

B0042405S7  Summary  of  000403  meeting  w/Near-Term  CP  Applicant!  Group  in 
Betheida.MD  re  progress  made  establishing  proposed 
requirements  stemming  from  TMI-2  accident  Proposed 
requirement  category  assignments  end 
THDMAS.C  O    Light  Water  Reactors  Dranch  1    90/04/07    47pp 


0   Adjud  i  tatory  correspondence 


BOQ403002<b  Memorandum  of  understanding  betueen  NRC  !i  FEMA  re  prompt 
improvement  in  radiological  emergency  planning  f< 
preparedness, d 1 str i buted  as  Hoard  notification 

GOSSICKiL  V    Office  of  the  Eiecutive  Director  for  Operations 
BO/04/02   34pp 


Inspection  reports,  IE  Bulletins  &  correspondent E 


8004230085  Submits  response  to  IE  Bulletin  80-03  Review  revealed  that 

manufac  turers 

DAIL.L  C   Duke  Poiuor  Co   80/03/19   lp 


B004100533  Ac  If  receipt  of  B00205  interim  deficiency  rept  re 
qualification  of  control  sys 

CARLSON. R  T,   Region  1.  Philadelphia,  Reactor  Construction  & 
Engineering  Support  Branch   BO/02/2I    lp 

8004090127  Ac fc  receipt  of  000215  final  deficiency  rept  re  RutUn  Mfg  Co 
fir*  damper* 

CARLSON. R  T   Region  I.  Philadelphia.  Office  of  the  Director 
80/03/04    lp 

8004190179  Discusses  undetei tab  1 e  failure  in  engineered  safety 
features  actuation  sus  Utils  are  Investigating  narduai-e 
changes  that  may  preclude  further  testing. provided  that 
changes  are  feasible  Otherwise,  tests  will  continue 
PETHICK.N  A   Standai-dlied  'Nuclear  Unit  Pomor  Plant  B(jltem 
80/03/20    lp 

00041B048&  Ack  receipt  of  B00339  final  deficiency  rept  re  undeniied 
flvld  uelds  on  imall  piping  installed  at  plant  NRC  will 
complete  revieui  of  matter  during  future  imp 

FIORELLIiO   Region  3.  Chicago,  Reactor  Construction  »<  Engineering 
Support  Dranch   80/04/01    lp 


80041505OB  Forwards  IE  Infn  Notice  80-12.  "Instrument  Failure  Causes 
Opening  of  PORV  «,  Dlock  Valve  "  Wo  specific  action  or 
response  necessary 

Q'REILLViJ  P   Region  2,  Atlanta,  Office  of  the  Director   BO/03/31 
2pp 

0004080604  Forwards  IE  Circular  00-05,  "Emergency  Diesel  Oenerator 
Lubricating  011  Addition  &  Qnsite  Supply  "  No  written 
response  required 

O'REILLY,  J  P    Region  2,  Atlanta.  Office  of  the  Director    00/04/01 
2pp 

B0041S0075  Forwards  IE  Info  Notice  BO-13,  "GE  Type  9311  Control  Switches 
Defective  CAM  Followers  "  No  ipeciflc  action  or  response 
required 

0'REILLY,J  P    Region  2,  Atlanta,  Office  of  the  Director    BO/04/02 
2pp 

0004S40254  Forwards  IE  Info  Notice  BO-H,  "Safety  Suggestion*  From 
Employees  "  No  action  required 
O'REILLY- J  P   Region  2,  Atlanta,  Office  of  the  Director   00/04/08 


800413036?  Interim  deficiency  rept  re  vertical  Fire  dampen  furnished 
by  Ruikin  Mfg  Co  Addl  problems  identified  requiring  neu 
dtilgn  modi  Hods  being  developed  t>  mill  be  described  in  rept 
to  be  Issued  by  B0051S 

PETRICK,N  A   Standardlied  Nuelear  Unit  Poimr  Plant  By»t«m 
80/04/03   2pp 

8004300060  Ack  receipt  of  000327  final  rept  re  OE  protective  relay  svc 
advice 

FIORELLI.O   Region  3i  Chicago,  Reactor  Construction  t>  Engineering 
Support  Dranch.   80/04/14    lp 


00041B0375  Forwards  IE  Circular  80-07,  "Problem.  U/HPCI  Turbine  Oil 
Sys  "  Mo  written  response  required 

O'REILLY.J  P    Region  2,  Atlanta,  Office  of  the  Director    BO/04/03 
Epp 

8004E3012S  Foriuards  IE  Bulletin  79-03A  "Longitudinal  Weld  Defects  in 
ASr!E  SA-312.Type  304  Stainless  Steel  Pipe  "  Action  required 
O'REILLY'J  P   Region  2,  Atlanta,  Office  of  the  Director   BO/04/04 
IP 

0004180351  Forwards  IE  Bulletin  80-09,  "Exam  of  Containment  Liner 
Penetration  Uelds  "  Written  response  required 

O'REILLY, J  P   Region  2,  Atlanta,  Office  of  the  Director   BO/04/07 
2pp 
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300404003!    Advises    of    issuance    of    NUREG-O&BS.     "Interim   Staff    Position 
on   Environ    Qualification    oi    Safety-Related    Electrical 
Equipment,  '     providing    guidance    re    methods    for    compliance 
ROSS. D   F         Division    of    Project    Management         BO/02/05         7pp 


BOQ'1170327    "THI-Plui    One    Toward    a    Safer    Nuclear    Power    Program    " 
»      DuVe    Power    Co         BO/O3/26         13pp 


.  "4t  41"  Jra^   P'rgirjj      i-;  ai  i,'       ui    drjft    5TS   u/snutiber    functional    test 
•a  t-ip  1  ir  3    P  l«n 
C'.ll  I'-li:   I"'   M         r-jle   'D^sr    C  -         FO/04/03         Upp 


reetitij    ^/near-tern   CP    applicants    in 
cf    progress    nade    to    date 


-'-4;o:;7^    S.i--3ry    (.•    'JL    Jl^   f-eetir.j    Lj/f.ear-Tern   CP   Applicants    Group 
in    0iiTt!lj    fi)    re    njtt*ra    relitcd     ta    resurption    of    CP 
apjlicati:'     t5.i»u   a-ti     itiei    aasotuted    u/TKI-2   accidents 
TMIrt/3     r    0         rtdiiJiroitjtiin    STsncd         BO/04/03         ISpp 


nsating    u/Near~T*rn   CP    Applicants   Group    in 

ientt  *nc I 

actors  Branch  I    00/04/07    47pp 


Ci,0'CO30'jL>Sj   MemoranJu"*   of    unaers  tand  ing    Betueen   NRC   5.   FEMA   re    prompt 
irsro.e-cit    ,n    rad  iol  0]  ic  al    e-ierjinci,    planning    t 
pr*ji»r»dnet«    distribute!    as    Board    notification 
OOralCK.l.   V        Ofrm    of    the   Eieculi.B    Director    for   Operations 
20/04/C2        34pp 

'.       Iniptetisn    reports,     It    iJulletinj   <,    correspondence 

CC:.4235C35   Ei.b-,iti    rtspor.se    to    IE    Bulletin   80-03   Review   revealed    that 
no    ervjrcnal    adsorb**     cell;    have    been    received    from 
mtnufiic  tuteri 
C*IL    L     C         Q-uie   Fcjtr    Co         QC/03/19         Ip 

=  .:u4l50E05  Fnru,ra«    IE    ln-n   N0t,te   80-1?,     "Instrument   Failure   Causes 
Dpeninj     o.    FdFiV   1   Sloct    yal,e         h'i,    Ipeclfic    action   or 


8004210405  SLmmai  y  of  60032B  meeting  m/near-term  CP  applicants  In 
Qethetda.MD  re  evaluation  of  progress  made  to  date 
establishing  proposed  requirements  stemming  from  THI-2 
accident 
THOMAS, C  0    Btandarduation  Branch    00/01/03    A3pp 

8001300071  Summari)  of  BOO'J!<?  mestino  ui/Near-Torm  CP  Applicanta  Group 
in  Dethesda,HD  re  matters  related  to  resumption  of  CP 
application  review  activities  associateil  u/TMI-2  accidents 
THOMAS. C  0    Standarduation  Branch    QO/04/O3    19pp 

B004240557  Summarij  of  800102  meeting  lu/Meev-Terra  CP  /ippllcants  Group  in 
Bethesda  MD  10  progress  made  establishing  proposed 
requirements  stemming  f i  om  TMI-2  accident  Proposed 
requirement  category  assionments  encl 
THOMAS. C  O    Light  Hater  Reac*-ors  Drancli  I    80/04/07    47pp 

G   Ad  judi  catorij  correspondence 


9004030026   Memorandum   of    understanding    between    NRC    t   FEMA    re    prompt 
improvement    in    radiological    emergency    planning    6 
preparedness,  distributed    as    Board    notification 

GOSS1CK.L    v         OfFica    of    the    E.ecutise    Director    for    anerationi 
BO/04/02         34pp 

P      Operating     license    stage    documents    J.    correspondence 

3004140430   Forwards    lompansoT,    ot    draft    STS   lu/snubbur    functional     test 
sampling    plan 
CQLLIIJGS.D   M        Duke   Pouer    Co         BO/04/03         llpp 

0      Inspection    reports.     IE   Bulletins    t,    c  orrespondonce 

0004230085   Submits    response    to    IE   Bulletin    BO-03   Revleu   rovoaled    that 
no    charcoal    adsorber    cells    have    bean    rocgived     frnra 
manufacturers 
DAIL.L   C         Duke   POOJBP    Co         QO/03/19         lo 


^    flEILL,-,  J   P         Hej.on   t-      Htlan'a      Office    of    the    Direct 


or        BO/03/31 


t0.1   Foruards    IE   C.rruUr    60-05,     "E-rergancy    Diesel    Generator 
r          a"       "'   °"    A"ltlon    '"   Onllte   3j""J    "No   urttttn 
DEIi.tr   JP         He,lon   3,    Atlanta,     Qfflc,    of    the    Director        HO/04/01 


v«, 
r!j!"U  Follou.r,        r,o    specific    action    or   respon.B 

D^REItLV    JP         Region   2      Atlanta,     attitt    of    the    Director        80/04/02 


response    r>ec  e 
CTREILLY.J   p 


ion    2,     Atlanta,     Office    of    the    DirocUr         BO/03/31 


Lubrcaunm  enerao, 

Lubricating    Oil    Addition    t,   Qnsite    Supply    '>   N0   written 

retponae   required 

Q^REILLV.JP        Region   2,    Atlanta,    Office    of    the   Director        80/04/01 


JP         (,.„„   a,     Atlanta,     Qff.ce    of    the    Direc 


,tlon.   Fro. 
tor         BO/04/02 


BC-04 18033  J 


wari,  IE  Bulletin  BO-OB   .'?,,„   . 

'1 "  gri"'n  r""-; »  "- 


80/04/04 


60/04/07 


tTRElLLY-J  P    Reg,Qn  2,  Atlanta.  QffUe  of  the  Director    60/01/03 


.  J  P   Region  2,  Atlanta,  Office  of  th.  Director   80/04/03 


O^REILLV.J  P   Re91on  2.  Atlanta,  Office  of  the  Director   80/04/03 


2pp 


Director        BO/04/07 


DOCKETED  ITEMS 


297 


DOCKET   STN-5Q-491    CHEROKEE   NUCLEAR    STATION,     UNIT    1 

A      Application/construction    stage    documents    t,    correspondent e 

8001040031    Advises    of    issuance    of    NUREG-QSBS,     "Interim   Staff    Position 
on    Environ    Qualification    of    Sat ety~Related    Electrical 
Equipment,  "    providing    guidance    re    niethods    for    compliance 
RQ5B,D   F         Division    of    Project    danagement         80/O2/QS         7pp 

8OQ4170327    "TMI-Plus    Ona    Toward    a    Safer    Nuclear    Pnuor    Program    " 
"       Duke    Pomei     Co         BO/Q3/26         I3pp 

F      Security,     medical,     emergency    t    fire    protection    plans 

8004080077    Advises    that    submittal    date    for    evacuation    time    estimates, 
requested    by    HRC    791236    Itr.hai    been    postponed    pending    CAO 
clearance    under   Federal    Repts   Act 
QRIMESiB    K         Emergency    Preparedness    Task    Force         80/03/11          4pp 

O      Adjudicatory    correspondence 

8004030026    Memorandum   of    understanding    between    NRC    ti   FEMA   re    prompt 
improvement    in   radiological    emergency    planning    t 
preparedness, distributed    as    Board    notification 
GOSSICKiL  V        Office    of    the   Eiecufcive   Director    for   Operations 
BO/O4/02         34pp 

P      Operating    license    stage    documents    4    correspondence 


80041SQ075   Forwards     1C    Inro    Notice    80-13,     "GE    Tijpt?    BUM   Control     Siuitchi 
Defective    CAM   Followers    "    Ho    specific    action    or    resporiae 
required 

O'REILLV.J   P         Region    2      Atlanta      Office    of     the    Director          BO/04/02 
2pp 

8004340234    Forwards    IE    Info    Notice    BO-14,     "Safety    Suggestions    From 
EmplO'JEes    "    No    action    requned 

O'REILLV.J   P         Region    2,     Atlanta.     Office    of     the    Director          BO/04/0S 
2pp 

BQQ41B0375   Forwards     IE   Circulai     BO-07,      "Problems    U/HPCI     Turtine    Oil 
Sys    "    No    untten    response    yerjuned 

O'REILLV.J   P         Flegion    2,     Atlanta,     Office    of     the    Director          60/04/03 
2pp 

8004230122   forwards     IE    Bulletin    79-OJA    'Longitudinal    Weld    Dofocts     in 
ASME   SA-312,Type    304    Seamless    Steel    Pipe    "    Action    required 
O'REILLY, J   P         Region    3.     Atlanta,     Orfice    of     the    Director          90/04/04 
IP 

S0041B0351    Forwards    IE   Bulletin    BO-O8,     "Eiam    of    Containment    Liner 
Penetration    Uelds    "    Utitten    response    required 

0'RE1LLV,J   P         Region    3.     Atlanta,     Office    of     the    Director          80/04/07 
2PP 


DOCKET   STN-50-492   CHEROWEE   MUCLCAR    STATION,     UJJtT   2 

A      Application/construction    stage    documents    &    correspondent  e 


B00414O43Q   Forwards    comparison    of    draft    STB   ui/snubber    functional     test 
samp  ling    p  Ian 
COLLINOS.t}   M         Duke    Power    Co         BO/04/03         llpp 

O       Inspection    reports,     IE    Bulletins    t    correspondence 

8004230085  Submits    response    to    IE   Bulletin   SO-  03  Review   revealed    that 
no    charcoal    adsorber    cells    have    been    received    from 
manufacturers 
DAIL,L   C        Duke   Pouier    Co        60/03/19        Ip 

S0043H0105   Act    receipt    of    IE    Insp    Repts    50-491/80-02,50-193/80-02   « 
50-493/00-02    nn   SOOS26-29     No   proprletarg    info 
DAIL,L  C        Duke   Pouer    Co        8Q/03/2B         Ip 


--8004220119   ForuiardB    IE    tn»p   Repta    50-191/80-02,50-492/00-02  i. 
SO-493/BO-O2  on   B00236-29      Nn   noncomp  1  lance    noted 
MURPHY,  C    E        Region   2,    Atlanta,    Reactor   Construction   d  Engine 
Support    Branch        60/03/24        2pp 


ing 


--BQQ4220134    1C    Insp    Ropts    50-491/BO-02.  50-492/00-02  J.  50-493/80-03 
on   800226-29  No    noncomp  I  lance   noted   Major    areas    inspected 
QA   program    Imp  lemenlatl  oni  const    program  changes   1  QA  audits 
MURPHY.  C   E        Region   2,    Atlanta,    Reactor   Construction  i  Engineering 
Support    Branch        RAUSCHi  J  K        Region   2,    Atlanta,    Office    of    the 
Director        SO/03/24        3pp 

B004240426  Ac  fc    receipt    of    IE    Inap    Repts    50-491/00-03,50-492/80-03  i. 
30-493/80-03   on   800303-03  No   proprietary    info 
D/lIi.,L   C         Duke    Power    Co         BO/03/2B          Ip 

—  8004240430  Forwards    IE    Insp   Repts    30-491  /BO-O3,  50-492/BO-03  81 

50-473/80-03    on    8003O3-03   No    noncomp  1  iance    noted 

BRYAMT,J  C        Region   2i    Atlanta,    Reactor   Construction  i  Engineering 

Support    Branch        BO/03/20        2pp 

—  BQQ4240434.    IE    In»p    Repts    50-491  /80-03,  SO-492/90-03  b   50-493/80-03  on 

800303-05  No    noncomp  Hance   noted    Major    area*    inspectsi) 

itructural    concrete   &   steel    QA  &   QCi  SBttloment   monitoring 

program 

CONLON,  T  C   Region  2.  Atlanta,  Reactor  Construction  t>  Engineering 

Support  Branch   LCNAHAN.  J  J   Region  2,  Atlanta,  Office  of  the 

Director    80/03/19   Spp 

8004190505  Foriuard4  1C  Info  Notice  BQ-12,  "Instrument  Failure  Causes 
Opening  of  POHV  fr  Qlocl  Valve  "  Mo  specific  action  or 
refpanie  necesiaru 

D'REILLY.J  P   Region  2,  Atlanta,  Office  of  the  Director   BO/03/31 
2pp 

8004030604  Foruarif*  IE  Circular  80-03,  "Emergency  Diesel  Generator 
Lubricating  DM  Addition  &  Ons  ite  Supply  "  No  written 
r«»ponse  required 

O'REILLY.J  P   Region  3.  Atlanta.  Office  of  the  Director   BO/04/01 
2pp 


B004040031    Advises    of    issuance    of    N'JREG-OSBE).      "Intsrlm   Staff    Position 
on    Environ    Qualification    of    Saf etc|-R<?latod    Electrical 
Equipment,"    providing    guidance    re    methods    for    compliance 
ROSS,  D   F         Division    of    Project    Management          E10/02/O5         7pp 


8004170327    "TMI-PIus   One    Touiar 
*       Duke    Power    Co         80/03/36 


a   Sater    Nuclear    Pouer  Program    " 


8004140430   Forwards    c 
sampling    plan 
COLLINQS,  D   K         Duki 


ompanson    or    draft    STB   m/snuliber    functional     test 
Pouer    Co         BQ/O4/Q3         llpp 


F      Security,     medical,     emergency    t    fire    piotectlnn    plans 


8004080077   Advises    that    subtnittal    date    For    evacuation    time    cstlma< 
requested    by    NRC    79IS26    Itr.has    been    postponed    ponding    OAO 
clearance    under    Federal    Hepts    Act 
QniHES.B    K         Emergency    Preparedness    Tasli    Force         BO/03/11          4pp 


O      Ad jud icatory    correspondence 


8004030026   Memorandum   of    understand  1 ng    between    NRC    t    PEMA    re    p romp  t 
improvement    in    radiological    emergency    planning    t, 
preparedness, distributed    da    Board    notification 
ODS8ICK.U  V        Office   of    the   E.ecutive   Director    for    Operations 
80/04/09        34pp 

Q      Inspection    reports,     IF    Bulletins    *(   correspondence 

B0043300BS   Submits    response    to    IE    Bulletin   00-03   Ftevieu   rnvoaled     that 
no    charcoal    adsorber    cell«    have    been    received    from 
manufacturers 
DAIL,  L  C        Duke   Poiuer   Co        00/03/19        Ip 

B004230105   Ack    receipt    of     1C    Insp    fiepts    50   491/60-02,30-492/50-02    d 
50-493/80-02    on    600226-29      No    proprietary    Info 
DAIL, L   C         Duke   Pouer    Co         8Q/03/3B         Ip 

— B004220I19   Foruiards    IE    Insp    Fiepts    50-491/80-02.50-492/80-02   & 
50-493/HO-02    on    800226-29      No    nontomp 1 ianc c    noted 

MURPHY.  C    E         Region   2.     Atlanta,     Reactor   Construction    ft    Engineering. 
Support   Branch        80/.03/24        3pp 

—8004220134    IE    Insp   Repts    30-491/80-03,50-492/60-02   t  3Q-493/BQ-O2 
on   B0022i-29  No   noncomp 1  lane e   noted    Major    areas    Inspected 
OA  program    imp lementati on,  const    program   changes    &  QA  audits 
MURPHY, C   £        Region   3,    Atlanta,    Reactor   Construction   8-   Engineering 
Support  Branch        fiAUSCH,  J  K        Region   5,    Atlanta.     Office    of    the 
Director        SO/03/24        3pp 

8004240426  Ack    receipt   of    IE    Insp   Repts    50-491 /90-03.  50-4^2/80-03   t 
30-493/80-03    on   800303-05   No    proprietary    Info 
DAIL,  L   C         Dufre    Poiaer    Co         BO/03/2B          Ip 
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u3    50    •192/EU-03   (.    50-493/60-03   on 
Mdjar    aroai    inspettsd 
0  -    i » 1 1 1  *  n  t  n  t    monitoring 


fieaciar    Construction   fc   Engineering 
Region    2      Atlanta.     Office    of    ths 


a       Inspection    reports.     It   Pulletins    It   correspondence 

2004230085   Submits    response    to    IE    Bulletin    SQ-03   REVIEW    revealed     that 
no    c  h  ti i c  oa  1    adsorber     cells    hav^    o  een    received    from 
manufacturei s 
DAIL.L   C         Duke    Power    Co         80/03/19         lp 

S0042201Q5   flck    receipt,    ot    IE    Insp    Rspta    50-191/00-03.50-492/00-02    t 
50-493/30-02   on    B00226-29      No    proprietary     info 
DAIL.L    C         Duke    Pouer    Co         BO/O3/2B         lp 


..-l.ar.tj      Offire    o<    'he    Director         SO/03/31 


ll1?   Forwards     IE    Insp    RspU    50-491 /80-02,  50-492/BO-O2    !i 
50-493/90-02   on   800226-29      No    none  omp  1  lance    noted 

MURPHY, C    E         Region    3.     Atlanta.     Reactor    Construction    &   Engineering 
Support    Branch         aO/O'j/24         2pp 

— B00422013+    IE    Insp    Hep<-s    50-491/30-02.50-492/00-03    it    50-193/00-02 
on   800226-29   No    nonconp 1  lance    noted    Major    areas    inspected 
QA    program    imp  1  ementnt  i  on,  const    program    changes    4.   QA   audits 
MURPHY, C  E        Region   2,    Atlanta.    Reactor   Construction   t  Engineering 
Support   Branch        HAUSCH, J   K        Region   2.    Atlanta.    Office    of    the 
Director         BO/03/24         3pp 


-JJli:    'S   ra~.»Ttt     IE    I-.;    N-tice   80-13      '  GE   Type   SEM   Control    Sultches 
Ltfcti.f    ;*«   relit. en         To    spe'jfic    action    or    response 

Q   fiElLL.    J   F         Sfjijn   J      «Matita      Orfice    of    the    Director         BO/04/02 
2pp 

;CJ;*Oti4  Ftjrjirn    IE    hifj   NjticB  GO-14,     "Safety   Suggeitions   From 
0   PEIlL^    J   P         Regior,    ?      Atlar.ta      Drfice    of    the    Director         BO/O4/02 


N/KPCI    Turbine   Oil 
e   Director        BO/04/03 


B00124042o   Ack    receipt    of     IE    Inap    Repts    50-491/80-03,50-492/60-03   & 
50-493/80-03   on    B00303-05   No    pToprlotary     Info 
DAIL.L   C         Duka    Power    Co         BO/03/28         lp 

—  800*240430   Forwards     [E    Insp    Repts    50-491  /SO-03,  30~41J2/0Q-Q3   i. 
SO-493/BO-03    on   800303-05   No    nonconp 1  lane o    noted 

HftYANTiJ   C         Region    2,     Atlanta,     Reactor    Construction    8<   Engineering 
Support    Branch         00/03/20         2pp 

—8004240434    It    Insp    Repts   50-191 /BO-03. 5O-492/80-03  d    50-493/00-03   on 
900303-05  No   noncomp 1  lance    noted   Major    areas    inspectod 
structural    concrete   (.   steal    OA  !.  QC;  sett  lament   monitoring 
p  rooram 

CONLOH.  T  E       Region  2,    Atlanta,    Reactor   Construction   &  Enoinaerlnn 
Suppoit   Branch        LENAHAN,  J   J        Region  2,    Atlanta,    Office   of    the 
Director         00/03/19         5pp 


6504230IS2   Fcr^ardi     IE   BuIlBtin    79-03A    'Longitudinal    Ueld    Defects    in 
A5ME   =rt-Ji2    iijC(    3?4   Stainless    Steel    Pipe    "    Action   required 
D   R£ILL',J   P        Rigicn    7      Atlanta.     Office    of    the    Director         00/04/04 


t:3Q4lSO;Sl    Fo-jaris    IE   DjJUtin   BO-OS      "Eiam   of   Containmjnt   Liner 

O'REILLY    J   P         Region    ?,     Atlanta,     Office    of    the    Director         00/04/07 

tpp 

COCfEI    jrfj-50-4'l   CHEROKEE   NUCLEAR    STATION,     UNIT   3 

PM4040L.31    Ad,,(e,    9f    ,,,uflnte    of   f,LJREG-059B.     "Interim   Staff   Position 
on   Environ    Qua  1 1 ri cat i on    of    Sar et^-Relat ed    Electrical 
Equipment,       providing    9uuflncs    re    methods    for    compliance 
POsS.DF         Dwition    of    Project    Management         00/02/05        7pp 


n 

Duk*   Payer   Co        6O/03/26         |3 


£af"-   'Juclear    Pouer   Progpa 
B 


B0041S0505   Forwards    IE    Info    Notice    60-13,     "Instrument    failure    Cauios 
Opening   of  PDRV  t,  Block    Valve    "    No    ipeclfit    action   or 
rosponse    necessary 

O'REILLY, JP        Region   2,    Atlanta,    Office    of    tha   Director        00/03/31 
2pp 

B0010B0604  Forwards    IE  Circular   00-05,     "Emergency   Dlusol    Oeneralor 
Lubricating    Oil    Addition    >i   Onsite   Supply     "    No    uritton        ' 
response    required 

O'REILLY, JP        Region    S.     Atlanta,     Office    of    the    Director         00/04/01 
2pp 

6004150073   Forwards    IE    Info   Notice    00-13,     "QE    Type   SUM    Control    Gojitch. 
Defectlvp  CAM  Follouiors    "   Na    specific    action    or   re«pon«s 
required 

O'REILLY.JP        Region    a,     Atlanta,     Office    of    the    Director         00/04/02 
2pp 

6004240254   Fo.uards    IE    Info    Notice    BO-H,     "Safety    Quggo.tlons    from 
Employees    "    No   action    required 

Q'REILLV.JP        Region   2,    Atlanta,    Office    of    tho   Director        60/04/03 
2pp 


"'"•'•'"''   Q'    ^"   5T5   u/Snubber    factional    |..t 
CDLLRCS.DM        DuVr   Pourer   Co         80/04/03         llpp 


F      Sicur i tj,     medical 


rgencj    I,    fire    protection   plan! 


GRIMES.  B   K        En-.rgency   Prepar 
3      ASjudicatory    corrnpondenc  e 


re         6O/03/1I         4pp 


6004030026   Memorandum   0F    understanding    betwe.n   NBC    i   CCMi 

l.-r.v...nl    ln   radiolojic.l    .m.rUn    U         a    n?na    i  "   ^" 

ir*p.r.ln»».4),tributtd    a>    Board    not,?    cat    on 

S%2L  "«""•   °f    ««  — *-   «"'!«    *-  Operations 


3004190375  Forwards    1C  Circular   80-07,    "ProbUm.   H/HPC  I    Turbine    Oil 
ays        Mo  written   lesponse   required 

O'REILLY,  J  P        Reolon  2,    Atlanta,    Office    of    the   Director        80/04/03, 
2pp 


rrr%^  ^U"tin  7'~°:"1  "L'»'(l"'""nal   u.ld   D.I»U    in 
,  n  T"!  30"   stalnlB"    St"0'   P'P-    "    Action   required, 
J  P        Region  2,    Atlanta,    Office    of    the   Director        BO/04/04 


enetr.  r 

cenetration  Welds   "   Written    response   required 

CTJIEILLY.J  P        Region   2,    Atlanta,    Office    of    the   Director        BO/04/07 


DOCKET   3TN  -50-495   SWES&Afl-Pl 


PublNtMri<  ellUeSt    ""    l"fo    rB    t"UmDnu    b.fcr* 

Public    Utlls   Cotnmliqlon   L   forwards   LER   70-53/01T-0,  701206 

fiackup    rept   b    li^t   of    dacumenti    on   dockets    for   Qct    197H- 

Mar    1979   (,   Har    1979-Hay    1979   Raquest    list    end 

RUB8ELL.IJ  T       Technical    i    Administrative   Support   Branch        00/OS/OB 
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— 80042B009B  Forward*  GA  Program  Jnsp  Rept  99900507/79-03  on  790501-04 
notice*  of  violation  fr  deviation  Summarizes  background  Info 
on  related  enforcement  ISSUE 

REINMUTH.O  U   Division  of  Reactor  Construction  Inspection 
79/08/10    3pp 


8004M04e.3  Forwards  Lowei  CO  fii/er  Authority  data  re  South  TX 
Interconnected  Eys  interchange  'or  1977  Data  ihould  provide 
indei  re  t^pes  >•  magnitude  of  member  interchange  uithin 
South  TX  Interconnec  tad  Sys 
(JEST,  WE    Teias,  State  of    00/O4'07    !4pp 


DOCKET  50-496  MONTAGUE  NUCLEAR  POWER  STATION.  UNIT  1 

A   Application/construction  stage  documents  &  correspondence 

0004040031  Advises  t>f  issuance  oP  NURD3-05S8,  "Interim  Staff  Position 
on  Environ  Qualification  of  Safety-Related  Electrical 
Equipment,"  providing  guidance  re  methods  for  compliance 
ROSS.  D  F    Division  of  Project  Management    BO/02/05    7pp 


Secuiity,     medical,     emergency    *     nre    protection    plans 


8QCHOBQ077  Advise)  that  iubmittal  date  for  evacuation  time  estimates, 
requested  Oy  NRC  791226  Itr.has  been  postponed  pending  GAO 
clearance  under  Federal  Repts  Act 
GRIMES,  B  K    Emergency  Preparedne ss  Task  Force    80/03/11    4pp 


G   Adjudicatory  correspondenc a 


I   Financial  Information 


0004130320  Forwards  Annual  Financial  Repts  1979 
BISHOP. fi  W    Northeast  Utilities    80/04/02    lp 


J   Insurance  It  indemnity  information 


8004160254  Forwards  Endorsements  37  &  59  MAELU  Policy  MF-32 

IFFLANDiR  R   Northeast  Nuclear  Energy  Co   (subs   of  Northeast 
Utilities)    80/04/11    app 


8004100274  No  objection  to  intervenor  Citnens  Concerned  About  Nuclear 
Pouer,  Inc  B00303  motion  for  eitension  to  answer  applicant 
second  set  of  interrogatories  Objects  to 

ml  scharac tor i lat Ions  made  in  motion  Certificate  of  Svc  encl 
DIDDLE. C  T    Houston  Lighting  4  Pouer  Co    DIDDLE.C  T    Uakcr  t, 
Botts    HO/03/06    5pp 

0004030136  Response  to  ASLB  B00310  memorandum  Inviting  views  re 
feasibility  of  early  hearing  Concurs  w/ASLB  suggestions  t, 
desires  to  participate  in  hearing  uithln  memorandum 
conditions  Certificate  of  Svc  encl 

CULP,R  H  ,  GCHUARZ.M  D    Houston  Lighting  t-  Potuer  Co    CULP,  R  H 
Louienateln,  Newman,  ReiSiAielrad  t  ToJl    90/03/19    4pp 


DOCKET  90-497  MONTAGUE  NUCLEAR  POWER  STATION.  UNIT  2 

A  Application/construction  stage  documents  &  correspondence 

Q004040031  AdvUes  of  Issuance  of  NUREO-0588.  "Interim  Staff  Position 
an  Environ  Qualification  of  Safety-Related  Electrical 
Equipment-"  providing  guidance  re  methods  for  compliance 
RQSB,  D  F    Division  of  Project  Management    80/02/09    7pp 

I   Financial  information 


8004150320  Forwards  Annual  Financial  Repts  1979 
BISHOP, R  W   Northeast  Utilities    BO/04/O2    lp 


J   Insurance  (.  indemnity  information 


8004U0234  Forwards  endorsements  57  &  SB  MAELU  Polity  MF-32 

IFFLAND.R  R   Northeast  Nuclear  Energy  Co   dubs   of  Northeast 
Utilities)    SO/04/11    3pp 


DOCKET  8TN-90-49B  SOUTH  TEXAS  PROJECT,  UNIT  1 

A  App 1 1  cat  i  on/construct  1  on  stage  documents  &  correspondence 

8004040031  Advises  of  issuance  of  NU"REQ-05aa,  "Interim  Staff  Position 
on  Environ  Qualification  of  Safety-Related  Electrical 
Equipment."  providing  guidance  re  methods  far  compliance 
ROBB-DF   Division  of  Project  Management   BO/03/03   7pp 


8004230069  Response  to  ASLU  300310  memorandum  re  hearing  to  consider 
Ixuos  on  alleged  const  >j  OA/QC  deficiencies  Early  hearing 
may  foreclose  possibility  of  raising  similar  issues  at  later 
time  Certificate  of  Svc  encl 

SlWINiL    Cititens  Concerned  About  Nuclear  Pouor,  Inc    BO/03/24 
4pp 

B0040300S6  Memoranilum  of  understanding  between  NRC  t  FEHA  re  prompt 
Improvement  in  radiological  emergency  planning  tt 
ppeporednos*, d istrlbuted  as  Board  notification 

GOSSICK'L  V    Office  of  the  Executive  Director  for  Operations 
SO/04/02    3-lpp 

H004210414  Resconie  to  ASLO  600310  memorandum  inviting  views  re 
feasibility  of  separating  admitted  contentions  Views  will  be 
submitted  when  IE  Investigation  re  assessment  of  QA/QC 
effectiveness. IB  completed  W/Cert 1 f icate  of  Eve 
TREDY.S  A    Hearing  Drflnch  1    60/04/10    2pp 


Utility  Final  Safety  Analysis  Report  (FSAR> 


8004220763  Forwards  Amend  10  to  FSARi consisting  of  responses  to  fi 
round  review  questions  concerning  initial  startup  testing 
Affidavit  encl 
TURNER, E  A   Houston  Lighting  b  Power  Co   80/04/21   3pp 


— 80042E07fi9  Amend  10  to  FSAR 

*  Houston  Lighting  4  Power  CD 


H  Antitrust  correspondence 


IBSpp 


8004040017  Submits    atfdl    guidance    to   NUiiEO-0389.     "Interim  Stuff  Position 
on   Environ   Oualif (cation   of   Baf ety-RolfltBd    Electrical 
Equipment    "    Request*    revleiu  of   equipment   qualification 
documentation    to    identify    degree    of    compliance 
ROBS,  R  F        Division    of   Project   Management;        BO/03/21        3pp 

8004040240  Updates    nine    point   action   program  re   QA  program    identified 
In   ulrll    791B3B    Itr   b   B00125   status    r«pt  Actions    1-3  k   S-B 
havi    been    implemented   Proposes    to    begin   placement    of 
•afetg-related    complex    concrete    on   B00303 
OPREArO  W        Houston   Lighting   b  Pouer   Co        BQ/O2/SB        3pp 

B004.2300SB  Riqueits    info   ra   auiillary    feediuat«r    sys    per    Bulletin*   (• 
Order*    Task   Force   ravieui  of   TMI-2  accident    Info    should    be 
provided    <*   amend    to    application  Bubmlttal    «chadule   should 
include  NRC   approval    prior    to    issuance    of   OL  M/encl 
ROBS.D.F        Division   of   Project   Management        BO/03/10        53pp 

B0041B012B  Forwards    request    for    addl    info   concerning    review   of   facility 
FSAR 
PARR, 0  D.       Light   Mater   Reactors   Branch    3        SO/03/ 1Q        5pp 

8004010377  Advise*    that    instrumentation   t  control    diagrams    for   review 
of   FSAR  Chapter    7  have    been    transmitted    to   OW  Burke    of   ORNL 
In  response   to  NRC   request 
BARKER- D,Q,       Houston  Lighting    !•  Power   Co        80/03/28        3pp 


B004020208  Response    to  Central    '/   South    Weit  Corp    et   at    second    request 
for    production   of   documents   Stagg   8ys    Inc   workpaperl 
available    for    insp   t  copying    Documents    re    transactions 
already    produced   Certificate   of   Svc    encl 

CDPELAND,  J  0       Houston   Lighting    t-  Power   Co        COPELANO.  J  0        Baker   b 
Dotts         BQ/02/2S        6pp 

8004040072  Notice    of   appearance    In   proceeding   Certificate   of    Svc    encl 
FABR1KANT,  R         Justice,  Dept    of         80/02/S5         flpp 

3004110030  Discusses   addl    request    for   documents    located    in  Chaluer 
perional    files  Request    Is    untimely    i   def Ic lent,  fa i 1  ing    to 
specify    relevancy    to    proceeding    No    obligation    to    respond    to 
request   by    8002S7iper   Commission  Rules    of  Practice 
STAH(-,D  M        Ilham,    Lincoln   '<  Beale        SO/02/25        2pp 

8004020149  Foruardi  DOJ  'y  NRC   800238    joint  motion    for  mod   of    A9LB   »rd*r 
re    settlement    discussions   t>    for    issuance    of   ord'r    tn   compel 
production   of    certain    documents   t   testimony   Proposed   order 
enc  t 

CYPHERT.S  B        Justice,  Hept   of        CHANANIA.F,  D        Antitrust   Division 
80/02/28        4pp 

— B0040201A4   Joint  motion    for   mod    of   ASLB   790416   order   re   protection    of 
settlement    discussions   &    for    ftsuanca    of   order    to   corapsl 
production   of   documents   f,    testimony    from  Houston   Lighting    & 
Puiuer   &   TX   Utilg   M/Certi  f  icatre    of   Svc 

CYPBERT.S  D   ,    DdPSOVIC,D  A        Justice. Dept   of        CHANANIA.F   D 
Antitrust   Division        BO/02/2B        120pp 
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h  re  certification  of  questions 
Pansl    SCABTH,  E  D 


supplement  Apr  ti  Jul  1979 


Dept 


Sue  *  proposed  order 
t    30/03/20    7pp 


JOdCiZQl-ru   Motion    to    CJT 
7tC.Hl    '    0-1J7    amucr;, 
fulflllr-ient    of    cunent 
of    new    info    >.ert  i  f  i  cat 
CVPHERT,  3   II    ,     LUi'JE   ti 


jri    Lighting    J,   Pouer    to    supplement 

intei  logatories    Uiges 
Dns    arising    from   development 

Bep*    of         60/02/2B        7pp 


nt    application    fur     issuance    of    subpoena    directed    to   ED 

Utils    Generating    Co    I-    Dt   Simmons    of   Houston 
oi-er   Raquests    eitension    until    £300402    to    depose 


Scartfi 

Lighting    '-   Poi-er   Raquests    t 

CVPHtRT   S    Q         BDPSnvlC.D   A 
Oivii inn         QO/O2/IQ         7pp 


itice,Dept    of         BLUME,  M        Antitrust 


£004020058   Motion    for    prute'ti^e    ordei     re    disclosure    of    Blamond 
SNanracV    Corp    docunant  s,  i  n    response    to    ASLB   B0011B    subpoena 
flucei    tatu-i   Documen's    in    question    are    subj    or    contractual 

CYPHEFJT.S   B         Justice    Depf    o'         GO/Oa/2?         lOpp 

8004030174   Notifies    of    change    at    address    for    counsel    of    South    TX 
Electric    Coopera  1  1-,  t,  Inc    '    Medina   Electric    Cooperative,  Inc. 
effective   E300310 
JOHN   B   F        Akin,     Gump,     Hauer    J.   Feld         60/O3/0^         Ip 

Q004100498   Discovery    rept    for   Feh     19BO   Southwest    TX   Electrical 
Cooperative,  Inc    '    Medina    Electric    Cooperflt  ive.  Inc    neither 
initiated    nor    received    any    discovery    requests    Certificate    of 
Svc    end 
JOHN,DF         Akin      Gump.     Hauer    '    Feld         BO/03/04         4pp 

600J1I0574   Confirns    800?P9    telcon    re    DtJJ    subpoena    of    documents    from 
Gulf   Ststii   Utils   Subpoena    covers    certain    areas    also    covered 
in   Brownsville   Public    Utils    subpoena   Util    documents 
uill    be  available    to   all    parties 
RADEfi   R   11        Conner.     Moore    1    Gorier         BO/03/04         3pp 


B0040S0273   Response    in    opposition    to    I)OJ   '    NRC    joint    motion    for    mod    of 
ASLB    order    re    settlement    discussions    6    for    order    to    compel 
production    oF    documents    Negotiations    for    settlement    purposes 
are    protected    f  i  om    discoveiy    per    case    lacu   >t    par    rulea 
HQUKNIGHT.  J   A        Houston    Lighting    '-   Pokier    Co         »      Baker    (-Botts         » 
Louenstein,  Newman,  R.MS,  A,  oliad    !    Toll         fJRC         BO/03/06          13pp 

—  e0040aOSQ5   Response    seeking    dismissal    of    DQJ   B0022S   motion    to    compel 
supp  1  ementation   of    interrogator  i  es,  as   moot    Answers   uiero 
served    one    day    prior     to    this    motion    Add!     auppl    mill    be    filed 
if    fuitfiei     responses    ai  e    appropi  late    U/Cert  1  Pi  cato    of    Svc 
FRANKLIN,  W   J        Houston    Lighting    ft    Power    Co         »      Baker    d    Qotta         * 
Louenstein,  New-nan,  Reis,  rtielrad    t     Toll         00/03/06         dp|i 

QQC"IOB03d>0  Response    in   opposition    to    DQJ  '.  NRC    joint   motion    for   mod    of 
ASLB    order    re    settlement    discussions    '<    for    order    to    compel 
production    of    documents    NRC    policg     favoring    settlement     in 
designed    to    protect    sources    involved    ll/Cert  i  f  icato    of    Ovc 
•      Central    >    Southwest    Corp         fl       Uham,     Lincoln    6   I]  03  IB          OO/03/06 
Upp 

8004080630   Response    in    opposition    DOJ   *   NHC    H0032Q    Joint    mot  inn    for    mod 
of    ASLH    order    re    settlement    discussions    t.    for    order    to 
compel    production    of    documents    Negotiations    raust    be 
protected    per    Rule    of    fvidence    40B   W/Cort  i  f  (cote    of    Svc 

AHEAHN.C    B         Tcias    Utilities    Generating    Co         AHEARN,  C    D         Duoovofin    t, 
Liberman         SO/03/06         3Opp 


60040901  BS   Notice    of    appearance    on    behalf    of    Public    Utlls    Doai  d    of    Cltu 
of   Erounsvl  1  IB,  TX,  in    c  onsol  I  dated    discovery    Certificate    of 
Svc    end 

SPIEGEL,  G         Texas,     Stale    of         SPIEGEL,  G         Spiegel    &   McDlnrmid 
aO/03/Ofi         6pp 

8004090434    Discovery    rept    by    Public    Utlls    Board    of    City    of    llroumtvl  I  Je. 
TX,  f  or    Fet>    19SO   Deposed    M    Borchell    of   Central    Power    I    Light 
Participated    in   R  Edelsteln    deposition  Received    documents 
from  Central    t  South    Nest    Corp   Certificate    of    Svc    end 
POIRIER.M   R         Teiav     State    of         P01F11EH,  M   R         Spioqol    S.    McDlarmid 
BO/03/06         ipp 

000«1100aiS  Notifies   that    DOJ   rcceivoil   Houston  Lighting   (.  Powor    Cn 
supplemental    answers    to    Central    Pouor    t.   Llaht    Co    flnt 
interrogatories   ur/o    opps    Requests    Attochmont    rt    to    Houtton 
Power    6   Light    Co    second    sot    of    addl    answers    to    NRC 
CVPHERT,  3    I)         Justice,  Dept    of         80/03/06         Ip 


a0040S0559   Bequests    pretnal    conference    to    clarify    procedural    matters 
re    ASL3   791214    order,  filing    testimony    summaries    '- 
designation   of    trial    eihioits 

C¥PHEflT,S   B         Jjstice.Dept    ot         CHANANIA.F   D        Antitrust   Division 
eias-Lauiiiana    Electric    Coopera  t  !vc,  Inc         80/03/05 


RITTS,F   H 


Discove.u    rept    for    Feb    1980   Deposed    H   Taylor,  M   Hebb.DE 
Simmons   '.   EL   Watson   Paiticipated    in    depositions    noticed    by 
T<-LA   Electnc    Cooperative    t,    Citg    of    Br  outisvi  1  le,  TX   Bevleued 
Olamond   SfianiocV    documents    Filed    application    for    subpoenas 
CiPHERT.S   B    ,     PABr.EHTEft,  F   H         Justice.  Dept    of         SO/03/O5        Spp 

9004090387   Discovery    rept    f0r    Feb    19BO   Participated    ,n   A   Gerber,H   Hebb, 
E   Simmons.  V   Robertson   t,    GW   Beams    depositmns    Attended 
J   Turt.     I    S   Philips    depositions   Filed    motion    for   add)    time 

W/Certi  f  icate    Of   Svc 

Uham,    L.nco.n* 


3001100433  Notice   of   appoarance   of   0   Spleoel    on    behalf    of   Public    Util* 
Commission    of  Brountvi  1  1  e,  TX   Certificate   of   five    and 
SPIEGEL.G         Brouniville.TX         SPIEGEL,  0        Spiegel    S.   HcDlal'mld 
BO/03/Ofa         tpp 

3004100535   Discovery    rept    for    Jan   t    Te6  ,  1  9BO,  C  i  ty    of    Atntln    ha.    rl.lth*r 
initialed    nor   received    any    discoveri)    renuosts 
BALOUGH.R    C         Austin,     TX         BO/  03/07         Spp 

B0040BOO-14  Response   bu   Public   Utlls    Board    of   City    of   Brouui.vl  1  1  a,  TX, 
in   opposition    to   Central    >,   Southucst   Corn   BQOS22  motion 
for    proteclivB    order,  ra    second    set    of    interrogator!  01    !, 
production    of    documents    W/Certi  f  i  cate    of   Svc    S>   800207    Ur 

80/03/I01   R12ppTe""'     &*nt°    °f         P°IRIEn'H   R         °P»«8»1    &   McDlarfflld 


,°'1.l-l""fl    °f    Deposition    of    D   Hprino. 
Liberman         BO/03/10         Ip 


WOOD.JC        San   Antonio.     TX         BO/O3/O5 


requests    Certificate   of 
4pp 


?n   «^!t«   oi   n      f    *•;'"!,?'   dePosltl0"   "f    "  Qpl'lno,    on    800313-14 
in   Atlanta,OA  Deponent   will    be    examined    on  mntten    r.    bulk 
power    supply  t    transmission  t,  lu^eellno    ,Vct    in    TX 
Certificate    of   &vc    enc 1 


0004110169   Notifies    that    H   Scott    deposition    .chfduled    for    M,r     i, 

Sco    t  ,       ,^    K""?    '°"    baae"    on  DOJ  "P»"  "Utlon    that 
roli    be    "lled    as    9'Pert   «lthtie»» 
N.  J   M         Balier    f/   Botts         BO/03/1O         gpp 


SO/03/05        Spp 


r 


:. 


reserves   as    of    B0021S 
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8004070175   Supplemental     response    to     third    set    of    interrogator ias    & 
document    requests    Supplemental     answer    to    Interrogatory     IB 
enc 1    W/a    enc 1 

SL1CKER.F   K         Teias    Utilities    Co         SLICKER. F    K         Uorsham,     Forsythe    ft 
Saropel*        SO/03/11         3PP 

00040901BO  Supplemental    response    to    first    set    of    interrogator  IBS   & 
document    requests    Includes    info   re    monthly    fuel    coat 
adjustments    for    1979 

SLICKER, F    K         Te.aa    Utilities    Co          SLICKER. F    K         Uorsham,     Forsythe    i 
Bampels        BO/03/U         4pp 

9004 100084  Forwards    DQJ    subpoena    requiring    DE   Simmons,  util    vice 
president,  to    testify   800331-0403  Confirms    that   Simmons    will 
be    available    for    deposition    on    800404-O5    instead    nf    dates 
listed    In    subpoena    W/o    end 
CYPHERING    B         Justice, Dept    of         BO/03/11          lp 

BOQ4100331    Fourth    supplemental    response    to    first    set    nf    i  nterro-gator  i  es 
tt    document   request!    Includes    info    re    cities    &    utils    which 
have    eiplored    power    alternatives    offered    6"j    TX    Utlla    Co 
SLICKER. F   K         Teiaa    Utilities    Co         SLICKER*  F   K         Uopsham,     Forsythe    t. 
Sampels        80/03/11         3pp 

00O403025S  Response    In    opposition    to    schedule    proposed    bij    NRC    far    reply 
to   motion    to    quash    800221    subpoena    directed    to   R   Frame    Merit 
of   NIC    argument   uiill    be    better    evaluated    after    Lerner 
deposition   Suggests   8O0321    for    reply   W/Certif Icate    of   Svc 
KNOTTS.J  B        Teias    Utilities    Generating    Co        SO/03/12        5pp 

B00402Q113  Forwards    Houston   Lighting    '/  Pouier    SOO313  petition    for 
directed    certification    of    ASLD   800307    order    re    confidential 
documents    of    sett  legmen  t    negotiations 

DOUKN1QHT,  J   A         Louanste  in.  Neuman,  HBI  s,  Aie  lra<J    b    Toll          80/03/13 
2pp 

— 8004020119  Petition    for    directed    c  ert  1  fl  cation.  Inter  1m   stag    It   review   of 
ASLB   BOO307    order    requiring    Houston    Lighting    &   Power    to 
produce    settlement   negotiations    document*    Urges    reversal    of 
ruling   U/eicorpti    of    B00307   preheating    transcript 
BOUKNIOHT.  J  A   ,    QREEN, D  »        Houston   Lighting    t,  Power   Co 
BQUKNIOHT.J  A        Louans  U  i  n,  K'cuiman,  flel  a,  Ai  a  Irad    fc  Toll         BO/03/13 
19pp 

— B004020122   Order   re    NRC    790323  motion    to    compel    further    answers    to 
Houston   Lighting    &  Power    first    interrogator  1 es    Directs    utll 
to    furnish    list    of    privileged    documents   Orders    responses    to 
majority    of    questions    W/excerpts    of   790601    prohearlng 
MILLER, H   E        Atomic    Safety    and    Licensing    Board    Panel        79/04/16 
9pp 

B0040B0023   Forward  I    DOJ    third    supplemental     response    to    Hoifston    Lighting 
it  Power   Co    first    set   af    Interrogatories    Documents    responsive 
to    utll    770204    second    set    of    interrogatories    end    Documents 
re    second    interrogatories    not    end 
CYPHER!,  S  D        Justice,  Dopt    of        SO/O3/13         lp 

— 0004Q80033   Third    supplemental    response    tc    first    set    of    interrogatories 
Si   document   requests    Includes    Info    re   OT  Taylor    testimony    re 
four   relevant    product   markets    in    proceedings 
CYPHER!,  8   D        Justice,  Dept   of        DO/03/ 13        3Opp 


QOO40H01S3    Statement     [  n    opposition     to    consolidation    of    proceedings     for 
hearing    purposes,  pet     A'LLD    600307    prehearing    conference 
request     Issues    not    identical    ',    evidence    in    South    TX    Project 
nay    not    be    related    to    Commanche    Peak    W/Certincate    of   Svc 
STAHL.  D    M         Central    b    Southwest    Corp         STAHL,  D   M         I&haifl.     Lincoln    '. 
Beale          BO/03/17         9pp 

80O4QaQ2'l7    Discovery    reot     far    Feb     1980   Participated    in    Amm-ons,  Beams  , 
Borche  1  1,  Campbel  1  ,  ',    Yaibrough    depositioni     Inspected    DDJ 
documents    Received    'j    opposed    Central    b    Southuest    motion    for 
addl     time    to    reply    Ca     interrogatories    W/Certi  f  icate    of    Svc 
rtHEARN.C    D         Te.ai    Utilities    Co         AHEAFiN,  C    D         Debevoise    t    Lioerman 
BO/03/17         5po 

800403O401     Submits     TX   Utils    Generating    Co    response    to    ASLD    S003Q7 
request     re    views    on    consolidation    ot    proceedings    for 
hearing     puiposes    Urges    complete    consolidation 
HIJQTTS.  J    R         Deb&vDise    !•    Liber-man         SO/03/17         4pp 

B0040806&3    Ordei     c  onf  i  pming    results    of    Q00307    oral     argument    NRC    fc   ODJ 
joint    motiorx  re    mod    nf    order    concerning    protection    of 
settlement    d  i  srus  i  I  ons,  granted     in    part   Parties    may    not 
engage     in    further     discovfr^    re    documents    included    in   motion 
GLASER.ri    L         Atomic    Safety    and    Licensing    Board    Panel         SO/O3/17 
2pp 

B004210437    Notice    of    appearance    in    proceeding    Certificate    of    Svc     enc  1 
M         Jjstice.Dept    of         BO/O3/17         4PP 


BOO4090457    Biscoveri,    rept    for    Jari-Feh     1  9BO   Participated     in    M   Oiymy 
deposition    No    discovery    t  equests     initiated    Certificate    of 
Svc    end 

DURCHETTE,  W   H         Te  las-Lou  i  s  I  ana    Electric    Cooperat  Ive,  1  nc 
BUncH£TTE,!g   H         llorthcutt    Ely         QO/O3/I9         3pp 

BOO  401  051  7    Order    denying    t!itC    300311    motion    to    quash    subpoena    of    R 
Frame    TX    Util-s    Sonerating    Co    entitled    to    test   ND    Lernor 
credibility    by    tjuestioning    tuorli    !    documents    prepared    by 
Frame     far    Leiner    review 
WOLFE,  S    J         Atomic    Safety    and    Licensing    Board    Panel         -SO/03/20         2pp 

8004030347    Response    in    opposition    to    TX    Utils    Generating    Co.  Houston 
Lighting    &   Puuier    CD   I   South   Uest   Corp    000313   petitions    foe- 
directed    certification   of    order    compelling    production   of 
documents    Neu'3    article    *•    Certificate    of   Svc    encl 
CHANAKIAiF   D    .     DLUHE.M    B    .     HDDODQN,  A    P         Antitrust    Division 
00/03/3O         aipp 

9001100177    Memorandum    In    opposition    to    petitions    for    directed 
certification    filed    by-    TX    Ut  1  1  s    Generating   Co.  Houston 
Lighting    t,  Power    Co   t    Central    !-   South    Uest   Carp    ci   al,re 
ASLD   8003O7    order    Certificate    at    Svc    encl 

CYPHERT-  S    D    ,     UOPSdVIC  ,  D    A    ,     GLA7IFR.K   H         Justice,  Dept    of 
80/03/20          26pp 

8004100442    Supplemental     icsponae    ID    first    set    of    Interrogator  iea    d 
request    for    production    of    documents    Includes    info    re 
utils    uh  i  c  h    purchased    coal-fired    economy    energy    from   City 
Public    Svc    Hoard    of  San  Antonio 

WILSON.  U    fl         San    Antonio,     TX         UHSGN.WR         Mattheuisi     Mocul  In, 
Macfarlane    t    Barrett        3Q/O3/20        12pp 


80040BQ073  Application    for    issuance    of    subpoena    directed    to   FO  Arey    of 
W»b«ter   Engineering    Corp,  to    be   daposeil   It    to    produce 
documents    re    interconnections    V    Interconnected    sy*    Draft 
lobpoen*  t  Certificate    of   Svc    encl 

OREEN, D  0        Houston    Lighting   &  Pouer    Co        *      Dakar   d  Bqtts        * 
Louenttt  jni  Neuimam  RDlii  Axelrad    It    Toll        BO/03/13        13pp 


— B0041004'H    Supplemental    i  esponse    to    flist   set    if    Interrogatories 
requests     for    production    of    documents    Includes    info    re   San 
Antonio    refusal     to    transmit   01    receive    interstate    electrical 
power,  Ei h  i  b  i  ta    responsive    to    interrogatories    encl 
UILSONrWD        San   Antonio.    TX        WILSON.  U  R        Hattheus,    Noulln, 
Macfarlane    b    Barrett         SO/03/20         l&pp 


8004070439  Ac k    receipt    of   &  accept*   800318    Itr-    in    lieu    of    interrogatory 
aniuier    per   800307   prahearlng    ruling    Ltr    does    not    solve 
Houston   Lighting   b  Pouer    problems   re   C   Stover    deposition    DOJ 
S00311    k    IS    Uri   (<  Certificate    of   Svc    encl 
OREEN- D  0        LouienstelmKawnanifiels,  A,«elrad    ti   Toll        GO/03/13        lOpp 

8004100945  Response    ta    third    set   of    In terrogafeor i e»    Includes    Info 
ri    elictrlc    power   d    energy    delivered    to   various    utils    during 
Dec    1979  Certificate    of    Svc    encl 
»      Texai   Electric   Service    Co        00/03/13         l&pp 

8004080370  Diacnvery    rapt    far   Feb    19BO   Deposed    J   Union,  OC    Campbell    d 
V  Robertson    et    al   Attantfed    DOJ  t  NRC    deposit  ions.  Served 
000201    first    sit   of    Interrogatories    to   NRC   Received    addl 
responses    to    Interros'tor tes    Certificate    of   Sve    encl 
FRANKLIN,  W  J        Houtton   Lighting    ti   Pouer   Co        *      Daker    t  Ootts        * 
Louinit*in> Neuman.Relsi  Axelrad   &    Toll        SO/03/14        7pp 

900404007B  Comm*nts   bij    Public    Utils    Board    of   Citij    of   Broiun«vil  le.  TXi 
itatlng   no    position   re    consolidation    for    trial    advii'd    bg 
ASL.B    during    B00307  prehearing    If    coniol  Idatlnn    ordered,  right 
of    crois-eiamlnation   must    be    preserved   U/Certif icat«   of    svc 
POIRIERiM  R    ,    POIRIER.M  fi.       Texas,    State   of        BO/03/17        7pp, 


— 8004100447   Supplemental    response    to   Brownsville   Public    Uti 1    Board 
Initial     Interrogatories    '-   first    request    for    production   of 
documsnts    Includes    info    re    joint    action   contemplated    by 
members    of   TX    Inter cannae ted    Qys    Certificate   af    Svc    encl 
UIL8DM.IJ    R         San    Antonio.     TX         WILSON.WR         Matthews,     Moulin, 
Macfarianc   &   Barrett        80/03/30        66pp 

S004100534   flesponsa    to   DDJ    First    set    of    interrogatories    Includes    info 
re    TX   electric    cooperatives   !    wholesale    suppliers 
Certificate    of    Svc    encl 
*      Teias    Electric    Service-    Co        30/03/20       21pp 

8004010362  Clarifies    NIC    updated   response    to  Houston   Lighting   &  Pouer 
ffrst    e«t    of    interrogator  los    >j.   request    for   production   of 
documents 
BUUME.M    B         Antitrust    Division         BO/03/31         3pp 

3004O401B4    Motion    to    quash    subpoena    directed    to    ON   Stagg    upon    DDJ   tr 
NRC    joint     request    Absent    evidentiary    reliance    Upon    Stagg 
SyHr Inc   uort  i  nontei tl fying    outside    consultants   are   not    sub J 
to    discovery    proce<ss>per    established    rule 
FRANKLIN' I*    J         Houston    Lighting    *    Pouer   Co         SO/03/21         4pp 
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•hat  M'iui'3'-.  LigPtinj  \  Pouer  dots  not  intend  to 

In.  it ij dies  at  part  of  defense  in 
"en^ra!  'i  Sc'jtnuest  Corp  contensions  re 


Rsis  Aielrad  I  Toll   60/03/21   7pp 


BQO'10I?0123  Order  giving  parties  one  uk  to  provide  add  1  authority  re 
Eiistence  of  settlement  privilege  Memoranda  addressing  Istue 
should  be  received  by  800404  '  response  thereto  by  8004O9 
BISHOP. C  J    Atomic  Safety  and  Licensing  Appeal  Panel    BO/03/2B 
2pp 


"VHliOlll  Respo 
c  onsol  i  la  t  1  DP 
uill  rely  in  i 

uftEEfl  D  0    Ls 


s  In  Nfit  '  Ctntra)  I  South  West  Corp  conmtnts  re 
.eranc"  aTguiients  based  on  belief  that  util 
Jj  by  3taj)  Syi,Inc  as  part  of  defense  Util 

tt?ir.,IJet-an  fieis  Aielrad  i  Toll    BO/03/21    6pp 


8004090456  Protective  order. in  favor  of  Houston  Lighting  It  Pouer,  re 
confidential  corporate  study  produced  In  response  to  NRG 
initial  interrogatories  Parties  may  challenge  claimed 
confident  iai  I  ti;  by  seeking  judicial  review  per  FOIA 
WOLFE,  S  J    Atomic  Safety  and  Licensing  Board  Panel    00/03/31    4pp 


E5040303tO  Response  b^  Public  Utils  Hoard  of  City  of  Broutisvi  1  IB,  TX  in 
opposition  to  nan  consolidation  or  proceeding  suggested  by 
NIC  '  Central  >„  South  West  Corp  In  event  of  separation. 
South  TI  case  should  be  tieard  first  Certificate  of  Svc  encl 
SPIEGFL.G    Te.as,  State  of    80/03/24    9pp 


BQQ4 100243  Order  granting  in  part  NRC  motion  to  compel  addl  response* 
by  Houston  Lighting  <<  Pouer  (HLiP)  Accords  confidentiality 
to  K  Lerner  analysis  re  Midland  settlement  Grants  Hi-dP 
motion  to  compel  NRC  questions  re  RH  Hartley  testimony 
WOLFE, S  J    Atomic  Safety  and  Licensing  Hoard  Panel    BO/03/31    3pn 


f3004350049  Response  i,,  t 
Greunt.ilU.  TI  OC0317 


3.U1CT,  to  Public  Utils  Board  of  City  of 
-~ents  requesting  admittance  as 


untimely  ',  vague  Certificate  of  Svc  encl 
ftHSAHN.C  D    Ttiat  Utilities  Qeneraling  Co 
Llbernan    flG/OU'ZS    ""pp 


AHEARN.  C  D 


800-1100420  Public  Utils  Board  af  ilroiunsvi  11  e  motion  far  leave  to  f i  1  a 
affidavit  as  amlcus  curiae  Oroiuruvi  1  IE  Is  party  to 
proceeding  but  has  not  formally  appeared   In  apptllate 
proceeding  Certificate  of  Eve  encl 

SPIEGEL,  0   Biounsville,  TX   SPIEGEL, 0   Spiegel  t,  McDiarmid 
BO/03/31    8pp 


3C04100271  Motion  to  compel  production  of  documents  by  Southwest  TX 
Electric  Cooperative  re  subpoena  directed  to  general  manager 
E  lltGinnes  Requests  to  strike  HcQinnes  8001221  deposition  if 
oocu««nti  are  not  produced  U/draft  subpoena  t  documintation 
CREEM  D  C    Houston  Lighting  (  Power  Co    *   Baker  1  Botts    * 
LoiutnsHin.  NeiL-an,  Reis  Aielrad  t  Toll    60/03/26    IBpp 

EOQ41Q0278  Motion  to  campal  production  of  documents  by  Midwest  Electrii 
Cooperative  r«  subpoena  directed  to  general  manager 
P  Wetiel  Requests  to  strite  WetJel  ^e^c^eduled  deposition  if 
documents  are  not  produced  IJ/subpoena  !.  Certificate  of  Svc 
GREEN  D  G    Houston  t-ighting  >,  Pomer  Co    «   Baker  (.  Bottt    • 
Lowensteln.fJeufran.Reis.Aielrad  !,  Toll    BO/03/26    !5pp 

60040B0420  Application  for  issuance  of  subpoena  directed  to  Gulf  States 
Utils  Co  re  settlement  documents  Documents  not  produced  in 
response  to  750709  (.  SOOl  18  subpoenas  Urges  production  to 
(itent  allowed  by  A5LAB 
BLUME.M  B    Antitrust  Division    60/03/27    2pp 

— S0040B0424  Subpoena  directed  to  Gulf  States  Utils  Co  requesting 
settlement  documents,  for  insp  t,  copy  ing,  in  Washington.  DC 
on  800402  Subpoena  may  be  quashed  or  modified  upon  renuest 
Certificate  of  Svc  enel 

MILLER, M  E    Atomic  Safety  and  Litens.ng  Board  Panel    SO/03/S7 
6pp 

8004090126  Order  denying  Houston  Lighl10g  i,  Pomer  000331  motion  to 
quash  subpoena  directed  to  GW  Stags  upon  DQJ  request  Prior 
ru  Ings, re  nontesti f y ing  outside  consul tants, do  not  ippl u  in 
this  proceeding  due  to  relevancy  of  Stag}  studies 
WOLFE.S  J   Atomic  Safety  and  Licensing  Board  Panel   80/03/27   3pp 


rd       ™'**  H»»it»n  L.ohting  !,  Po^er  800327  motlans  to  compel 
production  of  document,  by  NRC  e.pert  uitnesses  RH  Hartley  i 
WC  Lerner  Requests  800331  conference  call  prior  to  scheduled 

Q  tpQJl  tLQni 

FRAMKLIN.U  J    Lowensteln,  Newman.  R.ts.  A,,  Irad  t,  Toll    80/03/27    Ip 


8004210392  Motion  to  compel  testimonial  questions  an.wertd  h 
I  E  K  ."K*-"*  =H  Hirt'"J  »""W«billtM  of  questions 
e.Ublished  on  Pajes  431-423  of  prehearing  conference 
transcript  r«  ASLB  600623  order 
FBAWKLIN.W  J   Hou.ton  Lighting  !,  Power  Co   FRANKLIN,H  J 


NRC 


—  BOO4100'130  Affidavit    of   RE  Hound  tree,  genera  1    manager    of   Brouinivilln 
Public    Utils  flaard    re   agroement   among    TX    "IdUs"    for 
const   of    two   dc    Interstate    ties    of    500  MM  &   390  My 
Brownsville   prepared    to   ontei     settlement    negotiations 
ROUNDTREE,  R   E         Drownsvi  1  le,  TX         80/03/37         3pp 

S0040B0172  Updated    response    to   Houston  Lighting    fc  Pouer    second    set    of 
Interrogatories   &  TX   Utils    first    set   of    interrogatories 
Anticipates   RE  Corder    participation   as  witness   re   areas 
discussed    during   Corder    deposition  Certificate    of   Svc    encl 
CHANANIA.F   D        Antitrust    Division         BO/04/O1          Sfip 

B004100240  Order  requesting  parties  in  directed  certification 
proceeding.  to  respond  to  Utils  Board  of  City  of  Drounsville. 
TX  800331  motion,  by  B00409 

BISHOP.  C   J       Atomic    Safety   and   Licensing    Appeal    Panel         BO/04/02 
2pp 

6004100131    Forwards    joint   motion    for    extension    of    time  Motion    li    joined 
in  by    all    parties    to    proceeding    eicept   DQJ  4    City   Public 
Utils    Board   of   Brownsvi  1  le,  TX 
HNOTTS.J   B         Debevoisc    t,   Libermfln         BO/04/OH         Ip 

—  80041BOI67  Joint   motion    for   30-dau    e>tonslon    for  all    procedural    tffllqi- 
Motion    is   based    on    progress    of   meaningful    tettlemint 
negotatlons  unlch    could    lead    to    resolution    of    part   or    all    of 
proceedings  Certificate    of   Svc    end 

CHANANIA.F  D       Antitrust   Division        CDPCLAND,  J,  0        Hou.ton   Llnhtlno 
I.  Pouer  Co        BTAHUD  M        Central    Power   (,  Light   Co        80/04/03        6,.U* 

6004140003   Third    set    of    add  I    answer,     to   NRC    790113    Initial 
interrogatories   Simmons   (,  Woodson   are   Dipectvd    to    teitifu    re 
Interconnections 

FRANKLIN.U  J       Houston   Lighting    (,  Pouor  Co        «      Dat.r   t,    Qotts        n 
Louensteln.Neuman.Rels.A.elrad    t,   Toll        90/04/03        2pp 


eUensin«f^S   "PP«ltion   b,,    Hrounsvill,.    to    joint   motion    for 
e,  tension   of    time  *   request    for    prehoarino    conf  eronc., 
miscellaneous   atfcy    i,    util    correspondenc  D,  af  f  1  davl  t  (, 


8004210394  Submit*   (.reparation   stud,,    for 

;::;;;;'i:;;ut"*w""-"*i-»''*™«*»».. 

HARTLEV.R  H   AfftliaUon  Unknown   60/01/29   2SPP 


.......  •• 


FR 


-  - 

.elrad  (,PToll   80/03/30 


-  v 

D  G 


».lPad  fc  Tq  1  1 


3pp 


iiOflgiilfl^li! 


BO/03/37 


. 


DLUME.M  B 


of  Svc    encl 
HDDCDON.A   P 


Antitrust    Division        QO/04/04. 
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BOQ4150083  Order  setting  8004 U  conference  at  NRC  Hearing  Roam. 
Bethesda.MD  Oral  argument  will  address  NF1C  i  DQJ  joint 
nation  for  30-day  eitension  It  Houston  Lighting  t*  Power 
800403  motion  to  compel  Utils  Board  of  Broiunsvi  1 1  e 
WOLFE,  9  J    Atomic  Safety  and  Licensing  Board  Panel    SO/04/04 


2pp 


8004170312  Memorandum  of  authorities  re  discoverability  of  settlement 
documents  Urges  reversal  of  ASLB  800307  ruling  due  to 
privilege  rocogniied  per  case  lau  i  federal  rules  of 
evidence  Supporting  documentation  &  Certificate  of  Sue  encl 
BQUKN1QHT,  J  A  ,  GREEN.  0  <3    Houston  Lighting  i>  Pouier  Co 
BOUKNIOHT.  J  A    Eater  i  Bntts    BO/04/O4    Blpp 


B004210147  Discovery  'opt  for  llai  1980  [leposed  JA  Bruggeman,  JT  Wenders, 
AJ  IJootf  'j  IJA  Springs  Moved  to  compel  WiC  deposition  of  ND 
Lerner  Responded  to  DQJ  motion  to  compel  supplemental 
ansuers  to  first  interrogatories  IJ/Cei  1 1  f  i  caLe  of  Svc 
FRANKLIN, U  J    Houston  Lighting  '  Pouiei  Co    rRANKLIN,  W  J 
Lourenstein,Neuman,RB]s,  AielraiJ  '.  Toll    BQ/04/OH    6pp 

B004150157  Response  to  Houston  Lighting  !  Power .  TX  Utils  Generating  Co 
&  Central  i  South  West  Cos  B00404  memoranda  of  authorities 
re  settlement  privilege  Urges  affirmation  of  AGLIi  800307 
order  le  production  of  documents  W/Cert  i  f  i  cate  of  Bvc 
CHANAN1A,F  D  ,  HOUGDDN,  A  P    Antitrust  Division    SO/04/09    lOpp 


8004220138  Memorandum  of  authorities  in  support  of  settlement 
privilege  Documents  prepared  in  connection  w/ i e t t 1 emen t 
process  ihould  be  protected  from  discovery  under  uorlt 
product  privilege  Certificate  of  Svc  encl 

8TAHL.D   Central  *•  Southwest  Services,  Inc    STAHL, D    Isham, 
Lincoln  &  Deale    BO/O4/04    lOpp 

8004240043  Consent  motion  for  tuJO-ufc  eiteniion  to  respond  to  Houston 
Lighting  &  Power  Co  motion  to  compel  production  of 
documents  Represent*  that  util  consents  to  eitension 
O'NEILL,  R  A   Southwest  Teras  Electric  Cooperative   O'NEILL,  R  A 
Miller, Bali*  fc  O'Neil    80/O4/04   3pp 

B00424004S  Certifiei  svc  of  consent  motions  for  eitension  to  respond  to 
Houston  Lighting  &  Pauier  Co  motion  to  compel  production  of 
documents  from  Midwest  Electric  Cooperative  d  Bouthiuest  TX 
Electric  Cooperative,  on  800404 
O'NEILL.R  A   Miller. Oalli  &  O'Nell    BO/04/04   4pp 


B004170347  Respnrua  to  Public  Utils  Board  of  City  of  Brounsvi 1 1 e, TX 
800331  motion  to  file  RE  ftoundtree  affidavit  as  amicus 
curias  Disclosure  of  documents  should  not  affect  potential 
for  settlement  Certificate  of  BJC  encl 
CHANANIA.F  D    Antitrust  Division    BO/0'1/09    e.pp 

8004220021  Response  to  Public  Utils  Board  of  City  of  Brounsvi 1 1 e, TX 
B00331  motion  to  file  Roundtree  affidavit  Request]  to  file 
counter-af  f  Idavi  ti  re  status  of  set  t  lenient,  i  f  Roundtres 
affidavit  is  accepted  by  ASLrtI)  Certificate  of  Svc  encl 
KNOTTS,  J  B    Teias  Utilities  Generating  Co    00/04/0?    6pp 

B004220152  Response  to  Houston  Lighting  *•  Power  300403  motion  to  compel 
production  of  documents  ',  deposition  of  Public  Utils  Board 
of  City  of  Brounsvl 1  IB, TX  Does  not  oppose  motion  if  iufij  to 
encl  protective  order  Appearance  <•  Certificate!  of  Svc  encl 
RQTH.A  J  ,  JACOBS,J  C    Florida  Cities    ROTH,  A  J    Spiegel  l< 
McDiarmid    BO/04/09    14PP 


Q004S40053  Consent  motion  for  tuo-  uk  extension  to  respond  to  Houiton 
Lighting  d  Pocuer  Co  motion  to  compel  production  of 
documenti  Represents  util  content  to  eitension 

O'NEILL.  R  A    Qouthiunst  Tolas  Electric  Cooperative    O'NEILL,  R  A 
Miller,  fillii  ttO'Nill    BO/04/04    Spp 

8004240173  Memorandum,  per  ASLAB  B0032B  request,  stating  addl  authorities 
ri  directed  certification  of  settlement  document  Issue 
TnitisBs  ti  modern  trend  hold  inadml»sibi  1  1  tg  of  privileged 
documents  as  evidence  Certificate  of  Svc  encl 

KNDTTS-J  B  ,  AHEARNiC  D   Teia*  Utilities  Generating  Co   KNOTTS,  J  D 
Debevolit  b  Liberman   BO/04/04   22pp 

B004230106  Advises  of  arrangement  to  deliver  Houston  Lighting  &  Pauier 
pleadings  moving  to  compel  documents  re  E  McQtnnei  Si  P 
Metnl  subpoena*  Convents  to  H-dau,  eitennon  for  responses 
Certificate  of  Bvc  encl 
QREEN.n  o   Loiuenstein,  Newman,  Rcis,  A»elrad  i  Toll    BO/04/04   Opp 

8004100992  htotlon  to  issue  order  compelling  Bouthuoit  TX  Electric 
Coopar*  t  i  ve  ti  geiteril  manager  E  McOlnnei  to  produce,  for 
Insp  ti  copy  ing,  documents  set  forth  in  motion  Draft 
subpoena  t<  Certificate  of  Svc  encl 

GREEN.  D  0   Houston  Lighting  4.  Poiuer  Co   QREEN,  D  0   Daker  4  Botts 
80/04/07    IBpp 

—  SOOA1009&0  Motion  to  istue  order  compelling  Mlduest  Electric 
Cdoperative  ti  gineral  manager  P  Uetiel  to  produce,  for  insp 
&  copying,  documents  responsive  to  subpoena  served  on 
Wetnl  Draft  subpoena  &  Certificate  of  Svc  incl 
OREEN.D  0   Houston  Liohting  fc  Power  Co   OREEN,  D  0   Baker  t 
Botts    BO/04/07    ISpp 


800423D1S4  Motion  to  prtclude  DDJ  from  filing  principal  brief  re 
800320  order  DOJ  failed  to  file  principal  brief  by  B00404 
DDJ  seiti  to  obtain  unfair  tactical  advantage  by  untimely 
filing 

BOUKNIOHT,  J  A,,  OREEN,  D  0   Houston  Lighting  (•  Power  Co 
BDUKNIOHT,  JA   Daker  fcBotts   80/01/07   3pp 

--  SQ0423016S  Order  directing  all  parbUs  to  furnish  ASLAB  u/iddl 
authority  ri  privilege  against  discovery  of  documents, 
MimorandU  due  on  800404 

BISHOP,  C  J   Atomic  Safety  and  Licensing  Appeal  panel    80/03/28 
6pp 

B004S400&1  Motion  for  ASLB  to  reconsider  extending  procedural  date*  for 
30  d'ys.  Requests  B00408  conference  call  to  rule  on 
aUention  TX  Utils  Generating  Co  I*  only  party  to  be 
prejudiced  by  extending  dates 

CHANANIA.F   Antitrust  Division   BOUKNIGHT,  J  A   Houston  Linhting  & 
Pouier  Co.   BURCHETTE.W  H   Tens-Louisiana  Electric  Cooperative,  Inc 
BO/04/07   3pp, 

—  8004240071  Supp  leminta  1  argument  &  representations  Addl  time  reo.uired 
by  utili  to  make  progress  in  settlement  discussions 
Discussion*  began  Bept  1979  Parties  are  optimistic  about 
posilbillty  of  reaching  quick  settlement 
BURCHETTE,  W  H   T»*ai-LouisUna  Electric  Cooperative,  Ine 
KNOTTS.  J  D,   Teias  Utilities  Generating  Co   80/04/07    Spp 


8OO4240S62  Response  In  opposition  to  NRC  800404  memorandum  of  addl 
authorities  re  enatence  of  settlement  documents  privilege 
Congress  did  not  intend  to  freeie  developing  lau  of 
privilege  W/Certi f icate  of  Svc 

KNOTTS, J  D  ,  AHEARN,C  D    Teias  Utilities  Generating  Co    KNBTTS,  J  D 
Debevoise  ft  Libepman   aO/04/09   flpp 

6004170351  Order  granting  30-day  eitension  for  procedural  matters, 
amending  ASLR  791214  order  re  discovery  schedule  tt  directing 
consolidation  of  proceedings  for  pretrlal  &  evidentiary 
hearings  Consent  motions  for  eitension  to  O00404  granted 
MILLER, K  E   Atomic  Safety  and  Licensing  Hoard  Panel   BO/04/10 
Spp 

8004210141  Order  denying  Houston  Lighting  !•  Pouer  motion  seeking  to 
preclude  DOJ  memorandum  of  addl  authorities  filed  per  ASLAB 
B00338  order 

BISHOP, C  J    Atomic  Safety  and  Licensing  Appeal  Panel    SO/04/10 
2pp 

fl004S30033  Foriuards  TX  Utils  Generating  To  affidavit  of  LF  FHar 
requested  during  800409  oral  argument 
KNOTTS,  J  D    Debevolse  J.  U  bet-man    BO/04/10    lp 

—8004330041  Affidavit  stating  that  Central  (<  South  West  Corp, Houston 
Lighting  t.  Pouier  Co  i  TX  Ulils  Co  5ys  have  reached  agreement 
in  principle  re  interconnection  disputes  Agreement  may  form 
basis  for  discussions  ui/other  parties  U/Cortl  f  Icate  of  Bvc 
FIKAR.L  F   Teias  Utilities  Generating  Co   60/04/10   5pp 

8004230002  flesponds  to  Public  Utils  Board  of  City  of  Brouinsvl  1 1  e,  TX 
opposition  to  joint  motion  for  eitonsion  of  time  Objects 
to  alleged  refusal  to  wheel  fr  submits  ML  Borchalt 
affidavit  in  response  to  alleged  exclusion  from  discussions 
STAHL.a  M    Central  &  Southwest  Corp    STAHL,  D  M    IsHam.  Lincoln  & 
Baale   00/04/11   3pp 

— -8004230007  Affidavit  responding  to  Public  Utils  Board  of  Citg  of 
Brounsvi lie, TX  allegation  that  Drounsville  has  been  excluded 
from  dlscuvslons  re  interconnection  Clarifies  statement  made 
at  600327  meeting  Certificate  of  Svc  encl 
BDHCHELT.M  L   Carolina  Pouer  (  Light  Co   BO/04/10   lOpp 

B004290327  Discovery  repc  for  liar-Apr  1980  Participated  in  FJ  Meyer, HH 
Uoodson  &  GW  Stagg  depositions  Filed  opposition  to  petitions 
for  directed  certification  t  reversal  of  ASLB  B00307  order 
Joined  other  parties  in  moving  for  procedural  eitension 
CHANAN1A.F  D  ,  BLUME, M  B  ,  HDDCDDN.A  P    Antitrust  Division 
80/04/25   3pp 


N   Antitrust  hearing  transcripts 


B004I3029B  Transcript  of  B0040?  hearing  in  Bethesda.MD  Pp  1-140 
•   Commission   BO/04/09    140pp 
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-ij-iovor,-,1   »»    fm.Jt    n    JF    J.   Men 
fi»!':0   M))el    f/ii-1-   ni-i-     --'I*    nf 

UlU      •    Jill  1      fTO^'  ('15      r  LT  '  .     I  e      3 

infj-t    ^n    n.  ill  -i     5    d'    ~    -1,^ 
rusriFR    f    ft         H-gi.rjr,    L13    rt,,g    '. 


:OTrespo  ride  rice 

:fl      "Poisible    Malfunction    of 

Lleua'ed    Teips    "    Utll 

j'jnted    limit    sui  tch 

<4l  i 

•    LO         8D/02/01         Ip 


S      fteportable    octzurr 


i,     LtFiS    i    related    cori espondenct 


8004010333  Disrjsses    possible    reportable    deficiency    re    backfill    matl 
Extent    of    nonconf  01  miiig    backfill    compaction    has    not    fiean 
fully    defines    Initial     testing    Indicates    that   vnmcunf  ormanc  ea 


ully 
B    i 
TUHNER.E   A 


en  niia         esg 

iocalned    Incident    ui  1  1    be    reviewed    furtfior 

Houston    Lighting    &    POuer    Co         8O/Q3/31 


3pp 


--.JOD'llr-O^iri    It    In.p   Kepts    iO--)'>3'GO-02   '.    50-49  1'/BO-OS    on    500205-08   No 

coijl  an  t    piping    '     1  1  c  fisee    actions    on    previous    insp    findings 
HAIL    a    E         TO"L1I"3QN    P   P         Region    4,     Dallas.     Reactor   Construction    & 
EngiTitepir'j    Support    [Irjncd         <_RQaSMflN,  IJA        J)egion   4,    Dallas, 
Office    of    the    Dirstl.n          iJO,  02/20        ""pp 

BlO-lOlfll..^   Responds    fi    It    OulKUti    79-23,     "Possible   Malfunction    of 
MMCU   rn.diM    E/ilbM   uimi-    Switches    at    Elevated    Temps    "    Updates 
EC0201     response    to    HHC    Fj.tier    Controls    initiated    corrective 

T<Ji?N=R    E   A         Houston   Liahting    I    Pouer    Co        BO'02/27         3pp 

S00414QIG7   Corrects    typographical    error    in    util    response    IST-HL-AE-417) 
to   [JRC    Insp    ffepts    50-4  =  U/  79-1?   >,    50-499/79-19 
TURNER   E   A         Hnust-on   Lighting    (    Power    Co         30/02/29         Ip 

QOO-107C.057   fick    receipt    o.    /9U13   (    80021?    Itrs    informing    NRC    of    steps 
tJlten    to    correct    violations    noted    in    IE    Inap    Repti 
50-4-9Q/79-1S   >-    SO-49'5/79-15 

SS1DLE.H   C         Region   4,     Dallas,     Reactor    Construction    ii   Endlnserlna 
Support    Branch         QO/CJ3/11         Ip 

--B004Q70060   Responds    to    flRC    B00154    Itr    re    violation    noted    in    IE    Inap 
Rapts    SQ-49Q/715-15   i,    SO-499/7^-15   CorrsttivB    actions 
concrete    placement   was    revibrated    satisfactorily    vibrator 
op*rdtaPs    uill    6e    retrained    e^ery   90   oaijs 
TUBIIER.e   A        Hpuston   Lighting    t   power   Co         60/02/12        2pp 

80043Qi)Wa   Foruarrfs    IE    Insp    Hepts    50-496'BO-03   E.    50-499/90-03   on 
600226-2-^      HO   i,0MomjH  lante    notsi 

SEIELE.IJC         Re91or,    4,     Dallas.     Reactor    Construct!  on   t,   Ena  ineerino 
bupport    Brancfi         BO/03/11         2pp 

—  B004300035    IE    Insp    Repts    50--19S/BO-03   9     50-499/00-03   on   900S36-29      No 
noncor-vp]  lance   noted    Major    areas    inspected    site    tour,  reactor 
u.lding    t   other    safety-related    ueld  !I(g.  records    review   t 
proeedufei    for   piping    fabrication 


14   ftck    receipt    of    80032i   >,    791  1O2    Itrs    informxng    NHC    of    lt»p. 

r'"  noted  in  JE  Jnsp  "•»• 


-9004300513   Responds    U    rifiC    B00131     Hr    requiting    adtfl    Jaff 

9uD4^?s',r;erf  th,iE  !"5p  Repts  3o-«s/79-i^  r 

90-499/79-13   Corrective    actions    P,  tt.buroh-Dat   «DJnc,   M 


,«    V        fiB8lDI,   4.     Dana,,     Off,te    Of    the    Director 


80/04/02 


SEVfRIT.K   V        Region   -1.     0*11..,     0ff,Ce    of    the   D.reot 


or        BO/04/O3 


S004230233   Foruai-ds    It   Bo 

;  "'i"  •  *' 

v        Region   4. 


tor        00/04/07 


600^040394   Forwards    first    intsi  im    deficlenci;    I'epl    coMslatlnfl    of 
schematic    drawing    of    logic    foi     llrier    plate    bulgo    rppalf 
.  0   W        Houitnn    Lighting    h   Pallet     Co         BO/O3/21         Jpp 


—  aOQAO'10409   Fust    interim    deficiency    rept    coniiiting    of    achomntlc 
drauinfl    of    Ingic    for    liner    plate    bulge    repair 
»      Houston   Lighting    '/    Power    Co         BO/03/24          Ip 

8004040390   Advises    that    potential    doficioncy    i  uporlod    on    000336 
involving   main    leadline    luptutc    ui/assumod     failuie     In    tlonm 
generator    blowdnmn    5iJ9    doci    not    constitute    tafetu,     concqin 
Considers    matter    closed 
OPREA.O   W         Houston    Lighting    ',   Pouer    Co         fiO/03/2?         3pp 

9004100384  Final    deficiency    tept    le    voids    detected    untlar    croiiovor 
leg    embed    plates    Evaluation    shows    that    cornJiUon    Would    not 

affect    safetn    of    plant,  thai  ufo  re    not    ropol  table    per 
10CFRSO   55(e) 

TURNER.  E   A        Houston    Lighting    i    Pamer    Co         DO/04/0?         Ipp 

B0041B0433    Intsrim    tfeficiencij    rept    <o    uoldi     1"    onionUal     cooling    U«t«r 
iljs    Methods    to   verify     integrity    of    uelcf    joints    are    being 
evaluated   Second    interim  rcpt   will    bo    aulimltud    by    E10QM3 
Oyevsne    diiytng    Indicating    tuelil     locntions    end 
TURNER,  E   A        Houfton    Lighting    4    Pouier   Co         BO/04/IO         4pp 

0004180491    Defleieniij    rept    re    unqualified    motai     op»iatoi     fur    trip    (, 
throttle   valve   of    turbine    driven    aumliary    foodiuatDi     puiup 
Defective   motor   ofieratoi  6   mill    bo    repUcod   w/lC   qtiAllflad 
pumps  mfg    by   Terry    corp,  prior    to    plant    startup 
rURNER.E   A        Houst-on    Lighting    i    Power   Co         CiO/Ofl/1  I          4pp 

600429037Q    Interim   deficiency    iopt    re   brolon    tie-dnun    »lud«    ill   Unit    I 
Bolar   trane   rail    Caused    b^   uiolding   u/lnuj  range    parameter  t 
End    plan    issued    fop     ihsp    t-    testing    of    solocloif    ttudi    (. 
associated    platei   Tailui-es    eiomined    tii/    stui)    mpplioi 
TURNER,  E  A       Houston   Lighting    >.    Pouier   Co        tiO/04/l/,         |App 

T      Hearing    transcripts    on    non-ontHroal    mnttoi  a 

8004210312   Transcript    of    000337   hearing    in  Do  Uotda,  HD  Pp    1-la/ 
»      Atomic   Bflfoty   and    Lf  con*  ing   Appeal    Panel        ao/O'J/S/         1,'IOp 


IOpp 


DOCKET  8TN-5C-499  SOUTH  TCXAS  PfJOJECT.    UNIT  2 

A  ^Application/construction   stage   document*,    fc   correiponll»rn.o 

B004040031    Advl.es    of    issuance    of   NUREO-OHfiU,     -Inttpl.   Btsff  P 
on  Environ  Qualification   of   fiaf  e  tV-ReUt«<f   t-Uctricnl  > 

n^iT!Jt'"^r?V;'li"!1,9u"fOI":('    ••*    'nPthod.    for    compl  i«nc« 
nOSS.np-        Divlslnn   of   Projoet   Manaoemenl        00/03/03        7pp 

SOW0400J7  Submit,   ,«i    guidance    to    NURE(,-09DO,     "I.Herira  (U.ff 
on   Environ   Ouallficatlan    of   Saf  ely-B.Ul.d    LUUru*! 
tqulpmttiit    "    nBquo,ts    rovleu   of    oqulpmont    qu«l  J  ft  C.tlon 
documentation    to    identify    rffloreB    of   iMpl!l«nci 
BD8B.D   F         Division    Qf    Projet:i    MSnajismnit         aO/OJ/21          3pp 


h,  ,  slatu.    rept   Action*    1-3  (,   3-(l 

have    b*en    i^Umented    Propose,    to   bpd,,  p)fl(^nt   at 
safety-related    complex    concrete    on   0003Q3 
OPREA.Q  W        Houjton  Lighting    f,  Pou,er   Co        CJO/02/BO        Upp 


:  -    »-- 

sion   of   PrOJBel   Management        QO/03/10        BCIpp 


eDD4jiaoiaa  ForuaHs   request    for   addl    Info   conc.rnlno    r.vl.u    of 
PARR.O  n        light   Water    Reactors    Branch   3        BQ/OJ/IQ        app 


BAHKER.D  0        Hou.ton  Lightly   «,  POUjer   Co        SO/03/H0        3pf 


imi    for    rivl«u 
'    ORNL 


DOCKETED  ITEMS 


BOQ4140463   Forwards    Louer   CO   River    Authority    data    re    South    TX 
Interconnected    BIJS     interchange    for    1979   Data    should    provide 
Index    re    types    &    magnitude    of    member    interchange   within 
South    TX    Interconnected    Sys 
WEST,  W   E         Te.as,     State    of         BO/O'l/07          14pp 

F      Security,     medical,     emergency    &    fire    protection    plans 

0004030077   Advises     that     submittal    rfate    for    evacuation    time    estimates, 
requested    bij    NRC    791236    1  tr,  has    been    postponed    pending    GAD 
clearance    under    Federal    Repts    Act 
QRIME9.B    K         Emergency    Preparedness    Task    Force         SO/03/11         4pp 

O      Ad  jud  icatory    correspondence 


-B00402Q175    Oral     deposition     of     ED    Strirth     10     certification    at     ituesLionS 
Pp    2- 9 
•       Atomic     Safely     sn4     Licensing    Board     PaFiel  30/02/32          9p p 

-S004D2Q1R1    Mo  I,  ion     to    compel     T*     Ut  i  1  i    Cos     to     supplement    Apr     8.    Jill     1  Ct7') 
responses     to     fust    set.    of     Lnterrog.atorl.es     >,    lenUeeta     -for 
production    oi     document.5    Urges     pp  i  f  or  rurtiice     of    current    rmia 
obligations    by    aoO3O6.   W/C  ei  1 1  t  i  t  -at  e    of    1^  c     '     prapused    order 
CVPHEf)T,S    H          Justice,  [Jspt     of          OO/GJ'/aH          /pp 

-B0040201f'0   Motion    to    compel     Houston    Lighting    !•    Power     to    supplement 
790111     '-0427    nnsuiers     to    7EHJ22    mt  PI  i  agatoi  loi    UrijBS 
fulfillment    of    current     (ib  1  I  gn  1 1  ons     .11  i  i  i  ng     from    development 
of    neui    info   Cur  1 1  f  icd  t  <•    of    Svc    '.    proposcJ-d    order    encl 
CYPHERT.3    13          Justice,  llapt     of          BO/OJVHB          7pp 


8004080360  Response    in   apposition    to    DQJ  &   NRC    joint    motion    for   mod    of 
ASLB   order   re    settlement    discussions    lc   for    order    to   compel 
production    of    documents    NRC    policy    favoring    settlement    It 
designed    to    protect    sources    Involved    W/Certi f icate    of    Svc 
*      Central    t   SauUiLuest    Corp         0O/03/06         llpp 

B0041O0374  No    objection    to    intervenor   Citliens    Concerned    About    Nuclear 
Power,  Inc    BQQ302  motion    for   eitenaion    to   answer    applicant 
second    set    of    Interrogator ies    Objects    to 

mischarac terl tat ions   made    In   motion  Certificate    of   Qvc    encl 
BIDDLE,C   T        Houston   Lighting    i   Pouer    Co        DIDDLE, C   T        Baker   t 
Eotti         QO/03/06          5pp 


— 800*020198   Joint    application     foi      laauanct     of     subpoena    diiocted    to 
Scarth     of    TX    UtilS    flpnerat  i  rig    Co    g,    !)i£    SimmoTii    of    Houston 
Lighting    &    Pouer    Requests    ettomtou    until     BOO403    to    depose 
DE    aimn-onB    I)ra  f  t    subpoeriafi     t>    Ceitiflcatc     of    Svc    cncl 
CYPHEfiT.S    II         Jujl  i  ce.  D&pt     of          GMNANIrt,  K         AtHitrust     Itivjtlun 
BO/OS/SB         /pp 

eO04030Qt?e    Motion     For    protec  I  LVC     ordei     re     djsclD-suTe    of    Diamond 
ShamrocV     Coip    doc  umen  t  s.  J  n    re-sponse    to    ASL  n    BOOlin    sifdpoena 
duces    t  PC  urn   t>acu<nent9     m    qifaslioti    die    subj    af    contractual 
obligations    C  ortl  f  i  c*  tt?    of    &vc     'y    proposed     ordoi     imcl 
CVPHCRT.  B   H          Joetite,  Ilppt     of          HO/OP/E9          lOpp 


B004030136  Response    to   ASLD    300310  msmorandum    inviting    views   rs 
feasibility    of   early    hoaring   Concurs    cu/ASLB    eugaestions   d 
dosirei    to   participate    In    hearing    within   memorandum 
conditions    Certificate    of    Svc    encl 

CULP.R  H   .    SCHUARZ,  M  D        Houston   Uightins    k  Pouar  Co        GULP,  R  H 
Lauienstein.Neuimani  Rel  i,  Axelrad    &   Toll         BO/03/19        4pp 

BO 04380069  Response    to   ASLD   S003IO  memorandum  re    hearing    to    consider 
tlsuei    on   alleged    const;   fc   QA/OC    deficiencies    Early    hearing 
may    foreclose    posilbiltty    of    raising    similar    isaues    at    later 
time   Certificate   of    Bvc    encl 

BINKIN.L         Citiienn    Concerned    About    Nuclear    Poiuer,     Inc         00/03/34 
4pp 

B00403002A  Memorandum    of    understanding    betuoen   NRC    t  FEMA   ra    prompt 
improvement    In   radiological    emergency    planning    t< 
propjiradnessp  distributed   as   Board    notification 
OOSSICKrL  V       Office    of    the  Executive   DlroctoP    for  Oporatlono 
80/04/03        34pp 

0004310414  Response    to  rtSLB   800310  mamorandum    inviting    vteuii   re 
fejsibllitu    of    separating    admitted    contentions   Vleua   will    be 
submitted    u^e^    IE    investigation   re    assessment    of   QA/QC 
ef  fectivenessi  is    completed    VJ/Cert  i  f  i  cate    of   Svc 
TREBY, 8  A        Hearing    Branch    1        BO/04/1O        2pp 

K      Utility    Final    Safety    Analysis    Report    (FSAF1)    Ji  amends 


EiOQ40aOI7-)    Notifies     of    change     ot     Kddri-ss    for    cnunsol     of    South    T* 
Electric     Cooperative,   !  nc     '     tied  I  na    Flecli   ic    C  oopernti  vt>,   Ire, 
effective    R00310 
JOHN.  D    F         Akin,     Oump.     Mauer    «,    Fe  1  d          BO/03/O-1          ]p 

0004100178    Discovery     rapt     for    Tcb     1  -5EIO    Bouthiuest    TX    ElectriEii] 
Cooporat  i  vei  Inc    fc   Medina    1-jcctric    Coopor.itive.rnc    rvoilher 
initiated    not'    received    ang    discovery    requests    Certificate    of 
Svc    enc  1 
JOHN,  D    F        Akin,     Gump,     Ifauei     ^    Teld         SO/O3/04         4j>f) 

8004110574    ConPirmi   0003^9    toUon    r  o    DCIJ   subpoena    ot    documents    from 
Gulf   StaiteB   Utllt   Bubpofna    covers    certain    areas    also    covered 
in  Brcuinaville   Public    Ulils    -subpouna    Gulf    btatci    documenti 
mill    bo    available    to    all    paitlas 

i  R    M         Conner,     Mooro    I,    Co-rboi-          BO/O3/Q4          2pp 


QOO-10703O7    Olscovcry    rcpt     for    F  et>     I  9flO   foi  1  1  c  1  pa  lod     In    A    GurberiN   Hutifi. 
E    SlirimoTiB.iV   (loberlson    I    GW    [ieama     dopotittona    rtttandfld 
J    Turk,      b    S   Ptillllps     depoiicions    Filed    motion     for-    addl     lime 
to   respond    to    TX    Utlls     1  11  1  orr  og  nlor  te  i    W/Certi  f  I  cnta    of    ii  /c 
CARNEV.  J    fl         Central     fr    Soutliumt    Corp          00/0^/03          7prj 

a004090-iai    Dlscoveiy    rcpt    'or-    Feb     19QO  No    Jmcovcri)    t-cquimlt    rccPlvudl 
nor    Initiated    Certificate    c-f    Evt    eriel 

WOOD.J   C         Ban   ftntnnio,     TX         IJOUO,  J   C        Mat  Ui  oiu-s,     [Jauilln,     Mocfnrlnno 
S    Barrett        80/03/03         flpp 


B0043S0763  Forwards   Amend    10    to  FSAR. consist  ing    of    responses    to    first 
round    review  questions    concBrnlno    initial    startup    tasting 
Affidavit   end 
TURNER, E  A        Houston  Lighting    fc   Power   Co        80/04/21        3pp 

— 0004220767  Amend    1O    to   FSAR 

«      Houston   Lightlns    *    Pouior    Co         80/04/21          12Spp 

M      Antitrust    correspondence 

S004OS020fi  Response    to    Central    t  South   West  Corp    et   al    second   request 
for   production    of   documents   8tagg   Sys    Inc    uorkpapers 
ivallabti    for    Insp    &   copying    Documents   re    transactions 
already    produced   Certificate   of    Svc    encl 
COPELAND.J  0       Houston  Uirjfiting    &  power    Co        00/02/SS        6pp 

Q004110030  Discusses    addl    requett    for    documents    tolated    in   Chalker 
personal    filei   Requeit    is   untimely    (.  def  icient,  f»il  ing    to 
specify    relevancy    to    proceeding    No    obligation    to    respond    to 
r»quist    by   B00227,  per   Commission   Rules    of   Practice 
STAHL.D  M        Isham,    Lincoln   &  Deali        80/02/23        2pp 

BQ04020149  Forwards    DOJ  fc  NRC   800228    joint   motion    for  raotf    of    ABLB   order 
r»    settlement   discuasiona  *i   for    istuanea   op    order    to    compel 
production   of   certain   documents    S.    test  imonu,  Proposed    order 
encl 
CYPHERTiS,  B         Juiticci  Dept    of         80/02/2B         4pp 


000411002.1    Discovarij    ropt    for    Feb ,  1900  C I  ly    of    Ban    Antonio,  «c  ting    bg 
through    City    Public    Svc    Hoard    of    Ban   An  toil  i  o,  nel  th  or 
initiated    nor    received    any    d lac  ovary    i equos  1 1    Cerltflcato    of 

Bvc    end 

WOOD,  J  C         San    Antonio,     TX         BO/03/O5        .|[>p 


—8004020164  Joint  motion    for    mod    of    ASLB    790416    order    re    protection    of 
settlement   dl»cus»ion«   i    for    issuance    of    order    to   compel 
production   of    documents   (<    testimony    from   Houston  Lighting,   d 
Power   fc  TX  Utils    W/Certif icate   of    8vc 
CYPBERT.B  t)        Justice,  Dept  of        SO/02/2B         120pp 


306 


DOCKETED  ITEMS 


n    EtJJ   '     N^C    6002^3    joint    notion    for   mod 

tit  got  ut  i  3ns    L-IUJ  t    te 
mera'ing    Co         80/03/06        30pp 


B004030113   Forwards    Houston    Lightin)    •    Power    B00313    petition    for 
directed    certification    of    ASLB    6OO307    order    re    confidential 
documents    of    settlement    negotiation! 
BQUKNIGHT,J   A        Louenstein,  Newman,  Reis,  flle  ]  rad    (,   Toll          SO/03/13 


''ni  j  1 1  ;at  e  I    discovery    Cert  i 


rd    of    City 


r:0409C4J-)    r/iico.otv    rept    ay    Public    Utils    Doard    of   Citij    of    Broujnsvi  1 1  e, 
T.    fat    F*t     i<iGO    Iftfosed    n   Bureau    of    Centra]    Pomer    L   Light 
Pirticipa'ej     [i,   R   Edelstein    deposition    Recmved    documents 
fron   Centr.l    •,    South    Host    Corp    Certificate    or    S^c    encl 
POIRIEFMt   R         Tens,     Slats    o.         gg/03/05        6pp 

CL0410G21D   Nejtifltl    s^t    DOJ    received    Houston   Lighting    t.   Power    Co 
suppleiental    aniuers    to    Central    Pouer    I    Light   Co    first 
inttrrojatories    u/o   apps    Request!    Attachment    A    to   Houston 

Pc^tr    I,   Lijht    Co    letnnd    sat    at    addl    ansuers    to   liHC 

CVPHERT.S   D         Juitict.Otpt    of         80/OT/06         lp 

a004103433   Njtic.    =f    appiflra,,c!.    of    C    Spiegel    on   dehalf    of   Public    Utils 
CciniKion    at    Drounwille,  T<    Certificate    of    Svc    encl 
SPIEGEL    0         Drcuns/ille,  I*         BO   03/06        fipp 

6004100535    Diitov.r,,    r*pt    tor    Jan    -     Feb,  19BO.City    of    Austin   has    neither 
initialed    nor    received    ang    discaveru    requests 
BALOliCH   a   C         Au,Hn,     T.         SO/03/07         5pp 

i30040Bu044    n,tfonte    „,,    p.,olll:    ut,u    Boari}    of    C|t      of    Bpnllln,¥1,  ,  „  TX, 
in    oppoiitin,,    to   Central    J,    Southwest    Corp    B00223   motion 
for^pto'ecti.e    order,  re    second    set    of    I  nten  ogator  les    t, 

t    documents    U/Csrt  i  f i cate    of    Svc    t   B00207    ] tr 
w         TEias,     State    of         BO/O3/1O         12pp 


one    I    Uit.etr.an         8O/03/IO         lp 


of    D   Spring, 


-'ttMD    °  ('"* ,ff    dBPosltlon    of    D   Sprinos    on   B00313-14 

"        "~    "        '          ueponeni    will    te    eiamlned    on   matter*    re    bulk 
pouier    supply    (,    transmission   t,   uheelino    ivci    In   T* 
Certificate    of   S^c    encl 
AHEARN,C    D        ie.as    UUHt.es    Generating    Co         BO/03/,0         5pp 


c»ce 

Scott   u!uld    h  ?      r      "*"    ""    DOJ   "Pre!entat«on    that 

bcott   uould    be    called    as    eipert    uithnesi 
BALDWIN,  J   M         Baker    i,    liotts         SO/03/1O         Spp 


"t'"14  SEt  °f  '"*•"•••*««..  *  documen 

tne"e*'ComPetitive  utils, 

l  P»*»tion.  to  .ntervene  Prof 
S  L  e"6'f'""  -'  "vc"ncl 
.ana  Electric  Cooperative,  Inc    BO/03/1  1 


interrogatoriei 


• 
V 

E  E 
HETTE.U 


SLICKER,FK         Te.a,   WtiHties    Co         BO/O3/1,         Spp 

60do?!°!nt    M";";"*"1    r"P°"e    to    th"-"    "*   "'    ini 
SLICKER. F   K         Te.as   Util, tie*   Co         SO/03/U         3pp 


—  6004020119   Petition    fnr    direcled     c  ert  i  f  IcaUnn.  intar  ira    Stay    (.    revloul    of 

ASLH   B00307   order    requiring   Houston  Lighting   &  Pouar    to 
produce    settlement    negotiations    document*   Urgea    revai  Bal    of 
ruling    U/o'cerpts    of    B00307    pi-eftearlng    transcript 
BCIUKNIQHT.J   A         Houston   Lighting    >,   Power    Co         BO/O3/1CJ         I9pp 

—  B004020122   Order    re    NRC    79O323   motion    to    cumpal    further    oniuei  a     to 

Houston   Lighting    >,   Poiuer    first      Intel  rogator  i  ea    Directs    util 

to.    furnish     list    of    privllaaed     docunents    Orifars    resnoiiBoi    to 

majontij    of    questions    W/eicerpta    of    790iOl    prehoarino 

MILLER,  M   E         Atomic    Safotq    and     Licensino    Hoard    Panel          77/04/li 

5pp 

B00408003B   Forwards    DQJ    third    supp.  I  emonta  1    response    to    Houston   t-lghllr.o 
t-  Pouer   Co    fust    set    of    interrogatories   Document!    ronponaive 
to   util    790204   secnnd    ml    of    interrogatories    one  1    Document* 
re   second    interrogatories   not    encl 
CVPHERT.S    B         Justice,  Dept    of         BO/03/13         lp 

--B004080033  Third    supp  1  ercenUl    response    tn    first    set    of    interroD«tDT  i  on 
t.    documant    requests     Includes     Info    i-e    GT   Taglor    testimony    re 
four    relevant    product   markets    I  T,    proceedings 
CVPHERT.S    D         Justice,  Dopt    of  80/03/13         30pp 


B0040B0073  Application    for    issuance     of    subpoena    dirscUd    to    FO 
Webster   Engineering   Co,-p,  to   be    deposed   i,   to    produce 
documents    re    Interconnections   &    interconnected    nil    Draft 
subpoena  !•  Certificate    of   Bvc    encl 
GREEN,D  G        Houston  Lighting   !.   Poiuer   Co        BO/03/13        13Pfl 

600409043?  Ac*    receipt    of    (,  accepts     600319    Hr    in    lieu    of    inter! 
answer    per   B00307   prehsaring   ruling    Ltr    does    not    mlva 

nnnq(?n.Ll2h?ln|I,!'/n!|1!'!;    Problcn"1    rc  c   Stover   deposition    DDJ 
B003M   i    12    Hr   (<  Certificate    of    Svc    encl 

GREEN.DO        Louensteln,  Newman,  Reiet,A»eli-ad    (.   Toll        00/03/13 

^re'electrtr"^"  |°,*hipd    sot    of     *"t""oflatDr i B.    Includ,,    lnf 
*      Teias   Electric   Service   Co        80/O3/13        ifipp 

a°V4Robert!on*etVal1'    t"^    '^   F°b    '  9B°  0llpDa8d    J  Wilson, OC    Campb 
f"'et    <**    °f    '"tDrrooalDrle"    to  WC   Received    add] 


7pp 


Arey    of 


og.lor 
' 


lOpp 


; 

POIRIES. 


tu    of        BQ/03/17 


sue,   not    identical    «   .vlcT.ne.    in  sl°"    "5  P?.j.«t 

"cin    rtf,°rr!he    "^    C"*"l»f    «S    Ovc       ncT 
Central    t  Southwest    Corp        BO/03/17        7pn 


interrojatories 


BL,CKER.F«        T.,asUt,lltlesCo         BO/03/,,         4p, 

B0041000B*   Forwards    DOJ   suboo.ra   ^ ^      r,-   „. 

president, to    teitl  "' 

ee  available    for   d. 

CYPHERT.S   B      'j*,.! 


lo  »olion   t 


ut*l«   "-hied 


5pp 


2pp 


^^!rg    ''!  ,dDCUmB'ltl    Inelurf.d    in  motion 
9-Foty    and   Ll»n«tng    noa.r<I   P.n.l        00/03/17 
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00Q4010517  Order  denying  NRC  800311  mot  inn  to  quash  subpoena  or  R 
Frame  TX  Utils  Generating  Co  entitled  to  teat  IJD  Lemur 
credibility  by  questioning  uorfc  It  documents  prepared  bij 
Frame  fur  Lerner  review 
WOLFE, S  J    Atomic  Safety  and  Licensing  Board  Panel    80/03/20    2pp 


Application  toi  issuance  of  subpoena  directed  to  Gulf  States 
Utils  Co  re  settlement  documents  Documents  not  produced  in 
response  to  790709  6  BOOHB  subpoenas  Urges  pioduction  to 
qi  tent  allowed  by  ASLAtf 
HCUME.M  B    Antitrust  Division    60/03/27    2pp 


B00403Q347  Response  in  opposition  to  TX  UtIU  Generating  Co,Houstc 
Lighting  &  Power  Co  ti  South  Meat  Corp  B00313  petitions  for 
directed  certification  of  order  compelling  production  of 
documents  Neus  article  '.  Certificate  of  Svc  encl 
CHANAN1A.F  D    Antitrust  Division    80/03/20    21pp 


8004080-124  Subpoeno  diietted  to  Gulf  States  Utils  Cos  requesting  8004O2 
availability  of  settlement  floe  umentSi  f  or  Insp  &  copying, 
In  Washing  toil,  DC  Subpoena  may  be  quashed  or  modified  upon 
request  Certificate  of  Svc  end 
MILLER,  M  E    Atomic  Safety  and  Litetising  Hoard  Panel    00/03/27 


6OO41O0177  MBmnrandum  in  opposition  to  petitions  for  directed 
certification  filed  by  TX  Utils  Generating  Co.  Houston 
Lighting  d  Power  Co  b  Central  i  South  West  Corp  at  alire 
ABL8  8003O7  order  Certificate  of  Svc  encl 
CVPHERT,  S  D   Justice,  Dept  of   80/03/20   26pp 

0004100443  Supplemental  response  to  first  set  of  interrogatories 
riqUHit  for  production  of  documents  Includes  infn  re 
utils  which  purchased  coal-fired  economy  energy  from  City 
Public  Svc  Board  of  San  Antonio 

WILSON,  W  R   San  Antonio.  TX   WILSON,  W  Ft   Matthews,  Moulin, 
Nacfarlane  Si  Barrett    SO/03/20    12pp 


8004090126  Order  denying  Houston  Lighting  t.  Power  BQQ32I  motion  to 
quash  subpoena  directed  to  CU  Stags  upon  DQJ  request  Prior 
rulings,  re  nontesti  f  u,  i  ng  outside  consul  tanta.  do  not  apply  in 
this  proceeding  due  to  relevancy  of  Stagg  studios 
WOLFE  i  5  J    Atomic  Safety  and  Licensing  Board  Panel    BO/03/37    3pp 

6004310306  Forwards  Hays'  on  Lighting  'j  Power  800327  motions  to  compel 
production  of  documents  by  NRC  eipert  witnesses  flH  Hartley  t 
NC  Lerner  Requests  S00331  conference  call  prior  to  scheduled 
deposi  ti  oils 
FRANKLIN,  W  J    Louienste  in,  Newman,  Rei  s,  Aie  I  rad  t  Toll    SO/03/27    lp 


— 0004100444  Supplemental  response  to  first  set  of  Interrogatories  t 
requests  for  production  of  documents  Includes  info  re  Ban 
Antonio  refusal  to  transmit  or  receive  interstate  electrical 
power  Exhibits  retponslvo  to  interrogatories  encl 
WILSON.  W  R   San  Antonio.  TX   WILSON,  W  R   Matthews,  NoUlin, 
Hacfarlane  !<  Barrett    80/03/20    16pp 

— 00041004-J7  Supplemental  response  to  Brownsville  Public  Util  Board 
Initial  interrogatories  b  first  request  for  production  of 
documents  Includes  Info  re  joint  action  contemplated  by 
members  of  TX  Interconnected  9ys  Certificate  of  Svc  encl 
WILSON,  W  R   San  Antonio,  TX   WILBBN,  W  I?   Mattheusi  Nowlin, 
Macfarlane  &  Barrett   00/03/20   &6pp 

8004100334  Response  to  DOJ  first  set  of  interrogatories  Includes  info 
re  TX  electric  cooperatives  &  wholesale  suppliers 
Certificate  of  Svc  ancl 
*   Teiai  Electric  Service  CD   BO/03/21    21pp 

0004010362  Clarifies  NRC  updated  response  to  Houiton  Lighting  Si  Power 
first  set  of  interrogatories  b  request  for  production  of 
documents 
QLUME.M  B   Antitrust  Division   80/03/21    2pp 


--3004210393  Motion  to  compel  testimonial  questions  answered  by  NRC 
expert  witness  RH  Hartley  Discoverability  of  questions 
established  on  Pages  42J-423  of  prehearlng  conference 
transcript  re  A9LB  000625  order 
FFIANKLJN.U  J    Houston  Lighting  i.  Power  Co    00/03/27    4pp 

— 8004210394  Submits  preparation  study  for  B002aO-21  meeting  re 
Intrareg lonal  interconncc t ions,  transmi ss ion  lines  &  other 
pooling  matter* 
HAF1TLEV.R  H    Affiliation  Unknown    BO/01/29    25PP 

— BOD4210397  Forwaidi  HH  Hartley  600311  (nemo  tP  IJRC  re  300129  answers  in 
preparation  for  BQ0220-21  meeting  Requests  questions  to 
which  answers  mere  stated, per  rule  established  In  790601 
prehearlng  conference  Pages  421-423  of  transcript  encl 
FRANKLIN,  W  J   Lounjnsteln,Neuvnan,Rels,Aielrad  b  Toll   80/03/20 
4pp 

— 8004210400  Motion  to  Compal  electric  ulil  industry  testimonial 
antitrust  analyses  prepared  by  NRC  eipert  economic  witness 
N  Lernor  ve  Midland  proceeding  Uroes  production  per  prior 
rulingsitubj  to  encl  protective  order  W/Certi fixate  of  Svc 
FRANKLIN,  U  J    Houston  Lighting  &  Power  Co    BO/03/27    llpp 


8004040104  Motion  to  quaih  subpoena  directed  to  OW  Stagg  upon  DOJ 
NRC  joint  request  Absent  evidentiary  reliance  upon  Btagfl 
uiorki  nontfstlfvlng  outside  consultant!  are  not  subj  to 
dlscoviry  proton, por  established  rule 
FHANKLIN,W  J    Houston  Lighting  S-  Power  Co    BO/03/21    flpp 


B004090123  Order  giving  parties  one  uk  to  provide  addl  authority  re 
eilstence  of  settlement  privilege  Memoranda  addressing  Issue 
should  be  received  by  SQ04CH  &  response  thereto  by  800409 
IHSHOP.C  J    Atomic  Safety  and  Licsnslng  Appeal  Panel    BO/03/2B 
2pp 


— 8004040198  Advises  that  Houiton  Lighting  b  Power  does  not  intend  to 
rely  on  Stage  Bgi, Inc  studies  ev  part  of  defense  In 
procteding  NRC  £  Central  d  Southiuest  Corp  contentions  re 
Stagg  study  based  on  misconception  W/Certif Icate  of  Bvc 
OREENi D  0   Uow*nite in, Nffmman, Re i *, Are Irad  &  Toll    BO/ 03/31   7pp 


6004090456  Piotoctive  order,  in  favor  of  Houston  Lighting  fc  Power,  re 
confidential  corporate  study  produced  in  response  to  NRC 
initial  interrogatories  Parties  nay  challenge  claimed 
confidentiality  by  seeking  judicial  review  per  F01A 
WOLFE,  B  J   Atomic  Safety  and  Licensing  Board  Panel   GO/03/31   4pp 


8004160111  Revpondi  to  NRC  &  Central  d  Southwest  Corp  comments  re 
coniol idatl on  Severance  arguments  based  on  belief  that  util 
will  rely  on  study  by  Stagg  Syi, Inc  as  part  of  dvfenst  Utit 
ulll  not  r*ly  on  Stagg  itudy  Certificate  of  Svc  encl 
OREEN,  D  0   Louiinitein.HiwmanrReiSi  Axelrsd  &  Toll    SO/03/21    6pp 


80041002.13  Order  granting  in  part  NRC  motion  to  compel  addl  responses 
by  Houiton  Lighting  &  Pouer  (HL&P)  Accords  confidentiality 
to  N  Lerner  analysis  re  Midland  settlement  Grants  HL6P 
motion  to  compel  NRC  questions  IB  RH  Hartley  testimony 
WOLFE, 3  J   Atomic  Safety  and  Licensing  Board  Panel   SO/03/31    3pp 


B004030340  Ra.pomi  by  Public  Utils  Doafd  of  City  of  Browns vi 1 1 e, TX  in 
opposition  to  nonconso  1  idatlon  of  proceeding  luggetted  bij 
NRC  b  Central  &  South  West  Corp  In  event  of  separationr 
South  TX  case  should  be  heard  first  Certificate  of  Svc  encl 
SPIEGEL, 0   T»«a«,  State  of   SO/03/H4   9pp 


8004100428  Public  UUls  Hoard  of  Brownsville  motion  for  leave  tc 
affidavit  as  amicus  curiae  Drounsvi 1  le  is  party  to 
proceeding  but  has  not  formally  appeared   in  appellate 
proceeding  Certificate  of  Bvc  end 
SPIEGEL,  S    Drowns vllU.TX    80/03/31    8pp 


8004250047  Response  in  opposition  to  Public  Util*  Board  of  City  of 
Brounivi 1 1 •< TX  600317  comments  requesting  admittance  as 
party  in  consolidated  proceeding  Statement  of  Interest 
untimely  fc  vague  Certificate  of  Svc  encl 
AHEARNiC  0   Texas  Utilities  Generating  Co,   BQ/03/E3   7pp, 

6004100271  Motion  to  compel  production  of  documents  by  Boutnueft  TX 
El «c trie  Cooperative  re  subpoena  directed  to  general  manager 
£  McQlnne*  Requests  bo  strike  McGlnnes  0001221  dipotltlon  if 
documents  are  not  produced  W/draft  subpoina  ti  docum>nt«tion 
OREEN, D  G   Houiton  Lighting  &  Power  Co   00/03/26    IBpp 


— 8004100430  Affidavit  of  Re  Round troe.  general  manager  of  Drownsvllle 
Public  Utils  Board  re  agreement  among  TX  "IDUs"  for 
const  of  two  dc  interstate  ties  of  500  UN  &  290  HW 
Brownsville  prepared  to  enter  settlement  negotiations 
ROUNDTREE.R  E    Browns vi 1 le, TX    80/03/27    3pp 

6004090172  Updated  response  to  Houston  Lighting  &  Power  sacond  set  of 
Interrogatories  &  TX  Utils  first  set  of  interrogatories 
Anticipates  RE  Corder  participation  a*  uitness  re  areas 
discussed  during  Corder  deposition  Certificate  of  Svc  end 
CHANANIA,F  D   Antitrust  Division   80/04/01    Spp 


— B00410027B  Motion  to  compel  production  of  document*  by  Miduest  El*ctrU 
Coop*rative  r*  subpoena  directed  to  general  managvr 
P  Wetnl  Raqu«sts  to  strike  Uetiel  rescheduled  deposition  if 
documintt  are  not  produced  N/suepoena  (•  Certificate  of  Svc 
OREEN'D  0   Houston  Lighting  &  Pouer  Co   80/03/26    15pp 


8004100240  Order  requesting  parties  in  directed  certification 
proceeding' to  respond  to  Utils  Board  of  City  of  Brounsvll le, 
TX  800331  motion,  by  B00409 

BISHOP, C  J   Atomic  Safety  and  Licensing  Appeal  Panel   00/04/02 
Spp 
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B0041BO151    Forwards     |ohnt    motion    foi     eitension  of    time    Motion    i»    joined 

in   tiLj    all    parties    to    succeeding    eicept   DDJ   "-  City    Public 
Utils    Board    of    Brounsvi  He.  1  X 
RIOTTS,  J   3         Debevoise    ',    Liberm.in         BO/04/02         IP 

—  60041B0167    Joint    motion    far    30-day    eitension    for    all    procedural    dates 
Motion    11    based    on    progress    of    meaningful     settlement 
negotation*    uh  i  c  h    could     lead    to    resolution    of    part    Or    all    of 
proceedings    Certificate    of    Svc    enc  1 
CHANANIA.F   D        Antitrust    Division         60/04/02         6pp 


8004140003   TMrd    set    of    add!    aniuie 
interrogatoi  IBS    Simmons    £    Wood  so 
intef  connec  t  lone 
FRANKLIN,  U    J        Houston    Lighting    1   Pouier    Co 


to   NfiC    79011S    initial 
at  e    eipected    to    testify    re 

SO/04/03        2pp 


—  800414000B   Second    supple-Dental    answers    to   Central    Power   t   Light    Co 

790E23    interrogatories    Simmons    ',    Uoodson   are    eipected    to 
testify    re    interconnections   Certificate   of   Svc    enc  1 
FRANKLIN,  W   J        Houston    Lighting    &   Pouer   Co         30/04/03        c.pp 

8Q04ISOQ32   Forwards    oppontion    bg    brocunsville    to    jount    motion    for 
eitension    of    time   t.   request    ror    prehearing    conference, 
miscellaneous    atty   I    utit     correspondence,  affldavi  t   (, 
Brownsville    rate    estimates   Certificate    of   Sue    end 
SPIEGEL,  G         Spiegel    I    HcDiamud         BO/04/O3         19pp 

—  9004150050   Opposition    to    joint   motion    for    eitension   of    time    &   request 

for    prehearlng    conference    Hrounwille    has    been    eicluded 

from   negotiations    on    uhich    request    for    eitonsion    is    baaed 

Certificate    of    Svc    end 

5PEECEL.G         Hrounsville,  TX         PQIRIEfi-M   R         Spiegel    &   McDlarmld 

80/04/03         24pp 

9004230066   Forward!    Houston    Lighting    >j   Power    B00403   motion    to    compel 
production    of   documents   ',   M  Wilton   testimony   by   Public 
Utili    Board    of   City    of    Broujnsvi  lie.  TX   Proposes    expedited 
scherfule    to    permit    completion    of    eipert   witness    discovery 
OREEM,  D   0         LOLjensteiii'Neuman,  Reis,  Axelrad    t.   Toll         BO/04/03        2pp 

—  8QQ42-30074    Motion    to    compel    production    of    document*   t>   M   Wilson    expert 

testimony    bY   Public    Utils    Board    of   City    of    Brounsvi  1  le,  TX 
If    motion    not    granted,  request  i    older    precluding    Wilson    from 
hearing    W/proposed    order    re    schedule   &   Certificate    of   Svc 
BALDWIN,  J    M        Houston   Lighting    fr   Pouer   Co         60/04/03         llpp 

B004100126  Memorandum    in  response    to   AS  LAD  800329  order   requesting 
addl    authority    re    recognition    of    settlement    piivilege 
Court?    I   case    law   do    not    tecogniie    enstence    of    privilege 
Certificate    of  Svc   encl 
BLUME.  M   3         Antitrust    Division         80/O4/04        ipp 

9004150083   Order    setting    BOQ-1  1  1     conference   at   NRC   Hearing   Room, 
Bethesda.MD    Oral    argument    mill    addi  ess   NRC   >j    DDJ    joint 
motion    for    30~day    eitension   >•   Houston   Lighting   tt   Power 
B00403    motion    to    compel    Utilt    Board    of   Brownsville 
WOLFE,  S  J        Atomic   Safety    and   Licensing   Board   Panel        BO/04/04       2pp 

8004170313  Memorandum  of   authorities   re   d  iscoverabi  I  it",    of   settlement 
documents   Urges    reversal    of   ASf-B   900307   ruling    due    to 
privilege   recognned    per    case    lau  >,    federal    rules    of 
evidence  Supporting   documentation  5    Certificate   of  Svc    encl 
BDUKNIQHT.J   A        Houston   Lighting    *    Power   Co         BO/04/04         Blpp 

6004170340  Re«ponse    stating    no   position   re    joint  motion   for  30-dau 
eitenslon    in   proceed  ing.  fi  I  ed    bu.    NHC.Cential   J,  South  Heit 
Corp.  Houston  Lighting    li  Power,  TX  Utils   Generating   Co,Citv   of 
Austin   '-•'  other  parties   Certificate   of  Svc    encl 
DOPSQVIC.O    A         Justice,  Dept    of         90/0-1/04         5pp 

B00422012B  Memorandum  of   authorities    in   support   of   settlement 
privilege   Documents   prepared    in   conneceion  Hi/settlement 
process    should   be   protected    frpm  discoveri;   under  work 
product   privilege  Certificate    of  Svc    encl 
STAHL,  D       Central    t  Southwest  Services,    Inc        BO/0'1/04        iOpp 

90042400'13  Conjent  motion   for    twc-iuli    eitenslon    to  respond    to  Houston 
Lighting   t<  Poiuer  Co  motion    to   compel    production   of 
document*   Represents    that    util    consents    to   extension 
O'HEILL.R  A        Southueit   Teias   Electric  Cooperative       BO/04/04        3pp 


S004240173   Memoi  afidu.n,  per    ASLAB    BU0329    request,  s  tat  ing    add!    authorities 
re    dnected    certification    of    settlement    document     issue 
Treatises    b   modern    t-rend    hold     inadmi  ss  i  b  1 1 1  ty    of    privileged 
documents    as    evidence    Certificate    of    Svc    encl 

KIJOTTS,  J   B         Teias    Utilities    Generating    Co         AHEARN,  C    1)         Dobovoise   !. 
Llberman         60/04/04         5?pp 

3004250106   Adviaes    of    ananoement    to    deliver    Houston    Lighting    It    Poiuer 
pleadings    moving    to    compel    documents    re    E   HcGinneE    d    P 
LJetiel    subpoenas    Consents    to    14^dat;    extension    for    re Q ponies 
Certificate    of    Svc    encl 
GREEN,  D   0        Louionstein,  Weinman,  Reis.  Aieli  ad    S    Toll          BO/04/04         Spp 

0004100553   Motion    to    issue    older    compelling    Southuest    TX    Electric 
Cooperative  '.    general    manager   E  McGinnes    to   produce,  for 
insp    tt    copy  ing,  documents    set    forth     in   motion    Draft 
subpoena  '-    Certificate   of   Svc    encl 
GREEN, D   G        Houston    Lighting    b   Power    Co         BO/04/07          ISpp 

— Q004100540   Motion    to    issue    order    compelling    Miduest    Electric 
Cooperative    h    general    manager    P   Ueticl     to    produce,  for     insp 
t    copying, doc uments    responsive    to    subpoena    served    on 
Uetiel    Draft    subpoena    fr   Certificate    of    Svc    encl 
GREEN,!)   G        Houston    Lighting    *,   Pouier    Co         00/04/07          ISpp 

B004230I54   Motion    to    preclude    DDJ    from    filing    principal    brief    re    ASLAH 
S0032B   order    DOJ   failed    to    file    principal    brief    by    B004O4 
DOJ    seefcs    to    obtain    unfair    tactical    advanlagn    bij    untlraelg 
filing 

DOUKNIOHT.J   A         Houston    Lightino    >>   Pouier    Co         QUEEN.  D   0         ftakop    4. 
Hotts         QO/04/07         3pp 

--B0042J0162   Order    directing    all    parties    to    furnish    ASLAB    u/addl 
authority   re   privilege  against   diacoverij    of    documonts 
Memoranda   are   due    on   B00404 

BIBHOP'C    J        Atomic    Safety    and    Licensing    Appeal    Panel          90/03/28 
6pp 

BO 04340 Oil   Motion    for    ASLB    to    reconsider    extending    procedural    dates    for 
30  daus   Henuesls   S0040B  conrerenee    call    to    rule   on 
eitentlon  TX  Utils   Generating    Co    is    only    party    to    bo 
prejudiced   by    extending    dates 
CHANANIA.F       Antitiust    Division        80/04/07        3pp 

— 9004240071    Gupp  1  emental    argument    tt   roprosentat  loni    Addl     time    ronuired 
oy    utilt    to   make    progress    in    settlement    discussion* 
Dlacutilons   began   Sept    1979  Parties   arc    optimistic    about 
possibility    of    reaching    quick    settlement 
BUnCHETTE,HH        Ta .aa-Loui s I  ana   Electric    Coopernt 1 voi  Inc 
QO/04/07         9pp 

eOO'!31Ol'17   Discovery    rept    foi     Mai     1990   Deposed    JA   Bruggamani  JT   Uondori, 
AJ   Wood    t   DA   Spring*    Moved    to    compel    NIIC    depoiltion    of    ND 
Lerner   Responded    to    DQJ  motion    to    compel    supplemental 
aniuers    to   flist    i nten ogatori es   W/Certi f I cnte    of    Bvc 
FRANKL1N.U  J       Houston  Lighting    «    Power   Co        00/04/00        &nn 

Q004150157  Response    to   Houston  Lighting   S.  Pouier,  TX   Uti  1*' Oenei-atinQ   Co 
t   Central    '<  South    West   Col   00040-1   memoranda    of   authorities 
re    settlement   privilege  UF gos   affirmation    of   ABLD   900307 
order   re   production   of   documents   U/Cort if  I  cats    of   Bvc 
CHANAUIA.FD       Antitrust    Division        00/01/09        IOpp 

B00417034/   Response    to    Public    Ut  1 1  *    Hoard    of    City    of    Hrouimvi  1 1  B.  TX 
Q00331    motion   to    file   RE  Uoundtree   affidavit    at   *mlcui 
curiae   Ditclosure    of    documents    should   not    affect   potential 
for    settlement   Certificate   of   Svc    encl 
CHANANIA.K  A       Antitrust   Division        QO/O'l/09        6pp 

9004H20021    Response    to   Public    Utlls    Board    of   Clti/    of   Broiunsvl  1 U,  TX 
B00331   motion   to    file   Hound  tree    affidavit   Roquesti    to    Hit 
counter-af f Idavi t.  re    status    of    sett  1 emcnt,  1 f   fioundtrea 
affidavit    is   accepted    by   ASLAB   Certificate    op   Bvc    encl 
KNQTTB.J  B        Teias   Utilities   Generating   Co        BO/04/09        bff 

6004220153  Response    to   Houston  Lighting   t  Poiuer    B00403   motion    to   compel 
production  of   documents   &   deposition   of   Public    Util*    Board 
of   City    of   lirounsville,  TX   Does    not    oppose   motion    if    «ub  j    to 
end    protective   order   Appearance    d  Certificate   of   Svc    encl 
RQTH.A  J       Florida  Cities        JACOBS.  J  C        Fl  viri,  Varn,  Jacobs,  Qdom  i, 
Kitchen        80/04/09        Hpp 


B004240045  Certifies    svi    of   consent  mo&ionj    for   extension    to   respond    to 
Houston  Lighting   &  Power  Co   motion    to   compel    production  of 
documents    from   Hiduiest   Eleitrlc    Cooperative   d   Bouthuiest    TX 
Electric   Cooperative,  on  B00404 
O'HEILUR  A        Miller.Balis   &  O'Nell        60/04/04       4ep 

9004240053  Consent  motion   for    tuo-uk   eiteniion   to  respond    to  Houston 
Lighting   fc  Power  Co  motion    to   compel    production   of 
documents  Represents   util    consent   to   extension 
Q'NEILU.R  A        Southwest   Te>as  Electric   Cooperative       60/04/04       3pp 


8004240562  Response    in    opposition    to   NRC   900404   memorandum    of   <ddl 
authorities   re   eiiitence   of   settlement    iJocumenti    privilnoe 
Congress    did   not    intend    to    fraeie    developing    lau  of 
privilege  W/Certi f icate   of   Svc 

KMOTTSiJ  a        Te>as  Ulllities   Generating   Co        AHEARNr C   D        D>oevoi*e   & 
Linerman        80/04/Of        Bpp 


DOCKETED  ITEMS 
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B004210I41    Order    denying    Houston   Lighting    &  Power  motion    seekino,    to 
preclude    OQJ   memorandum    of    addl    authorities    filed    pap    ASLAD 
S0032B    order 
HI6HQP.C    J         Atomic    Safetij    and    Licensing    Appeal    Panel          80/04/10 


— B004300035    IE     Insp    Ftep(-=     50-498/90-03    1    50-4W/6G-O3    on    R0022(,-27 
nuncompliance     noted    M-fl  jor     aiejs     inspected     situ     topT,rcactoi 
welding    >•    other     aaf  c  t-g  -i  r>  1  ited     ue  1  d  1  rig  i  rec  01  ds     lev/iou    '., 
procedures     for     piping     fabrication 

HALL.R    E    :     GROSSMAN,  W    A    ,     -STLlSFHTji.    [(         Region    1,     Dallas,     Office 
the   Director         BO/OS/ 1  1         -lf>(i 


8004230033   Forwards    TX   Utils    Generating    Co    affidavit 
requested    dorlnq   BQ04O9   oral    argument 
KNOTS.J   B         Debevoise    4    Libeiman         aO/04/ld          1  p 


if    LF   Filial- 


— B004230041    Affidavit    stating    that    Central    t    South    Weit    Corp. Houston 
Liohting    S.   Pomer    CD    J,    TX    Utils    Co    BIJS    have    reached    agreement 
in   principle    re    interconnection   disputes    Ajreomunt    may    form 
bails    for    discussions    u/othep    parties    W/Cert 1  Pi  cats    of   But 
FIKAR.L   F        Teias    Utilities   Generating    Co        BO/04/1O        5pp 

B004230002   Responds    to    Public    Utils    Hoard    of    City    of    Drounsvl 1 le. TX 
opposition    to    joint    motion    for    eitensian    of    time   Object* 
to    alleged    refusal     to    uitieel    !•    submits    ML    Borchelt 
affidavit    in   response    to    alleged    eielusion    from   discussions, 
3TAHL,  DI1         Central     &3outhuest    Corp         BO/04/11         3pp 

— B004230007   Affidavit   responding    to   Public    Ufclls   Board   of   C  I  tif   -of 
Brounsvi  1  lei  TX   allegation    that    Br-ouinsvi  1 1  e    has    been   excluded 
front  discussions   re    Interconnection   Clarifies    statement   made 
at   B00327  meeting    Certificate    of   five    end 
BORCHELT,  M   L         Carolina    Pniuer    4   Light    Co         BO/04/10         lOpp 

8004290227  Discovery    rept    far    Mar-Apr    I960   Participated    in  FJ  Meyer,  HH 
Uoodjon    &    6W   Stags    demolitions    Filed    opposition    to    positions 
for    directed    certification   ft  reversal    of    ASLB   BOQ307    order 
Joined    other   parties    in   moving    for    procedural    extension 
CHANANIA.F   D        Antitrust    Division        60/04/25        3np 


8004300514    Act    receipt    of    BOO2;'6    ft    79J1O2     1  ti  a     infoimlns     NRC    of     steps 
taken    to     coirect    violations    noted     in     !E     ITIIB    ffep  t  s 
50-49B/79-13    t.    SO-499/71?- 13 

SE1DLE.W    C         Region    4,     "alias.     Reactci     Construction    1<    engineering 
Support    Branch  QO/03/?!  ]p 

— 8004300523    Responds     to    NRC    BOO13I     1  tr    requesting    addl     info    re 
violations    noted     in    IE     Insp    fiepts     5O-49B/79- 1 3    & 
50-499/79-13   Correcti  vp    actions    P  i  t  tsburg  h~De  9    Molnea    Qrt 
manual    revised    adding    info    re    OO    c  oorrf  Mia  t  or    authorttij 
TUdHER.E    A         Houatoii    Lighting     V    Pqnuei     Co          BO/02/2&         3pp 

3004240E16    Foruarils     IE    Info    Notice    BO-1'1,      "Safety     Suggestions    From 
Employeeg     "    No    action    required 

3EVFRIT.K    V        Region    <|,     Dallas.     Office    of    the    director         BO/04/02 
Ip 

8004320260    Foiwards     IE    Circular    BO-07,      '['roblems    lJ/HJ=Cl     Turbine   Oil 
Sy  s    "    No    uirltten     respon«i>    required 

SEVFfiIT,K    V         Region    4,      [tallai.     OFfice    of     the    Director          BO/04/O3 
1-P 

8004220777    Forwards     IE    Oullvtin    79-03A    "Long i tud 1 "a  1     Ueld    Dejecta     in 
ASME   BA-312,Tijpff    30-1    Stainlat*    Btoel    f'ipo     "    Action    puquirad 
3EVFRIT.K    V         Region    4,     Dallas,     Office     of     the    01  rot  tor          BO/04/04 
IP 


N      Antitrust    hearing    transcripts 


ao041S02<?8  Transcript    of    B004O7   hearing    in    Dethesdfl,  MD  Pp    1-140 
»      Commission        80/O4/O?        14Opp 

0      Inspection   reports,     IE   Bulletins   &    correspondence 

9004070062  Responds    to    IE   Bulletin    79-2B,     "Feasible    Malfunction   of 
HAHCO  Model    EA1BO  Limit   Switches    at    Elevated    Temps    "   Utll 
will    submit    progress    repbi   re    stsm-mounted    limit    switch 
impact   on    facilities    at   30~daij    intervals 
TURNER.  E  A        Houston    Liohtino   i  Power   Co        BO/O2/O1         Ip 

B0041B0214  Forwards    IE    Inap   Repts    50-498/00-02  t    50-499/BO-02    on 
8002QS-OB  No   noncomp 1 ianc e   noted 

SEIDLE.W  C        Region    4,    Dallasr    Rffactor    Construction  &  Engineering 
Support    Branch         BO/O2/21          2pp 

— 8004190218    IE    Insp   Repts    50-498/90-02  &   SO-499/SO-O2   on   000305-06  Mo 
nancomp 1  lance    noted    Major   areas    ln*pec ted,  const  actlvible* 
re   review   of    procedures   t/    observation    of   work    re    reactor 
coolant   piping   &    licensee   actions    an    previous    imp    findings 
HALL.R   E   ,     TOMLINSON,D  P        Rflglon    4,    Dallas.    Raaetor  Construction    i< 
Engineering   Support    Branch        CROBBMANiW  A        Region   4.    Dallafi 
QfClce    of    the   Director        80/02/20        7pp 

Q004010126  Responds    to    IE  Bulletin    79-23.     "Possible   Malfunction   of 
NAMCQ  Model    EAtBO  Limit    Suitchei    at   Elevated    Teirps    "   Updatos 
80O20I    response    to   NRC   Fisher   Controls    initiated    corrective 
action   t<  UettlnghausB    switches   not    affected 
TURNER. E  A        Houston   Lighting    (<  Ptimer   Co        BO/03/27        3pp 

8004140107  Corrects    typographical    error    in    uti 1    responsa    (BT-HU-AE-4I7) 
to  NRC    Insp    Repti    90-49S/79-19  !<   50-499/79-19 
TURNER.E  A        Houston   Lighting   S.  Power   Co        BO/Oa/Sa,       Ip 

8004070057  Ac k    receipt    of    791113  t,  B00212    1  trs    informing    NRC   of   sUpt 
taken   to    correct   violations   noted    in    IE    Imp    Rept* 
SO-4V3/79-15  fr   30-499/79-15 

BEIDLEiW  C        Region   4,    Dallas,    Reactor   Construction  &   Engineering 
Support   Branch,       SO/O3/11         Ip 

--B004070060  Respond*    to   NRC   BOO 124    Itr   re   violation   noted    In    IE    Imp 
Repti    SO-49B/79-13   «.  50-499/79-15  Corrective   actions 
concrite    placement    uas    revlbratad    «ati sf actorily    Vibrator 
opir'tors   will    be   retrained    every    ?O   days 
TURNER, E  A        Hou»fcon   Liohtino   (.   Power  Co        80/02/12        Bpp 

8004300028  Foruiards    IE    Insp    Repts    30-493/80-03  t.   30-499/80-03  on 
B0022i-a9      No   noncompliance   noted 

BEIDLE,  W  C        Region   4,    Dallas,    Reactor   Construction    tc  Engineering 
Support   Branch        SO/03/11        Bpp 


B004220233    Forwards     [k    Bullotin    3O-OB.      "Etam    nf    Co-ntfl  i  nmon  t    Llnor 
Penetration  Welds    "   Written    rcjoonae    roquircd 
SEVFRIT.K    V        Region    4,     Dallav,     Office    of    the    Director         90/04/07 


S      Reportable    occui  i  ences,     LFRs    -4-    related    correspondence 

B004O10332    Discusses    possible    leportable    deficlonri)     re     backfill    mail 
Extent    of    none  an  forming    bactfill     compaction    has    not    been 
fully    defined    Initial    testing    Indicates    that    notic  onf  ormanc  e  » 
aro    local  i  isd    Incident    will    be    reviewed    Curthor 
TVRNGR,E    A         Houston    Lighting    8     Ppuier    Co          BO/03/31          3pp 

8004O40394    Forwards    fiist     Interim    deficiency    i*pt    cansi-stlng     of 
ichema  t  Ic    drawing    of    logic     for    liner    platf    bulge    repair 
aPFlEA,<3    W         Houston    Lighting    t,   Pomer     Cn          BO/O3/24          3pp 

—  3Q04040409    Flitt    interim    dcflciencij    i  upt    cans  I  it  Jug    of    EC  hematic 
drawing    of    logic    for    liner    plate    bulge    repair 
•      Houston  lighting    t    POUJOP    Co         SO/O3/24         If 

Q004O40390    Advises    that    potential    dePlclenc-)    reported    on   BOQ226 
involvjng    main    fecidino    ruptui  e   u/Xaasumed    failure    In    »l«am 
ganerator    blowdown    si;s    dt>ea    riot    constitute    safety    concern 
Considers    mailer    c  toted 
OPREA.O  W        Houston  Lighting    t    Power    Co        80/03/37        3pp 

8004160334    Final    dcficicncij    rept    le    voids    delected    under    crostuvor 
leg    embed    plate*    Evaluali  on    shows    that    condiLlon    uou  1  d    n-o  t 
afflict    l-afotij    of    p  1  an  t,  Ihflr  at  or  o    nob    repartable    per 
1QCFRSQ    S5fe) 
TURNER.E    A        Houston   Lighting    &  Po-jel     Co        SO/04/09        3pp 

aOO'HH04S3    Interim   deflclencij    lept    r«    welds    In    aase-ntial    coo-ling   uiate 
iij*    Method*    to    verify    integrity    of    ueld    joints    jre    being 
evaluated    Second    Interim    rept    will    be    submitted    by    800i)13 
Bversiie    drawing    Indicating    weld    locations    artel 
TURNER,  E    A         (tout  ton    Lijfi*ing    &    Poyer    Co          BO/04/10          4pp 

8004130421    DeFill  untij    rept    re    unqualified    motor    op-orator    for    trip    k 
throttla    valve    of    turbine    driven    auiilidry    feffduatec    pump 
Defective    motor    operatoi  g    uill    tie    replaced    ui/IF    qualified 
pumps   mfg    bu    Terry    corp.prioi-    to    plant    -startup 
TURNER,  E  A        Houston    Lighting-    it    Pouer    Co         BO/04/11         4op 

B004290399    Interim   deflciencij    r-ept    re    ti-oVen    tlv-douin    itu-di    in    Unit    1 
polar   crane    rail    Caused    by    uielditig    ui/laui    range    parametera 
Enc  1    plan    Issued    for    intp    &    testing    of    selected    sttitfi    tc 
aoc-clated    plates-   FJI  loren    eiamlned    by    s  tud    supplier 
TURNER,  £    A        Houston    Lighting    >„  PO^OT    Co         30/04/16         l&pp 

T      Hearing    transcript*    on   non-ant*  trust    matters 


8004210312    Transcript    of   000327    hearing     t"    Botheida.MD  Pp    i-IH7 
*      Atomic    Safety    and    Licensing    Appeal    Panel         30/O3/S7         130pp 
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DOCKET    50-500   OAVIS-DES&E   fJUCLt/,R    POWEH   bTATIOrJ,     UNIT   2 

A      Application/construction    stage    docunents    !,    correspondence 


DOCKET   STN-50-508   UPPSS   NUCLEAR    PROJECT,     UNIT   3 

A      Application/construction    stage    documents    >i   correspondence 


B004040031    Advues    of     issuance    of    NUfiFG-05BB,     "Interim   Staff    Position 
on    Environ   Qualification    ot    ^at ely-Related    Electrical 
Equipment."    providing    guidance    TB    nethods    for    compliance 
ROSS, D   F         DIVIIIOO    nf    Piojett    Management         BO/Oa/OS         7pp 


S004040031    Advises    of     issuance    of    MJREQ-05BB,     "Interim    Staff    Position 
on   Environ   Qualification    of    Saf ety-ReUted    Electrical 
Equipment,"    providing    guidance    re    methods     for    compliance 
BOSS, 0   F        Division    of   Project    Management         BO/02/05         7pp 


G      Adjudicator^    correspondence 

9004030026   Memorandum    of    understanding    betueen   NRC   t   FEMA   re    prompt 
improvement    in   radiological    emergency   planning   !< 
preparedness, di itr ibuted    is    Board    notification 
OOaSICK.L   V        Office    of    the   Eiecutive   Director    for   Operations 
BO/O4/02        34pp 


0      Inipection   reports,     IE   Bulletins    1    correspondence 


0004040145   Forwards    IE    Insp    Repti    50-50Q/BO-01    »    50-501/80-01    on 
BQ0206   No    noncomp  1  lanc»    noted 

FIQHEL(-1,0       Region  3:    Chicago,    Rsactor  Construction  &  Engineering 
Support    Branch         BO/02/29        2pp 


B0040IQ340   Forwaids   mod    to   IJPDES   Permit   WA-002496-1    Mod    does    not 
involve    advsi se    environ    impact    01     safety     issues    t    dpet    not 
require   mod    to   CP 

RENBERGER.D   L        Washington   Public    Pouer    Supply    System         BO/03/21 
lp 

-- 9004010345  Mod    to  NPDES  Permit   UA-0021V6-1 ,  i ssued    to   WA  Public    Power 
Supply   Sys 
LEWIS, ND        Environmental    Protec tion   Agency         76/10/57         llpp 

6004280619  Advises    that    /91320   request    for    approval    of    alternative    test 
method    to   verify    mai    moisture    in    lou   hydrogen   electrode 
coating    is   accepted   Requests    that    notarlled    version    of 
request    be    sent    In   addition    to    specific    site*    for    use 
RUuENSTEIN,L   G         Light    Hater    Reactors    Branch    -1         BO/04/O4         3pp 


— B004040149    IE    Imp    Repts    SO-500/BO-01    !.    50-501/BO-Oi    or,   800206   No 
noncomp  1  lance   noted   Major   areas    inspected   condition  of   site 
contt   re    limited   uork    author i rat  ion 

WILL1AMS.C   C    ,     JQNES.C   £    .     GRANT,  U   D        Region   3.     CJiicago,    Office    of 
the    Director         BO/02/26        4pp 


B0041602B5  Advises    of    fundamental    mustatemunt    in   B00402  minutes    of 
SO 01 04  meeting   ui/utll    re   OA  program   unioniiatlon   Requests 
correction    to    reflect    that    fact    had    no    Influence    on    Local 
S9B  election 
REVNQLDS.N   S         Dsbevoise    I,    Liberman         BO/Ofl/IO         lp 


DOCKET    50-501    DAVIS-flESSE   NUCLEAR   POUER   STATION.     UNIT   3 

A      Application/construction    stage    documents    d    correspondence 

B004040031    Advises    of    issuance    of   WUREG-058S,     "Interim   Staff   Poiition 
on   Environ   Bual 1 f icat i on    of    Safety-Related    Electrical 
Equipment. "    providing    guidance    le    method!    For    compliance 
ROSSiO   F        Division    of   Project    Management         80/03/05        7pp 

0      Adjudicator^    correspondence 


B0041SO4'13   Requests    concurrence    In    use    of    ASME.  Sect  ion    III, Cod*    Case 
N-242  re  matls   c ert i F ication,  to   resolve   apparent    conflicts 
in  AS  HE    interpretations    of   certification   of    code   matin 
(1ENBERGER,  1)   L        Washington   Public    Power   Supply    Systsm         BO/04/11 
ip 

3004310239  Responds    to   600221    It]    re    schedule    foi    completing    revieu   of 
qualification    of    safety-related    electrical    equipment 
Schedule   for   completion    of    review  will    be   provided    after 
final     issuance    of    NUREG-05B9 

nENBEROei.DL       Washington   Public    Poiuer   Supply    System        BO/04/11 
IP 


8004030026  Memorandum  of   understanding   between  NRC  b  FEMA  re   prompt 
improvement    in   radiological    emei  gency    planning   tt 
preparedness, distributed   as    Board   notification 
GQBBICH.L    V        Of. ice    01-    the    E.ecutive   Director    for    Operations 
BO/04/02        34pp 


Q      Inspection   reports,     IE   Bulletins    !.    correspondence 


8004040145   Forward!    IE    Insp   Repts    50-500/80-01    t,    50-301/BO-01    on 
BQ0206   Mo    noncomplianco    noted 

FIORELLI.G       flegipn  3.    Chicago.    Reactor  Construction  (i  Engineering 
Support   Branch        BO/02/29       2pp 

— B004040I49    IE    Insp    Huptu    50-SOO/BO-01    ?.    50-501/80-01    on   BQ0206   No 
none  ompl  iatice  noted   Major   areas    inspected    condition   of   lite 
const    re    limited    uork    authoi  i lation 

WILLIAHS.C   C   .    JCNFS.C   E  ,    GRANT. U  B       Region  3,    Chicago.    Office   of 
the   Director         00/02/^6         4pp 


F      Security,    medical,    emergency    V   fire    protection   plans 

B00408D077  Advises    that    submlttal    date    for    evacuntlon    tlmo    (utlmates- 
requested    by  NfiC    791226    Itr.has    been   postponed    pending    OAO 
clearance    under  Federal    Repts   Act 
UfllHES.B  K       Emergency   Preparedness   Task    Force        DO/03/11        4pp 

Q      Inipection  reports,     IE  Bulletins   *    correspondence 

0004130220  Forward!    IE    Info  Notice  BO-IS,     "Inilrumont   Failure  Cause* 
Opening   of  PQJ1V  i  Block    Valve    "    No   specific    action    OP 
responie   necessary 

EHGELKEN.R  H       Region    S.    Ban   Francisco,    OfficB   of    the    Director 
BO/03/31        lp 

B004100109  Forwards    IE  Circular   80-05,     "Emergency    Dietol    Oenerator 
Lubricating   Oil    Addition  b  Hnslte   Supply    "   Mo  written 
response   required 

EIJOELKCNiO  H       Region   5,    San   Francisco,    Office   of    Ut   Director, 
QO/04/01         Ip 


8004110119  Forwards    IF    Info  Notice   00-13,     "OE   Type    BOM  Control    Suiitchea 
Defective   CAM  Followers    "   No    specific    action    or   rtsporli* 
required 

ENGELKEN, II  H       Region    5,    Ban   Francisco,    Office    of    th.   Director, 
BO/04/02        lp 

8004250082  Forwards    IE    Info  Notice   80-14,     "Safety   8uoge»tlon«   From 
Employees    "  Ha  action   required 

ENQELKEN.R  H       Region   5,    Ban   Francisco,    Office    of    the    Director 
80/04/02        lp 

B004I80139  Forwards    IE  Circular   80-07,     "Probienn   H/KPCI    Turbine   Oil 
Bijt    "   No  written   response   required 

ENQELKENiR   H       Region   5,    Ban   Francisco,    Office    of    th*   Director 
BO/04/03        lp 


8004230370  Forwards    IE  Dulletln   79-03A,    "Longitudinal   Held    D«f»cti    in 
ABHE  8A-310, Type   304   Stainless   Steel    Pipe    "   Action   required 
EN3E1.KEH, fi  H       Region    9.    8an  Francisco.    Office    of    thi   Director 
flO/04/0^        lp 


DOCKETED  ITEMS 
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9004230201    Forwards    IE    Bulletin   30-08,     "Eiam    of    Containment    Liner 
Penetration   Ueldi    "    Written    response   required 

ENQE1.KEN,  R   H        Region    5,     San  Franciaco,    Office    of    the    Director 
80/O4/07         1  p 


BQO4220201     Forwards     IE    Bulletin    QO-Oa,      "Etam    at    Cost  tainment    Liner 
Penetration    Ueltfs     "    Written    response     required 

ENGELKEN, R    H         Region    5:     San    Francisco,     Office     of     the    Director 
BD/04/07  lp 


DOCKET    STN-50-S09   UPPBS   NUCLEAR    PROJECT,     UNIT    5 

A      Application/construction   stage    documents    t    correspondence 

BOQ404O031   Advises    of    issuance    of   NUREQ-05G9,     "Interim  Btaff   Position 
on   Environ    Qualification    of    Safety-Related    Electrical 
Equipment,  "    providing    guidance   re  methods    for    compliance 
ROSS,  D  F        Division    of   Project   Management        BO/02/03,       7pp 


6004230370    Forward*     IE    Bulletin    79-03A,      "Long  1 tud 1 na 1    Weld     Defects     in 
A5ME   SA-312,Type    304    Stainloss    Steel    Pipe     "    Action    required 
EfJSELH,EN,K    H        Region    5,     San    Francisco,     Office    Df    the    Director 
80/04/04         lp 


DOCKET    90-510    BLUE   HILLS    STATICIN-     UNIT     I 
0      Art jud  1  cato-ry    correspondence 


G00401O340  Forward!   mod    to    NPDES  Permit   WA-00249A-1    Mod    does   not 
involve   adverse    environ    impact   or    safety    issues    &    do*i   not 
require   mod    to   CP 
RENBEROER.D  L        Washington  Public    Power   Supply   System        80/O3/21 


SOQ4O30036    Memorandum    of    under  f  taiid  1  ng     hctwoen    NRC    !c    FEMA    r*    prompt 
improvement     in    radiological     emergency     planning    C. 
preparedne-s  SP  d  L  s  tr  i  butod    as    &oai  d    notification 
QOSgiCK.L   V        Office    of    the    Executive    Director    for    Operations 
BO/04/Oa          34pp 


— 0004010343  Hod    to  NPDES  Permit   WA-Ooai96-l, i ssued    to  MA  Public   Power 
Supply    Byi 
LEWIS. N   D        Environmental    Protection   Agency        76/10/27        llpp 

B00429O619  Advliai    that   791220   request    for    approval    of   alternative    test 
m»thod    to   verify    mai    moiaturs    in    1  oui    hydrogen    electrode 
eoitlng    it   accepted   Requests    that    notarliad    version   of 
[••quoit    be    sent    In  addition    to   specific    sites    for   utf 
BUQENSTEIN.L  8        Light   Mater    Reactor*    Branch    4        QO/04/04        5pp 

8004J602B5  Advise*    of    fundamental    ml  iitaterngnt    In    BOO  4  02  minutvs   of 
BO01O4  maiting   u/util    re  DA  program   unlonliatlon  Reque'sts 
corractlon    to   reflect    that    util    had    no    influence    on   Local 
598   election 
REYNOLDS- N  3        pebevolie   «,  Llberman        BO/O4/10        lp 


DOCKET   50-511    BLUE    HILLB    STATlDtJ,     UNIT    2 
Q      Ad judltatory   correspondence 


8004030026    MBmorandum    of    understanding    between    NRC    E,  FEHA   re    prompt 
improvement    In    r-ai  lo  1  og  I  c  a  1    emergency    planning    ti 
prajiarednesi .  dl  a  trlbu  ted    a&    Hoard    not  i  f  Icat  ion 

OQS6ICK,  L    V         Office     at     the    Executive    Director    for    Operations 
ecVQ'1/02          34pp 


DOCKET    90-513    UPPSS    NUCLEAR    PROJECT.     UNIT    4 

A      Application/construction    Etage    doc  umonta    !i    c  arrespotldence 


B0041 30443  Requests    concurrence    in   use    of   ASMEr Section    III, Cod*   Case 
N-242   re   matli    eertif lcation( to   resolve   apparent   conflict* 
in   ASME   inttrpretatlons    of    certification   of    code  matls 
RENBEROER.D  L        Unhlngton   Public    Power   Supplg   System        80/04/1 L 
lp. 

B0042102B3  Reiponds    to   800221    1 tr   re    schedule    for    completing   review  op 
qualification    of    safe ty-ralatsd    electrical    equip  mint 
Schedule    for   completion    of   review   uiill    be    provided    after 
final    Utuance    at   NUREO-03Ba 

RENBEROER.  D,  L        Washington   Public    Pouer   Supplg   System        8O/04/11 
IP 

F      Becurltiji    medical,    emergency    b   fire    protection    plani 

B004OBOO77  Advises    that    submlttal    tlite    for   evacuation    time    Bitlmates. 
required    by    NOC   791226    Itnhas    been    postponed    pending    OAO 
clearance    under   Federal    Repts    Act 
CRIMES,  B   K        Emergency   preparerines i   Talk    Farce        30/03/11        4pp, 

0      Inspection   report*,     IE   Dulletlns    ti   correspondence 


3004040031    Advises    at     lEuuance    of    NUREO-053B,      "Interim   -Staff    Position 
on    Environ    Qualification    of    Safe  tig-Related    Electrical 
Equipment,"    providing    guidance    re    mvthadi    for    compliance 
RDSB,D  F         Division    of    Project    Management         80/03/09         7pp 

BOQ4210'!QB  Dequetts    addl     info    i-o    changes    t    studies    propoiuij    in   App    F 
of    7113O3    reply     to    NfJC    7'?102S    1OCFRBO    54    requests     toncernlnfl 
design   adequacy    of   H'.W   NSBS    utllliing    once-throuflh    steam 
generators 
PARR.O   D         Light   Water    Reactors    Branch    3        80/03/25        6pp 

8004230619   Advises    chat    7-?l?20    request    for    approval    of    altarhjtlvo    test 
method    to    verify    mai    moisture    in    loui    hydrooen    electrodn 
coating    is    accepted   Requeits    thai    tiotariicd    version    of 
request    he    tent    In    addition    to    specific    site*    for    use 
nUBENSTCIN.L    B        Light    Water    Reactors    Hrancd    4        BO/04/04         3pp 

SO041A0235   Advise*    of    f irndamon ta 1    ml asta temen t    In   G00402  minute*   of 
000104  meeting   u/utll    re    OA   program   tin i oni i ation   Requests 
correction    to   reflect    that    util    had    no    influence    on    Local 
S7Q    election 
REYNOLDS,  N  B        D-ebevoise    *    Liberman         30/Ort/lO         lp 


B0041BOaao  Foruiards    IE    Info    Notice   80-1B,     "Instrument   Failure  Causa* 
Opanlng    of  PORV  t.  Block    Valve    "   No    specific    action   or 
response   necenary 

ENOELKEN.R   H        Region    3,    San  Francisco,    Office    of    the  Director 
90/03/31         lp 


B00421O2B5    Respond*    to   8002?!     Itr    re    tchedule    for    completing    reviou  of 
qualification    of     iflf  e  tij-ra  1  ated     elactrlcal     eaulnmant 


8004 1 00 10?  Forward!    IE  Circular    BO-OS,     "Emergency   Dieiel    Oenerator 
Lubricating    Oil    Addition  1   Omits   Supply    "    No   written 
risponte   required 

ENOELKEN.R  H        Region    5,    San  FrancUco,    Office   of    the   Director 
BO/04/01         lp 

B004H0117  Foruards    IE    Info   Notice   BO-1O,     "OE   Type    SBM  Control   Surltchvc 
Defective   CAM  Followers    "   No    specific    action    or   response 
required 

ENOELKEN-R.H        Region    3,    San  Francisco,    Office   of    the   Director 
80/04/02        lp 

B004220032  Forwardt    IE    Info  Notice   BO-14,     "Safety   Suggestion*   From 
Employees    "    No   action    required 

EMOELKENiR   H        R«olon    5,    Ban  Francisco,    Office    of    the   Director 
BO/04/02        In 


B0041B0139  Forwards    IE  Circular   80-07,     "Problems   W/HPCI   TurbinU    Oil 
Sys    "   No  written   response   required 

ENOELKEN.fl   H        Region    5,    San  Francisco,    Office,   of    the   Director 
80/04/O3        lp 


312 


DOCKETED  ITEMS 


- -60043EOQ  f  •)     It    In-p    fiept-    5y-  160,  GG-Q?    '-    5Q-513/BO-02    on    B00211-15   No 

components,  s  a  t  e  t  y    relate!    piping    installation,  uelder 

training    '     uield     Filler    mall    control 

DODDIJ   fi    T         Region    5      " ir    Francisco.     Reactor   Construction    !. 

Engineering    jjpp.on    linnet.         U-tGIiEfl    U    J    •     HftlST,  D   P         Region    5,     Ban 

Francisco      Urnce    r,f    the    DlrettoT          80/03/1S         8pp 

•3004150220   Fcrgatds    1C    Irts    Nolle*    6u-12,     'Instrument    Failure    Causes 
Opening    or    FORV    '     Disc.    Valve         f'o    specific    action    or 

EIICELKEM.R    H         Rejior.    5      ;an    Francisco,     Office    of    the    Director 
60/03/31          lp 

BC04100109   Forwards    IF   Circular    Bd-05,     "Emergency    Diesel    Generator 
Lubricating    Oil    Addition    '.   Qnsite    Supply    "    No    urltten 

ENGELMEN,  R   H         Region    5.     San    Francisco,     Office    of    the    Director 
80/04/01          lp 

3004110119   Forwards    IE    Ir.ta    Malice    80-13,      'GE   Type    SDH   Control    Switches 
Defective    CAH   Followers     '    No    specific    action    or    response 
required 

Ef'GELKEN,R   H        Region    5,     E,an   Francisco.     Office    of    the    Director 
80/04/02         lp 

B004220052   Foruards    IE    Info    Notice    3U-14,     "Safety    Suggestions    From 
Employees    "    No    action    required 

ENCELHErj.R    H         Region    5,     San    Francisco,     Office    of    the    Director 
SO/04/02         lp 

0004180139   Forwards    IE   Circular    BO-07,     'Problems    1J/HPCI    Turbine   Oil 
Sys    "   No   uritten    response    required 

EIJDELKEN.R   H        Region    5,     San    Francisco,     Office    of    the    Director 
BO/04/03         lp 

8004220201    Forwards    IE    Bulletin    BO-06.     "Eiam    of    Containment   Liner 
Penetration    Welds    "    Written    response    required 

ENOELMEN.fi    H         Region    5,     San   Francisco,     Office    of    the    Director 
60/O4/07         lp 

8004230370   Forwards    IE   Bulletin    79-03A,     "Long i tud.na  1    Weld    Defect,    in 
ASHE   SA-3l2,Type    304   St-ainlsss    Steel    Pipe    "    Action    required 
EMGELKEMiR   H        Region    5,     San   Francisco,     Office    of    the    Director 
80/0-1/04         lp 

8004230339   Ack    receipt    ot    B00318    Itr    informing   NRC    of    steps    taken    to 
«ln-'i*V    vlolations    noted    in    IE    Insp    Repts    50-46O/79-13   & 

SPENCER. G   S         Region    S,     San    Francisco.     Reactor    Construction   t 
Engineering    Support    Dranch         83/04/OB         lp 

-8004230248   Responds    to   NRC    600226    Itr    re    violations    noted    in    IE    Imp 
Repts    50-460/7-)- 1 3   J,   50-513/79-13   Corrective    actions 
irfentiried    '.    described    nature    4    e. le.it    of    referenced 
admlnl  s  trat  i  /e    t>    security    controls 
RENBFHGER.D   L         Washington    Pubilc    Pouer    3upply    System        BO/03/.B 


DOCKET    50    514    PEIiBLC   SPRINGS   NU:LEAR    PLANT,     UNIT    I 

A      Application/construction    stage    documents    t    c nr rospqndonc e 

B004040031    Advises    of    issuance    of    NUREG-058a,     "Interim   Staff    Position 
on   Environ    Qualification    of    Safety-Related    Electiical 
Equipment,    '    providing    guidance    re    methods    for    compliance 
ROSS,D   F         Division    of    Project    Management         80/02/O9         7pp 

8004210405   Summary    of    80O329   meeting    u/neai -term    CP    applicant*     in 
liethesda,  Ml)    IB    cvaluatiun    of    progress    made    to    date 
establishing    proposed    rpquii emunts    stemming    from   TM1-2 
accident 
THOMAS,  C    Cl         Standardiiation    Branch         80/04/03         63pp 

QOO'1300074    Summary    of    800319   mooting    u/Near-Term    CP    Applicants    Group 
in   Qethesda,MD  le  matters    related    to   resumption    of    CP 
application    review   activities    associated    m/TMI-2   accldonl* 
THOMAS, C   0        S<-andardiiation   Branch        SO/04/03         ISpp 

B004240557   Summary    of   S004O3   meetini)    u/Neai  -Term   Cl'    Applicants    Group     in 
Detliesda/HD   re   progress    made   establishing    proposed 
requirements    stemming    flora    TM1-2    accident    Pi  Dposed 
requirement    category   assignments    oriel 
THDMAS.C    D         Light    Hater    Reactors    Dranch    1         (1O/04/0/         -1/pp 

D      NRC    Draft/Final    Environmental    Statements^     suppls    f>    cgrrnspaiidpiic  e 

B004280112   Foruiards    Final    Suppl     1     to    FES,  NUREG-73/02')   t,    rolaled    FR 
notice 
BALLARD.R   L        Environmental    Projects    Biancti    1        00/04/10        ^pp 

--80042BOI14  Notice   of   availability    of   final    fJuppl    1    to  ( COr  NUHrO-/9/oatl 
HALLARD.fi   L        Environmental    Projects   Ilranch    1        nO/04/OV        Jpp 

—8004280118   Final    Suppl     i     to    FES 

*      Office    o^   Nuclear   Reactor  Regulation        NUIIITO  -/H/OS1        f)0/04/:iO 
aOpp         Available   at    NTI3 

B004290500    Informs    that    NRC    project    notice   was    nnnigned    file     UU*    1. 
number    "Final    Suppl    to  final    Pebble    Bprlngs   lit!,"    t.  NumbBi- 
8004   4   760   Thirty-day    revieiu   began   800422 
#      Oregon,     State    of         00/04/22         lp 

F     Security,    medical,    omornency   !.    fire    protection    plant 

8004180359   Responds    to    NUC    7V122ft    request    fgi     info    ,,    Bvac.-flllon    t  Im. 
estimates   around    future    plants   Foriuai  ds    lummury    ropt, 
•Evflcuation   Time   E-stimatos   For   OlllUm  «.  Hnrrou  (.iiunti  >»,    (11) 
(•  Klickitat   County,  WA   " 
i-INDBALD,W   J         Portland    General    Eluclrlc    Co         HO/04/04          1 1) 


*      Portland    Sonera]    electric    Co        EIO/03/:il 


ltr    "tfofiiinB    NRC    of    step,    t.k.n    to 
"'    IE    In5P    ReptS    50-^0/79-13   £ 
I!      Be?ueita    lnfo   "    n-tui-*   »   "tent    of    referenced 
ative    *    security    controls 


»      Portland   General   Elaclric    Co        t)0/03/:u        ;'lpp 
0     Adjudicatoi  y    c  on  eipondcnce 


i    n,^(e*I'Vei.U'Bltl   feaye    identified   as    infraction 
-n  ni         u"\    °  "ontTo1    acc"a    *•>  Level   C   stora 
-R,D   L         Washington   Publ.c    Power    Supply    System 


80/02/19 


E    In5p    Repts    50-460/79-13   t,    50-513/79-13   QI. 
of  violation  4   deviation 

i,/1^Sa"-,Frfln':'"01    Fofll   F"'lity    t  Materials 
J 1 / I  a        2p  p 

CD"'°   "fC1I*    °*   vlolatinn    from    insp    on    791201-31 
«egion   5,     San   Francisco,     Office    of    the    Director         00/01/15         lp 


n5  r 

R.Sion    5.     San   Francisco,     Off.ce 


if    the   Director        BO/01/iS        lp 


Hearing 


BQWER8.E  8        AtomU   a.-.L,    and   Licens.no   Do.rd    Panel 


i 

,   Director 


DOCKETED  ITEMS 


Order    le    OR    Energy    Tacllitg    Siting    Council    BO0314    ardor 
futpandlng     pi  oceud  I  rig     until    E1107DI     Directs     parfcl&s     to    Inform 
AELtt    re    effects    of    auipcnilan    an    site    suitability 

6         Morale    Safety    mid    Lie  mi*  Ing    Hoard    Panel         GO/O4/03         lp 


80041302.13    rtuflponipj    to   A3LU    HOO'lOS    order    ra    Stata    of   0(1    Enoi-Hy    Facility 
Oi  t  ing    Council     Q003B-1    ordor    impending    proceeding    until 
010701    Council    action    does    not    affect    NRC    position   ro 
continnanco    on    >  1  1  o    <ultabllft<j    Certificate!    of    Bvc    end 
BDRDCNICK,!)    H         Hoai  iiiff    Dranth    <|         QO/O4/  1  1          4p  p 


El  0040300^6   MufliOT  andum    ot     u 
inprovoment     in     i  ad  i  u-log  i 


QDBSICKpLV 
30/00/02 


5.1  and  i  rig     bstueen    NHC    I    FEHA    re-    prompt 
HHIDI  gpricg     plsupnnip    *. 
fioiiT  J    no  1  1  f  i  cat  i  on 
of     the    F.«et  ul  I've    Director    fat     Dpoi  at  I  onii 


0004150092   Order    ro    OR    Fnerjij    Jacility    lilting    Council    BOCI3H    ordoi 
suspending    piucending     nil  I  il    (110701     Uh  isc  U    p,nrt.iei     to     In-for  m 
ASLU     ro    ef  -fflc  ts    or     Bmpn  115,1011    "i,     *ltt>     au  i  tab  I  I  I.  tij 

.  E    B         A  I  urn  It    &af*ti|i    mid    licensing     Uoai  il    Paiiol          n.O/04/OJ 


DOCKET  30-313  I'EBUI  E  SCFIINOS  NUCLEAR  PLANT,   UNIT  a 

A      Application/construction    «tjo.e    documents    t,    c  orr  impendent  t? 


PQQH04QQ3L    Advlso*    of     l»iuanco    of    NUKCd-ODEra,     -Int«i-lm    Qtaff    I>Q«itlon 
on   Environ   Oual  1  f  icatl  on    of    Sot  oty-Re  I  abort    electrical 
Cquipmonti"    providing    ouidanco    ce   mctliodt    for    compliance 

r         lHvUlon    ut    frojoit    HanJi9Bmffnt         QO/02fQS        7pp 


[JOO1S10403   nummary    of    (IQlX^'li   martlng    mVn  far-  term  CP    applicant.!    In 
Ifntheujj.,  fit)    ro    evaluation    oF    piagrei*    ntatla    to    datu 
«  ttdb  1  lih  in^g    prnpotad    rimulromonti    t  toflimlug    from    TMI-B 
jtcc  itfen  t 
TlinHA3i  C    0        atandardliation   Oi  anch 


S']J   Ro*porne    to    rt'-il  H    HOU'IO:i    or  del     i*    fitdlo    of    tlfl    Eriorgi| 
31 1 1  tig    Count  I  1    CI00.11  >l    onlai      »usp«nJlng     procacding     until 
(J10701    (.'(.until     action    dofls    not    driact    fJIIC    position    ro 
Can  1 1  nuaum    on    fiLc     ml  tiib  L 1  1  tit    CfitifliJlo    oF    Svc     one  I 
HORDENlCR.tl    rt         tlaarmi    Hraneh     <l         CiO/O'l'll          Ipp 


110CKET    BTfl-50-SlCi    JAtlLBI't]HT    NUCLt  rtfl    ^rAllDH,     UNIT     1 

A      App  1  icflU  nn/coiitlcuc  t-ion    itage    ilocumontr    V   corrotp  ond  i 


EIOO'1O'1O031    ftttviiea    a*     muniKQ     uf    NURLS"  OUfin,     "  [ri  t  «i-lm    Htaff    f'odtlnn 
Oil    Fiivil  on    Qu^H  f  1  Cfl  U  on    of    [iJtetv    ^oUt.«d    CUctiicoL 
ri^ul  pmcnt .  "    p  rovi  if  Ing    ij-uiilantfl     re    methods     for    compliant* 
PDS9.D   T         OlvUiun    of    ljiojoct    Man  a  g  onto  tit         HO/0^/0&         7pp 


QC043D0074    Qummary     qf    (30031?    matting    uiXN  oar  -Tarn    CP    App  1  icnii  (.«    Qraiip 
In    Dothnida.Ml)    ra   matters    related    to    r  e»umj)  tlon    of    CP 
application    rovlaui  jctlvttl»»   £1  ROC  I  at  nd    iu/TMl~l!   accldonti 
THOflMf,  C    D         EltanddTdUatlon    Mranch         liO/04/03         12pp 

£10042403.37    Summary    of    [100102  coating   u/N««.i—  form    CP    Applicant!   Croup    Ln 
Ilotfi  »«  da.  Ml)    ra    pi  ogrffit    nad?    01  tab  I  1  »h  I  ng    prop  fund 
r  «qu  iramenti    •timmlngi    f  i  om    flll-i?  nccic)*nt    Propotod 
riquirnmont    cotsjori;    4  1  »  i  gumffnt  t    enc  1 
THQMAg.C    Q          Light    Water    llenctpr*    fli-amh     I          fJO/Ofl/07         17pa 


smoigoncg    ',    fire    piutectlon 


D       NUG    Drsif  t/f  1  na  I    Envi  ronmantfll 


tgpjiln    If   qorru*  pond  »ncn 


ooo-vanoita  rorunrji  Unai  Quppi   i   to  ri-:ti.«unE<j-7s/oas  e.  roiotmj  rn 

notic« 

,  n    L         I  nvlroiimBiitol    Projc-cU    I3i-Jincfi    1         00/04/10        app 


Nntleg    of    avnl  Ub  1  II  tij    ui    Final    (!u|ip  1     ]     la   I'Etl 
DALLARDiR    L        Ctivironmonto  1    Project*    Branch     I         00/0-1/09         Sop 

--  nOOISQOlld    Final    Hupp  I     1     to    FTC! 

»      Of  Pin*    nf    N^clBar   (Uvtcloi-   Ittgulallan        NIJFItO-  -Ja/OiOt        UOX04/:it) 
HOpfl         y\val  Ubl*    at    NT  I!J 


InPormB    lliat    NI'C    prnjact    ntlUc*    unv    anlgned    til*    title 
number    "final    tlupp-1    to    finjl    I'abb  I  »   tlprlngi    rttli  "    E<   Number 
UQ04    4    760    Thirty  -day    rnvltibj    bdfi*!) 
*      Ur«oom     tit  it*    of 


Qscur  1  tij,     mo  J  lea  I  ,     Bm*i(|viicy    C.    fir*    (i  rot  re  U  on    pi  an* 


F(«»poncl«    to   tinC    7flSffh   rtiiueit    far    Info    rn    evacuation    time 
a*  Urn*  to*    a  round    futura    plintt    foruj*i'd«    lummaru    rnp  ti 
"Fvicuation    Tina    L"ttlni*t»t    f-or    01  1  I  I  jm  t,    Marrow  Coutitiei,    On 
b   Kllclltat    County,  WA    '• 
LlNOtlrtl  D.  W   J        PortlfliU    Oenoml    LUetrle    Co         00/01/04         lp 

-    aOO-l  100361    "Evftcuji  t  Ion    llmt   titlmjto*    far    Oi  11  i"m    &  Horrou  Countlni, 
OR   &    KHtHtut   County  HA   " 
«      PortlJind    0»n»ml    ricttrlc    Co        QO/03/,11         21pp 


Arf  jud  (  cntoi-ij    c  or  'titiotidtne  9 


0004080137   Updfltet   B&OniO    llr    aubmitUd    to   AHLD    Final    luppl    to    FEB   r» 
alternative    titm    will    be    lisucd    15   d^v*    *Pler    B00331 
i  B    H        JOtrlng    Dfjnch    4        QO/03/?4         lp 


WO4S3Q37&   Fcrv*TiS%    atnti    of    OR    Enerji;   FftclHt^    Biting    Council    000311 
ard-tr    lutpanding    further    praciidlngB    In    »lt»    curt  IFlcate 
Jippl  ICJltlon    until    810701    Certlficat"    ot   Bvc    nncl 
8ANDYIK.R    H        <Juttl  C.D.  l»pt    il        00/0^/26         Spy 


OO040008197    Drd*r    r«   utll    800213 


th*t 


camplition 


ulll    b*    d»l«^ad    until     1790)    Oranti    partial    10    <fay  t>  from 
rttalpt    of    ordvi-i  to    rgiponi)    to   NIC    900310    luggvitlanl    to 
procted    u/Blte    tulttbllittj    mattart 
nOHER3,  E    8         Atomic    S*frtv    arid    LUenilng    Board    Panel         DO/03/27 


ilOO'10000//    Advi  SB5     that     lubrnitlal     Jat  f     f  01     pvocuJt  Inn    time    fi  t  tmale  I  , 
roquflite-d    hij    NfJC     /rJlP?A     Itrihd.    -i?oii    pottponod    po-rii(ln.ii    GAC1 
cloavanc*    uncloi     rcioiJl    Unpli    Act 

H         Lmcijt,,.^    I'rap  ji  cd  ncsi    Tfl»k    force         [!0/O'3/  1  I          4pp 


0      Ad  jud  I  Cfltni  ij    c  an  espon 


30010301)^6   Momon  andum   of    undqi  »  tan  J  Ing    butoJoon    NHC    fc    FEMA    rt    prompt 
Imp  rovcnmi  t    In    ladlolqjtcal    crtiorjiirKil    planning    '' 
pr  vparffdiiet  iii  il  l  iti  I  tiutad    ni    Hiai  d    notification 

QCI3fi]CK,  L     V         DPfUv    of     the    ll.etuUvo    DlrocUr    for    Cp  ifru  1  1  inn 
00/0'1/OP        'I4pp 


fiOO'113031;1   Tontli    »Utn»    it'liU    poi     All  All    i"VOi07    Indefinite   ojt«n»»Dn    for 
NRC    t-o    retpond    tu    Buffnlt    Cnunty    motion    to    File    t  upp  I  «mnn  t«  1 
brief    Iflal    action    plan    Liinloruji;    Nn   urlttan    doclilon    on   cojl 
plant     Inuod     by    NY    itoai  d    on    Ductile     Oouc  r/it  I  uii    Ulting 
.  II    M         Hoai  in-j    Ursine  h    A         110/0-1/11          ,'pp 


--OOO4I  SO  119   Circular    Itr    tu    ji  I  1    paiuor    loactni    applicant!    t,    HCIIKBBI    rl 
flunllFltjltom     tif    iirictnr    Dpointciii    I  ciruai  1)1    revised 
cilterln     la    tip-    and     in    [OdcLttr    o|ie'.ifoi      bialiilng    ^     llotnlitg 
«vfl  1  intion    under    currv'U    tojuljtiom    U/Cor  1  1  f  itji  I  o    of    13  vc 
DCHTOIJ,  II    [1          tlFritp    of    Nut)  oar    lfo»clor    Irngu  I  at  liu>         HO/0')/>'!J 
BOpp 


Q      Irnpec  tl  on    ropnrtir     IE     lln  I  l«  1  1  HI    t   c  nn  uipund 


Rnipondi    to    It    l)u|]«tln   iff)  OJ  rtmrro*!    ail»nrbtr    cell*    h^vo 
not    been   puichAied 
F'LABKCIH,  <)    I          long     lilflnd    LigMing    CD          CIO/O'I/I'*          lp 

fiOO*1302/-l    f-orwaidi    IE    [nffl   Nolle*    (JO    )2.     "  1  nitriimon  t    Tallura    Cauiai 
(l<ienln-g    of   PIir.IV    (.   U  1  oc  t    V.llvn    "   No    ipocl-fli    Acl-ton    or 
riaponi*    me  intjrn 

aflIFfl.ll    H        Iteglon    I,    I'M  I  ailv  I  ph  i  a,     tlfficc    or    tlio    U-liector 
lp 


£100'10'?i)OA')  ForiuariH.    II    Circular    GO-OOp     "f  merifBneij    lllfl«.»l    Oonerator 
LubrlcdUng    11M     AJdlllnn    >.    Oil  lite    EIupplij     "    No    ur  1  1  1  an 
r  a*p  am  s    poqu  trs  d 

H        (laglan    1,    JJh  I  I  ado  1  ph  la,    Offlm    of    I  he    D  I  rut  1  01- 


1)004  1  10140   Forw»rd»    II     Info    Notice   BO-13.     "Ot   Typff   £inM  CDhlrnl    Oultchet 
U»f*ctivf   ("AH  r-olloujtrt    "    Hu    iiTitto-n    i  o-ip-unvv    r  PUD  trad 
Of!  I  Eft,  11    11        fivgion    I.    Philadelphia,     nffice    of    th«    Dlroctur 


rorunrdi    IF    Info    Malice   EO-11,     "Gafaty    QuggiBit  i  ani    From 
Emplc>ue*(-    "   No   action    required 

CRIbfl'.fl    II        Rrgion    1,    Philadelphia,     OFfno    at    the    nirnttor 
BO/OAfQS        lp 

a00418OU'>   Foru*rdi    1C   Cirtulnr    1SO-0/,     'Problem*   M/MIMM    Turbine    Oil 
By*    "    No    uritten    raipontc    required 

CRIER.  D  H        Region    1.     Phi  I  afle  I  ph  14,    Office    of    tha    Director 
flOXO'l/03        lp 
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'3!)04;!3Q49]    FcruJidi     IE    Bulletin    /9-03A,     "Longitudinal    Held    Defects    In 
ASME   EA-31.J    Type    39.)    Stainless    Steel    Pipe    "    Action    required 
GRIEf.H    H         Region    1,     Philadelphia:     Office    of    the    Director 
BO/04/01         If 


60041B0179  Forwards    IE  Circular   BO-07,     'Problems    W/HPCI    Turbine   Oil 
5ys    "    No   written    response    required 

GRIER.fl    H         Region    I,     Philadelphia.     Office    nf    the    Director 
eO/O'l/03         IB 


•Du041BOI4l    Foruardi    IF   Hujlstin   QO-OB,     'Eiam   of    Containment    Liner 
Penetration   Welds    "    Wiitten    response    required 
GRIEfi.B    H        pegiori    1,     fh  i  lade  Ipti  la,     Office    of    the    Director 
BO/04'07         \c 


8Q04230,!'?!    Fnrcuards    IE    Bulletin    79-03A,     "Longitudinal    Weld    Defectg     in 
ASME   SA-312.  Type   304   Stainless    Steel    Pipe    "    Action    required 
GfMEFl,0   H         Region    1,     Philadelphia,     Office    of    the    Director 
BO/04/04         lp 


T      Hearing    transcripts    On    non-antitrust    matteri 


BOO'IIOQ'ISQ    Testinony    before   >\i    State    Board    on    Electric    Generation 
Siting    £.   Environ    re    proposed    Jamesport    facilities 
KLEIN, JV         Suffolk    County,     Iff         79/07/10         Gpp 

~-a0041004fiO    Testipiong    betore    lit   State    Doard    on   Electric    Generation 
Siting    I    Environ    re    proposed    Jamesport    facilities   Prof 
qua] i i icat ions    enc 1 
CEISELMAH,  J   IJ         Suffoll    County.     NY         79/06/29        6pp 


80041BOI61    Forwards    IE  Bulletin  BO-OQ,     "Eiam  of   Containment    Lini 
Penetration    Welds    "    Written    response    required 
CRIER, D   H        Region    I,    Philadelphia,     Offlte    of    the   Director 
BO/O4/07         lp 


T     Hearing    transcripts    on    non-anti  trust   matters 


SOO'1100450   Testimony    before    NY   State    Hoard    on   Electric    Generation 
Siting   fr  Environ    re   proposed    Jamesport    facilities 
KLEIN,  J  V        BuffoH   County,    fJV        79/07/10        Bpp 


--6004100472    Testimony    before    NV   State    Board    on   Electric    Generation 
Siting    i.    Environ    re    proposed    Jamesport    facilities    Related 

CIAHDIKA.P    A        Suffolk    County,     NY         79/06/39        2Spp 


-BOQ41Q04AO    Testimony    before    NY   State    Hoard    on    Electric    Generation 
Siting    1    Fnviron   re    proposed    Jamaspnrt    facilities   Prof 
qualifications    enrl 
OEISELHAN.  J   N        Suffolk    County,     NV         79/06/29         6pp 


DOCKET   STk-SO-517    JAMESPURT   NUCLEAR    STATION,     UNIT   2 

A      App I ication/canitruc ti on    stage   documents   t   correspondence 


-8004100-172   Testimony    before    NV  Stale   Hoard    on   Clectilc    GenDratlon 
Siting   t,  Environ   re   proposed   Jamotport    facilities   (IilJited 
diagrams,  ref    &   prof    qualifications    end 
OIAROIWA,  P   A        Suffplk    County,     NV         79/06/21?         SSpp 


3004040031    Advues    of    issuance    of    NUREQ-059B,     "Interim   Staff    Position 
on   Environ   Qualification    of    Safety-Related    Electrical 
Equipment,"    providing    guidance    re   methods    for    compliance 
RDSSi  D   F         Division    of    Project    Management         BO/02/05         7pp 


DOCKET   STIJ-SO-S1B   HAFUSVILLC   NUCLEAR    PLANT,     UNIT    I 

A     Application/construction    stage   ducumonti   1  correspondence 


F      Security,    medical,    emergency   (<   fire   protettion  plans 

B0040B0077   Advises    that    submittal    date    for    evacuation    time    ettimates, 
requested    by    NF)C    791236    Itr.has    been    postponed    pending    OAO 
clearance    under    Federal    Repts    Act 
GRIMES. B   K        Emergency    Preparedness    Tast    Force         80/03/11         4pp 


B004040031    Advises    of    issuance    of   NUREO-050B,     "Interim  QtBpf    Position 
on  Environ  Qualification    of    Safety-He  latnd   Electrical 
Equipment,"    providing   guidance   re  methods    for    compliance 
ROSS.D  F        Division  of   Project   Management        00/02/03        7pp 

F     Security,    medical,    emei  goncy   &   firo    protection    plani 


O      Adjudi 


8004030026  Memorandum  of  understanding  between  NRC  &  FEMA  re  prompt 
improvement  in  radiological  emergency  planning  fc 
prepareilnesj,  distnouted  as  Board  notification 
GQSSICK.L  v   Office  of  the  Eiecut^t  Director  for  Operations 
HO/04/02   -3,lpp 


th  statu9  "P*  Per  ASLAB  790607  indefinite  a, tendon  for 
NRC  to  respond  to  Suffolk  County  motion  to  file  supplemental 
brief  Tas*  action  plan  underway  No  written  decision  on  coa) 
plant  issued  by  fJY  Hoard  on  Electric  Generation  Sltlno 
BORDENICK.H  H    Hearing  Dranch  4    60/04/11    2pp 

^Inspection  reports,  IE  Bulletins  t,  correspondence 

9004230036  Responds  to  IE  Bulletin  BO-O3  Charcoal  adsorber  cell,  have 
nov  DLfGn  purchetloo 
PLASKOtJ.R  E    Long  Island  Lighting  Co    80/03/19    |p 


3004080077  Advises    that    submlttal    date    for    evacuation    time    eitlmates, 
requested    by    NRC    /7I22A    Itr.has    been   pottponed    nuiidliig   O.AH 
clearance    under   Federal    Reptt   Act 
OBIHEBiD  K        emovgency   F'reporednesi    Task   Forte        00/03/11         4p 


0     Ad  judicatory    con  eipondeiicc 


0004030026  Hemorandum  of    understanding    between  NRC   i,  TEMA  ro    prompt 
Improvement    In    radiological    emergency    planning   d 
preparedness,  diitribuled    as    Hoard   notlPUaUon 
GDSBICK.L  V       Office   of    tho   Enecutlve   Director    for   Ui)«r*tlont 
SO/ 04 /OS        34 pp 

Q^    Inspection   reports,     IE   Oullelim  4  1 01  rospond.«ncn 

8004090352  Forward,    ir  Dullibtn   00-03,     "La,,   of   Ch,rco,l    from   Otd    Tup. 
II. Two-Inch, Trau   Ad.orbor   Cells    "   Action   reo.u(p«<( 
0  REILLY.J  P        Region  B,    Atlanta,    Office    of    the    Dlrsctnr        QQ/QS/Ob 


. 

reiponie   necessary 

80/03/ai"      ,Jtfllon    ''    p"'ladelBh,a,     Office    of    the   Directo 


n«       ru'ardi'  le  In*P  R«PU  50-8IO/BO-03,  BO-317/DO-OJ, 
50-320/00-03  I  30-3E1/BO-03  on  800103-10  «,  23  No 
noncomp  1  lance  noted 


Operator 


"1    *'    Phllade'Phil"    O'M"   of   «h.   Director 


^^ 


..!j::nrj^:;;:tpiietu"1  con-*'  •• 

"  '  AUanl"  ("fee  of  the  Dlr.ctor 


O^REILLY.J  P 


«.,„,„  s,    AU-nt,.    OffiC.   of   !h. 


DO/03/1B 
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G00421017FJ    Forwards    response    to     1C    Bulletin    130-03,     "Losa    oP    Charcoal 
froai   6td    Type    1  1,  Two-Inch  ,  Ti  ay    Adsorber   Calls    "   End    lists 
results    of    Insps    at    Facilities    to    determine    If    potential 
for    loss    of    chaicoal    incidental    tn    dandling    or    use    eiiats 
MILLS,  L   M        TonnosBoe   Valley    Authority        00/03/21         4pp 

a00410010ii  Forwards    response    to    IE   Bulletin    79-20   ro    possible 
malfunction    oP   NAHCO  Model    EA16O    limit    switches   At 
facilities    where    applicable    limit    switches    ore    tdentlPlcdi 
rep  la-canton  t    ga»kots    have    boon    ordered 
MILLG.L  M        Tennessee    Volley    Authority        00/03/29        3pp 

3004130W7   Forwards    IE    Info   Notice   £10-18,     "Instrument   Failure   Causes 
Opening    of    F'OltV   t-   nioci    Valve    "    No    specific    action    or 
reipunn    necestan/ 
O'fiEILLYiJ    P         ilegian    2,     Atlanta,     OPflcc    of     tho    Director         BO/O3/31 


J004080636   Forwards    If.   Circular   00-05,     "Emergency    DipBol    Generator 
Lubricating    Oil    Addition   t>   Onsite   Supply    "    No   wiltlvn 
response    required 
O'flElLLY.J  p        Fieglon   2,     Atlanta,    CJPflce    of    the    Director        £10/04/01 


S00413007/  Forwards    IE    Info  Notice   00-13,     "OE   Typo   BHM  Control    OwitcliB 
OsPectlvo   CAM  Followers    "   No    specific    action    or    rospon»o 
required 

CI'REILLYiJ   I1         Flos  Ion    2,     Atlanta,     Office    of    the    Director         00/04/02 
2pp, 

1004340274   Forwards    IE    InPn   Notice    00-14,     "BaPoty    Suggestion!    From 
Employees,"    No   action    required 

0'HEILLYiJ  P        ROB  ion   2,    Atlanta.    Office    of    the    Director        RO/  04/02 
dpp 

I0041U0273  Forwards    It   Clrculnr    DO   O/,     "Problems    W/HPCI    Turbine   Oil 
9ys    "   No   written   response    raqulr»d 

D'JtEILlYrJ  I1        (loflion   2,    Atlanta,    Office    of    UIB    Director        00/04/03 
2pp 

004110017   Forwards    IE   Hulletin   00-OA     '  [Mi   Jet    Pump    Assembly   Failure 
No  written    retpnnio    required 

0'HEILLY.J  p        tt*glon    2,    Atlanta,    Office    of    the    Dlioctnr        (10/04/01 
8pp 

004230M2  Forumrils    11-   Bulletin   VV-03A   "longitudinal    Weld    Defects    In 
ABME  BA-;)IB,  Type   ;I04   ElUinloss    EUeol    Pipe    "    Action   required 
O'HEIU-V.  J  P        fiegion   a.    AtlxUa,    CIPPice    of    the    Director        DO/04/04 
IP 

D04IC1044D  Forumrtls    IE   Bulletin   QO-00.     "I  >am   of   ContalnmBnt   l.lnir 
Pin«ti'*tlon  WB!C(»    "   Written   response    required 
O'BEULY,  J  I'        (legion   9,    Atlanta,    OPPice    oP    the    Director        00/04/07 


004H903V?  rt«quaiti    approval    of   AflME   Code   Cam    IJ-i'34   l>   N-20U   Pur    use 
on  rtactor    praiBure   vassals   Lipedllluus    approval    Is 
nacesuii'y    for    use    of    code    cases    In    Portncaralng    preservlo 
Imp 
MILLil.U   M        TOMIHHHB    ValUy   Authority        UO/04/33        3pp 

Iliportable    occurrvnces,    LTflt   k    related    correspondence 

104  1  602  16  Fariuardi    r«vlted    earrtctlvi   action*    to   Q00319    final 
diflcUney    rent 
HILLH.L  M        Tanneisne   ValUy    Authority        00/03/31         Ip 

•E10041iQ21fl   RBvittiJ    corttctlve    aetioni    to  3002  1  'J    Final    deficiency    rept 
lluttirod    idgH*    on    reactor    pressure    vesitl    pedestal    Bi«mined 
&i  rep*lr«d   Vendor    film   quality    suPflcl^nt    to    produce    repair 
overlays 
§      Tjnnes.ee   V«lley    Aulliority        CIO/03/31         Ip 

104150414  Toruards    tuppl    to    final    deficiency    rept    re    unacceptahle 
QA  dncumentabloii    Por   Olaier    steel    mill 
HILLBil.  M        l».in«»«ee   Valley   Authority        60/04/03        Ip 

Q0041S0417   Gup  pi    to    final    deficiency    ript   re    unacc»p  tnblo   QA 
dotumentatlon   for   Olaier   steel   mdtl   All   questionable  matl 
hut    b«»n    t«*t*d    Qllphtly    eicoisive    sulPur    content    is    cauied 
by    cheinUal    dlrferencei    1   not   QA   *vi    d>P*cls 
*      Ttnnetsee   Valley    Authority        PO/04/03         Ip 

04290066  Part    21    rept    ro    Insp    of    generator    control    pantU    for 
linerflency    diasel    generators   fittult*    determined    defects    could 
degrade   emergency   dlesel   unit   to   unsafe   ptrformance 
•Corrtctlve   action    Includes    ln-d*pth    insps   t>    training 
FALTER.  II,  H        PHFt   Byst.m  Dlv     PA/PI        QO/04/07        4pp 


8004220724    Foiwards     interim    doi 
skewed    cadue 1 d    sleeves 
MILLS,  L   11         Tennessee    V,i  I  ley 


ept    re     incorrect    root    fact 
00/04/14          Ip 


— Q0042.30764    Interim    deficiency    lept    re    incorrect    root    Pace     on 
cadmeld      sleeves    Root    face    on    sliouit'd    cadweld    sleeve    10 
varies    Prom   3/33    to     1/J1    inch    Design    based    on    assumed     1/16- 
Inch    loot    face    Sleeve!    will    undergo    destructive    pull     teats 
•      Tennessee    Valley    Authority         63/04/1'!         Zpp 


8004300503   Toiwarda    first    interim    deficit 
prossui e    vessel     shield    wall 
MILLS, C    11         Tennessee    Valley    Authority 


cy    rep  I    ro    crack*     In 
BO/04/14  Ip 


--90042B0505  first    interim   deficiency    rcpl    to    cracks    in    raactor    prossuro 
votael     shield    wall    Three    base    metal    cracks    were     Pound     J n 
shield    wall    Inner    'tis  I!    plates    Cause    to    bo    determined 
ponding    results    of   Singleton   analysis 
MILLS,  L    M         Teimi'tioo    Valley    Authority         00/04/14          Ip 

B0043003'70   Forwai  ds    fust    interim    ropt    of    deficiency     ro    miring     in    HPC8 
metal    clad    swllchgear 
MILIB.L    M         Tennessee    Valley    Authority         £10/04/24          Ip 

--Q004300377   fldl    Intel  im    deficiency    iopt    re    wiring     In   HPC8    metal     clad 
sultchgear    Gt   has    been   not  If  led    uf   ulring    diagram    &    labeling 
d  1  scropanc  i  es,  ml  ss  i  ng   wires   '•    billing    problems   Phlpps    Hcnd 
mfl t    investigating    discrepancies 
*      Tennessee  Valley    Authority        EiO/01/^'l         Ip 


BtlCKET    STN-aO-*)l7   HAflT'iVILl  C   MUCLCAf)    PLANT,     UNIT   2 

A      Appl  icat  Ion/com  tr  net  ion    stage    documents    d    corrospqndenc  o 

G004040031    Advises    of    issuance    op   MJHF.G-OSQO,     "Interim   StoPF    Position 
on   Envlion    Qunl  I  f  I  cat  i  on    of    (3a  f  oty-[Io  lated    Electrical 
Equipment,"    providing    guidance    re   methods    For    compliance 
IIOQS,  I)   F        Division   oP   Piojoct   Management        00/03/05        7p  p 

F       Security,    modual,     emergency   t-    fire    protection    plan-s 


Advises    th,it    submUtol    date    for    evacuation    time    eitimate*< 
requested    by    NtlC    /91226    Itr.hai    been    piiitponed    ponding    OAO 
clearance    under   Foduial    Hajits   Act 

i,  Ii   K        I'meigency    Pi  opai  eilncs  s    T.iok    Torce        00/03/11         4pp 


Q      Inipectlon   i  opoi  li,     11     liulletins    ',    coi  rospondonca 

Q004090rl'}E>   Forward!     It    Hullolin   OO-O'I      "loss    of    CMrcoal    I  i  om   EltiJ     Typo 
1  1-  Two-Inch,  Tray    Adtoiber   Colls    "    Action   required 

D'HEILUV.J    P         lloglon    L1,     Atlanta,     OffUc    of     the    Director          BO/O2/Q6 
Spf> 

E1004070304   Foriuards    It     Imp   Hunt*    30   Q18/EJO   03,  30-31'?  /IHO~03. 
30-320/00  -in   !    30-5;'l/lIO-03   on   OOOIOD-IO  t,  23  No 
nuncomp  1  ianc  e    noted 

QfiYAIJT.  J  C        (legion   2.    Atlanta,    Reactor   Construction   &  EriQ  Inoerlng 
Support    Branch        EIO/02/20        2pp 

-~H004070'100    IE    Imp   llepls    30-B1H/QO-03.  BO   319/00-03,  90-320/00-03    i 
90   521  /DO  03   un   FiOOIO.I    1C!  t    S'J   No    nnncomp  1  iance   noted   Major 
arena    inspected   QA   program   review,  ati  uc  tura  1    concr-ate   b 
licensee    const    orgJinl  iflt  I  on   changes 

StWN.U  [I        Hug  Ion   2.     Atlanta,    Office   of    the    Director 
CANTflFLL.I    Ci        ftogion   3,    Atlanta,    Hone  tor   Construction   fr 
Engineering    Support    Branch        BO/03/17        3pp 

Q004090033  CanPirms   liOOHO    telcon   arranging    000320  meeting    botuoen   NFtC 
&   utll    In    Atlanta.OA    to   discuss    accuracy    of    urltten    ropts 
provided    to    If  Nile   will    provide    overall    evaluation    of   util 
handling    of    deficlencet    Identified    by   OA  program 

n'REItLY.J  f        Region    3.    AUatiU,    Office   of    the    Director        QO/Q3/I2 
Spp 

000-1210170  Forwaids    response    to    It.   Dulletin   00-03,     "lo»i    oP    Charcoal 
Prom  Std    Type    1  1.  Two-Inch,  Tray   Adsorber  Cells    "   Enc  1     liste 
remit*    of    insp)    at    facilitlei    to    determine    IP    potential 
for    Ion    of    charcoal    incidental    to    handling    or    use   erlsts 
MlLLQ.L   M        Tennessee    Valley    Authority        SO/03/al         -Ipp 

0004100106  Forwards    response    to    IE   BulUlIri   77-30  re   passible 
malfunction    of   NAMCD  Model    Ml  80    limit    (witches   At 
Facilities    whore    applicable    limit    switches    ai  o    identified. 
replacement    gaskets    have   been    nrdei  rd 
MILLS,  L    n        Tertnott«o   Valley   Authority        00/03/30        2pp 
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HOO-l  1  SOW  7   FoTuardE     IE    Turn    NoHr  =    80-12,     "Instrument   Failure    Causes. 
Opening    or    PORV   '.    Klo-tk    yal/e     "    C.O    specific    action    or 
response    oe^ess&ry 

d'HEILLV,  J   P         Fftgion    =      «t  laiita,     Office    of    the    Director         BO/03/31 
2pp 

900403063*   Forwards     IT    Ci-cuUi     80-05,     "Emergency    Diesel    Generator 
Lubricating    (J  i  1     Motion   >     0'isi't    Supply    "    No   uritten 
response    required 

O'REILLt.JP         Region    ?,     Atlanta,     Office    of    the    Director         80/04/01 
2pp 

Q00415009/   Forwards     l€    Info    Notice    80-13,     "GE   Tijpe    SUM   Control    Switches 

roil  LI  i  red 

d'REILLY.JP         Region    ?,     Atlanta,     Office    of    the    Director         80/04/02 

2pp 

80O4240274   Forwards     IE    Info    Notice   80-14,     'Safety    Suggestions    From 

O'RElLLiiJ   P         Region    i',     Atlanta,     Office    of    the    Director         90/04/02 
3pp 

B0041B0275   Forwards    IE    Circular    80-07,     'Problems    II/HPC1    Turbine    Oil 
Si  i     "    tJo    untten    respopise    required 

O'ftEILLi.J   T         Region    ?,     Atlanta,     Office    of    the   Director         BO/Qfl/03 
2pp 


DOCKET    Sni-50-520   HARTSVILLE   NUCLEAR    PLANT,     UNIT    3 
A     Application/construction    stage    documents   fc   cOTe 


3004040031    Advises    of    issuance    of    NUREO-QSBCt.     "Interim   Staff    Position 
on   Environ   Qualification   of   Safety-Related    Electrical 
Equtpirint,  "    providing    guidance    is    nethods    for    cnmpilance 
R05S.D   F         Division    of    Project    Management         80/02/05         7pp 

F      Security,     medical,     emergency    *•    fire    protection    P*ans 


Bu040a0077   Advises    that    submittal    date    for    evacuation    limn    estimates, 
requested    bij    IJF!C    791E26    Itr.Sas    been    postponed     pe-ndlng    QAO 
clearance    under    Federal    Repts    Act 
GRIMES.  0   K       Emergency    Preparedness    Task    Fore"         BO/03/11         4pp 


G      Adjudicatory    correspondenc 


B004030026   Memorandum    of    understanding    between    NRC    fc    FEMA    re    prompt 
Improvement    in   radiological    emergency    planning    *< 
preparedness, distributed    as    Board    notification 

GQSSICK.L   V        Office    of    the   Eiecutive   Director    for    Operations 
BO /O.I/ 02         34  pp 

Q      Inspection   reports,     IE  Bulletins   t.   correspondence 


B004U0017    Forwards    IE    Bulletin    80-07,     "BUR    Jet   Pump    Assembly    FalUre    " 

O'REILLY, JP         Region    2,     Atlanta,     Office    of    the    Director         90/04/04 
2PP 


B004090352   Forwards    1C    Bulletin    BO-O3,     "Loss    of    Chaicoal    From    8td    Type 
1 1,  Two-Inch,  Tray   Adsorber    Cells    "    Action   required 

Q'REILLY.JP        Region    2,     Atlanta,     Office    of    tlio    Dlr-ector          BO/02/06 
2pp 


800'1230142   Forwards    IE    Rulletm    79-03A    'Longitudinal    Weld    Dofects    in 
ASME    SA-312,  Type    304    Stainless    Stael    Pipe    "    Action    required 
O'REILLY,  J   P         Region    S,     Atlanta,     Office    of    the    Director         60/04/04 
IP 

80041B044S   Forwards     IE    Bulletin    BO-OS,     "E>am   of   Containment   Liner 
Penetratioii   Welds    "   Untten    response    required 

O'flEILLY,  J   P         Region    2,     Atlanta,     Office    of    the    Director         80/04/07 
3pp 

900429037'?   Requests    approval    of    ASME   Code   Cases    N-234   I*   N-33S   for    use 
an    reactor    presEuii    vessels    EipediUous    approval     is 
necessary    for    use    of    code    cases    in    forthcoming    preservice 
insp 
MILLS,  L   11         Tennessee    Valleif    Authority         90/04/23         3pp 


S      Reportnble   occurred 


rslatcd    correspondence 


S0041S0414    ForiuaiiJs    suppl     to    final    deficiencij    rept    re    unaccoptab  le 
OA   documentat  i  on    foi    Olaier    stae)    maH 
MILLS, LM         Tennessee    Valley     Authontij         SO/04/03         Ip 

— 80O41J0417   Sup  pi     to    Final    deficiency    rept    re    unacceptable   QA 
docu-mentat  IOFI    for    Glaier    steel    matl    All    questionable   matl 
has    been    tested    Slightly    eicetslve    sulfur    content    is    caused 
btg     chenlcal    difFerences    ',    not    OA    jijs    defects 

*  Tennessee    Valley    Author i ty         03/04/03         Ip 

60042^0066   Part    21     rept    re    Insp     of    generator    control    panels    For 
emergency    diesel     generators    Results    determined    defects    could 
degrade   emeigency    diesel    unit    to   unsafe    performance 
Corrective    action     includes    in-depth     irrsos    (<   training 
FALTER, H   U         PWR    System    [)w       PA/PI         BO/04/07         4pp 

600422072,1   Forwards     Interim   deficiency    rept    re    incorrect   root    face    on 
skewed    cadueld    sleeves 
HIULB.LM         Tennessee    Valley    Authority         90/04/1*         Ip 

— 3004220764    Interim   deficiency    rept    re    incorrect    root    face    on    skewed 
cadueld      sleeves    Root    face     on    sieued    caduield    sleeve    19 
varies    from    3/32    to     1  /£    inch    Design    based    on   a«sumed    1/16- 
inch    root    face    Sleeves   uill    undergo   destructive   pull    testi 

*  Tennessee    Valley    Authority         30/04/14         Spp 

8OO4300390  Forwards    first    interim   rept    of   deficiency   re  wiring    in  HPC8 
metal    clad    suitchgear 
MILLS, LM         Tennessee    Valley    Authority         80/01/34         Ip 

—  B004300397  First    interim  deficiency    rapt   re  uiirins    In  HPCS  metal    clad 
iiuitchgear   8E  has    been  notified    of   uiring   diagram  d   labellns 
discrepancl  es,  missing    uiires    tj  billing    problems  Phippt  Bend 
mgt    in/eiti gal i ng    discrepancies 
«       Tenneisee    Valleu    Authority         90/04/24         Ip 


9004090384   Forwards    IE    Insp    Depta    50-510/90-03,  S0~5 19/00-03, 
50-520/80-03   '-   50-521/00-03   on    600103-18   &   23    No 
noncomp  Ha  nee   noted 

BRYANT. J   C         Region   2.     Atlanta,     Reactor    Construction    4,   Cnrj  tnoerlno 
Support   Branch        6Q/O2/20        2pp 

— B004090400    IF    Insp   Repts    30-519/80-03,  50-S19/BO-o:i,  BO-920/BO-03  (. 
50-521/90-03   on    B001O3-1B   (.   29   No    noncomp  1  Iflnco     noted    Major 
areas    inspected   QA  pi  ngram  review, itruc tura  I    conei  nto    & 
licensee   const    organnation    changes 

aiJAN.W  D        Region   2,    Atlanta,    Office   of    tho    Director 
CANTREt-Lif   3        Region   2,     Atlanta,     Reactor    Cointrut  t  ion    & 
Engineering   Support   Branch        SO/02/19        5pp 

B004090025   Confirms    9003IO    telcoh    arranging    BQQ3SO    tn«*tlng    botuieen    NRC 
I    util     in    Atlanta, GA    to    discuss    accuracy    of    written    repli 
provided    to    IE  N(!C   will    provide    overall    evaluation    op    utll 
handling    of    deflclences     identified    by    QA    prooiam 

O'REILLY.JP       Region   ?,    Atlanta.    Office    of    tfifl    Dtrtelor         [30/03/13 
2pp 

8004210178  Forwards    response    to    IE  Bulletin  BO-03.     "Lou    of   Charcoal 
from   Btd    Type    1 1 ,  Tuio  -I  rich.  Tray    Adsorber    Cells     "    Enc  1     lUti 
results    of    insps   at    facilities    to   determino    if    potential 
for    loss   of   charcoal    incidental    to   handling    or    u»o    exiita 
MILLQ.L   M         Tennessee    Valley    Authority         90/03/21  4pp 

800<)1B0106  Forwards   response    to    1C  Bulletin   79- 3 G    re    poillble 
malfunction   of  NAMCO  Model    FA1BO    limit    siultcho"    At 
facilities   uiherc    applicable    limit    sultches   am     IdBntlflid, 
replacement   gasfcots    have   been   ordered 
MILL8,L  II       Tennessee   Valley   Authority        HO/Oa/EO         2pn 

8004150527  Forward i    If    Info  Notice   90-12,     " In* trumdnt    Failure    Cnut«s 
Opening    of   PORV  6  Dlock   Valve    "   No   specific    action    or 
responto   necessary 

O'REILLY.JP        Region    2,     Atlanta.     Office    of    the     ttlr-ector         SO/03/31, 
2pp 

800')oaoi36  Foruiards    IE  Circular   BO-03,    "Eniargency    Dle*sl    o«n«r»tcir 
Lubricating  Oil    Addition   t  Onalte    Supply    "   No    lurlllcn 
response   required 

Q'fiEILLY-J   P         Region    K.     Atlanta,     Office    of    the    Director         80/04/01 
Hpp 

B004I50097  Forwards    IE    Info  Notice   90-13,     "GE   Typo   SUM  Control    Switch*! 
Defective   CAM  Followers    "   No    specific   action    or    retponse 
i  e  q.u  1  r  e  d 

O'REILLY. J  P        Region   3,    Atlanta,    Office   of    Ihe)    Dlr>octor        BO/Ofl/03 
Spp 

8001240274   Forwards    IE    Info  Notice   80-14,     "Safety    aifaflnit i ons    From 
Employees    "    No   action    required 
d'REILLY,J  P        Region  2.    Atlanta.    Office    of    the    Dlroctor        8O/04/02 
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6004180279   Forwards     IE   Circular    00-07,     "fi  obi  eras    U/HPC  I    Turbine    Oil 
8y»    "    No    written    response    required 
O'REILLV.J    P         (legion    2,     Atlanta.     Office     of    tJio    Director         BO/O4/03 


6004110017  Forwards    IE  Bulletin    80-07,     "HWR    Jot    Pump    Assembly    Failure 
No    written    response    required 
O'REILLY-J  P        Region    2,     Atlanta,    Office    of    ttio   Director        00/04/04 


9004230142  Forward*    1C   Bulletin    79-03A    "Lonij  i  tud  itia  1    Weld    Dofoctn    in 
AGUE   8A~312,Type    3O4   9tnlnlo»s    Stool    Pipo    "    Action    required 
O'fiEILLV.  J   P         Region    2,     Atlanta,     Office     nf    the    Director         00/04/04 


Q      Inspection    i  epoi  Is,      IF  flu  Molina    ',    correspondence 

BOt>'tO90;jei4   roi  war  da    If"    [nap    Fiepts    bf>  -i  16/00-03,  5Q-5 1  V/BO-Q.3. 
50-320/80-03    *•    50    b2l/liO    Ol    on     iluO  I  u3     10    *•    :'5    Mo 
noncomp  1  lane  e    no  led 

GRVANT.  J   C          Region    3,     Atlanta.     f)«ocloi     Conali uc lion    S<    Dig  Ineor  Infj 
Support    Nianth         BO/OS /JO        ='p  P 

--OO0407Q400    IE      Insp    Ropts    30-bJO/fiO  -03r  fiO    &  I  9/EJO-Q3,  50-520/00  -O3    i 
50--j21/HO-oa    an    000  lot- Hi    ',    i")    No    none  Qnip  Uanca    riolad    Major 
»roa&     (inputted    QA    pTogiojn    t  ev  I  eui,  ati  ut  lui  a  I     cunctote    (• 

SWAN, II   I)         rleo)on    P,     Atlanta-     Offtca    of     tlie    Dime  tor 
9pp 


0Q04I8O445  Forwards    IE  bulletin    BO-GO,     "Ciam  of    Conta  i  nmsnt   Liner 
Penetration   Wolda    "   Written    roiporue   required 

O'REILLY, J  P        Region    2,    Atlanta,    Office    of    the   Director        BO/04/07 
3pp 

Q0042'70379  Requests   approval    of    A'SMC  Code   CJISOB    N-234    1  N-S33    for    me 
on   reactor    praasui  e   vessels    Erp nd  1 1  loui    approval     IB 
necessary    for    USD    of   code    caie-s    in    forthcoming-    preservlte 
intp 
HILLS,  L   D         Tennessee    Valley    Authority          00/04/23          3pp 


S     Reportable    oci 


LCfts    t,   iBlntod    c  or 


6004 190414   Forwards    iuppl    to    final    deficiency    repl    ro    unacceptable 
OA  documentation    for   Oljiior    steel    mat! 
MILLS,  L   tl        Tennessee   Vallou    Authority         DO/04/03         lp 

— 8004130417   Buppl    to    final    deficiency    i'ept    ra    unacceptable   &A 
documentation    for   01  ami'    steel    mat)    All    quest  ianable   mat  I 
has    bain    tested    Slightly    oiceslive    sulfur    content    Is    caused 
by    chemical    differences    t   not    Qrt   syi    defects 
»      Tennossao.    Valley   Authority        SO/0'1/03        lp 

D0042900A6  Part   21    rapt    re    Insp    up    generator    control    panuls    for 
emergency    dlesul    neniiralors   fleiults    dutermlliod    defecls    could 
degrade    omerflency    dlesol    unll    lo   utunfo    pBrformancD 
Corrective    action    Includes    In-depth    intps    ti    trolnlno 
F ALTER,  K  M        PUR    System  Dlv      PA/PI        (lQ/O'l/07        4pp 


[JOO'10900=15   ConfirniE    H0031O    lelcon    airjnging    800:520    meeting    botuioun    NflC 
t-    utll     in   AtlantfliOA    lo    (flscij'ss    jccuracij    oP    uiiilten    roptu 
provided     to     1C    NUC    will     pi-uvula     cvornll     cvdlu.il  ion     of     ulll 
haiiJling    of    deflctoiico*     nicnliPieJ    by    <JA    pr  OQrnm 

V.  J    l>          rieglon    S,     fttlauta,     lltttrn    af     Uo    Dli-octor          IJO/03/18 


tiOO')2IOI7CI   FarwaPds    t  sspnniu    lo     IF    IlulIeLin    HO-OJ,     H1t  UBS     of    Charcoal 
Prom   titd    Tijpo     II,  Tuo-  I  uch  <  Ti'dij     Ad  u  orb  01     Celts     "    Tnc  1     1  i  1  1« 
reaultn    of     imps    at     f  ac  I  1  i  t  lot     La     if  c  t  crmlnff     if    potenLidl 
far     Ion?    of    clurtoaj     i  nc  1  d  unta  1     to    liau'lllng     or     uae     e  I  i  1  1  a 
MILLS,!     J1         TpFinontfo    Vallitij    Anth  or  1  ty          OO/03'ai  4pp 


Furiuards    i-o»piitn<i     to     IK    Uullotln     79   3fl    rs     pon*lbl« 
malfunction    of    NAIICO   rljde  I     tAlOO     limit     »witcti»»    At 
Facilities    uhero    ippllc.iblo     Ijrnit     owittlio*     at  u     Identified! 
r  ep  lacpmonl    ga&koti    IIJU-P   IIOO-D    oideied 
MILLS-  1.    11         Tonna»«oP    Wo  1  I  »ij    Authoiily          OO/O^/EB         2pp 


/   roru*rili     If     Irifn    Malice    F3O-I.J.      '  1  IIB  Irirmont    FaLluro    Cauioi 
Opennij    of    PUtiV    fc    IflocV     y.ilve    "    Nu    tpuclftc     action    or 
roipanio   noteieary 

n'JIEItLV.JP         Region   S,    AtlnnU,     Office    of     ttio    Oli-itttiir         HO/O'l/31 
Spp 


Torunu'ds     K.    Cnculai     PiO-  09,     "f  mornonc  ij    Olinol     Oonei-atui 
Lubr  Ico  Ling    Oil     Addition    tj    GtiUliJ    fiupp  Itj     "    No    urittoil 
r«i  p  Din  ir    required 

P         riogion    i\     Atloriln,     Office    of    the    Director         110/04/01 


Foruiardi    Interim    tluf Iclericu,    ri'pt    TB    Incorrect   rout    face    on 
tkeuiBd    cfldunld    tloovBi 
MIL1.3,  L   M        Tonntn.Be   Vallug    Authority         HO/04/14         Ip 

— QOOif2BO/(i4    Interim   deficiency    mpt    re    Incorrect   rn-nt    Face   on    ikeiuad 
c*dui*ld      tleeve*    Rool    face    an    il»w»d    cadueld    ilevvi    10 
vnrlei    from  3/32   to    1/i)    inch,  Detlgn   band    on    a«*umed    1/16- 
incli    root    face    Qlaevei    mill    undergo   dottruc tl ve    pull    testi 
«      Tennenoo   Valloij   Aulhorilu         HO/04/14        2pp 


0004300390  Coruardt    fh'tt    interim    rept   of    deficiency 
metal    clad    lullchgear 
MtLLQ.L   M        Tonin.«»e   ValUlf   Authority,       00/04/S4 


re    uilrlno    I"   MPCB 


—0004300397  f-'lrit    interim   defieiencv    rept    ro   lulrlnfl     In   HPCU  met«l    clad 
iwi tchflejti'   OE   liaf    been   notified    of   wiving    diagram  b    labeling 
dlicrapBitc  lei,  milling    uli<e>    t<    billing    problem!,  I'hippi   Ban  if 
mgt    Jnvcttl  gating    il  licrepanc  l«t 
*      Tinneitao    Valley   Authority        (10/04/04         lp 


EIOQ'11900V7    FiHuarift     IT     trifm    Nollco    00-|d,      "(11      TypP    GUM    Control     Clwilchon 
I)uf«cllvu   CAM   rulloueiB    "    Ni>    tpoclfic    Aition    or    reipuniu 
roqu  I  ruf! 
0'FiLHI.Y,JP         FlBfllon    !',     AllJtila.     (IPfico    of    the    Dlreclot         H»/(14/tia 


II0042402/-1    forward*    IF-     Info   Notice    UO-tt-     "lUfoli;    (luggail  I  on*    Front 
Ernployeoft    "    Mu    action    ipquiirtd 
O'FiCIl  LV,  J   I1         Heolori    ."•»     Allnnlrt,     OfPlr*     of     Lho    Dlfcclor          EK)/01/Oy 


00041O0273   Foruim-ils    IL    Cntulfli     EKI-07,     "frnbionn    W/KPC  I    Turbine    Oil 
By!    "   No    uitltoi"    re  ip  DM  10    ion.uiifd 

D'HEIl  LV.  J  I'         (legion    -.'•     Atlflntji.     Clffico    of    the    Diroctor         fiO/04/OT 
Spp 


0004lia01?  Foriiaids  If  n 
No  lurltton  rmpinias  i-e 
O'BCIUI-V,  J  P  Hoflloi. 


Utln    00-07,     "F1WH    ,lnl    I'uflip    rt«*>mbly    F  a  1  1  i)ro 
ired 
Atlanta,     [)*fic«    of    lha    Ulracio-r         HO/04/04 


DOCKET   BTN-90-S21    1IART8VILLE   NUCLEAR    PLANT.    UNIT   4 

A     App  1  i c*ti an/con* Ivutt (on    it'ge    document*   4<   carreipondence 

0004040031    Advliei    of    Htuance   of    NUfltO-OSGQ,     "Interim   Blaff   Petition 
on  Environ  Ou«l 1 ftcat Ion   of    Qafely-Relatad    Electrical 
Equipmsnt,  "    providing    guidance    re   method)    Par    compliance 
nDBa.U  r       Olvlilon   of  Project  ht«n*gemerit        QO/DS/Oa       7pp 

F      Security,'    medlcali     >inerg>ncy   &    fire    protection    plan* 

8004080077  Advliet    that    fubmltUl    date    for    ovaeuatlon    time   eittmatei. 
requettad    by   HHC    791SB6    Itr.hat    betti    poitponvd    pending    OAO 
clearance    under   Federal    Rapti    Art 
ORIMKBiH.K        rm«rg«ncy   Preparedneii    talk    Force        80/03/11        flpp 


0004330143   roiunrdi    If    Dull  at  in    /<?-0?A    'longitudinal    We  J  d    Rofect*    in 
ASHE   tlA   Jl^.Typ*    .i04    StJiiiU'ii    tlloul    T'ipe    "    AcLtan    rnqulrod 
D'HEIll-V,  J   P         riooion   «'.     Atlanta.     CJf#lcB    up     th»    Dlr&ctor          110/04/04 
lp 

O004IH044S    rnruAxti    Ife    Dullttln    UO-OP,     "i:«oni    of    Cant*  i  nmetit    Liner 
Pen«tr*t  I  an   Meldi    "   Mr  it  ton    in  pome    roquiroi! 
CJ-flCILLY-JP        neglon    3*    Atlnnln,     OPfJce    of    the    Birottor         00/01/07 


Q004290179    R*qu*»l*    apprnvol    at    A.SME   Cage    Caiei    H-2CM    fc   H~3 
an    rvactar   prea*ore    ve««sli    fipedl  t  tout    approujl     ti 
nBC«-»iarij    for    use    of    fade    cam*     in    Furl  hcomi  rig    p  fwnrvlc  e 
imp 
MILLB.L   H        Tenn«»i8B    Wolltij    Authority 


for    uie 


0     Adjudlc*. lory    carreipandeni:< 


S     Reportable    occurrenctfi,     LfR1*    t    I'Blaled    c  or  re-ijioniieni; » 


0004030026   Memorandum  of   undentanding    betuaen  NRC   b  FEU A  re    prompt 
imprevemint    in   radiological    emergency    planning    b 
preparednelt, dlttributed    »t    Doard    notification 
OOQ8ICK.L  v,       Office    of    the    E«ecutive    Director    for   Op.ratinn* 
BO/04/02,       34pp 


3004150-114    Forward*    itippl     to    final    deficiency    rept    ft    unact eplabla 
QA    documentation    for   Glaier    it  eel    mjitl 
MILLS. I    M        Tcnneitee    Vnlley    AutHorltij         00/O4/O3         lp 
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—  8004150417    Suppl     to    urai    deficiency    Tept    re    unacceptable    OA 
doc  irmon  tat  i  on    far    Glaier    ,te-el    na<-]    All    a.ues  tionab  lo    rnatl 
has    been     tested    Slightly    eccessi^P    sulfur    content    IE    caused 
by     chemical    differences    '     not    OA    543    defects 
»       Tennessee    Vslley    Authority         30/04/03         Ip 


8004030026   Memorandun    or    understanding    between    NfC    t<   FG"A    re    prompt 
improvement    in    i ad lolog i ca I    emergency    planning    b 
preparedness. d i s tr i buterf    as    Hcai d    notification 

GOSSICK.L    V        Office    of    the    Etecutive   Director    for    Operations 
30/04/03         34pp 


30042<JGO£.6    Part    31    i  ept    i  ?     irsp     of    generator    control    panel)    for 
emergeni.il    diesel     generator;    Results    determined    defects    could 

Corrective    action     includes    indepth     insps    (,    training    program 
FALTEn.M   W         PWH    System    Hiv      PA/PI         90/04/07         4pp 


4170345   Submits    progress    rept     in    response    to    ASLD    000306,  "Conference 
f    B00122   Haclground,  Purpose    I,    Results.  "    re    rosolution    of 
'SGS/NRC    requests    for    addl     info    Hearing    dates    on    geology 

ssismology    not    get    knouin    Will    submit    statue    by    B0093Q 
HANSON,  D   T         Hearing    Branch     1         80/04/15         2pP 


9004230724    ForiiFardi     interim    deficien 
s^eiucd     cadueld    sleeves 
MILLS.  L    H         Tennessee    Valley    Autho 


y    rept    re    incorrect 
rity         GO/04/14         Ip 


ont    face    on 


—  900422076.4    Interim    deficiency     i  ept    ra    incorrect    root    face    on    akeiuerf 
caiJujeld        slseves    Root     fjce    on    skewed    cadusld    sleeve    IB 
varies    frc-m   3/32    to    ]  -2    inch    Design    based    on    assumed    1/16- 
inch    root    face    Sleeves    mill     undergo    destructive    pull    teats 
»       Tennessee    Valley    Authority         00/04/14        2pp 


U      Congressional/EieciJtive    Correspondence 


800414O28i    Flasponds    to    791O11     1  tr    re    sei  Bdio  i  og  ical    review    of    proposed 
facility   USGS  t    other    eipsrts    contracted    to    review  lite 
Conservative    assumptions    are    incorporated    Into    structural    fc 
sys    designs    to   compensate    for    se i son  log ical    uncerta  IntioH 
DIRCKS,U  J       Office    of    the   Fiecutlve   Director    for    Operations 
80/Q3/1B         2pp 


G00430O390   Forwards    first    interim    rept    ot 
metal     clad     smitchgeai 

H         Tennessee   Valley    Authority 


-Ing    in   HPC8 


DOCKET    BTM-50-523   SKrtGIT   NUCLEAR   POUEH    PROJECT,     UNIT   2 

fl     rtpp 1 icat i on/consti  net i on    stage    documents   t   corraspondenc e 


— S004J00397    First    interim    deficiency    rept    re    wiring    in   HPCS   metal    clad 
ttui  tcdgear    GE    has    been    notified    of   string    diagram   &    labeling 
di  sc  repanc  i  es  •  mi  s«uig    wires    '-,    billing    problems   Phlpps    fiend 
not     investigating    d  i  sc  i  epanc  les 
*      Tsnnessee   Valley    Authority         90/04/24         Ip 


DOCKET    SIfJ-SO- 532    E/ftSIT   NUCLEAR    POUER   PROJECT,     UNIT    1 

A      App  1  Katlon/construction    stage-    documents   fc   correspondence 


9004040031    Advises    of    issuance    of    NUREO-OSBO.     "Interim   Staff    Position 
on   Environ    Qualification    Of    Safety-Related    Electrical 
Equipment,"   providing    guidance   re   methods    for    compliance 
ROSSiD  F        Division   of   Project   Management        8O/03/09        7pp 

B004070237   Discusses    status    of   Oeosciences    Branch    rcvieiii   effort 
Concurs    In    recommendation    to  withhold   application   until 
applicant    performs    eilensive    studies    Blanch    should    be 
informed    of   util    meeting    re    proposed    site   relocation 
STQLZ,  J   F         Light    Water    Reactors    Branch     I         GO/03/aO         Ip 


8004040031    Advises    of    issuance    of    (JUREG-OSFja,     "Interim   Staff   Position 
on   Environ    Qualification    of    Safety-Related    Electrical 
Equipment."    providing    guidance    re   methods    for    compliance 
ROSS,  D   F         Division    of   Project    Management         BO/02/OS        7pp 

BOQ4070237    Discusses    status    of   Geoscidncei    Branch    review   effort 
Concurs     in    i  ecommendat ion    to   withhold    application    until 
applicant    performs    eitensi^e    stud  lei    Branch    should    be 
informed    of     util     meeting    re    proposed    site    relocation 
STQL2.  J   F         Light    Water    Reactors    Branch     1         80/Q3/2O         Ip 

BOQ4100'189  Responds    to  Q00129  request    for    info  re   composition   of   piping 
in    cooling     iys   It    data    concerning    chemical     loadings    in    stjs 
Stainless    steel    uJill    be    used    rdr*    condensof     tubes    in    place    of 
Admiralty    metal    originally    specified 
BLACK. K    L         Hearing     Branch     1         00/03/31         2pp 


B0041004S7   Responds    to   900129    request    for    Info    re    composition    of    piping 
in   cooling    sys   !•  data   concerning    chefflical    loadings    in    iys 
Stainless    steel    ui 1 1    6e    used    for    condenser    tubas    in    place    of 
Admiralty    metal    originally    specified 
BLACK.R  L        Hearino   Branch    i        00/03/31        2pp 

3004210405  Summary,    of   B00328  meeting    w/near-term  CP    applicants    In 
Bgthasda,MD    re    evaluation    of    progress    made    to    date 
establishing    proposed   requirements    stemming    from  TMI~2 
ace  ident 
THOMAS, C   O        StandariJiiation    Branch         BO/04/03         63pp 

9004300074  Summary    of   000319  meeting    u/Noar-Term  CP  Appllcanti    Group 
in   DethoidaF MD   re   matters    related    to    resumption    Of    CP 
application    review   activities    associated    u/TMl-2   accident* 
THOMASi  C   0         Standardnat  ion    Branch         QO/04/03         12pp 


9004310405    Summary    of    B0032ff   mseting    ui/near^tepm   CP    applicants    in 
Betheeda,  Ml)    re    evaluation    of    progress    made    to    date 
estahl  imhing    pioposed    requiremen  tj    atemoiirig    from   TMI-3 
accident 
THOMAS, C    0         G'.andardualion   Dranch         90/04/03        63pp 


B004240557   Summary    of   900102   meeting    uj/Near-Term   CP    Appllcanti    Group     in 
Bathesda,HD  re   progress   made   establishing    proposed 
requirements   stemming    from  THI-2  accident   Proposed 
requirement   cateoory  assignments   encl 
THOMAS,  C  0        Light  Water   Reactors   Branch    1        BO/04/07        47pp 


BOC"1300Q7'J    Summai-y    of    000319    meeting    u/Noar-Term   CP   Applicants   Group 
in   Hethesdai  MB-   te    matters    related     to    resumption    of    CP 
application    review  activities  associated   w/THl-2  accidents 
THOMrtS.C    D         Standai-dnation    Branch         SO/04/03         I2pp 

3O0424O557   Sunimai  y    of    300402   meeting    u/Near-Term   CP   Applicants    Group    in 
Bethesda.HD    re   progress   made   establishing    proposed 
requirements     stemming    from    THI-2    accident    Proposed 
requirement    ca*egory    assignments    encl 
THOMAS,  C    D         Light    Water    Reactors    Branch     1         BO/04/07        47pp 

S      Adjudieatoru    correspondence 


0     Adjudicatory    correspondence 


B00402046B  Responds    to  BOG313    Itr    renueitlng    reanaJysi*    of   A.-6   airci-j 
accident  rate    In    light   of    recent   developments   Potentl«l 
haiard   needs   not   be   reanalyiod   at   present.  but    info    ii    being 
monitored    for    future   possibility 
BLACK,  R  L        Hearing   Branch    1        QO/03/20        lp 

—  6004030-174   Comments    recent   M  ace  Ident,  publ  isfiod    in   000212   Seattle 
Times   Accident    does   not    increase    risk    of   crash    at    facility 


site    due    to  military   nature    of   A6 
RErtD.J       Accident  Analysis    Branch 


HO/03/1B 


lp 


J00402046S    Responds    to    000215    Itr    requesting    reanalysls    of   A-6   aircraft 
accident    rata    in    light   of    recent    developments  Potential 
hataH    needs    not  be  reanalyied   at    present,  tut    info    li   being 
monitored    far-    future    possibility 
BLACK. R    L         Hearing    Branch     1         90/03/2O         lp 

-9004020474   Comments    recent    Ad   ace tdent. pub  1 ished  in   S00212   Seattle 

Times    Accident    Joes    not     increasa    ris*    of    crash  at    facility 
site    due    to   military   nature   of    Hi 

RpAOi  J         Accident   Analysis    Branch         90/03/18  lp 

O040B0017  Ovder   denijing  Skao  i  tonians  Concerned  About  Nuclear  Power 
motion    to    compel   applicants'   ansuiers    io    interrogatorins   re 
San  Juan    Islands    seismic    profiles    Issue   does  not   relata   to 
msfclers    in   controversy    identified    by   Commission   or  ASLD 
DEALS. V  B        Atomic    Safety    and   Licensing   Board  Panel        BO/03/21        3pp 


9004080017  Order   denying   Stag  i  ton  ians    Concerned   About   Nuclaav   Poiuor 
motion   to   compel    applicants'   answers    fco    lnterraqato,rt«l  vs 
San   Juan    Islands    seismic    profiles    Issue   doee   not   relatft    to 
matters    in    controversy    identified    by   Commission   or   A8LB 
DEALE,  V  B        Atomic   Safety    and    Llcensino    Board    Panel,       BO/03/21        3pp, 

8004030026  Memorandum  of   understanding    between  NflC   !<  FEHA  r»    prompt 
improvement    in  radiological    emergency    planning   t 
preparednessi distributed   as    Board    notification 
ODSSICK.L  V       Office    of    frhs   Eiecutive   Director    for   Operation* 

9004170243  Submits    progress    rapt    in   response    to  A9LD   000306,  "Conference 
of  800122  Background.  Pur-poso   *.  R««uU«<  "   ra   resalutior,  of 
US8S/NRC   requests    for  addl    info  Hearing    dates   on    geology 
!-  seismolooy    not   yet    known   Will    submit    status    bu    000330 
SIJANBON,D  T        Hearing    Branch    I        SO/04/13        2pp 
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Inspection  reports,  IF  H  u  1 1  e  1 1  n  s  ft  correspondenct 


B0041402B6  Responds  to  791011  Itr  re  sei smol 03 ical  review  of  proposed 
facility  USGS  t,  othor  eiperts  contracted  to  rev  i  em  site 
Conservative  assumptions  are  incorporated  into  structural  !< 
ays  designs  to  compensate  for  sei  smolog  teal  uncer  taint  leg 
DIRCKS.N  J    Office  of  the  Eiecutive  Director  for  Operations 
80/Q3/1S    3pp 


DOCKET  50-524  BARTON,  UNIT  1 
0  Ad  judicature  correspondence 

BOO4Q30Q26  Memorandum  of  understanding  between  NRC  *•  FEMA  re  prompt 
improvement  in  radiological  emergency  planning  & 
preparedness, d i str i buted  as  Board  notification 
OOBSICK.L  V   Office  nf  the  Eielutive  Director  for  Operations 
BO/04/02    34pp 

DOCKET  50-B2B  BARTON,  UNIT  2 
C  Ad jud icatory  correspondence 

8004030026  Memorandum  of  understanding  betueen  NRC  &  FEMA  re  prompt 
improvement  in  radiological  emergency  planning  t< 
preparedness, d i a tr itouted  at  Boat d  notif i cation 
OOSSICK.L  V   Office  of  tho  Eieeutiva  Director  for  Operations 
80/04/02   34pp 

DOCKET  SO-526  BARTON,  UNIT  3 
0  Adjudicator^  correspondence 

8004030036  Memorandum  of  understanding  between  NRC  &  FEMA  re  prompt 
improvement  in  radiological  emergency  planning  b 
preparedness, d 1 s tr ibuted  as  Board  notification 
QDB9ICK,L  V   Office  of  the  Executive  Director  for  Operation! 
BO/Q4/02   34pp 

DOCKET  50-527  BARTON.  UNIT  4 
0  Adjudicator^  correspondence 

9004030026  Memorandum  of  understanding  betueen  NRC  t>  FEMA  rt  prompt 
improvement  in  radiological  emergency  planning  & 
preparedness. d 1 s trlbutad  as  Board  notification 
OOBSICK.L  V   Office  of  the  Eiecutive  Director  for  Operations 
BO/04/02   34pp 

DOCKET  9TN-50-33B  PALO  VERDE  NUCLEAR  STATION,  UNIT  1 

A  Application/construction  stage  document*  &  correspondence 

8004040031  Advise*  of  issuance  of  NUREG-05BB,  "Interim  Staff  Poiltion 
on  Environ  Qualif leition  of  Safety-Related  Electrical 
Equipment,"  providing  guidance  rt  method*  tor  compliance 
ROSSi  D  F,   Division  of  Project  Management   SQ/02/Q5   7pp 

F  Security,  medical,  emergency  t  fire  protection  plan* 

B0040B0077  Advise*  that  submittal  date  for  evacuation  time  estimates, 
requested  by  NRC  791236  Itr, das  bean  postponed  pending  OAO 
clearance  under  Federal  Rapts  Act 
CRIMES.  B  K,   Emergency  Praparedne**  Task  Force   BO/03/11   4pp 

B0041S0566  Responds  to  NRC  791121  it  1226  request*  for  evacuation  time 
estimates  i  revised  emergency  plan, respect ively  Delay 
ulll  render  AZ  itat*  plan  Incomplete  Info  ulll  be  provided 
in  Dec  19BO, 
VAN  BRUNT.E  E   Artiona  Public  Service  Co   BO/04/01    4pp 

K  Utility  Final  Safety  Analysis  Report  (FSAR)  fc  amend* 

S004010244  Forurardc  Amind  1  to  FSAR 

VAN  BRUNT,  E  E   Arltona  Public  Service  Co   BO/03/31,   Ip 


—9004010247  Amend  1  to  FSAR 

*   Ariiona  Public  Service  Co   BO/03/31    O3pp 


B004300117  Forwards  IE  Imp  Repts  50-528/79-10,50-529/79-10  i. 
30-530/79-06  on  791101-30  No  none onp 1  lance  noted 
SPENCE1,G  S    Region  3.  San  Francisco,  Reactor  Construction  fc 
Engineering  Support  Branch    BO/O1/31    2jip 

— B004300121  IE  Insp  Repts  50-328/79-10-50-529/79-10  5-  50-S30/79-Oi  on 
791101-3O  No  nonconp 1 i anna  noted  Major  areas  inspected  const 
ac  1 1  vi  ti  BS,  me  1  ud  I  ng  pipe  hanger  ue  !  ds,  reactor  cooling  poat- 
uield  beat  treatment  ',  spray  pond  pump  steel 

DODDB,  R  T    Region  Si  San  Francisco,  Reactor  Construction  (• 
Engineering  Support  Branch    vtlRDERBRUEGGEN   Region  S,  San 
Franciacor  Office  of  the  Director    BO/01/30    fcpp 

8004020152  Ack  rscoiot  of  80022B  Itr  informing  NRC  of  steps  taken  to 
correct  violation  noted  in  IE  [nsp  Repts  50-530/79-09, 
SO-529/79-09  J.  50-S30/79-OS 

SPENCERiO  B    Region  5,  3an  Francisco,  Reactor  Construction  & 
Engineering  Support  Branch    BO/03/17    Ip 

—8004020162  Responds  to  NHC  600129  Itr  re  violation  noted  in  IE  Insp 
Repts  50-523/79-09,50-329/79-09  >>  50-S30/79-03  Corrective 
actions  inspected  piping  for  cleanliness  t-  instituted  formal 
training  for  employees 
VAN  BRUNT, E  E    Ariiona  Public  Service  Co    SO/02/2Q    3pp 

—8004020169  Forwards  IE  Insp  Repts  30-529/79-09,50-339/79-091! 
50-530/79-05  on  791129-30  t-  notice  of  violation 
BPENCER,G  S    Region  5,  San  Francisco.  Office  of  the  Director 
SO/01/29    2pp 

--B004030171  Notice  of  vlnlation  from  Insp  on  791129-30 

«   Region  S,  Ban  Francisco,  Office  of  the  Director   BO/01/23   Ip 

--B0040201BO  IE  Insp  Repts  50-528/79-09,50-529/79-09  i  BO-330/79-05  on 
791129-30  Noncomp  liancB  noted  failure  to  use  temporary 
cleanliness  pipe  caps  on  safety-related  piping 
DDDDSiR  T    Region  5,  San  Francisco,  Reactor  Construi.  tion  & 
Engineering  Support  Branch    NAHDUT, P  P  ,  ECKHARDT, J  H    Heflion  3, 
Ban  Francisco,  Office  of  the  Director   BO/01/ZB   7pp 

8004150203  Forwards  IE  Info  Notice  BO- 13,  "Instrument  Failure  Causes 
Opening  of  POF)V  t/  Black  Valve  "  No  specific  action  or 
response  necessary 

ENQELKGN.R  H   Region  5,  Ban  Francisco,  Office  of  the  Director 
BO/03/31    Ip 

8004100097  Forwards  IE  Circular  90-05,  "Emeroency  Diesul  Generator 
Lubricating  Oil  Addition  t,  Qnsito  Supply  "  No  written 
response  required 

ENQECKEN.R  H    Region  5,  San  Francisco,  Office  of  the  Director 
SO/04/01    Ip 

8004110107  Forwards  IE  Info  Notice  Bu-13,  "GE  Type  SHM  Control  Switches 
Defective  CAM  Followers  "  No  specific  action  or  response 
ceg.uired 

ENQELKEN.R  H   Region  5,  San  Francisco,  Office  of  the  Director 
BO/04/02   Ip 

8004220031  Forwards  IE  Info  Notice  80-14,  "Safety  Suggestions  From 
Employees  "  No  action  required 

ENOELKEN.R  M    Region  S,  Ban  Francisco,  Office  of  the  Director 
00/04/03    Ip 

B0041B0146  Forwards  IE  Circular  80-07.  "Problems  W/HPCI  Turbine  Oil 
Sys  "  NO  written  response  required 

CNQELKEN.R  H   Region  3,  San  Francisco,  Office  of  the  Director 
00/04/03   Ip 

8004230373  Forwards  IE  Bulletin  79-03A,  "Longitudinal  Meld  Defects  in 
ABKE  8A"312,Type  304  Stainless  Steel  Pipe  "  Action  required 
ENGELKENiR  H   Region  3,  San  Francisco.  Office  of  the  Director 
80/04/04   Ip 

B004220170  Forwards  IE  Bulletin  80-08,  "Exam  of  Containment  Linar 
Penetration  Waldi  "  Written  response  required 

ENOELKENiR  H   Region  5,  San  Francisco,  Office  of  the  Director 
SO/04/07    Ip 

8004240493  Act  receipt  of  800326  Itr  Informing  NRC  of  step*  taken  to 
correct  violations  noted  In  IE  Insp  Repts  SO-5SB/BO-01, 
50-529/90-01  (.  50-S30/BO-01 

SPENCER, Q  S   Region  3,  San  Francisco,  Reactor  Construction  t 
Engineering  Support  Branch   80/04/08   Ip 
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--a0012<JO'jQl    Responds    to    NRC    8OQ327    [^^    re    violations    noted    in    IE    Insp 
Ropts    tO-52tf/8O-Q!,  50-329/00-01    '.    SO-S30/BO-01    Corrective 
actions     Bccht-el     field    ^onst    manager     issued   300301    memo 
erphasiiihg     compliance    in/drawing    control    5^5 
YAII   BRUiJT.E    E         Ariiona    Pub  1  ic    Service    Co         00/03/26        3pp 


Utility    Final    Safety    Analysis    Report    (FSAR)    !-   amends 


6004010244   Forwards    Amend    I     to    FSflR 

VAN   HRUNr,E   E        Arfiona    Public    Service    Co         BO/O3/31          Ip 


-800-J2-4Q5GS   Forwards    IE    Insp    Repts    50-526/30-01,50-529/80-01    !, 
5C- 530/00-0]     on,    600121-35   i     notice    of    violation 
SPE^CFR.  G   S         Region    5.     Ban    Francisco,     Reactor   Construction   Si 
Engineering    Support    Branch          80/02/37         2pp 

— BQ0424Q51&    Notice     of    violation    from    insp    on   S00121-25 

»      Region    S,     San    Francisco.     Office    of    the    Director        90/03/26 
2pp 

—  9004Z'10S22    IF    Insp    Repts.    30-5P8/BO-Q1. 50-539/HO-01    t    50-530/80-01 
on   600121-25      Noncomp 1  lance    noted    failure    to    stamp    drawings 
for    proper    identification 

ECHHARD,  T    ,     KlfiSCH,  D    F        Region    5,     San   Francisco,     Office    of    the 
Director         HAYNES,  R   C         Region    S,     San   Francisco,     Reactor 
Con-s  ti  uc  t  ion    i   engineering    Support    Branch         80/03/26         llpp 


S      Reportable    occurrences,     LERs    t    related    correspondence 


—  B004010247    Amend    1     to    FSAR 

•      ArUona   Public    Service   Co 


133pp 


tins   .'    coi'iespondenee 


Q00d300117   Forwards    IE    Insp    Repta    50-32B/79-10,  50-529/79-10   i 
50-530/79-06   on    791101-30   Wo    noncomp  1  liinc  e    noted 
SPENCER, S   S        Region    5,     San   Fiancisco,     Reactor    Construction    i, 
Engineering   Support   Branch        SO/Oi/31        2pp 

—8004300121     IE    Insp    Repts    50-528/79-10,  SO-529/79-lO   <<    90-S30/79-OA     On 
791101-30  No   noncompliance   noietl   Major    areas    inspected    const 
activities,  including    pipe    hanger    cue  ld».  rear  tor    cooling     poit- 
ueld    fieat    treatment    '<    spray    pond    pump    steel 

DQDDS,  R    T       (legion    5,    San  Francisco,    Reactor   Construe  tlon  Si 
Engineering    Support    Branch         VUHDCRuRUEOGCN      Region    5.     San 
Francisco,    Office   of    the   Director        QO/OI/30        ipp 


8004070251    Ack    receipt   o-f    800305'    final    rept   re   deficient  uieUs    on 
sa  f  etij-re  Sated    pipe    hanger    assemblies    Util    rept   uill    be 
reviewed    t,    evaluated    bij    WRC 

ENGELWEN.  R    H         Region    5,     San   Franciscd,     Office    of    the    Director 
SO/03/12          Ip 


8004020153   Ack    receipt    of    QOQ32B    Itr    Informing    NRC    of    it ops    taken    to 
correct   violation   noted    in    IE    Insp    flepts    50-928/79-09, 
50-529/79-07   &   50-930/79-OS 

SPENCER, 0  S       Region    5,    San   Francisco,    Reactor   Construction   fc 
Engineering    Support    Dranch         GO/03/17         Ip 


— B004-Q70255   Toruards    final    rept    re   deficient   uieldi   on   saf eti;-related 
pipe    hanger    diseinblics 
VAH    DRUMT.E   E         Ariiona   Public    Service    Co        SO/03/06         Ip 

— 00040170250   Final    rept    re    deficient    uelds    on    safety-related 

(Quality    Class    0)     pipe    hanger    assemblies    Of    47    pipe    hangers 
lnitall«d    t.    inspected,  17   had     fillet    uelds    that    uere    too 
small    Melds   are    being    repaired   per   design   criteria 

*  /irnona    Public    Service    Co         90/03/05        3pp 

BO0401O350   F-oriiiarid  5    intBtim    defic  iency    rept    re   Rockbestos    Co   600   volt 
copper    pou«r    cable    dellvfrod    J"    partially    installed    at 
facility  Results    of    qualification    testing   are   required 
before    final    corrective    action    can   be    taken 
VAN   DfiONT,  E    E         Ariiona    Public     Service    Co        QO/03/24        2pp 

—  8004010359    Interim    deficiency    r  ep  t    re    partially    Installed   ftoclibe«to» 

Co  600  volt  cooper  poucr  cables  having  nonsenuent iat  footage 
marking!  I nv&* fc 1 9  a  1 1  on  revealed  factory  repair  of  conductor, 
insulation  J  jacSiet  unacceptable  Stop  wort  order  Issued 

*  Arnona    Puflir    Service    Co          BO/03/18         5pp 

9004 1 70045  Faruarils    Interim    deficiency    rept   re   visual    Inaji    of 
circumf ei  ential    ueld    joints    on    ASKE  Section    111, Class   3 
piping    BIJS     betuiecn    2-4    inches    in    dlanater 
VAN    DRUNT.E    E         Aruona    Public    Service    Co         BO/Ort/10        pp 

—  B00417005I     Interim    deficiency    rept    re   vnual     Insp    of    circumferential 

uield  >oints  on  ASMS  Section  Ill.Class  3  piping  ius  betuaen 
2-')  iiche-s  in  diameter  Caused  by  Incorrect  Info  on  Draining 
13-P226-O11  Weld!  mill  he  re-Inspected 

*  Arliona    Public    Service    Co          80/04/09        2pp 


DOCKET   STK-50-SS9    PALO   VERDE   NUCLEAR   STATION,     UNIT   2 

A      App 1 ica t lon/con*truc tion    stage    documents   b   correspondence 

3004040031    Advises    of    Issuance   of    NUREG-OSBB,     "Interim  Staff  Position 
on  Environ   Qualification    of   Safety-Related   Electrical 
Eo,ul  prpentj  "    providlifig    guiifarice    re  methods    for   compliance 
f)OSS,D  F        Division   of  Project  Management       90/02/05       7pp 

F      Becurltij'    modical,     emergency   &•    fire   protection  plans 


—8004020163   Responds    to    NRC    800129    Itr    re    violation   noted     in    IE     Insp 
Repts    50-528/79-09,50-539/79-09   (.    50-530/79-03   Corrective 
actions    inspected    piping    foi     claaiillnesi    tt    instituted    formal 
training    for   employees 
VAN   BRUNT, E   E        flrliona   Public    Service    Co         80/03/20         3pp 

— SOOflOEOliB   Forwards    IE    Insp    Repts    30-538/79-07,50-539/79-09   i. 
50-530/79-09  on   791129-30  It  notice   of   violation 
SPENCERiO  S       Region   5,    San  Francisco,    Office   of    the   Director- 
00/01/29        2pp 

—8004030100   IE   Insp   Repts    90-528//9-09,  55-S29/79-09  (.   30-330/79-03    or, 
791139-30  Noncomp 1  lance   noted    failure    to    use    temporary 
cleanliness   pipp   capt   on    cafe ty-ro luted    piping 
DODDS.R   T       Region   5,    San   Francisco,    Reactor    Conitrue  t  ion   (. 
Engineering   Support    Branch        NARDUT,  P  P   ,    ECKHARDT,  J  H        Iteglo-n    S, 
Ban  Francisco.    Office   of    the   Director        BO/01/2B        7pn 

3004150303  Foruardu    IE    Info   Notice   80-13,    "Inttrument  Fall  urn   Cauafr* 
Opening    of  PORV  t    DlocK    valve    "    No    specific    action   or 
response    necessary 

ENGELKEH.R   H       Region    S,    San  Francisco,    Office    of    tfie  Director 
BO/03/31          Ip 

8004100097  Forwards    IE  Circular   80-09,     "Emergency    Diesel   Ooneratar 
Lubricating   Oil   Addition  &  Ontite   Supply    "   Mo   ulrltton 
response    required 

ENOEl.KEfJ,R   H       Region   g,    San  Francisco,    Office    of    th»   Director 
80/04/01         Ip 

8004110107  Foruardj    IE    Info   Notice   80-13,     "QE   Type   flDM  Control    Suitche* 
Defective   CAM  Follouers    "   No   specific    action   or    response 
required 

ENQELKEN.It  If       Region    5,    Ban  Francisco,    Office    of    the  Director 
80/04/02        IP 

H00422003I    Foriuords    IE   Info   Nqtice   00-14,    "Gafetu    Suggestion*    From 
Employees    "  Mo  action   required 

ENGet-KEtJiR   H       fiegion   S,    San  Francisco.    Office    of    tti«   tHvictqr 
80/04/02        Ip 

B0041B0146  Forwards    IE  Circular   80-07,     "Problem*    W/HPCI    Turbine   Oil 
Sys    "   No  written  response    required 

ENGEUKEN,R   H       Reojon   5.    San  Franc  1  BCO.    Office   of    th«   Director 
80/04/03         Ip 


S0040B0077  Advlsea    that    lubmittal    4ate    for   evacuation   time   estimates, 
requeited    bij    HRC    791ZZo    If, has    is  on   postponed   pending  GAD 
clearance    unJer  Federal   Repts  Act 
GRIMES, B   K        Emergencu   Preparedness  Task    Force       30/03/11        4pp, 


80043303/3  Foruards    1C  Bulletin   79-03A,     "Lonsi tudinal    Meld    D«Cect«    in 
A8ME  SA-313,Type  304  Stalnlens   Steel    Pipe    "   Action  rio,"T"d. 
ENOEtKENiR  H       Region   3,    San  Francisco,    Office   of    the   Director 
80/04/04        Ip 


8CC"115O5-6i  Responds    to  NRC    771121    &    1236  requesti   far  evacuation    time 
estimates   J-    ravtted    ertiergiancy   p Ian,  respec tively  Delay 
inlll    render   A1   state    plan    incomplete    Info  ulll    be   provided 
in   Dec    1980 
VAM  SRUJ4T.E   E        Ar  i  i  ona  Public   Sarvltu  Co       BO/04/01        4pp 


S004330170  Forwards    IE  Bulletin  QO-08-     "E.*m  op   Containment   Ulnei- 
Penetration  Holds    "  Written    re*porv«e    rBa.utr«tl 

ENGEUEN.R  H       Region   S,    San  Francisco.    Office    of    th«   Director 
90/04/07        Ip 


DOCKETED  ITEMS 
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0004240193   Acfc    receipt    of    B00326    Hi'     informing    NRC    of    steps    taken    to 
correct    violations   noted    In    IE    inap   Repta    SO-32B/BO-01 1 
90-329/80-01    (.    50-930/00-01 

SPENCER. G   a         Region    5,     fian    Francisco,     Reactor    Construction    t, 
Engineering    Support    Biflncli        (30/04/03        lp 


— aOO-l020lfc2   Responds    to   NUC   0001 29    III    re    violation   noted    In    IE 
/lupls    5Q-52H/79    0-7,50    WO/ /"-O1?   *•    M-5JO/79-G5   Corrective 
actions    inspected    piping     t-or     (  1  aati  ]  hioss    I    instituted     formal 
training    for    employees 
VAN    HHUHT,C   f         An  tons   Public     Service    Co         80/02/20         3pp 


- -00042 40501    Responds    to   NRC    000227    Itr    re    violations    noted    In    IE    Imp 
Hopes    BO-Oaa/HO-01,  90-929/00-01    !<    SO-530/QO-0!    Corrective 
action*    Itochtol    Piold    const    manager    issued    Q00201    memo 
empha*  1 1 1"0    comp  I  lance    u/ili  auiing    control    su.a 
VAN   HRUNT,  E    E         Ariionn    Public    Eeivlce    Co         BQ/O3/3&         5pp 

--0004340508   Foruiflrds     1C    Inif)    Repts    90-92B/DQ-Q1 ,  5Q-529/BO-OI    fc 
30-330/00-01     on    000121-33    t    notice    of    violation 
SPENCER, 0    0         Region    •),     Boil    Francisco,     Reactor    Construe  t  Ion    & 
Engineering    Support    Branch         DO/02/2/        Hpp 

— 00012-10916  Notice    uf   violation    f i  om    Insp    on   B00131-25 

•      Region   !i.     Ban   francisco,    Office    of    the    Director        fiQ/02/26 
Spp 


-B004O20168   Foiusids     IL    Imp    riopts    50-^5/79-09,  50-929/79-09   It 
SO-530/79-OS    on    791  I?1?   3U    '.    notice    of    violation 

SPENCER,  G    5         Region    'j,     -Man    Fiancisco,     Clffice    of     the    Director 
80/01/29         2pp 

-B004020I71    Notice    "f    violation     f  i  om    insp    on    791129-30 

*      Region    5,     San    Fiancisco.     Uffice    of    the    Oirettor          00/01/29  lp 

-00040201BO    1C    Imp    Flepts    50-52B/79-09: SO-529//9-09   ft    50-530/79-OG    on 
791129-30   Npnconipl  lance    noted     failgie    to    use    temporary 
cleanliness    pipe    caps    on    s.irety-i  elated    piping 
l)nnl>S,R    T         {legion    Si     Ean    FianciscOi     Reactor    Construction   fc 
Engineering    Support    Drouth        NARBUT- P   P    .    CCKIIARDT.  J  H        Region    5, 
Ban    Francisco,     Office    of     the    Director         BO/01/36         7pp 


—(1004310922    IE    Inap    Ropts    !)0-5a(!/aO-Ol ,  HO-329/00-OI    «,    SO-S30/80-01 
on   0001 2 1  -23      Noncomp 1 1 nnce    noted    failure    to    atamp    diawlngi 
for    proper    Identification 

ECKHAHDi  T   •    KUlBCHtO  f         (tegloii   3,    Bon   Francisco,    Office    of    ths 
Director        HAVNC8.fl   C        Raglon   S.    Bon   Franclica,    Reactor 
Coni truclion   t   engineering    Support    Branch        R0/02/2i        llpp 

f]     R»port#bl*    occuri  oiicei.    UHls    d   ralatod    correspondence 

£1004170043   Foiunrd«    interim   deficiency,    rept    re   visual    insp    of 
c ircumf ertnt ia !    unit    joints    an   AGME  Election    IlliClni*    3 
piping    tys    hvtuieen   y-4    inchei    In    diameter 
VAN   nriUNTi  E.  C        Arlionn    I'uhlle    Oervlco   Co        QO/04/10        pp 

—  d004l70001    Interim   deflcloncij    lopl    re    visual    insp    of    circumferential 
ueld    joints    on    ABM!"   Election    Ill.CUti    3   pining    101    bfltueen 
2-1    Inchei    in    diameter   Coined    bu,    Incorrect    Info    on    Drauiing 
t3~Pl!2(>-Ol  I    Melds   mill    he    re-lnspocted 
»      Arlionn   Public    atrvlco   Co        BO/O'V/0?        Hpp 


DOCKt.T   DTN-SO-S30   PALO  VERDI-  NUCLEAR   GTATIfJN.    UNIT   3 

A     App  I  icat  loti/cons  truellon    stage    documanti    If   correspaniJence 

0001010031    Advl»«i    af    issuance    of   NURCQ-OODD.     "Interim   Btaff   Position 
n  n  Cnvlron   flunl  I  f  Icaliun    of   tlafetu-Related    Electrical 
Equipnutnti  "    providing    ouidnnce    r»    molhoils    for    complijnco 
R088,  I)  ("        Division    o^    Project   M»nag«ment        00/02/03        7pp 


^      Hecurlti/i 


emvrgencg    &    fire    protection   plan* 


0004000077  Advise*    th*l    tubmlllnl    dato    for    evacuation    time    tntlmatei, 
requested    by    NRC    7tl33l>    llr,h«*    been   poitponed    ponding    OAO 
clearance    under    Federal    Repts    Act 
OHlMCflil)   K        fmergeniy    Preparedness    Tnik    Force        (10/03/11        1pp 


£1004150203   Fuiiuards     IE    IriFn    Notice    BO-12,     "  Initrmtiont    Failure    Cause* 
Opening    of   POHV  '<   Block   Valve    "    No    specific    action    or 
rosponso   nccosaatij 

ENQELKEN.R   H         Fiegion    5,     ban    Ftariclsco,     Office    Of    the    Director 
BO/O3/31          lp 

OOOH00097   Forwards     IE   Circular    BO-Q5,     "EmOTgencii    Diesel     Qenarator 
Lubricating    Oil    Addition   (.   Clnaite    Supply     "    No   written 
response    required 

ENOELKENiR   M        Region    5,    San   FiancisLQ.    Office   af    the    Director 
BO/04/01          lp 


Fotuinrds     IL    Info   Notice    B0-|3,     "QE    Type   SDH   Control    Suitcho 
Defective   CAM  Followers    "   No    ipocifit    action    or   reaponaa 
roqu  ired 

ENCELKEN.R  H        Rogion   5,    Ban   Francisco,    Office    of    the    Director 
80/04/02        lp 

0004230031    Forwards    If    Info  Notice   80-14,     "Safety   Suggestions  From 
Employee!    "    No   action   i equircd 

ENOELKEM.R  H        Region   5,    S»n   Franciic",    Office    of    the    Director 
00/04/03        lp 

H0041B0146  Forwards    1C   Circular   BO-O/,     "Problems   H/Hf'Cl    Turbine  Oil 
Sgs    "    No  written   response   toqulred 

ENQELUCNpR    H         Region    3,     =1*11    Francisco.     Office    of    the    Director 
aO/O-l/03        lp 

H0043:i0373  Forward*    IE   Ouiiutln    /9-03A,     "Long  i  lud  ina  1    Ueld   Defect*     In 
ASME   BA-313,  Type    904    titalnless    3teel    Pipe    "    Action    ren,uired 
ENOEUKCN.R    II         Region    3,     Bon    Francisco.     Office    of    the    Blrector 
BO/01 /O'l         lp 

0004230170  Forward*    It   Bulletin   GO-OB,     "Eiam   of   Containment   Liner 
Penetration  Wold*    "   Written   response    required 

ENOEl.WEN.R    H         Region    3,     Ban    Frjinclsco,     Office    of    the    Director 
BO/04/07        lp 


K      Utility    Final    Bnfetv   Analysis    Report    (FOAfO    ti  amend* 


Forward*    Amand    1    to   PBrtR 
VAN   nnUNTiC  E        Aril  on*   Public    Oervlee   Co        QO/03/31         lp 


0004340493  Ack    receipt    of   000326    Hr    informing   NRC    of   step*    lafcen     to 
correct    violation*    noted    in    IE    In»p    R«pU    90-S20/HO-OI. 
30-329/tlO-Ol    ti    30-930/BO-Ql 

BPENCER.O  a        Region   5,    Ban   FrancUcn,    Reactor  Conilructlon  fc 
Engineering    Bupport   Branch        00/04/09        lp 


--E1004010U17  Amend    I    to  f  BAR 

*     Arliona  Public   aervlee   Co 


ISSpp 


0     Inipectlon   reports,    IK  Dullelln*  &  correipondence 


— B0043'IOS01    Respond*    to  NHC   000227    Itr    re    violations   natnd    In    1C    Imp 
FUptl    30-920/00-01,90-339/00-01    t   90-B30/BO-01    Corrective 
actions    Dechtel    field    const   manager    lamed    000201    memo 
emphaililng    compliance  u/drauing    control    sy* 
VAN   BRUNT,  E  E        Arliona  Public    Service    Co,       GO/03/26         Spp 


000*300117  Forward.*    IE    In*p    Rept*    SO-SSQ/79-10.  50-527/79-10  (. 
BO-5ao/7V-06  on   791101-30  Mo  nontompl lane*   noted 
BPENCCR.O  S,       Region    3,    E3«n   Franci*ea,    Reaetor   Construction 
Engineering   Bupport  llranch       00 A)  1/31       Spp 


-B004H40SOB  Forward*    IE    Imp    Rept*    SO-S28/QO-01 ,  50-921/90-01    k 
BO-330/BO-01    on   000181-39  !•   notice    of   violation 
BPENCERiO  B        Region   3,    San  FrancUco.    Reactor   Construction 
Engineering    Support   Branch        fiO/02/27        2pp 


—  6001300121    IE    In*p    Rent*    fiO-5SB/71    10.  3Q-3JJ9/7<)-10  *.    50-330/79-06   on 
791101-30  No   noneomplUnce    noted    Major    are»»    ln*pected    con*t 
actlvltttai,  including    pip*    hanger   usldi,  raoclor    cooling    poit- 
uield   lm*t   treatment  k  iprau   pond   pump   «t*o) 

CODDa.H    T,       Region   9.    9an  Francisco.    Reactor   Consfcruclion   k 
Engineering   Bupport  Br*ntli       VORDEHBRUCOOCN     Region   3.    a»n 
Fr*ni:i»coi    Office  of   the   Director       00/01/30       6pp 

QQ0402015H  Ack    receipt    of    BOOS2B    Itr    informing   NRC    of    »tep»    taken    to 
correct  violation  noteit    In   IF   !n*p  Rent*   30-BSQ/79-09, 
50-329/79-Q9  »<   30-530/79-03 

0PENCER.O  B        Region    9.    San   Fr*ncUeo.    Reactor   Construction  t 
Engineering    Support   Dranch        80/03/17        lp 


-S004240316  Notlc*    of   violation    from    insp    on  000121-23 

«      Region   5,    San   Francisco,    Office    of    the   Director         H0/02/2fo 
2pp 

-B004240322    IE    Insp    Repts   30-52B/BO-OI.  90-529/00-01    t>  50-930/00-01 
on   SOOiai-25     Noncorapllance   noted    failure    to    stamp    drawing* 
for    proper    identification 

ECKHARD.T    ,    KIR6CH,  0  F       Region   9.    3nn   Francl»co.    Office    Pf    tl>* 
Dlroetor        HAVNEB.  R  C        Region    S,    Ban   Francisco.    Reactor 
Con»tructlon   &  Engineering   Support   Dranch        BO/O2/2&         llpp 
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DOCKETED  ITEMS 


DOCKET   50-534    WOL5UNO     1 

F      Security,     medical*     emergency    i>    fire    protection    P I  •ant 

S004150E66   Responds    to    NRC     '91121    ^    122a    requests    for    evacuation    timt 
estimates    ';    revised    emei  gency    p Ian, reap ec ti ve  1  y    Delay 
uill    render    AZ     state    pl=m     incomplete    Info    iui  1 1    be    provided 
in    Dec    19BO 
VAN    BRUNT, E   E         Ariiona    Public    Service    Co         BO/O4/O1          4pp 


DOCKET   50-537   CLINCH    RIVEf!     BRtEuER    REACTOR 


0004290-126    Intorms    of     intention    to    USE    ANSI    N45   2    9-1979    "Retirements 
for    Collection,  Stoiage    '.    Ma  int.    of    QA   Records    for    Nuclear 
Poiiier    Plants"    for    tuo    des.ign    parameteri    re    wind     loadings    & 
a-h    fire    rating 
SHIELDS,  B    u         Public    Setvue    Co       of     Indiana,     Inc         BO/04/21          ip 

S00430034B   Forwards    'Consolidated     Description,    OA   Program    " 

SHIELDSpS   H         Public    bervite    Co       oF    Indiana,     Inc         BO/04/30         Ip 


— 9004300350    "Consolidated     Description    QA   Program    " 
*      Public    Service    Co       o i     Indiana,      Inc         00/04/23 


9&pp 


F      Security, 


adital,     emeigencij    '<    rire    protection    plans 


30040*0031    Advises    of     issuance    of    NUREG-05S3,     "Interim   Staff    Position 
on   Environ    Qualification    of    Safety-Related    Electrical 
Equipment,"    providing     guidance   re    methods     for    compl i  anca 
RGSS:DF         Division    of    Project    Management         BO/O2/O5          7pp 


B004Q80077    Advises    that    sutimittal     date    for    evacuation    time    estimates, 
requested    by    NRC    791 226    1 tr, has    been    postponed    pending    QAO 
clearance    under    Federal    Ropts    Act 
CRIMES,  a    K         Emeroency    Preparedness    Tasli    Force         80/03/11          4pp 


300429D3i4   Forwards    ''Final    Repl    on    Base    Ma  1 1  s    Tests    for    Cell    Liner 
Steels    " 

COPEUANO.R   L         Ener-gy ,  liep  *•    of,     Clinch    River    Breeder    Reactor    Plant 
BO/04/04         Ip 

--B004290371    "Final    R*pt    on    Base   Matls    Tests    For    Cc-11    Liner    Steel-s    " 
CaWQlLUM   0    ,     GOWDA,  B    C    ,     THOMAS,  K   C         West  ing  house    Electric    Corp 
WARD-D-025?         BO/01/31         30Opp 

B004150473   Forwards   Revision    1    to   lJARD-fl-021  B,     "Structural    Response    of 
Scale   Models    to    Simulated    Hypothetical    Core    Disruptive 
Accident    " 

COPEUAND.R   L         Energy,  tlept    of,     Clinch    River    Breeder   Reactor    Plant 
BO/O'l/11         Ip 


G      Adjudicator^    correspondence 


90041B0223  Foruaids   utll    "Description    of   Licensee   Activities    Addressing 
Order    Cfnf Irming    Suspension    of    Const    ' 
POPE, J   «         Public    Service    Co       of     Indiana,     Inc         60/O3/04         2pp 

900403003*   Memorandum   of    understand  ing    betueen   NRC    b  FEMA  TR    prompt 
Improvement     in    lidinlogical    emergency    planning    & 
preparedness, disti i buted    as   Hoard    notification 
GQBSICK.L   V       Office    of    the   Executive   Director    for   Operation* 
BO/<M/03         34pp 


H       Oeneral     correspondence 


— B0041S04BO    "Structural    Roaponse    of   Scale    Models    to    Simulates 
Hypothetical    Co,re   Disruptive  Accident    hl    Ro-vislon    1 
»      Mestinghouse    Electric    Corp         UARD-D-021B   Rl          79/10/3J 


F      Security,    medical,     emergency    I   fire   protection  plan* 


18pp 


BOQ'!09C077  Advises    that    sirbmittal    date    for    evacuation    tine    estimates, 
requested    by    NRC    79 122 A     !tr,tias    been    paatponed    pending    OAD 
clearance   undeL'   Federal    Repts    Act 
GiiIHE3-B   K         Emergency    Pi-opai  fdnes  i    Tflsk    Farce         80/03/11          4pp 


B004020490   Auaits    reply    to    7"?1210  request    for    hearing    re    order    far 
auspension    of   const   Appeal    protested    regulation  Si   si/s   which 
can    so   easily   dismiss    final    administrative   appeal    u/o  reason 
or   e  ip  lanat  i  on 
FREV.D   O         Sassafras    Audubon    Society         90/03/02         Ip 

90O4210275   Foruiards    ejicelpt    from   Pieiident    Carter's    "Second    Natl    Energy 
Plan."    transm!  tteil    to   Congress   on    790507,  In    response    to    Itr 
to   DOE   referred    to  NRC    on    BOO! 22   Plan   promotes    etpanded    uie 
of   nuclear   &    coal    power 
DEIJTON  H  R        Office    of   Nuclear   Reactor  Regulation        BO/03/03        15pp 


DOCKET    STN-BO-946    MARHLE   HILL   NUCLEAR   STATION,     UNIT     1 

A      Appl  i  cation/cons truct i on    stage    documents    &    c orreip ondenc e 

8004040031    Advises    of     issuance    of    HUREG-05SB,     "Interim   Staff    Position 
on   Envnon   Qualification     of    Ba  f  etif-Relflted    Electrical 
Equipment,"    providing    guidance    re    methods    for    compliance 
RdSS.D   F        Division    of    Project    Management         80V02/OB         7pp 


— 8004210263   Foi  uiards,  f  or    NRC    response.  Doyl  ei     Itr    urging    expediting    const 
of    coal    &   nuclear    power    plants 
BATHKOPF,  C    L      Eneroy;Dept    of         SO/01/23         3pp 

Q00-I0703£,4   Responds    to   7W)\t>  request    that   LPDH    bo    astablishsd    in 
Indianapolis,  IN  NRC    establishes   LPDR    In    immediate    vicinity 
of   proposed    'f  operating    commei  c  ial    nuclear    power    plants 
Applicable   LPDR    locations   ft  hours,    of    operation    encl 
BOUDER,J   L        Division    of   Rules   and    Records        00/03/13        3pp, 


6004170193   Foruiards    doc  umentat  I  on   of    utll     aver    capacity    Current 
reserves  are   grealei     that    50/.  A  predictions    for    I9BO   ihou 
reserves    of    70A    No    urgency    to    resume    const 
HAUCK,F        Affiliation    UnlTioun         00/03/O6          Ip 


— 0004070373  RequBSti    esUbHihment    of    LPDR    In    Ind  1  anapol  1  s,  IN 
Believes    that  LPDR  would    be    appreciated    &  wall-used    bu, 
cltlioT»    of    Indianapolis 
DENNETT, C   L       Affiliation  Unknown        79/07/16        2pp 


B0040806V1    Notification    o*    800314   meeting    among    Ofc    of    Nuclear    Reactor 
Regulation,  IE   Region    3    V    Ofc    of    IE    Div    of    Reactor    Const    Insp 
In  Bethesda,  MD    to    discuss    utll    sutimlttals    J,  ansuer    to 
current  01  der 

SHEHI1AKER.R   F         PJtvision    of   RBdttor   Cans  tr  uction    Inspaction 
BO/03/07        3pp 

6004080160  Forwards,    utll    S0030D  request    that    NRC   -allpui  resumption  oP 
first    phase   of    safely-related   uor!t 
POPE.J  R       Public    Service   Co      of    Indiana.     Inc        90/03/11         ip 

-~9004QS0148  niscusses   NftC    790B15  order    confirming    suspension    of   safety- 
related    const    at   facilities   Submits    plan    for    resuming 
receipt    insp   -of    saf-oty    categoiy    matli   It    components  Requelts 
NRC    approval    of    r«iumpeion    ot    safety-related    actlvltiBs 

W        Public    'ior/ice   Co      of    Indiana,     Inc        80/03/09       3pp 


S00423OIEI6  Foruar-J  i    request    for   addl     Info   re    util    QA   program  NRC  needs 
info    to  coitipUtfl    i-evieiu  of    revised    QA  program   submitted    In 
response    to   NRC    770815    order    confirning    tuipenslon,    of    const 
Requests   consolidation    of    pi  esent    OA  program 
RUBEMSTEIN.L   S         Light    Hater    Reactors    Branch    H         BO/04/-D1         =?pp 

8004190370  Notification   of   900411   meeting    u/uti  I     in    Detheida,HD  re 
revised  QA  program  description 
UILSD-H,  J  N       Light   Watsr   Reactors    Branch    4        30/04/O3        Sop 


Q      Inspection   rtporti.     IE   Bullotim    ti  corrq  ipondence 

B004010043   Foriuards    IE    Insp    Rapts   SO-546/BO-OP  !i   80-347/00-03    on 
800117-10,  No   noncomp  llanco    noted 

FIORELL1.0        Region  3,    Chicago,    Ruactor  Construction    I  EnoinBering 
Support   Oranch        £10/02/15        2pp 

--  P00404004A    IE    Insp    RcptB    3O-546/BO-02   I    30-947/80-02    on    000117-18   No 
nancomp  1  lance   noted    Major   areas    inspected    follaucp    on 
previously    identified    Insp    finding*   &  review   of    PBI    rept 
re   790&37    immediate   action    Itr 

HAVES,  D  W        Region   3.    Chicago.    Reactor  Construction  &  Eng  Iniaring 
Support    Hranch        HAWKINS,  r  C        Segion3,     Chlcagoi    Office    of    the 
Director        ao/02/ll         5pp 

QOO-1040414   Forwards    IE    [nsp    Repls    30-546/00-05   (.   30-947/BO-05   on 
BOQ121   Ma    noncomp  1  lane  e   noted 
KEPPLFR.J   0        Region   3,    Chicago,    Office   of    the   Director        80/02/16 


—  a0040404ia    IE    Intp  lleptt    30-54&/ao-03  fc  50-9-17/80-03   on   800121    No 
nancomp  1  kance   noted    Major    areas    inspected    development    of 
liconsee    response    to    order    confirming    suspension   of    eonst, 
FIDHELUI'O        Region  3,    Chicago,     Reactor    Construction   h  Enaineering 
Support    Branch        SCWJEIDINZ,  E  H    ,    HAUKINBi  F    C        R«gion  3>    Chic.«goi 
Office    o-F    the  Dir*clor        BO/02/13        app 
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0004100144   Forwards     IE     Info   Notico    00-08.     "States    Co    Sliding   Link 
Electrical    Termini'1     Block    "    No    specific    action    or    reapomo 

Rag  i  a"    3-     CH  Icago,     0 


required 
KEPPLEH.J   0 


of     the    Dii ec tor 


8004320150   Forwards     It    Info   IJotics    HO    11,     "Safety    Suggeotlorn    From 
Employeon    "    ND    action    iiquiied 
KEPPLGFl.J   G         Region    1,     Cliicagn:     Office    of    the    IliicctoT          im/04/02 


000-1210131    Forward*    util    000305    Ur    to   V  Stolid    requeuing    that    util 
be   allouied    to    r*«umo    receipt    imp    at    facility 
SHIELDS. S   W          Public     Service   Co      of    Indiana.     Inc        SO/03/07        lp 


0004230393   Forwards     It    Circular    OO-O/, 
Sys    "    No   written    i  osponse   requnod 
KEPPLER, J   0         Hogion    3:     Chicago,     Qfft 
lp 


•F'l  oil  I  em*    U/HPCI    Tuibliio    01  1 


B004100371    Respnnct*     to     IF   Bulletin   80-03  Charcoal    adsorber    colls 
purchased    t  DT     facility     have    not    been   delivered    tn    sito 
SHIELDS,  S  W          Public    Borvica   Co      of    Indiana,     Inc        80/03/19        lp 

8004300525    Forwartft     IE     ln*p    Ropti    50-3rtfc/00~03   (-    90-547/80-03   on 
000107-31    8-    notice    a  t    violation 

KEPPLER,  J  O          Hcrjlon    3-     Chicago,    Office    of    tho   Director        80/03/21 
2pp 

— 8004300928   Notico    of    violation    from    imp    on   800107-31 

»      Region    3-     Chicago,     Office    of    the   Director        00/03/10        6pp 


8004330250   Foiuards     in  Hullotin    /9-03A,     "1  ong  i  tud  1  tin  1    Held    Defects     in 

ASME   SA-312,  Type    304  Stainless    SLoil    I'ine    "    Action    required 

KEPPLCR.  J   0         Region  T.     Tliicngo,     Ofrice    of     the    Director          00/04/07 
IP 

00  04  3200  7  4   Forward e    II"   Rul  Utiu  tiQ-OH.     "i.  i  am   of    Cutita  i  nitien  I   Liner 
Pone  trail  on   Weld*    "   UrllLun    i  uaponso    tequiied 

KEPPLER.  J   G         Floglim    J,     Chicago,     OFflco    of    tho    [11  lector         00/04/09 
IP 


S      fieportablo    occui  rencei,    Ifld   4    ID  la  tod    ci 


—8004300536    IE     Imp    Kepti    30-346/80-03  &    30-347/00-03   on   000107-31 
Noncompl  ionce    notflil     fa  1  lure    to    Include    nual  1  ty    requirement 
in    procurement     doe  umcnH,  to   pretcrlbe    quality    activitu    in 
documented     procedure    ti    to    implement    Intp    program 
WILLIAI19.C     C     .      MAnrtlEKIN.J   J        RBoton   3,    Chicago,     Office    pf    the 

Dii-ectot-       ao/oa/in       0pp 


0004070201    Ac  k    voccipt    of    BOO  30')    intaiim   duflcionci;     rcpt    i«    imncado 
matl    t*    certain  Catogoiij    I    companenti   final    rept   will    bn 
rtvioiijed    upon   receipt 

FIDKCLl-I.O        Kvglon   Cli    Chicagn,    Heacloi    Cinittructlpn   &   Tug  Ineei  lug 
Elupport    firanch         110/03/17         IB 


Q00fl090141    AcS     recoipt    o*    000310    I  ti     Informing   NRC    pf    »tep*    taken    to 
correct    vtolatlona    noted    in    IE    ln»p    Replo    30-S4&/79-29   fc 
SO-B47/79--29 

FIDRELLI.O         RoBlon    3.     Chicago,    Rsaclor   Construction   «.  Engineering 
Support    Branch          HO/Q3/24         lp 

—0004090146   flBftpcmt!*     lo    NI1C   (100113    llr   u/addl    Infn   re    violation!    noted 
in    IE    Intp    (Jept*     9O-S46/7V-25  b   DO-D47/7V-H3  Corrective 
it  t  ion*    custody    of    neutron    poiltlonlng    device   ua»    changed    t< 
proper    purgtf    main!    UAI    pirformeJ 
SHIELDS,  B,H          Public    Service   Co      of    Indiana.     Inc         00/03/10        tpp 


0004070197  Ack    locolpt    of   (KW11?    Interim  deficiency    iept    ro    tear    In 
outside    flnngf    of    uppi'imoil    conta  inmonl    llnci     itlPfonor 
Ravleu  ulll    commence    u|>oii   locelpt    of    final    inpt 

FIORELLI.O        Region  3.    Chicago,     [leactor   Corntruction   t.   fei>g  ln»«r  I  ng 
Support    Branch        00/0^/ID        lp 

Q004170249   ftch    mcoipt    of   UOO'H'V    tntarlm   duflclonc(|    upt    \e   potvntLa) 
for    rnducDd    it  cam  goneiator    cooling    doling    cvrtalit    feedtuatei 
line    creak    icennrios    NHC   will    revlgu   final    rvpt   upon 
receipt 

FIORELLl.O        [fag  Ion   3,    Chtcagn.    Raactoi    Cont  true  t  i  on  (•   Fno  tiioer  i  ng 
Support    U  ranch        00/04/01         lp 


8004110S48  Ach     T-scelpt    of    "00306    Itr    Informing    NFIC    of    ittpt    taken    to 
correct   violations     no-ted    in    1C    Intp   Reptt    30-316/79-09  & 
50-S47/79-Q"? 

FIORELLI.O          Region    3.     Chicaoo,    Reactor   Conitruetion    t  Tngineer ins 
Support   Branch  BO/O3/SM         lp 


00042401^2  Ack    receipt    of    Final    deficiency    lopt    re    interaction    of 
noniafety-graile    Byi    u/itoam   tupplij    equ  1  |i(noli t    NFIC    ulll 
complete    review   of   matter    ilui  ing    future    lnnp 

FIDRfLLI ,  1)         lleglon    3,     Chicago,     Reaclni     l.oni  true  1 1  on   >t    Crij  Insur  I  tig 
Buppnrt    Branch        [10/04/01         lp 


—  0004110956   Respond*     to    HHC    7  9  1  002    llr    re    vlalatloni    noted    In    IE    Inop 

R«pt»    50-516/79-09    t.    SO-S47/79-0'/  Conectivu    action. 
contaminant    r«  moved     from   reinforcing    iteel,  joint    reprepared 
to   miit   Spec     V-HVaa.  n*ctlon    411    L    t  eaUiemilae    •llmlnatvd 
SHIELDS,  S    U          Public    flirvlce   Co      of    Indiana,     Inc         00/03/06         lOnp 

8004100287   AcSc     racalpt     of    !300:tOA    Itr    Informing   HOC    of    itept    taken    to 
correct    violation*    i>ot«d    In    If-'    ln»n    RepV*    SO-346//7-1  1    t. 
SO-B47/79-IU 

FI0RELL1.0         Rogion    3.     Chicago,    ru*ctot<    Com  true  L  ion   t>   engineering 
Support    Branch,         QO/O3/UI         lp 

—  800410021?!    Supplement*    7VI101    Itr    r»   vUUtlon*    noted    in    IE    Imp    Repti 

30-946/79-11     &    30-81V/79-11    Corrective    actloni    all    conit 

uiork   stopped    utlt    retained   caniultint   to   perform  mgt 

•naluiii    of    •!(».    QA    prooram   revlted 

BHIELDS.S   W         Public    Service  Co     of   Indiana,    Inc        GO/03/06       7pp 

B0041S01B6  Forunr.1*    IF    Info  Notico  00-13.    "In»trument   Failure  Cauin 
Openlno   of   PQRV    s.    Dlnck   Valve   "   No  ipeclflc   action  or 
reiponie   noce»».jirij 
KEPPLEH.J  8          FtwglDTt    3,     Chicago.    Office    of    the   Director        00/03/31 


80040B0721    Forward*     IE    ClrcuUr   QO-OS.     "Emergency    t)io»el    Oenirator 
Lubricating:    Oil     Addition   Ik  On«ite    Bupplij    "    No   written 
retpon»«  rcqulr-eid 
KEPPLEfi.J  0          R«jlq«i    3,     Chicago,    Offlcd    of    the   Director        00/04/01 


8004150054   Forward*     IE     Info  Notice    BO-13.     "OE   Tgpe   BRH  Control    Sultchif 
Defective    GAM    Folliiuj-ri    "   No    ipeCific   action    or   reipono 
required. 

KEPPLER,  J  O.        Reijlon    3,     Chicago,    Office    of    the   Director        00/04/02 


00041800S9  Forward.    Btt*cPim*nti   to   IE  Circular   00-03.    "Protection  From 
To«ic    Oai   H«i*rdi,"     1  nadverttnt  Ig    omitted    from  H00306 


trarnmittal 
KEPPLER, J  O 


ftngton    3.     Chicago,    Office    of    thi    Director 


DUCKET  BTN-30-0'17   MMUII  (-    HILL  NUCLF-rtN   tirflTIClN.    1IIJIT    S 

A      App  1 1  cat!  on/cant  li  HC  I  lo"    nidge    dOLUnientt    (•    corre  »pond»nc  e 

0004040031    ftdvliB.    of    l»«uanco    of   tMtl  G   OSfKJ,     "IntBiim  Ellrflff   t'o»ltlon 
on   Environ   0»«1  I  f  Uat  I  on   of    !laf  ety-Re  lalod   t-lortrlcal 
Eaulpm«nt,"    providing    guidance    IB   methodi    for    compliance 
R06S.I)   F        DlvUlon    of   Project   flanflgomont        [10/02/03         /pp 

0004170193  Toruinrdt    documBiitnt  I  on    of    ulll    over   capacity   Current 

rei»rv»«  ai  e    ore»t*r    that   SOX   &    preif Ictinni    for    llftO   ihnm 

re»erve»  of   VOX  No    urijenci;    to    retumu    conit 

HAUCKiF  Affiliation  Unknown        UO/03/OA         lp 

0004000671    Notif Icvitlon   of   OOOai'l   meeting    among    Oft    of   Nuclear   FU«ttor 
Hagulatlon,  It  lUglan   3  t   Ofc    of    IL  Dlv   of   FUaclor    Conil    Imp 
in   Dithe*da,M[)   lo   dlictin   util    tubmltlali    b   antuer    to 
current    order 

SHEWMftKEri,  R   E        Dlvltlnn   of   Reactor    Coiiitiucllon    IntpecLlon 
00/03/07        Hnp 

E1004000160  Forwtid*    ulll    U0030S  r»que«t    that   NUC   allow  r»iumpt.lon    of 
flrit    phaie    of    »»fely-i  elated    uiork 
POPEiJ  R        Public    flervice  Co      of    Indiana,     Inc        BO/03/11         lp 

--80040BOli0   Dltcuivei   Nile    /9081S   order   confirming    impenilon    of    i«ftlij* 
related    conit    Hi    CacHltlei    Uubml  U    plan    for   returning 
receipt    Intp    of    igfetu    eoteooru.    mat  It   t   camponen  ti   RvquuLi 
MRC    approval    of    reiumplion    of    «af ety-related    actlvitiai 
QHICLDS.aH        Public    0ervUe   Co      of    Indiana,     Inc        00^03/03        Dp|i 

8004S3018C.  Foruardi    renue»t    for   addl    Info   re    util    Oh  program  NflC    tmedi 
info    to    complete    review   of    revile*   QA  program   lubnittBd    in 
reinont*    to   NflC    790Q1S   order    confirming    ttitptntlor.   of   cotitt 
Reifuetti    coniolldatlon   of   pr*ienl    QA   program 
RUDENSTEIN.L  &        Light  Water   Rencton    Branch    4        HO/01/01         9pp 

0004100370  Notif Icalion    of   000411    meeting    u/ulil    in    tlethaida.HD   fa 
reviled    OA   prooram  deicrlji  t  ion 
UILSQN,  J  N       Light   Uater   n*aclori    Branch    4        QO/O4/02        8pp 
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j    me    rtJJSl    fM5   2   9-1979    "Requirsments 
3f    Oft    Records    for   Unclear 
anelers    re    uind     loadings    !i 


8004100371    Respond!    to    IE    Uulletin    BO-03   Charcoal    adsorber    cells 
purchased    for    facility    ha/e    not    Seen   delivered    to    site 
SHIELDS.  S   H        Public    Service    Co       of    Indiana'     Inc         BO/03/19         Ip 


:  r  ip  1 1 on   QA   Program    " 
Indiana,     lit         80/04/28 


80043005E5   Forwards    IF    Insp    Repf    50-346/BO-03    &•    50-947/00-03    on 
B001O7-31    It   notice   ot    violation 

KEPPLER.J   <3         Region    3,     Chicago,     Office    of    the    Director         BO/03/31 
2pp 


--G004XQJ30    'Consolidate 
•      Public    Ser    ice   Co 


Desc  i  i( 

nr  IliOU 


80/04/28        96pp 


—8004300526  Notice  of  violation  fron  insp  on  B00107-31 

*   Region  3,  Chicago,  Office  of  the  Director    BO/O3/1B 


6pp 


8004030077  Ad.ises  that  iubmttal  date 
requB.ted  DV  "BC  791?2e  Itr,  has  beer 
clearance  under  Fedeial  Reptt  Act 


r  evacuation  time  estimate*, 
jtponed  pending  GAD 


GRIMES.  B  * 


)  Furuards  util  'Descr  i  p  1 I  on  of  Licensi 
Grair  Conrirmn;  Susperisiun  01  Const  ' 
POPE.  J  R    Public  Service  Co   of  Indiana,  Inc 


4pp 


e    Activities    Addressing 
80/03/04         2pp 


900403001-.  Memorandum  of  understanding  betueen  NRC  I.  FEHA  re  prompt 
impro/enent  in  radiological  emergency  planning  it 
preparedness,  distributed  as  Board  notification 
GOSSICK.L  V    Ofrice  of  Ue  Eiecutive  Director  for  Operations 
BO/04/02    34pp 


B00402047Q  Ajaits  reply  to  791210  request  for  hearing  re  order  for 
suspension  of  const  Appeal  protested  regulation  S.  sys  which 
can  so  easily  dismiss  final  adnini  strative  appeal  u/o  reason 
or  eiplanation 
FREY,D  0    Sassafras  AjduOon  Society    80/03/03    Ip 

SOOJ07034.1  Responds  to  790916  isquest  that  LPDR  be  established  in 
Indianapolis,  IN  fJRC  establishes  LPDR  in  immediate  vicinity 
of  pioposed  I  operating  commercial  nuclear  pouier  plants 
Applicable  LPDR  locations  t,  hours  of  operation  end 
BDUDER,J  L    Division  of  Rules  and  Records    80/03/13   3pp 

--8C04070373  Requests  establishment  of  LPDR  in  Indlanapol  is,  IN 
Believes  that  LPDR  would  be  appreciated  t  well-used  bg 
citnens  of  Indianapolis 
DENNETT,  C  L    Affiliation  Unknown    79/09/16 


2pp 


Inspection    reports,     IF   Bulletins    1   correso 


B00117-18   Ha    noncompllance    noted 


50-546/80-03   !.   50-547/HO-02   on 


-8004040046  IE  Insp  Repts  50-546/80-O2  (,  50-547/30-03  on  SODII7-1B  No 
noncompliance  noted  Major  areas  inspected  follouup  on 

!I"£JH£i"  >at"]tin'a  lnsP  fmdingi  t,  revleu  of  P3I  rept 
r»  790627  immediate  action  Itr  K 

HAVES.D  U    Region  3,  Chicago.  Reactor  Construction  E,  EnoInBerlno 

'"  c  Re9ion  a-  chica°-  ' 


—8004300536    IE    Insp    fiepts    BO-S46/GO-03   '.    SO-5-17/BO-03    on    B00107-31 
Noncomp  1  lane  e    noted     failure    to     include    quality    roquli  omonta 
in    procuiement    documents,  to    piescrlbe    quality    activity     in 
documented    procedure    ',     io    implement    insp    program 
WILLIAMS.C    C    ,     HARRISDN,J   J         Region    3,     Chicago,     Office    nf     thu 
Director         BO/03/  IB         Spp 

B004090141    Ack    receipt    of    800310    Itr     Informing    NUC    of    stops     taken    to 
correct    violations    noted     in    IE    Insp    Repta    50-346/79-23   If 
50-547/79-35 

FIDRELLI.C        Region  3,     Chicago,    Reactor   Construction   5<  Kno  Inoer  ing 
Support    Branch         BO/03/24         Ip 

—8004090146  Responds    to   NRC   800115    Itr   ui/addl    info   re    vlolatloni    iiatod 
in    IE    Insp    Repts    50-546/79-29   '     50-547/77-25   Correitlvu 
actions    custody   of   neutron   positioning    device    mat    changod    It 
proper    purge  malnt   uias    pBrrormerf 
SHIELDS,  BH       Public    Service   Co      of    Indiana,     Itic        (IO/0:i/lO        4pp 

8004110348   Ack    receipt    of    800306    Itr    Informing    NRC    of    «tepn     token    to 
correct   violations   noted    in    IE    Insp    Rupts    30-346/79-09  t, 
50-347/79-01! 

FIDRELLIiO        Region   3,    Chicago,    Reactor   Construction  &   Erin  inner  Ing 
Support   llranch         SO/03/24         Ip 

—8004110556  Respond!    to   NRC    791003    Itr    re   violation!    noted    in    IE    Insp 
Repts    50-346/79-09   t    3O-547/79-09   Corrective    actions 
contaminant   removed    from   reinforcing    steel,  joinl    reprepnmd 
to   meet   Spec    V-3722,  Sec  ti  on    411    «,    foatheredge    oliminfltud 
SHIELD3,S  W       Public    Service  Co      of    Indiana,     Int        £10/03/06         lOpp 

B0041002B7  ftc  k    receipt    of    800306    Itr    informing   NRC    af    .Up.    lak.n    to 
correct  violations   noted    in    IE    Insp   Hopti    SO-S46/7?-!  I    I. 
50-947/79-11 

FIORELL1.0        Region   3,    Chicago,    Reactoi    Construction   h  dig  iiisorinfl 
Support  Branch        BO/03/31         Ip 

-B00410029I    Supplements    791101     Itr    re    violation*    noted     In    IF    In.p    H,nt. 
90-BW79-I1    t.   90-S4///9-I1    Corrective   actJoni    all    con.t  P 

uiork    stopped   Util    retained    consultant    to   perform  mgt 
analysis    of   site  QA   program  revised 
SHIELDS,S   U        Public    Service    Co      of    Indiana,     Inc         00/03/06         7pp 

8004150106   Forward.    IE    Info   Notice    BO-IP,     "Instruct    F»llW9    C«UHI 
Opening    of   PORV  t,  Clock    Valve    "  Ho    specific    action    or 
response   necessary 
KEPPLER.J  C        Region   3,    Chicago,    Office   of    the   Director,       {10/03/31 


U.n.r.lor 


KEPPLER.J  0        Region  3,    Chltaoo,    Office    of    th>    Director        HO/01/01, 


-oruards    IE    Imp    Repts    50-546/BO-OS   I   30-547/80-05   on 
noncompliance   noted 
^        Region   3,    Chicago.     Office    of    the    Director        BO/02 


KEPPLER.J  e       Region   3,    Chicago,    Office   of    the    Dirtetor        00/04/03 


epts    50-516/80-05   t,    50-547/BO-OB   on   800131    No 
'""  J         aF*as    lniB(:t 


600418005"?   Forwards    .tUehnnnki    to    IE   Circular 
Iransm?HaVa'flrd5'"    ^^^^    «l*i-d 
KEPPLER.J  0        RB()1on  3,    Chicago,    OPf.ce    of    the    Director        BO/04/03 


J  0        Reglon  a. 


B004310131   Forwards   util   B00305   Itr    to  V  Btello  re   uestin 

ervice   Co      of    Indiana,    Inc        90/03/07        ip 


J   0         Renlor, 
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BQQ4230250   Forwards     IE   Dullotin    79-03ft,     "Longitudinal    Wn  1  d    Defects     in 
ASME    BA-312, Type    3O4    Stainless    Steel    Pipo    "    Action    t  squired 
KEPPLtfi.J   0         Region    3,     Chicago,     Office    of     Che    Director         80/Q4/O7 
IP 

B00-)3a0094    Forwards     1C    Bulletin    00-0(3,     "C,am    af    Contai  nmonl    Linor 
Penetration   Wolda    "    Uritton   response    inquired 
KEPPLER.J   0         Region    3,     Chicago,     Office    of     the    Director         BO/04/Q1? 


8     Roportablo    occuiioni 


LFFfls    It    related    correspondence 


Q0040BO/2J    Fotwaids    NF"     0001  J>3    '     f'J)  1     Hi  «     to    GE   re    mods     to    UWR    control 
roil    dii'eri    sys    (.   uddl    iiiiiilysts    ot    boil-oFf    late*, 
respec  1 1  ve  1  ij    FiiTlhei     info    *     guidance    lo    be     issued     in    NUKEG- 
0619 
DAER.R    i-         light    Hater    fteaLtoi*    urnnch    ?         BO/03/13         2?  p 

BO04O30154    Forujai  ds    addl     itifo    IP    shDrtiioae    sturgeon    in    Delaware    Rivor 
Concludes     thai    continued    opoiatLon    of    Unit     1. future 
operation    of    Unit    £    '     'onst    completion    (it    Hope    Creek    units 
lulll    not     joop.irrliip    existence    of    shorlnoso    sturgeon 

REGAN,  W    II         Assistant    Direitoi      fi-r    fnvi I onmontal    Projects         00/Ot3/'14 
2pp 


S004070201    Acd    rue  dipt    of    B003O5    interim  deficiency    rapt    ro    noncodo 
matl    i<   certain   Calogoiy    1    components   Final    repl    ulll    bo 
reviewed    upon    receipt 

FIDHELLIiQ        Region   3,     Chicago,     Reactor    Construe  t  ion   (.   Eno  inner  ing 
Support    Uraiuh        00/03/17         lp 

BQQ407Q197  Ac k    receipt    of   000219    interim   deficiency    rept    re    tear    in 
outilde    finnan    of    uppermost    containment    liner     stiffener 
Rovieiu    mill     common cs    upon    lecelpt    of    final     iopl 

riGRELLIiO        Roglon    3,    CMtagoi    lt«actoi    Lono  true  1 1  tin   &   Engineering 
Support    nra.idi        BO/03/1G        lp 

GD0417O24V   Ark    recalpt    of    EiOO.111?    intoi  1m    dof  1  c  t  OTICIJ    vopt    ro    potential 
for    reduced    a  team    goiioro  t  or    cooling    during    coitaln    feeduater 
lln«    break    ncennrioi   NliC   mill    rovtuui   flnnl    >  upt    upon 
recolpt 

FIGfiELLI.Q        Region   3,    Chicago,    Itvflctor    Construction    t<  Engineering 
Support    liranch         DO/04/01          lp 

0004240132   Ack    i-oeoipl    of    final    deficiency    ropt    ro    interaction    of 
noniaf aty-grarta    tijt    u/tleam   lupplij    equipment   NRC    uilll 
complete    rovlotu   nf    matter    during    future    Snap 

FlDRrULIiO        riegion   3,    Chlcaijo,     Kaacloi    Conitructlon    t,   rnglnaerlnfl 
Support    "ranch         1)0/04/01         lp 


—  !)0040i'Otfc3    "Astao5ment    at     Impacts    of    Salem    fc   Hope    Creek    Stations     nn 

Shortnose    Eitui  90011,  Ac  ipenser    Iti  cvi  ros  trum    lesuei     " 

tlAGMU'H   T    .     WllSCINiJ   H         Ciffite    of    Nuclear    Reactor    Regulation 

00/03/03         llOpp 

^00402019.1    Foriuarili    documcntat  i  on    of    compliance    u'Ufltl    Historic 
Preservil  t  i  nn    Act    '.    may,    of    co'Tidura    '     corrldoi     aogmonto 
Review    of    transmi  EO  I  on    line    cnnidois    5  home    MO    potential     for 
ndvei  so    environ    imp  tic  I    to    s  ti  uc  t  LJI  os    01     ai  c  heolog  ical    si^ei 
MILLb.L    M         Tcnnesfloe    Valleij    /.uthoTity         £10/03/24         IQpp 

-Q004020I?/    "Tiansniistion   Line    Vicinity    Map     "    Efhocl     1    of    3 
»      Torme*«ee    Vallecj    Authoiitij          70/12/01          lp 

—  Ii004020^'OCl    "TiDMsmlsslori    line    Vicinity    Map    "    Sheet    2    of    3 

«      Tonnossee    Vnllci;    /lutliorlti)          /f]/l?/OI          lp 


r020rl    "Tiansmiaslon   Line    Vicinity    Map     "    Shoot    3    of    3 
Termottvo    Valley    Authoiity          /E1/1E'/01          ip 


~B004020L'0/    "Ti  annmHilon    Line    Vicinity    Map    "    8hent    1A 
•       Tiinnoctoe    VnlUi;    Authnlltif         00/01/07         lp 


so-s4n  TCIHT  CALHOUM  STATION.   UNIT  2 

0      Ad jud  I  cfltiiri/    cori-eipoitifonCB 


Momurnndum   of    umlerilnndlng    betuven   NHC   (.   TEMrt   ro   prompt 
imprnvomitiit    In    rnd  lolog  leal    *rn»rg«nci|    planning    l> 
pr*p«rB(lni>i' dl  t  ti  ibulod    n*    Doai  d    notification 

V        Ilfflca    of    Lh«   Fiocullve   Diroctor    for    Operfltloni 


H0040E1055C1   Poruinrdi    "Fault    lane    in   Hock    Foundntion   For    Essential    liv-c 
Water    Pumping    Station.  "    pi  (willing    detailed    description    of 
nuiulij    discovered    nddl     fault    discuiicd     in    tiOO^l  4    tolcon 
u/9   Uflntler   Fault    not    cout i dvreri    capablt 
MILLO.L    M         Tennessee    Valley    Authoiilij         HO/04/01         4pp 

EI0043000S1    lllieustcs     faulting     in    Unit    I    ( tiW    pumping    itaUnti    >,   Unit     2 
lurbini'    Mdg    aron   NFIC    contiders    fault    Zonoa    IS  t    1A    to    be 
associated   ui/def  orraal  lunal    activity    rulntod    to   caili; 
gaologic    history    of    1091011    Util    OOOPl'/   '•    /'?loa-l    llr»    enc  1 
JAC«GON,H    B         GooBCieiKo.    Biflrich         tiO/0'l/OQ         lp 


DOCKET   SO-0'19  Olll-CNr   COUHTV  HUCUtAH   F'lM'H   t'i  ANT 

A      App  I  icntlon/conitriic  t  Ion    »t*a»    document*    t,    cormspundvlli-B 


f!004l£tO;'0;7   Forwnlds    "Oeologic    foundation    Hept    [>oicr  lp  I  Ions     of   Foulti 
II -I£l.  "    rtevlilon    1 
MILLS, L    H         Tennei»oo    Vnlloy    Authority         (IO/Ort/14         lp 


[1004040031    AdvUe*    of    li«uflnto    of    NUHfO  OBtifl,     "Interim   Ellnff   Pnsttlon 
on   Environ   Ounl I f leal  Ion   of    Etofuty-Relalod    rlectrlcal 
Equlpmiinti  "    providing    giildantc    re   mathods    for    compliance 
fiaSQ,  B  f        Division    of    Project    rUnafliimenl         CJO/oa/01        7pp 


0      Ad jud  1  catoi'ij    correspondence 


S0040300B6   Memorandum   of    undurstandlng    beluiean   NftU   li  FEMft   r»    prompt 
IfflprovimBtit    in   mdlolog  leal    vmeroancij    planning    d 
prppflredims.  di»lr  Ibuted    fl>    Hoard    notification 
008BICK.I.   V        CJfflcn    of    ll>*   FiDCUllvB   Director    for    aparatloni 

BO/0-t/oa      ;MPP 


'l    "Ooologic    Inundation    llopt    |)I>»L  I  i  pt  I  on*    of    Faults    ll-lil. 
RovUlun    1 
AVfL,  A   I'         Tennostee    Valloij    Authoiity         00/03/31          9pp 


r      Gecurity.    medical,     cmoi  goncv   ''    lite   protection   plana 


Q0040CI007/   Advises    thai    sudmltl*!    date    for    cvflcuatlon    lime    estimat 
requested    by    NfiC    /'JlSJb    lti,h«a    been   postponed    ponding   OAD 
cluaranc*    under   Federal    Repts   Act 

,  H   K        Cmeigoncy   Prepai  adnoss   Tasl    Tovco        QO/03/11         4pp 


0      Ad  jurf  I  caloi  y    c  orrof  pondenc  a 


BOCKCT   BTN-30-300  OtBElAR-KUQ-llon 

A      AppiiciUon/conitruc  tlon    slugt    docuiranli    <<    correspondence 

0004200422   Torual'di    •  <c*rp  Is,  subml  ttod    to   NRC    on  00033 1>  uhlch   define 
lau-lou   let    relief    function   of    nuclear    boiler    «V>    In    DWft 
Info    Is    provided    lo    facilitate   NRC    revluu  &    Is    unchanged 
from  m*tl    pre**nled   at  600B2Q  mctling  w/NRC 
QUIRK,  J  F        General    EleclrU    Co        E10/04/21         13pp 


POCKET  STN-aO~9S3  PHIPI'S   ntND  NUCLCAlt  PLANT,     UNIT    1 

A      Appl ication/eonttruct Ion    stage    documents    b   correspondnnce 

8004040031    Advil**    of    litunnce    of   HUftEO-OSQEJ,     "Int«rlm   Staff   Position 
on   Environ   Qualiftcallon   of   Bafetu-Related    Electrical 
Equipment."    providing    guidance    re   methods    tar    compliance 
R00B.  I)  f-'        Dlvliion    of    Project   Maruo>m«nt        flO/02/03        7pp 


l)0040300i!6   Memorandum   of   under  ttand  ing    bptuieon   NRC   t  TfcttA    re   prompt 
Improvement    in   ladiologicjl    ttvei  goncy    plannini)   I* 
preparsdnest,  dlslr  ibutad    as    Doard    notification 
OOSS1CH.I    v        Office    of    the   [.loculivt   Dhoclor    for   Operations 
3-lpp 


II      Oeneral    con  eipondenco 

Q001SI0048  Responds    to   E100301)    Itr    iBquostlng    Info   ru    environ   effoct*     Df 
HIUJ  England    nuclear    powir   plants   nadlatlon    effluent    levels 
determintd    by    IOCFHi!0  t,  App    1    to    10CFH50   Tnvlron    info 
available    In    stated    LPIinti 
BALLARU.H   L        Environmental    Projertt    Branch    1        00/04/01         2pp 

0      Inspection   reports,     II    Dulletins    ',    corretpondencc 

0004070353  Forwards    IE   Bulletin   00-03.     "Lou    of   Charcoal    From  Stil    Tgpe 
I  li  Tuo-lnchr  Tray    Adsorber   Cells    "    Action    required 

0'HEILLV.J  P        Rejlon   P.    Atlanta,     Office    of    the   Diroctor        BO/OH^Oi 
2pp 
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000414.Q05/'    Forwards     IE    ln  =  p    Repts    5Q-55J/80-01    I.     SO-SSI/SO-Ol     on 
BQ0312-14    No    nnnccmp]  iai.ee    no  ten 

DRVrtNT.  J    C          Region    2.     «Msnt.n     Reacts     Construction    t*   Engineering 
Support    Branch         aO/^3/51/          2pp 

--BtJ041iOOfc3     IE    Insp    Rants     50-D?3/aO-Ql    t     50-SS4/9Q-OI     on    800213-14   No 
noneompl lane e    noted    Major    areas     inspected    const    statusi 
project    organi iat ion, ret  Giving     insp. storage    L    preventive    It 
licensee    action    on    previous     insp     findings 

CrtNTRELL.F    S         Fieoion    2.     Atlanta,     Reactor   Construction   I 
Engineering    Support    Branch          BURDETTE,  T    E   .     WRIGHT,  R    W        Region    3. 
Atlanta,     Office    of     tSe    Birc-ctar          BO/02/27         fipp 

9004090025   Confirms    80631C    telton    arranging    BOO3ZO   meeting    betueen    NRC 
4     uCil     in    Atlanta    GA    to    discuss    accuracy    of    WT  1 1 ten    rep  ts 
provided     to     IE   NRC    will     provide    overall    evaluation    of    utll 
handling    of    deficience?    identified    by    OA    program 

O'HEILtV,  J    P         Region    ?.     Atlanta,     Office    of    tli  e    Director         aO/O3/12 
2pp 

B004210]7a    Faruards    response     to     IE    llulletiti    BO-03,     "Lois     of   Charcoal 
from    Std    Type     I  [ ,  Two-Ire  Ji ,  Tray    Adsorber    Cells     "    End     lists 
remits    at    insps    at     facilities     to    determine-    if     potential 
for     lois    of    charcoal     incidental     to    handling    or    use    emti 
MILLS,!,    II         Tennes-see    Valley    Authority         30/03/31          4pp 

0004180106    Forwards    response     to     IE    Bulletin    79-2B    re    possible 
malfunction    of    NAMCO    Model     EA18O    limit    switches    At 
facilities    uihere    applicable    linit    switches    are     identified, 
replacement    gasket'    have    been    ordered 
MILLS, L    It         Tennessee    Valley    Authority         60/03/28         2pp 

9004150527    Forwards     IE     Info    Notice    60-12.     "instrument    Failure    Causes 
Opening     of    FORV    (.    Dloci    V-a  1  ve    Hl    No    specific    action    or 


O'REILLY,  J    P 
2pp 


Region    i', 


if    the    Director        BO/03/31 


B0040BOb36   Forwiirdi     !E    Circular    60-05,      "Eniergencij    Dlasol     O 
Lubricating    Oil    Addition    >s    Oinite    Supply    "    No    urltten 
reipanie    required 
O'REILLV.J    P         Region    2,     Atlanta,     Oi  f  i  c  e    of    the    Director 


3004190097   Foriuards     IE    Info    Uof-vce    90-13,     "OE    Type    SUM   Control    Suittchas 
Defective    CAM  Folloiuer;    "    No    specifn    action    or   roapanie 
requ  i  fed 

O'FIEILLV.J    P         Regton    a,     Atlanta,     Office    of    the    Director         80/04/03 
2pp 

B004240a74   Forwards     IE     Info    Notice    BO-14,     "Safety    Sugaeation*   From 
Employees     "    No    action    requited 

O'REIU-Y.J    p         Region    2,     Atlanta.     Office    of    the    Director         B0/0"1/02 
3pp 

eOO4IBOS75   Foruiardi     IE   Circulai     SO-O7,     'Pioblemt    W/HPCI    Turbine   Oil 
5ys    "    No   urltten   TPftpoi!5p    re^u<ired 

O'REJLLV.J   P         Region    ?,     Atlanta.     Office    of    the    Director         60/04/03 
Spp 

9004310193    Ack     icceipl    of    600314     Ur     Informing    NUC    of    stepi    taksn    to 
correct    violations    noted    in    IE    Imp    Reptt    30-533/79-17  & 
50-554/77-16 

MUHPMV-.  C    E        n  eg  inn    S.     Atlanta,    Reactor   Construction  t>  Englpaer  1  ng 
Support    Branch         BO/  04/03         1p 

'B   Respond*     to    NRC    Q0011O    1  tr    re    violation*    noted    In    IE     Imp 
9-17    t    SO-354/79-1A  Corrective    action*    craft 
quality    inspectors    instructed    to  con  farm   to 
tl  ons     pend  ing 
nnessee   Vdlleij    Authorltij        90/03/14        3pp 


8004230347   Foruiflrds    supplement     to    790534    responie    re     IE    Insp    Rept 
50-553/79-12    i    none omp I  lane e     item    353/79-12-01 , par    NHC 
300325   request    Rockwell     Intl     notified     that    future    work 
performed    using     map    procedures    ui/propei     signature    affixed 
HILLS. L   H         Tennessee    Valleg    A1Jt^o^ltlJ         BO/04/15         3pp 

BOO429O379   Requests    appio^al     of    ASriE    Code    Cases    M-234    fc   N-235    for    ui 
on   reactor    pressure    veasela    Expeditions    approval     is 


Tennessee    Valleij 


BO/04/23         3pp 
rrespondence 


B004150392   Foiuiaids,     " 
EL-ASKRY,M   T         Tenne 


t    Effects    Monitoring    Rep  t,  7B10I9-79101B 
Valley    Authority         30/04/11          Ip 


—8004150396  "Const  Effects  Monitoring  Annual  flept  7Q101°-79t01B  " 
RQaeflT5aN,E  R  ,  CLEM,  H  ,  WEaD,D  H  Tennessee  Valley  Authority 
WR-50-1O-BO  02  79/O4/30  'Spp 


S     Reportable   occuirences,    LCR«    *    t elated    correspondcnci 


ictlont    to   BOOS13    final 


B00416O2I6   Foruiarda    revised    correc 
deficiency   rept 
MltUS.L   H         Tennessee    Valloy    Authority         BO/03/31          Ip 

— B0041i02ia  Revised    corrective    actions    to   B00213  final    deficiency    rept 
Buttered   edges    on    reactoi    pi  eisui  e  vessel    pedestal    examined 
!.    repaii-ed   Vendor    film    nuality     sufficient    to    produce    repair 
overlays 
»      Tennessee  Valley    Authority        BO/O3/31         Ip 

6004130439  Forwards    final    defitlency    rept   re   max   weave    width    exceeded 
on  containment   shell    uelds 
HILLS.  L   M         Tennessee    valley    Authority         30/04/03         Ip 

— 800415049')    Final     deficiency    re-pt    re    ma  i    uieave    width    exceeded    on 
containment    shell    welds   Wold    metal    deposited    in    OXCHBS    of 
5/9-inch    mat   weave   width    uil  1 1    be   removed    by    thermal    air   nrc 
grouping    All   uioi  b   ui  1 1    be    completed    by    a 00930 
*      Tennessee  Valley   Authority        QO/0-4/03        Ip 

6004290066  Fart   21    ropt    le    insp    of   generator   control    panel*    for 
emergency    diesel    gone  rotor  a   Result!   determined    defects    could 
degrade   emergency    diesel    unit    to   unsafe    performance 
Corrective    action,    includes    Indeoth    imps   !<    training    program 
FALTER, H  U       PUR   System   Dlv     PA/PI        00/0-1/07        4pp 


900422073'!   Forward  i     interi 
afceuied    ta dwelt)    sleeves 
HILLS, L   (1         Tonnos.ee    Valloi;    Authority 


deficiency    rept    re    incorrect    root    face    on 
80/04/14         Ip 


'B004SL'0-764    Interim  deficiency    rspt   re    incorrect   root    face    on   tktued 
cadueld      sleeves   Root    face    on   skeined    caduold    ileeve    10 
varies    from  3/32    lo    1/2    inch    Detlgn   bated    on   aitumed    1/16- 
Inch     root    Face    Sleeves    will    undei go    destructive    pull     teiti 
»      Tennessee  Valley   Authority        60/04/14        2pp 


DOCKET  STN-50-5M  PH1PP8   &END  NUCLEAR  PLANT.    UNIT  5 

A     App  1  Icat  I  on/c  onsti  uc  t  ion   stage    documents   >/   correspondence 

B004040031    Advlioi    of    Issuance   of   NUREQ-058B,     "Interim   BUff   Poiltion 
on  Environ   Oualif icallon    of    Saf eti(--Helated    Electrical 
Equipment.'     providing    guidance    re   methods    for    compliance 
RDSB.n  F        Division   of  Project    Management        00/03/09        7pp 


a    If    Bulletin    60-07,     'OUR    jet   Pump   rinembly   Failure 

me   required 

eg  I  on   2,     Atlanta.     Office    of    the    Director       QO/04/Q4 


£    IE    Bulletin    79-O3A    "Longitudinal    Meld    Defecti    in 

304    Stainless    Steel    Pipe    "    Action   required 
eglon   3.     Atlanta,     Office   of    the    Director        60/01/04 


a    IE    Bulletin   SO- 09,     "Exam   of   Containment  Liner 

3    "    Mntten    reiponee    required 

egion    3.     Atlanta,     Office    of    the    Director         00/04/07 


S0040B07B3  Forwards    NRC   800123  i   0211    Hl-a    to   OE  r»   mods    to    BWR   control 
rod   driven    lys    V  add!    analifies    of    Soil-off    rateti 
reipectlvely  Further    info  i    guidance    to   be    isiued    in   NUREO- 
0619 
BAERpF!    L        Light  Water   Reactors   Branch    S        00/03/13        2pp 

B004020154  Foruaidt   addl    info    re    iliortnose   sturgeon    in   Dilnuar*  River 
Concludes    that    continued    operation    of  Unit    1.  future 
operation  of  Unit    S  t    const    completion    of   llopt   Cretk    unit* 
uill    not    joopardlie    existence   of    shortnoso    sturgeon, 

REOAM,  H  H        Assistant    Director    for    Environmental    Projects        00/03/14 
2pp 

8004030193  Forwards    documentation   of    compliance  u/N»tl    Historic 
Preservation  Act  tt  maps   of    corridors   t    corridor    segments 
Review    of    traniml s si  on    line    corridors   ihoui    no    potintlal    for 
adverse    environ    impact    to   structures    or    arehsologUal    sites 
MILLQ,t    M        Tonneiseu   Valley    Authority        BO/03/24        18pp 
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—8004030197    "Transmission    Lino    Vicinity    Hap     "    Sheet     1     of    3 

•  Tennessee   Valley   Authority         70/12/O1         lp 

— BOO-1020303    "Transmission    Line    Vicinity     Hap     "    Sheet    3    at    3 

*  Tennessee   Valleu   Authority         7B/12/O1         lp 

— 6004020204   "Transmission    Line    Vicinity    Map    "   Sheet   3    of   3 
»      Tennessee   Valleij    Authority         7B/12/O1         If. 

— B004020207    "Transmission    Line    Vicinity    Map     "    Sheet     1A 
«      Tennessee    Valley    Authority          SO/01/O7          lp 

80040B0553  Forwards    "Fault    Zone     in   Rock    Foundation    For    Essential    Svc 
Hater   Pumping    Station."    providing    detailed    description    of 
neiiily    discovered   addl    fault    discussed     in   B00314   telcon 
ui/B  Hastier  Fault   not   considered    capable 
MILLS.L  H        Tennessee  Valley   Authority         HO/04/01         4pp 

3004300021    Discusses    Faulting     In    Unit    I    FSW    pumping     station    (.    Unit    3 
turbine   bldg   area   Nile   consider-*    Fault    Zones    IS    it    16    to    be 
associated   ui/def armational    activity    related    to    early 
geologic    history    of    region    Utll    B00219    S-    7^1024    Itri     enc  I 
JACKBGNiRE         Geosclonces    Branch          BO/0'l/OB          lp 

8004180256  Forwards    "Caolngic    Foundation   Rept   Descriptions    of   F-aults 
11-IS, "   Revision    1 
HILL3.L   M         Tennessee    Valley    Authority          80/0-1/14          lp 

— B004190264    "Geologic   Foundation   Rept   Descriptions    of    Faults    11-lSi" 
Revision    1 
AVEL.A   P         Tennessee   Valley    Authority          BO/03/31          Spp 


S0041SOIQ6   Forward  s    resf-orise    to     IE    Bulletin    74-28    re    possible 
malfunction    o<=    NrtMCO    Model     EA18O     lifiiil    switches    At 
Facilities    m-here    applied-dtp    limit     snitches    aie    identified, 
replacement    njasliets    have    been    nidered 
MILLS, L    M         Tennessee    Valley    Authority         80/03/Pfl         Spp 

B004150527   Forwards     IE     Info    Notice    80-1?.     "  [nstrumE nt    Failure    Causes 
Op&nirig     or    PCRV    t    Block    Valje     "    No     specific    action    or 
response    necessary 

Q'REILLV.J   P         Region    Si     Atlanta.     Qrfice    of    the    Director         B0/O3i'31 
app 

a001OB0636   Forujrds    IE    Circular    30-05,     "Fmergency    Diesel     Generator 
Lubricating    Oil     Addition    *t    Ons  i  te    Supply     "    No   untten 
response    required 

O'REILLV.J   P          Region    2,     Atlanta.      Qrfice    of     the    Director         BO/04/01 
2pp 

E001150097   Foriuards    IE     Info    Notice    00-13.     "GE    TijpB    SDH    Control    Suntchos 
Dcfeclive    CfiH   Followers     "    No    specific    action    or    respun-sE 
required 

O'REILUV.JP         Region    2.     Atlanta,     Office    of     the    Director         BO/04/02 
2pp 

5004240274   Forwards     IE     Info    Notice    BO-lfl,     "Safety    Suggestions    From 
Employees    "    No    action    required 

Q'REILLVxJ    P         (tegloti    3.     Atlanta,     Office    of     the    Director         BO/Q4/Q3 
3pp 

B00flie0275   Forwards    !E    Circular    SO-07,     'Problems   U/HPCI     Turbine    ail 
Sija     "    No    written    response    required 

Q'RE[LLY,J    P         Region    ?,     Atlanta,     Office    of     the   Director         SO/04/03 
Spp 


Security,    medical,     emergoncu    &    fire   protection    plan: 


Q004OS0077  Advises    that   submlttal    date    far    evacuation    time    estimate!' 
requested    by   WRC    711536    1  lr,  has    been   postponed    pending    OAO 
clearance    under    Federal   ftepti    Act 
ORIHES.  B  K        Emergency   Pr epar udnese   Task    Force         SO/ 03/11         4pp 


0     fldjudlcatory    corrDspondence 


0004030026  Memorandum  of   understanding    between  NRC    &   FEMA    re    prompt 
Improvement    in   radiological    emergency    planning    b 
proparadness.  d  is  tr  ibuted    as    Doat-il    notification 
OOSaiCKiL  V       Office   of   tfio  Executive    Director    for    Operations 
BO/Qfl/02        34pp 


H     Gun oral    correspondence 


Q0042I0040  Raiponds    to  S0030?    Itr    requeatlnc.    Info    re    environ    effects    of 
N*UJ  England   nuclear    pouer    plants   Radiation    effluent    levels 
determined    by    10CFRSO  t<  fip  p    I    to    10CFRSO  Cnvtron    Info 
available    in    stalad   LPDRS 
DALLARD.R    U         environmental    Projects    Branch    1          BO/04X01          2pp 


Q      Inipection   reports,     IE  Bulletins    i.  correspondence 


B004210IB3   Ack     receipt    of    800314     Itr     informing    NRC    of    stops    talen     tn 
correct     violations    noted     In    IE     Imp    Repts    50-553/7'}-  1  7    !. 
90-354/79-lt 

MURPHVp  C    E         Region    2,     Atlanta.     Reattai     Construction    >*   EngineEring 
8uppoVt    Branch          BO/04/03          ]  p 


Responds    to   NRC    500110    Itr   re   violations    noted    In    IE    I  nap 
Repta    50-S53/7?-!?   t   90-554/79-  1  f,  Corrective   actions    craft 
supervisors    &    qualitg    inspectors    instructed    to    conform    to 
specs    Other    actions    pending 
MILLS,  L   M         Tennessee    Valley    Authority         BO/03/14          3pp 

B004110017   Forwards     IE    Bulletin   HO-0'7,     •  DMH    Jet    Pump    Aas&mbly    Failure 
No   uiritten  response   required 

O'REILLY,  JP         Region    S.     Atlanta,     Office    of    the    Director         BO/lH/04 
2pp 

B004230112   Foruar-ds     IF    Bulletin    79-03A    "Longitudinal    IJald     Defects     In 
rtSME    SA-313,Ti(pe    304   Stainless    Steel    Pipe    "    Action    reitutred 
0'REI4.LV,JP         Region    2,     Atlanta,     Office    of    the    Director         BO/C")/O4 
IP 

3004180445  Forwards    IE    Bulletin   &0-0-B,     "Eiam   of    Containment   Llnor 
Penetration    Uelds    "    Written    responsv    required 

0'JIEILLY,  J   f         Region    3.     Atlanta,     Office    of     the   Director         BO/04/07 
3pp 


B0040903B2  Foruards    IE   Bulletin   BO-03,     "Loss    of   Charcoal    From    Bttt    Tgpe 
1 1<  TuiD-Inchr  Tray    Adsorber    Cells    "    Action    required 
O'REILLV.J   P         Region   2,     Atlanta,     OffUe    of    the    Dtrsttor         BO/O2/O6 


S00429O379   Requests    approval    of   ASME   Code  Cosea   N-234   fc   N-23S   for    use 
on    rcoctor   pronsuie   vessels    Eipeditioui    approval    Is 
necestary    far    i»so    of    code   rases    in    f  orthcoml  nq   preservice 
in  up 
MILLS;  L    M         Tei 


B004160037  Forwards    IE    Insp    Repti    30-533/80-01    (.    50-5S4/BO-01    on 
300212-14  No  noncompliance    noted 

DRVAHTrJ  C        Region  Z.    AUafite.     Reactoi     Construct  Ian    h  engineering 
Support   Branch        80/02/27        Spp 

— 0004160062   IE    Insp    RepU    50-333/80-01    fc    50-354/00-01    on   600213-14    Mo 
noncomplianca    noted   Major    «rea<    Inspected    const    itatui, 
project    orflaniiation;  receiving    Imp,  storage  &   preventive    & 
licensee   action    on   previous    insp    findings 
CANTRELLiF  S        Region  2r     Atlanta.    Reactor   Construction    St 
Enoineerlng    Support   Branch         DURDETTC.  T   E  .    WRIOHT,  ft  H        Roglon    2. 
Atlanta,    Office   of    tho   Director        80/02/27        6pp 

B004070023  Confirms   SOD310   telcor    arranging    B0032O  meetinfl    botween   NRC 
k  util    in  Atlanta,  OA    to  discuss    accuracy    at    urittcn   reptt 
provided    to    IE  NUC   uill   provide    overall    evaluation    of    util 
handlino    of   deficlances    identifleil    by   QA    pTogram 
O'REILLY.JP        Reglon2i    Atlanta,    Office    of    the    Director-        BO/O3/12 

app 


B00431017B  Foruards    response    to    IE  Bulletin   BO- 03,     "Loss    at    Charcoal 
from  Std   Ti/pe    II,  Two-Inch(  Tray    Ad»order    Cells    "    End     lilts 
results    of    imps   at    facilities    to    datsi  mine    if    potential 
for    lois    of   charcoal    incidental     to    handling    or    use    Biists 
MILL8.L  M        Tennessee  Valley   Authority         8O/03/21         Ipp 
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Ful    n    'eel    "-     ii  =  p    of    ijenerdtci     control    panels    for 
i    Jiesel     i  e  r**  r  i  *•  LI  r  ^    ^ps"l*i    determined    defects    could 


9004100235   Response    ill    opposition     to    joint    intervenors'    600226   mntion 
to    strive    applicants'    800P1 1    pleadings    re    Class    9   accident 
inquiry    Striking     instant    ploadings    on    gi  ounds    of 
untune  1  mess    is    not    mananted    under    case    lau 
DAVIB.L    D        Hearing    Hranch    4         60/03/17         Bpp 


Desigr 


6004040031    A3.I5E5    of    issuar.re    of   NJHEG-Q5BH.     "Intenn   Staff    Position 
on   Environ    ijjal  i  •  ica  1 1  on    of    Sare ty-Re la  ted   Electrical 
tquiprrent    "    pror'idinj    guidance    Tt    methods    for    compliance 
RD33   D   F         Di-inon    of    Project    Management        80/02/05        7pp 


0004210405    :  Jinan    of    BOO.! 
Gs'hssda.          re    evaluat 10 
estdblith-.ig    proposed    IP 
accident 
THQfAB   C    0         Standardisation    Branch         BO/04/03        63pp 


eling    u/neai — term   CP    applicant: 
.-,ents    ; terming    from   TMI-2 


8004300074   Surnary    of   80uTl9   meeting    u/Near-Term   CP    Applicants    Group 
in   Bethesda.MD   re   natters    related    'o    resumption    of   CP 
application    revieu   activities    associated   ur/TMI-2   accidents 
THOMAS   C   Q         Standardliation    Branch         BO/04/03         12pp 


8004230030    Submits    flddl     info    in    support    of    £100206   request    tor    eitenaion 
to    revieu   ALAn-573   Clas;    9   accident    issue    Lack    of   NRC 
opposition    to   OA   lequest    I    i ecent    proliferation    of    info 
support    eitenston 
CARTWR1GHT,  J   fc    ,     ROGFRS:  C    S         Oklahoma,     State    of         BO/03/IB         3pp 

8004070143   Memorandum   '-    order    ic    ASLAH    791207    dec i sion,  ALAB-S73    In  SUB 
of    Class    9   accidents    vacated    ',     remanded    to    ASLAO    for    adill 
action    Related    motions    moot    CommisaiDH    shall     be    Informed    ol 
related    cases    Commissioner!    Gilinsku.    I    Gradfnrd    dissented 
CHILKxS   J        Office    of     the    Secielarij    of    the    Comfniaslon          HO/03/21 
4pp 

80041B0027   Foruards    licensee    supplemental    brief    re   motion    for    directed 
certification    'j    ror    stiig    Pendency    of    Class    7    issue    before 
Commission   noted    in   Licensee   motion   for    directed 
certification   *•    foi     staij    Discussed    on   Pages    /-1O 
UETTERHAHN,  H   J        Conner,     Hoot*    ',    Corbcr         QO/03/34         2pp 

—8004150043   tlemoiandum   '     ordei     vacating    portion    of    ALAQ    373    cnptionod 
"Consideration    of    Class    9   Accidents"    h   remanding    to    ASLftO 
for    furlfier    cons  Iderfll  ion   Certificate    of    Svc     end 

CHILK.B    J        Office    of    the    Secretary    of    the    Commlision         HO/03/31 
fipp 

B004080S62   Memorandum   i.    older    le    rtLAII-573   concerning    indivlduol    cotci 
of    Class    9   accidents    Diiects    ASl  [)    to    addreaB    ladlological 
health    fr    safety    proceedings    in    manner    consistent   U/A3LAK 
opinion.  ALAB-587   t,   Lommi  ss  ion    rnomoi  andum   CLI-SO-09 
DISHOP.C    J        Atomic    Safclu    and    Licensing    Appeal    Pannl          EtO/03/aU 
4pp 


5004240557   Sumnary    of    B0040?   meeting    u/Near-Term   CP    Applicants   Oroup     In 
Betheida.MD   rs    progress    made    establishing    proposed 
requirements    5temnin9    from   TMI-2   accident   Proposed 
requirement    category    assignments    encl 
THOMAS, C   0        Light    Water    Reactors    Branch    I         BO/04/07        47pp 


G      Adiudicatorij 


ipond  'nee 


8004070H9   ftequests    NRC    permission    to    address   meltdown    Issue   during 
hearings    affecting    const    •-    operation    of    facility    Ojestions 
should    be    fully    answered    >,    thoroughly    researched    OH    cituens 

H1LLHITE   S         Citiiens    Action   For   Safe    Energy         80/02/21         Ip 

3004100595   Forwards    inter. enor    response    to   applicant    motion    to    strike 
response    of    0*    attoiney    general     to   ALAD-573   i    intervenor 
motion    to    strike    applicant    motion    to    dismiss   Class    9 
accident    inquiry 
FAHRIS.JR         Feldman,     Hall.     Franden,     Reed    4   Woodward        HO/02/26         Ip 

--B004100605    Intervenor    lesponse    to   appl.cant   motion    to    strike 
response    of    OH   attorney    general     to   A5LAH-573   State    of   OK 
response    contain!    important    i    substantive    comments    t,   should 
be   adopted    to   AUAB-573   Certificate    of    3vc    encl 

Feldman,     Hall,     Franden.     Reed    S    Woodward         80/02/26        3pp 

-8004100610    .ntervenor   mot,on    tp.trlt.    appl.cant   motion    to   dismiss 

a    tornL    n  J T,"2         "°^m    *°    StPlk8    resP°n"    «'   « 

attorney    general    to   ALAR-573   Proceed,n5    should    be    judged   on 
merits   i,    not    technicalities    Certificate    of   Svc    enc! 


-rr 

M  u"*ul    tool*,  bicycles   i-  efflc,ent    tractors 
K        Af  filiation   Unknown        80/03/15        Hpp 


DUTTHEAD.BJ   Af  f  1  1  ,.ti«n  UnVno^n   BO/03/15   Ip 


8004250003  Forujaids  Commission    order    re   cons  id  PI  flU  an   nf    environ 
consequencos    of   Class    9   accidents    at    land-bated    reactors 
SHAPAR.II        Office    of    the    executive    Legal    Dimctor         00/03/31          Ip 


Order   vacating    portion    of   ALAII-573   re   Clai»    1   accident*    J, 
remanding    that   poition    to   ASLAH    for    furthor    com  idoraL  ion 
CH1LH.B   J        Office    of    the   Secretory    of    tho    Commission          00/03/31 
4pp 

80042300B2  Statements    of    position    re   certified    iiuontlon    of    rtni)    I    of 
10CFB50    cnncerning    litigation    of    hoalth    effects    of    routino 
radioactive    emissions   Ui  QOS   dismissal    of    inquiry   CortlCicato 
of   Svc    encl 
DALTDN.A   T         Dalton,     A    T         BO/04/01         7pn 

8004030026  Memorandum   of    undel  stand  ing    botmeen   Nf)C   (,  TCMA    r.    prompt 
improvement    in   radiological    vmoi  goncy    planning    k 
preparedness,  disti  Ibuted   as    Hoard    notification 


8004290373   Forward.    Corp    Commission    of    Slate    of    OA   Q00403    orclBP    d.nuln 
request    for   approval    to    ,ell    bondi    PBC   of  OK   prBientlu  «•"«»" 

revising    order  u/vieu,  of    filing    appeal    u/QK   Bupreo,.  Court 
OrtLLO,J        Isham,    Lincoln   ',  Ilealo        HO/04/04        -)np 

B0041BOQ9B  Brief   on   quMtiou   certified    hy   ABLAI1    vo    App    I    of    10CFH2  789 
S)    concerning    litigation   of   health    effect.    I»,UB    ii 
H    igable    m   cor.te,t    of    striking    overall    NEPA   co.t-b.niPIL 
n*,,fSer  Appofll   mult   bB    denied   W/Cortlf  Icato    of    Svc    encl 
UAVIB.L   n    ,     MINTO.J         Hearing    Hranch    4         QO/04/07         Mpp 

G004330334  Memorandum   ttatlno   y|eu.    re   quo,  lion   c«rtiM«d    in   ALAII-373 
Con    iderat.on   of   healU,    effect,    from  3ml..lon   wit      n  App    | 
limits    is    central    t,   controlling    factor   Certlficat,    of   Svc 


i       , 

Lincoln 


ic  9o"vlCB  Co    of 

Deale        80/04/07 


of  f5vc 


33pp 


o 

'Er  DlJiUP?'M?(/""  utlllti"  o-««t*«g 

3,U  B    Debevoise  f,  Libeiman    BO/04/07    Hipp 
H  Oeneral  con  eipondence 


rARRFl  I  ,  S        Aff  1  1  iati  on   Unknown        BO/02/14 


Ip 
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BOO4070124   Requests    ttiat    NflC    reopen    envlion    tj    site    suitability 
hearings    Meltdown     issue    should    be    fully    eiplored 
*      Affiliation    Unknown         BO/02/15          Ip 

B004040238  Requests    that   NRC    reopen   environ   &    site    sujtabilitg    hearings 
to   consider    possible   rnoltdow"    >J    related    emergencies 
associated    m/nulcear    poiiier    plants 

F         Affiliation    Unknoun         80/02/19          Ip 


8004070116   [Inquests    that   NiJC    reopen   environ   &    site    suitability    hear 
to    fully    oiploie    meltdown    pass  i  b  1  1  i  L  ies    at    facility    Const 
should    stop    until     pioblems    re    nuclear    luaste    disposal    81 
safety    are    resolved 
TIBETTS,  L         Affiliation   link  noun         80/02/24          Ip 

000fl04Q33B  Sugfleots    heatings    on    cons*    oF    icactor    did    not   address 
mellidoun    issues    Tulsa    should    not    bo   made    site    for    potential 
nuclear   mistake   Utils    should    build    plants    away    from 
populated    ai  eas   Requests    reopening    of    hearings 
SMITH,  M         Affiliation    Link  noun         00X03/15          Ip 


0      Ad  j  ud  i  c  atot 


800-JO70H9    Heque^t'    NHC     D1  rmi  =  •=  i 
hearings     affecting    cons;*-    >     ooe 
should    be-    fully     aiisuK  ror|    ^    tBi-tu 
have     right    to    be     heard 
WIUC.HITF,  S         Cltneni    Action    f 


to    address    meltdown    issue    tfuring 
liQii    up     fracllitij    Questions 


Safe    Energy 


S0041 00595    FoiurdT  di     interveror    i p spouse     *•  o    applicant    mi 
response     of    C3K,    attoinoij    general     to    rtl  AH-3/3    •-    intorvi 
motion    to     ill1  ike    applir,,nt    motion    to     diimiss    Class    9 
accident     1  nqu i ry 
FARRI&.J    R         Feldmam     Hall-     Franrfen,     Fieeil    '     lloodward 


t  ion    to    str  i 


—8004100605    Inter 
re-spouse    of    OK 


nor     i espouse     to    applicant    motion     to    strike 
ttoiney    9ffner.il     to    rtbt.AH-373    State    of     OK 
contains     important     ',     substantive    comments    If    should 
be     adopted     to    riLAH-5/T   Certificate    of    S/c     end 
rARFUS,  J   R         Cllnens    Action    For    Safe     EnerSY         FARRIB,  J   R 
Feldman,     Hall,     rraiidun.     Reed    >     Uaoduai  d          BO/02/St,         3pp 


B00404O241    Requests    that   NRC    hold    meeting's    in    Tulaa,OK    re    emergoncU 
evacuation    lana    around    nuclear    plants  Plans    should    be    mare 
thorough    to    protect    people    if   meltdown    should    occur 
HEHPLEREE.fl         Affiliation   Unknown         SO/O3/IS          Ip 

0004090260  Responds    to    Hi     to   Presidont   Carter    inquiring   uhy   work    has 
(topped    on    facility    Provides    info   re  NRC    rules   t,   regulations 
involved    In   building    &    licensing    nuclear    plants    CPs   must   be 
issued    to    util    before-1   work    can    be   resumed    an    facility 
STOLZ.J  F        Light    Water   Reactors   Hi  anch    1         BO/03/20         Ip 

— 9004090267   forwards    F  Filond    I  tr    to   Ptealdont   Carter    Inquiring    iuhy    mork 
hat    stopped    on    facility   Requests    comment 5 
RATHKOPF.C    L         Eliorgy,  Hop  t    of         HO/01/22         4pp 

B004290173  Forwards    D  Plant   80021-1    1 6r    mpressing    concern    re   possible 
meltdown   at    facilities   Requests    response 
BVNAR.d        House    of   Rop        8Q/03/S6        2pp 

S     Reportable    occuri  eticosi    LEHi   t    retatecl    correapandence 

Q0042S0431    Foriuai  ds    first    InLorim    dePiciencij    rept    re  defective    concrete 

pour    In   auxiliary    bids   Neil    rept   will    be    submitted  by 
B00613, 

MH,L9,L   H        TannB»soo   Valluy    Authority        00/04/ai  Ip 

— Q0042SO'132  First    interim   deficiency    rapt    re  defective    concrete    pour    in 

auiillari;    bldj    Concrete    iflinfilos    have   been  sent    to 
Blnflleton   Lab    for    tasting 

»      Tonnesioe    Mfllleu   Authnrity        80/04/S1  4pp 


DOCKF.T  BIN-30-337   IILACH  TOX   BTATIQN,     UNIT   3 


D0041A0161    Notice   of    change    uf    addreiiS    for    Uaatilngton   afc    of    Isham> 
Lincoln  i.   Deals   CcrUflcato    of    Bvc    encl 

OALLu,  J        Public    Bervicu   Co      of    OHaboma        OftLLO,  J         1 1  ham,    Lincoln 
D»*lu        BO/03/ H        4pp 

A      Application/construction   stage    document*    81   correspondence 


—  B004  lOOftlO    Intervene!     (nolicn     to     stiifcc    Applicant    motion     to    dismiss 
Class    1    accident    iriqumj    '.    motion    to    strike    i  esponse    of    CK 
attorney    general     lo    ALAB-5/3    fiocoeding     should    be     judged    on 
merits    1   not    technicalities    Certificate    of    3vc    etiel 
FARRIS. J   R         Cit  liens.   Ai.tion    tor    fcafc    Energy         TARRI5.0    R 
Feldman,     Hall,     rrai)d?n,     Fleed    li    Hoodwsrd          BO/02/2&         ip  p 

a0040"10366    Suggests     lotfll     se  1  f  -re  1 1  an  t,  se  1  f  -su  f  f  ic  i  ent    t  ommuni  1 1  es.    are 
solution     to    present,    problems     Opposes     all     foi  ms    of    nuclear 
poiiiar    Mm    amount    of    enei  gij     fi  om    coal     !•    gas    should    be    needed 
for    mfg    useful     tools,  b  i  eye  I  o  s.    '     efficient     tiactors 
MEEK9. M         Affiliolion    Unknown          BO/O3/1S         2op 


a00407O]Oa    Eipresaee    con'ein 
at    Kearlnss    Class    9    accidcri 
should    be     thoroughly    efamin 
hearings    etiould    be   reopened 
liUTTHEAu,  E  J        Affiliation  Unknown 


NRC    refusal     to    address    meltdoiun     issue 
i     distinct     possihilltg    & 
Environ    b     site    suitablity 


S004IOO335    Response     in    apposition     to     joint     intervenors '    SO0226   motion 
to    itnko    applicants'     H0021  1     pleadings    re    Class    >?    accident 


Inquiry    5ti  iking     instant   pleadings    on    gmund'- 
unt  irnpl  ineis    is    not   uian-iinted    under    case     Jau 
DAVIS. L   [)        Hearing    Branch    -1         BO/03/17         Bpp 


6004290030    Submits     add!     info    in     suppoi t    oF    80Q&06    request     for    eitensloi 
to    rovieuj    ALAD-573   Class    9   accident     issue    Lack    QF   WF1C 
opposi 1 1  on    to    OK    request    '•   lecenb    proliferation    of     info 
sup  port    e  itens I  an 
CARTWDIOHT.J   T    ,     ROGERS, C    S          CHlahnmfl,     State    of         BO/O3/1H         3pp 

B00407O143    Memorandum   ',    ordor    TO    ftSLAD    791207    dec  Is  i  on,  ALAB-573    ISEIIB 
of    Clans    9   Accidaiits    vacated     •.     i  t-mandcd     to    /iSLflQ    for    adcfl 
action   Related   matlona   moot   Comrnission    shall    be    informed    of 
related    cases    Commissioners    Cilin^kij    >t   nradford    diiiented 
CHILK, S  J        Office    of    the   Secretary    of    the    Commission        30/03/21 
4pp 

BO041S0027   Forwards     luonice    supplemental    brief    le   motion    for   directed 
cer  1 1  f  icat  i  on    &     for    stau    Pendency    of    Cl.is?    ?    issue    before 
Commission   noted     in   Licensee    motion    for    dnected 
cer  I  i  Picalion   i    for    stay   Ihstusied    on    P.lQes    7-10 
WETTERHAHNpM   J         Conner.     Muoi  e    t   Corbfr          80/03/2-1          3pp 


0004040031    Advise*    or    Issuance    of    HUF1EQ-030H.     "Interim   Staff   Position 
on  Environ  Qualification   of    Safoty-fialntui!    Electrical 
Equipment.  "    providing    guidance    re  methodt    for    compliance 
RQ9a,D  f        Division    of   Project   Management        00/O2/OS        7pf 


—  BOQ-41500<13   MemoT.indum    '.    ordei     vacating    portion    of    ALAO    573    captlonod 
"Coroidorat  ion    of   Clots   9  ftccidetite"    t-    remanding    to  ASUAD 
P-or    further    consideration   Certificate    of   Sue    one  1 
CHHK.S    J        Office    of    the    Secretai  t;    of    the    Commission         80/03/21 


0004210405  Summari/    of   800320   meeting    ui/ncnr-term  CP   applicants    in 
Betbasdai  MD  re    evaluation   of    progress   made    lo   date 
establishing    proposed    requirements    stemming    from  TMI-2 
icciilent 
THQMASiC   0        Btandardliatlon   Branch        8O/04/03        A3pp 

B0043000V4   Butnmary    of   BQ0319   msetlng    ui/Near-Term  CP  Applicants    Oroup 
in  Bathn»da,MD  re    matters    related    to   resoiiptlon    of    CP 
application   review  activities    associated    w/TMI-a  accidrnt* 
THDMA8.C   0        Btandardiiatlon    Oranch        BO/O-l/OS         IHpii 

9004210557  Summary    of   B0040?  meetino    u/Near-Term  GP   Applicants    QroUp     in 
D»thesda,MD   re    progress   made    establ  1*  hlng    proposed 
requinmenti    stemming    Prom    TMI-S  accident   Proposed 
requirement   category    assignments    encl 
THOMABiC   0        Light   Woter  He-actors   Branch    1         00/04/07        47pp 


8OOi|OEO562   Memorandum  ',    order    re    ALAD-573   concerning    individual    ca4oa 
of   Class    9  accidents    ilnecls    ^Sl  D    'o    addresa    radiological 
health    Si    safety     proceedings     in    manner     consistent   u/A9LrtH 
opinion,  ALAH-397    fa  Commission   /nomorandum   CL1-QO-OH 
I11SHOP.C    J        fttomic    bnfety   and    Licensing    Appeal    Panel         SO/03/2B 
4pp 

B0042BO003   Forwards    Commission    order    le    consideration    of    environ 
consequences    of    Class    9  accidents    at    land-based    reactors 
SHAPAH.H        Offite    of    the  executive   Legal    nirector         BO/O3/3I         Ip 

—  B004aSQ01  1    Order    vacating    portion    of    M.AI)~573   ru   Class    9   accident* 
remanding    that    portion    Co   ABLAD    far    furthci    consideration, 
CHILK.8    J        Office    t>f    the    Secretary    oF    Ihe    Commiss-ion         60/O3/31 
4pp 
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ip    'eititieJ    nueition    of    App    1    of 
is.al    of    intmry    Certificate 


between   NHC    !.   FEMA   re    prompt 
planning    I 


j04IS'~0?S   Drmf    on    iuem:n    c-rti-ied    by    ASLAB    re    App    I    of    10CFR2   7QS 
(JI    ronterrnrtj    litijaii'n    of    htalth    effects    Issue    Is 
litijabls    I"    cnntpil    uf    slriliiij    o.prall    NEPA   cost-benefit 
inlante    Appeal    must    t>»    jer.iea    W^Cer  tl  t  Itate    of    S^c    end 
DA'JI1,   L    D        SUriTO  rearing    Branch    1        BO/04/07        3Bpp 


is    Central    ! 


MILLER    II    I         t"j?nn,f> 
KILLER,  I!    I          Uhni      I  i 


uesMon    certified    in    ALAB-573 
TII  &£  ian   ul t hin   App    I 
Certificate    of   9vc 


3      Reportable    occuiier«:es,     LfR  s    '     related    c  orrespondencD 

B0042S0431    Foiwards     Fust    intei  im    deficiency    icpt    re  defective    concrete 

pour    in   auiiliary    bldg    Ne i t    rept    ul 1 1    be    submitted  by 
800613 
HILLS,  L   11        Tennessee    Valley    Authority         00/04/21          Ip 

— 8Q04250'132   First    interim    deficiency    repl    ro  dnfectlve    concrote    pour     in 

auiiliary    bldg    Concicle    samples    have    been  sent    to 
Singleton   Lab    for    testing 

»      TennassDB   Valley    Authority         80/04/21  4pp 


S    IJCCVCLC   CENTER 


'ice   Co      of   Oklahoma 


DOCKET    50-->64   NUCLEAR    FULLS 
0      Adjudicatory    corresponilence 

9004030026   Momoi  andum    of    undei  s  tand  ing    between    NHC    i.   FEMA    re    prompt 
improvement    in   radiological     emergency    planning    l< 
preparedness,  diBti  ibuted   as    Hoard    notification 

QOSSICK.L   V        Office    of    the    tiecutive    !)unctoi     fni     Qparatlani 
BO/04/02        34pp 


DOCKET   STN~50-56ft   YELLOW   CREEK   NUCl  CrtR    I'l  ANT,     UNIT    1 

A     Application/construction    stage    document  i    '<    corrctponiionco 


QJ04230IB?   Brie,    amcu,      ,j,  ,**    re    certified    question    of   uhether 
litigation    of    health    «i  ,«,.<•,    a,    normal    radioactive    rsleases 
is    bjrred    as    latter    uf    [aj    ]-sue    is    precluded     in   absence    of 
special    c  i  rcutistarcei    u   lertnicdte    01    Svc 

HErdOLDS   N   S        PHILIPS, ii   »        Te.as    Utilities    Generating    Co 
" "   " L,Berran         £0,04/07        21pp    *        , 


REVJULUS,  r(   fj        Debe.c 


H      General 


8004030339  H.qu..t«  open  ,.„,,„„  on  ratlllt^  ,.  possibility  of  major 

accidents, health  ctfecls  I  evacuation  NRC  t,  utils  have  moral 

responsibility  to  insuie  safely  People  have  right  to  Imom 
answers  to  problems 

L,  I)    FAqRFlL.S    Affiliation  Unknoun    BO/02/14    Ip 


ldoun    155ue    should    te    Fu!lv    e.plored 
on   Unino^n         aO'u^1    15         ip 


8004040031    Advises    of     issuance    of    NUREO-OSdF),     "Interim    Htnff    1'ositloi, 
on  Environ  Qualification  of   Saf  oty-Dg  lated   electrical 
Equipment,"    providing    guidance    re    method!    for    cqmpHaiico 
ROSS.D   F         Division    of    Project    Managomont         HO/02/03         7pp 

F      Security,     medical,     emergancy    t,    tire    protection    plant 

B0040B0077  Advises    that    submittal    date    for    evacuation    UmD    o.tlmfll,., 
renuested    by   NRC    791226    Hr,  h»9    baen   po.tpa.ied    ponding    QAO 
clearance   under   Federal    Rapta   Act 
GRIMES,  B   H        Emorgonct/    Preparedness    Tflt  k    Force         00/03/11          4pp 

0     Adjudicatorij    corrcipondencc 

B0040300S&  Memorandum  of   understanding    boluoim   NF1C   t.  FrMA   ro    promnt 
improvsmBnt    in  radiological    omBrgency    plnnning    t.  P 

preparedness,  distplbutad   as   Hoard    notification 

"'"    °f    th°  Clocutlv''   0»r«*o,     for   Op.r.tu,,. 


anociaUd    u/nnltea--    pru 
GIBBS.CF        Aff,l,ation 


80/03/19         ip 


safety  are  resol.ed 

TIBETT3,L    Affiliation  Untnotn    BO  '02/24    ip 


nuclear 

J«*uUt. 

BHITH.M 


istaie  Utils  should  build  plants  auay  fro 
areas  Re^uesti  reopening  of  hearings 
Affiliation  Unknown    EO/03/1S    Ip 


«"fnt,.l 


8004040E41    Reque,ts    that   NRC    hold    meetina,    ,n   T,,l«a    n« 

evacuation    Jone   a>  ound    nut  Uar    BUnt.^         ?    ^'  ™   re    effle''3'«":'l 

thorough    to   Prote!t   people    T?   m!    Eo!n    llV         '"  m°rE 

HEMPi  PHCP   D         A. r    i       !  "leltdoun    should    occui- 

hbl1FLEREE,R         Affiliation   Unlno^n         SO/O3/15         Ip 


corrmpond«nc« 


;  »»"•»'  '^;:;"!S.:n:,::;;:r-  "™ 

HILLB.L   M        Tennessee    Vanoy    Authority         00/01/31         Wnp 


-S004I00505  Notice   of   vlDiation    frDm    m.p    on 
*     Rf9lon  ?,    AtianU,    0»Me.    of    thl   Dir,,: 


Water  B.«eor.V!nch"!  ""oo/wJw"   Ip 


'::"i«''':;"--"'""™"""'  c- 

ATH^OPF.C    L        En-rgy.Dept    ot         BD/01/22        4pp 


9004390175   Forwards    D  Plant  ,  i    it 

SV/^T  •*  '«>»««     mi4,;.;;.1 

S.YNAR.M        Hou,e    Of   Rep         80/03/36        2pp 


of   the   Director 


gp 


8004090353   Toruards    IF    Bullet,  „    On   m 
n.T«-Ine(,,Ti»«   Ad.o    be,    Co 

o 


»•"»*,    DMUi 

fron,  Btd    TVPI 

-f    G0/oa/06 


Support 


Ri"Ul 


on  *  Engln«»rtng 
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— QOCM0402DB    IE    In*p    Rents    9Q-B66/8Q-Q2   «•    SO-S67/BG-02    on    000123-29   No 
noncomp  1  ianca    noted   Major    area-i    i  nap  acted    preservlce    Inip 
nf   major    component* 

HCRDT.A  R        Region   2.    Atlanta,     Reactor    Construction   &  Engineering 
Support    Branch         CROULEY,  D    R         Region    3.     Atlanta,     Office    of    the 
Dlroctor        00/02/12        7pp 

QOQ4210116  Forward*    IE    Innp    Rapt.    30 -566/BQ-04   (.    50-567/BO-04   on 
800219-23  No    noncomp 1 iance   noted 

BRYANT,  J  C        Region    3,    Atlanta,    Reactor   Construction   v   Engineering 
Support.    Branch        80/03/01        2pp 

—9004310121     IE    I««p    F)Bptt    30-366/80-04   *    90-567/00-04    on    000219-32   No 
noncomp 1 ianco    noted   Major    a\  aa*    inspected     licenses    action 
on   previous    imp    P Ind  ingi,  Inip    f  ol  I  ouiup    1  I  ems.  IE   bulletin*   & 
circular*   (.  uiarohouio    storage 

CANTfiELL,  F  El        Hog  I  on   2-    Atlanta,     Renctor    Conitructlon   d 
Engineering    Support   Itrancli        THOMAS,  H   ,     OHURGE. M  J        Region   3, 
Atlanta,     Office    of    tlio   Director        BO/03/03        3pp 

(1004090038   Conflrmi    [J00310    lolcon    arranging    EKJ0320    moating    botueen    NRC 
li  ulll    In   Atlanta. QA    to   diucusi    accuracy    of    written    repti 
provided    to    1C   NRC    ulll    piovlde    overall    evaluation    Of    util 
handling    of    daficiencet    Identified    tg    OA    program 

CTREILLY.J  ('        Reg  inn   2.    Atlanta,     Of-ficB    of    the   Director        00/03/12 
2pp 

8004210170  Forward*    roipnnao    to    IE    Bulletin   BQ-03,     "Lois    of   Charcoal 
from  Btd    Typo    1 1.  Tiuo-Irich,  Tray   Adsorber   Cells    "    Ertcl     ll»t* 
roiulti    of    ln«p*    at    faclllUi)*    to    determine    If    potential 
For    Ion    of    charcoal    Incident*!    (.a    handling    or    use    *»l»t* 
M1LLB,L,M        Tenne«*eo   Vallmj    Authority        GO/O3/21         -1pp 

8Q04IBD1Q6  Foruorri*    rotporne    to    It:    Oul  lotln   79-20   r«    postible 
malfunction    of   NAMCtJ  Model    EA1BO    limit    iultch*«    At 
faEllitle*    uh«ie    applicable    limit    lultctiei   are    identified, 
riplacement    gaiketi    hava    been    orilnred 
MILLB.L   M        Tinnane*   Valleg    Authority        QO/03/2B        2pp 


— Q0043001OO   Foruai-ds     IF     Insp    fiepts     'jCi  -5tft>  90-0-1   A    50-S6//'BO-03    on 
BOOMS-OEI    1     unties    o^     .lolation 

OKYft.HT.JC         Region    ^p     AHarita,     Reflc  toi     Construction    &    EnglnauriniJ 
Support    lira  tic  h          S0/*02  '  f$          2pp 

— 000-130010^    Mot  lee     ot-    ^ie,UHon     ^rom     insp     on    8D0205-OQ 

«       fJdjiiDii    J,     Atlanta:     Hffice    of     >hf    Uir«ctof          E10/O2/27          lp 

— Q0013001OB    If     Insp    Kepts     &L>"5ii6XEiO- O3    b    50-51,7  /BQ-O3    on    Q002OS-09 
None  omp  I  lane  e    Tioti'd     failure     fa    establish     adcuuate    moaauios 
to     control     i  ail  L  ogi  sp  h  1 1     eiarii    pioccduiflB     for    uo  1  d  6 
Kt-CINSGHGEiU   P          f*EgiQii    d:     Atlanta.     Office    of     thf    Dlroctor 
HCRDT.  A    II        riagion   ?      AtlaiiU,     Pcnc  toi     C  onsti-uc  t  ion   J.    Enaineering 
Bupport     llparich          QO/OP/3/         G-)p 

Q004350'10S    Notifies     that    itvised     ips(ioii5e     to    violations    noted    in    1C 
Imp    Flflpls    liO-56(>/EiO-Ot    !     5O  -5ft7/BO-O3    ro     failure     to 
PBtabliil'     adetjuatp    meaiuit'i     to    cantiol     rad  i  ograp  hy.  u  i  1 1     be 
tutinl  tted     bu    tlOO-l-Ta 
MILLS,  L   11          Tennessee    Vtilloy    flutlioi'lty          80/04/91  lp 

30012903 77   Roquesta     approval     nt    ASME    foilc    Cases    N-331    It   M-235    for    n»« 
on    raflctiir    preisure    vosseli    iTiped  I  •"  1  ous    approval     to 
necea-tarij     foi     mr     of    code    tfties     in     F  01  Ih  c  oraino    preaervice 
Imp 
KRUS.  t.    11          Tcnnoisee    V.iMoy    Authority          CHO/O4/23         3pp 

R      Porlodlc    operatuii)    reporfci    '     related    corrospond  enee 

0004280500   forwards    YCNP-SMH    3.       'Cio-c  I  oo  con  uni  c    nunltoiins    ft    Mitigation 
nept, "     For    Jan-Juno    1977 
MILLS. 1     II          Tenne*3oe    Valley    Authority          30/Ofl/lS          1(1 

— B0042aO510    "Sbot loeconunic     Monitoring     b    Mitigation    Kept,"     for    Jan-June 
177V 
*       ToniiB^soo    V.illoij    Authority  /CNP-JiMfi    3         BO/O3X31          3lfp 


B004130B27  forward*    1C    Info   Notice    80-12,     "Initrum^nt    Fal  lur»   Cnut»« 
Opining    of   PC1RV  *   Uloek    Valve    "    Mo    ipeclflc    action    or 
riiponie   ntceiiarij 
O'RElLLYiJ  I1        RBflloli   2,    Atlanta,     Office    of    the    D(p«ctoir        00/03/31 


Forward*    IF.   Circular    BO-OS,     "tmargencv    Dieml    O»  nor  a  Lor 
lubricating   Oil    Addition   d  (liitite    Supply    "   Ho   uritUn 
r«ipon»»    requlrtd 
O'RFIILV'J  f        Region   2,    AUnnU,     Office    of    1,ho   Director        CIO/04/01 


OOOt  I  SOOT/  forward*    If    Info  Notice   BO-13,     "Of   Type   B11M   Contl  ol    Sultche 
Defective   CAM  Follower!    "   Ho    ipeclflc    action    or    ruponie 
required 

Q'REILLV.J  F'        fisgion   2.    AllnnU,     Office    of    the   Director        (10/04/02 
'•iff 

EJ004240274   Foruardt    1C    Info   Nutlet   ElO-H,     "BafatiJ    Qugg«itlon*   From 
Employee*    "    No   •etloti    required 

0'HEILLYiJ  \>        n»fllon   U,    AtlAnta,     Office    uf    fht    Director        00/04/O2 
3pp 

0004100273  Fopw*rdi    IE.   Circular-   00-07,     "Problem*    H/HPCI    Turbine   Oil 
Bijl    "   Mo  writ  ten    roiponie   required 

O'RCILLY.J  I'        Reolon   2,    Atlanta,     OfPUe   of    tlie    Directoi-        BO/04/03 
Sf  p 

0004330M2  Poriuard*    IT  Uulletlrt   79-03A    "Lonijl  tudinal    Ual<l    Defect*    In 
A6ME  SA-31Q,Typ«    30-1    Btalnlai*    Bt«el    Pip*    "   Action   required 
0'F1EILLY,J  P        Region   S.    Atlanta,     ClfPUt    of    K.e   Director        00/04/04 


a004l804'l9  Foriu«ril*    IE,   Bulletin    BO-OB,     "Emm   of    Containment  Liner 
Ptnitratlan  Meldt    "   Mrlttin   retpaim    required 
O'REILLY.O  P        Region   K.    Atlanta,     OPfle*   of    the    Director        QO/04/O7 


0004300090  Ack    rtcelpl    of   800324    Itr    Informing    NRC    of    *t>p«    taten    to 
correct    violation*    noted    tn    IE    Imp   H»pt*    30-366/80-03  b 
00-367/00-03 

HURPHY.C   E        Region   2.    AlUnt*.    Reactor  Construction    t,  EnolnetrinB 
Support   Branch        QO/04/09        Spp 

--800*300096  R»ipond(    to   NftC   000238    Itr    re   violation*    noted    in    IE    [n«p 
Rept*   30-066/80-03  t  90-867/QO-03  Coi-rectlvi  action*  «11 
r*dlograpli*  w/un«cc»pt«bl«   »him   placement  will   b*  r»«hot 
MILLB.L  M        T»nne*»»e   V»ll*«   Authority,       QO/03/B4        Spp 


Repartablc    octu  r-i  enc  os,     t  FU  »    '.     rolatoJ    c  or  reapond  once 


Foruardi    flt«l    intoiini   deficiency    ropt   re    irnpropor 
documentat  Jon   t    uLilnation   of    comp-utt  r   program    INCRTIA 
Noit     rept    ulll     bo     »ubmltled    bu    fiOOQOl 
MILL3.  L    M         Tonne»*e«   Vnlloi)    Author  I  tij         00/04/21         lp 


I  lr»l    iiilei  tm    duficlonoj    rnpl    is    improper    documimtatioil   & 
Utiliiatlon    of     gomnutflr    pro-giain     INERTIA    Program 
docurnontatlon    bi-lng    <  PVI  toil    to    recti  i  c  t    usu    to    clo*ed 
tec  tiono    only 
»      Tonno*»DB   Valley    Autlioiiti)         00/04/2J         lp 


DOCKtT    HTfJ-30    167    YI'LLOH    CHfCK    MUCl  FAD    PI  AWT,     UNIT    a 

A      Appl  icat  lon/eon*ll'ucUim    itdfl*    do^umeuLs    1>    c  DrroBpcriiienc  a 

80O4040O31    Advitei    of    itfuenco    of    NURCtO-OSfin.     "Interim   Staff    Poiiblon 
on  Environ    Qua  I  I  if  i  c  at  I  o-n    of    Safe  lyftelrt  led    Electrical 
Equipment."    piavldlng    guidance    IB    methoa*    for    compliance 
nClBH.  I)    T          Divlilon    of    fiojett    Manaoofimnt          QO/Oa/OS         7pp 

F      Becmily,     medical,     omcrgotiqy    6    fire    protection   plan* 

QOO40BOOV7  AdvUei    that    »utimi  tta]    date    For    evocuflUan    time    eitlnatei, 
cequaitod    bu   WRC    71"?  1  226    H,r,lia«    be»n    potlponod    pending    OAO 
clearance    under   Tedoial    FJapli    Act 
ORItCS.  H   K        rmeroency    F'rep  aredups*    Tiiik    FOI-CB        ESO/03/ll         4pp 

0      Adjud  Icatoru    corra  (pondenc  o 

BOO4030O26  Memorandum    of    ulideri  tatid  Inn    t-etiueon   NflC    k  FEMA   re    prompt 
Improvement    In    rrtd  I  olog  Hal    emerge  tic  i,    planning   fa 
pr(pAra<lne«t'<llitrl-buto<i    a*    fioai  d    not  I  P  1  c  at  ion 
50S3ICK.L  V        Office    of    (.ho   CiDcut  1  ve    Director    for   Operation* 
3'lpp 


a      Intpecllon    report*.     It    Bulletin!    t    c  orre*pondenct 

(10041004B1    A(,k    recalpl    of   9001E3    Itr     InPorming    NIlC    of    »tepa    t«l«n    to 
,    corr#ct    vl*UtlotiB    nots«J    In    It.    In*p    n»ptt    9O-566/79-IB   fc 
30-567/77-  J6 

QRYAMT,  J,  C        Region   2,    Atlanta,     Reactor    Com  true  1  1  cm  »•   Enn  Ineer  infl 
Support   Branch       80/02/04       2pp 
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t  Pi      7M?.'J    Hi     le       lolations    noted    in    IE    Insp 
''     Ss'i7,-|0   Corrective    actions 
,1     =^i       f -,    gmg    (mips    relocated    from 


"ill-',    ,ii.thoriti|        SO/01/23        2{>p 


inlaturi    frcn    nisp    or    791211-14 

U-.ILS    ,jf     tl-e    Diiector         79/13/27         Ip 


--EOD410f '•la     It    In-f    Bept, 


ii,    7T-1B    >•    50-5S.7/79-18   on   791211-14 
.  -,  i  I .  i  r  B    t  5    pio.ide    space    heaters    for 

CO  'TFELL   F    S        Peg  ION    ='      Mtlanta,     Reactor    Construction   It 

En  3  irieeT  ing    Suppji  t    I,i  anch         GGUGE   M   J         Region    2,     Atlanta,     Office 

of    tie    Dnec'or  fl    12   ,'7         5pp 


>300<ia40274    Forwards     It     Into    1,'otice    BO-14,     "Safety    Suggestions    From 
Enplanes     '     No    action    lequired 

0'RE!l.Lr,J   P         Region    2,     AHatita,     Office    of    the    Director         BO/O-J/03 
3pp 

BOO'1180275   Foruaids     It    Circulai     80-07,     'Problems    U/HPCI     Turbine    Oil 
Sys    "    No    written    response    required 

Q'REILLY.JF         Region    2,     Atlanta.     Office    of    the    Director         BO/O4/O3 
2pp 

B004230M2   Forwards     IF    Bulletin    79-03A    "Longitudinal    Weld    Defects     In 
ASI1E   EA-312,TYpe    304    Stainless    Eteel    Pipe    "    Action    lequlrod 
Q'REILLr-.JP         Region    J,     Atlanta,     Office    of    the    Director         00/O4/<M 
IP 

SOCHIBO'145   Forwards    IF.   Bulletin    BO-OB,     'dam    of    Contalnmont    Liner 
Penetration   Uelds    "    Written    rpaponse    required 

O'REILLY.  J   P         Region   2,     Atlanta,     Offlce    of    the    Director         80/04X07 
3pp 

8004300090   Acfc    receipt    at    600324    Itr    informing    NF1C    of    steps    taken     ID 
correct    violations    rioted     in    IE    Insp    Repts    50-566/60-03    fc 
50-S67/BO-03 

MURPHY,  C   E       Ocgion   2.    Atlanta.    Reactoi    Construction   &,   Etigineorlng 
Support    Oranch         SO/04/01?         2pp 


Foruaro.    It     Insp    Repfs    SO  -5S6/60-02   !,    50-567/90-02    on 
800123-r5   'Jo   noncoi-p  liance    noted 

BRYANT. J   C         Rtgion    5      Atlanta.     Reactor    Construction   t   Engineering 
Support    Brancfi         BO/O2/13         2pp 


-800430O096   Responds    to   NRC    80O22B    l*i     re    violatipns    natod     In    IE     IIIBJI 
flepts    50-S66/BO-03   i    30-567X80-03   Corrective    actions    all 
radlajraphe   w/unac ccp tab  1 e    sft  im   placement   ul  1 1    be    roahot 
MILLS, L    M        Tennessee   Valley    Authority          BO/03/24          2pp 


— B00404020B    IE    Insp    fleptt    5u-btt,/80-02   ',    50-567/60-02   on    000123-35   No 
n  oncomp  1 1  3'ic  e    noted    Major     areas     inspected    preservice    insp 
of    najor    coffiponents 

HERDT.A   R         Region    ?,     Atlanta,     Reactor   Construction   &   Engineering 
Support    Branch         LR014LE*    B   R         Region    2,     Atlanta,     Office    of    the 
Director         39'02/I2         7pp 

B004210L1S   Foriuardj    It    Inip    Repts    50-54b/flO-04   t    50-567/80-04    on 
B00219-I2   No    nonccnp 1  lance    noted 

BRYANT, J   C         Region    ^.     Atlanta,     Reactor   Construction   i   Engineering 
Support    Branch         BO '03 '04         2pp 

— B004210131     IE    Insp   Heptj    5n-^66, BO-OJ   >    50-567/90-04    on   S00219-22   No 
noncompl lance    noted    Major    areas     inspected    licensee   action 
on    previous    insp    f  ind  i  ngs.  insp    rollouup    items.  IE   bulletins    (< 

CAUrHELL,F   <i        Region    2,     Atlanta,     F=actor    Construction   ', 
Engineering    SL.ppor-t    Riancti         THDHAS.  M   ,     GOURGEi  M   J        Region   2, 
Atlanta,     Office    oh    lh«    Director         60/03/03         Spp 

B004090025   Confirms    BOO310    f-el^on   arTanojng    B00320   meeting    betueen   NRC 
'f   util     in    Atlanta.  SA    to    Oiicuss    accuracy    of   pjpitten   repts 
provided    tc     IF   NJtC   .mil    v'^'Hf    o^aral]    evaluation    of    uti! 
handling    of    def  i  r  i  enc  ps    identined    by    OA   program 
O'REIlLt    J   P         Hegitn   2      Atlanta,     Office    of    the    Director         BO/03/12 


B0042I0178   Forwards    , espanse     to    IF   Bulletin   80-03,     "Lois    of   Charcoal 
from   SIS    Type    II ,  Tuo-1  nrh,  Tray    Adsorber    Cells    "    Encl    lists 
results    af    insps    at    Facilities    to    determine    if    potential 
for    loss    of    charcoal     incidental     to    handling    or    use   edits 
MILLS, L   M         Tennessee    valley    Authority         BO/03/21         4pp 

ENMMIBOKU   Forwrd.    response    to    IE   DulUtin   79-30   rs    possible 
malfunction    of    NAMCO   Model    EA1BO    limit    switches   At 
facilities   uhe, B   applicable    limit    switches   are    identified, 
replacement    gaskets    ha/e    been    ordered 
HILLS,  L   11         Tennessee    yalleu    Authority         BO/03/28        2pp 

8004150527   Forwards    IE    In,,   hot.ce   80-12.     "Instrument   Failure   Cause, 
Opening    o,    PORV   (.    Block    Va  1 ,  e    ••    Nq    spec.fic    action   or 
retp-onie    necessary 
Q-REILLV.J   P         Rogior.   2,     AHanta.     Office   of    the   Director        80/03/31 

M2™««,nrSiI-L-E.Clr^Ir  80^°5'     "&'"«"«1   °"»>   Generator 
Lubricating    Oil    Addition   t-   Onsite    Supply    "    No   written 
response    raqmred 
O'JEILLY.J   P         Reg, or.   ?,     Atlanta,     Of.ice   of    the    Director        EO/04/0! 


— B00430O10O   Foruards     IE    Insp    Repta    SO-56i/BO-03   J.    30~S&7/ao-03    on 
8002O5-08   ',    notice    of    violation 

BRVANT,  J  C        Region  2.    Atlanta,    Reactor    Construction    t  Eng  InoBr  ing 
Support    Branch         80/02/38         3pp 

—9004300103  Notice    of   violation    from    insp    on   Q00305-09 

*      Ragion   2,     Atlanta,     Office    of     the    Director         RO/O2/27         lp 

— BG0430Q10S    IE    Insp    Repts    50-566/GO-03  t    50-567/90-03   on    £100209-00 
None  amp  1  lance   noted    tailure    to    establish    adoiiuato   maaiurei 
to   control    rad  I  ograph  ic    eiam   procedurei    for  uield* 
KLEINSORGE,W  P        Region   2,    Atlanta,    Office   of    tho   Director 
HERDT,A  ft       Region   a,    Atlanta,     Reactor    Construction    t.   Enginearing 
Support    Hianch         90/02/2/         Bpp 

8004250405  Notifies    that    revised    response    to   violation!    noted    in    IE 
Insp    RepU    50-566/00-03   '/   SO    5i7/BO-03   ro    failure     ta 
establish    adenuate    measures    to    control    rad ingraphu, ui  1  1     be 
submitted    by   800428 
MILLS. L    M         Tennessee    Valley    Authority         EtO/04/31          Ip 

9004290379   Requests    oppro/.il    of    Airie   Code    Cose»    N-334   i    N-S3S    for    UB* 
on    reactor    pressure    vessels    Expeditious    approval     Is 
necessary    for   use    of   code   cases    in    forlhcominn    prssorvico 
insp 
KILLS. L    M         Tennessee    valley    Authority         SO/04/23         3pp, 

R     Periodic    operating    r  epoi  ts    V   (elated    corronpandenco 

9004290SOB  Forwards    YCNP-'iMn  3,     "t,oc ioecon.mi c   llonitoring    &  HlUpatlon 
Rept,"    for    Jan-June    197"? 
MILLS, L    M         Tennessee    Valley    Authority         SO/04/19          In 


"Socioeconomic    llonito.  ing   t  Mitigation   Kept,  "    for  J.n-Jon* 
«      TenneEsee  Vallev   Authority        VCNP-&MR    3        00/03/31         31pp 

-— Re!°rtf!'l!   occupre'll:ea'    <-EHs    i   relaterf    correspondence 

600425037-1  Foruards    first    Interim   d»f ic ioney    rept  re    improper 
doCUme.italion   4    utlli.ation    of     computer    progra/n    INERTIA 
Neil    rept  will    be    submitted    by    QOOaOl 
MILL9.L   11        Tennessee   Valley   Authority        BO/OAf3l         lp 

-B004250379   First    inlerU  d.f.ti.ne.,    rept    re    improper    dncum.iiUt.oti    (. 
utilliabion  of   computer   program    INERTIA  Program 
documentation   being    .evised    to   restrict    use    to   cloud 
sections    only 
*      Tennessee  Valley   Authority         80/04/21         lp 


O'REILLY.O   P 


DOCKETED  ITEMS 
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DOCKET   STM-50-360   NCP    NUCLEAR,     UNIT    1 

A      Application/construction    stage    documents    I    correspondenc  e 


DOCKET    51N-SO    SHO   LIME    UuatflR    PLANT,     UNIT    1 

A      App  I  I  cat  i  on/i.  ans  1 1  uc  1 1  Hi    =  tigo    documents    '     correspondence 


7FJ1130Q033   Forwards    reviou   of    the   Preliminary    Draft   Environ   Statement 
finds    PPE8    unnecessarily    uordij    Delievci     impact    iBctlons 
should    only     focui    on    real     potential     01     probable    areas 
SAMUQRTH.II    tl        Environmental    Specialists    Branch        7B/11/17        13pp 


000-1040031    Advises    of     u;gsiiLE    of    MURE  G-058E!,     "Interim   Staff    Positior 
on    Environ    Qua  1 1 1- 1  ca  1 1  on    of    Safety-Re  lated    Electrical 
Equipment,"    providing    juJdciiicfl    re    methods     foi     compliance 
ROSS,  1)   F         Division    of    Project    Management         EJO/02/05         7pp 


GQ04140Qla  Resnnndi    to   791217  uil  thdr  atual    of   IP    application   ro    recovery 
of    rovlnu   costs   Off.    of   Controller    notified    to    Issue    Invoice 
for    balance    due 
HILLEH.W  0        License   Foe   Management    Branch        00/03/34         tp 


0      Ad jud icatary    cori-Bspondonc o 


£1004030026  Mflmiirnndum   of    under*  landing    between   NHC    t.  TEHA  ro   prompt 
Improvmiiont     in    rod  I  nlng  lea  I    omergoncy    planning    t 
prtparednesi.  distributed   vis    Hoard    notification 

OOBSICK.L    V         tlfflcfi    of    tha    [Znocutive    Director    for    Operations 
34pp 


0      rtd  jud  i  catoi 


t  esponde 


BOO'1030026   Memorandum    of    understanding    between    NRC    t,   FEMA    re    prompt 
Impi  oveinenl     in    radiological     emergency    planning    '< 
prepflr  edness,  t  \  %  ti  i  buted    ,19    Hoai  d    notification 

C06SICK.I     V         Office    o,     the    Lx»cutlve    Oiiector    fnr   Operations 
BO/O'l/02         '!4pp 


DOCKET    QTH    50-'jt)l    EH  If   NUClfTrtH    PLAtJT.     UNIT   2 

A      App  1  i  cat  i  an/cons  ti  uc  1 1  uti    it^gt!    documents    ><    correapondunc  o 


POCKET   QTW-90-3AV  NCP   NUCLEAR,     UNIT  2 

A     App  1  lent  ion/canstruc  t  ion    stage    documenti    tt   c  orretponitence 


000404OO31    Advisot    of     inuancc    of    NURrO-OSfia,     "Interim    Btaff   Poaitlor 
on  Envlion   Qualification   of    &,if  otij-ile  Inted    electrical 
Equipment,"    providing    guidance    le    mothoda     for    compliance 
ROHS,  D    r         Division    of    project    Management         [10/02/QS         7pp 


7311300093   Taruiaids    revloui  of    the   Pi  ul  imin.iri)    Draft   Environ   Statement 
find*    PDCB   unnccoaiar  i  lij   wordij    DvllevcG    Impact    section* 
iliould    only    foqui    an    inal    potential    oi'    piobablo    amat 
SAMMDI1TH.  (1   n        Frivlronmnnlal    BpeclaliBti    Dianch        7Q/11/17        13pp 

EI00414001K  FtmpondB    to   771^17  ml  thdr  auia  I    of   Cl>    application   ro   r?covorij 
of    ruvleu  coiti    Ofc    nf   Coiitiollor    notlflod    to    laouo    Invalc* 
for    balance    duo 
MILLEK.U  0        Llcanit   Tae   MaTianomont    llranch        tIO/O3/<l4         IP 


0     Ait  jud  i  cnloi  i;    corrttpandenco 


00040300S6  Mamui'drldum   of    understand  Ing    beliuuen   Nli€   '-   FEhtA  re    prompt 
improvtmviU    in    radiological    omBrgoncv    plarinlno   I, 
pr«parnlnB»i,dlitrlbutod    fli    Dnard    not  If  lent  ion 
OOQ8ICKiL   V        Office    of    Uo   Fiecuttvo   Director    for   Operation! 


0      Adjudicator!)    correapondenc  o 


000-1030026   Memorandum    of    understanding    between   NfiC    1.   TEMA    10    prompt 
Improvement     in    i  ad  1  o  log  I  c  i]    emergency    planning    '' 
preput  odncis.  d  1  a  ti  i  buted    aj    lioard    notification 

GQS9ICK.L    V         Office    of    the    C.acutlve    Director    for-    Operation! 
QO/04/O:1         .Mpp 


DOCKET    30-iiU2    RUNDrbFflT-     UNIT    I 
0      Ad  juit  i  catoi  y    c  ni  i  esponufiic  D 


f!0040J003b   Momoiandum    of    unJei  stand  1 1>3    Oetwoen    NRC    t-   FEMA    re    prompt 
impr  ovomont    in   i  ail  10 1  og ical    emergency    planning   '< 
preparedDom,  dl  o  ti  iluitod    ai    Doai  d    notification 
OCISQICK.L  V        Office    of    tho  Executive   Director    for   Operations 
00/04/02        :)4pp 


UHCKCT   nTN-DO-3/4    HAONAC   NUCLEAH   PniJl.R   PHfUUT 

A     rtpp  1  i  cat  1  on/com  true  U  on    itnje    documenti    '-    correipondanca 

0004070 1 4(1  n*CDmmendi    lituanca    up    llconir    tn    oipnrt    rooctor   t. 
iitaclattd    campan*nt*    lo   PMIIpplnoi    Pi  opoani!    eiport    would 
not    ba    Inimical    to   U8   coalman    d»f«n»o   t,   meurity   Nn    furlhoi 
action   p»qulr«d    on   Ott;Y-/c/-100 
SHCA,  J  n        Offlca    uf    Inlcrnjitloii*!    Pi  oornma        fircv-00-l4a        00/03/14 


90  sm  DUNDLSERT,    uun  , 

Q      Ad  juriicatni  y    c  01  i  espondnnco 


f]0040300;'A  llurnni  andum   of    understanding    betujeon   NRC   li  FEMA  re    prompt 
improvement    in   ladiologual    vmeigencij    plannlnQ    l< 
pi  tparoiinoii,  dli  tribulfd    at    lioard    notiflcatlnn 

oanBICK.t     V         ClfUco    of    tho    Fiocutlvo    Director    fnr    Clpordtioni 
BO/04/OJ         34pp 


— D0040701E10  niicu»«ti    dentli»    of    luio    «nai  31]    actlviiti    d   phytical    iscurity 
of    prapoixl    r  tact  or   Continued    raprnnion    croatm    hlfllrly 
unitabla    environ    "Holhsr   ^Jonet"    Die    1777   article    re    iUt* 
of    civil    uinr    in   I*lill  Ijiplnot    micl 

PEIILAB,  N        PlilllDpIn*   Hovoment    far    Cnvlrunmviital    Protection 
QO/01/B7         13pp 

0     Adjudlcatory   corrvipandtnca 

BOO 4000*0';  Dl*cun«i    judicial    r*vl«ui   on   behalf    at   Ctr    fur   Development 
Policy    t  Movement    for   Iran   Philippine)   Urgei    delay    of    mporl 
llctnia    ltiuanc«ifor    twin  work  1 119    day*    after    Commltiion 
opinion,  In   order    to   avoid    liaity    litigation 
ABHCn.Tl!        A»h«r.T  Ft    ,    PC        DO/03/21        Spp 

0001380036  fiubmiU    Mutlngliouii    ruponii    to   TR   Aiher   H003S1    1  tr    an 
behalf    of   Clr    far    Development   Col  leu   &  rlovamenl    for   Frvo 
Philippine*    Urgei   Commlnlon    to    promptly    grant    application! 
r*  nucltar  reactor   oiporl   to  Phlllfiplnoi 

COWAN,»    I    ,    DAUOHBRTV.T  M        (.elui't,    Bunman),    Charli.   fc   tlallott 
00/03/37        -tpp 

00041110101    Motion    to    *tiy    «f  fit  t  ivtnan    of    final  ardor>  pandlng    *pp«*l 

t;    judicial    r»vl*u   re   nuctaar    roactar    eipoi-t    to  Philippine! 

D*l*y    in    (hlpnint   ulll    not    InjurB    Intvrxti    of  tiportur    or 
p^rlltt  C»rtificflt»  of  Svc   end 

BCHEfifi,8  J        Natur*!    fi*tource»    Def«nn   Council  UCISBi  E  R        Union    of 
Conctrned    etlintUtt        DOUGHERTY- J        Phllipplnn   Movomunt    for 
Envlronmtnl»l    Protfetion        00/04/03        dpp 


DOCKET    SC--OB5    TR1GA   MARK    II 

A      Application/construction    ttage   documonts   i    c  ornnpondence 

£)00417Q")fiO   Uubmlli    application    to    amend    oiporc     I  I  censo,  Chang  Ing 
contractual    '/   dellvany    ilatoi,  I  ncro.ii  Ing    reactor    poiuor 
levtfl    '<    Increasing    reactor   cost!    Also   applies    for   SNM 
I  Iccnte 
MttWrtY.W   FJ         Qenoral    Atomic    Co       (sub(      of    Ou  1  f    Oil    Co     )         00/03/20 


DOCKCT    CiTIJ-50    DM   1'At.tl   VFRDt   fJUCLCAR    STATION,     UM(T 
0      Ad  judlcatorv    coi  respondl'iicc 


Q0040300i!6  Memorandum   of    understanding    between   NRC   t  TEHA   re    prompt 
Improvement    In   radiological    emergency    planning    It 
prepareiineif.  tl  l*tr  ibuted   as   Roai  d    notification 
OQBBICK.L  V       Clfflca    oF    the  Eiacutive    Director    fal    Operation* 
80/04/02        :i4pp 
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DOCKETED  ITEMS 


DOMESTIC  LICENSING  OF  SPECIAL  NUCLEAR  MATERIAL 

DOCKET    70-0008   HATTELL.E    COLUMBUS   LABOFlATon  IE5 


50-10300^0   nsnorar  1.  i    j>    un  ler  s'an i  s  ng    between   fJBC   I    FEI1A   re    prompt 
irnro^e-ftnt    in    rjoiolojical     anarg&ncu    planning    L 
prepare Jne , i    distnbjted    ai    B^aM    notification 
r,D5SKl-,L     "        Dmce    or    the    Tietuti    e    Director    for   Operations 

130/04/02         3-lcp 


9004160002   Responds    to    790506   *;    3D    I  era    roquesting    approved    routo 
Alternate    route    plan    proposed     in    790920    Itr    has    bean 
appro,  ed    End    data    le    ai  rangemen  ts    t    approved    route    withhold 
<ref    10CFH2   7TO) 
MCCQRWLE,  0   U        Physical    Security    Licensing    Branch         0Q/02/OB 


9004230099   Forwards     IE    Info   Notice    BO-14,     "Safety    Buggoatlon,    From 
Employees    "   No    action    i equired 

KEPPLERrJG       Region   3,    Chicago,     Office    of    the   Director        BO/04/0'1 
IP 


0004040031    Advises    of    iisuance    of    I 'JREG-0583,     "Interim   Staff    Positior 
01    EnviTcn    Qua  1 1 r i cat  ion    of    Barely-Related    Electrical 
Equipment-       providing    guidance    T  e    me  I h  ad  s    for    compliance 
JVOSS.D   F         Di.isior    of    Hrojsct   Managcmsnt         60/02/OS        7pp 


BQ0403u02i,   Memorandum   of    understanding    between   NRC   t   FEMA   re    prompt 
i  ,-,pro*er>erit    in   rsd lolog i r a]    emergency    planning    & 
preparedness    01  str  ibutei    as    Board    notification 
G05S1CK   L    V        OFrice    01    the    Eiemtive    Director    for   Operations 
aO/04/02         3^pp 


DOCKET   5TIJ-50    -W7   r(EW   HrtVFfJ,    UNIT   I 

A      Application/construction    stage    documents    t,    corratpondince 

30040^0031    Advises    of    issuance    of    WJREG-05B8,     "Interim   Staff    Position 
on   Environ    Qualification    of    Safety-Related    Electrical 
Equipment."    piovidina    guidance    re    methods    for    compliance 
R03S.D   F         Division    of    Project    Management         BO/03/05        7pp 


8004030026   HBrnoranoun   of    understanding    between   NHC    t,   FEHA   re    prompt 
improvemeit    in   radiological    em.rgenci/    planning    (, 
preparedness,  distnbgtsd    as    Hoard    notification 
GQSSICK.L   V        Office    of    the   E.ecutive   Director    for   Dperations 
QO/04/02         34pp 


DOCKET   70-0035   HOCHWFLL    INTERN ATI  DUAL   CORP 


B0041000S3   Forwards    IE    Insp    Rept    /O-0025/79-06   qn   790BS1-21    No 
noncomp liance   noted 

DOQUiH   E        Region    5,     San   Francisco,    Fuel    Facility    !<    M»t«rl*U    e«f<Lu 
Branch         79/10/02         2pp 

— B004100096    IE    Insp    Rept    70-002 5 /-/9-Oi    on    790621-34   No    noncompl  1  ant  • 
noted   Major   areas    Inspected    facility    changes   t<  modir  »af ety 
committee   ac  1 1  vi  1 1  es,  opera  t  i  ons    revieiu,  vad  ioti  on    protection 
>/    raduaste   mg  t 

naOK.H  E       Region   5,    Ban  Francisco,    Fuel    Facility    t,   Mater-lain 
Safety   Branch        COOLCY,  W  J        Reoion   S,     Ban   Francltco,    Office    of    th 
Director        79/10/01         9pp 

8004020230   Forwards     IE    Insp    Rept    7O-0035/BO-03    on   B00211-13   No 
noncompliancc   noted   Encl    uithheld    (ref    IQCFflH   7901 
NQRDERHAUO.L   R         Region    3.     San    Franclico,     Saf»auflrd»    Dranch 
80/03/10        2pp 

BOO-4100174   Foruiards    IE    Insp   Oept    70-0035/QO-01     pn   000107-11    t-   notlc*    o* 
violation   Ends    urithlteld    (ref    10CFR2   790) 

KOfiDERHAUO,  L   R         Region    5,     San    Francisco,     Bafenuai'di    Branch 
QO/03/IO        app 

B00fl040457   Act    receipt    of    B00307    Itr    Informino    NRC    of    .t,p,    Uk.n    to 
coriact  violations    noted    in   000215  notice    of   violation 
NORDERHAUO,L  R        Region   5,    San   franclsco,     a* fu guard.    Branch, 
BO/03/12         Ip 


DOCKET    50-599   CARROLL 

*      Application/constru-rUt,,,    stage    documents   I    correspondence 


SOM320009  Foruards    IE   Info  Notice   HO-14,     "Safety   f30gD8i.ti0n, 
Enployees    "   No   action    roijuired 

on   s-    3«n  Francl.co,    OCfico    of    th.    nirB1:t 


HO/O4/02          ]p 


B004030177   Requests    addl    45    davs    to    submit    responses    to   BOQ206    Itr   rs 
,ite    imtabilitrj    environ   E-    iaretv    repts 
NAUGHTOIJ,  U   F        Connonuealth    Edison    Co        80/03/2B         Ip 


0      Adjud 


8004030026   H^orandum    of    und  erstand  lna    between   NRC   (,   FEHA   re    protop 
improvement    in   radiological    emergency   planning   t 
preparedness,  distributee)    as    Board    notif  nation 


50-400   CARROLL    FACILITY    II 


"rrespond.nce 


^^^^^^    «;«*   ~    t- 
NAUUHTON.H   F        Commonwealth    EdUon   Co        BO/03/3B        |p 


correspondence 


B004I7027S   Foruards    IE    Insp    Ropt    70-0029/QO-S    on    B00303-O7   No 
noncnmpllance   noted    End    withheld    (ref    10CFHH   790) 

ne91°"    S'    SallFr9ntl •»'    e,f.BuIrn.    Branch 


DOCKET   70-0027   DADCOCH   4-    UILCQX    CO 


9004070153  Application  for  amend  to  SNM-42  to  provid.  tor  propoi. 
revision,  to  plant  liquid  effluent  line,  r>  u,0  of  flau,  propD" 
fBB  encl  "rafOTtione]  «t"Mt«  samplers  DUgrim,  tptei  fc 


8004040130  Ack    receipt    of   800121    Itr    informing 


n 


EWINO.JF.        Babcock    i    Milcoi    Co-      90/01/31        Sff, 


™-«B"79-,B  « 

-nt"  FB-I  F"Mlt«  fe  M- 


fc  n.IU.    of 


--80Q4040140  Notice   of   violation    from    in,p    or,   79U2A-30 

»      Region  2.    Atlanta.    Office    of    th*  Dlr.ct^        77/12/21         „ 
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— 00040-1015&    IE    Inap    Hept    70-0027/77-15    on    791126-3O   Noncomp  1  lance    noted 
Improper    sampling    of     Incinerator    stack 

OIB80U.A  F  Region  3.  Atlanta,  Fuel  Facility  tt  Materials  Safety 
Branch  MILL8AP.W  J  ftofllon  2,  Atlanta,  Office  of  the  Director 
79/12/21  7pp 

6004140476  Ack    receipt    of    fan    t.   B00311)    Itr    trantmi  tt.  ing    protection 
plan    for    8NM   of    moderate   'j    loiu    itrategtc    significance 
flsquost    classified    In    fee    Category    lAp  IOCFR17O   31    Addl 
pagmont    »hould    bo    remitted    Any    ovorc  hai'lfe*   mill    bo    refunded 
WEISS, D        License   Foe   Management   Urancri         00/03/2B         lp 

QOO4310106    Rovliot    »afeguard»    Amend    MPP-1     to   License    6NM-27    bij    granting 
oit«n*lon    until    000*104    for     c  amp  lot  ign    of     limit    of    error 


calculation    for    Jan-reb    If BO   mat!    balance    period 
PARTLOHi  J   0        Material    Control    Licensing    Qranch 


80/04/02        lp 


000-1310227  forward  i    1C    Info    Notice    BO    111 
employe*!    "    Mo    action    roqirli  ed 
Q'Hi:iU-Y,JP        Roj ion   2,    Atlanta,     Offlci 


"Safety    Suggestion*    From 
of    Ihe    Director         BO/O4/O2 


DOCKET     /0-OlHb    'J/iBCOCK    *     Wit  CCU    CO 


SOO-I24CJ02H    I)iscijs5ei    n'U     ,'00119    Iti      re     tenipouiy    measures     to    be    taken 
during    phase-out    of    h  i  g  I*    eniiched    U    opeiiitious    Ui  thdrauit 
i  oquesl     ill     change:    of     U'T,     specific     P-.J.JCS     referenced     in     Itr 
Plan    uill     be     kept    cui  i  enl    M/not-Jtial     pfotpismg 

WILLIAMSON    A          BabeoeV     '•    Hilroi     Co     ,     Nut  Lear    Material    Dw         70/03/06 
IP 

-  -OOO42-I003B   Foniinrdi    ad  deridu.n     'a     i  of     plan     for    safeguarding    residual 
SNM    during    clear, cut     of     high     emielipO    U     Facilities    Addendum 
will    make    plan     totally     ac  c  «  p  t-ah  I  e    AddEiidurn   withheld 
WILLIAMS,  H    fi          llabcoi-k     '     Wilcoi     Co     .     Nuclear    MoU'tial    Div 
7H/09/OH         2pp 

— B091S40Q'li>   Faruaids    teviied     plan     fen     tnf  tguard  innj     i-caidual    SNM   during 
cloanout    of     enriched     '->    Fiin-ilitiea    Addiosaes    all     areas 
.agreed     to    at     7007H1    wealing    u/IJQC    flow    diagram    of    acrap 
i  ecovorif    protest1!    attached    Plan    withheld 

UILLIAMSpF!    A          Habcoeli     '>    W  i  I  E  o  •    Co     ,     Nuclear     Material    [)iv 
79/03/10         2ff 


DOCKET   70-00^3   TCXAB    INBTHUIIFNTG,     INC 


0004100103  Ack    rocalpt    of   OOOS10    Itr    Informing    NSC    of    atepi    tnkun    ID 
CQrrvct    violation*    noted    In    1C    Imp   Rgpt    /0-0033/7V-1 3  Ltr 
Lilll    bo   withhold    (ref    lOCTRS   7901 

MAHTIU,HO        Region    I,    Philadelphia,    Safeguards    Branch        HO/03/17 
IF 

--Q00410Q1GO  Foruinrds    1C    ln»p    Ropt    70  003J/79-13   on    /91S17-30   t   notice    of 
violation  NutlcD    of    vluUtlon   uilUihold    (rof    10CTFt2    /('0) 
MARTIN,  U  0        neoion    1,    I'h  1  l.iJo  1  p  h  is.     !!afoguard«    Dranch        QO/O2/OH 
2pp 

—  D004100191    1C    ln«p    fiojil    /0-0033//<?-13   on   7'71B17-3O  Noncomp  I  lance    notail 
BNM  protsctlDtl    Dtlaili   ultlihald    (ref    10CFII2   790) 
DEVLIH.  J  H        Raglnn    I,    Ph  i  Uifil  ph  la,     aafeguardi    Branch 
DAILEYiH    J        [iogloii    1,    Ph  i  larfnl  plila,     OPftcB    of    the    Director 
80/02/07        lp, 


DOCKET    70-0047  NATIONAL  AD1QNAUTICB   t,  GPACE   ADrtlNiaTHAT  ION 


8004090122   Dltcuti*!    1C    Imp    llont*   30-4U3Q/BQ-01 ,  nO-6927/00-01    t. 
70-0047/00-01    on   G001 10  Nontomp  Itinci    noted 

MCCLINTOCH,!!   0        Ftegion    I.    Ph  1  Ude  Iph  i »,    Offlo   of    thi    Dlrictnr 
00/02/04         lp 


DOCKET   70-0003  NUCl.LAH   HfTflUt,  INC 


0004040S09  Docunitnti   NFtC    Bttlnni    lo    retire    docktt    file    In   ruipoittft    to 
Nucl»«r   Metal*.  Inc    790400  &  07S4    r«qui*t«    re   LUani*    8NH-69 
R**dlno»    from   771129   tabular    ropt    ill  owed    radiation    lev*l 
bglau   guldallnvi    DocVal    ihoulil    ii*    rttirtd 

DELANEY-J  C    .    CF1DW.  H  T        Uvflnlum  Tml    |.ic»iiilne    llranc»i        00/02/13 
IP 

— 00040*1021^   Dlicuiot   Ftiglnn    I    action   r«    tarmlnatlon    of   Llctnie    BNM-i3 
IE    Illlp    70-OOBH/74-02   on    740731    *  000 1    verified    that 
lleen«*B    had    lira    [nvintnrg    of    highly    envlch«d   U   AEC    790930 
Itr   informed   lictniae   of   eonditloiio   for   r*U*i» 

CROCKER,  HW        KB)  (on    t.    ChLUdalpM*.     Fuel    Facilibg    hMitarlali 
QifulU    Dranch         79/18/0^         lp 


DOCKET   70-0070   TOLCDQ.UWv      C1P 


0004020-177  ForuiiriM    notice    o*    vloUtion    from    IE    lr,»p    of    Licen»»« 
a4-102'!7-06, 8UD-B1S   l<  SNM"91S   on   000319-20 

DAVIEI.A   n        R»gion   3,    Chicago.    Full    Facility   V   H*t,.rl*lt   B*f>tu 
Br«nch       BO/oa/2-l       Epp 

--B004020402  HotiCB    of   violation    from    Intf    on  GQ0219-20   None ompl lance 
tinted    food    coniumtd    In   room  4.    itored    In   refrigerator   u/ 
r«diojtcHve    liotopiiitio   neulron   turvdv   ««t»r    *v«il«hl»    for 
monitoring    l>   no    leak    t«»t    rtcordi    available    for    197B 
*     Rtfllon  3,    Chlctgo.    Office   of   the  Director       BO/03/B4,       lp 


-a004P4QO56   Submits    detciipticn    of     upcoming     change     to    DfAl    matl    control     ft- 
accounting    program     (nfo   withheld     (iff     1 OCFR2    >1f>1 
WILL1AMS,I1    A          [tabcucl     ',    Wilco.     Co     p     Nuclear    Hateiial    Div 
77/12/22         lp 

-OOO43-1O073   f-oriuards    projection    af    oipoctcd    LEHUF    t    LGHUF     limita    for 
Mar, May    '.    Jul     177EI     iiiventoiies     of    high     enriched    U   plant,  in 
TBipori&e    to    HJ)G    ioq.ue5t    Doinona  1 1  olc  i    need     (or    aiceptlon    to 
i-equlied    I EMUF    limit    W/o    LFMUF     prajectmn 

UILUAMB,!!    A          [labcock    '-    Wllcoi     Co     ,     Nuclear    Matgrlal    Div 
7B/04/10         lp 

-Q0042'IOOB4   Up  da  ton    fJRC     /70SEd>    memo    re    \i'M    plant    to     terminate    tllgtilg 
BTiricfind   U   operations    at    fdcilitoa    Outlines    keg    points    in 
D4M  phaio-out    acliedolo    I'da-so-out    plan    11    gonBrally 
accnptable    Carts    of    schedule    ujlthheldj    tie?    10CFR2   7?0) 
SMITH       Office     of    Nuclear    Material    Safoty    b   Saceguarda          77/11/39 


(valuatPi    DftlJ    tundflmoti  til  1     nucloair    matl     control    plan   fc 
propocoil    chJirigon   [Man    should    be    separated     into    tun   part), 
cne    for   I'D    opoi-ations    >i   one    for    lou    enriched    U   opcrntions 
Somij    plant    op*i>atiana    .aro    not    described       tnf  o  utt  thhe  Id 
TIIUHMAN,  D   B         M.iteilnl     Toiitrol    Lice'iattig    Branch          79/07/30 


3pp 


-8004240104    No-U  P  I  SE    thnt     llt-W     U    not    able     (,u    maintain    sijs     of    control 
r«q.ulrifd    oi|    coda    i  oqu  It  emeiili     for    high    enriched    U    plnnt 
Code    r  pquir  onion  t»    crl^crl.a    re    utrap    recnverg    operation    are 
tio     l(>n}or    applicable     Info    iiiilhhald 
THUnMAIM    1)   fi         MaUrlM     fonlinl    Licpn.lng    Branch          7B/09/1S        2p  p 

-000-1240110   Diicuisoi    700021-2:)    t-iip    to    HtW    »ite»    to    illscust   portions 
of    mnaiuromvnl    control    plan   1     to    clarlPg    activities    re 
termination    of    high    onticlifflil    U    operflt  ions    at    Apollo    lite 
Info   iiil  thhe  Id.  l  nc  lud  ing    pui'tlon    of    PML   memorandum 

,  D  !i         Material    Coniroit    LI  c  en*  1  tig    Drancli         79/09/11        I3pp 


-000424011-1   Furuiards    not  ft    ra    posiihlo    itrike,in   reiponio    to   requt-at 
In    event    of    ttrlke.NKC    "uoulO    h^vp    foriunrdod    licanie 
condttlori    lo    pf-ormal  1  it?    prov  i  s  I.  nils    fov    iti-ike   [loriod    U/o 
enc  I 
MCCORKLEpO   U         I'hijilcal    aorurltij    Licensing    Branch        79/01/15        lp 

-8001240137  Provide*    followup    info    to    -J  Pflrtloui  780104   note*   r»  pos*ll)lB 
•  trlho    No   hoatilltg    emiti    between   mg  t,    t-    labor    Inventory 
of    SUM    at    faclliliet    ii    being    rBduceiJ    to    ab*olutpj    mtn  All 
proco»»inrj    operations    will    ceaso 
MCCClllKLE.O        Physical    fiecui-ltij    Licensing    Branch         79/01/03        2pp 

-00042-10137  I'rovlde*   nddl     info    re    postible    strike    All    facilities   will    bo 
•hut    doun  All    flctfl*  ihlo    htghly    enriched    U   at    facilities   will 
b>    moved    to    Lacchburg    vautt 
PARTI-OW-J        Mfltorlal    Conbrol    Ulccnilnj    Branch        79/01/O4        lp 

-00042-10150  Notifie*  Coinrniinon    at    ilotui,    of    termination   of   high 
•nrlched   U   operat  IDIII    Clnlij    wet    t.    dri    scrap    recovery    al 
Ap«llo    I    cl*anup/di  imanll  tng    activite*    at    Leechburg    have 
not    a*en    ihutdouin    Info    uithhetd    (ref    IOCFR2  790) 

V      Office    of    Nuclear    Mfltoridl    Gafetg    t.  Safeguafd* 
-322          70/O6/IA         2pp 


-00042-101  ttS  Foruiflrd*    prel  I  ml  nanj    amand    tio    h   reviled    plan    for 
td f tgaafi I ng    r#iidual    &NM   during    cleaiioul-    of    enriched    U 
facility   liequeits    that    7SOS26    «afogu*rdi    plan   be    ulthdraun 
H/o    en«l* 

U1LLlAh13,R   A         Dabcock    t  Mllcoi    Co    •    Nucloar   Material    Div 
7B/08/1B        lp 
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lining    plana    ror    facilities    QM-1   will 


Ad  1  1 
LEU1S 


id    to    nonpropr i etary    form 

i  1 1  o  n    »  n  c  1 

J.'tlear    Material    Div         70/05/17 


-    5i"04t  101  /T    [ie.cin-1  ,  i   iiu"j    cls'i    '>rp     1         Cast    t   Other    Commercial    Data    " 
*      ra&Cm-k    '     Wil.oi    .  -         Hi._l*ar    Material    Div         76/02/17         Ifipp 


--3C04. 40167    li 


13    p  !  an    Re, i5i"ri    4 

Nuclear    Material    Div         78/02/15        7pp 


—6004220026    Satety    e/al.jatim    supporting    administrative    amend    tn   License 
SNM-145   Continued    opeistion    o>    pioressing    equipment    should 


HIXQU,  W   A         Uranium   Fuel    Licensing    Branch         79/12/91  lp 

B00431GOB1    Application    to    intend    Licenses    Ntt-145   b   SNH-364  for 
redefinition    of    waste   matl 

AUSTIN,  M   ft         Dabciid    '-   nJilioi    Co    ,     Nuclear    Material    Qiv  90/01/16 


8004070211    Forward,    IF    Insp    Rents    70-0135/00-OS    t    70-0364/80-02    on 
300115-18   Uo    nuncompl lanes    no*eJ 
MARTIN. I1   G         Region    1,     Ph  i  lade  Iph  la.     Safeguai-ds    Qrancn         BO/OS/07 


—  B004070217    IE    Insp    Hept=    70-0135/60-02   '.   7O-0364/SO-02    on    BOOH5-IH 
Uo    noncomp  1  lance    noted    Major     ai  eas     inspected    physical 
secur  i  ty,  heal  t^    'i    satetij    >,    en/iron    programs 

SMITHrG    L         Region    1,     Philadelphia,     Office    of    the    Director 
JOVNERrJH        Region    1,     Philadelphia.     Safeguards    Branch         90/02/01 
4pp 

Q0042405SQ   Foruiaids    Amond    7    to    License    &NM-M5    revising    Specs     I-4ire 
organiiation    1     1-5.  on    Tech    Specs    *->    control    Kjs,  rep  lacemont 
pages    For    license    >-   IJJiC    safety    evaluation    supporting    amend 
PAGE,H   G         Uranium   Fuel    Licensing    Bi-anch         EtO/03/06         lp 

-"8004240554    Amend    7    to   License    SNM-  145   revising    Specs    1-4.  re 
organ!  lation  t    1-5,  on    Tech    specs   '*   contiol    sgs    Replacement: 
pages    fot     license    enc  I 
PAGE.R   G         Uranium   Fuel    Licensing    Branch         QO/03/05         34pp 

3004090393   At  V    receipt    of    B00225    Itr     informing    NRC    of    steps     taken    to 
correct    violation;    noted     in    IE    Insp    Repts    70-0135/79-27   Si 
70-0364/79-31    Response    to    be    withheld    (ref    10CFR2   790> 
HART  III,  IJG         Region    I,     Philadelphia.     Safeguards    Branch         GO/03/13 
IP 

—8004090406   Forwards    IE    Insp    fUpts    70-013S/77-27    t,    70-0364/79-31    on 
791226-000104  *   notice    of    violation   Notice    of   violation 
withheld     (ref    10CFH2    7TO) 

MARTIN,  U   G        Region    1,     Philadelphia,     Safeguards    Branch         50/02/06 
2pp 


-BC04210G33   Request!    fe*    for    amend    of    Licenses   SUM    145   &   SNM-364 
IJEIS5,  I)        License    Fee   Management    Branch         60/02/11         lp 


8004310036   Forwards    fee    far    amend    ot'   Licenses   SNM    145   !.   SNM-364 

AUSTIN.  M   A         Babcocfc    (,   Wilcoi    Co    .     Nuclear    Material    Div        BO/02/19 


B004020069    "Safeguards   Case    Study    of    Nuclear    Hatls    t.   Equipment   Carp    U 
Processing    Plant,  Apol  lo,  PA    (U).   '    App    A 

ALTMfllJ.W   ,     HOCKERT.J   ,     OUIIJM.E         Division    of   Safeguard)         NUflEG-0627 
AFP    A        90/01/31         nOpp         A/ailatile   at    NT1S 


—800409041'!    IE    Insp    Repts    70-0135/79-27   fc    70-0364/79-31    on    791226- 
900104  Noncompl  lanco    noted    failure    to   apply    tnmpe!"-sflf  ing 
devices    to    insure    Integrity    of    previously    made    measurements 
Details    withheld     Iref    10CFR2    790) 

JQVNEfi.J  H       Region    1,    Philadelphia,    Safeguards   Dfanch        SMITH,  0  C 
Region    1.     Philadelphia.     Office    of    the    Director         00/01/31          lp 

9004100177   Act    leceipt    of    H0022B    Itr     in  farming    NRC    of    step*    taken    to 
correct    violation*    noted     in    IE    Imp    Repts    70-0135/79-15   d 
70-0364/79-17   Ltr   mill    be    withhold     (ref    10Cf-fl2   790) 
MARTIN.  140         Region    1,     Philadelphia,     Safeguards    Branch         80/03/13 
IP 


8004080197    "Safeguard*    Case   Study    of    Nuclear    Matls    t,   Ea,uipment    Corp 
U   Processing    Plant. Appo 1 ) a, PA    ' 

ALTMAN.W    ,     HOCKERT.  J   ,     QUINM, F,       Division    or    Safeguards         NUREG-06S7 
BO/01/31          12pp 


—8004100101    f-oruards    IE    Insp    Hepts    70-0133/79-13    d   70-0364/79-19   on 
790702-OB03   >.    notice    of    violation 
MftRTIH,  UG       Region    1,    Philadelphia.    Safeguards    Branch        BO/02/06 


8004080590   Forwards    It    Insp    Repts    70-0135/77-23   >t   70-0364/77-29   on 
771105-600104   No    none  omp  1  lance    noted    Rept    details    uilthhald 
IreF    10CFR2   7901 
MARTIN,  U   G         Region    1,     Philadelphia.     Safeguards    Branch         BO/02/04 


—9004090733    IE    Imp    Rept    70-0135/7^-23   >>   7'?-0364/79-39   on    771  105-B00104 
Ho   noricomp  1  lance    notBd    Major    areas    inspected   material 
control    >,    accounting,  physical    secur  I  tij.  heal  ih    I    industrial 
security    Details   withheld     (tef    10CFR2   7?0> 

KUGH'JER.K   L         Region    l,     Philadelphia.     Office    of    the   Director 
HUSH'JER.U   L        Region    li     Philadelphia.     Safeguards   Branch         80/01/30 


S0040902BO   Forwards    IE    Insp    Rept    70-0135/77-2&    on    791217-21    No 
noncompliance    noted    Bstails    withheld     Iref    10CFR3    790) 
MARTIN,  U   G        Region    1.     Philadelphia.     Safeguaids    Branch         90/02/04 
2pp 

—8004090285    IE    Insp   Rept   70-0135/77-26   on    791217-2.1    No   nonconpl  lance 
noted   Major    areas    in  =  pecled    lour   enriched   U   heiaf  louride 
receipts,  storage,  internal    control  ,  measurement   *•   statistical 
controls   Details  withheld    (ref    10CFR3  790) 

ZIGuLSHY.H    ,     SUMMERS-f)    .     MAnTlN.WQ         Region    1,     Phi  tarfelphia. 
Safeguards   Branch       80/01/00        lp 


— B004100204  Notico    of   violation    from    insp    on   770702-0803 

*      Region    1,     Philadelphia,     Office    of    the    Director         BO/01/30         lp 

—8004100309    IE    Insp   ftepts    70-0135/79-15   t,    70-0364/77-19    on    790702-0803 
Noncompliance    notad    various    sources   containing    small    amounts 
of    source   matl.BNM  t    byproduct   matl    located    in    unauthori lod 
areas  Details  withheld    <rsf    10CFR2  790) 
JQYNER.J  H       Region    1,    Philadelphia,    Safeguards   Branch 
WJBHNEH.W  L        Region    1,    Philadelphia.    Office    of    the   Director 
BO/01/30         lp 

80041B0026  Forwards   proposed   PA   operations    security    plan    for 
safeguarding   SNM  of    lou   strategic    significance   W/o   one) 
AUSTIN, 11   A         Babcoclt    t    Wilcoi    Co         80/03/13         lp 

BOQ4QB0334   Ack   receipt    nf   BOOE22    Itr    informing   NHC   of   stops    taken    to 
correct   violations    noted    in    IE    Insp   Repts   7O-Q135/79-16  & 
70-0364/79-^0  Ltr  withheld    fref    IOCFR2  790> 

MARTIN, W  G        Region    1.    Philadelphia,    Safeguards    Branch        SO/03/14 
IP 

— 80040S0343   Forwards    IE    Insp    Repts    70-0135/77-16   t.    70-0364/77-20   on 
7908Qfc~ 31   >•  nolicti   of   vlaiatian 

MARTIN,  H  G       Region    1,    Philadelphia,    Safsguards   Branch        80/02/14 
2pp 


BOD4100550   Forward!    IE    Insp    Repts    70-0135/77-17   !-   70-0364/77-25   on 
790704-29   No   iioncompliancB    noted   Section*   withheld 
(ref    10CFR2   79O) 

MARTIN.  UO        Region    1,     Philadelphia,     Safeguards    Branch         BO/02/05 
2pp 

~B004L005b5   IE    Insp   Repts   70-0135/77-17  t,  70-0364/79-29  on   770904-29 
No  noncompllflnte  noted   Majoi    areas    inspected   matl    control   tt 
accounting. physical    secui  l  ty.  hea  1th    >>    industrial    safety 
Sections   withheld    (ref    IQCFR2   790) 

mj3HNEFt,W   L         Hesion    1,     Philadelphia,     Office    of    the   Director 
JDYI1ER.  J  H       Region    1.    Philadelphia,    Safeguards   Branch        80/01/31 
7pp 


-B0040S0346  Notice   of   violation    from    imp    on   790006-31 

"      Region    1,    Philadelphia,    Office    of    the   Director        BO/01/31         lp 

-90040B03S4    IF   Insp   Rents    70-0135/79-16  1  70-0364/79-20   on    79Q80i-31 
Noncompliance    noted    Pu    fuel    pins    iransf erred    from  matl 
balance   area   to    item   control    area   in/delayed    completion    of 
documents   Portions   withheld    fref    10CFR2  770) 
JOVN£[t,JH       Region    1.    Philadelphia.    Safeguards    Branch 
KUSHNER.W  L        Region    1,    Ph i ladelfih la,    Office   of    the   Director 
80/01/30         lOpp 
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8Q04210203   Ac  k    receipt    at    BOO321     Ltr     informing    NflC    of    steps    taken    to 
correct    violations    noted     In     IE    Inap    Rept    70-OI35/79-25 
QFlieR,B    H         Region    1.     Philadelphia,     Office    of     the    Director 
30/03/19          Ip 

— 0004210207    Responds    to    NRC    S0012O    1 tr    re    violations    noted     in    IE    Insp 
Rept    70-O135/79-25    Corrective    actions    CPVC    pipe    was    replaced 
w/borosi licate    raschig    rings. drums    have    been     labeled    fc 
documents    pasted 
AU8T1N.M   A         Babcock    'x   Wilco,    Co          80/02/21          3pp 

—9004210214    Forwards     IE    Insp    Root     70-0135/79-25    on    791127-3O   (,    notice    of 
violation 

SMITH, 0  H        Region    1.    Philadelphia.    Fuel    Facility   fe  Materials 
Safety    Branch         80/01/27         2pp 

--00Q4210216   Notice    of    violation    from    insp    on    791137-30 

H      Region    1.     Philadelphia.     Office    of    the    Director         00/01/38         3pp 

—6004210222    IE    Insp    Rept    70-013S/79-25    on    791127-30   Noncomp 1 iance 
noted    failure    to    follow   procedures    re    storage    ft    labeling    of 
8NM   containers    &    to   maintain    chlorine    content    of   CPVC    pipes 
CROCKER,  H   H        Region    1.    Philadelphia!     Fuel    Facility    t>  Materials 
Safety    Branch        ROTH, J        Region    1.     Philadelphia,    Office    of    the 
Director        90/01/20         llpp 


--8004040047    IF    Inso    Kept    -(_>   OH3/7'*-46    on    791126-30   rjoncomp  1  lain 
person    not    emp 1 uyed    b'j     licensee    uas     Improper ly    escorted     in 
protectea    ai  ea    Detail-    withheld     def     10CFR2    7901 
PEfilJY,C    D    :     CHIllSrClF-rFfi,  G         Region    5      Atlanta,     Office    of    the 
Director          TQHIrJ,N   J         Region    2,     Atlanta.     Safeguards    Branch 
BO/01/03         Ip 


9004100539   Requests    under  tat  ing    study    of    facility    '•    fuel    making 
process    utilized    to    identinj    i"aH    control    *•   accountability 

quality    of    product    as     rolloujup    to    (JflC    Q00121    order 
AHEARNE.  J   F         Commissian         80/02/2O         ?CP 


8O04Q70422   Forwards    Revision    17    to    physical    protection    plan    Fees 
applicable    Revision   withheld     (ret     IOCFR2    7<?0> 

rilCHELiC    J         Nuclear    Fuel     Services,      Inc       Isuos       of    Getty    Oil    Cc 
SO/02/25         Ip 


8004300003  Forui 
MICHEL.  C  J  t- 
00/05/26  Ip 


"Effluent    Monitoring    Rept:  "    Jul-Dec     1979 

ai     Fuel    Services.      Inc       (subs       of    Getty    Oil    Cc 


— 800430002'!    "Fftluenl 
*      Uuclear    Fuel    Sei 
IP 


-ing    Pep  t,  ' 
Inc        (sue? 


Jul-Dec     1979 
of   Getty    Oil    Cc 


8001290061    Advises    that    use    of    (lode!    HA-  10   uiill    be    discontinued    i< 
company   ui  1  1    not    renew   Certificate    of    Compliance   4BZ4 
AUSTIN.  M  A        Babcock    fr   Wtlcoi    Co    ,     Nuclear   Material    Div        00/03/29 


BOO4O70046   Ac  k    receipt    of    800211     Itr     informing    NHC    of    steps    taken    to 
correct    violations    noted     in    IE    Insp    Ropt    70-0143/79-44 
LONQ,r   J         Region    Z,     Atlanta,     Office    of    the    Director         GO/O3/03         Ip 


8004140027   Notifies    that   Source   Matls    License    SMB-502    is    terminated 
Activities    author  tied    under    license    were    Incorporated    into 
Source  Ha  Us   License    SNM-145 
PAOE.R   0        Uranium  Fuel    Licensing    Branch        8Q/O3/27        In 


DOCKET   70-0143   NUCLEAR    FUEL    SERVICES,      INC 


—  0004070049    Responds    to    UHC    £300123    Itr    re    violations    in    IE    Insp    flept 

70-0143/79-44    Corrective    actions    withheld     (ref     10CFR2   790) 
MANSER,  W   C         Nuclear    fuel    Services,     Inc       (subs       of   Getty    Oil    Co     ) 
BO/02/11          Ip 

—  8004070054   forwards    IE    Insp    Rept    70-0143/79-44    on    79091B-1130   t.   notice 

of    violation    Notice    of    violation    withheld     (ref    10CFR2.790) 

HENNA,  W   D         Region    3,     Atlanta,     Safeguards    Branch         BO/01/23         2pp 


8004220001    Informs    that    vendor   uill)    revise   790413   Fundamental    Nuclear 
Control    Plan. Section    1    0, Revision    7. to    include    duties   & 
responsibilities    in   Attachments    1.11.111    (-    IV   Attachments 
withheld    (rof    10CFR2   790) 

HCNBLEY.K.   D        Nuclear    Fuel    Services,     Inc      (subs      of   Getty   Oil    Co    1 
00/01/15         Ip 


— BQQ40700S9    IE    Insp    Hept    70-0143/79-44    on    790910-1130   Noncomp 1 iance 
noted    failure    to   measure    all    SrJrf    at    time    of    physical 
inventory    t    failure    to    maintain     identity    i.    quality    records 
Details    withheld     (ref     10CFH2    7901 

CILLESPIE.T   P         Region    3,     Atlanta,     Safeguards    Branch         00/01/33 
10 


0004300005  Forwards    upgrading    measurement    sys    change    to    fundamental 
nuclaar   matl    control    p  Ian,  Section   3,  Revision   9  Change 
withheld    (ref    10CFR2   790) 

HENEJLEY.K   D        Nuclear   Fuel    Services,     Inc       (sub*      of   Getty   Oil    Co 
00/01/17         Ip 


Forwarils    supplemental    info    re    IE    Insp    Rept  70-0143/79-40, 
Item  C   Hnvi»ed    corrective    action    health   d   safety    procedure 
for    contamination   control,  NFB-OH-1.  Revision    l.uilll    b> 
revlseil    by    S00131    re    requirement    for    survey    of    hands, 
MANBER.W  C        NucUar   Tuol    Borvices,     Ini       (subs      of   Oetty   Oil    Cn    ) 
BO/01/33        Qpp 

0004100143  Ra«pond»    to    IE    Insp   Rept    70-0143/79-47   an   000107   No 
proprietary    Info 

KANSEfi.W  C        Nuclear   Fuel    Services,     Inc      (subs      of   Qotty    Oil    Co    > 
BO/01/24         Ip 

8004220133  Requeits    temporary    amend    to   Licenio    SNH-124    to    permit 
dl«enarae»    to   unlined    ponSE    until    800S31    Continuance 
required   uhile    storage    facility    is    being    designed   !, 
InitalUd    Administrative    Pee   one  1 

MICHEL,  C   J        Nuclear   Fuel    Services.     Inc      <sub»      of   Getty    Oil    Co    I 
80/02/01         Ip 

0004040037  Acfc    receipt    of   BOOtSS    Ifcr    Informing    NHC    of    step*    taken    to 
correct   violations    noted    In    IE    Insp    Ropt   70-0143/79-46 
KENNA.W  D        Refllon   2,    Atlanta,    Safeguards    Branch        BO/02/OB        Ip 

—8004040041    Re»ponil»    to   NRC    8001O4    Itr    re    violations    noted    in    IE    Insp 
R«pt   70-0143/79—16  Corrective    acblons   withheld 

<r«f    10CFR2  790)  ,   „    tl      „,  ,    „      , 

MANBER.W  C        Nuclear    Fual    Services,     Inc       Csubi      of   Oettu    Oil   Co    ) 

BO/01/25,       Ip 

—8004040044   F'orwarda    IE    Insp    Rept   70-0143/79-46   on  791126-30  fc  notice 
of   violation  Notice    of    violation    withheld    (ref    10CFR2   790) 
KENMA.W  B        Region   S,     Atlanta-    Safeguards    Branch        BO/01/04        app 


00041404-18   Provides    Subc  ancni  tte=    on    Nuclear    Regulation   u/response    to 
791101    Inquiry    re    safeguards   adequacy   NRC    insp    plans    for   NFS 
Eruln    Investigation    encl 

r         Commission         BO/03/05         33pp 


—  8004HO'1&9   Forwards    questions   re    safeguards    adequacy    Includes   matl 

accounting    sys,  phys  I  ca  1    protection    sijs    '     specific    responses 

to    Facil  i  ttj    inventory    differences 

HART.G         Senate,     Environment    '     Public    Uorks         79/11/01         7pp 

BOO4180213   Foi  wards    supplemental     info    re    operating    criteria    for    U 
heiaflourlde    scrubber    requested    during    D   Jog    B00225   visit 
Details    withheld    (ref     IOCFR2   790) 

HENSLEY.H    D         Nuclear    Fuel    Services,      Inc       (subs      of   Getty    Oil    Co    ) 
80/03/11          Ip 

B004220219   Forwards    request    for    amend     to   License    SNM-134   End    withheld 
(ref    10CFR2   790)    Administrative    amend    fee   also    encl 

HENSLEV.K   D         Nuclear    Fuel    Services.     Inc       (subs       nf    Getty    Oil    Co    1 
00/03/11          Ip 

B004040113  Forwaids    IE    Insp    Rept    70-O143/SO-02   on   0001IS-0207  No 
noncampl  lance    noted  ,,_,,„         ^, 

KENNA.W   B         Region   2,     Atlanta,     Safeguards    Branch         BO/03/12         2pp 

—  B004040117    IE    Insp    Hept    7O-OI43/00-O2    on   BOO1I3-0207   No    noncompl  ianc  e 

noted   Major    areas    inspected    facility    organiiatlon  ti 
operation,  mgl    of  matls    contrnl  ,  storage  d    internal    control 
Details   withheld    (vef    10CFR2  790    )  „„„,„  ,,  r 

OILLEGPIE.F   P         Region    ?.     Atlanta,     Safeguards    Branch         MODRE,  D   fc    , 
CLAY,E   L         Region   2,     Atlanta,     Office    of    the    Director         00/03/10 
IP 

8004090232  Ack    receipt    of    800304    ttr    informing    NRC    of   steps    taken   to 
correct   violations    noted     in    IE    Insp    Repts    70-0143/79-36    (- 

KENNA.W   Q         Region   2.     Atlanta.     Safeguards    Branch         BO/03/13         Ip 

--B004090S35   Responds    to    NRC    791009    Itr    u/addl     info    re   violations    noted 
In    IE    Insp    Repts    70-OI  43/79-36   &    70-0143/79-37   Corrective 
actions   withheld    (ref    1OCFR2   790) 

MANSER,  W   C        Nuclear   Fuel    Services.     Inc      (subs      of  Oettu   oil   LO    i 
60/03/04          Ip 
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,^41,  :.--•-'  F'uFcii"     t°    I-.      -J]i_<j5     IT    re    violations    noted     In    IE    Insp 

RspiT  '0  '   14,.   "--it    '      '•-    'Jl:''-"    i?   Corrective    actions 

uHkhel3  "  el     I'-^ns     '..j' 

I'HNSCP.W  ',         Ffj;Uar    i  "si    ?f>rv],Ps 
7'7'JO/r5         ID 


(subs       of    Getty    Oi  1    Co    ) 


-    COO-Ill  FO,  40   FOTUIT-'*    H     I'>P    Pejta    7u-lM4  j/  /9-34   t   70-0143/79-37    on 
79u710-ll    '     FIDUC»    o'       i     latifflFi    Noti'B    of    violation   withheld 
''    "01 

FPJIOII    2      ,.Ma"ta      SafeguarJs    Branch         79/1O/05         2pp 


-8004210357   Affadavit    a*    «J   Hh.tll.    re    restart    of    facility    operation*     in 
accordance    u/HllC    BOOI17    dcc.sion    Facility    restart    i« 
essential     to    na*l    der-onse 
WHITTLE, flJ        NaMj.Depl    of         SO/01/19         3pp 

-B004210359   Af.ad^.l    o.    W   [latent    rB    NFS   Erwtn    plant    shutdown    Coats 
incurred    tig    govt    are    ac cumula t  ing    at    enormous    rate    a* 
f  ac  1 1  i  ty    rema  ins     idle 
BATEMANi  W        Energy,  I)epl    of         SO/01/1B         2pp 


-    600409024-.    It     [nip    fiep'i    -c-oUJ'-"?-^    I    70-0143/71-37    on   750710-14 
llanmnpl  uri    -    noted    failure    to    establish    NDA   procedures 
D»ails    untMeHf    ire'     lui  PUP    7^0) 

GILLE.SFME   F    P         CLAi.f    L         Region    2.     Atlanta.     Safeguards    Branch 
79/10/02         Ip 

F3O0407035!    Notifies    tHat     ,  unJJi     BC0222    iubnittal    re    operating    criteria 
for    U   he  la  i-luor  i  dt    scr'.bc-i     is    acceptable.     4    that    NRC    is 
r^iiinj    Licen-e    Conditions    2   24    1-A,  2   24    5-A. 
2   24   i-A    !    3   2   Eicls    withheld     iref    10CFR2   790) 
PAH1L01J,  J   r.         Material    Control    Licensing    Dranch         SO/03/14         3pp 

SC042I0352   FGIA   request    iir    all    documents    re    f  ac  i  1  1  tg    from   B001I7    to 
date 
COCHBAW.T    Q         r'atural    Resources    Derense    Council         00/03/11         lp 


Notice  Jr  appaar^nte  in  proceeding  Certificate  of  Svc  end 
WE1ES.E  fl  ^latu^al  Reso.ji-ces  DeFense  Council  UEJSB.E  R  Sheldon. 
Harircn  1  Weiss  00/03  '1(3  Sop 

SC04070419   Respond?    to   Su'JJll    request    fni     eiception    From    IOCFH70   5Ble) 
renuirements    re    sn-all    U    heisfluoride    receipt   Notifies    of 

amend    MPP-1    to    License    5NM-124 

PARTLOW   J   G         Material    Control    Licensing    Branch         BO/03/19         lp 


DOCKET   70-0190   CATHOLIC    UN1V 

B0040700B1   Ack    receipt    of    B00226    Hr     Informing    NRC    of    '«P»    **'•"     *° 
correct    violations    noted    In    1£    Insp   nepts    30-0063Q/BO-01 , 
•10-6329/80-01    1    70-0190/90-01 

MCCL1HTOCH.H   0         Region    1.     Ph  i  lada  Iph  la,     Office    of    the    Director 
80/03/04         If 

--BOQ10/00<?<?   Responds    to    IJRC    B002D4    Itr    re    violations    noted     1"    IE     Insp 
Rept    30-00433/80-01,40-4329/80-01    t    70-0190/00-01 
Corrective   actions    separate    eating    space    provided    for    dent 
of    biology    tt    technicians    reinstruc  tad    re    matls    ruins 
NUESSC, C    J        Catholic    Univ         SO/02/26         2pp 

— B004070104  Formal  da    IE    Insp   Repts    30-00633/00-01,40-6339/00-01    tc 
70-0190/00-01    on    B00116   '.   notice    of   violation 

MCCLtNTOCK.R   0         Region    1.     Philadelphia,     Office    of    tit  a    Director 
BO/02/04         2pp 

—8004070107  Notice    of    violation    from    inep    on   Q00116  Noncump  1  iflnc*    noted 
failure    to    instruct     technicians    uor'mg     in    lab    on    procodurei 
for    handlind    radioactive   matls   Failure    to   user   protective 
gloves    t:    having    food     in    restricted    area 
«      Region    1.    Philadelphia,    Office    of    the    Director        00/03/04         1  ft 


BQ04Q303i5   Advi»e«    tf-a*    License    5NM-I24.  Cond  i  tiofi    49    IE    amended,  per 
600201    application   An.erid    4    limit*    use    of    lined    ponds    to 
ditcharges    tram   uaste    uater    treatment    facilities 
PAGEifl   G         Uranium   Fuel    Licensing    Branch         80/03/19         lp 

BOD40S0570   Safety    f^aluation    supporting    Amend    4    to   License    SNM-124. 

Condition    49, linitinj    u>e    of    unlined    ponds    to    discharges 

from   uaste   uater    traatment    'acili*^ 

DELANEY;J   C         Uranium   Fuel    Licansing    Branch         HO/03/19        2pp 

aoO40903S4   Foruarbs    IE    !n«p    Rept    70-014 J/80-03   on   300226-28   No 
noncon-p!  lance    noted    Dat-iils    withheld     Iref    10CFRS   770) 
KEUNA.U   fl         Region    2.     «tlanta,     Safeguards    Branch         30/03/19         lp 

—  -B004090361     IE    Insp    Repi    70-OI43/EO-03    on    B0022ib-2B   No    nancompl  lance 
noted   fajor    areas    inspected    organi iati on. physical    barriers, 
access    c  ontrol  ;    d*tec  C  ion    aid;    '-/    Besting    Details   uithhalJ 
Iref    lOSFR^   790) 

KEIIKAiU   H         Region   2,     Atlanta,     Sarejuardi    Branch         TQBIN.W   J 
Region   2.     Atlanta.     Office    Of    the    Director         BO/03/19         lp 

3004240153   Appio/e9    Amend    -t    to   License   SNM-124   re    continued    use    of 

facility 

PAGE.fi   G         Uranium   Fuel    Licensing    Branch         80/O3/19         lp 

60Q434QI59   Safetv    e/alua'ion    supporting    Amend    4    to   License   SNM-124 

DELANEV.J   C    .     CROW,  W   T         Uranium   Fuel    Licensing    Branch         80/03/19 
3pp 

SOO42IOI98   Responds    to   HOC    BCOS£9    Itr    by    advising    that    no   Model    6400 
pacta^es    are    owned    t    no    shipment    of    package    has    been   made 
* inci    7803SB 

MICHEL. C    J        Nuclear   Fuel    Services,     Inc       (sobs      of    Oettg    Oil    Co    ) 
8O/03/21         lp 

©OO4140I07   Responds    to   800118    Itr    transmitting    site    security    plan    for 
loin   enriched    matl    Request    has    been    classifed    as    major 
sJfejuardi    amend    for    license    requiring    safeguards    amend    fee 
WEIBB.D   J        License   Fee   Management    Branch         80/03/31         lp 


DOCKET    70-0364    PARKS   TOWNSHIP    SITE.     DADCQCK   t.   WILCOX    CO 

B004240028  Discusses   QtW   780119    Itr    ro    temporary    measures    to   be    tuVen 
during    phase-out   of    high    enriched    U   operations   Withdraws 
request    ror    changes    of    ten   specific    pages   referenced    in    Itr 
Plan   mill    be    kopt   current   ui/normal    processing 
WILLIAMS.  R   A       Dabcoct    t-  Wilcoi    Co   .    Nuclear   Material    Div        7H/G3/O6 


8004240046  Forwards    revised    plnn    for    safeguarding    residual    9NM  durinfl 
cleanout   of   enriched    U   facilities  Addretsos   all    areas 
agreed    to   at   7B072I    meeting    u/HfiC  Floui   rflagram   of    scrap 
recovery    procesei   attached  Plan   withhold 

WILLIrtMEJ.n   A         Babcock    '•   Hilcol    Co    .     Nuclear    HiterUl    Div 
7B/00/I0         2pp 

9004240073  Forwards    projection    of    eipoctod   LEMUF  1  LEMUf    Itrfliti    for 
Mar.  Mag   >;  Jul    197B    inventories    of    high    enrlclied   U   plant,  in 
responte    to  URC   lequeat   Domonttrat<?9    nned    for    eiceptlon    to 
reijuired    LEMUF    limit    W/o    LCKUF    projflctinn 
WILLIAMS.  R   A       Gab  cock    tf  Ullcol    Co    ,    Nuc  1  a«r   Material    Dlv 
78/04/10         lp 

-B0042400G4  Updates  NRC    770026  memo    re    BVH  plan*    to    terminate    hlglilg 
enriched   U  operations    at    fddlites   Outlines    keg    point*    in 
B&I4  phase-out    schedule    Phase-out    plan    li    generally 
acceptable   Parti   of    schedule   withheld    (re|)    10CFH2   790) 
SMITH     Office   of  Nuclear   Material    Safety   (•   Safeguard*        77/11/29 
3j.p 

B004240075  Evaluates   DiW    Fundamental    nuclear   mat)    control    plan   ti 
proposed    changes   Plan    should    he    separated    into    tun   partti 
one    for   Pu  operations   &   one    for    low  enriched    If  optr«tion« 
Some   plant   operations   are    not    described      Info  withheld 
THURMAN.D  S       Material    Control    Licensing    Dranch        79/07/30        2pp 

8004240(10   Discusses    700021-23    trip    to    BfcW    sites     to    diicum    portions 
of   measurement   control    plan  i    to   clarifg   aetivitl»«    re 
termination   of   high    enriched    U   operationl   *t  Apollo    ijti 
Info  withheld,  including    portion    of   BNL  memorandum 
THUHMAN.D8       Material    Contlol    Licensing    Branch,       78/09/11         13pp 


SOO4240335   Forwards    IE    Info   Notice   80-14.     "Safety    Suggestion)    From 
Employees    "    No    action   required 

O'REILLY. J   P         Pegion   5.     Atlanta,     Office    of    the    Director         80/04/02 
IP 

0OO4210350  Partial    response    to   FOIA  request    for   all    documents   re 
Facility   Forwards    documenta    listed    in   App    A   JF   Afiearne    draft 
1  tv    to  0  Hart   unt I 
FCLTON,  JH         Division   of    Rulas    and   Records         SO/04/07         13pp 


-B0043'tO114  Foruards   note*    re    possible    strike,  in   responsa    to    request 
In   event   of    striF-e.NRC   mould    have    forwarded    llcent* 
condition    to    formalize    provisions    for    strike   period, W/o 
encl 
HCCOflKt-E.O  W       Physical    Security    Litensing    Dranch        79/01/13        lp 

-B004240127  Provides    follomup    Info    to   J  Partlow  7B0104   notes    re   po»»lbl< 
strike   No    hostility    eiists    between  <ngt   t<    labor    Inventory 
of  SNH  at    facilities    it    being    reduced    to   ib.olutn   mln  All 
processing    operations   will    cease 
HCCDfHLE, G       Physical    Security    Licensing    Braneh        79/01/03        Spp, 
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-8004340137  Provides  add)  info  re  possible  strike  All  Facilities  uill  bi 
ihut  down  All  accesible  highly  enriched  U  at  facilities  uill 
be  mnved  to  Leechburg  vault 
PARTLOW, J   Material  Control  Licensing  Branch    79/01/O4    lp 


BOQ40702H  Foruiaids  IF  Insp  Repts  70-013S/BQ-Q2  I  7O-0364/SQ-03  an 
B00115-16  No  nontonplianre  noted 

MARTIN,  WC    flogion  1,  Philadelphia,  Safeguards  Branch    HO/02/07 
2pp 


-8004240 ISO  Notifies  Commission  of  status  of  termination  of  high 
enriched  U  operations  Only  wet  >.  dry  scrap  recovery  at 
Apollo  tt  c  leanup  /d  i  smantl  ing  activites  at  Leechburg  have 
not  been  shutdown  Info  withheld  (ref  10CFR2  790) 
SMITH,  C  V  Office  of  Nuclear  Material  Safety  >y  Safeguards 
SECY-78-322    7B/06/16    2pp 


—  B004070217  IE  Insp  Repts  70-0135/00-0?  ',  70-03&4/BQ-03  on  BQ0115-1B 
No  none omp ] lance  noted  Major  areas  inspected  physical 
secur  I  tgi  h  eal  th  5  safetij  '  environ  pi  ograms 

SMITH, 0  C    Region  1.  Philadelphia,  Office  of  the  Director 
JOYNER:  J  H    Region  1,  Philadelphia,  Safeguards  Branch    80/02/01 
4pp 


-8004240170  Discusses  decommissioning  plans  far  facilities  B!.Uwill 
replace  proprietary  version  of  App  I  w/nonpropr letary 
version  All  proprietary  data  changed  to  nonprnpri etary  form 
Addl  info  re  proprietary  classification  end 

LEWIS.J  R    Qabcnck  &  UlUoi  Co  ,  Nuclear  Material  Dlv    78/09/17 
3pp 

-8004240177  Decommi  i  ioni  ng  plan  App  I,  "Cost  S.  Cither  Commercial  Data  " 
«  Bibcock  i.  Wllcoi  Co  ,  Nuclear  Hatenal  Div   7B/02/17    16pp 

-8004240133  Forwards  Revision  4  to  dec  omiri  ES  ion  ing  plan  Plant  have  bean 

revised  to  reflect  NRC  comments  during  73021 5  presentation 

DZIEWISZ.J  S    Dabcock  ',  Wllco»  Co  ,  Nuclear  Material  Dlv 
7B/02/17    lp 


— B0042401B7  Decommissioning  p  Ian, Revi s 1  on  4 

•   Dabcock  &  Wilcoi  Co  .  Nuclear  Ma  tor  till  Div 


9pp 


B004 140006  Summary  of  780620  meeting  w/NRC  to  acquaint  latest  group  of 
NRC  consultants  w/Pu  f ac i 1 i ty. spec  1 f ical ly  ventilation  sys 
&  fire  protection 
ARTMAN.K  L   Bab  cock  ft  Wllcoi  Co  .  Nuclear  Material  Div   7B/06/21 

app 

Q004aiOOBl  Application  to  amend  Licenses  NM-145  &  SNM-364  for 
redefinition  of  waste  matl 

AUSTIN,  M  A   Babcock  'f  Ullcoi  Co  i  Nuclear  Material  Dlv   BO/01/li 
lp 

—8004210083  Requests  fee  for  amend  of  Licenses  SNM  143  ti  SNM-364 
WEISS,  D   License  Fee  Management  Branch.    BO/02/11    lp 

— B0042100B6  Forward*  fee  for  amend  of  LUBnaes  8NM  143  !<  8NM-364 

AUSTIN,  M  A   Babcock  t>  Uilcoi  Co  ,  Nuclear  Material  Div   BO/02/19 
lp 

S004QBOSBO  Forwards  IE  Insp  Repts  70-0133/79-23  tt  70-0364/79-29  on 
791109-600104  No  nnncomp 1  lance  noted  Rept  details  withheld 
(ref  10CFR2  790) 

MARTIN,  W  0   Region  1,  Philadelphia,  Safeguards  Branch    BO/02/04 
2pp 

— 80Q4QB0733  IE  Imp  Rept  70-0133/79-23  *.  79-03i4/79-29  on  791 109-BOQ104 
No  nancompl  lano  noted  Major  areas  inspected  material 
control  b  account  ing, phys leal  secur i tyi haal th  &  Industrial 
security  Details  withheld  (ref  10CFOS  790) 

KUSHNER,W,  L   Region  1.  Philadelphia,  Office  of  tb»  Director 
KUSHNER.ML,   Region  1,  Philadelphia,  Safeguard*  Branch   BO/01/30 
IP 


B004E90105  Application  for  amend  of  License  SNH-4H  to  autfiorne 
storage  of  SNH-tontsminatetl  uaste  in  designated  locations 
Proposed  Revision  1  to  OL  enc  I 

AUSTIN, M  A    Habcock  f,  Ullcoi  Co  ,  Nuclear  Material  Div    SO/02/12 
7pp 

BOO'llOOOeO  Forwards  IE  Insp  flept  70-OJ64/BO-05  on  800124-25  No 
none  omp liance  noted 

MARTIN, W  0    Region  1,  Philadelphia,  Safeguards  Branch    BO/02/13 
2pp 

— B004100092  IE  Insp  Rept  70-03M/80-O5  on  800124-25  No  noncomp  I  lance 
noted  Majoi  areas  inspected  sampling  of  miied  oilde  pellets 
t>  licensee  labs 

JQYfJER,  J  H  ,  DELLA  DATTA,  A  ,  ZIQULSKV.H    Region  1,  Philadelphia, 
Bffice  of  the  Director    80/03/06    2pp 

B004180099  Forwards  fundamental  nuclear  mat!  control  plan  for  License 
SNM-414  IJ/a  end  (ref  10CFR9  5  4  9  121  Plan  does  not 
decrease  effectiveness  of  mat!  control  !.  accountability 
pr  ogram 
AUSTIN. M  A    Babcock  &•  Uilro*  Co    BO/02/25    ip 

BQQ41BQ533  Forwards  supplemantal  info  to  application  by  BMJ  re  storage 
of  uia s t e 
AUSTIN,  11  A    Babcock  (<  Uiicoi  Co    BO/02/26    lp 

—  8004160534  Supplemental  info  to  application  by  BM-I  re  storage  of  uaite 
«   Dabcock  d  Wilco.  Co    BO/02/26    9pp 

S004070303  Act  receipt  of  800205  ttr  informing  NF1C  of  stepa  taken  to 
correct  violations  noted  in  IE  Insp  Rept  70-0364/79-30 
SMITH, 0  H   Region  1,  Philadelphia,  Fuel  Facility  fc  Materials  Safety 
Branch    BO/02/27    lp 

— B004O7O3DB  Responds  to  NBC  B00114  Itr  re  violations  noted  in  IE  Imp 
Rept  70-0364/7I7~30  Corrective  actions  importance  of  wearing 
proper  dosimotrij  ro-emphasi  led  li  new  survey  procedures  for 
hot  gloves  begun 
AUSTIN, 11  A    Dabcock  ',  Uiicoi  Co    BO/02/03    3pp 

— 8004070393  Forwards  IE  insp  Rept  70-0364/77-30  u 
violation 

SMITH,  O  H   Region  1,  Philadelphia,  Put,  I  Facllli 
Safety  Branch   BO/01/14   a-- 


B004080393  Forwards  IE  Insp  Rept  70-0364/79-17  on  790709-OB02  No 
noncomp 1  Unco  noted  Rept  details  withheld  (ref  10CH12  790) 
MARTIN, HO   Region  1,  Philadelphia.  Safeguard*  Branch   BO/02/09 
2pp 

— B0040BOS99  IE  Insp  Rept  70-0364/79-17  on  790709-OB02  Na  noncomp 1 iancs 
noted  Major  areas  inspected  independent  assessment  of  Parks 
Tounshlp  Tupe  II  process  facility  U-233  holdup  Details 
withheld  (ref  10CFR2  790) 

EHAUB,E  T  ,  BI8SETT,  P  H  ,  JOYNER,  J,  H   Riglon  t,  Philadelphia. 
Safeguards  Branch   80/01/31    lp 

B004100SSO  Forward!  IE  Imp  Rept*  70-0135/79-17  ii  70-0364/79-25  on 
790904-28  No  noncomp 1  lance  noted  Section*  withheld 
(ref  10CFR2  790) 

MARTIN,  W  0   Region  1,  Philadelphia,  Safeguards  Branch    BO/02/03 
2pp 

— 00041003SS  IE  In*p  Repts  70-0135/79-17  i.  70-0364/79-33  on  790904-2B 
No  noncompl lance  noted  Major  areas  Inspected  matl  control  i 
accounting, physical  security,  heal th  &  industrial  isfnty 
Sections  withheld  (rif  10CFR2  790) 

KUSHNER-W  L   Region  1,  Philadelphia,  Office  of  the.  Director 
JOYNER,  J  H   Region  1,  Philadelphia.  Safeguard!  Branch   80/01/31 
9pp 


6004240550  Forwards  Amend  7  te  License  SNM-115  revising  Bpees  I-4iP« 
arganltation  t-  1-5,  on  Tech  Specs  %  control  su,s,  rep  laceraent 
paget  for  license  t  NRC  safety  evaluation  supporting  amend 
PAOE.R  0   Uranium  Fuel  Licensing  Branch   80/03/06   lp 

B004090393  Ack  receipt  of  B00225  Itr  informing  NRC  of  stepi  taken  to 
correct  violations  noted  in  IE  Insp  Hepts  70-0135/77-27  fc 
70-0344/79-31  Rejponse  to  be  withheld  (ref  10CFR3  790) 
MARTIN,  H  0   Region  1,  Philadelphia.  Safeguards  Branch   BO/03/13 


B004090406  Forwards  IE  Insp  Repts  70-0135/79-27  &  70-0364/79-31  on 
791236-B00104  &  notice  of  violation  Notice  of  violation 
withheld  (ref  10CFR2  7901 

MARTIN.  W  0   Region  i.  Philadelphia,  Safeguards  Branch    80/02/06 
2pp 

B004090419  !E  Insp  Repts  70-0135/79-27  (>  70-0364/79-31  on  791226- 
800104  Noncompliance  noted  failure  to  apply  tamper-  *af  Ing 
devices  to  insure  integrity  of  pre\iously  made  measurement* 
Details  withheld  (ref  10CFR2  790) 

JOYNER,  J  H   Region  1.  Philadelphia,  Safeguards  Branch    SMITH,  0  C 
Region  1.  Philadelphia,  Office  of  the  Director   BO/O1/31    lp 
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,    I    1',      inrjriinj    r.flC    of    itsp!    taten    tc 
ir     IF.    In,t    fiepts    70   OJT5/79-15   t 

.I'-hcl  J     Tc     K':Ffl2    710) 
.  . tlslct  id,      ,  .reauards    Branch         QO/03/13 


slat  i  or     rr-01    insp    on    790702-0803 

phis      Office    n  f     the    Director         00/01/30         IP 


'-G!35/-;-15    '     '0-0364/79-19   on   7907O2-OB03 

ir»Ji    Is-aili    Lithhel:    iref    li_:f#S    "JO) 

Jj.'t"    J   •<        "Bjn-n    1,     Philadelphia.     Eai-eguards    Branch 

xij'  IVB    ^   l         r(,10n    I       l]hilai-lt>Ma,     Office    of    the    Director 


aOO"l?lOIQ4     IF    !"SB    Rept    70-G3/ I /BO-03    on    000115-17   No    nnncomp  1  i  anc  e 
noted    Majoi     areas     inspected    shi  pper  -rec  c  i  vor    differonces, 
neasuremen  t  s    '     stati^t-ical     contra  1  s.  rec  ord  s    fc    repts    Details 
uithhsld      <ret     IOCFH2    /<?G> 

HART  It '.U    (^         Region    I,     Philadelphia.     Safeguards    Hi  ancn 
HOLOD^r  D    -I     •     COHEN.  T         Pej  inn     1  -     PhilailclphUi     Office    of    tho 
Director  BO/02/2!          tp 

E004220025   Foruiards     1C    ln;p    Rept    70-0371/80-02    or,    000311-15    No 
noncompliance    noted 
MARTIN,  W   G  fiegion     1,     Philadelphia,     Safeguards    Pranch          BO/03/0& 

IP 

— B0042t0041     IE    Insp    Repi     70-0371 /BO-02    on    B00211-1S   ND    noncomp 1 ianco 
noted    Majoi     areas     inspected    mediurement    control    programs, 
records     >>     repti    Details    Wl^htield     (rcf    10CF7I2    fSO) 
JQVNER,  J    H    -     ZIHULSKC.H    -     UCILTfJEft.  E         Region    1,     F'h  i  lado  Iph  la, 
Safeguard s     Branch         60/03/03          Ip 


8004210063   Forwards    pages    of    re 
VUfiK,U   F         United    Nuclear    Coi 


ergency    plan 
Products    Div 


00/03/11          Ip 


1J-l   ,.'  *     'e-eipt    rt    P'  uJU    Ur    Inforning    tJRC    of    (taps    taken    to 
,13lation,    notes     in    IE    [rup    Repli    70-0135/79-16   !. 


II   g         "iji,  n    1      f-r  ilsielpc  13      Safeguards    Branch         30/03/14 


--B0042100S7    Pajes    of    te/isad    emergencij    plan 

MRK.U   F  United    Nuclear    Carp    .Naval    Products    Div         QO/01/14 


aOOrt2f0062   Advi  aes    ttiat    t-evised     fundamental    nucloar  m«tl     control    plan 

submitted    u/eOOiaS    Itr    should    not    be    incorporated  fl» 

condition    of      llcens?    until    deficiencies    listed     til  encl    aro 
corrected    Enc  )    withheld     (ref     IOCFR2    7'7O1 

FflRTLOW.J   G  llatPT-ial    Control    Licensing    Branch  00/03/37         Ip 


on    rroi    msp    or,   790B06-3I 
Office    of    the    Director         BO/01/31          Ip 


O04nru35,    it.    li,lp    fi*pii    vo-0135/79-16   ',    70-0364/79-20   on    790306-31 
Uanca"-plianct    noted    Pu    fuel    pins    transferred    from   matl 
b»l*nce    area    lo    itin    control    area   u/delayed    conpletlon    of 
do;un»rts    Portions    Litfheld    (ref    10CFR2   790) 
jJifJER.  J   »        Rcgian    1       Philadelphia,     Safeouardi    Branch 
KUSH.En   W   L         fltgion    1,     Philadelphia      Office    of    the    Director 


nmJ.i    n^tnl^    status    rept    for    Mar    198O   re   Pu   ventilation 
All    tact    ordered    natli    received    on    site   Several 
c    pieces    checled    tor    motor    rotation   (, 


electrical 

-c  ontrol    furc  t  Ion 
ARTHA1/   h   L         Dab-ock    !- 
-Jpp 


Co         Huclear    Material    Div        80/03/14 


.5^,61    Al,liB,    that    u«    of    K  =  del    HA- 10   u,  1 1    be    ri.  «cor,t  mu?d    i. 
-9jnv   will    rot    r*neu   terlintate    of    Compliance    4824 
TIr'   .1   A         Cat;0ct    •    u.ico,    C=         Nuclear   Material    Dw        BO/03/25 


DDCMET    70-0398    COMMERCE.     DEPT      OF 


S004070115   Forwards    1C    Insp    Rept    70-0398/QO-01    on    QQ01I6-IH    Nn 
noneompliance     fioted    Details    withheld    <ref    10CFR3    79O) 
MARTU1.  WO          Region    1,     Philadelphia,     Safeguards    Dranch         FJO/Q2/07 


—9004070119     IE     Insp    Rept    70-039B/QO-01    on    BOO1  16-10   No    ntmc  omp  1  1  «nc  e 
noted    Hajor     areas    Inspected     facility    orgar.1  lat  ion    t, 
operation.  -storage  t>    internal    control    (•   phuslcal    Invenboru 
Details    withheld     (ref     10CFR3    790) 

SUKHERB.R  Region     I,     Philadelphia,     Offlco    of    tin    Clrnctor 

SHA'JB.E    ,     f-TAfiTlN.W   G         Region    1,     Ph  i  lado  Iph  1  1.     B.foomrds    "ranch 
80/O2/04  E  p 


DOCKET    70-0572    MOMS AUTO   RCGCARCH   CORP 


-  qllBltS    fee    (of    800312   application    fa,     flmBnd     lo    Llc.ns 

WEISS, J   D         License    Fee    Management    Branch         £iO/03/lr/         Ip 


70-0371    WJITEO   NUCLEAR    CORP 


Forwards    IE    Ins;    Rept    70-O371  /79-24    or.   79121B-21    No 
liince    noted 

W   C         R«9ion    1      PMUdelph.a      Safeguards    Branch         90/02/23 


™%l"i  Fh;?:::iJhp^^deiehia-  s.f..u.r*8oEK,H 

H.jior,    l,     FhiUd.lphu,     OfMce    of    the    Director         80/02/22         Ip 
Respond,    t.   Nftc    7,M14    ltr    r,    rep.rt.n,    r.,u,r.Btl,t<    for 

"i.u""rj«?B£"?sr  Foruflrds  revl"j  chapter 


uclear    Corp    .Naval    Products    D 


BO/02/39 


KEPPl.En,J   0          fleg.on    3,     Chicago.     QftUo    of    th»    Director          E10/04/04 


DOCKET   70-0637    UNION   CARHIDE   COHP 


,'"'"    *«    ^end   License   SW-639 
.I1   H         Union   Carbide    Corp         79/12/23         17pp 


over 

«l.«?Mt      «     ^        *    produ=ts'1"'3    "BBn   -ddttlon.U, 
be   retired          re1ulrill9    safeguards    amend   Addl    amend    f.,   ui 

WEISS.J  D        License   Foe   Managen-ont   Branch        00/03/17        Ip 


GCRVICES   ADHIKI8TRATION 


0004190S11    Molifiej    of    eipirod   m^tl/b 

78/12/06      'pnn  e9'on    1'    PhiUdelphifl,    Office    of    tha   Dl 


DOCKET  70-0734    QENERAL   ATOMIC   CO 


0,M«.   of    th.   Director 
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ROCKET   7O-O754   VALLECITOS   NUCLEAR    CENTER,     GENERAL    ELECTRIC    CO 

B004100423    "Effluent   Monitoring    fy    Environ    Surveillance    Programs 
Annual    Summary, 1979    " 
BROZ.fl    E         General    Electric    Co         NEDD-247SO         90/01/31          B2pp 

B004300805   Forwards    SAR    for    GE    spent    fuel     shipping    tail    Model    700, in 
support    of    Certificate    of    Compliance    5943   Drawings 
available    fn    Central    Files    only 
BRUGCER.R    M         Missouri,     Univ      of.     Columbia         SQ/03/20         2pp 


3004080072    Discusses    deficiencies    in    mat  1     control    t-    accounting     p-rogram 
''    submits    NRC    position    an    appropriate    corrective    actions 
Insufficient    sample    cuotiol     records    eiist     to    properly 
control     amount    of    matl    goinj     to    4    coning     from    lab 
PARTLCJIJ.O    G         Material    Control    Licensing    Branch          BO/03/1?         3pp 

80041 501 7B    Advises     that    no    response    received     to    enc  1    B00220    fen    request 
for    change    of    address    for    License    ENM-777    Requests    payment 
within    13    days    U/o    encl 
WEI5S.D          License    Faa    ManagBmsnt    Bfanch          60/03/28         lp 


800403002i   Memorandum    of    understand  ing    botunen    NUC    fc   FEMA    re    prompt 
Improvement    in    radiological    emergency    planning    t- 
preparedness, d Istributod    as    Board    notification 

GOSSICKiL    V         Office    of    the    Executive    Director     for    Operations 
BO/04/03         34pp 

B004220Q22   Forwards    IE    Info    Notice    BO-lfl,      "Safety    Suggestions    From 
Employees    "    No    action    required 

ENGELKEN.R   H        Region   5,     San   Francisco,    Office    of    the    Director 
90/04/02        lp 


DOCKET   70-0020   UNITED    NUCLEAR    CORP 


B0041S0392  Forwards    revision    to   Section    5   4    of    fundamental    nurloar   matl 
control    plan 

OREGO.R   J        United   Nuclear    Corp    ,     UNC   Recovery    Systems    Dlv 
90/01/17        2pp 


DOCKET    70-0324   HAGCOCK.    >,    IJILCOX    CO 


BO04240236    Forwards    replacement,    pages    for    License    SNM-778   t    replacement 
page!    for     renewal     application    re    Dec     1979    request     for   Amend 
11     to    license 
OLSEN,  A    F         QabEock    S.   Wilcoi     Co         80/03/39         2lpp 

3004070065    Disapproves    primary     route    for    transport    af    spoilt    reactor 
fuel    't    approves    alternate    route    submitted    iu/791205    1  tr 
Primary    route    passea    through     heavily    populated    area)    &    does 
not    meet    rsqu  i  rements   Encl    withheld     (ref     1 OCFR2   79-0) 
MCCORKLe.G    W        Physical    Security    Licensing    Praneh          BO/O3/ 12         2pp 

BOQ41S01B2   Ack    receipt    of    600320    Itr    u/fee     transmitting    protection    plan 
for    SNM    at     low   strategic    significance    Request    classified    *9 
major    safeguards    amend    for    License    6NM-77B.  requir  i  tig    addl 
payment 
WEISS,  D          License    Fen    Management    Branch          00/03/20         lp 


B0041BQQ'16  Forwards    correctad    page    of    revision    to   Section    3  4    of 
fundamental    nuclear    matl    control    plan 

OREOD; R   J        United    Nuclear    Corp    -     UNC    Recovery    Systems   Dlv 
GO/01/21        3pp 


5004240239   Forwards    1C    Info   Notice   BO-H,     "Safety   Suggestions   From 
Employees    "    No   action  required 

O'liEILLY.J   P        Region   3,    Atlanta,    Office    c-F    the   Director        BQ/O4/02 
IP 


8004230333   Submits    response    to   800102    Itv    concerning    procedure    used    to 
latlsfy   Licensu  Condition    /die    waste    compaction    sys 
Procedures    for   mat  to    compaction   currently    being    reviled    to 
require    spacific    mode    of    operation 

DQUEH8,C   E        United    Nuclaar    Corp    ,    UNC   Recovers   Systems   Div 
QO/01/24        Spp 

Q0041703S1    Summary    of    300129  meeting    ui/Unlted    Nuclear   Corp    in 
Silver   Spring, Hd    re    proposed    amend    to    License   SNM-777    to 
authorlle   mods    in   oroceduros    for    processing    of    procai* 
wastes    including    wastes    stored    in    onsite    lagoons 
STEVENSON.  R   L        Uranium  Fuel    Licensing    Branch         BO/02/12        3pp 

8004340160   RoqumU    that    deadline    for     full     compliance   til/approved 
emergency    plan    be    titended    to   May    1780   Pee   enc 1 
BOWERS. C   E        United    Nuclear    Corp    .    UNC   Recovery    Bystoms   Div 
BO/02/10        Hpp 

B004100026   Forwarils    IE    Insp    Ilept    70-0320/90-01     on    300129-31    No 
noncnmp 1  lance   noted 

MARTIN-NO        Region    I,    PhiladolpMa,     Safeguard*    Hransh        60/02/19 
2pp 

— B004100030    IE    In»p   Rept    7O-OB30/80-OJ    on    QQQ12t-3l   No    noncomp 1 iance 
noted   Major   areas    impacted    physical    inventory    t>   records   & 
rept*   Details    uiithlield    (ref    lOCFFIH   790) 

COHEN, I    ,    WOLTNER.G        Raglan    I,     Ph lladalph la,     Office   op    the 
Director        JOYNER.JH        Region    1,     Ph iladel ph 1*,    Safeguard!    Branch 
BO/02/19        lp 

B004220177  Request*   NRC   guidance    re    processing    &    decontamination    of 
Ugoons    to   rileaie    limits    by    BB0701    per    790119   Amend   b, 
Condition   26    to   License   BNM-777  Unable    to   meet    deadline 
Possible   alternatives    are    beyond    power    of    Facility 
noUERS-C   E        United   Nuclear    Corp    ,    UNC   Recovery    Systems   Dlv 
BO/02/19        lp 

BOQ41B002Q  Forward*    modified    Sections    5    12   &  £.    1    of    fundamental    nuclear 
matl    control    plan   clarifying    that    "book    record"    includes 
total    facility   &   lubsldlary    matl    control    areas 
OREOO,R   J        Unit«d   Nuclear    Corp    ,     UNC   Recovery    System   Div 
80/03/07        4pp 

B004180300    Informs    of    issuance    of   Amend    12    to    LU»nse   6NM-777    changing 
tffictlve    d«ti    for    instituting    om.erg«ncy    plan    to   B00301 
PAOE.n.O        Uranium  Fuel    Liiensinu    Branch        BO/03/17        lp 


DOCKET    70-OB27    THE   EJEFIANCE    COLLEGE 


B004140009  Advises   no    response    received    to    encl    600211    fee   request    tar 
ranaual    of    License   SNH-73S   Requests    payment  within    IS   days 
U/o    encl 
WEISS.  D        License    Fee  Management   3 ranch         BO/03/38        lp 


DOCKET   7Q-Q925   CIMMARDN   FACIL1T/,     KERR-MCQEE    CQRP 


6001230133  Forwards    IE    Insp    Rcpts    70-0923/60-01    i  70-1193/BO-O1    on 
B0020A-07   «.   notice    of   violation 

DAVIS,  A,  B        Region   3,    Chicago,    Fuel    Facility   &  Materials   Safety 
Branch         80/O3/04        2pp 

— S004230146  Notice    of    violation    from    insp    or.  BOO20&-07 

*      Region    3,     Chicago,     Office    of    the    Director         BO/02/2B         lp 

— B0042301S7    IE    Insp    Refits    70-O929/BO-O1    *.    7O-1 193/BD-01    on   800206-O7 
Noncoii>[>  1  iance   noted    posseision    of   SHU  u/ enrichment 
greater    than   authorfied    by     license 

FISHER. W  L        fiction    3,    Chleaoo,    Fuel    Facility   &   Materials   Safety 
Branch         DUBRV.M  E        Region   3,    Chicaso.    OffUs    of    the    Director 
00/03/28        9pp 

8004110543    Advises    6Nat   Ofc    of    Controller    hai    been   notified    to    initiate 
proceedings    for   refunding    S I f f erente    between    fee    paid   & 
actual    manpouier   expenditures    for   79091B  request    to    use 
facility    for    bench-scale    coal    liquefaction    development 
SHELLY,  W    J        License    Feo   Management   Branch        BO/03/2B        lp 

BO04220070    Forwards    IE    Info    Notice    BO-14,     "Safety   Suggestions   From 
Employees    "   No  action    required 

KEPPLER.J   0        Region    3.    Chliago,    Office    of    the   Director 
lp 


DOCKET  70-09S4  PACIFIC   NORTHWEST  LAB 


80041B0502   Forwards    IE    Info  Motlce   BO-14.     "Safety   Suggestions    From 
Employee*    "   No   action   required 

ENQELKEN,  ft    H        Region    5.    San    Franclaco,    Office    of    the   Director 
8O/04/02         lp 


—8004180303  Safety    evaluation    supporfcino   Amend    13    to  SHM-777    changinfl 
eff»etive    date    for    instituting    emergency    plan    to  B00501. 
STEVENSONiR   L    ,    CRDN,  W   T        Uranium   Fuel    Licensing   Branch 
BO/03/17.       2pp 
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41    -"'I   r  i  F  j  IF  3 1    *;;  1 1 '  i'  i  on    for    'ot.i    r-B   ti   Certificate    of 
"  :->l  \*      *    *  il  •    r  ir    r-    1 1    DJ1- '   Supporting    documentation 

•  f-,fl',   A   I          i,«r<irii    Elcr-triE    Cu         '.ucUiir    Energy    Product*   Ol% 
-'"n|4          *!„„ 


mon    3    to   C<rtificat*    of    Compliance 

u  *  h  s  r  1 1  eel    content 

Itar    E^ar^ij   P'd^ucts    Div        BO/03/14 


4JIC    t'/   Fr,t.»rji    JF    l"f:    Notice    flO-1-1,     "Saretij    Buggestioni   FTN 
'.;FL»EFJ   ft    H         fteji.r     ;       :3n   Franiisco,     Office    of    the    Directoi 


—  3004210034   Waste    Packaging    Rept     79-D7A   on    791213-13   Ma      nancomp  ]  i  anc 
not  Pi)    Major    arss*     inspected    shipping    paper    &    piacar  d  i  »9 
requirements,  radiation    levels,  t  eftinvable    contaminal  1  an    t 
package    eiternal     featui  e    reqiii  rements 

POTTER.  J   P    ,    PCefiV,  W   U   ,     WCIGORUFF.R   I.         Region    I,     Philadelphia, 
Fuel    Facility    &•   Matei  ials    Safety    Branch         SO/O1/1D  7pp 

BQQ421Q1S6   Ac  k    leccipt    of    B0030:i    Itr    informing    NflC    op    steps     UN"    to 
corract    vlolBtlons    noted    in    IE    Insp   Rept   70-1  100/79-Q1? 
SHITH'Q         Region    1,     Philadelphia,     Put!    Facility    S,   Mfltei   ial>    QaFBtU 
flrancli        90/03/IB        lp 

--B004210I30   Responds    to    NFtC    600214    Itr    IB    violations    notofl     in    IE     [«»)» 
flept    7O-11QO('79-09    Currective    actioni    sign!    replaced      *< 
pevsannal    veminderf    of    importance    of    keeping    all    work 
*tations    posted    a/cleai     t.    legible    signs 

C-E  poujer    SKSteins        60/03/03       2pn 


600A21Q133   FarnrardS    Page    3    gf    App    A    to    791113    Itr    rp     IE      Inop    Hop  t 
70-llCO/-'?-09   Reriuests    written    statement     in    reply    la      Horn   E 
within    20   days 

SMITH,  Q  H       Region    1,    Philadelphia,    Puol    Facility   it    Material* 
Safetg    Branch         6O/02/M         Spp 


',  ,42tiiji3    Infor-t    f  flC    ai    upgrading    jt    physical    iscuritij    requirematit' 
i*    i.ni«   Chaining     lotatun    of    iuel     storage   area   mil    result 
in    njmficaol     i -pr  3 ,  t-»r.t»     Inquirfi    uhether    license    amsnil 
n    '»^jjr»3 
01AJ.HJ        PlorDa      Wniv       uf,     Gainesville        BD/03/03         lp 


70-105?   P£f!r.3iL.VANIft 


Ducjuft    IE    Icip    Rept    70-105f  JBO-01    on   000313  HE 
ianc  e    notfd    Major    areaj     inipettBi)    radiation    safety 
- 


R'310rl 


Dffic.   of    the 


IE    fnsp    R8pt    70-1100/79-12   on    791219-14   Wt> 


—600421013;)    (\c>    receipt    of    791205    Hr    infoiming    WRC    of     *t«p»    taken     ta 
correct    violations    noted    in       IE    Inip   Rept    70-1 JOQ/  '9-O<9 
SH1TH,G  H       Region    1,    Philadelphia,    Fuel    Facility    &    Material! 
Safety    SraricJi         BO/02/01          lp 

-9004.210138  Retponds    to  NRG   791113    Itr  re   violation*   notwd    In    IE    ltv»p 
flept   70-1100/79-09  Coirsctive    actions    formal    procedure 
written    for    knockdown   operation    includinn    >afoty    limits    !< 
controls    necessary    to    assure    protection 
LICHTENBEReER.H      C-E    Pouor    Easterns         79/13/OS        3pp 

-8004210139  ForoJardi    IE    Insp   Rept    70-HOO/79-09  on   7910O9-  12  t,  notlco    of 
violation 

SM1TH,C  H       Region    1,    Phi  ladol  ph  ta.    Fuel    Facility   &  MftlorlnU 
Safety   Branch        7?/||/i3       gpp 

-B0042IOH3  Notice    of   violation    from    imp    on    791001-13 

*     Region    1,    Philadelphia,    Office   of    the    Director        7-?/ll/07       3nii 


i.nta.ri 


«t.  on   791009-12  Nonccmpln 

<i««a,wts   01    improeer    porting    of   uork    itatton,  f«l  lur*     it. 
keep    stortd   rod   boi    covered   uhen   not  attendod   !,    faiiuva-     In 
supply    proieduros 

R"d      ''    p"Jllld«1P''l-     Office   of    the   D(r«tD»- 
hl  'hli"    FU1!l    F 


en«r9enty   P  lar,nlns.  .nviron 
ailJrBnen  ts,  Jnc]udlnff    »„«!„„, 


DOCKET  70-1113  GENERAL  ELFCTRIC  CO 


(Jraniun,  Fuel    Licensing    8ran(h        HO/02/13        lp 


Cen»itlg   Branch        SO/02/13, 


^ 


Div 


rn«ntlv    .ulhorued    to    00,  ,..,,,      ,         ,  l 

-  .";»;•;  ;•  '  -  •  -r     "'  """"" 

tROW-W   T        Uranlum   Fo.,    Licensing    Hranch         B0/0g/a5 


440169   R*!}!)*.*!    tAJt   ,„,„,,„       <    L 

*clt«n  L  ,.,V      n.  "J*.  ";/  3*.   t\f  J"    "?',*    ??    "*    hi>""'   1«rt. 
O*    lu.I    fUrit.ti'n    !«    nta    uSi.  !"    *U<I"   "P"1-""" 

.*»nt.,0   «.«*   pr«ri"i    1:5"^';    n°rma  '    ««n*lUon.    t, 

LKNffiWEK.      ''*        ^*-" 


«pt  79-07A  on   79121B-13  No 

Facility    |,   Mat.M.l,   S,fety 


fiO/OB/29        lp 


ur    Jul-D.c    I979    " 
"•gy  Product*     DJv 


^ 


uranium  FUel    Lic.n,,nfl    Branch        80/03/03 
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B004090149  Requests  Amend  S-1B  of  License  SNH-1097  authoriiing  GE  to 
retain  certain  scrap  matls  in  eiceas  of  one  yr  period, 
thrnush  BO0509  Attached  details  withheld  (ref  1OCFR2  790) 
Fee  end 

KAPLAN, A  L    General  Electric  Co  ,  Nuclear  Energy  Products  Div 
BQ/03/07   2pp 


DOCKET  70-1151  WESTINGHQUSE  ELECTPIC  CORP 


0004040000  Forwards  IF  Insp  Rept  70- !  1 51  /BO-02  on  900124-29  t,  notice 
of  violation 
KENNA.U  B    [legion  2,  Atlanta,  Sateguai ds  Branch    SO/02/OB    2pp 


8004100593  Bubrtilts  contract  casts  incurred  &  man-h  used  in  reviewing 
B00117  application  for  amend  of  License  SNM-1097 

STEVENSON, R  U  ,  PAGE,  R  G    Uranium  Fuel  Licensing  Branch    BD/03/12 
lp 

B004100095  Informs  vendor  of  fee  overpayment  re  Amend  12  tn  SNM-1097 
Refund  mill  bo  forwarded 
MILLER, U  O   UiccniB  Fee  Management  Branch   BQ/03/25   lp 


— 0004040093  Notice  of  violation  from  insp  on  800124-35 

«   Region  2,  Atlanta,  Office  of  the  Director    80/02/QB    lp 

—80040400^7  IE  Insp  Rept  7O-1151  on  900124-25  Noncomp  1  lance  noted  low 
level  radioactive  mat]  shipped  in  impi  operlij  sealed 
pac  kages 

CORYELL.G  P    Region  3.  Atlanta,  Office  of  the  Director 
KAHLE.J  It    Region  2,  Atlanta,  Safeguards  Branch    BO/02/OB    4pp 


8004210193  Ack  receipt  of  800229  Itr  informing  NRC  of  steps  taken  to 
correct  violations  noted  In  IE  Insp  ncpt  7O-1 1 13/80-01 
KENNA-H  B   Region  3,  Atlanta.  Safeguards  Branch    BO/03/2S    lp 

— 0004210162  Rasponda  to  NRC  B002Q5  Itr  re  violation!  noted  in  IE  Insp 
Rept  70-1 1 13/BQ-OI  Corrective  action*  operators  &  foremen 
responsible  for  transporting, storing  t>  using  U  heiafluorlde 
cylinders  reinstrlc tod  in  handling  procedures 
KAPLANiA  L    General  Electric  Co    BO/O2/S9    3pp 

— B004S1Q167  Forwards  IE  Insp  Rept  70-1 1 13/BO-01  on  B0013I-25  i.  notice  of 
violation 
KENNA.W  D   Region  3,  Atlanta,  Safeguards  Branch   00/02/05   2pp 

--8004310171  Notice  of  violation  from  insp  on  800131-25 

*   Region  3,  Atlanta,  Office  of  the  Director    80/02/05    lp 


0004090049  Submits  rept  i'6  release  or  rad  i  nnuc  1 1  de9  to  unreitricted 
areas  Jul-Dec  1979  Gasenus  results  wei  e  obtained  from  point 
source  analysis  of  stack  gas  effluent  Liquid  values  mere 
obtained  by  compositing  pioportianal  sample 
GOrjDUIN.U  L    WestlnghoiiSB  Electric  Corp    60/02/14    2pp 

0004020090  Ack  receipt  of  B00129  Itr  re  const  t  uie  at  bldg  d  equipment 
for  water  deloniiation  Lnviron  impact  of  proposed  action  Is 
covered  ny  eilstlng  en\ iron  rept  Amend  to  License  SNM-1107 
not  required 
CROW.H  T    Uranium  Fuel  Licensing  Branch    BO/03/07    lp 

H00416O10'l  Responds  to  BQ01Z9  Itr  re  const  '-.  use  of  bldg  !<  equipment 
for  water  deloniiation  Environ  impact  of  proposed  action, 
uihlch  does  not  involve  radioactive  mat]  is  covered  under 
eiisting  environ  rept  License  amend  unnecessary 
CROU.W  T    Uranium  Fuel  Licensing  Branch    BO/O3/O7    lp 


—3004210176  IE  Imp  Rept  70-1113/80-01  on  000121-39  Noncomp 1 lanco 
noted  ten  Z  5  ton  U  heiafluor ide  cylinders  discovered  lying 
In  driveway  adjacent  to  raised  dock  Five  cylinders  were 
full'Wno  valve  protectors  Installed 

KAHLE.J  D  .  BTCELE.P  W   Region  S,  Atlanta,  Safeguards  Bran<:h 
fJO/02/04   6pp 

0004240233  FDruardi  IE  Info  Notice  BO-14.  "Safety  Buggeatlons  From 
Employees  "  No  action  required 

O'flEILLY.J  P   Region  S,  Atlanta,  Office  of  the  Director   80/04/03 
lp 


DOCKET  70-1143  UEBTINOHDUBE  ELECTRIC  CHRP 


B004220094  Taruardl  IE  Insp  Rept  /0-IH3/79-09  on  790310  No 
nan camp  1  lance  not id 

MARTIN, HO   Region  li  Ph  1  ladelph  ia,  8nfeguaril»  Drancn   79/11/14 
Hpp 

— 0004830068  IE  In»p  Rept  70-1 1 43//9-09  on  790SJ8  No  noncomp 1 iance 
noted  Major  areas  Inspected  licensee  plant  for  coping 
lit/strikes  Dote  ill  ulthheld  (ref  10CFR3  770) 

JOVNERiJ  H  ,  KVBHfJER-W  L   Region  1,  Philadelphia,  Safeguard! 
Branch    79/11/07,   lp 

Q0048100B4  Forwards  1C  Insp  Rept  70-1143/HO-OH  on  800204-09  No 
noncompllJinco  nottd 

BrIITH,  0  H   Ruglon  1,  Philadelphia,  Fuel  racllitij  b  Materials  Safety 
Branch   BO/02/BQ   2pp 

— B0042100B9  IE  Intp  Rept  70-1 1 43/80-02'  on  B00304-OS  No  noncomp  1  iance 
noted  Major  are»t  inspected  eiposure  info. «urvey  data, 
cNronalogy  events  S.  regulatory  requirements 

CHaCKER.H  W   Riglan  1,  Philadelphia,  Fuel  Facility  ti  Materials 
SafAtif  Branch   CLEMON,  P,   Region  1.  Philadelphia.  Office  of  thi 
Director    BO/02/23   5pp 

B004220379  FgruiJii'di  Waits  Packaging  Insp  R«pt  7?-07A  No  noncompl  iance 
noted, 

6MITH.O  H   Region  1,  Philadelphia,  Fuel  Facility  t.  Materials  Safety 
Branch.   80/03/03   Spp 

—8004220402  U«tt«  Packaging  Insp  Repl  77-07A  on  791H12-13  No 
noncDmpllance  noted, Major  4r**»  inspected  revleu  of  shipping 
pap»r«i  radl»tion  survey  of  vehicles,  contamination  surveys 
t.  riiifiation  level  survey*  of  packages 

POTTERiJ  P  .  PEERY.H  W  .  WOODRUFF,  R  L   Region  2,  Atlanta.  Fuel 
Facility  «<  Materials  Safety  Oranch   BO/01/1H   7pp 

B004030006  Foruardi  feeder  rept  for  R»olon  5  coverage  of  transportation 
imp  of  BBNM  from  W»»tlnahouse,Chetuieh.  PA  to  E«<on  Nuclear 
Co.Rlthland  WA.  000219-81.  W/o  end 

NDfiDERHAUOiL  R   Region  5,  San  Francisco,  Safeguard*  Branch 
80/03/11    lp, 


B004110015  Ack  receipt  of  IE  Insp  Rept  70-1151/80-03  on  900204-06 

Eipresses  appreciation  for  radiation  pi  ntection  program 
rev!  em 

GOODWIN,  UL   Uestinghouse  Electric  Corp   80/03/12   lp 

—  B00411001D  Forwards  IE  Insp  Rept  70-1  1  51  /BO-03  on  800204-09 

STOHR.J  P    Region  2,  Atlanta,  Fuel  Facility  t.  Materials  Safety 
Branch   80/02/26   2pp 

--Q004U0027  IE  Insp  70-1  1  51  /SO-03  on  B00204-09  No  noncomp  I  iance  noted 
Major  areas  inspected  radiation  protection  Instrumentation, 
eitornal  S-  internal  eiposure  contrn  1  ,  ppst  ing  t,  labeling 
notifications  t>  repts  '/  Installation  of  neu  ventilation  sya 
TROUP.O  L    Region  2,  Atlanta,  Office  at  the  Director    GIBSON,  A  F 

Region  3,  Atlanta,  Fuel  Facility  I-  Materials  Safety  Branch 
BO/02/23    6pp 

B004100456  Ack  receipt  of  8O0306  Itr  Informing  NFIC  of  steps  taten  to 
correct  violation  noted  In  IE  In»p  Rept  70-1  151  /BO-O1 
Awaiting  rept  on  inventory  difference 

KENNA.M  Q    Region  2,  Atlanta.  Office  of  the  Director    BO/03/14 
IP 

—  B004100463  Responds  to  NRC  B00213  Itr  re  violation  noted  in  IE  Insp 

Rept  70-1  151/BO-O!  Corrective  actions  ulthheld 

Ircf  IOCFR2  770) 

D'AIIOUE,  M  .  OQQDHIN.W  L   Westlnghouse  Electric  Corp   60/03/06 


—  8004100470  Forwards  IE  Insp  Rept  70-1191/BO-O!  on  B00114-1B  *.  notice 

of  violation  Notice  of  violation  withheld  (ref  10CFR3  790) 
KENNA.U  n   Region  3,  Atlanta,  Safeguards  Branch   BO/02/13   2pp 

—  •B004100482  IE  Inip  Rept  /O-l  I  31  /80-Ql  on  800114-18  Noncomp  1  iance  noted 

incorrect  calculation  re  limit  of  error  associated 
u/inventory  difference  Detail!  ulthheld  (ref  10CFR2  79O> 
<JILLESPIE,F  P    Region  2,  Atlanta,  Safeguards  Branch    JONES,  D  W 
Rtoion  2,  Atlanta,  Office  of  the  Director   BO/03/13   lp 

0004240239  Forward*  IE  Info  Notice  80-14,  "Safety  SuBgestions  From 
Employees  "  No  action  renuiretl 

O'RElLLViJ  P   Region  2,  Atlanta,  Office  of  the  Director   BO/04/02 
lp 


DOCKET  70-1193  C1MARRON  FACILITY,  KERR-MCGEE  CORP 


B004230138  Forwards  IE  Insp  Repts  70-0923/90-01  ^  70-1193/80-01  on 
000206-07  tr  notice  of  violation 

DAVI8.A  B   Region  3,  Chicago,  Fuel  Facility  d  Materials  Safety 
Branch   BO/03/04   2pp 

— 8004230146  Notice  of  violation  from  insp  nn  BOO20A-07 

»   Region  3,  Chicago,  Office  of  the  Director   80/02/SB   lp 
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Su-01     1     70-  J  193/00-01    onQOO*Ofi-07 
of    S.'JM   u/enrichnent 


ipp 


f  t         rc'Ji 


ruel    facility    ',    Materials    Safe 
fiicjgo,     Office    of    trie    Director 


--80040'10021     IF    Insp    Rept    70-1201  /BQ-02   on    800109"!!    None  omp  1  lane*-     noted 
failure    to    maintain    procedures    for    tamp er-saf ing    Details 
withheld     (ref     10CFR2    f)Q1 

GILLESPIE' F   F         Region    3,     ifttlantai     Safeguards    Branch  J0NEB,  D    W    i 

TODDiQ   A        Region    S.     Atlanta.     Office    of    the    Director  30/03/23 

to 


80042-10231    Forwards    IF    Info   Notice    00-14,     "Safety    Suggest  Ions    From 
E^B  loijess.    "    No    action    i  equired 

O'flFILLV.J   P         Region    2.     Atlanta,     Office    of     the    Director  60/01/02 

IP 


CCC*ET    70-1501    UF    b   CQrWFRSlUN   rAi.Il.ITi,     BABCOCk   '_    UILCQX    CO 


QC"i;M(JLr8   Discusses    3'W    '(30  Ml    Itr    IB    tc^pcrar^ 
durin]    pfiaie-out    or    high    enriched    U    operations 
[•*  quas  t    for    changes    rf    ten    specific    pages    refer 
Plan   will    be    lent    current    lu'normal    processing 
WILLIAMS   P-    A         Dabcc'l.    >,   WiKo>    Co    .     Nuclear   Material    Div         73/03/Oi 


easures    to    be    taken 

itfodraus 

nced    in    Itr 


800'12900'IB   Responds    to    S004O1     telecopy    requeatlng    «iemption     from 
requirement    of    completing    Form   NRC-741    for    transfep    of     emply 
U   Qiiie    aouder    cans    Request    granted    '     license    amended 
Telecopy    contains    info    of    type    specified     in    10CFH2   790 
PftRTLCM.J   Q        Material    Control    I,   Accountability    Dovelopment    Dratich 
BO/04/OS         lp 


DOCKET    70-1222   IllSSOUfil.     UIJW      OF 


— 8Q04E40170   Uiicuises    de    cr,-ii  i  =  i  oninj    plan?    for    facilities    BicU   ui  1 1 
replace    proprietary    vcr  3  ioh    ot-    App     I    w/nonproprietary 
•  eriion    All    propr  igtarg    dale    changed    to    nonpropne tsry    form 

LEUIS.J   R         3abtokt    1   Wilco,    Co    .     Nuclear    Material    Div         7B/O5/17 


B00430050S   Foruarda    SAfl    for    Gt    spent    t-uel    shipping    cas*    Model    700i   In 
support    of    Certificate    of    Compliance    5742    Drawings 
available    in   Central    files    DTil* 
BRUGGER.  R    M        Missouri,     Unlu      of,     Columbia         00/03/20         Spp 


Deton-misioning    plan    App    1,     "Cost    (,   Other    Com.Tierc  la  I    Data    " 
efc    t,   Uilco.    Co    ,     Nuclear    Material    Di  /         70/03/17         16pp 


—  3004^40183   Ponjsrds    Revision    4    to  decommissioning    plan   Plans    have    been 

revised    to    reflect   KRC    comTitntt  during    700215    presentation 

DZIEMISZ    J   S         Pabcocl    ',   Wilco.  Co    ,     Nuclear   Material    Div 
7B/Q2/I7         ]p 


DOCKET   70-1227   ERIE   IHNING    CO 


6004100073   Forwards    revised    'espouses    Co   Question    Q    of    common  to 
quHStinnSire    License    Amend    Applicallon    18i raised     in   MiC 
B00124    Itr 

ESTEViH  P        Enon  Nuclea;    Co    .     Inc       (subs      of   Cnon  Corp     I 
80/03/12        ]4pp 


--8QO1340IB7   Decommissioning    p  Ian,  fievis  101    4 
*      Babcocfc    6   Wilco,    Co    ,     Nuclear   Material 


7Q/02/15         9pp 


0004010157   Amend   Application    79-3    for     License   SNM-1168   Revision    indei 
A    rev'fvd    license    pages    enc? 
1EFF.O   U         Babcocli    ',    Hilco.    C0         BO/01/O9        3Spp 


DOCKET   70-1251    ALBRIGHT   CQLLEG& 


9004140098   Ack    receipt    of    B00313    Ur     informing    NRC    of    stops      tnknn    to 
correct   violations   noted    In    IE    Insp    Rept   70-1  391/tlQ-OI 
CROCKER,  H   W        Hegion    1.     Philadelphia,     Fuel    Facility    t    MafcorUli 
Safety    Branch        BO/03/21         lp 


BQ04320169   Revests    eiunnoti    of    dye    date    for    booking    SUM   physical 
inventory    results   Added    load    at    analytical     lab    caused    delay 
Preliminary    results    indicate    difference    uithm    reouJatory 
limit) 
ZEFF.DM        Bahcock    4   Hjlcoi    Co         BO/02/OS         lp 

S004090S96   Foruardi    IF    Insp    Hept    70-1201  /  60-01    on   900114-1B   No 
nonconp  I  unee    noted 

STOHft   J  P         Region   3,     Atlanta,     Fuel    Facility   i   Materials    Safety 
Branch        EO/02/21         2pp  * 

—  8004090302    IE    Imp   ftept    70-UOI/80-01    on   800H4-1B   No    nnncomp  1  ,aoce 
noted   Major    area*    inspected    radioactive    airborne    effluents, 
liquid    effluents.  procedures,  lab     instruments    4    effluent 
rtjst* 

C1BSON.A   F        ne9ion   ?,     Atlanta      Fuel    Facility    t   Materials   Bafetu 
QO/02/15         up*  J        Bef"0n   *'     M'a"ta'     °'"ei    °f    the    ">l»cU? 

3004230237   Fot-uaHs    "EfMuenl   Monitoring    Rasul  ts,  Jul-Dec    1979    » 

ZEFF.DH        Babcon    L    Hittoi    Co    ,     Naval    Nuclear   Fuel    Ow        BO/Og/SS 

—8004380243   "Effluent   Monitoring    Resul  ts.  Jul-Dee    1979    " 

IEFF.D   H        Babcoci    t,   WiUo,    Co    .     Na^al    Huclear   Fuel    Div        BO/oa/28 


9004040013  Ac.-    receipt    Of   800307    Itr    mfornin 

ssxt  :"'::s  r':, 


ken    to 

,P 


IEFF.D   U         Babcoel    t,   wilcoi    Co         90/03/07 


"WW0400IB   F««''»    IE    jn.p    Rept   70-1201/BO-02   on   S00109-1I    fc   notice 

L,   o         „      !'"    af    "O'^t"1"    withheld    (ref    IOCFS2.   7901 
.H   D        He,|0n   2,    Atlanta,     Saf^uaro.    Branch         eo/02/as        2pp 


B0041i01Sl    Responds    to    NRC    600397    Itr    re    violations    noUd      111    IE    Imp 
ftept    70-1251/80-01    Disputes    nont  omp  I  i  nnco    aupportlvs 
docura^fitation  enc-I 
KREMSER.  T   R         Albright    College         £30/03/13         Bpp 

8004160156  Discusses    IT    Insp   ffept    70-  taSl/BO-01    ti    forward*     notlc«    of 
violat  Ion 

MCCUIfJTOCK.fi    0        Region    !.     Philadelphia,     Offlcu    of    the    IHrBCtpr 
BO/02/27         2pp 

0004160139   Motico    of    violation    from    Insp    on   000250   Nonco^p  1  i  *t.c.    nobod 
records    of    leak    tests    conducted    on   Pu-benj  1  1  lum  TlButron 
loorces    mere   not   available    for    Insp 
*     Region    I,    Philadelphia,    Office    of    thn    Director        00/QJi/37        lp 


_._  CXXOfJ  NUCLEAR    CO    ,     IMC 

8004150113  Advues   of    UsuBnce   of   Amend    21    to   LiCDme  aNM-1227    r« 
temporary    increase    In   Pu    poEsesi.1  on    limit 
CROW,WT        Uranium  Fuel    Ltcenslnj    Ornni.h        79/15/10        lp 


inc,  easing    Pu    ppill(,, 

°   EIA""»-*'«   -«l.r-t.on    or    envtr 

"   u        "•"•"««'  Fuel   Lit.n.ina    Branch 


01,  Corp 


In.       (sub,      of 


-8004090370  Propped   Amen,    ,8    to   LicensD   BNM_iaa7,  Sec  „„„    , 
a    u    i  4    13  re   concentration   contvol 
•      E««n   Nucloa,.   Co   ,     rnc       (subs      of   E,,0n  C0rn    )        79/12/17        6PP 


DOCKETED  ITEMS 


—8004)40464   Revised    application    for    amend     of    License    SNM-1327 
incorporating     organ  i  lat  i  on    changes    Replaces    Apr     1977 
version    in    entirity 

*      Enon    Nuclear    Co    ,      Inc        (subs       of    Enon    Corp     )          79/04/30 
350  fp 

8004030239   Forwards    IE     Insp    Rept    70-1257/30-03    on    B002S1-24    No 
none orop liance    noted    Encl    withheld    (ref    10CFH2   790) 
NDRDERHAUO,  L    R          Region    5,     Ban    Francisco,     Safeguards    Dranch 
SO/03/ 10         2pp 

8004030006   Forwards    feeder    rept    foi     Region    5    coverage    of    transportation 
insp    of    SSNM    tram   ties  tlnghouse.  Cheauich,  PA    to    Em  on    Nuclear 
Co.Richland   WA, B00219-21    W/o    end 

NQRDERHAUQ.L    R         Region    5.     San    Francisco,     Safeguards    Branch 
BO/03/11          Ip 

B0041000A6   Foruiardi    Endorsement    19    to    MAELU   Policy    MF-94    for    Lieonse 
SNM-12S7 

NILSON.R        Eman   Nuclear   Co    .     Inc       (subs      of    Enon   Corp    )         BO/O3/I1 
3pp 


— B004240274     "Consolidated    ^rth     "    Vc- 1  s     1     '-     2 

»      General    Electric    f  o          NrDO-21^-36         BO/O1/31  llPP 


S004150129    Opposes    choice 
waste   Suggests    that    ujas 
site 
JAX.fi         Af  f  i]  lation    Unl 


of    Hoi  r  i  s .  1L    as    dump  ing     site    for    nuclear 
te-    disposal     be    pai  t     of    nucle-ar    plant 


30041B0133  Submits  info  eon.fi 
rail  attachment  foi  cask  c.r 
DAW90N.  [>  M  General  Electr 
BO/03/27  ;>pp 


lelcon    u/0    Kesman    Descril 
*-    attac  hrsien  t    ftii    basin   crane 
Co    ,     Nuclear    Energy    Products    Dlv 


H00414007Q    Ft 
F10DNEV.  H    f, 


jaids   GE    2OO?^7     Ui     ro     info    for    uRNL    re    crane    details 
Mayer.     Broum    f-    Plan         BG/03/O3         Ip 


8Q04Q9O5O2  Forwards    corrections    to  Revision    1    reneual    application    for 
Licensa   SNM-1227  Site    plan   Figure    D-3-2  !.   Attachment   P 
updated 

ESTEY,H   P         Euan   Nuclear    Co    ,     Inc        Isubs       of    Emon    Curp     I 
BO/03/13         Ip 

— B004O901QB  Correct! ona    to    Revision    1    of    renewal    application    for    Licenat 
SNh-1227   Correct  lulls    Include    editorial    changes,  add  1 1  Ion    of 
scale    to    site    plan   Figure    D-3-?    t,    incorporation   of    addl    ref 
info    Attachmont   P 
o       Elian    Nuclear    Ca    .     Inc        (subs       af    Enon    Corp     )          BO/Q3/13         6pp 


— BOD41400B2    Confnnis     info     fuiniahsd    t-o    GRNL    re    crane     details    Casli    crant 
rail     IE    US   Steel     13511    rail    It    is     in    contact   ui/invcrted     IB- 
Inch    steel    channel    Busin    crane    tail     Is    4Ott    rail    t,     is    clipped 
to    lop    of    concrete    uiall     ui/5teol     rail     base    clips 

DAl'Smi,  D    H         GeneTal    Electric    Co    ,     Nuclear    Energy    Products    Div 
80/02/37         .Ipp 

B004090040    rtc  t    receipt    of  7?12I1?     Itr    re    changes    to    physical     security 

plan    Changes    acceptable  End     to     1 tr    withheld 
(ref    1QCFR2    790) 

HCCDRKLE,  G    W         Physical  Security    Licensing     Branch          BO/03/07         Ip 


— 8004090113   Submits    update    of    descriptive     Info    far    Ham    Rapids    Fuel 
fabrication    plant    Includes    info    re    afc    bldg    camp  lex 
addition,  new    process    chemical    uaste    storage     lagoon    *4    malnt 
facility    Diagram*    one  1 
*      E>ion   Nuclear    Co    .     Inc        (subs       of    Enon    Corp     )          79/11/12         Spp 

Q0040flO£>O9   Advl  scs     that    791119    request     for    amend    to    authoriie    operation 
of    three    addl     facilities    has    been    additionally    classified    ai 
lafaauardi    amend    Ij  requires    addl    fee 
WEISS,  J   D         Lfconie    Fee    Management    Branch         30/03/19          Ip 

BQ0418O443  Forwards    IE    tnsp    Kept   70-135//80-03    on    800129-31    t.   notice    of 
violation  Notice    of    violation  withheld    (ref    IOCFR2  790) 
NORDEI1HAUQ.  L   R        Rug  i  an   5.     San   Francisco,     Safeguards   Branch 
SO/03/19        3pp 

8004100073   Foruiardi    Cndarsemmit    13    to    KEL1A   Policy    NF-193    for    LlcsniB 
SNM-1337 

N1LSQN.  R        Elton    Nuclear   Ci>    .     Inc       (subs      of    Enron  Corp    >         QO/03/SO 
3pp 


S0040BQ679    Requests    addition    of    EJ   Ouigloi|    to     sue     list 
QUIGLEY.E    J         Affiliation    Unknown         00/03/13         Ip 

B004140060    Forwards   OL    SOOT i I     '      1?    Urs    re   NEOH-306B2.     "Sabotage 
Analysis     for    Fuel    Storage     al    Mairis."    i     amend    fee 
nOONEV.  M    A         llayei,     Urouin    '-    Platt         BO/03/17         Ip 

— B004140070    Forwards    reprint,    af    NEr)M-20£,H3.      "Sabotage    Analijais    for    Fuel 
Storage    at    Morris,"     in    response     to    tiRC    request    Reprint 
contains     ei rata    previously    submitted     a;     separate    documents 
on    741317    U/o    one  1 

RQQEH8,  H    A         General     Fle-cliic    Co    ,     Nuclear    Energy    Products    Div 
BO/03/11          2p(i 

— B004140073   Forwards   GC   Check    BbbBGl    to    be    applied    to   amend    of   Matls 
License    SNM-1265   as    roqirasted    in   OF   £100(23    Itr    Ark    receipt 
of    CE   Check    S5B33S   U/o    encl 

DAWSGNp  0    M         Genoial     Fleeli-lc     Co    ,     Nuclear    Energy    Products    Div 
BO/03/12         3pp 


8004100109  Advises    that    Liconso  Condition   2   7  2   has    been   added    to 
Amend    MPP-2    to    License    SNM-1H27,  per   900303   req,u*»t   for 
nrmption   re    requirements    lo    perform    receiver's   measurement 
on    "oma    fuel     rofls   Util     Itr    to    be    withheld     (ref    IOCFR2   790) 
PARTLQW.J  0        Material    Control    Licensing    Branch         BO/03/21         Ip 

BOQ41105&0  Advises    that    Ofc    of    Controller    has    been    notified    to    refund 
difference    between    foe    paid    for   7911QB  &    14   applications 
fur    amend    to   License    SNM-1BH7  i    ac  lua  1    revieui   fee    based    on 
manpouar    eipendltures 
MILLER, W  0        Licenm    Fee   Management    Branch        BO/ 03/28        Ip 

00041*0018  NoLlfles    that   Div   of   Fuel    Cycle   fe  Mall    Safety    has    been 
authorised    to    complete    rovlaur  of    now    operations    prior    to 
startup    Includes    laundry    faci 1 i ty,  was fce    U   recovery    facility 
8,  addl    conversion   capacity 
PAF1TLOW,J  0        Material    Control    Liconsing    Qraftch        80/03/31         Ip 

8004330013  Foruiards    IE    Info    Notice   90-14.     "Safety    Suggestions   From 
Employee*    "    No    action    required 

EUOELKEN.fi,  H        Hoijion    3,    3an   Francisco.    Office    of    the   Dimeter 
BO/0-l/OS        Ip 


DOCKET  70-1308  MORRIS  OPERATIONS.    GENERAL  ELECTRIC    CO 

8Q0424QE67  Application    for   amend    of   Mat  l/B<jp  roduc  t    License   SNM-I263, 
luthoriiing    deletion    «f    references    to    Series    A  revisions    of 
NEDO-B1326  ("  substitution    of    references    to  Series    C 
revi»!o.ns. 
DAW90N.  D  M        O»neral    Electric    Co        HO/01/23        3pp 


— 80042-IO277  Forward*    fee    for   amend    of    Licenie    SNM-136B 
DAWSON.D.M        General    Electric    Co        80/03/12         Ip 


346 


DOCKETED  ITEMS 


Urges  ASUH  to  vacate 
o  stay  proceeding: 
aj  fron  storage 

lt!pp 


interpret-n,] 
ROTHSCHILD,  H 


if    t  r.u  1 1  -  f 
111  tr  i   i'     li|  . 


aQO413QQ2,6     Respond-,    to    3fpe^I     re    fGlt.    reiueit    for    all    records    re 
sabotage     ar«il.jtefr    f  -  r     s  [  e  n  t    rue]     storage    «*  t    M  o  i  r  i  s    operation 
in    norris     Ju    [,,f0    mlMitn     (ref    FOM   t-sifition    4  1    Release 

DIRCKS.W     j         Dffits    of    t(i*    fifvtue    Director    for    Operatlon( 
/0:3  ->p( 


80O4I7O1&7     Ad, lies    ot    o  .or c ha^ge    fnr    amend    rt 
Controller     tia  +  ifitt    to    refund    ditftrence 
MILLER    U    O         I  icsrse   Fee    nanagement    Branch 


iei<   fee   NHC    Ofc    of 
SO/04/03         IP 


aoOW703BO   Ass    receipt    ^    B00311     Itr     transmuting    security    plan    for 
transportation    or    SUM    of    racket  a  to     strategic     significance 
Fee    to    be    assessed    per     licensing     review 
UE15S.D         Ofuce    of    Admi  n  i  =  ti  at  i  on          00/03/20         lp 


DOCKET   70-1721   FUEl     REC      (•   bTOR      STA     ,     ALLIED^GEIJERAU 

B004030024.   Memorandum    of    understanding    between    NRC    t    FEHA    re    prpmpt 
improvement     in    radiological    emergency    planning    t> 
nreparetlness,  d]sti  ibuteii    at    Boai  d     notification 

GOSSICK,L   V         Office    of    the    Eieculive    Director    for    Operations 
BO/04/03         34pp 


DOCKET   70-1739   TFi  I    STATF   MOTOR    TRANSIT    CO 


6004230197   Responds    to    BOO 130    Itr    ruquestinfl     tamporflry    around    to    SNH 
Security    Transpoi  lation   Plan    II    Request    h^a    been    revieyod    t 
found    acceptable 
MCCGRMLEiG   U         Phgslcal    Secuiitv    Licensing    Branch         GQ/02/13         lp 


6OO41OO15I     Reiponse    IPI    oppusiticn    to    State    of    IL    amendefl    Content! 
ltfi,3,  die)     7ia)(bl    '     10    Supports    Contention    7<d    Position 
PS    admit  16  1 1 1 1 1,    of    otnsr    'sntentions    renains    unchanged 
Urge*     danial    of    rpcani lOerjt I  on    re    notion    to    itay 
fJOTHSCHlL.D,  rl   U        hearing    Branch     !         BO/04/0^         !4pp 


B004230062   Discusses    B003PS   Safeguards    Physical    Security    Licensing 
nranch    memo    advising    of    three    revieiui    !.   approvals    repartod 
undar    one    project    control    numbei     Ofc     of    Controller    notified 
on    B003I7    to    Invoice    licensee 
WEISS, D        License    Fee    Management    Qr-anch         BO/03/2B         lp 


ESponEB    in    opposition    to    intervenor    Rorem. et   al    BQ0319    re 
araendeti    Contentiont    1    B,  i    L    I    2-7   Urges    admittance 
Contention    1    D    raitin;    appropriate    issue    for    cons  iiJerat  Ion 
Certificate    of    S.c    end 
ROTHSCHILD.  M   U        Hearing    Branch    1 


SOO4230O63    Fnru-drdi     IE    In'o   fjatice    80-14      "Safety    Suggestions    From 
Emplo-jets     "    No    action    required 
KEPPLEfi.  -J    C         Region   3,     Chicago,     Office    of    the    Director         BD/04/04 


DOCKET    70-233*   NEW   ENGLAND   MEDICAL    CENTER    BOSTON,  MA 

9004000199   Ack    receipt    of    B00303    Itr     informing    NfJC    of    »t»ps     taken    to 
correct    violations    nnted     in    IE    Insp     Repts    30-0106B/QO-01  , 
30-002.10/BO-Oh  30-15064/00-01    £    7O-aaS4/BO-01 

MCCUlNTOCK.n   0        Region    1,     Philadelphia,     Office    ot    thn    Dtroclor 
BO/03/  11          lp 


QOO438O305-    Response    to   State    or    IL    second    set    of   anended    contentions    & 
motion     to     slay    proceedings    IL    riling    is    deliberate    effort    to 
delay    pT-ocerding     IL    iefu;es    to    inform   ASLB,  NRC   !•   G£   re 
issues     fur     litigation   Certificate    of    Svc    encl 
BZWAJKQ^SKI,  R         General    ttectiic    Co         GIWAJKCHSHI.  R         Mayer,     Broun   b 

putt       ao/oa/04      'jam 

aO0417<j251     Advises    of    intentiiin    to    respond    to   EJ   Ualsh    300319   petition 
fco     inte<rv>np    served    on   NKC    on   600403 
ROTHSCHILD,  rt   U        Hearing    Branch     1         80/04/15         lp 


—  B00a090213   fteiponda    tn   WC    900223     Itr    re    violations    noted     in    IE    Insp 

Rspts    30-010ftQ/BO-01,M-00240/SO~Olp30-15064/aO-01    d 
70-2254/BO-Ol    Corrective   actions    necessary   monitoring 
relnitltulod    on   000207 
TRULL,  D         New   England    Medical    Center    Ooston.MA         BO/03/03         ip 

—  BOOflCa0230   Forwards     IE    Jnsp    Repts    30-OlBi.B/eo-Ol,  SO-OOHIO/BO-Ol. 

30-15064/90-01    &•   70-233-1/30-01    an    H00205-07   I*   notice    of 

violation 

MCCLINFOCK.R  0       Region    1,    Philadelphia,    OffUc   ot    tho    Diroctor 

BO/02/22         2pp 


State     of     IL    second    tet    ff    aiendcd 
re-dnnendpEl     content)  on  s 
ROTHSCHILD. M    U        Heannj    Branch     1 


ror;    in   HOC    B00404    reiponges    to 
:ontentions   i   Rorem,  «t    al 


80/04/17        2pp 


ao-04330377    Response    in   opposition    to   E   Ualih    800319    untimely    petition 
to     intervene    Petitioner    failed    to    state    good    contention, 
demonstrate    standing    ',    establish    good    cause    For 

ROTHSCHILD.  H    U        Hearing    Branch    I         80/04/1B        20pp 


Memorandum   of    understanding    between   NRC   '•.   FEMA   re    prompt 
improvc^e-nt     in    radiological    emergency    planning   tt 
prepat  «dn**Si  distributed   as   Board   notification 
(JOSSICK,!.    V         Office    of    the   Encutiv*    Director    For   Operation! 


US      NUCLEAH       II' 


DOCKET 


SOO42B0247    Forwards    IF    Injp    Rept    70-1319/BO-OI    on   800206-07   No 
nancumpl i»nee   noted 

STOHRp  J   P          Hcgion   2.    rttlanta,    Fuel    Facilitu  !.  Materials   SaFttu 
Branch         00/03/10       2pp 

—  gOCH28G23S     IE    Insp   Hept    70-1319/SO-01    on   B00206-07   No    noncompl  lance 
note-d    Majoi-   areat   inspetted    conf  i  rmatrorij    survey   activities  t 
ttatus    at     activilifi    to    be    completed    prior    to 
d»ctn*mi*-»itmlno 

QIBSOU.A    F         Rejjon   3.    Atlanta,     Fuel    Facility   t.   Materials   Saf.tu 
Branch  PAVIS.  J   H   .     KAHLE.  H         Region   S.     Atlanta,     Office    of    th« 

Director  0D/O3/07        4pp 


— S0040BOa-ia   Notice    of    violation    from     Insp    on    500205-07   None  omp  1  lane  • 
noted    failure    to  make    surveys    of    airborne    radioactivity 
7912H-B00207  fi   failure    to   perform    routine    thyroid 
moni  tor  ing 
*      Region    1,    Philadelphia,    Office    of    the    Director        BO/OC/2K,       lp 


DOCKET  70-2322  EDLOH    INTERNATIONAL   CO 


BQ0416Q003  Approves   route    through    Por  tsmouthi  VA   for  import    of 

irradiated    reactor    fuel    No   practical     alternatives  e«i»t    that 
are   not    located    In   heavily    populated     areas 

MCCOFWLE,  0  W        Physical    Sacurlti/   Licensing    Branch  00/03/12        lp 

B004040473  Approves    increase    in   number     of   routes   authorized    bij   NfiC 
791219  route   approval    .is    requested    *n    B00222    Itr 
KCCORKLE,  <?  H       Physical    Security   Llcenlino    Branch        90/03/13        lp 


DOCKET   70-2362 


9004210012  Discusses    IE    Insp    of   Licenses    20-03333-02  d  SN.M-1664   on 
800221    Mo   noncompllaiice    noted   Major    areas    Inspected 
selective   eiams   of   prnceduros   fc   repr-es  Bntative   recordli 
intervieuis   ui/per»onne  1,  measurements    i    observations 
rtCCLINTQCK.f)   D       Region    1,    Philadelphia,    Office    of    tht   Director 
60/02/28        lp 


DOCKET  70-2478  TRANSNUCLEAR,     INC 


DOCKET 


TRANSJ1UCLEAB,     UK 


O04IBQ093  Forwards    iecur,ty    plant   re    transportation  of   BNM  of  moderate 
8,    loiu    *tr»tegn:    ilonificance  W/ci   encl 

Transnucl«ar.    Int        SO/03/  ll        l 


B004030323  Forwards    IF    Irisp   Hept    70-2470/BO-01    on   000S26-S7   No 
noncompl  lance   noted 
KENNA.U  D        Region  2,    Atlanta,    Safeguard*   Branch        BO/03/11 


2pp 
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—0004030362    IE    Insp    Rept    70-247B/BO-O1    on    BOQ224,-27   No    none  omp  Hanc  a 
noted    Major    area;    Inspected    physical     protection    requirements 
For    irradiated     fuel     in    transit    Details    withheld 
(rof    1QCFR2   79O) 

TOBIM,  U   J         Region    S,     Atlanta.     Safeguards    Branch         PERNV.  C    D 
Region    0-    Atlanta.    Office    of    the    Diie-ctor        BO/O3/IO        lp 

B004240247    Approves    route     through    Portsmouth,  Vt\    for  imports    oF 

irradiated    reactor    fuel    No    practical     alternatives  eiist    that 
are    not     located     in    heavily    populated    areas 

MCCORKLE,  0    U         Physical    Security    Licensing    Branch  30/03/12          lp 


8004000372   Firuaids    June     If11?      Fnj.i.al    Trotoction    of    Shipments     of 
Irradiaied    fteactot    rue  1 ,  1  nt-ci  im    '^irtflncp,"    rJUflE'i-OSfal 
U/o    encl 
KETCHEN,C    G          Hearing     Branch    -1          00/03/^1          lp 


80041  IOIS3   Motion    IP    deny    C 
Introduce    addl    evidence     i 
alleged    scale-model     test 
Inconsistent     u/i  egula  1  10(1 
MCGARRY.J    M          DuU   fouti 
BO/04/01         Cpp 


clina    £11.11011    Study    Group    request    to 
cask     drop     issue     Introdu-c  1  1  on   of 

rask     tippiiig     incident     is 
''    ruling    IJ/Cert  i  F  itate    OF    Svc 

MCCARRV.J   M         Det>cvois-e    t,   Llberman 


6004310075    Forwards    Amend    3    tn    license    for    Transnuc 1  ear,  Inc     to    Import 
£43   OSS     kg    U,  containing    459    SO 7    kg    U-235   &    2    4Oi    kg    Pu,  f rom 
France 
BTONEDURNER.  W         Transnuc lear.     Inc         BO/O3/14          lp 

--8004210077    Amen*    3    to    license    for    Trans  nun lear,   Inc     to    import    443   058 
kg    U   containing    -159   507    kg    U-235  /,   2    406    kg    Pu    from  France 
PETERSON'M  H         Office    of    International    Programs         79/09/23         lp 

— BGG421QG7S  Amend     1    to    license    for    Transnuc 1  ear.  Inc    to    increase    quantity 
of   matl    authorized    for    Import 
SHEA,  J   R        Office   of    International    Programs         76/05/26        lp 

— B004210QBQ  License    for   Transnuc  lear.  Inc     to    Import    121    70B    kg    U 
containing    ff,    607    kg    U-335   t  A66   g    Pu 

QUHINrM  A        Assistant    Dirnctor    for    Ei port/ Imp  art    &    International 
Safeguards        77/O7/IS        2p  p 


BOQ12300/B   Fomiaids    BOOIPP    BEC  Y-HO-  1  th    ipquesting    amend    to    irrad 
roac  tor    i-ue  1     in-ti  ans  1  1    physical     protection    requirements     I  F 
amend    approved,  e  f  rec  t     on    IJRC    case    re    spent    fuel 
transportation    ^    storage    <j  1  1  1    bo    provided 
HOEFLING.B    h          He,irinj    tSrgnch    4         dO/04/OI  lp 


S004030D26   lletnoi-andiim   o.     und  entand  i  ng 
Impiovemcnt     in    radiological     emeigcrnij 
preparedness  i  d  I  s  tnbu  t  pd    as    Doai  d    not 
GDSSICK.L    V          Office    o*     tfce    E.ecutivc 
BO/04/02 


betiucen    NRC    t.    FEMfl   re     pr 

planriing    t 
ification 

Director     for    Operations 


B004230013   Motion    rcquei  t  I  ng    ASLB    consideration    of    proposed     pri 
route    Applicant    does    not    deny    availability    of     alternate 
routes    Pertinent    NRC    regulation    ba-sed    on    Bandis   LalJs     studij 
Study    envisions    hlgMy    unlikely    sabotage    event 

HCGARRY.J   M          Duke    Poiuor    Co         MCGrtFlRY.  J   M         Debevois*    b   LlJier 
QO/04/04         7pp 


mpt 


DOCKET   70-2479    TR A N9 NUCLEAR.     INC 

S004240247    Approvos    route     through    Port smo uthi VA    for  imports    of 

irradiated    reactor    Fuel    Kn    practical    alternatives  eilst    thai 
are   not    loccled     in   heavily    populated    areas 

HCCBRKLE.  0  M        Physical    Securltij   Licensing    Branch  80/03/12         lp 

8004H034S    Foruiards     l£    Insp    Rept    70-2479/80-03    on    00O305-0&   ND 
none  amp] lance    no  ted 
KGNNA.  W   D        Region   2.    Atlantai    Safeguards    Branch         BO/03/35        2pp 


80041B0433   Forwards    NfiC    QOO1O3    111     Lj/eticl    commercial     neuipsper 
advertisement     re    resumption    ct    evidentiary    hearings    KflC 
uiishes    to    nctifv    public     officials    of    countiei     in    tuh  1  E  h 
proposed    alteinate    routes    are    laca'ed 
KETCHEN,  E   0          Healing    Branch    4         BO/O4/Oa          lp 

— BO041BO'I41    Notifies    of    i-esumpt  I  oi]    of    evidentiary    hearings    re    amend    of 
License    SIJM-1773   Proposed    action     is    to    tiansport    up     to   300 
spent    fuel     assemblies     from   Oconee    nuclear    facility     to 
McGuire    nuilear    facility    Conmttcjal    neuspaper    notice    encl 
ROUSE, L    C          Advanced    F-us!    i   Spent    Fuel    Licensing    Branch          BO/04/03 
3pp 


—0004110549    IE    Intp    Rept    /0-2479/BO-03   on   B00305-06   No   noncomp  1  i ance 
noted    Major    ar«as    inspected    p^gstc<^l    protection    of 
Irradiated    fuel    In    transit    Details    withheld 
(ref    IOCFR2  790) 

TOBIN,  U   J        Rejian  S,    Atlanta.    Safeguards   Branch        MOORE.  D   E 
Raglan   S.    Atlanta.    Office    of    the   Director        HO/03/2S        lp 


DOCKET   70-2A23  MCQUIRE  SPENT  FUEL  POOL.     DUKE  POUCH   CO 


8004220303  Protests    proposed    shipment    of    nuclear   uaste    from   facility 
in   SC    to    facility    In  NC    Nuclear    plants    should    be    required 
to   noutralile   radioactive   matl    rather    than    transport    It 
SPARGO.L   L      Affiliation    Unfcnoum        BO/03/OB        2pp 


B004160197   Forwards    DS   Epitaltuj.JN    Uonofieui,  CR   darotta    ft    E   Lanti 
profiled    testimonies    re    amend     to    Licerise    BUM- 1773    for    Oconoe 
spent    foil     Iranspor  Ut  ion    t/    storage    at    HcGulre 
KETCHCN.E    G          Hearing    fli  ancl.    4         ao/01/11         3  p  p 

— 8O0416011??    Profiled    tesLimony    re    BOO'lS'El   hearlno    Updates    license   amend 
record    re    spent    fuel     handling    t     storage    al  te-rna  t  i  ve  6  ,  status 
of    NflC    spent     fuel    cask     rovicu   t.    pin    compaction    application 
BPITALHV,B    S         AdvanieJ    Fuel    '..    Spent    Fuel    Licensing    Branch 
80/04/11          5pp 

— SO04160P10   fiupplcmenta  I    NRC    rept    "Spent   Fuel    SLorage    of  nconee   Spent 
Fuel    at   McGuire    Nuclear    Station    -   Unit    1     " 
*       Coinniission         BO/O-i/ 1 1          ?pp 


—9004220315  Dl«cus*o»  Oaston   County. NC    resolution    re    transportation    of 
ipant    nuclear    fuol    through    countu   Hcqueits    opportunity    to 
present    resolution  at    Nf)C   800-1EB   hearing    in   Charlotte  NC 
HUNBCKERfD  0        Affiliation    Unknown        00/03/19         lp 

— 8004220326  Favors    transport    of   nuclear   iua*te    through   Mount   HollijiNC 
Other    dangerou*    ihlpnants    routinely    pass    through    city 
SET1ER    B   Fl      Affiliation  Unknown        80/O3/20        lp 

— 600432033!    Fnvors    ihipmont    of   nuclear    uasto    through    Denver.NC   t    storage 
of   onste   at    nearby    nuclear    plant 
KENNERUVrF  M      Affiliation   Unknown        BO/03/19         lp 

— -0004220343  Opposes    transport    of    nuclear    luastp    through   Mount   HnHyiNC, 
RoutB    is    extremely    haiarduus    due    to    presence    of    high-*p*ad 
intersection   !•    frequency    of    accidents 
MClNTOBHiW  0         Affiliation   Unknown        00/03/18         lp 

— B004220353  Qapaies    transport    of    nuclear    uaite    through   Lincolntoni NC 
auction*    necessltij    of    transporting    safe  matl    from  plant 
ROBINSDN.F  8        Affiliation    Unknown        90/03/11         lp 

~B004BE036a  Notifies    that    04»td"   Taipayers   Association   opposes    transport 
of   nuclear  waite    from   Oastor   NC    facility 
SUTHERLAND, fi         Affiliation   Unknown        30/03/07         1 p 


800403032i  Serves    routing    info    re    spent    fuel    transportation   b   storage, 
ptr   Commission   SOOS29   order    denying    NRC    petition   Fo-ruardt 
RD  Olenn    t-  CV  Hodge    testimonies    evaluating   route    changes   per 
EIA  H/D    »n«l 
HOEFLINO.R   K        HJearins    Rranch    4        80/03/07        2PP 
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23t>  Af  tidtwit  rt  o-.upntl 
assembly  Tupture  at  ?  0  tJaij;  i 
-spent  fuel  pool  Completes  r,oL 
Suppoi  lino  d oc unenla1 i en  entl 
COt-IOHEW,  J  N  Ffwironinenra]  E. 


,ihen    stored     In   HcGuirt 
se    ro   ASLB    791031    orilE 


iluatioti    Branch 


Bpp 


— 6004160240   Affidavit    re    of  up*t  I  anal    doses    caused    by    Dconee    spent    fuel 
•aiiemblij    i  up  t  ur<  ,  nt.    '10    daij  s    in    ageiuhen    stared    in   McQuire 
spent     fusl     ponl    Computes    1'fC    response    bo   ASLB    791031    order 
Supporting     d  E>c.umenLat  ion    enc  1 
DnNQHEH,  J   N         Environmental    Equation    Branch         BO/Q4/10         Bpp 

— BC04160?4'1    Affidavit    mod  i  MJ  ing     JN   Donot-ou   300111    af  f  idavi  tp  Tab  1  e    2, Page 
10  t,  Table    3, Page    11 
DDMOHtU,  J    M         FIWII  eminent*]    Evaluation    Branch         90/04/11         3pp 

a00416G2i>5   Response    requesting    deferral    of    ASLB    consideration    of 
applicant    9001*105   motion    piaposing    primary    route    of    (pent 
fuel    shipments   UvgeE    f\1LB    to    hold    motion    in   abeyance    pending 
Co-nniiss  i  on    action    re    security     mua    U/Cert i f icate    of    Svc 
HOEFLINO.R    K         Hearing    Branch    4         60/04/11         9pp 

6004330510   Response    in    support    at    Duke    Pocucr    Co   000401    motion    to    deny 
Carolina   Environ    Study    Group     introduction    of    addl    evidence 
re    casV     drop     159  us    flood    cause    foi     reopening    record    not 
demonsti  ated    U/Cert  \i  I  cats    of    Svc 
WETCHEN, F   &         Heann6    Branch    4         90/04/21         Bpp 

8004-100558   Further     supplemental     testimony    of    RU   Hostian    re    spent    fuel 
starve    High     oeisity     rein, ling    discussed    Pp    1-3   Certificate 
of   Svi    and 
B05TIAI.,R   W         DuVe   Pouer    Co         SO/03/17         Spp 


DOCKET    7Q-27Q&   GENERAL    ELECTRIC   CO 


800407013&   Formal  ds    info    requesting    route    approval    for    shipment    of 
Irradiated    reac  trot     fuel    End    withheld    <ref    IOCFR2   790) 
CARRIER. 11   J         General    Hectnc    Co         80/01/2?         Ip 

6004020147   Responds    to    791205,  000129   !•   O213   requests    for    approved    spent 
fuel     route   Route    I    laui   enforcement    info   meets    NRC 
requirements    !•   approval   Route   (    laui   enforcement    info 
withheld     (reflOCFRa    7901 
MCCO.RKLE.Q   W         Physical    Secuiitg    Licensing    Branch         BO/02/22         Ip 


DOCKET    7O-I305   NISfcHQ- IUAI    AMERICAN   CORP 


B0042401B1    Foruaids    Fiecutive    tlranch    response    on    pending    application 
for     license    to    erport    highly    enriched    U    to    Japan   Requests 
identification    of    issues    l-o     include    in   analijsls 
SHEA.J   R         Office   of     l»te>  naU  ona  I    Programs         SECY-BO-iaO        80/03/03 


~SOO-1P'10190  Application   bij   flissho-lii'ai    American  Corp    for    license    to 
eippri   39    IB6    kg   U-235    contained     in    42    kg    U    to    Japan 

Hissho-Uiai     American   Corp         7H/03/00        3pp 


DOCKET   70-?372   REUTEH-STOI'tS 

B004170IOB   Ac*    receipt    of    800317     Itr    transmitting    plan  for    prot«c  t 

of    SNI1   Amend    to   License    SIJI1-1S26   mill    be    upon    issued  upon 
plan    appra/al    Fee    required 

WEIS5,D         License    Fep    Minagenent    Branch         60/O3/26  lp 


DOCKET    70-2909   WESTIIJGHOUSE   tLFCTHIC    CORP      PQUER    SYSTEMS 


8004180090   Responds    to    request    foi     name    of    chief    eiecutive    of 
municipality    01     county    mentioned     in    environ    rept    submitted 
in   support    of   791231    license   application    re    nuclear    fuel 
fabrication    plant    planned    tor    AL 
CELL1ER.F         Westinghouve    Fleet! ic    Coip         QO/O2/20         lp 

9004150104   Forwards    d  i  s  1 1  ibut  ion    listiFR    notice    !i    neua    release     re       I 
issuance    of    aNH    license    for    (ac 1 1 1 tu 
PAGEiR    G         Uranium   Fuel    licensing    Branch         BO/O2/37         4pp 

~a0041S01O7  Notice    of    opportunity    for    hear  ing,  aval  lab  i  1  i  tu.    of    anv 
rept    '/    intent    to    piepaie    DES    re    issuance    of    BUM    litenso    for 
f  ac  1 1 1  tij 
PAGE, R    G        Uranium   Fuel    Licensing    Blanch         80/02/2i         Bpp 

6004180090   Transcript    of    MS   900327    scoping    meeting    In    Prattvi  1  1 B . 
Pp    1-66 

ORAY,C    M         Affiliation    Untnouin         CROW.  U    .     SHUM,  E   Y         Uranium    FtiQ 
Licensing    Drancrt         90/03/37         67pp 

BOC"12402S7   Transcript    of    900:137    EiS    scoping    meeting    In    Prattvi  1  1  e , 
re   proposed   vendor    fuel    fadilcation   plant 
*      Commission         BO/03/P7         67pp 

800-1170202   Confirms    000325    telcon    le    establishment    of    Prattville     f* 
Library    as    official    NHC    1  P[)R    for    fabrication    plant    matl    NHC 
representativee   will    visit    tor    briefing    re    matl    filing    & 
retrieval    procedures 
CARRIER. W   B         Bivision    of    Rules    and    Records         00/04/01  lp 

0004250064  Motion    for    ei  tens,  ion   of    time    to   make    comments    on    scope 
proposed   EIS  re  Uestinghouse  SMh   application   NRC   statement 
at   800327    scoping    meeting    that    proposed    000703   t/   07 
deadlines    mere    incorrect    >J    ci  eated    confusion 

ARANC1V.R         Affiliation    Unknown         HCPH1LL1PS.J         Affiliation    Un  fen 
00/04/03        3pp 

8004300366   Response    in    support    of    HH   Campbell, A   Toledn,RE    Ely,  JA 
Johnson' MF   Cut  lei,  CO  liutleriR   Ai<onov,LG  Moore    V  GN  Brant 
petitions    to    intervene    Ui ges    proscntntion    of    common    interest 
by    tingle    spokem^n    subj    to    filing    of   one    contention 
TURK.S  E        Hearing    Branch    1        80/O4/2B        llpp 

— B004300371    Response    In    support    of    DLAllred    000407   petition    to 
Intervene  Petitioner    demonstrated    Interest    d  adequately 
Identified   relevant    Aspects    of   proceeding    Urges   admission    of 
petitioner    iubj    to    filing    of    one    admissible    contention 
TURK, a  E       Hearing    Branch    1         QO/04/2B        Bpp 


-B004S4OP02  Forwards   N  i  h'ho-Iuja  1    American  Corp   application  for    license 
to    eiport    39    1  Bb   kg    U-335    to   Japan   &    end    use    statement   End 
use    statement    onlij    encl 
TBUJI.K         Niisho-l^ai    American   Corp         78/02/OB        6pp 


DOCKET    70-3045    THANBHUCLEAR,  1  NC 


51    F-oruaids   Eiecutive    Branch    position   on  000121    applications 
:eiue$    to    eiport   highly    enriched   U   to   BelgiumiUest 
(.France    k    the    Netherlands  Bequesta    comments 
R        Office   of    International    Programs        SECY-BO-4S        80/01/34 


-8004CHOOB1    Forwards    application  by    Transnuc  lear.  Inc    for    license    to 

eiport   23   053    kg   U.  in    form   of  U   heiaflouride    enriched    to   mat 
93    3X    U-235,tn    West    Germany 

MAT80II.V        Transnuc  lear,     Inc  7B/O3/27        (p 

-aOOfl01O091    ftpplication    by    Transnuc lear,  Inc    for    license    to    eiport 
23  05B   kg    U.in    form  of   If   heiaflourlde   enrlchad    to  dial  93  3V, 
U-a3S.  to  West    Germany  fnd    use    statement  It  checklist   encl 
MAT-SON.  V         Transnu  clear,     Inc         70/03/27        3pp 


-BO 04 30 0373  Response    in    support    of    State    op   AL   participation 
interested    state    in    proceeding 
TURK.S   E        Hearing    Branch    1         SO/Qil/2fl         lp 


-0004300301   Requests    pai  tic  ipat  ian    In   possible    hearing,  as    Int-eri 
state    per    [OCFBH  715'cl    Notice    of   BE  Turk    appearance   i. 
Certificate    of   Svc    encl 
MYERS, I    L        Alabama.     State    of         00/03/21          4pp 


DOCKET    70-2917   TKMNtSSEE   VALLEY   AUTHORITY 


0004240201    Fnruai'ds   License   SNM-1H65,  autlior  i  i  ing    receipt,  posset*,  i  e> 

imp   '/    storage   of   U-235    fuel    assemblies   ft   mat    o(    100   fuel 
rods   License,   also   allauis   packaging    &  shipping    for    transfer 
Safety    evaluation    encl  ; 

PAQEiR  0       Uranium  Reiovory   Licensing    Branch        BO/01/30        3pp          ', 

] 

— BOO '134 020 7  License   SNH-1B6Q.  author  i  i  ing    rec  e  ipti  possesi  ion.  i  nep  f 
tt   transfer    of  mai    of    2.110    kg    u-235   fuel    assemblliE    b    100  ' 

fuel    rods   Licensee    is    eiempt    from  matls    provision*    of 
10CFR70   H4 
PAGE.n   0       Uranium  Recovery    Licensing    Branch        BO/01/3O        app  J 


-B004240317  Safety    evaluation   IB   util    application   for    license  fco  ' 

receive   mai    2.110   kg    U-235   fuel    assemblies   i   100   fuel    rods  (• 

License    should   be   granted   w/eiemption   from    10CFR70  24  { 
CRDW.H  T   .    DELAI.'EY,  J  L       Uianium  Recovei-y    Licensing    Branch 

00/OI/30        Spp  I 
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DOCKET    70-2720   ALABAMA   PQUER    CD 


DOCKET    71-004*?    (JAW    TEPT    HF 


B004020473   Forwards   License    BNM-1B6B    for    uti 1 ,  author i  i  ing    receipt, 
possession    E.    storage    nf    U    omiched     in    U-235    isotope    !<   Pu 
License   alto   authorlies    packaging    of    fuel    assemblies    for 
delivery    to    carrier    Safety    evaluation    encl 
PAGE.R   0         Uranium   Fuel    Licensing    Branch         BO/O3/I2         2pp 


B00415027B   Forwards    OA    program    fD,     receipt,  hand  I  ing.  «torage    fc    transfei 
of    special     foim    r  adlc-di  live    in  1  *-     in    re;por  ;e    to    [JRC    H00304 
Itr 
GfiOVES.I*    L         Ua.ijrDept    «r,     f,a,al    Nuclear     Pouer    Unit         60/03/13         [p 


—900402046!    License   SNM-IS68    for   ut  1 1 , author i i ing    rec  e  i  pt,  possess  ion, 
insp    If   storage    of   U    enriched    in    U~233    isotope    in    fuel 
assemblies    &    fission    counters,     i   Pu     in    encapsulated    Pu- 
borgllium  neutron   sources    K    alpha    sources 
PAGE.  Fl   0        Uranium  Fuel    Licensing    Branch        80/O3/12        2pp 

— B0040204B5  Safety    evaluation    supporting    790918   application    for    license 
for    fuel    t  accessories    Licensee    should    be    granted    eiemption 
from    1OCFR70    24    requirements 
DELANEYi  J  C        Uranium  Fuel    Licensing    Branch        SO/03/13        Spp 


— SO04 150270   Forwards    QA    pi  ogram    for    isteipt, handling,  storage    £.    trans 
of    special     form   radioactive    naM 
WARD.C    E         Mcivij.  Dept    ft         "'9/11/1?          Ip 


— BOO415Q2B4    QA    program    for     receipt,  I 
special     form    i  adio*c  1 1  ,>e    rn.it  1 
*      Navy.Dept    of         79/11/1?         fljsp 


B004100339   Forwards    OA    (M  ogram    approval     for    radioactive    mat  I    package 
MACDDUALD.C    E         Trannpoi  tati  on    Branch         BO/03/27          Ip 


PACKAGING  OF  RADIOACTIVE  MATERIAL  FOR  TRANSPORT  AND 
TRANSPORTATION  OF  RADIOACTIVE  MATERIAL  UNDER  CERTAIN 
CONDITIONS 


--BOOH100242   OA    program    appro, a!     for    radioactive    natl     package    0049, 
Revision    0 
HACuONALD,  C    (£         TT  anspor  lati  on    Branch         90/03/27          Ip 


DOCKET   71-0005   MAONAFLUX    CORP 


8004290495  Understands   QA   program  description   mill    be    submitted    by 
B004I7 
MACDQMALD,  C   E        Transportation   Dranch        80/03/04         Ip 


DOCKET    71-0096   PAN    fiMCPICAN   WORLD   AlRlJAi'S 


B0041B0042   Foruiai'ds    levised    QA    plan    tor    transportation    packages    for 
norma 1 /sp e c i a  I    fuim  radioactive   mail 
DUNNiN   M         fan    American   Hor  Id    Airuaijs.      hie         BO/03/19         Ip 


noCKET   71-0009    ISOHEDIX.     INC 


B004090220  Advises    that    vendor    is    in    process    of    transferring    mfg 
activity    to   AECL   Target    date    for   retolving    transfer    details 
li   800430  At    that    time,  vendor    mill    advise    of    last    date    to 
ship    matls    or    submit   revised    OA   program 

DIETZ.OR         Isomedii.     IDE       (subs      of   Maesficld    Enterprise,     Inc    ) 
BO/03/17        Ip 

— B004090223  Advises    that   NfIC    790730    Iti-    requesting    addl    info    re   QA 
program  on    timoly    basis    has   not    recoivod    responsa  Provides 
Pormadr previ ous    correspondence   &    franked    envelope    for 
immed late   response 
MACDONALD.C   E        Transportation   Branch        BO/03/04        Ip 


DOCKET  71-0013  I-IAVV,    DEPT      OF 


— 80Q4iaoQi.9   Jlevised    QA    plnn    for    ti  anspoi  tat  I  on    packages    for    normal/ 
special    form   ladioacti.e    maH 
DUN'J.H   M         Pan    American    Wo.ld    Airuuys,     Inc         60/O3/19        Bpp 

8004100231    Foiuards   QA   program    approval     foi     radioactive   matl    package 
MACDQNALu.C    C         Transpoi  taf  i  on    Hranch         90/Ofl/Ol          Ip 

— 0004100236   QA    program   approval     for    radioattivt    matl     package   0096, 
Revision  0 
MACDONALD.C    E         Transportation    Oranch         BO/Ofl/Ol          Ip 


DOCKET    71-007/    NONDESTRUCTIVE    TrSTllJG   SERVICE 


9004150132   Foruiards    QA   Piogtam    foi     industrial    ladiography    licenseei 
HAULDF)EN,H   M         Nondesli  uc  1 1  ve    Inspection    Service         BO/03/1B         tp 


SOQ4020373  Forunrds   QA   program  approval    for    radioactive   matl    package 
MACDONALD.C   E        Transportation   Branch        QO/03/O5         Ip 


— 8004150133    OA    prngram    tor     industrial     radiogiaphy     liceniaai 
«      Noridesti  uc  t  ive    insper  t,  i  OTI    SPIVIEP         80/03/18         3pp 


— B0040203QO  OA   program  approval    for    radioactive   mail    package    0013i 
Raviiion   I 
MACDONAL.D,  C   E        Transportation  Branch        QO/03/O9        Ip 


DOCKET   71-0024    HITTMAN   NUCLEAR    i    DEVELOPMENT   CORP 


3004100326   Foriuaids    QA   piagiam    appiovol     for    radioactive    matl    package 
MACDONALD.C    E         Ti  an&poi  tat  ion    Oranch         00/04/01          Ip 

— 8004100229  OA   program   approval    for    radioactive   package  0097i  Revis ion    O 
MACDQNALD.C    E         Tran.por tat  I  on    Branch         SO/O4/O1          Ip 


8004090234  Request*   amend    ta   QA  Program  Approval    0024, Revision   0> 
ch*nolng    program    Implemantat ion   date    from  900301    to   800328 
ROUEiB  8        Htttman  Nuclear   %   Development   Corp      (subs      Hlttoian  Corp    ), 
80/03/03         Ip 

B004070147  Foruiardl   OA  program  approval    for    radioactive   matl    package 
MACDONALD.C   E        Transportation   Branch         00/03/13        Ip 


DOCKET    71-0102   SOUIJCt   PROD      J-   (.QUIP      CCI    .     INC 


Q0040BOODS   Ac  k    receipt    of    NFIC    800304     Itr    revesting     info   Project   was 
turned    ovar    to    consultant   R   Parker    several    months   ago 
Advises    that    request  mil!    be    forwarded 
DICHARRY.R    F-         Source    Production    {    Eqoipm'ent   Cn    ,  Inc         80/03/14         Ip 


— B004070152  QA   program  approval    for    radioactive   matl    package   0024, 
Revision    1 
MACDONALD.C   E        Transportation   Branch        BO/03/13        Ip 


DOCKET  71-0033  ROCKWELL    INTERNATIONAL 


3004040390  Forward*   QA   program   for   packaging    licensed    radioactive   matl 
for    ihlpmint    in    response    to   NRC   BOO 123   request    for 
revisions    to    program 
KCDERHOTT.R   J        Rockwell    Intsrnatlonal    Corp        SO/03/10        Ip 

— 8004040403  QA   program    for    packaging    licensed    radioactive  matl    for 
th Ipmtnt 

JOSEPH.R   L   ,    OLA89, D  N   ,    MCDERMOTr.fi    J        Rockuell    International 
Corp        BO/03/07        24pp 


BQCKET    71-0107   HAW, DEPT   Or 


8004240314   Forwards    revised    OA    program    for    industrial    rad iographu,  in 
response    to    NRC     /90813    Hr 
GROVES,  K  L        Navij.Dept    of.    Naval    Nuclear   Pouer   Unit        SO/03/28        Ip 

— 800424032?   Formardi    levised    OA   program    hor    industrial    radiographij 

GLENN,  T   D        Navu.llept   of,     Naval    Nuclear  Pouer   Unib        BO/02/07        Ip 

— 8004240331    QA   program    for     industrial    radiography 

OLCNW.T  D        Navu,nept   of,     Naval    Nuclear   Pouier  Unit        BO/O2/O7 
4pp 


350 


DOCKETED  ITEMS 


33 


— 8004PVQ51A   uA   progran,  fiev  15101'     1 

»       Tennessee    vjl  Ifj    Author  i  tij         BO/0'l/IO         Bpp 


DOCKET    71-O230   OABCCICI*     '     WIL<"0<    CO 


80040-4037J    Foiuards    requf.t    foi     add!     info    to     complete    rovfeu    of   (1A 
program 
MACBOHALD.  C    G         Ti  enspoi  lalioi'    Bisiiih         BO/O3/11         lp 


DOCKET    71-024?   IJUCLfAR   TUfi     hEHVICES.  IIJC 


-•*!  - 
'f'.l 


r,s2  i  oa:  1 1  Jf   natl    package 


'i    E   latl    pat  kage   Oi  16, 
(JiJ/04/oi         lp 


3004140024    norwards    OA   Pioqram    101     shipping    packages     for    rnitloactlva 
mat!    Program    includes     info    reiup5tDil    in   NfiC    0001  1^    Itr 
MICHEL, C    J        TJucloar    Fu»l    'ioTvices,     [nc       (subs       oP   Ootty     OH    Co     t 
80/03/17         lp 

—3004140057  Ort  Progran   [lm  is  i  on    S    toi     shipping    pnckaijoa    Cot    radioactlvu- 
mat  t 
»      Nuclear    Fuel    Seiviccs.     hit        (subs       of    Guttij    Oil    Co     )          00/04/1V 


;j  13      ip 


-its.     Inc         BO/03/13 


DOCKET   71-0250    TRrtNBNUCl  Ef\fl,     II,  C 


8004030360  Fornraids  QA   pio(jr3m   iippioval    for    i  .id  loacllvo   mall    ndclt.mii 
MACDONALD,  C    E         Transport*  I  IOM    Blanch         00/0^/09         lp 

—0004020364    QA   program    ,ippi  ovsl     I=DT     ladinactive    mdU     pocl<flgB    0^30, 
tlACDQNALD.C    E         li  dnspor  tat  ion    liianch         BO/Q3/QS         lp 


DOCKET    71-025?   D/.VTON    X-RAV    CO 


QO/03/14        Spp 


MACDONALD.C   E         Ti  anepurtati  on    Hi  anch 


ve   matl    package 


Nutlear  Energy  Products  Dw 


71-0273   NAVY,  DEPT   Of 


GROVE£5,«   L 


8004ie0109 

ALLFN,  j 


NBC 


lp 


JO43CO-"1-    j.l   (i 


HACDDNW.D.CE 


0273, 


to   790413    Itr 
ip 


DOCKET   71-0367   NAVY,  DEPT      GF 


rcqif  i  r*  •"•»  t  ^ 
"3T«TNSrl*t.£    t-        *  p-       ]. 


DDCKET    71 
6004290513 


ludBd  to  cover  addl 


£35/04/10 


r°rlUardl    6unP.,n>ent.,,     info    ppt,    mc    B00113   „,„„,_    p(    ^ 
-KL        K.v».o.ptn,.    «.v..N«,..rP.w.r    Unit        HO/03/I9        In 


.    Pru(fram 

Nuel«i    Power   Unit        00*03/13        lp 


DOCKETED  ITEMS 


DOCKET    71-037O   AMEHSHAM   CORP 


quest    far    addl     info     to    complete    i-evieui    of    QA 
MACDONALD.C   E         Transportation    Branch          BO/03/14          12pp 


B00404O3BB   Forwards 
program 


DOCKET   71-0372    HOEINQ   CO 


3004090314   Forwards    QA   program    approval    for    radioactive    matl    package 
MACDONALD.C   E        Transportation    Branch         90/03/31         Ip 

— BOO 409021 B  QA   program  approval    For    radioactive    mat!    package   0372, 
Revision   0 
MACDONALD.C    E         Tratiiportat  ion   Branch         BO/03/31          Ip 


DOCKET    71-00373   NAVY, DEPT      OF,     NAVAL   EXPLOSIVE   ORDN       DISPOSAL    FAC IL 

S0040702O1   Foruardi   QA  program    approval    for    radioactive   matl    package 
MACDONALD.C  E        Transportation   Branch         BO/03/21         Ip 

— 6004090203  QA  program  approval    »or    ratfioacti  vo    matl    package    0373, 
Revision  0 
MACDONALD.C   E        Transporta bion  Branch         90/03/2!         Ip 


DOCKET  71-0375  CALIFORNIA,  UNI v      OF 


B00409Q2S2  Foruardi   QA  program   approval    for    radio-active    matl    pack-age 
MACDONALOiC  E        Transportation   Dranch        80/03/21         Ip 

— BOO 4090 2 2i  QA   program  approval    far   radioactive   matl    package    0379, 
Revision  0 
MACDONALD.C   E        Transportation   Branch        80/03/21         Ip 


DOCKET  71-0377    INDIANA  (.  MICHIGAN  ELECTRIC   CO 


-000409001"'    ')A    Pi 
Ravi  5  ion    U 
HACBtlN*!  J)r  C    I 


lac  ena  e  J   na  t 1 & 

COPPER.  HE          E       I        Cqtiwcl  I 


r  a  J  i  o  -u  1  1  . 


I     OA    p  i  o 


Foi     1 1  aiis-pcii  tat  ion    o 


--90042100/3    QA    progtart    ht>!      I  r,i  11  spoi  \.ai  i  an    of     licensed    inJlt 
Organ  naL  I  aiiEil     rh.'it-    f'ir     mduttii.il     liiciiitaidphij     one] 
H        C       I        Conupol  1     •     1.0          ilOj'f  3'^' I  >p 


DOCKET     /1-03B3    (1C1D[  1.    NL  I 


l.UT     rASl\,     III 


NL  I     1/2    LHT    Cnil 
Ip 


BOO43OOOVF1   Request',    i  og  I  sti  .1  1  101,    ,36     i.ier     cif 
LlPPC3LD.il    J          llalLifflotP    &.i»     •     Clecttic     Cu 


DOCKET     /1-HE32-1    tlDDt  1        lift    1O.     DAUrciCK    ',    U1ICOX    CO 


Q00429OO&1    Advises    lh<it    «•  u>     »f    UtoJol  HA     IO    mill    be    <l  i  MC  oril  1  nued    t- 

company    uilll     not    (enow    Cur  1 1  t  i  c  ato  uf    Cump  1  1  ant-n     ItlS1) 

AU3T1N.I1   A          ll.ibeiick    '^    Wilro.    fa    .  Hue  U-ar    Mnttirlal    Wiv         flO/03/2S 
IP 


71     !i37b    Ht)[)Ll        CO,     WLMlrWHtlUSL     iLICTFHC    COUP 


X10V   Fuiujflidi    HBviiinn    •>     lo    L  01  L  i  f  i  c  ate    of    Compliance    ^375    fnr 
Modal     CC 
MACDCIMALI),  T    T          It  ansp.il  L,it  Kin    tlraiuli          OO/O^/Oa  Ip 

—  BO042l!0;iM    Coi-liHi.Hi>    of    i  inT.pl  i, into     WI5,  tlo  vi  t.  ion    5,  far    MnJol    CC 
t1AC  DUtJALD.  C     i:          li  jii.ipoi  tat  inn    Hi  (inch          HO/Ofl/O;1          app 


8004070270  Forwards   QA  program   approval    for    radloactivt    matl    p-ackajf 
HACDDNALD.C  E        Traniportat ion   Branch        SO/03/27         Ip 

—8004090273  QA   program  approval    for   radinactlv*   iMtl    package   0377, 
Riviilon  0 
MACDONALD.C   E        Transportation   Dranch        80/03/27         Ip 


DOCKET    71    3tO/    11(11)1  L      (it    T-,-',     (Jl  M  flftl     Ut<-T(JH-    CO 


HOO40i)00[3,J  Halt  f  lot    u  (    nip  1 1  at  ton    uf    C  in  tlf  icalo    nf  fiurapl  iflncs 

for    Model    01      r  V    fn    c  m.  1 1  nun     iiMirig    p«c  fc  jig  p.  nh  HIJ]  i)  submit 
consolidated    ,ip  p  ]  i  c  ^  1 1 -HI.  Ji  Jiwing  a    &    iaiicu,il     Fua 

I).  C    T         li  ai.spoi  Liilinn    llratiEli         (10/01/14  Ip 


DOCKET  71-037B      WISCaNSIN  ELECTRIC   POWER   CO 


8004040123  Notifies    that   description   of  QA  program   la   App   H    to    final 
dticrlption   b  SAFt  ' 

FAYiG   W       Ullcontln  Electric    Power   Co        60/03/25        2pp 


DOCKET  71-0379  H1TTMAN  CORP   .  HITTMAN  MATL      fc  MEDICAL   COMPDNENTB,  INC 

B0040aoal74  R«»pondi    to   B0023i   request    for    approval    of    OA   program    Item   3 
should    b»   revised    to   require    that  all    radioactive   matl 
shipping    packages   procured    ilnce    790101    ire    designed   &   mfg 
under   NRC-approved   QA   program 
MACDDNALD.C   E        Transportation   Branch         BO/03/2O         Ip 

B00422Q043  Forwards    revised   Operating    Procedure   OP-16B, con*fci tut  ing    "OA 
Progr«m   for  Uit   of   DOT  6M   Drums    in  Shipping   Special    Form  Pu- 
239,  " 
DIBALVD     Hlttman  Corp       60/03/29       Ip 

— B0042B0039  Revised   Operating    Procedure   OP-1£9  const ituting "   QA  Program 
for    use   of   DOT  6M  Drum*    in   Shipping    Special    Form  Pu-a33    " 
DIEALvO     Hittman  Carp        BO/03/SB        2pp 


DOCKET  71-0380  GENERAL  ELECTRIC    CO 


B00407039Q  Advises    that  NEDO-1 1209-04A,  Revi*  iotl    1,     "NueUar    Energy    Dlv 
BWR   QA  Program  Description,"    outlines    OA    program   vendor 
ulll    uie   for    packaging   activities   re    application    for 
registration   as    user    of  Model    5B9  shipping    package. 
CUNNINSHArt.O  E        General    Electric   Co        BO/03/10         ip 


B004090014  Foruardi    QA  program  .approval    fop   raloactlve  matl    package 
MACDONALD.C,  E        Transportation   Branch        BO/03/31         Ip 


352 


DOCKETED  ITEMS 


--BGQ-102&137    Fciru-n 
designating     jd  i 

f  o  r  t  h  u  o  11 1  n  i 
HII.G    U    H          iem 


*  r     _.j     L  h^n  g  *•  G     d  rauj  1 1195    on    remaining    containers 
>  i  siHjjjn    bill,     re    GE    models     1500   (.    7OO 

i  r    '"  j          61  (  OS/  20          12pp 


ec040flC"t59    Notification    o^    registration    as    gsei     of    Model    CN8    4-49    in 
MftCDOI'M-D.C    t         Tianspot  t  stion    Branch         60/03/17         Ip 

BOQ421C4ia    Forward,    i  ^quist    for    addl     info    re    791126    consolidated 
application    fur    renewal    of    Certificate    of    Compliance    6375 
for    Model     CNb   'l--t5    1PB-1>     Info    should    tie    provided    ulthin 
60   Jays 
MACDONALD.C    t         Transportation    Branch         BO/04/02         3pp 


totton     "f    r*  3  isti  A*  i«n    as     user    or    Model    6400   tt    GE     1500 
1  r  stispai  tat  |rn    araiiln          00/03/i'l          Ip 


DOCKET  7i    t< 


JDF1       >i£-     '<10       L,;-.urRAL    ELFCTRIC    CD 

BC0430O505    Panjaro  s    SAf)    *  n  r    f!£.     -pent    ruel     shipping     cas*    Hodel    700iln 
suppoit    of    i-flitiricate    ot    Coniij  1 1  anc  e    5"?'12    Eraiutngs 

DRUGGEB,  I'M          (U-souii        'im.        of,     Columbia         BO/O3/20         3pp 
DOCKET     71     5971     MC1DFL      C-f-  -I r.O,     GtMtnAL    ELL'CTFUC    CO 


DOCKET    /I -.6387   MODEL    fcO,     BAlTE-tLE   F'.EHDRlrtL    INSTITUTE 


H0040300SS    Foruaids    Certificate    of    Compliance    63B7    Revision    2   !.    inFety 
evaluation    fct    HEDL    Modsl    60 
HOSS.D   M         Enerjij,D«pt    of         S3/01/2I         6pp 

—  9004020059   Certiucate    of    Compliance    6397.  flevl  •.  \  on    2,  far    HEDL    Model    60 
W        EnErgi|.I)epi    of         79/05/07         7pp 


aot>404C'l/B   Notifies    o*    enpiration    of    Certificate    of   Compliance   6387 
for    fisrle\    60    To    continue    using    pac  Vage.  shoul  d    submit 
consolidated    application   ',    drauings 
HACDDNA1D.C    E         Tronsportation    Branch         BO/O3/17         If 


8004350034    Requests     that    Ler-Li  r  i  rate    uf    CompliancB    5^71    for    GE   Model 
300    shipping     (oniaincr    tn     renewed    u/minor     ctiansea    Foruiards 
dv-auuigs     indicating    tlitingei    niafl?    >-u     task     drauing     li*t 
Drjuing^     a^aiiabl*     in    Csntiol     Tiles     only    Amend    fee    end 
H.  G    E         General    Clec'nc    Co         eO/02/20          Ifapp 


DOCKET    71-6400    MODEL    SUPfR    TIGCH,     WESTINGHQUSE    ELECTRIC    CORP 


BOO-104046S    Woti  Fjcatloii    of    registration   as    user    of    Model    6100   !<   GE    1900 
in    response    to   request 

. C    E         Transportation    Blanch         60/O3/14         Ip 


DOCKET    71-?<?77      WE1DEL    5979.     ALPHA-OMEGA    SERVICES.  IMC 


aQO404<HS7    Notifies    of    fl.piration    of    Certi-ficate    of    Compliance    3979 
for    Model    3*i71    To    c&ntint"5    uiing    pat  k  age<  ahou]  d    submit 
cortso  L  idafed    dpp  1  i  tat  i  an    ',    drawings 
MflCEOfJALD.  C    E          TratispoT  Utimi    Ilranch         30/03/17          Ip 


DOCKET    71-5993    HOD  EL   SE--1OO.     GF^E:I!AL    CLiECTRIC    CD 


6004070053   tlotincs    ai    eipnatioTi    <i  f    Certificate    pf    Compliance    5990    for 
Model    GE-400    To    'ontinue    usinj    pac fcage. shou! d     submit    renewal 
application    I'    fee 
MACDQW4LD.C    E         Transportation    Branch         90/03/14          Ip 


DOCKET    71-607(1    MODFL      r'P~'    A!    '.    Cl,     COMRUSTi  DIJ   CMOINEERINO,     INC 

SO0410025V    Forwards    ffevtsion   i    to    Certificate    of    Compliance    607B    for 
Modalt    127A1    t,    9^701 
MACDUKfll  D.  C    E          Iranspoi  tation    DrancN          BQ/03/23          Ip 

— 3004100263   Cei  ti  FicatB    of    CoT.pliance    6O/8,  Hevi  s  ion   6    for  Models   927/U 
t.    927C! 
MACPDr«LD, C    E          Transportation    Branch          BQ/03/3B         3pp 


9004230127    Responds    to    NRC   000229    Itr    forwarding   Revision   B    to 
Certificate    of   Compliance    6400    In    response    to    Question    Si 
Lynchburfl     Research    Ctr    has    use-if    overpays    L-l    fc    Units    1    ft    3 
Questions     1    t    3    do    not    apply 
OL8EH,A  r        Dabcock    t  Uilcoi   Co        00/03/14         !p 

8004150119    Responds    to    request    for     info    re   Certificate    of    Compliance 
MOOi  Hevi  slon    El  Util    does    not    ouin    ang   Model    6400  package    ti 
never    possessed    package    to    perform    Imp   Model     not    used    since 
780239 
L IttGETt,  F        Dalru'ond    Power    Cooperative        80/03/15        Ip 

eOQ42BOO(,l    Responds    to    600229    Itr    re    Certificate    of   Compliance    6400, 
Revision    B    Licensee    does    not    oun    DDT   U5A/64OQ/DI     )    F 
packages    Licensee    has    not    used    packages    from    other   vendor* 
lince    7S02?0 

REHLEV.M   £         Rockwell     I ntornat  i  ona  1    Corp    .     Energy    Bustemfl    Dlv 
60/03/18          Ip 

3004210199    Responds    to    NUC    90OS29    ! tr    b^    advising    that    no   Mndel    6400 
packages    ai  e    owned   '-   no    shipment   of    package    has    been  made 
since    7B33SB 

MICHEL, C    J        Mud  tar    Fuel    Services.     Inc      (tubs      of   Getty    Oil    Co    > 
BO/03/31         Ip 


DOCKET   71-6574   I10DEL   HU-200,     HITTMAM   NUCLEAR    8<    DEVELOPMENT    CORP 


DOCKET    71-611*   I10DFL    &I44.     UUCLFflR    ENGINEERING   CO 


lSS  Ack    reteipt   of    BOD^Ol    request    PO    registration    as    package 
user    Appi  ovaif    O/i    program    renuiretf    prior     to    I  ejl  Btration 
E          Transportation    Branch          80/03/04          Ip 


80O4350302   Requests     regi  %  t-i-^t  I  on    as    user    of    Models    CSN-6-101 
CBIJ-15-14.0D 
COGNEV.H    J         Philadelphia    Electric     Co         90/03/28         Ip 


DOCHET    71-6272    MODEL      TCILY 


p  TECEDVHE   ENCflGV   SYSTEMS 


9004220S74    Forwards    response    to   NRC    7?1?S1    request    for    adril     info    rt 
SftR    for   Model    HfJ  200  0~loads   under    top-corner    impact 
condition*    re-cvaluatod    to   consider    peak    conditions   Proposed 
reviled    pagee    to   SflR    enc  1 

HAL  LORY        Hlttman   Nuclear   V    Uevel  opment  Corp       (subs      Hittman   Corp    > 
OB/03/20          17pp 

9004100250  Foruard*    Revision    5   tn    Certificate    of    Compliance    6574    for 
Model   HII-2DO 
HftCDOIMLD,  C    E         Transportation    Branch         BO/03/  2Q         3pp 

—  90C-4100224    Certificate    of   Compliance   6574i  Revi  B  ion  5.  for   Model   flN-SOO 
WACDOMALD,  C    E        Transportation    Branch         90/03/28        3pp 


S004IOOB1?  Forwards   Revision    T    to-   Certiorate    of   Coiipliamee  6372  for 
Modal    Polly    Pantfipr 
MACDQNALO, C    E          Tranipoi  lation    Branch         9O/03/2B         2pp 

— B004100aii   Certifieats    of    Compliance   6272  Revision   3, far   Model    6272 
MACDOIJALD.C    E         Transportation    Branch         BO/03/38         2pp 


DOCKET   71-4375   MODEL  PB-t.    C  WE  M-N  I/CLEAR    SVSTEJ1S,  INC 


DOCKET  71-4i79  MODEL      I  tS  SUPER   TIGER.    NUCLEflR  EMQINEERINQ  CO 

600'110!}19a  raruards  Revision  3    to    Certificate   of    Compliance    6679  for 
Model    1/2  Super  Tiger 
MACBDK'ALD.C    E        Transportation   Elranch        SO/03/31        2pp 

—8004100^00    CDi'tificate    of   Compliance    6679  Revision  3- for   Model    1/2 
Super   Tiger 
MACDON1LD.  C    E         Transportation    Branch         90/03/31         4pp 


8OQ4Q4LH65   Requests    reg  I  i  Ira « ion    ai    user     of   Model:    PD-| 

SMITH   R    L         Vermont    Yankee    Nuclear    Pouier   Corp         BO/O3/04         Ip 


DOCKETED  ITEMS 
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DOCKET    71-6698   MODEL      NFS—I,     NUCLEAR    FUEL    SERVICES,      INC 


DOCKET    /1-9011    HQDLL      f  -I-,!  H   OO-UGUO4,     TFW-JSPCHTATION,     DEPT      OF 


8004040395   Henuests    authoi i lal ion, under    Certificate     of    Compliance    6698, 
Revision   9   for    Model    NFS-4.  to    ship    reconstituted    PHH   <J   oiide 
fuel    assemblies    containing    more    or    less    than    design    number 
of    fuel    rods    Fee    encl 
JOHNSONiC    ft         Nuclear    Assurance    Corp         80/03/03         2pp 


6004100270    Ack    eJCU'?    re^.iobt     ran     Type    H(U>     certification     far    Models 
101375,131161     >•    C-NFH-Ciu   OQ'30=I    shipping    containers    Review 
concludes    pst^ages    authoiiis-d     by     i.  er  1 1 1 1  ca  t  e  s    of    Compliance 
579i   f-    9O I  !    meet     IAFA    requirements     foi     Tups     mu>     packages 
MACDONALD.C    E          Transportation    Sraiich         SO/03/25          Ip 


DOCKET    71-6717   MODEL      6717    B 


DOCKET    71-9015      riQHCL    TN-a.     TMNSNUCLEAR,  INC 


BQ04210037   Requests    revision    to   Certificate    of   Compliance   6717   for 
Model    6717D    deleting    references     to    use    of    asbeitoa    as 
thermal    Insulator    in   package    design  Requests    that    uiordE 
aidestoa    free, appear    in   description   paragraph 
RICHAflDSON.H   D         Oammo    Corp         GO/02/26         7?  p 


B004O30104    Notifies    pf    e  ip.  j  ra  I  lor,    of    Certificate    of    Compliance   9015 
for    Model    TN   B    To    continue    ujing     package     should    submit 
renewal     application    ',    tee 
MAC  DONALD. C    C          Transportation    Branch         90/03X14          Ip 


— 8004210042   Requests    payment    of    minor    amend     fee    re    800226   request    for 
amend    to    Certificate    of    Compliance   6717    for    Model    6717B 
HEISBiJ   D        Liccnie    Fee   tlanag  ement    Branch        HO/03/OS        Ip 


DOCKET   71-9006   MODEL       500   SU,     ARCCNNE   NATIONAL   LABORATORY 


DOCKET    /1-9016      KDDCL    TN-?    ,     TflANSNUCLFAH,   INC 


BQ0403010O    Notifies    of    expiration    of    Certificate    of    Compliance    9Qlt> 
or    Mo  del     TN   9    To    Co  TI  tinge    us  ing     package,  should     submit 
renewal    application   V    fee 
MACDOIJALO.C    E          1  ransporla 1 1  an    Sr-anch         90/O3/14          Ip 


G004010001    Notification    of    registration   as    user    of   Models    50O-SU 
550 
MCDONALD.  C   E        Traniportatl  on   Branch        00/03/07         Ip 


DOCKET  71-9007  MODEL      S20,    ARGONNE  NATIONAL   LABORATORY 


0004010001    Notification    of    rog  i  stration    as    user    of    Modeli    500- SU    t> 
520 
MACDDNALt),C  E        Transportation    Branch        BO/03/O7         Ip 

Q0040403B1    Notifies    of    eiplration    of    Certificate    of   Compliance   7007 
fnr   Model    520  To    continue    using    pac kage, should    submit 
consolidated    application   (•    draulngB 
MACDONALD.C   C        Transportation    Branch        HO/O3/17         Ip 


BOCKET    71-9009   MODEL   TL    10-1,     GENERAL   ELECTRIC    CO 


S004070216  (lequostl    registration   ai    user    of   Model    FL    10-1    packaga 
HAN8EN.  L  E        Enon   Nuclear    Co    ,     Inc      (subs      of    Eimn   Corp    \ 
60/03/27        Ip 


DOCKET    71-9011?   MOLEL      BU-7,     GEIJEnAL   ELECTfl  I C    CO 


B004O9O076    Requests    lijtinq    as    user    cf    Model     IiU-6 

PENMEV,  J    A         nroolthaven    National     Laooratory          BO/03/OA          Ip 

800402O143    Foruards    amend    request     to    MRC    for    revision    of    Certificate    Of 
Conpliance    9019    re    authoiiied    cor'tents    !.     specs    for    outer 
35-gallon    drum    4     ir.net     IB-gallon    drum   used     to    construct 
BU-7    package    W/o    nnc  I 

KAPLAN,  A    L         General    Flectric    Co     ,     Nucleai     Energg    Products    Div 
80/O3/1O         Ip 

8004ia0515    Forwards    application    for    Amend     f-8     to    Certificate    of 
Compliance    9011?    fnr    Model    PU    7    Gupparting    documentation 
attached    Fee   encl 

KAPLANiA    L         General    Electric    Co     .     Nuclear    Cnergq    Products    Div 
60/0)3/14         4lpfl 

— 00O41B0522   Application    for   Revision    3    tn    Certificate    of    Compliance 
9019,  revising    drum   speta   £   authorued    content 

*      General    Electric    Co    ,    Nuclear    Energy    Products    Div         BO/D3/14 
3pp 


0004090046  Submits    application    for    arnend    of   Certificate    of  Compliance 
9009   for   FL-10-1    »hippinn    container, 
DIPIAZZA.R   P        Uastinghomo    Elattrlc   Corp         80/03/11         2pp 

60041002SO  Foruardi   rtevlilon    6    to    CertificaLo    of    Compliance   9009    for 
Model   FL    10-1 
MAC DONALD,  C   E        Transportation    Dranch        80/03/20        Epp 

—0004100394  CBfUPicato    of   Compliance   9009,  Ravis i on    6    for  Model    FL    10-1 
MACOONALD,C   E        Transportation   Branch        SO/03/SB         Ip 


DOCKET  71-9010  MODEL  NL1-1/3,    IJL    INDU9TRIE0,  INC 


— S0041Q093S   Application    lo  amend    I   icenie    t!NM-54    to    nuthonie    transport 

of    BNM    In    Models    GU-6    >j  BU-7    as     descilbed     in    Mod    23    to 
App    D 

TSCHrtCCHC.A   N         General  Electric    Co         74/O9/24          lOpp 

8004330789   Foruards   revised   pages    constituting    Mod     1    to    application    for 
Amend    T-Q    for    certificate    of    compliance    for     Model     3U-7 
KAPLAN, A    L         General    Electric    Cn     ,     Nuclear    Energy    Produ-ctn    Div 
80/03/17        6pp 

— 00042^07'JO  Revised    pages    can*t  1  tu  ting   Mod    1    to   application    for    Amand 
T-S   for-   certificate   of    compliance    foi    Modal    8U-7 
KAPLAN,  A  L        Qoneial    Floctric    Co    .    Nuclear    Energy  Proifuct*   Div 
30/03/17        Spp 


6004320288  Requs»t»    that   Cei-tl  f  i  f  icato   of    Compliance    9010  b»    revised    to 
provide    option    far   method    of    capping    off   neutron    itileld 
fl.pantion    tank   Certificate    available    In   Central    Flln    onlij 
Fee    me  I 
WILLIAMB,C    E        NL    Indu»tri»»,    ML  Nuclear   Div        SO/02/2J        2pp 

D0042B0166  Ranueiti    renewal    of   Certificate   oF    Compltaneo   9010   for 
Modal    NLI-t/2  Forwards    draiuingi    t-    "BAR.MLI-l/a  Bpent   Fuel 
Shipping    Caih    "    Draulngi   &   rept    available    in  Central    Files 
onlg 
WILLIAMS,  C    E        NL    Induilrles.    NL  Nuclear   Div        HO/O3/O7        6pp 


8004040)31    Forward!    Revision   6    la    Cerlif  I 
Hodsl    NLI-l/a 
HACDONALD,  C,  E        Transportation    Branch        00/03/26 


of   Compliance   9010    for 
Spp 


—  0004040124  C»rtiPie«te   of   Compliance   7010.  Revis  ion    6    For   Model    NLI-t/2 
MACDOHALD.C   E        Transportation    Branch        BO/03/26        6pP 


B0040B0093    Foruai  d  s    Revlslnh   4    to    Certificate    of    Compliance    7019    for 
Model    DlJ-7 
MACDONALO.C    E          Tranipor  tat  i  or.    Brancft         BO/03/IB         2pp 

— 00O4OBOO<?7   Certificate    of    Compliance    9011?  •  Revi  lion    4,  for    Model    BU-7 
HACDQNALD.C    E         Transportation     Branch         ao/O3/lO         4pp 


DOCKET    71-9020   MODEL      8L-IO-I.     NUCLEAR    CONTAINERS,      IMC 


B0041OO036    Forwards   Revision  3    to  Certificate    of    Compliance    90HO    for 
Model    SLHO-i 
MACDONALD, C   E         Trauipor tation    Branch        80/03/20         Ip 

— 800410003B  CeT-fciflcale   of   Compliance   9020'  Hevi  sion  3,  f  n-r   Model 
SL-10-1 
MACDONALD.C    E         Transportation    Branch          BO/O3/23         4pp 
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DOCKET    ;i-<7Oi/   riODEL      BCL  -T 


9004030^0 '    R 
O'ROURUt    f 


i  torij 


900407038?    RpquesU    I  eg  i  s  1 1  a  1 1  on    as    usei     of    Model    DCL-3    paclagt 
FITZSIMMOrJG,  T   R      Fnergij.Lept    of         90/03/13         Ip 


PPCUJ'Ji-TlON    EQUIPMENT    Cd 


DOCKET    71-<?07u   MODEL    N-55,     ENERGI.DEPT   OF 


900403O14:    NntiMe* 
for    Model    v     1    To    c 
conao  )  i  in'  e  i    applii 
onlu,     t  i  giu  f  i  rant    j- 
MftCDCJI-JALD,  f.    f         Tr 


an    of    Certificate    of    Compliance    9036 

g     pac<<a  j  e,  sPiou  I  d    submit 
red    number    at    drauings    shonung 
re,    !     renews]     fee 
n    Branch          HO/&3/17          In 


80040*0012    Responds    to    791112    1  lr    re    registration    for    Modol    N-35 
pacfcagmp    Must    have    approved    GA    program   prior    to 
registration    as    usei     of    parlage    Vendor    ref    to    approved 
OA   program    is    no*    acceptable 
MACDOIJALD,  C    E        Transportation    Branch         BO/O3/Q7         Ip 


DOCKET    71-9C3--5   MODEL      '15       TECHNICAL    DPILFIAT IWS.      INC 


DOCKET    71-9O72    tlGDEL      GAHC-1.     GEIJERAL    ATOMIC    CO 


8Q0428Q131?  Forwards  app  1  I  c  alie 
Compliance  W39  tor  Model  'J 
MUNRO.J  J  Tech/Opi  iTechim 


ar    renewal     of    Certificate    of 
Operations,      Inc     1          8O/O4/I1         Ip 

jjal    oF    Certificate    of    Compliancs    9039 


-6004280153    Application    toi 
ror    Model    715 
»       Te'h/Dps    (Technical     OflGrations.      Inc     )          BO/04/ 11          34pp 


SQQ4040C00    Motifies   of    opiration    of    Certificate    of  Compliance   9073 

for   Model     CAHC-1     To    continue    using    package,  should  submit 
consolidated    jpp  1 1  ta  1 1  on,  dr  aun  ng  s    ',     reneual     fee 
MACDONALI),  C    E         Fran  spor  tat  1  orv    Branch         60/03/14         Ip 


DOCKET    71-9073   MODEL      OH- 113,     fJUCLErtR    PACKAOINQ.     INC 


MQtlFL   NNru,     IJAV*,DEPT    QF 


9004O7004Q    Notifies    o, 
Model    NNPU    To    contn 
app 1 icat i on 
MACDONALD.C    E         Ti  a> 


ion     of    Certiticate    of    Compliance   9043    for 
oac  Vage.  iliou  1  d    submit    renauial 


3001100323   Foruards   Revision   3    to   Certificate    of   Compliance    9073  for 
Model    OH- 143 
MACDCNALD.C    E         Tranaoor ta 1 1  on    Srancfl         80/03/20         2pp 

— 8O0410023O   Certificate    of    Compliance    9073,  Revi s ion   2, for    Model    QH-142 
I1ACDDNSLD,  C    E        Transportation   Branch        BO/03/3B        flpp 


e0043000Bil    Ruspoiidi     to   800317    Ltr    Requests    d  i  scnntl  nuat  i  an    ai    uier    of 
Model    NHPU 
DROVES,  K   L         Masv    Dispt    at         00/0,1/04          Ip 


DOCKET    71-9044   HOCEL   GE-!aOO,     GCfJERAL   ELECTRIC    CO 


aOO'1250'303   fiequestE    regntpatio 
CNS-l-133 
TRIMBLE,  D    C         Arkansas   Paiuer    J.    Light    Co 


us 01      of    Models    CNS-1-13C    5 
BO/03X2J         Ip 


DOCKET   71-9079   MODEL      HN-JOO   SERIES   2,     HITTMAN   NUCLEAR   S.   DEVELOPMENT 

8004070010    Forwards    Revision    4    to   Certificate    of    Compliance    9079    for 
Model    UN- 100.  Series   a 
MftCDCUALD,  C    E         Transput-  tat  Ion    Sranch         80/03/17         2pp 

--8004070014    Certificate    of   Compliance    907?,  Revi  >  ion   4,  for   Mod«l   AN-100, 
Series    2 
MACDQNALD.C   £         Transportation    Branch         SO/O3/17        3pp 


DOCKET    7l-'JO45      I'OPEL    GE-ldOO,     GENERAL   TLECTfilC    CO 


B00102020O   Notifies    of    eipiration    of   Certificate    of  Compliance    9045    for 

Model    G£*1000   Continued    use    i  enquires    submittal     of  rennuial 
app  1 11:3  1 1  an   *    res 

MACDGNULD,  C    E         Tran  tpor  t  a  t  ion    Hi-anch         30/03/lfl  Ip 


DOCKET    71-90^6    MQDLL   CE-LIOQ,     Gt^Ef^AL   ELECTRTC   CO 


&004030009    Notifies    of    eipirntion    of    Certificate    of    Compliance    9046    for 
Model    GE-I1OO   To    continue    using     pac  Vag.e,  should     submit 
reneual    application    *    fve 
MACDQNALD.C    E         TranipQi-ta  t  ion    Branch          BO/03/14          Ip 


DOCKET   71-9CSO   MODEL   H1J-600,     HITTMAN   NUCLEAR    t,   DEVELOPMENT    CDRP 

B004040276   fiequeiti    registration    ae    user    of   Model    HN-fiQO 
TR1MOLE,  D   C        Arkanias    Power   (<   Light   Co        80/03/19        Ip 

B004O70010  FuTUjards    Rovl5ion  3  to   Certificate    of   Compliance    70BO   for 
Model   HH-6OO 
MACDONALD,  C    E        Ti'anscor  tati  on   Branch        60/03/17        Bpp 

--aOOilO/0020   Certificate    of   Compliance   90BO,  Hevi  s  ion   3,  for    Modtl   HN-600 
HACDONALD.C    E         Traniporta  tion    Branch         80/03/17        3pp 


DOCKET  71-90B1   MODEL  CNSI-1600.    CHEM-NuCLEAR   SYSTEMS, INC 


DOCKET    71-90-19    MODEL    CF-500.        GEIIERAL   ElECTRIC    CO 


R«q.ue6ts    rsneiiial    of    Certificate    of    Compliance    7049    for   OE 
Model     500    shipping    container    Foruardi     consolidated 
application    for    certification    auflportlnj   leneuisl    request 
Updated    drauiin^s    submit'cd    to   NfiC    on  S0020B 
CUNNINSHAH.ft    F        General    Ulectrit    Co         BO/O2/21          Ip 

— 80040 1  GOfvi    "SE   Sftisld   Container,  Model    SOO    " 
»      Gfrneral     Electric    Co         BQ/02/21          13pp 

800402O3O*   Notifi"*    of    eipiration    of  Cerlifteate    of   Compliance    9049    for 
Model    GE-500    Cdntiiupd    usa    requires    (ubmlttal    of    r«ntual 
app 1 icat \ on  £    fee 

i  C    E         Transportation    Branch          00/03/14          Ip 


DOCKET    71-7Q50   MODEL      CE-90&,     GENERAL   tLECTRIC    CO 

S00403O114    Ma ti fie*   of    elplrabion    of   Certificate    of   Compliance    9050 
for   Model    OE~^00   To    continue   usins   package, shoe  1 d    BUbnit 
coniollda  ted    app  1  ica  t  Ion,  drawings,    !.  reneual    fee 
MACDDNALD,  C   E        Transportation    Branch         SO/O3/14         Ip 


Q0042E0303  Dequests   registration   as    user   of  Models   CN3-1-13C 
CNS-l-130 
TRIMBLE,  D  C        Arkansas   Power    >,    Light   Co        BO/03/24        Ip 


DOCKET  71-900?  I1QDEL     NH-100  S,    HITTMAN   NUCLEAR   !.   DEVELOPMENT  CORP 

B0040BOI07   Foruiardi    Revi  .ion    2    to    Certificate    of    Compliance    9099    for 
MoJel    HIJ-100S       ' 
MACBONALD.C    E        Transportation   Branch        BO/03/18        Bpp 

--80040801I2  Certificate    Of   Compliance   <?OB9,  Revts  ion   2,  for   Modi!   HN-tOQB 
HACEOKALD, C  E        Transportation    Branch        30/03/IB,      2pp 


DOCKET   71-9094   MODEL  CfiSl-H-195-H,    CHEN-NUCLEAR   SYSTEMS,  INC 

S003S10415  Advise*    th4t    facilities    tut  1 1    be   using    Modili   CNd-BOA,  7-100, 
CNSI-3i-30O  «,  CNSI-14-193-H   for    thipment   of   radioactive 
mat  1  s 
DOLAN.J  E         Indiana   t  Michigan  Electric   Co,      BO/03/17        Ip 


DOCKETED  ITEMS 


DOCKET    71-9096   MODEL      CNSI-21-300,     CHEM-NUCLEAR   SYSTEMS.      INC 


Advise*     that    facilities    mill    be    using    Models    CN6-00A,  7-1QO, 
CNSI-21-300   ti    CNSI-14-195-H    for     shipment    0*    rad  loac  ti  VB 
mat  1  1 
DPLAN,  J   E         Indiana    (.   Michigan    Electric    Co         00/03/17          Ip 


—  BOOfl^EOlB1?    "Transportation    Shield     Typ  =  A, Models    50-1    5L.  50-2   SL,3O 
t,    50-4-OL    "    Sheet     I     of    2 

*       Nuclear    Packaging.      Inc          78/OB/0-9  Ip 

— BOQ422O193    "Transportation    Shield     Type  A, Models    5O-1     SL,  &0-2   5L,  90- 
•,     50-^    OL    "    Sheet    2    of    2 

«       Nuclear    Packaging,      Inc          78/OB/O9  Ip 


DOCKET    71-9103   MODEL      R.AD-WASTE   CR    I,     CHEM-NUCLEAR    SYSTEMS.     INC 


DOCKET     71-9132   MODEL      T-3,     NUCLtAH    PACKAGINQ,     INC 


00Q42SQ302   Requests    registration    aa    user    of    Models    CBN-i(.-tOl 
CSN-15-160B 
CQONEY.M  J        Philadelphia   Electric    Co        8O/O9/2S         Ip 


DOCKET    71-9111    MODEL      CN6-90A,     CHEM-NUCLEAR,      INC 


80Q4oeO205    Aik    receipt    of    complete    application    far    Model    T-3 
package    Eased    on    vendor    00012^    Itr.NRC    believes    that    all 
outstanding    ISSUES    have    been    resolved    NRC     is    preparing 
approval    J    safety     e/aluation    for    package 
MACDOfJALD,C    E          Transportation    Branch         QO/03/20         If 


3004210413   Advises     that    facilities    uill    be    using    Mndels    CN6-90A,  7-100, 
CNS1-21-300  t.  CNSI-14-195-H   for    Bhlpmont    of    radioactive 
mttl* 
DOLAN,J  E        Indiana   i  Michigan   Electric    CD        BO/03/17         Ip 


DOCKET    71-9113   MODEL    7-100,     CHEM-MUCLEAR   BVBTCMS, INC 


DOCKET    7!-913b   I1QDCL      CENTUFiV,     GAMMA     INDUSTRIES 


8001O20029    ForuiardB     items     For     insertion     Into    application    for    NRC 
certificate    of    compliance    for    Centurij    model    devices    mfg    b"j 
Gamma     Induatn&a    App    C    detailed    drawings    &    revisions     for 
Pages    0  2,  7  7A   ".    7    7H    end 

RICHARDSON,  H   II         Nuclear    Systems,     Gamma    Industries    Div         BO/Oa/27 
9pp 


6004310419  Advi»»a    that    facilities    mill    be    using   Models    CNfi-QOA.  7-100, 
CNSI-21-30O   (<    CNS1-14-195-H    for     shipment    of    radioactive 
mails 
DOLAN.J  E        Indiana   t,  Michigan   Electric    Co        80/03/17         Ip 


DOCKET    71-9182   MODEL       IB-ISO,     CHEN-NUCLEAR    BVBTCMS,     INC 

8001070294   Notifies    that    response    to   300139    1 tv   re   Certificate 
of    Compliance   1 1 2S  uill    bo    transmitted    by   300313 
REYNOLDS, LE        CNem-Nuc Icar    Systems,     Inc         80/02/27         Ip 


DOCKET    71-9142   MODEL      252k.     P1DNSANTO   RESEARCH   CDHP 


8004O3D354    Requests    approval     to    ship    Pu-23S    in    quantities    greater 
2O    but    no    greater    than    1OO    Ci     in    DOT    Spec    SO   SC-4    shipping 
containers   Pu-236    snurcea   mill    be    at    least    double' 
encapsulated     in    mota!     contitiners    f,    lull!    tie    leak    tested 
TAYLOR. R    R         Monsanto    Research    Corp          00/03/05         Ip 


— BOD4030359    "Model    3526    Shipping    Container    " 
»       Mnnsantn    Re-toarch    Corp         SO/Q3:/O5         ip 


Q004O7O091    Submit i    roiults    of    revieiu   of    usa    &f   Modil    18-490   in    retponie 
to   NRC   B00127    Itr   Container    hai    not    been   used    for    shipment 
of    ra.dloac.tivo    matli    requiring   NRC    approval    during    11*79  d 
cnn-nat   b«    utad    during    forseealil*    future 
nEYNOLDB.L  E        Chem-Nuclear    9i/stomi,     Inc         80/03/04.        2pp 


DOCKET    71-9130  HODEl      NP-30-XXL,    NUCLEAR  PACKAOINO.     INC 

a00422Q10'1  Foruarda   Drauiina    X-20-20DD    in    support    of   Rwialon  2   amend* 
to   GAR    far   Mndul    NP    30  Descrlbvi    application    of    optional 
const    matl    configurations 
HAELBIO.R   J        Nuclear   Packaging.     Inc        BQ/02/29        3pp 


S0042J0019    Feruards    Revision    O    to    Certificate    of    Compliant    9142    for 
Model     MRC-20WC 
MACDONALD, C  E        Transportation   Branch        80/04/03        If 

— BOQ4210021    Certificate    of   Compliance   7142,  Rovii  Ion    0    for   ttodel    MRC- 
MAC DONifiLD,  C    E          Transportation    Stanch         BO/04/03         2pp 


DOCKET    71-9B53   MODEL      ORNL    -    BNL    -    NDS      UN   FUEL    CONTAINED,     ENERSY, 

B004O7O247   Faruards    racommended    changes-    to   NOB  un  Irradiated    shipping 
containers    for    approval    per    Certificate   of   Compliance   9053 
TRAVIS,U  H        Energy, Dept    af        80/02/31        2pp 


IOCFR  COMMISSION   MEETING   RECORDS 

BQ0401OO16    Transcript    of    900319   meeting    In    Wash  inatoti,  DC    re    NRC 
enforcement    program  Pp    1-59 
•      Commission          80/03/19         S9pp 

--S004010017    SECY-BO-139 

DescribBS    variom    tijpet    of    enforcement    actions    re-   request 
for    Commission    approval    of    general    statement    of    enforcement 
pol  lev 

BTCLLO-V        Office    of    Inspection    !<   Enf opcementi     Office   of    the 
Director         BO/O3/13         39pp 

— 3001010021    Endorses    objective    re    development    of    strong i oipllc it 
»nf opcement    program  Requests    mod    of    coordination    statement 
bo    Include    bencf 1 ta. costs    &   Commission    guidance 
requirements 

HAULER. N  M        Office    of   Management    and    Program  Analysis        BO/O3/1O 
Spp 


— BOD4100431    BECY-HO-I66 

Recommends    NRC    approval    nf    amends    to    10CFR73   for    Immediately 
effective   requirements    re    physical    protection    of    irradiated 
fuel    in    transit;    for   publication    in    final    form   Draft    FH 
notice    end 

DiacKB, W  J        Office   of    Nuclear   Mat*r HI    Safety    &  Safeguard* 
BQ/03/2B         52pp 

BQ0417Q345   Transcript    of    AIF    BQO402    briefing     In    Washing ton,  DC   Pp     1-93 
*      Commission        80/04/O2        54pp 

— 8004-170350   Forwards    "Rept    to    AIF   Policy    Committee    nn    Followup    to    TMI 
Accident."    re    draft  NUflEQ-0660  Large   number    of    requirements 
proposed    by   plan   can   &    should    be   reduced 
LEE. D        Atomic     Industrial    Forum        BO/OB/22        3pp 

— BOO417O333   "Rip t    to   AIF   Policy   Committee    on    Followup    to    TMI   Accident, 
by    Working    Group    on  Action   Plan   Priorities;   b  Resources 
*      Atomic    Industrial    Forum        80/02/29        lODpp 


9004020022  Transcript    of    800319  Affirmation    Session   80-11    in 
Washington, DC    Pp     1-5 
*      Commission         SO/03/19        Spp 


B004180137  Transcript    of   SQ0410  briefing    on   uastu    mgt    technical 
regulations    in    Beth»*da,HD  Pp    1-30 
*      Commission        BO/04/ ID        H9pp 


B004O2D024   Transcript   of   800319   hydrogen    control    meeting    in  Washington. 
DC    Pp     1-92 
•      Atomic    Safety    and   Licensing    Board   Panel         BO/ 03/1 9        9Spp 


800424 O471    Transcript    of    800414  meeting    In   Washing  tan. DC    to    discuss 
SECY-BO- 139  &  BECY-SO-130A  Pp    1-S9 
»      Comml sslon        60/04/14        60pp 


—0001020030  SEcr-BO-107    (FHNI 

Ettabllsnes    technical    bales    re    Interim   hgdrogen   control 

r Bijuiroments    foi     small    containments   Technical    dlscui-itani 

end 

DEHTON, H   R          Office    of    Nuclear    Reactor    Regulation          BO/02/32 

34pp 

00040-20051    Transcript    of   S003H1    meeting   u/cltiicn   -group    on   TMI    cleanup 
In   Washington,  D-C    Pages    1-56 
*      Commission         30/03/31         96pp 

000409009B   Tranicrtpt    of    B00321    Affirmation   Bcssloti   BO- 12   in 
Waihlnoton.  DC   Pp     1-2 
»      Commission         BO/03/21        Hpp 


B004B'1O476   Transcript    of   Commission  t.  ACRB  B00411    joint    minting    in 
W«sh  ington,  DC   Pp     1-43 

»      Comrfisslon         *      ACRS   -  Advisorij   CommittaB    on    Reactor    Safeguard* 
SOY04VH         4&pp 

8004230276   Transcript    of   H00a15  brieflno    in    BothetdaiMD   on    status   of 
environ    qualification   revieui   for    ilectrlcal    component!   at 
opirjtinj    poiuer    reactors   Pp    1-7B 
»      Commission        BO/04/IS        79pp 

B0042SO344    Trantci-lpt    of    B00410  affirmation    ssieion    in   Bcthesda.MD  ri 
SECY- 79-6- 10 
»      Ccmmisslon,       BO/04/IO        4pp 


G004090179  Transcript    of   800336  me«tins    in    Wo«h Inotom  DC    re    briefing 
on    policy    issues    in   emergency    planning    rule    Pp    1-70 
«      Commission         BQ/03/36        71pp 

000409 O2i 1    Transcript    of    B00331    meatlng    in    Dethesda,  MD  r»    briefing    on 
two    Approaches    to    treatment    of    inv»ntorij    different*!    in 
nuclear   matt    accounting   Pp    1~S2  Vleugraphs    *ncl 

*  Commission         90/03/31         9Spp 

0004100033   Transcript    of   000313  AfPfrmation   Se»»ion   0O-1O    in 
"aldington.  DC   Pp     1-5 
«      Commission         80/03/13        Spp 

—8004100039   SECY-BO-Q9B 

R«commend«   NRC    approval    of    FR    publication    of    end    notice   of 

dsnlal    of   petition    for   rulemaklng    2-9 

BMAPAR.H   K        Office    of    the    Elecutlve  Legal    Director.       BO/02/14 

107pp 

8004100429  Trantcripit    of    000331    meeting    in    Bethnifa,  MD   re    phgtical 
protection    of    irradiated   reactor    fuel    in    tr*nslt    Pp    1-33 

*  Commission        BO/03/31        33pp 


ACRB  ADVISORY  COMMITTEE  ON  REACTOR   SAFEGUARDS 

0004030111    Certified    summary    of   ACRB  Bit*  Evaluation   Subcommittee 
79122O  meeting    In   Mashingtani DC   re   recent   policy    changes    & 
imp- lamentation    in    area    of    siting   &  •emergency    planning 
o      ACRS   -  Advlsoru   Committee    on  Reactor   Safeguard*        80/O2/09        13pp. 

— B004O20116  Discusses   Conflicts    in   guidance   &    interpretation  re    off*lt 
emergency   pl'n*    per    revleu   of   NUREO-0396,  NUHEO-03BH   Ii    draft 
NUREO-OA10 
OODWIN,  A  v,       Alabamar    State    of        77/11/14         29pp 

— BOO4O20 ISO  forwards    comment*    an    "Basis    for    Emergvncg    Action  Level*    f" 
Nuclear   Pauar    Facilities,"    Minor   «v*nts    having    no    effect   on 
public    health    k    safety    do   not   warrant   consideration    of 
public    officials   or   agencies 
JURQENOEN.R   W         American  Electric    Power   Co    ,     Inc        79/11/30        4pp 

— B004020123  Comments    on  NUREO-0610.  recommends    four    clanai    of  emerflsinc 
action    levels    in-piant    occurrence.  *mer9encu    alirtislts 
emavgenci)   d   general    amei-jenc!/ 
WARDrJ   E        Atomic    Industrial    Forum.       79/11/26         14pp. 


-B004Oa01BB  Comments    an  NUBEO-0610   draft   estimate    too    low   Experience 
indicates    thiti  using    draft    examples    of    initiating    condition, 
fraquancg   mould    be    tii    to    ten   time*    per    yr    rather    than    once 
or    twice 

VETTER.W  E        Region  4,     DalUf.    Office   of    the  Director         79/11/27. 
Sft 
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—  B004O8Q661  Forwards  comments  an  proposed  Reg  Guide  1  97. Revision  2 
format  of  Tat  IB  3  d  3  should  ho  reversed  so  that  purpose 
appears  First  Variable  types  D  b  E  should  be  deleted  frnm 
scope 
TAYLOR,  J  H    Babcocfc  fr  WlUoi  Co    77/11/06    6pp 


8001100392  Summary  of  234th  ACRS  791004-05 
iii/table  of  contents  tf  Apps  1-li 

*   ACRB  -  Advisory  Committee  on  Reactoi  Safeguards 
140pp 


eeting  in  Uasli  ingtnni  DC 
79/12/04 


B004100554  Discusses  reactor  siting  criteria  S<  response  capabilities 
for  potential  accidents  Prompt  info  on  accident  releases  tf 
likelihood  of  releases  Is  Important  Suggests  postulating 
accidents  at  listed  situs  to  compare  potential  haiards 
WILSON, R   Plant  Systems  Branch    79/12/20   3pp 

B00411O147  Comments  on  proposed  rule  1QCFFOO  language  is  ambiguoun  In 
places  More  clarification  &  numerous  editorial  changes 
suggested 
GRENDdN,  I    Affiliation  Unknown    79/12/29    4pp 

BOO4140002  Marked-up  "possible  Risk  Criteria  for  Reactor  Safety  " 
WILSON, R    ACRS  -  Advisory  Committee  on  Reactor  Safeguard* 
79/13/31    6pp 


800415000ft  Responds  to  recommendations  of  NRC  Special  Inquiry  Croup  re 
ACRS  activities  Agrees  uj/recommendatl  on  tu  retain  ACR9  in 
s trenothened, modified  role  &  concurs  Wsome  criticism 
AddrssBB*  specific  criticisms 

PLES8ET.M  S   ACRB  -  Advisory  Committee  on  Reactor  Safeguard* 
BO/03/13    app 

B0041500IO  Requests  that  memorandum  identifying  safety  research  needs 
for  use  of  Ofc  by  Nuclear  Regulator!)  Research  t  other  groups 
be  automatically  sent  to  ACRS  Research  requnsts  re  TMI-2 
accidents  ihould  be  reviewed  in  broad  perspective 
PLESSET.H  S   ACRB  -  Advisory  Committee  on  Reactor  Safeguards 
BO/01 /IS    Ip 

0004150016  Summariies  review  of  near-term  OL  Items  from  Draft  3  of 
NUREO-0660,  "NRC  Action  Plans  Devoloped  as  Result  of  TMI-2 
Accident  "  Near-term  DL  items  provide  sntsfactory  basis 
Far  resumption  of  licensing 

PLESSET.M  3    ACRS  -  Advisory  Committee  on  Reactor  Safeguard*1 
GO/03/11    Qpp 

SQOfl  I  EiOOl  7  Notification  nf  ACRS  Subcommittee  open  B 00109  meeting  in 
Wash  Ingtoni  DC  to  discuss  procedures  for  conduct  of  ACRE) 
activities  ti  strengthening  ACRS  role  in  reflulfltory  process 
HDVLE.J  C   ACRS  -  Advisory  Committee  on  Reactor  Safeguard* 
79/12/17    IP 


8004140030  "On  History  of  evolution  of  LWR  Safety  In  US  " 
OKRENTi  D   ACRS  -  Advisory  Committee  on  Reactor  Safeguard* 
BO/O4/10    930pp 

B004140035  Draft  notification  of  ACRB  BO0207  meeting  In  Wash  ing  ton,  DC 
to  discuss  annual  rept  to  Congress  on  NFIC  safety  research 
program  b  propo*ed  NRC  plans  far  study  of  add)  safety 
features  for  Zion  Units  1  tt  2  d  Indian  Paint  Units  2  &  3 
HQYLErJ  C   ACRS  -  Advisory  Committee  on  Reactor  Safeguards 
80/03/12    Spp 

8004140042  Summary  of  ACRB  Subcommittee  791106-07  meeting  re 
preparation  of  annual  rept  an  reactor  safety  research 
Related  matls  &  list  of  attendees  enc 1 
«   ACRS  -  Advisory  Committee  on  Reactor  Safeguards    79/12/04    31pp 

B004140D33  Notification  of  ACRS  Subcommittee  on  BUI  Water  Reactors 
BOQ304  meeting  in  Washington. DC  to  continue  discussion  of 
transients  of  once-through  steam  generators  Portloni  of 
meeting  mau  be  closed  to  protect;  proprietary  info 
HQYLE, J  C   ACRB  -  Advisory  Committee  on  Reactor  Safeguards 
BO/Oa/11    3pp 

8004140036  Notification  of  ACtiS  Subcommittee  on  LEU*  BQQ123  meeting 
u/NRC  Dfc  of  Analysis  &  Evaluation  of  Operational  [)ata  in 
Hashing  ton. DC  to  discuss  evaluation  of  LCft  Info 
HQYLE, J  C   ACRS  ~  Advisory  Committee  on  Reactor  Safeguard' 
79/12/20    Ip 

B004HQ063  Notification  of  postponement  of  ACliO  Subcommittee  on  LERs 
800123  meeting 

HaVLE.J  C   ACRS  -  Advisory  Committee  on  Reactor  Gafeguard* 
80/01/11    ip 

BOQ41400B9  Notice  of  ACRS  Subcommittee  on  ATMS  000123  open  meeting  In 
Hashing toni DC  lo  discuss  proposed  resolution  of  ATMS 
HQYLE, J  c   ACRS  -  Advisory  Committee  on  Reactor  Safeguard* 
79/13/30    Ip 

B004140121  Comment*  re  ACRB  Site  Evaluation  Subcomroi ttli  791320 
meeting  en  emergency  planning  Research  required  to  define 
magnitude  of  activity  releases  in  reactor  accidents  tt 
realistic  distances  for  emergency  planning  lones 
ORTHrD  A   E  I  do  Pont  de  Nemours  t  Co  ,  Inc    00/01/10   4pp 


000-1190046  Recommends  verification  testing  of  decay  heat  removal  under 
upset  conditions  in  near-term  QL  plant  test  programs 
PLESSETrM  8   ACRS  -  Advisory  Committee  on  Reactor  Safeguard* 
BO/03/11    Ip 

Q004I30077  Notification  of  ACRS  Subcommittee  S00109  meeting  in 
Washington. DC  to  continue  discussion  re  preparation  of  ACRS 
Annual  Hepl  to  Congress  on  NRC  Reactor  Safety  Research 
Program 

HQYUE.  J  C   ACRB  -  Advisory  Committee  on  Reactor  Safeguards 
79/12/17   2pp 

8004150111  Notification  of  ACRB  Bubcommi ttee  on  DIM  Water  Flaacbors 
S0010B  meeting  in  Wash  Ingfcoiif  DC  to  discuss  sensitivity  to 
transient*  of  once-through  steam  generator  &  other  features 
of  DtU  designed  nuclear  plant* 

HOVLEi J  C   ACRB  -  Advisory  Committee  on  Reactor  Safeguards 
79/12/17   3pp 

0004130114  Notification  of  ACRS  Ad  Hoc  Subcommittee  on  TMI-3  Accident 
Action  Plan  QOOI07  meeting  in  Washington, DC  to  dtscuss  NRC 
"Draft  Action  Plan  for  Implementing  Recommendations  of 
President's  Commission  d  Other  Studies  of  TMI-Acc ident  " 
HOYLCi  J  C   ACRS  -  Advisory  Committee  on  ileactor  Bafnguarcls 
79/12/17   3pp 

B0041501SH  Comment*  on  proposed  rule  10CFRSO  requirements  for  local  ti 
state  approval  of  licensee  emergency  plans  can  remit  In 
subversion  of  entire  open  licensing  process  by  small  group 
of  individuals 
STEINDLER.pl  J   Argonne  National  Laboratory    80/O1/02   app 

800415O20B  Summarite*  comments  rgsultlng  from  ACRB  2C19th  moDting 
revleui  of  NRC  Task  Force  on  liullebins  t  Orders 
recommedatlons  ru  TMI-2  ti  generic  evaluation*  of  loss  of 
fetdiuatsr  transient*  &  small  break  UDCAB 

PLESSETiM  El   ACRS  ~  Advisory  Committee  on  Reactor  Safeguards, 
80/03/11,   3pp 

Q004190212  Notification  of  ACHS  S001IO-I2  meeting  In  Ha«h Ing  ton,  DC  to 
discuss  proposed  recommendations  to  Congress  an  NRC  lafetg 
Research  Program,  NRC  action  plans  ttt  implement  THI-2 
accident  studies  d  proposed  changes  in  siting  criteria, 
HOYLEi J  C   ACRS  -  Advisory  Committee  on  Reactor  Safeguards 
79/12/20   6pp 


8004140466  Summarize*  evaluation  it  quittian*  stemming  from  791113  visit 
to  OETR  site  QollevBi  greatest  need  li  far  tectonic 
syntheses,  both  local  t<  regional 
THOMP8DN,0  A   Affiliation  Unknown   79/12/12   app 

8004(50002  Notification  of  ACRB  Ad  Hoc  Subcommittee  on  TMJ-3  Accident 
Action  Plan  900303  meeting  In  Hashing fconr DC  to  consider 
Draft  3  of  NRC  plan*  for  implementing  recommendations  of 
President's  Commission 

HOVLEi J  C,   ACRB  -  Advisory  Committee  on  Reactor  Safeguards 
BO/03/13   3pp 

B0041S0009  Notification  that  ACRB  Ad  Hoc  Subcommittee  on  TMI-2 
Bulletins  &  Orders  B00303  meeting  is  rechedulad  until 
800304  ACRS  Subcommittee  on  B&U  Hater  Reactors  B00304 
meeting  ha*  been  postponed  indefinitely 

HOVLEi J  C   ACRS  -  Advisory  Committee  on  Reactor  Safeguards 
BO/03/19    |p 


0004130222  Notification  of  ACRS  (Subcommittee  on  Metal  Component* 
000123-24  meeting  In  Wellington,  DC  to  revieu  status  of 
unresolved  generic  safety  Items  involving  pressure  vessel** 
steam  generators  b  other  prenure  boundary  components 
HOVLEr  J.  C   ACRB  -  Advisory  Commltte*  on  Reactor  Safeguards 
79/12/20    Ip 

B004130B38  Notification  of  ACRS  Subcommittee  on  ECC9  BOQ326  meeting  In 
Math  ing  ton, DC  to  discuss  analysis  of  small  break  LOCAs  an 
Mestinghouse  upper  head  Injection  reactor*  Portions  of 
meeting  may  tie  closed  to  protect  proprietary  Info 
HDVLEr J  C   ACRB  -  Advisory  Committee  on  Reactor  Safeguards 
BO/03/03   3pp 

8004130230  Qiscusies  ACRS  791115  meeting  re  ettreme  external  phenomena 
Subcommittee  Technical  quality  of  Stltmlc  Safety  Margin* 
Research  Program  siemt  high  Determining  strain  rate  should 
be  major  objective 
THOrlPSQH.Q  A   Affiliation  Unknown,   79/12/14   Ip 
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8004130232   Notification    op    ACRS   Subcommittee    an   Concrete   Si    Concrete 
Structures  800329-56  malting    In   Washington!  DC    to   review 
uitr   needs    In   structural    engineering 

HQVLE, J  C        ACRS  -  Advisorg   Committee    on  R tact or   Safeguard! 
80/03/03        2pp 

BOO 4 15023 6  Notification   of   ACRS  Subcommittee   on  ATH8  BOO 3 24  meetlnj    In 
Uash  ington.  DC    to   continue    diicuision   on  propoied   resolution 
of  ATMS  Portion!   of   meeting   mag    be   closed    to   protect 
proprietarg    Info 

HOVLEi  J  C        ACRB  -  Advisorg   Committee   on  Reactor   Safeguards 
90/03/05       3pp 

B004 150240  Notification   of   ACRS  Ad   Hoc   Subcomml ttee   on  Natural 
Circulation  Heat  Removal    900323  meeting    in  Wash Ington, DC    to 
revleui    Info   on  natural    circulation  &  bleed  &  fted    heat 
removal    tgs  V  determine   areas   where    Info    ii    inadequate 
HOYLEi  J  C       ACRS  -  Advlsorg   Committee   on  Reactor   Safeguards 
BO/03/05       3pp 

0004130241   Notification   of    proposed   ACRB  subcommi ttee,  work  ing    group   (. 
full    committee   meeting*  800103-0304 

HOYLE.J  C        ACRS  -  Advisory   Committee   on  Reactor   Safeguardi 
79/12/17       4pp 

8004130244  Notification    of   propoitd   ACRS  t ubcommitteei  work Ing    group   b 
full    committee  meeting*   000123-0412 

HQVLE,  J  C        ACRB  -  Advisory   Committee  on   Reactor   Safeguardi 
80/01/17        flop 

8004190249  Notification   of  ACRS  S 00306 -OB  meeting    in  Washing  ton, DC    to 
[Hie mt    implementation   of   NRC    "Action  Plans    for 
Recommendations    of  Preiident*'   Commiislan"  b  other   itudiei 
of   THI-2  accident 

HOVLEiJ  C        ACRB  -  Adviiorg   Committee  an  Reactor   Safeguardi 
90/02/19       6pp 

B004J 30248  Addition   to   agenda   for   ACRS  Ad  Hoc   Subcommittee    on  TMI-2 
Accident    Implication!   800309  meeting    to   consider  addl 
engineered    safety    featuresi  Including    Installation   of  molten 
care   crucibles   under   reactors 

HOYLE.J.C       ACRS  -  Adviiorg    Committee   on  Reactor  Safeguards 
BO/02/21        Ig 

8004190294  Notification   of  ACRS  Subcommittee   on  THI-2  Accident 
Implications  SO0309  meeting    In  Washington, DC   re    installation 
of  molten  cor*   crucibles   at    Indian  Point  Unitt   2  d  3  fc  Zlan 
Unit*   1  ft  2, 

HOVLErJ  C        ACRB  -  Adviiorg   Committee   on  Reactor   Safeguards 
80/02/13       3pp 

9004190272  Transcript   of   ACRS  Subcommittee   on   Reactor  Safetg   Research 
80040?  fleeting    in  Mash  Ington,  DC   Pp    1-SO, 
»      ACRS  -  Advisory   Committee   on   Reactor   Safeguardi        80/04/09       SOpp 


80041B0017  Schedule    Si   outline    for   discussion   re    230th    ACRS  meeting    on 
B00207-09    in  Washington, DC 
*      ACRS   -   Advisory    Committee    on   Heactor    Safeguards          SO/Q1/2H         App 

6004160025  Notice    nf    receipt    of    addl    info    far  ACRS   Subcommittee    on 
TM1-1   Nuclear    Power   Plant   800131-0201    mooting    in   Middletoun. 
PA   Designated    federal    emplogee    is    R    duller    Also    corrects 
first   uord    in    last    paragraph 

HDVLE.  J   C         ACRS    -   Advlsorg    Committee    on    Denctor    Safeguards 
SO/01/18         lp 

8004180032  Notice   nf    change    in   agenda    fnr    ACFiS  Subcommittee    on   ATWS 
BOO 1  ED  meeting    Meeting    mill    include   matter]    Involving 
proprietary    info    Portion    of    meeting    mag    be    tlnsed     to    protect 
proprietary    info 

HQYLE,  J   C        ACRS    -   Advlsorg    Committee    nn   Heactor    Safeguards 
50/01/16        2pp 

B0041BQ036   Notification    of    ACRS   Subcommittee    oil    TMI-li  B00131-0201 
meeting   u/uttl    &   public    In   Hi dd letoun,  PA  Portions    of    meeting 
mag    be    closed    to    protect    proprietary    info 

HOYLE,  J  C        ACRS   -  Adviiorg    Committee    on  Reactor    Safeguards 
80/01/11         3pp 

8004180044  Notification   of   ACRS  Subcommittee    nn  Reliability    !> 
Prababili ttlc    Assessment   800306  meeting    in  Wash  Ing  ton, DC 
to    discus  I    consistency    of    component    failure   eiperionce 
u/WABH-1400  projection 

HOVLE.J   C         ACRS   -   Advlsorg    Committee    on    Reactor    Safeguards 
BO/01/16         Ip 

8004180049  Notification   of    proposed    ACRS    subcommittee    &  working    group 
meet  Ingi 

HOVLEi J  C        ACRS   -   Advisory   Committee    on   Reactor    Safeguards 
80/01/19        4pp 

8004180074   Summarg    of    238th    ACRS   meeting    on    800207-09    in    Wash  irig  ton.  DC 
Includes    items    tentatively    scheduled    for    consideration   at 
239th   ACf)S  meeting    on  900306-00 

PLESSET.M  S        ACRS  ~  Advisorg    Committee    an  Reactor    Safeguards 
80/03/23        2pp 

80041800711  Summarg    of   237th   ACRS  meeting    on  800110-12    in   Mash  ing  ton,  DC 
Includei    item*    tentatlvelg     scheduled    fur    238th    ACRS    meeting 
on    800207-09 

PLESSET.M   S         ACRS   -   Advisory    Committee    on   Reactor    Safeguards 
80/01/24        2pp 

8004180085  Notification   of   ACRB  Ad   lloc    Subcommittee    on    THI-2   Accidont 
Action  Plan  800401-02  meeting    In  Mash  ing  ton. DC    to    discuss 
Draft  3  of   NURCO-0660  Portions   of   meeting    may    be    closed    to 
protect   proprietarg    Info 

HDYLEj  J  C        ACRS   -  Advisory    Committee    on   Reactor   Safeguards 
80/03/10        3pp 


B  004  150306  Transcript   of   ACHS  Subcommittee   on  Pouer  &  Electrical   Sgs 
B00409  meeting    In  W»ih  itigton,  DC  Pp    1-B5 
»     ACRS  -  Advlsorg   Committee   on  Beaetor  Safeguards        80/04/09       S9pp 

8004150321    Tranicrlpt  of  ACRB  Subcommittee   on  Regulatorg   Activities 
B0040?  meeting    in  Washington.  DC   Pp    1-133 
»     ACRS  -  Aifvliorg   Committee   on   Reactor  Safeguard*        BO/04/09 


8004160046  Evaluate*   791113-16  BSMRP   meeting   re   nuclear   plants    seismic 
saf  ety>  fiept*   Indicate    progresi  It  accomplishment  Majorltg    of 
pertonnel    presentations   uere   of    high   quality. 
Development   of   sgi    for   overall   asseisment*   doubtful 
WHITE.MP.      White,    M     P      Consulting   Engineer        7-7/12/34        Ip 

80041703SO  Tranicrlpt   of   ACRS  Subcommittee   on   B1H  Hater  Reacton 
800408  meeting    in  Maihlngtom  DC   re   sensitivltg   of  vendor 
ig*    to    feeduater   transients   Pp    1-194 
«     ACRS  -  Adviiorg   Committee   on  Reactor  Safeguardi        80/04/08 


8004170338  Detailed   tchedule  t>  outline    for    dUcunion  re  239th    ACRS 
meeting   on  800306-08   In  Washington,  DC 
*     ACRB  -  Advliarg   Committee   on  Reactor  Safeguardi        BO/02/SB        3pp 

B004170361   Appi   to  minutes   of   236th   ACR8  meeting    on  791206-08   in 
Haihlngtom  DC 

»     ACRS  -  Adviiorg   Committee   on  Reactor  Safeguards,      79/la/OB 
130pp. 

B004  180003  Commint*  an  ACRB  Subcommittee  an  ECCB/Bt-D  800103-04  meeting 
He«*ured  parameters  other  than  prenure  are  grosi   Indicators 
of    increning  void   fraction  within  preisurlted    sgs  Reduced 
pump    speed    Is  alternative   to   delagee*   pump    trip 
ACOBTAiA,      Calif  orni*    Institute   of   Technology        80/01/OB        2pp 


B004180190  Transcript   of   240th   ACRS  800411    general    mveting    in 
Washington. DC   Pp    1-247 

»      ACRB  -  Advi*org    Committae    on  Reactor   Safeguard*        BO/04/11 
2S4pp 

B0041B0406  Notification   of   ACFIS  Subcommittee   on   ECCS   fc  Reactor   Fueli 
800214  meeting    In   Waihington, DC    to   discuss    propoied    changes 
in    fuel    clad    rupture   models   Portion*    of   meeting   mag    bo 
closed    to   protect    proprietary    info 

HDVLE. J  C,      ACRS  -  Adviioru   Committee    on   Reactor   Safeguards 
SO/01/24       3pp 

SOD41B0481   Comment*   re  ACRS  Site   Evaluation   Subcommittee   791220   miotino 
on   proposed   rule    10CFR30.     "Emergency   Planning    "    Efforts    to 
complete   plan*   a*    early   as    possible   may    result    in 
unrealistic    deadlines   &   unneceisarg    plant    ihutdouin* 
FOSTER-R  F        Affiliation   Unknown        BO/01/1S       3pp 

S0041B049S  Notification   of   ACRB  Subcommittee   on  Plant    Arrangements 
500220-31   meeting    in/Band  U   Labi    In   Mashing  ton.  DC    to    discuss 
"Final    Rept    (draft)    on  Phase    I    of  Generic    Task    A-17.Sgs 
Interaction    in   Nuclear   Pouter   Plants"    tn    items   re   LWRi 
HDVLE.J  C        ACRS  -  Adviiory   Committee    on  Reactor    Safeguardi 
80/01/30       3pp 

B0041B0506  Notification   of   ACRB  Ad   Hoc   Subcommittee    on   TMI-3  Accident 
Bulletins  1  Orders    800303  meeting    in  Waihington. DC    to 
continue   canildarat ion    of    IE   bulletin*   t  N.RC   orders 
pertaining    to   THI-2  accident 

HOVLEi J  C        ACRS   -  Advisory   Committee    on  Reactor   Safeguardi 
SO/02/11,      3pp 

8004210001   Transcript    of   210th   ACRS  general    meeting    In   Washington    DC    on 
800410, Page*    1-263 

»      ACRS  -  Advisory   Committee    on  Reactor    Safeguards        80/04/1O, 
2&3BP 
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8004210311  Transcript  of  Arf  Hoc  Suftc ommi tteu  800326  meeting  re  naturi 
circulation  heat  removal  in  Wash Ing  ton. DC  Pp  1-369 
»   ACRS  -  Advisory  Committee  on  Reactor  Safeguard!    SO/03/26 
270pp 

B004210313  Transcript  of  SubcommittoD  on  ATWS  BOQ336  meeting  in 
Washington, DC  Pp  1-21S 

*  ACRS  -  Advisory  Committee  on  Reactor  Safeguards    BO/03/26 
316pp 

9004220795  Respond!  to  NSSB  vendor!  presentations  at  ATWB  B00125 
meeting  re  Alternative  3A  &  4A  mods  Vendor  cost  estimates 
are  inflated  Doth  alternative  mods  should  bo  imposed  on  all 
plants 

BAUNDERBi B  C    ACRS  -  Advisory  Committee  on  Reactor  Safeguards 
80/02/20   Spp 

B004240476  Transcript  of  Commission  &  ACRS  B00411  joint  mooting  in 
Washington, DC  Pp  1-43 

*  Commission   o   ACRS  -  Advisory  Committee  on  Reactor  Safeguard* 
BO/04/11    45pp 


8004230290  Transcript  of  800133  subcommitt 
re  LEHf  Pp  1-139 

i   ACRS  -  Advisory  Committee  on  Reactor  Safeguards 
139pp 


COMMISSION  NRC  COMMISSIONERS 


meeting  in  Wash  ing  torii  DC 
BO/04/22 


79OQ14Q343  Ac  k  receipt  of  790309  Itr  to  Hendrie  re  establishment  of  n«ui 
safety  position  in  facilities  to  improve  emergency  response 
Discusses  review  of  reactor  operator  qualifications  Invites 
further  suggestions  Forwards  info  re  operator  licensing 
DENTON,  H  R    Office  of  Nuclear  Reactor  Regulation    79/07/O2   2pp 

—  790B1403'17  Suggests  NRC  k  utils  jointly  create  neiu  safety  position  in 
facilities  Outlines  qualifications  &  duties 
STAUDT, H  R   Hunker-Rama  Corp  ,  Amphcnol  North  America  Div 
79/09/09    4pp 

8004030173  Responds  to  0002 1Q  Itr  re  device  for  dispensing  iodine  in 
water  as  thyroid  blacking  agent  NRC  looks  forward  to  FDA 
review  of  neiu  technique 
DENTON.H  R    Office  of  Nuclear  Reactor  riegulation    00/03/06    lp 

— 80040?0l7v  Discusses  nouily  designed  iodine  device, u»ed  as  alternative 
to  potassium  oxide  for  emergency  source  of  thyroid  blocking 
agent  In  event  of  accident  w/rad 1 oact i vo  Iodine  release  to 
atmosphere  Device  has  unlimited  storage  life 
PdLLEY.H  I)   Omnldlne  Corp    00/QH/13   2pp 

8004Q2OI95  Act  receipt  of  yearly  invitation  to  ipoak  at  ALI-A0A  course 
on  atomic  onorgi;  licensing  &  regulation  in  Bopt  Requests 
tentative  status  due  to  prior  commitments 
HENDRIE.J  M   Commission   BO/03/03    lp 

— 8004020199  Eitond»  invitation  to  Commit*  loner,  as  luncheon  speaker  at 
ALI-AUA  course  on  atomic  energy  licensing  h  regulation*  on 
Q00925 

GREEN, H  P   Fried,  Frank,  Harris,  Shriver  t  Kampelman,   SO/02/19 
lp 

B004030335  Discusses  results  of  enc  I  rapt.  "NRC  Environ  Analysis  of 
Nuclear  Accidents  Is  It  Adequate  "  Topical  EI8  falls  to 
analure  Class  9  accidents  despite  potential  for  greatest 
environ  harm  fr  public  concern 
SPETH.O    President  of  US  t.  E-ecUtiv*  Offices    HO/03/20    llpp 

— 0004030340  "NRC  Environ  Analysis  of  Nuclear  Accidents  I«  It  Adequate  " 
ENTWlSLEiE  ,  WEXLER, D   Environmental  Lau  Institute,   00/02/04 
200pp 

0004090037  Provides  Subcommittee  on  Energy  8-  Environ  or/updated  info  r« 
NRC  need  for  power  determina tions,  in  response  to  790B01 
request  Electricity  demand  Forecasting  techniques  are  being 
improved,  Supporting  documentation  enc 1 
AHEARKE,  J  F   Commission   80/03/11    (bpp 

--B004080048  Forwards  response  to  780330  inquiry  re  NRC  need  for  power 
determination  procedures  Need  for  power  determination*  made 
by  NRC  are  part  of  NEPA  reviews  required  prior  to  CP  or  OL 
issuance 
HENDRJE.J  M   Commission    78/07/19    lOpp 

— 8004,080039  Forwards  excerpt*  from  decisions  re  need  for  poiuer 
MANN, M  M   Atomic  Safety  and  Licensing  Board  Panel    79/06/29 
Bpp 


— BOOflOBQ063  (loquesti  info  re  NRC  need  for  power  determination 
procedures,  per  NRC  780523  testimony  on  Nuclear  Siting  & 
Licensing  Act 

WEAVER, J   HOUSE  of  Rep  .  Interior  &  Insular  Affairs    7Q/OS/30 
3pp 

— B0040BO066  Ask*  specific  questions  re  NRC  need  for  power  determination, 
based  on  J  Weaver  700530  inquiry 

UDALL,M  H   House  of  Rep  -  Interior  4,  Insular  Affairs    79/08/01 
2pp 

8004000070  Summary  of  33Bth  ACRS  meeting  in  Wash  ing  ton,  DC  on  300207-0'? 
PLESBnT.M  8   ACRB  -  Advisory  Committee  on  Reactor  Safeguards 
SO/03/23    2pp 

8004080071  Commonta  on  OAO  rept,  "MUG  More  Aagre«sive  Leador«liip 
Needed  "  Steps  are  being  taken  to  Improve  Commission 
leadership  In  OAO  recommended  areai 
AHEARNC, J  F    Commission    BO/03/14    3pp 

— B0040B010S  Comments  on  OAO  mpt,  "NRC  More  Agressiva  Leadership 
Needed  "  Steps  are  being  taken  to  improve  Commission 
leaderihip  in  OAO  recommended  area*  Response  to  rept 
vecornmendationfl  one  1 
AHEARNE,  J  F   Commission   00/03/14   36pp 

8004000233  Provide*  Subcommittee  on  Public  Worki  w/info  re  proposed 
changes  to  NRC  FYBO  base  table  Carryover  funds  from  FV79 
would  be  applied  to  priority  unfunded  tasks  identified 
during  post-TMl  investigations 
AHEARNE, J  f   Commission   BO/03/07    lp 

— 8004000237  Providos  Subcommittee  on  Energy  li  Environ  w/lnfo  re 
proposed  changes  to  NHC  TYBO  base  table  Carryover  funds  from 
FV79  would  be  applied  to  priority  unfunded  tasks  identified 
during  pott-THt  Investigations 
AKCARNE,  J  F   CommUsion   SO/03/07    lp 

— B0040B022?  Provides  Subcommittee  on  Nucloar  Regulation  u/lnfo  re 
proposed  changes  to  NKC  FY80  base  table  Carryover  funds  from 
FV79  would  be  applied  to  priority  unfunJetf  talks  Identified 
during  post-THl  investigations 
AHEARNE.J  F   Commission   80/03/07    lp 

— 0004000331  Provides  Subcommi  ttee  on  Energy  (.  Power  w/info  r« 
proposed  changes  to  NRC  FYBO  bate  table  Carryover  funds  from 
FY79  would  bo  applied  to  priority  unfunded  tasks  identified 
during  post-TMI  investigations 
AHEARNE.d  F   Commission   BO/03/07    lp 

— 0004000234  Provides  Subcommittas  on  Energy  d  Water  Development  w/lnfo 
re  proposed  changei  to  NRC  FYBO  base  table  Carryover  fundo 
from  FY79  would  be  applied  to  priority  unfunded  tasks 
identified  during  past-TMI  investigations 
AHEARKC.J  t    Commission    BO/03/O7   -tp  p 

0004080243  Provides  Subcommittee  on  Nuclear  JlagulJition  u/responsi  to 
800213  inquiry  concerning  NRC  action*  re  federal  nuclear 
waste  mg t  program 
AHEARHE-J  F   Commission   00/03/06   7pp 

— 80040S02SO  Requests  addl  info  re  federal  waste  rngt  program,  to  clarify 
NRC  testimony  at  000 133  hearing  bo-fore  0ubcomml  ttee  on 
Nuclear  Regulation 
HART.O   Senate.  Environment  b  Public  Works   BO/02/13   2pp 

800403026B  Forward*  Mil  of  reactor  slt't  to  which  FEHA  thould  give 
priority  in  making  independent  estimates  of  evacuation 
timesiper  000114  memorandum  of  understanding  Lltt  Includi* 
addl  sites  not  previously  discussed, 
AHEARNE, J  F   Commission   BO/03/04   2pp 

00040S0317  Respond*  to  800221  Inquiry  rt  baa  It  for  Commisvlon 
concurrence  in  amended  agreement  between  us  b  IAEA  re  matl* 
safeguardi, Amend  maintains  US  nonproliferat ion  policy  itdi 
to  promote  peaceful  nuclear  cooperation 
AHEARNEiJF   Commission   00/03/14   Spp 

— B0040B0323  Requests  views  on  ba*i»  for  Commission  eonturranc*  in 
amended  agreement  between  US  It  IAEA  re  matls  •afeguards,  Ailio 
requests  views  on  Commission  aipoctatlons  ye  reiponilb i 1 i  ty 
for  supply  agreements  under  amended  US  b  IAEA  agreement 
CHURCH,  F   Senate,  Foreign  Relatlo-n*  Commit  to*    00/02/21    Spp, 

800409006&  Weakly  info  rept  for  uk  ending  800314 

REHM,  T  A   Bfflce  of  the  Emcutive  Director  For  Operation*. 
BO/03/H   39pp, 
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800410030?  Dl*cusses    priorities    re    saf  ety,  resumption   of    licensing 
nuclear    power    plant*   li   issuing   CPs    In   response    to   791131 
Itr  Priority   mill    continue    to    be    given    to   operating    plants 
at    opposed    to   plant!   aueltlng   CPi 
AHEARNE.JF       Commission        BO/02/12        lp 

— BOQ410O513  Discusses   Balancing    of   priorities   re    Homing   1 
implementation    oP    post-TMl    safety  recommendations   Equally 
intensive   effort    should   fie    focused    on   plants    in  need    of   OLs 
b  CPi 
MCCOLLAM.W       Edi*on  Electric    Institute        79/13/31        Bpp 

80041005'92  Ueellg    info   rept    fur  uk    ending   800331 

BEHM.T   A       Office    c-P   the   Eiecutive   Director    for  Operations 
BO/03/25       24PP 

8004140392  Provide*   flddl    comments    re  900226   dticunion   on  advanced 
reactor    research    program   Decision   re   continuation   of   HRC 
advanced   reactor    safetg   research    program  should   lie    separable 
from  DOE  development   programs 
HENDRIE.JM       Coramlision        BO/03/ 10        lp 

3004140497   Useklg     info    >*ept    far    ue-ek    ending    800328 

HEHM.T-A       Office    of   the   Eiecutive   Director   for  Operations 
SO/04/04       Stiff 

BO04130137  Notifie*    of   reappointment    to   ACR8   for    four-yr    term 
beginning   B00401 
AHEARNE, J  F       Commission        BO/03/11        lp 

B004150317  Notifia«    of  re   appointment    to   ACR8  for   four-yr    term 
beginning  BOO 4 02 
AHEARNE.JF       Commission        BO/03/11         lp 


3004160212   Requests    comments    on    proposed    rulemakino,    concerning    disposal 
of   raduastes    produced    tog    nuclear    facilities    Comments   due    by 
800415   FR    notice    end 
AHEARUE.  J  F        Commission        80/03/12        2pp 

8004160315  Requests    comments    on    proposed    rulemaUng    concerning    disposal 
of    raduastes    produced    by    nuclear    facilities    Comments    due    b<j 
BOQ415  FR   notice    enc  I 
AHEARNE.JF         Commission         BO/03/12         2pp 

B004160220  Requests    comments    on   proposed    rulemaking    concerning    disposal 
of    raduiastes    produced    by    nuclear    facilities   Comments    due    bg 
000415   FR    notice    enc  1 
AHEARNE.JF        Commission         90/O3/13         Spp 


B004I701I2  Accepts    invitation    t 
A*soc  iation    in  Mag 
HENDRIEiJM        Commission        60/02/27 


apeak    to  Neu  York    Patent  Lau 
Lp 


—  B004170117   Extends    invitation    to    be    guest    speaker    in   Maij.at    annual 

dinner   meeting    for  Neu   York   Patent   Law  Association 
STUASSER'J  A       Hill    &  Knoulton,  Inc        90/02/13        2pp 

B0041BQ008  Provides   Subcommittee    on   Nuclear   Regulation  u/response    to 
791207    ItriQuestion   2  d    concerning    H  R    5B09  ti   5819   re    lou 
level    raduiasto    disposal    States    should   approach   wast* 
disposal    problem   on   regional    basis 
AHEARNE,JF        Commission         80/03/31         6pp 

—  BG041B001A  Requests   response    to    questions    re    lou    level    raduaste 

disposal,  for   related    G00124  ft  25   hearings   H  R    5B09  ti   5B19 

end 

HARTiG         Senate,     Environment    8.   Public    Uorks         79/12/07         llpp 


9 004 16 002 4  Ack   recaipt    of  Recommendation   79-S.r*   hgbrid   rulemaking 
proceduTis   of  FTC    Indicates    that   r«comm>ndation  t>   encl    rept 
should   prove  helpful    to  NRC 
AHEARNEjJ  F       Cnmmi ssion        80/03/10       2pp 

— BOO 4 160030  Forward!    Recommendation  79-3. re   hybrid   rulemaking 
procedures   of   FTC    Requests   NRC    support  1  cooperation  re 
Implenintatlon 

BABCOCK.B  L        Administrative  Conference   of   the  U  8       80/01/OB 
»PP 


6004180033  Piscuises   NJ)C   actions    taken    in   response    to   recommends t tons 
In   OAO  rept,     "Radiation   Control    Programs   Provide   Limited 
Protection    "    Insp    folloiuup    procedures   will    bs    eitablisned    to 
verlfg    that   serious   violations   are    corrected 
AHEARNE.JF        Commission        BO/03/31        4pp 

— BOD41B007Q  Foruardi    position    paper    supporting   Agreement   State    program 
Paper    includes    comments    on   advantages    of   Agreement  State   vs 
NRC   administering    radiation   health   &   safety    program 
TEDFORD.C  F        Arliona,    State   of        80/01/83        6pp 


9O041iOIB6  Request*    comments   on   proposed    rulemaking   concerning   disposal 
of   raduaste!   produced   bg   nuclear    facilities   Cpmments    due   by 
800413,  FR  notice    oncl 
AHEARNC.J  F       Commit f ion        60/03/12        lp 

— B004160190  Rtqu»»ts    comments    an    proposed   rulemaking    concerning   disposal 
of   raduiaite*   produced    by   nuclear    facilities   Comments   due   by 
80041S  FR  notice    end 
AHEARNE.J  F        Commission       BO/03/12        2pp 

-~80041&O193  Requects    comments    on    proposed   -rulematlng    concerning    disposal 
of  riduattes   produced   by   nuclear    facilities  Comments   due 


bg   B00415  FR   notice   end 
AHEARNG.  J  F        Commission 


00/03/12        2pp 


-BOD416QI76  Roquatt*    comments    on   proposed   rulemaking    concerning   disposal 
of   raduastes    produced   by   nuclear    facilities   Comments   due   bg 
tit  800419  FR  notic*   end 
AHEARNE,  J,  F.       Commission        80/Q3/12        2pp 

-a0041iOaoO  Re<tunts    comments    on    proposed   rulematlng    concerning   diiposal 
of  raduastes   produced    by   nuclear    facilities  Comments   due  hg 
B004LS  FR   notice   end 
AHEARNE.  J,  F.       Co  mm  1  si  i  on        BO/03/  U       Zpp 

-9004140202  Requests   comments   on    proposed   rulamaking   concerning    disposal 
of   raduiaites   produced    by   nucle-er    facilities   Comments   due   bg 
B0041S  FR   notice   encl 
AHEARNE.J  F        Commltiion        BO/03/12        2pp. 


- 8004 li 0203  Requests    comment*   on  proposed   rulemaking    concerning   disposal 
of   raduaste*.   produced   ty   nuclear   facilities   Comments   due   by 

r±nna.t  R  ED  — irf.^  ....i 

80/03/12    2pp 


800415,  FR  notice  *ncl 
AHEARNE, J  F.   Commisilan 


-8004100093  Discusses  NRC  actions  taken  in  regponae  to  recommendations 
In  OAO  reptr  "Radiation  Control  Programs  Provide  Limited 
Protection  "  Insp  follouup  procedures  mill  be  established  to 
verifg  that  serious  violation*  are  corrected 
AHEARNE.JF   Comminlon   BO/03/31   4pp 

-B0041BOOB4  Provides  Subcommittee  on  Nuclear  Regulation  ui/NRC  response 
to  recommendations  in  OftO  rept.  "Radiation  Control  Programs 
Provide  Limited  Protection  "  Insp  follouiop  procedure*  mill 
be  established 
AHEARNE.J  F   Commission   BO/03/31   4pp 

-B0041B0099  Provides  Subcommittee  on  Energg  1  Environ  u/NflC  response  to 
recommendations  in  OAO  rept,  "Radiation  Control  Programs 
Provide  Limited  Protection  "  Insp  follouiup  procedures  uil  1 1 
be  established 
AHEARWE.JF   Commission   80/03/31    4pp 

-6004180097  Provides  Subcommittee  on  Energy  (•  Pnuer  ui/NHC  reaponaB  to 
recommendations  in  OAO  rapt,  "Radiation  Control  Programs 
Provide  Limited  Prut  net  ton  "  Insp  follouiup  procedures  uill 
be  established 
AHEARNE.J.F,   Commission   BO/03/3I   4pp 

-B0041B0100  Provides  Subcommittee  on  Environ,  Energg  li  Natural  Resources 
u/NRC  response  to  recommendations  in  OAO  repti  "Radiation 
Control  Programs  Provide  Limited  Protection  "  Insp  follouup 
procedures  uilll  be  eitablished 
AHEARWE.JF   Commission   00/03/31    4pp 

-B0041B0101  Discusses  NRC  actions  taken  in  response  to  recommendations 
in  OAO  rept.  "Radiation  Control  Program*  Provide  Limited 
Protection  "  Insp  Follouup  procedures  uill  be  established  to 
verify  that  seplouf  violations  are  corrected 
AHEARNS.JF   Commission   60/03/31    4pP 


-B0041&0206  Requests  comments  on  proposed  rulemaUng  concerning  disposal 
of  raduaitei  produced  by  nuclear  facilities  Comments  due  by 
B00415  Ffi  notice  ercl. 
AHEARNE,  J,F.   Commission   80/O3/12   2pp 

-5004140307  Requests  comments  on  proposed  rulemaking  concerning  dl*posal 
of  raduaite*  produced  tg  nuclear  facilities  Comment*  due  by 
900413,  Ffl  notice  ancl 
AHEARNE.J  F   Comni*slon,   BO/O3/18   2pp 


-B004180103  Discusses  HRC  actions  taken  In  respon*e  to  recommendations 
in  OAO  repti  "Radiation  Control  Programs  Provide  Limited 
Protection  "  Insp  follouup  procedures  uill  be  e*t«blished  to 
verifg  that  serious  violations  are  corrected 
AHEARNE,  J  F   Commission   80/03/31   4pp 
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8004180123  Provides  Subcommittee  an  Energy  &  Water  Development  w/  "Rept 
to  Congress  on  Resident  Inspector  Program,"  In  response  tn 
Committee  on  Interstate  fc  Foreign  Commerce  request 
accompanying  NfiC  Authorl  lation  Bill  for  FY79  W/o  end 
AHEARNE,  J  F    Commission    90/03/39    2pp 


8004230095  Responds  to  SOOilB  1  tr  re  concern  !>  d  issatlsf  ac  tion 
lu/ftegion  1  workshop  on  proposed  changes  In  NRG  rule*  on 
emergency  preparedness  Memo  providing  summary  of  results  of 
four  workshops  end  Apologlies  for  inconvenience 
AHEARNE,  JF    Commission    BO/O3/21    2pp 


— 8004180142  Provides  Subcommittee  on  Energy  &  Environ  u/"Rept  to 
Congress  on  Resident  Inspector  Program, "  In  response  to 
Committee  on  Interstate  6  Foreign  Commerce  request 
accompanying  NFIC  Author  1  lation  Bill  for  FY79  W/o  encl 
AHEARNE,  J  F    Commission    BO/03/25    2pp 

— 80041S0133  Provides  Subcommittee  an  Energy  li  Uat«r  Development  u/  "Rept 
to  Congress  on  Resident  Inspector  Pragrami "  in  response  tn 
Committee  on  Interstate  t,  Foreign  Commerce  request 
accompanying  NRC  Authorization  Hill  for  FV79  W/o  encl 
AHEARNE,  J  F    Commission    BO/03/25    2pp 

— 0004IB0164  Provides  Subcommittee  on  Energy  &  Power  w/  "Rapt  to  Congress 
on  Resident  Inspector  Program,"  in  response  to  Committee  on 
Interstate  !<  Foreign  Commerce  request  accompany  Ing  NRC 
Authorization  Bill  for  FY79 
AHEARNE.J  F    Commission    BO/03/23    3pp 

— 8004180173  Provides  Subcommittee  on  Nuclear  Peculation  iii/  "Rept  to 
Congress  on  Resident  Inspector  Program."  in  response  to 
Committee  on  Interstate  &  Foreign  Commerce  request 
accompanying  NRC  Author i  iat Ion  Sill  for  FY79  W/o  encl 
AHEARME, JF    Commission    SO/03/25    3pp 

— 800"ll80tB5  Forwards  "ftept  to  Congress  on  Resident  Inspector  Program*  " 
In  response  to  Committee  an  Interstate  d  Foreign  Commerce 
request  accompanying  NRC  Author i lat ion  Dill  for  FY79 
W/o  end 
AHEARNE.  J  F   Commission   BO/03/23   2pp 

— B0041B0193  Provides  Subcommittee  on  Environ. Energy,  t  Natural  Resources 
W/  "Rept  to  Congress  on  Resident  Inspector  Program,"  in 
response  to  Committee  on  Interstate  d  Foreign  Commerce 
request  accompanying  NRC  Author! lation  Dill  for  FV79 
AHEAfiNE.J  F    Commission    BO/03/23    2pp 


--80042301 ]O  Discusses  four  workshops  re  proposed  emergency  planning  rul< 
changes  held  on  B00115,  17,22  t<  24  Rept  mi  1 1  be  prepared 
summarising  lessons  learned  from  (eric's  of  workshops  ro 
conduct  of  public  meetings  Agenda  encl 

QOLLEfi.K  R   Division  of  Biting,  Health  &  Safeguards  Standards 
BO/01/3B    7pp 

— 0004230118  Informs  NRC  of  deep  concern  *  di isati if«c tion  u/Region  1 
workshop  on  emergencij  planning  held  BOOHS  Meeting 
accomplished  next  to  nothing  Suggests  HRC  undertake 
eitensive  measures  to  recover  valuable  comments  d  input 
vANDENBURQH, D  E   Von  tee  Atomic  Electric  Co    BO/01 /IB    2pp 

9004240528  Forwards  polnt-by-point  response  to  ACRB  600311  rept  r« 
near-term  OL  items  from  Draft  3  of  NUREG-D660  Criteria  used 
in  near-term  OL  reviews  are  not  suitable  for  all  licentees 
DIRCKS.W  J   Office  of  Nuclear  Material  Safety  a  Safeguards 
90/04/01    llpp 

0004250046  Weekly  info  ropt  for  wk  ending  BOQ404 

REHM, T  A   Office  of  the  Eiecutlve  Director  for  Operations 
BO/04/O9    30pp 

00042H0446  Ac k  receipt  of  paper. "Practica 1  Development  of  Safety 
Requirements  "  Forwards  Rogovin  rept  U/o  oncl 
KENNEDY, fi  T   Commission   BO/01/31    Ip 

8004330448  Acl  receipt  of  B00110  telegram  Will  be  unable  to  attend  15th 
Intl  Nuclear  Energy  Symposium 
KENNEDY.R  T    Commission    BO/02/04    Ip 

B0042BO450  Forwards  summary  of  HIT  meeting  re  Seabrook  licensing 
proceedings  W/o  end 
KENNEDY.R  T    CommHsion    80/02/06    Ip 


--9004160197  "Rept  to  Congress  on  Resident  Inspector  Program  " 
OBEHEB.E   Offite  of  Inspection  fc  Enforcement,  Office  of  the 
Director   THOMPSON,  S  R  ,  SLIDER,  J,  G   TeVnekron,  !nc    BO/03/31 
klpf 

B0041B0211  Responds  to  B0012B  Itr  re  NRC  emphasis  on  emergency  planning 
for  nuclear  accidents  NHC  &  FEKA  cooperate  in  davvloplng 


emergencU  planning  rules  &  related  state  guidance 
AHEARNE.J  F   Commission   80/03/10    fp' 


— BQ041B0220  Comments  on  proposed  rule  re  emeroancY  planning  more 
emphatis  should  be  placed  on  planning  for  probability  of 
catastrophic  nuclear  accident  in  context  of  potential  danger 
from  nuclear  weapons  b  other  possible  diasters 
UYDLER. J  W   House  of  Rep   BO/01/23    Ip 

0004160240  Provides  Subcommittee  on  Energy  h  Environ  u/response  to 
B00311  questions  for  record  of  subcommittee  hearing  on  FYB1 
budget  request 
AHEARNE.J  F    Commission    BO/03/20    26pp 


8004290435  Ac k  receipt  of  800123  Itr  re  agreement  statH  program 
Propogals  contained  in  Itr  uill  be  helpful  in  promoting 
better  relationships  between  NRC  t  states 
KENNEDY, R  T   Commission   SO/OS/OB   Ip 

— S004580439  Discusses  need  to  reaffirm  agreement  state  program  Details 
specific  areas  uihera  program  improvements  are  required. 
TELFORD.C  F   Arliona,  State  of,   BO/OI/23   &pp 

BOO42B04M  Supports  commontB  contalnad  in  Itr  published  tn  B 00220 
Washington  Post  Encourages  efforts  to  correct  editorial. 
Imbalance  re  nuclear  industry 
KEWNEDYiR  T   Commission   00/03/20   Ip 

BO042B046B  Act  receipt  of  rapt  of  Governor1!  Commission  on  TMI  Will 
forward  Special  Task  Force  Rept  on  TMI  In  near  future 
KENNEDY.R  T   Commission   80/03/05   Ip 


6004EB0471  Forwards  pdper*  W/o  encl 
KENNEDY.R  T   Commission   79/1S/21 


80041B0279  Forwards  response  to  791206  inquiry  re  NRC  Agreement  States 
program  t>  Church  Rock  dam  failure  RI  submlttal  satisfied 
Atomic  Energy  ActiBection  274  requirements  for  admission  as 
Agreement  State 
AHEARNE, J  F   Cpmraission   80/03/17    lOpp 


Q004Sa04B5  Act  receipt  of  comments  an  recent  visit  to  U8  Shares 

conclusion  that  intl  cooperation  Is  of  increasing 
importance 
KENNEDY,  R,  T   Commi»slon   79/12/21    Ip 


— B00418029B  Advises  that  Environ  Improvement  Board  will  promulgate 
implementation  of  proposed  revisions  to  regulations  re 
health  d  environ  aspects  of  radiation 
HACA,T  E   New  Mexico.  State  of    79/IO/1B    Ip 

B004180304  Responds  to  791120  Itr  re  certain  aspects  of  NRC  proposed 
neu  10CFR60,  "Disposal  of  High  Level  Raduaste  in  Oeologlc 
Repositories! Procedural  Aspect*  "  Need  for  in  situ  testing  fc 
exploration  supported  by  USOS,  NAS  &  earth  science  community 
AHEARNE, J  F   Commission   80/03/1B   Spp 

I 

—8004160311  fiesponds  to  791120  Itr  r«  certain  aspects  of  NRC  proposed 
neu  10CFR60,  "Disposal  of  High  Level  Radium tii  In  Qaologlc 
Rtpoiltoriud  Procedural  Aspects  "  Need  for  in  situ  testing  (• 
exploration  supported  by  UtiOB,NA8  &  earth  science  community 
AHEARNE,J  F    Commission    SQ/03/I8    Spp 


— 8004260483  Discusses  impressions  from  recent  tour  of  US-  Necessity  of 
Intl  cooperation  in  energy  field  is  of  upmost  importance 
HAKAN3SON, K   Sweden   79/12/11    Ip 

B004270126  Withdraws  as  speaker  at  15th  Intl  Nuclear  Enerjy  Sympotlum, 
due  to  ettensiv*  safety  revleus  following  TMI 
KENNEDY, R  T    Commission    79/12/28    Ip 

8004290131  Offers  congratulations  on  reappointment  as  acting  chairman 
of  Japan  Atomic  Energy  Commission 
KENNEDY,  R  T   Commission   80/01/02    Ip 

8004290134  Eitends  thank*  for  copy  of  proceedings  of  symposium  on 
"Energy  -  What  Noui  " 
KENNEDY.R  T   Commission   30/01/29    Ip 


— 8004180319  Comment*  on  Proposed  Rule  10CFR60  multiple  geologic  testing 
5<  exploration  unnecessary  t  costly  NRC  should  support  DOE 
repository  development  program 
MYDLER'J  W   House  of  Rep  ,  Science  &  Technology   BO/01 /HO   2pp 


8004290144  Forwards  Rogovln  Rept  U/o  encl 
KENNEDY.R  T   Commission   80/01/31    Ip, 
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8004300231  Extends  appreciation  tar  rapt.  "Intel  1 igence  Requirements 
for  the  l9BO's  Elements  of  Intelligence  " 
KENNEDYS  T    Commission    BO/01/04    Ip 


BO 043 00233  Act  receipt  at  T  Ipponmatsu  paper 
KENNEDY.  R  T    Commission    77/12/58    Ip 


BQQ4300591  Responds  to  invitation  to  attend  lecture  on  BQ0205 
Other  commitments  prevent  attendance 
KENNEDY,  R  T   Commission   00/01X30   IP 


9004300597  Bugoests  800414-17  at  best  dates  fni-  meeting  in  A7 
KENNEDY.R  T   Commission   79/13/27   Ip 

B004300601  Responds  to  800313  1  tr  re  URC  research  involving  human 
subjscll  Forward!  FYBO  program  briefs  for  three  projects 
Involving  human  subject  research 

BUDNITZrR  J    Division  of  fieactor  Safety  Research    FIN  B-22B3 
80/04/15   4pp 

— B0043Q06Q6  Requests  info  re  NRC  research  project!  involving  human 
subjects  Forwards  PL  93-622  establishing  commission  for 
study  of  ethical  problems  in  research  program) 
MIGHKIH,  B   President's  Comm   for  Study  of  Ethical  Prnb  in  Med 
Blom>  S<  Behav   Rnearch    BO/O3/12    Qpp 


Q00403Q040  Notification  of  contrac 
Sedans  " 

FLYNN.M    Administrative  Contracts  Branch 
IP 


cut  ion   "Lease  10  Class  III 

NRC-10-HO-371    BO/OS/09 


— BQ04030Q44  Contract   "Lease  10  Class  111  Sedan! 
Harder, Inc 

MATTIA.M  J   Administrative  Contracts  Branch 
80/05/05    61pp 


"  awarded  to  Me  Try 
NHC-10-BO-371 


3004040116   Notification    at    contract    e  lecution,  Mod     1     to    "Auxiliary 
!i   Emeroency    Feeduater    Pump    Reliability    "    Contractor 
Franklin   Research   Ctr 

HQYLE.A         Administrative    Contracts    Branch         FIN    B-6B19 
NRC-03-79-161         BO/02/20         Ip 

—  80040,10120   Mod    l<  extending    performance    period    to    600630,  to    "Auxiliary 
t.  Emergency   Feedwater   Pump   Reliability    " 

PERLMAN,J         Diviainn    of    Contracts         A8HTQN,  A   M         Franklin 
Institute/Franklin    Research    Center         FIN   B-6Q19         NRC-O3-79-161 
BO/02/20         Ip 


6004040154  Notification    of    contract    e 
Nuclear   Mails   Mg  t   (t  Safeguards   Syi 
Computer   Svcs   Co 
FOSTER.  J  M        Technical    Assistance   Contracts   Branch 
NRC   02-79-050         DO/03/17         Ip 


cution,  Mod    2   to    "Enhancement    of 
Contractor    Boeing 


FIN   B-6902-9 


CONTRACT          NRC  CONTRACTS  AND  MODIFICATIONS 


B004010002  Notification   uf    contract    execution.  Mod    3   to    "Evaluation  of 
Thorium  Content   of  Human    Tissue*   From  Grand   Junction. Co   " 
Contractor   NY  Univ  Medics!   Ctr 

HAOEVrH       Research   Contracts    Branch        FIN  B-575&       NRC-04-76-358 
00/02/25        Ip 

•—8004010009  Hod   Si  extending    period    of   performance  fc   increasing    funds,  to 
"Evaluation   of   Thorium  Content    of   Human  Tissues   From  Grand 
Junction, Co    " 

MORTON. K  V       Research  Contracts  Branch        POTTER,  J  P        New  York 
Univ        FIN   B-5756        NRC-04-76-35B        80/03/23        4pp 

8004020305  Notification  of    contract   execution,  Mod  6   to    "Bubble 
Behavior    in  LMFBR  Core  Disruptive  Accidents    "   Contractor 
Univ  of  VA 

JACOBS.  A       Research  Contracts   Dranch        FIN  B-9616       NRC-01-73-316 
BO/03/19        Ip 


—6004040168  Mod   a,  adding    Article  9   re    utiliiation    of    small    business 
concerns   &   d  isadvantagod    ownership   t>  control,  to    "Enhancement 
of  Nuclear  Matls   Mgt    i>   Safeguards    Sys    " 
ODUOHERTY.D  J        Technical    Assistance   Contracts    Branch 
HOPKINS, H  R        Boeing    Computer   Services,     Inc       (subs      of    Boeing    Co    ) 
FIN   D-6902-9         NRC-02-79-050         80/03/17         3pp 

8Q040401BO  Notification   of    contract    execution,  Mod    1    to   "Synthesis    of 
Physical   Security   I>  Matl    Control    d  Accounting    Assessment 
Results    "   Contractor   Science  App 1 i cations, Inc 

FOSTER,  J  M        Technical    Assistance    Contracts    Branch        FIN  8-6412-9 
NRC-02-79-029         BO/03/31          Ip 

--B004Q401H6  Mod    I, adding    Article   9   ro    utiliiation    of    small    business 
concerns   b  d  i  sadvantaged    individual    ownership   t>   control,  to 
"Synthesis   of   Physical    Security    6  Matl    Control    !.  Accounting 
Assessment   Results    " 

DOUOHERTV.D  J       Technical    Assistance   Contracts    Branch         TREUINO.T 
Science   Applications,     Inc        FIN   B-6412-9        NRC-02-79-039 
BO/03/21        2pp 


-- -B004020215  Hod   6. adding    funds,  *( tending    term   throuoh   800930  &  providing 
addl    scope, to    "Bubble   Behavior    in  LMFBR  Core   Disruptive 
Accidents    " 

HORTON.K  V       Division  of  Contracts        MUNOEfl, P  L        Virjinia,    Univ 
Of        FIN   B-S61A        NRC-04-73-316        BO/02/15         4PP 


QD04040197  Mod    2, eitending    performance    period, to    "Licensing    Assistance/ 
Tailings   Mgt   Program  Technical    Evaluation   Enon   Highland    U 
Mill    " 

DOUGHERTY,  D  •J        Technical    Assistance   Contracts    Branch        FIN   B-6446-9 
NRC-02-79-031         00/03/29         Ip 


8004030011   Notification   of    contract   execution, Mod   4    to    "Mobile  Lab    " 
Contractor  Mobile  Sys 

WIQOINS.E       Administrative  Contracts   Branch        NRC-05-79-257 
BO/03/36        1 p 

— B004030014  Mod    4.ntinding    delivery    schedule    for    Items   E  2  &  E  3,  to 
"Mobile  Lab    " 

HATTIAiM  J       Admin  U  trail  vi   Contracts   Branch        KIMMEL.J  J       Mobile 
Bgstims,      NRC-OS-79-237        60/03/26        Ip 

BO 04 030020  Notification  of    contract    execution, Mod   3   to    "Pioneer 
Uravan  Mill   Tailings  Evaluation    "   Contractor  FC  Hart 
Associates. 

EBOEHORTH.P  J       Technical    Assistance   Contracts   Branch        FIN  B-69B3-9 
NRC-03-79-OS1        BO/03/ 19        Ip 


B004040212  Notification    of    contract    elocution. Mod   3   to    "Cyprus    Mines 
Corp.Hansen   Project  Mill    Tailings    Evaluation    "   Contractor 
FC  Hart  Aisociates 

EDOEWORTH.P   J       Technical    Assistance   Contracts    Branch        FIN  B-6927-9 
MRC-02-79-096        90/03/19         Ip 

— 8004040217  Mod    3, extending    period    of    perf ormance,  to    "Cyprus   Mines   Corp, 
Hansen   Project   Mill    Tailings   Evaluation    " 

DOUGHERTY. D  J       Technical    Assistance   Contracts    Branch        FIN 
B-6927-1?        NRC-02-/9-054        00/03/19        Ip 

6004040435  Notification   of    contract    execution,  Mod    2   to    "Utit    Mgt 
fr  Technical    Resources    "Contractor    Teknekron.  Research.  Inc 
MENCZER.W  B        Technical    Assistance    Contracts    Branch        FIN   D-6BS4 
NRC-03-80-105        BO/03/07         Ip 


— 6004030023  Mod  3, extending   period    of    performance,  to   "Pioneer   Uravan 
Mill   Tailings   Evaluation   " 

DOUGHERTY,  D  J       Technical   At»Utance  Contracts   Branch        FIN 
B-i923-9       NRC-02-79-OSI        SO/03/19        Ip 

8004030033  Notification  of    contract   executiomMod  2   to    "Advanced 
Procen  Control   "  Contractor  Science  Applications,  Inc 
FOSTER, J  M       Technical   Assistance  Contracts   Branch        FIN  B-6930-9 
NRC-02-79-043.      60/03/17        Ip 

—8004030037  Hod   B.  revising   stat«m»nt  of  work,  changing    project   officer, 
adding   Article   9   to   schedule   J,  extending    performance  period 
to   "Advanced   Process  Control    " 

DQUDHERTYiD  J       Technical    Assistance  Contracts   Branch,      TREVINO,  T, 
Science   Applications,     Inc        FIN  B-4930-9,      NRC-02-79-043-1 
BO/03/17.      3pp 


--B004040434  Mod    S  changing    Article    1    description   of  work    re    info    to 
fas   collected    from    licensees. to    "Uttl    Mgt   h  Technical 
Resources" 

DOUOHERTYrD  J       Technical    Assistance   Contracts    Branch        FIN  B-6BS4 
NRC-03-SO-103        BO/03/07        6pp 

—9004040464  Forwards   *ddl  info   needed    to   evaluate   mat  (,   technical 

resources   available    to  licensees   Representative    of 

Teinekron   will    contact  licensees    by    telephone    to   obtain 
data 

DENTON  H  fi        Office   of  Nuclear    Reactor   Regulation        BO/02/3B        9pp 

B004070003  Notification    of    contract    e«ecution,Mod    1. to    "Evaluation   of 
Matl    Interactions   for   Advanced   Reactor  Sys    "   Contractor 
Aerospace   Corp 

HENCZER.U  B,       Technical    Assistance   Contracts    Branch        NRC -03-79- 126 
BO/03/07        Ip 
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— 0004070007  Mod  li extending  period  of  performance  to  000304-0907.40 
"Evaluation  of  Matl  Interactions  far  Advanced  Reactor  BUI  " 
DOUGHERTY,"  J    Administrative  Contracts  Branch    NRC-03-79-126 
BO/O3/07    lp 


Shuttle  Bus  Svc,"  awarded  to  Deltuiay  Limousine 

4pp 


— 8004000610  Contract 
8vc i Inc 

MATT  I  A,  11  J   Administrative  Contracts  Branch    ROBERTSON.  J 
Beltuiay  Limousine  Service,  Inc    NRC-10-80-372   80/04/01 


B00407OQ06  Notification  of  contract  ei  ecutl  on:  Mod  6  to  "Safety  Analysis 
i.  Eiperimunts  for  Alternative  Ranctar  Concepts  "  Contractor 
Northwestern  Unlv 

HAflEY.H    Research  Contracts  Branch    FIN   A-4064    NRC-04-75-199 
80/03/14    lp 

— 8004070009  Mod  6, BI tend  ing  period  of  performance  to  two  yearn 
ui/f  und  ing,  to  "Safety  Analysis  b  Experiments  for  Alternative 
Reactor  Concepts  " 

MORTON, H  V   Research  Contracts  Branch    MINTZER,  D   Northwestern 
Univ   FIN  A-4064   NnC-04-75-199   80/03/14    4pp 


Q0040B06IQ  Submits  Jan  1980  rept  on  NRC-03-BO-103,  "Util  Mgt  S. 
Technical  Resources  "  Efforts  concentrated  on  revloui  & 
evaluation  of  licensee  Buhmlttals  Extended  contract  may  be 
necessary  unless  utlls  respond  promptly  to  enc 1  NRC  Itr 
POWERS! J  A    Teknekron  Research, Inc    NRC-03-BO-109    80/02/03 
21pp 


B004Q90263  Notification  of  contract  a.ecut ion, Mod  1  1 
Process  Control  "  Contractor  NUSACi  Inc 
FQBTEfliJ  M   Technical  Assistance  Contract*  Branch 
NHC-02-79-043-2    BO/03/17    lp 


FIN  U-A437-9 


8004070025  Wo 1 1 f i cat  ion  of  contract  eiecut Ion, Mod  3  to  "Study  of 
Consumer  Products  Containing  Radioactive  Matl  "  Contractor 
Science  App 1 1 rations,  Inc 

EDQEWORTHiP  J    Technical  Assistance  Contracts  Branch    TIN  B-O3BO 
NRC-O2-7B-045    BO/03/20    lp 

— B004070032  Mod  3, adding  new  task  under  Article  1. Section  2  0  re 
assessment  of  current  criteria  &  regulatory  policy  for 
consumer  products, to  "Study  of  Consumer  Products  Containing 
Radioactive  Matl  " 

DOUGHERTY, 0  J    Division  of  Contracts    FIN  D-OSBO    NRC-O2-7B-043 
80/03/20    2pp 

BOO407009&  Notification  of  contract  eiecut 1  on, Mad  2  to  "Sealing  Rock 
Masses  "  Contractor  Univ  of  AZ 

HAOEY.H   Research  Contracts  Branch    FIN  D-4,627   NF1C-O4-7B-371 
80/02/S2    lp 

— 8004070100  Mod  2,addlng  no  cost  extension, to  "Bailing  Rock  Masses  " 
MORTON. K  V  Research  Contracts  Branch  CARR,  8  E  Ariiona,  Univ 
of  FIN  D-6627  NHC-04-78-271  BO/02/22  2pp. 

800407O12S  Notification  of  contract  elocution   "Licensing  Assistance/ 
Soc 1 oeconomlc  Impact*  Cva luat ionsi "  awarded  to  Social 
Research  &  Applications 

EDGEWDRTHiP  J   Technical  Assistance  Contracts  Branch 
NRC-02-SO-032-02    SO/02/23    lp 

— 8004070140  Contract   "Llcanslng  Ass  1  * tance/8oc looconomlc  Impacts 
Evaluations."  awarded  to  Social  Research  b  Applications 
DOUOHGRTY, D  J   Technical  Assistance  Contracts  Branch 
STERLING. A  W   Social  Research  Applications  Corp 
NRC-02-BO-032-02    BO/02/25    12pp 

3004030103  Notification  of  contract  ixecut Ion, Mod  1  la  "Photographic 
Svcs  "  Contractor  MD  Color  Photo 

WIOOINB.E   Administrative  Contract*  Drancli    NRC-lO-BO-tifiB 
80/03/10    lp 

--BOQ4080127  Mod  I, replacing  Wage  Determination  74-i3,  Revision  4 
w/Uage  Determination  80-17, to  "Photographic  8vc»  " 
MATTIA.M  J   Division  of  Contract!    NRC-10-80-46B   BO/D3/1O 
3pp 

8004080237  Notification  of  contract  execution, Mod  3  to  "Bys  Malnl 
Programming  "  Contractor  Intl  Business  Bvc« 

HAOAN, T  F   AdmlnlltratiVfl  Contracts  Branch    NRC-10-79-372 
BO/03/18   2pp 


— B0040904BS  Mod  1, revising  statoment  of  uor*  ft  eitendlng  period  of 
performance  to  800908,  to  "Advanced  Procesi  Control  " 

DDUOHTEHV,D  T   Taehnlcal  Assistance  Contract*  Branch  LUMD, R  T 

NUBAC,  Inc    FIN  B-6437-9    (JHC-02-79-043-2    80/03/17  3pp 

Q004100020  Notification  of  contract  elocution   "Licensing  Assistance/ 
Tailings  Mgt  Program  Technical  Evaluation,"  auiardecl  to 
JK  Klelnfelder  &  Asioclatos 

EDOEWDRTH.P    Technical  Assistance  Contracts  Branch 
NRC-02- 79-03 1-05   80/03/07    lp 

— B004100023  Contiact   "Licensing  Assiitance/Tai 1  ings  Kg t  Program 
Technical  Evaluation,"  awarded  to  JH  Kleinfalder  d 
Assoc lates 

DOUGHERTY,  I)  J   Technical  Asslitancu  Contracts  Branch   MCIIAE,  C,  M 
J  H   KlBinfoldor  t  Associates    NRC-02-79-031-03    BO/03/O7    IHpp 

H0041001B9  Notification  of  contract  execution.  Mod  B  to  "Ufc  of  Mgt  li 
Program  Analyifs  Mgt  Info  Bys  Meint  Support  Svc*  " 
Contractor  Small  Builnass  Admlnstratlon  Subcontractor 
Logical  Technical  Bvcs  Corp 

HAOAN. T  F   Administrative  Contracts  Branch   NRC-O7-77M7B 
BO/03/34    lp 

— 9004100194  Mod  B, revising  delivery  schedule  for  project  status  reptii 
to  "Ofc  of  hlgt  d  Program  Analysis  Mgt  Info  Bys  Maint  Support 
BVCB  " 

MATT1A,M  ,1   Division  of  Contracts   QUIOLEY,  J  R   Bmall  Business 
Administration   ORCENLCE, E  A   Logical  Technical  Bervlce  Corp 
NHC-07-77-17B    £10/03/24    2pp 

(1004100339  Notification  of  contract  execution,  Mod  4  to  "NHC/TJII  SIO 
Rtpt  Bvcs  "  Contractor  JF  Molnan  t>  Co  Inc 

HAOAN,  T  F,   Administrative  Contracts  U ranch   NffC-lO-7l?-6iQ 
BO/03/B7    lp 

— B004I00342  Mod  4. reviling  delivery  tchadulo  t  extending  period  of 
performance, to  "NRC/TMI  810  H*pt  Bvc s  " 

MATT1A.M  J   Admlniitrative  Contracts  Branch   HOLMAN,  J  F   John  F 
Molman  (.  Co  ,  Inc   NflC~10-79-c.&Q   80/03/27   2op 

B004100394  Notification  of  contract  execution* Mod  1  to  "Engineering 
Assistance  Related  to  Hearings  for  South  TX  Antltritit  & 
Commune h*  Peak  Antltruit  Proceedings  "  Contractor  [!VJ  Deck 
&  Associates 
GLAQQLA.A  F   Technical  Assistance  Contracts  Dranch   FIN  B-6923, 


— 8004080241  Mod  3. extending  period  of  performance  to  "Bys  Kalnt 
Programming  " 

MATTIA,M  J  Administrative  Contracts  Branch  FLETCHER, 0  W 
International  Dullness  Services,  Inc  TUN8TALUJ  E  Small 
Buslntta  Administration  NRC-10-79-372  80/03/18  3pp 

80040B0326  Notification  of  contract  enecution   "Economic  Assistance 
Related  to  Antitrust  Hearing!  Tor  Sooth  TX  Antitrust  & 
Commanche  Park  Antitrust  Proceedings, "  awarded  to  Transcomm, 
Inc 

OLAOaLA.A  F   Administrative  Contract!  Branch    FIN  B-6393 
NRC-03-80-129   BO/01/14    lp 

—8004080340  Contract   "Economic  Assistance  Delated  to  Antitrust  Hearings 
for  South  TX  Antitrust  &  Command h»  Peak  Antitrust 
Proceedings,"  auardeil  to  Transcomm,  Inc 

DDUOHERTY.D  J   Division  of  Contracts    LERNER.N  C   Transcomm, 
Inc   FIN  B-6993   NRC-03-80-139   80/01/14    3pp 

8004080603  Notification  of  contract  execution   "Shuttle  Bu*  Bvc," 
awarded  to  Dcltuiau  Limousine  Svc,  Inc 

WIOOINB,E   Administrative  Contracts  Branch    NRC-10-BQ-372 
SO/03/28    lp 


0004100340  Notification  of  contract  execution, Had  10  to  "Performance 
Testing  for  Personnel  Dosimntry  "  Contractor  Unlv  of  MI, 
QUSTAvE, R  P   Research  Contracts  Branch   FIN  B-10490 
NRC-OI-77-1QO   00/03/24    lp 

— 8004100363  Mod  10, extending  period  of  performance  h  adding  addl  uork 
funding, to  "Performance  Tatting  for  Personnel  Doflmetry  " 
MORTON. H  V   Research  Contract*  Dranch   MULDER, H  J   Minnesota, 
Univ   of,  Minneapolis    FIN  B-10490   NF1C-01-77-1BQ   00/03/34 
3pp 

S004100366  Notification  of  contract  execution!  Mod  3  to 
"Character liat ion  &  Classification  of  Geologic  Fault*  & 
Fractures  In  Appalachian  Foldbelt  "  Contractor  FL  Statt 
Unlv 

OUSTAVE.R  P   Research  Contracts  Branch,   FIN  B-10S39 
NRC-01-70-004   BO/03/17    lp 
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— 9004100369  Mod  3,  extending    poriod    of   performance   ta/na    Increase    in 
funds. to    "Characterliatior,    t  Clarification   of  Geologic 
Faults    b   Fracture*    in   Appalachian   Foldbelt    " 

MORTON, K  V       Research  Contracts    Branch        JCHNSON,  R  M       Florida 
State    Univ        FIN   B-10S39         NRC-01-7B-004        00/03/17         IP 

B004100B23  Notif Icatton    of    contract    elocution, Hod    9   to    "Flood 
Protection    "   Contractor   U3  Army   Coaital    Engineering    Research 
Ctr 

MENCZER,W   B         Technical    Assistance   Contracts    Branch         FIN   B-9075 
NflC-03-77-006        80/03/20         I p 


—  B00424Q015   Hod    4,  increasing    funds,  to    "Ther 
Analysis    Relating    to    LUD    " 
MORTON,  K   V         Research    Contracts    Branch 
NRC-03-7B-12B        BO/04/07         Ip 


l    Hydraulic    Stability 


FIN    B-7230 


0004240033   Notification    of    contract    eiecuti  on,  Mod    9    to    "Consulting    Svcs 
IAE>    Related    to   Evaluation    of    Facility    Concepts,  Cost 
Estimates    b  Schedules    for   Experimental    Facilities    " 
Contractor    Hums   t>  Roe,  Inc 

MORTON.  W.   V         Ressarch    Contracts    Branch         FIN    B-6220         NRC-04-77-097 
BO/01/09         Ipp 


--90Q4100524  Hod    5. Inereasina    funds    to    "Flood   Protection    " 

DQUGHERTV,  D   J        Technical     Assistance    Contracti    Branch         FIN   B-S079 
NRC-03-77-OOi        BO/03/20          l|i 

BQQ410Q929  Notification    of    contract    execution, hod    1    to    "Oeotechnical 
Engineering   Case  fiavieus    "   Contractor   UB  Arti^   Corps    of 
Eng  ineers 

HENCZER.U  B        Technical   Assistance  Contracts  Branch        FIN  B-6B26 
NRC-03-79-167        90/03/20         Ip 

—•6004100531   Mod    1, Increasing  funds    to    "Oeotechnical   Engineering   Case 
Ravi «us    " 

DBUQHERTV.D  J       Technical  Assistance   Contrecti   Branch        FIN  0-6034 
NRC-03-79- 167        90/03/20          1  p 

8  00  A 100  572  Notification    of    contract    execution,  Mod   7   to    "Daiign  of 
IFMIS  "  Contractor  Small    Dullness   Administration 
Subcontractor   Tachtiasioc  iatas,  Inc 

HAGAN.T  F        Administrative  Contracts   Br«nch        FIN  8-5131 
NRC- 10-80-399       BO/03/lfl        Ij 

—6004100576  Hod   7<r*viiino    d«livery    schedule   of   Task   2a,2b   (.  3  t> 
extending    performance   period    through   B00913, to   "Design 
of    IFMIS   " 

HATTIArM  J       Administrative  Contracts   Branch        TUN8TALL. J  E        Small 
Butinisi   Administration        YTHIER.P.       TecnnanociatBn     Inc        FIN 
B-5131         KRC-IO-aO-395         BO/03/19        2pp 


— 00042^0041    Mod    9, ei tend  ing    terms    of    contract,  to    "Consulting    8vc«     IAE1 
Delated     to    Evaluation    of    Facility    Cone epts, Cost    Estimate!    & 
Schedules    for    EiperirnHntal    Facilities    " 

MORTON. K   V        Reiearch    Contracts    Branch         PUCILLD.A   C         Burns    It   Roe 
Co         FIIJ   B-6220         HRC-Ofl-77-097         BO/01/09          Ipp 

B0042H0047   Notification    of    contract    eiecut ion. Hod    4    to    "Regional 
Tectonics   &  Solimlcitu    of   KB   "    Contractor   Univ   of  KB 
JACDHB,  A         Research    Contracts    Branch         FIN   B-6172        NRC-04-77-OI7 
BO/04/03         Ip 

—  B004S40051    Hod    4,  ei  tftid  ing    terms    of    contract, to    "Regional    Tectonics    & 
Seismicity    of  KB   " 

MDRTON,  K   V        Research    Contracts    Branch         HORWITZ.F    D         Kansas, 
Univ      of         FIN   B-6172         NnC-04-77-017         BO/04/03         flpp 

B004240535  Notification   of    contract    eiecut 1  on, Mod    3   to    "Assessing 
Capability    of   Etistlng    Pu   Facilities    to  Withstand   Natural 
Phenomena    "   Contractor    NM  Neuimark 

OUAGDLA.A  F        Technical    Assistance   Contracti    Branch        FIN   B-61SO-9 
NRC-03-7B-150        BO/03/31          Ip 

— B004240S42  Mod   3,eit«ndlnfi   period    of   performance   ui/no   addl    funding    to 
"Assisting   Capability    of   Eiisting    Pu  Facilities    to   Withstand 
Natural    Phenomena    " 

DOUOHERTV, D  J       Technical   Assistance  Contracts   Branch        FIN 
B-6150-9         NHC-03-7B-190         BO/03/31          Ip 


B004100S96  Notification    of    contract    execution,  Mod  3   to   "Rsactor 
Vessel    Irradiation  Damage    "    Contractor  Nival   Research  Lab 
QLAOOLArA  F       Technical   A»»l«tance  Contracts   Branch        FIN  B-6B09 
NRC-03-79-14B        BO/03/HB         Ip 

—  B0041D0600  Hod   3i  eitentflng    period    of    performance    through  800530.  to 

"Reactor   Vessel    Irradiation   Damage    " 

DQUQHERTViD  J       Administrative   Contracti   Branch        FIN  0-6309 

NRC-03-79-HB       80/03/28         Ip 

B004150166  Notification    of    contract    ei.cutlon  Mod   4    to   "Kinetics    of 
Chlorine-Anmonia    in  Sea  Mater    "   Contractor.  Univ  of  NC 
JACOB3.A       Research  Contracti    Branch        FIN  B-634B       NRC-04.-77-119 
BO/03/13        Ip 

—  B004130171   Hod   4,  eitending    period    of    performance    fur  addl    14  months   at 

no  extra   eosti  to   "Kinetic*   of  Chlorine-Ammonia    in  Be* 

Uater   " 

MORTON,  K        Research    Contracts   Branch        HOLCQMB.  0  R,      North 

Carolina,    Univ      of        FIN   B-624B       NHC-04-77-1  19       BO/03/13        Spp 

B004210117  Notification    of   contract    incut  ion,  Hod   S   to    "Programming    in 
Support   of  Payroll  By*   Development    "    Contractor  Small 
Business   Admins  tratlon  Subcontractor   Technassoclatesi  Inc, 
HAOEN,  T  F.      Admintitrativs    Contracts   Branch        NRC-10-79-373 
8B3-4-0-S(A>-79.      BO/X>3/18         Ip 


—  8004210119  Hod   9i  changing   wording    of   Articles    I   &    III   tt  extending 
period    of   performance    through  800930  to   "Programming    In 
Support   of  Payroll    Byi   Development    " 

MATTIA.M  J       Administrative   Contracts   Branch        TUNBTALL,  J  E        Small 
Business   Admin  1st  rat  ion        YTHIERiP        Tichnatsoclatai.    Inc 
NRC-10-79-373       8B3-4-0-8(A)-79.      80/03/18       3pp 


8004240S4A  Notification    of    contract    execution,  Mod    5   to    "Review  S. 
Evaluation    of  Piling    Foundation  Proposed    for   Category    I 
Structers    at  Bailly   Generating    Station    "   Contractor 
NM   Neuimark 

OLAOQLA.  A  F        Technical    Assistance   Contracts   Branch        NRC-03-7B-150 
80/04/02         Ip 

—  8004240953  Hod    Si  extending    period    of   performance  u/no   add)    funding    to 

"Revleu  d  Evaluation   of   Piling   Foundation  Proposed    for 
Category    I   Structures    at   Bailly   Generating    Station    " 
DQUQKERTV.D  J        Technical   Assistance  Contracts   Branch 
NRC-03-7S-1SO         BO/04/02         Ip 

B004290014  Notification    of    contract    execution,  Mod   2   to    "Fire   Protection 
Research   Program   "   Contractor   Underur  iteri   Labs 

WALLETT,  6   A        Research    Contracts    Branch         FIN   B-6197         NRC-04-77-122 
80/04/04        Ip 

—  S001230022  Mod  2,  providing    1-ur.  no-cost    eitension    toi  "Fire   Protection 

Research    Program   " 

MQRTDNrK  V        Research    Contracts    Branch        BARTON,  R   D        Underwriter! 

Laboratory        FIN  B-6197        NHC-04-77-122        BO/04/04        Ip 

8004250035  Notification    of    contract    elocution,  Mod    1    to    "Safety 
Assessment    of   Concrete   Nuclear   Structures    "   Contractor   KIT 
HAGEYiH        Research   Contracts    Branch        FIN  B-661B       NflC-04-79-18i 
80/03/31         Ip 

—  8004290043  Mod    tiextendlng   period    of   performance   b    Including   addl 

worliscope  w/adtfl    funds,  to    "Bafstu   Assessment    of  Concrete 

Nuclear   Structures    " 

MORTON,  K  V       Research   Contracti   Branch        DUHMERiO  M        Massachusetts 

Institute   of   Technology        FIN  B-661B       NRC-04-79-1B1         80/03/31 


8  00  4330583  Notification  of   contract    executiotuKod  S   ta   "Subturface 
Radar  Profiling  Study    of   Maxey  Flats.KYi  Uaste   Disposal 
Region,  "   Contractor  Oeo-Cantersi  Inc 

UOLLETT.B  A       Research  Contracti   Branch        FIN  B-6349       NRC  -04-79-  190 
BO/04/03        Ip 


B00429010?  Notification    of    contract    execution-     "Grievance    Revleu 
Etamlnir,"   auarifed    to  PJ  La   Macchia 

TRAOESER,C   M       Admlnistratl  VB  Contracti    Branch        NRC-10-HO-4SB 
BO/03/20        Ip 


— 8004230528  Hoi  2r  attending    t>rtni   of   contractito   "Subsurface  Radar 
Profiling    Study   of    Maxey    FlatSi KY, Haste  Oiiposal   Region    " 
MORTON,  K  V.      RasearEh  Contracts   Branch        BEERS,  R  H       0>D-C*ntirs, 
Inc.      FIN  B-6349,      NRC-04-79-190       80/04/02,      9pp 


— B004290113  Contract      "Orievance   Review  Examiner, "   auardad    to  PJ 
LaMacchla 

PERLMAN- J        Administrative   Contracts   Branch        LAMACCHIA<P   J 
LaKacchla.    P  J.      NRC-10-8Q-6QB        BO/03/SO        ipp 


B004240009  Notification   of    contract    axecution.Hod  4   to    "Thermal 
Hydraulic  Stability   Analyst!   Relating    to  LHR, "   Contractor 
Rensselaer   Polytechnic    Inst 

JACOBS,  A       Research   Contracti   Branch.      FIN  B-7230        NRC-03-78-12B 
80/04/07.       Ip 


B004290509  Notification    of   contract   execution    "Environ  Monitoring 
Program  W/State   of   ME,  "    awarded    to   State   of   HE 

BAIBOEN.L        Research    Contract*    Branch        FIN  8-5113        NRC-05-80-274 
90/01/01         Ip 


NONDOCKETED  ITEMS 
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— B004E90314  Contract  "Environ  Montorlng  Program  W/State  of  MEi  " 
awarded  to  State  uf  ME 

MORTON. K  V    Research  Contract*  Branch    PETIT. II  R    Maine,  8t4te 
of    FIMB-5113    NRC-09-BO~274    GO/01/01    Iflpp 


BQO4O10056  Responds  to  FQIA  raquait  far  documnnts  re  NRC  comment)  on 
DEB  written  bi|  Of*  ML  or  ANL  TB  location,  del  ign. 
capacity  or  const  of  cooling  mater  intake  structures 
Forwards  documents  lilted  in  App  A  Draft  site  itudy  BTIC  1 
FELTON.J  M    Division  of  Rules  and  Records    SO/03/19    22pp 


FREEDOM  OF  INFORMATION  ACT  REQUESTS  AND  RELEASES 


7B12120219  Responds  to  7BO316  FQIA  requost  for  BECY77-26B, BECY77-S68A, 
SECY77-268B, SECY77-269G  tt  OPE  momo  Portions  of  documents 
withheld  (rof  10CFR9  15  b  2  790) 
FELTGN.J  M   Divlslnn  of  RuUi  and  flocorda    78/12/09   3pp 

7906010110  FQIA  rsttuest  bij  DCS  for  all  documants  re  Talk  Action  Plans 
A-40  ili  A~41,  info  on  seismic  lnuei  proparad  for  SEP  f.  Imp 
repta  for  Beaver  Valley 
WEI88.  E  R   Sheldon,  Harmon  t-  Uoiss    79/03/17   2pp 

Q00432023B  Forwards  IE  Bulletin  79-09.  "Failures  of  GE-Type  Ak-2 
Circuit  Breaker  in  Safety-Related  Bys  "  Bulletin  should  be 
sent  on  790117  to  all  pouar  reactor  facilities  w/OL  or  CP 
Braft  Itr  to  licensees  uncl  Bulletin  not  enc  1 

MQSELEV.N  C    Division  of  Reaclor  Operations  Inspections    79/04/lt 
app 

— 8004220345  Forwards  draft  IE  circular*  "Uncontrolled  Speed  Increase  of 
Reactor  Roc Irculal 1  on  MO  Bet  Resulting  in  Rapid  Power 
IncreasB  "  Requests  comments  ni  str  lliut  ion  sheets  for  IE 
Bulletin  78-14  encl 

JORDAN,  E  L   Divlilon  of  lleactor  Operations  Inspections    79/03/01 
ISPP 


8004QIOQ60  FOIA  requost  for  docuroants  re  NRC  commmnnti  nn  DES  written 
by  ORNL  or  ANL  re  loeationi des ign, eapac ity  or  const  of 
cooling  water  Intake  structures 
HAF1KAUIK.D  P    LeBoeuf.  Lamb,  Laiby  t.  Macftao    BO/O2/S7    2pp 

BOO4O10163  Responds  to  FQIA  request  for  seven  documents  related  to 
earlier  request  under  FQIA-79-520  Forwards  documents  listed 
in  App  A  Safeguards  manual  NEDO-14503, withheld 
(rof  FOIA  Eiemptlon  4) 
PEL TON, J  M    Division  af  Rule*  and  Records    BO/03/18    3pp 

BO04O10I71  FOIA  request  for  Info  missing  from  matls  lent  under  FOIA-79- 
550  on  BOO  130  Info  includes  OE  7411H9  Itr  to  NRC.  Saf aguards 
Manual  NEDQ-145O2  (.  14302-1  I  NEDP-10173-1?,  OE  7H0705  Itr  to 
NRC  t-  NEDD-10178 
QUIOO.C   Pollution  (.  Environmental  Problems, Inc    BO/02/20    Ip 

B0040102B1  Responds  to  FOIA  raquait  for  NRC  document.  "Proposed  Interim 
Hydrogen  Controls  Ranulred  for  Small  Contalnmentsi  "  8ECV-BQ- 
107  Forwards  requnsted  document  W/o  sncl 
rELTON, J  K   Division  of  Rules  and  Records   GO/OG/24   Ip 

B0040102B2  FOIA  request  for  NRC  documanti  "Proposed  Interim  Hydrogen 
Controli  Required  for  Small  Containments,"  EEC V -SO- 107 
HOWHABANYiQ  M    Durns  t  Roe  Cn    80/03/06    Ip 


— 8004220233  Forwards  IE  Bulletin  78-Q6i  "Defective  Cut ler-Hammeri Type  M 
Relays  ui/dc  Colls  "  Bulletin  should  fae  sant  to  all 
facilities  ui/DL  or  CP  Draft  Itr  to  liceniaei  encl 
THORNBUROi H  D   Division  af  Riacbor  nperatlons  InspBctlons 
78/05/26   2pp 


8004020192  FQIA  request  for  Education  d  Human  Development.  Inc  winning 
technical  proposal  submitted  In  response  to  fiFP  RB-EDD-80- 
3O2,  "Study  fr  Revleiu  of  Iisuei  Concerning  Equal  Employment 
Opportunity  at  NRC  " 
RAUNER,  L  M   Advanced  Technology,  Inc   BO/02/29    Ip 


7909050241  IE  Bulletin  7n-0i.  "Defective  Cutler-Hammer, Typo  M  Relays 
ui/DC  Coili  " 

•  Office  of  Inipection  d  Enforcement!  Office  of  the  Director 
7B/09/31    4pp 


B004030HBB  Roiponds  to  FOIA  raquBit  for  NUREO/CR-12i63  R«pt  i 
participants  in  ongoing  NRC  hearings  onlij  Document  may  be 
purchased  from  NRC 
FELTON,J  H   Dlviilon  of  Rulei  and  Records    BO/03/S7   Ip 


7909290207  IE  Imp  Kept  30-03902/79-01  on  790614  No  noncomp 1 iance 
noted  Major  areas  Inspoctad  air  l>  water  lamplei, 

CAMPuELL.M  ,  MCOINNCaa,  J  ,  MCCLINTOCKr  R  0    Region  1,  Philadelphia. 
Office  of  the  Director    79/06/20   3pp 

7911140251  Requests  amend  of  M«l 1 /Byproduct  License  34-01035-03 
authorliing  addition  of  CK  Yin  as  uier  ot  Co -60  source  Amend 
feo  encl 

STEAKNQ.C  D   filverslda  Htthodiil  Hosp   Columbus, OH   0161O 
79/10/11    Bpp 

7911200274  Matl /Byproduc t  Lieanie  34-01095  03  for  Rlver»ld«  Methodist 
Hosp  Is  amandtd  per  791004  Hr,  Amend  1*1  changes  Condition  12 
nuthoriiing  C  Vlni  J  tlnhorqusi,  BM  Rnhman  fc  OC  Taylor  as 
useri 
VACCA.P  C   LUemlng  Hanagemant  Branch,   79/1O/31    Ip 

8003310090  fie»pondt  to  FQIA  roqueiti  for  documents  re  plant  safety 
Identified  by  accession  &  rept  number, author. description  d 
number  of  pagei  Forwards  documents  listed  In  App  A  Documenti 
3  S.  26  partially  tulthheld  (ref  TOIA  Exemption  4) 
FELTQM,  J  M   Divlilon  af  fluUi  »nd  Rtcords   80/03/03   Bpp 

8004010033  Responds  ta  FOIA  requeit  for  winning  proposal  In  reiponse  to 
RFP-RS-NFin-BO-lOS,  "Enargetic  Thermal  Interactions, 
Recrltieality  k  HTOR  Accident  t  Transient  Coolant  Flow  " 
Contractor  notified  to  decido  uhtther  rept  ii  proprletory 
FELTON.J  H   Division  of  Rulei  and  Records    BO/03/19    Ip 


8004020290  FOIA  rtnueit  for  NUHEO/CFl-1263, 
MUFFLER, R  T   FOI  Service   BO/03/ 1 1    Ip 


8004030302  FDIA  request  for  info  re  thorium  residuals  In  Uait  Chicago. 
IL. 
IWKIN.A    Illinois,  State  of   80/03/04   2pp 

800403030Q  "Aerial  Radiological  Survey  of  Uest  Chicago,  IL.  " 
BOYN8.P  K  ,  FRANKHAU8ER,  H,  ,  HENBRICK8.T  J   EO  1  0,  Inc, 
£00-1183-1730   78/OB/31    HOpp 

— 8004030312  Foruiards  mlice  1  laneoui  memas  li  mlnutei  on  Reed-Keppler  Pa 
Adviiory  Committee  meeting  including  minutes,  JA  Pagliara 
trip  repts  ti  rtcomiflindat lom  for  departmental  action  to  IL 
Health  Dept 

ALLAN,  J,  M   Region  3i  Chicaso,  Fuel  Facility  t>  Materials  Safety 
Branch   77/06/1S   llpp 

— 8004030316  Bummary  of  Reed-Kepp 1 er  Park  Committee  770322  meeting  at 
ANL 

PAGLIARO.J  A   Region  3r  Chicago.  Office  of  the  Director 
77/04/18    14pp 

— 0004030319  Summary  of  Reed-Repp ler  Advisory  Panel  770S11  meetino  at 
ANL 

PAOLIARO.J  A   Ragion  3,  Chicago,  Office  of  the  Director 
77/05/20    14pp, 


8004010038  FOIA  request  for  Purdue  Research  Foundation  winning 
technical  proposal  lubmltted  In  respons*  to 
RFP-RS-NKR-BQ-102,  "En«ro»tic  Thermal  Interactions, 
fiecritieality  h  HTOR  Accident  t-  Transient  Coolant  Floui  " 
RAUNER.L  M   AffHUtion  Unknown,   80/02/29    Ip 

8004010049  Responds  to  FOIA  request  for  document  entitled, "Direttor 
FBI  Communication  10112Z  Apr  1979  "  Forwards  requested 
document  FBI  dimctor  Apr  1979  aitmo  to  White  House  Situation 
Room  re  TMI  encl 
FELTOM.J  M   Division  of  Rules  and  Record!   80/03/19   3pp 

8004010054  FOIA  requeit  for  document  forwarded  by  RJ  Brady  entitled, 
"Director  FBI  Communication  102112Z  Apr  1979  " 
POWER,  D  F.   Affiliation  Unknown   00/03/07    Ip 


-H004030321  Requests  that  position  re  NRC  jurisdle  tlonal  rasponsibll  t  tij 
concerning  licenses  titued  to  Lindsay  in  late  1940's  be 
developed  due  to  situation  visibility  b  Interest  of  State  of 
IL  IE  will  b*  unable  to  develop  further  Info  In  matter 
THQRNBURO.H  D   Office  of  Inspection  (.  Enforcement,  Office  of  the 
Director   76/10/12,   2pp 

-8004030324  Discusses  source  matl  (thorium)  in  Read-Keppler  ParV  !c  He-st 
Chicago  leuage  treatment  plant, NRC  does  not  have 
jurisdiction  over  Kerr-McOee  Corp  to  require 
decontamination 

BECKER, J  M   Office  of  the  Executive  Legal  Director,   76/10/12, 
6pp 

-8004030327  IE  Inveitloatlon  Rept  76-01  re  thorium  raiioue  found  in 
uncontrolled  locations, Wast  Chieaoo.  IL,  for  760709,12-16. 
22  t>  30 

JDRGENBEN.B  L  .  JANU8KA,  A  0,,  PAOLIARO.J  A   R»fllon  3,  Chicago. 
Office  of  the  Director   76/08/20    16pp 
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— 8004030338   "Environ   Aisessment   re   Kerr-McQee  Chemical   Corp,  West 
Chicago  Characteriiatlon   of   Oeohydrology   tt  Subsurface 
Chemistry    " 
*     Argonnt  National   Laboratory        78/06/30       33pp 

8004030304  Reipondi   to  FOIA  requeit   for   document,     "Environ  Aspects   of 
Commercial    Raduaite    Mjt.US   DOE    Info   Rept   SECY- 79-264,  U3/ 
NRC    "   NSC   has   baen    unsuccessful    In    locating   rept  NRC   reft, 
8ECY-79-264   does   not  pertain    to   raduasta  mat 
FELTON,  J  H       DlvUlon  of   Rules  and  Records        GO/ 03/23        ID 

BOO  4030  3  07  FOIA  request    for   due  urn  ant,    "Environ  Aspecti    af   Commerlcal 
R*duiite    Mgt.US   DDE    Info   R.pt,  SECY-79~2i4,  UB/NRC    " 
LVWXH, J  X       Montana,    Univ      of        BO/01/29        lp 

B004030310  Rtipondt   tn  FOIA  request   for  NUflEO-0610,     "Baiii    for 
Emergency   Action  Level   Ouidallnei.  "  !<  NUREQ-Q578,     "ThI-3 
Leisoni   Learned    Tatt   Force  Status   Rept   b  Short-Term 
fti commendation*    "  Foruardi   requested    document «   W/o   eticl 
FELTON, J  H       Civilian   af  Rulti   and  Record*        80/03/33        lp 

8004030314  FOIA  request    for   NUREQ-0610.    "Bull    for   Emergency   Action 
Ltvel   Guideline!,"   t,  NUREQ-057B,     "TMI-2  Lesions  Learned 
Task   Fores  Statui  Ript  d  Short-Term  Recommendations   " 
AHP,D       Affiliation    Untnoun        BO/03/20        lp 


8004040422  Forward*   application   for   lourci  matl    lion 
storage   only  Fit   incl 
PODHURBT,  B  14        Edlou    International   Co        14964        79/11/S9 


Involving 
lp 


— 8004040437  Application   for    source   matl    license, authorli ing    storage   of 
1,643,400  kgi   U   In    form  of  UF-6  I.  962,300  kgs   U    in   form  af 
U-308 
EDLOU.J       Edlou  International    Co        14864        79/12/04       29pp 

~ BOQ4040432  Respond!    to  7911E9  application    for  authorliation    to    store   U 
in  Eatt  8t  Lauli,  IL  Requests   handling,  emergency    radiation 
laf ety,  survey    tt  program  auditing    procedures  Application 
review  will   continue   upon  receipt   of    info 
BAS3IN.N       Llcenilng   Management   Branch        SO/02/06       2pp 

— BOQ4040437  Resound*    to  B0020&  requett    for    Info  r*   application   for 
•uthorliatlon    to  itore    lource   matl    In  Eait   Bt  Louli, IL 
Foruardi   handllngj  radiation   lafety,  emergency   &   mrvig 
proc*dur*i  Lliti   actlani    to   b*    taken   if   contamination    found 
PQDHVRST,  D  H        Ed Ipw    International    Co        BO/02/11        26pp 

— 8004040442  Foruardt    reviled    procedural   re    itor*g>    of   lource   matl    In 
ritponi*    to  HRC  80O211    r«qu**t  Procedure!  addre««   ar**i 
conildend   deficient  bg   NRC 
PODHURST.a  W        Edlou    International    Co        19439,      BO/OS/13       39pp 


-8004050060   Forwards    draft    Ofc     of    Qaneral    Counsel    paper    recommending 
adoption   of   rule   re   waivers    of    defsnsus    &•   01  traord  inary 
nuclear    occurrences    Lists    changai    to   rule    resulting    from 
public    comments   &    consultation   u/industrg    W/o   enc  1 
PRICE, E  R       Atomic    Energy   Commission        6B/10/03        2pp 

-B0040Q0076   Forwards    eichange    of    correspandence    batuieen    AEC   !.   OH    State 
Unlv.OH  State  Unlv   t>  RI    AEC    re   ability    to   waive    defenses    In 
Indemnity   agreements    In   vieui   of    state    immunity    from    public 
liability 
PH1CE.E   R         Atomic    Energy    Commission         69/09/16         lp 

-B0040FJOOBO   Ack    receipt    of    690809    1  tr    re    Amend    4    to    Indemnity    Agreoment 
E-9   Providn    condition)    &    inception!    to    Amendi    4    b    9    Legal 
opinion   re   state    Immunity    from   public    liability    end 
KAMH, R    B        Oklahoma    Stata    Unlv        69/03/22         4pp 

-80040800B4  Provides    info    to   assist    In  resolution   of   690B22  questions   r< 
propoiod   Amend    4    to    Indemnity    Agreement    E~t  Requests    legal 
opinion    from   state    legal    official    re    OK    Btate   Univ 
governmental    Immunity   t<    legal    disability    to   effect    uaiver 
PRICE. E  R        Atomic    Energy   Commiision        69/OB/OB        3pp 

-8004050095  Ack   receipt    of    Itr    re    proposed    Amend  S    to    Indemnity 
Agreament  E-43  Provides    eiplanatian  re    application    of 
Article    II, Paragraph   3    tb>    to    basic    indemnity   agreement 
Requests    legal    opinion 
PRICE.E   R        Atomic    Energy    Commiiiion         69/06/17         2pp 

-8004080093  Ack   receipt    of    Itr    re    proposed    Amend  2   to    Indemnity 
Agreement  E-B  Provides    eiplanatlon   re   application    of    Article 
II    Paragraph   2    (b)    to   basic    indemnity    agreement   Req.u*<ti 
legal    opinion 
PRICE, ER       Atomic    Energy   Commiiiion        69/06/23        2pp 

-B0040S0110  Draft    Itr    responding    to  6B07O3   cammenti    re    publication    of 
proposed    amends   re    financial    protection    requirement*    ti 
indemnity   agreement*   DOT   concerns   have    been   resolved    by 
adding    language    clarifying    effective   rule 
PRICE, E   R         Atomic    Energy    Commiiiion         63/O7/1B         lp 

-B0040B0115  Confirms   681231    telcon   re  uaiver    of   defeni**    endorsement 
Uaiver   endorsements    deicribed    in  amend*    will    be   effective   to 
all    financial    protection   policies   on  681030 
FIBHER.R   J        Hartford     Insurance    Group          6B/12/31          !p 

-Q004080117  Forwards    sample    endorsement    td    be    uted    by    nuclear    liability 
pools    to  waive    defeniei    in   accordance   w/AEC    regulations 
Endorsement  ulll    be   effective   481030  Tyo    forwarding    Itrs 
encl 

MARRDNE, J       Nuclear   Energy    Liability    Insurance  Association 
68/12/12         9pp 


B004070001   Rdponifi    to   FOIA  r*qu«it   for    info  re   radioactive    effluents, 
eiposurci,  detommmlsiioning   Ic   future;   plani   concerning   CVTR    In 
PKarriBC  Foruardi   documintt    tilted    in  App  A,  Documenti    17   It 
41   partially   withheld    (ref  FOIA  Exemption  61   W/o   encl, 
FELTON.  J  H       Dlviilon   of  Rule*   and  Records        BO/03/EQ       ipp 


-QOO40aoiaO  Summary    of   481021    Meeting   2390   re    amend    to    code   concerning 
criteria    for   determination    of    eitraord Inary   nuclear 
occurrence  ft  ualvers   of   defensei  Oeneral    Counsel    h«i    been 
designated    to    take   appropriate    action 
MCCOOLiUB       Atomic    Energy   Commission        £8/10/33        2pp 


800*070002  FOIA  r«queit   for    Info   re   radioactive   «ff luenti,  etpoiurei, 
decommlnlonitig    l<  future   plans   eoncerninj  CVTfi    in  Pharr,  SC 
Facility    U    in   itatc    of    llmitod   decommissioning 
BUR9EV,B       Or* it   Roots  Drganlilng   Workihop        BO/01/29,       lp 

BD04070004  Responds   to   FOIA  request   far    info  re  violations   of    federal 
liw  concerning    (torage   of   radioactive  matl    on  8t  Pitersburo 
propertltt  NRC    his  no   documents    concerning   requnt  State   of 
FL  ihould    bt  contacted 
FEUTON,J  M       Dlviilon   of   Rule*   and   Records,       BO/03/2B,       lp 

a00407000S  FOIA  request   for    Info   re   violations   af   federal    lay 
eDneernlni   itorage   of  radioactive   m«tl    on  Bt  Peteriburo 
proptrttes 

ROBERTS, O.W.      Cant,    Owen,    Hagner,    Nugint.    Johnson,    Haiourl    t  Roth, 
BO/03/20.       lp 

B00407001S  Forwards  r«iponi>    to  FOIA  re<tueit   for  HUREQ-0530, Revision    1, 
"Btd  Dlitributlon  for  UncU»sif led  US  NRC  Publications," 
H/o  encl 
FELTON,d  M       Division   of   Rules   and  Records        80/03/28        lp 

8004070016  FOIA  r»queit    for  NUHEO-03SO, Revliion   1,    "Btd   Diitrfbutlnn 
for  Unclassified   US    NRC  Publications    " 
COFFIN, J,      Ritource*   Publithtng   Co        BO/03/20        lp 

80040B0046  Rtsponds    to   FOIA  request   for   documenti   ra   »itr*ordlnary 
nuclear   occurr»nc*  concept,  including    propond   rulemaklngi 
r»gulation«  (•  rules   adopted  bg  AEC  Forwards  documents   listed 
In  App  A 
FELTONiJ.M,      DivUIon   of  fiulti   and   R«cordi        80/03/18       3pp, 


-B004080123  Summarg    of   ACC/industrg   780611    conference    r»   Price-Anderson 
Indemnitg   waivers    of    defenses   List   of   attendees    encl 
HOLLOHAY.C  d        Atomic    Energy    Commiiiion        68/Oo/ll         14pp 

-8004080134  Statement    re   amend    to    indemnity    regulations    presented    at 
AEC/lndustry   650611    conference 

ZARIMrM  8       Power   Authoritg    of    the  State    of  New  York        6Q/06/11 
flpp 

-S004080130  Comments    on   regulation*    Implementing    1966  Price-Anderson 
amends   Commiision    should    rescind   approval    of    Insurance 
policy    formi    contalnlnj   2-yr    discovery    provlilon 
KAHN,R   D       Affiliation  Unknown        67/04/06,       3pp 

-80040B0133  Forwardi    complainti    from  itat*    educational    institutions    re 
regulations   concerning    Indemnity   agreements   Submits    revision 
of   uaiver    portion   of   regulation  W/o   encl 
SLQSSiC  8       Atomic    Energy    Commiision        67/11/20        2pp 

-B0040BOI34  Comments    on   proposed    regulation*    concerning    financial 
protection  requirements   b    indemnity   agreements  re    criteria 
for    determination    of   ettraord inary   nuclear    occurrence 
Requests    deletion    of   nuclear    exclusion    clause   from   policy 
LEvlN80N,C  F       Affiliation  Unknoun        6B/06/07        lp 

-8004080136  Rept   of   Price-Anderson  Committee, Drafting    Subcommittee    re 
criteria   for   extraordinary    nuclear  occurrence  tt   teits    of 
uaiven   of   defensei 
»     Atomic    Industrial   Forum        6B/Q6/05        9pp 
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-B0040Q01fl2   Forwards    foimal    statement    presented    by    M    Zarin    at 
AEC/industry    6B06U    conference    1    Natl    Lead    Co    680612    Itr 
commenting    on    proposed    amend    to     indemnity    regulations    Ltr 
only    enc  1 
PRICE, E   R         Atomic    Energy    Commission         69/06/19         Ip 

-BQ040B014B   Discusses    680611    meeting    re    proposed    amend    of    Indemnity 
regulations   AEC    regulations    afford    reasonable    protection   No 
different    claims    arc    Foreseeable    tn    event    of   extraordinary 
nu clear    occurrence 
DROWN, B   H         ML    Industries,      Inc         69/06/12         2pp 

-B0040B0173   Forwards    dioPt    Itr     Inviting    participation    in    6B0611     industry 
meeting    to    review  new  waiver    of    defenses    amends    !>    tentative 
list    of     Invitoes    No    agenda    has    been    developed 
SALTZMAN.J         Atomic    Energy    Commission         69/09/07         7pp 

-B004080179  Suromariies    AEC    680429    info   meeting    re    proposed    amend    for 
extraordinary     nuclear    occurrence    Commission    approved 
publication   of    proposed    amend 
MCCOOL.U   D        Atomic    Energy    Commission        6B/OS/01 


--BOQ4090IB4  forwards  690423  me 


Ip 


B  proposed  amend  to  code  requirementi 


concerning  extraordinary  nuclear  occurrence*  Ltn  should  bt 

circulated  for  Commission  cons  i  derat  ton  at  early  Info 

meeting 

MCCOOL.U    D         rttomic    tnorgy    Commission         AEC    709/101          6B/Q4/24 

IP 

— B0040B01BB   Submits    three    changes     to    proposed    amend    for    code 
requirements    re    extraordinary    nuclear    occurrences    Requests 
meeting   u/Comm  1  ss  Ion    to   approve    notice    of    propoied 
rulemaVlng    for    PR    publication 
SCHUR,H  H        Atomic    Energy    Commission        iB/04/23        3pp 

— B0040S0192  Responds    to   AEC   690412    Itr    re    tuia    proposed    changes    in    draft 
amend    r»    eitra ord inary    nuclear    occurrences    Proposed    amends 
are    acceptable    Memo    route    slip    encl 
TAYLOR, 0   H         rtFL-CIO         6B/04/I7         2pp 

— 8004080176  Forward*    tuo   670117    drafts    of    criteria    for    determination    of 
extraordinary    nuclear    occurrence   Drafts    dtd    661207  &  OB, 
670113,  16  «i    19    and 
WESTERN, P         Atomic    Energy    Commission         67/OI/17         61pp 

— SQ04090aOS  Forwards    draft    of    criteria    for    determination   of 
extraordinary    nuclear    occurrence   Draft    Is    preliminary   E> 
intended    for    use    at    67O119  meeting    Lists    position*    to    bi 
Incorporated    In    preparation    of    propoied    Draft    1 
VALLER10.J        Atomic    Energy    Commission        67/01/1Q        IQpp 

— a0040QOB04   Discusses    Insurance    liability    In    itvent   of    01  traol d inary 
nuclear    occurrence    Hlgli    radiation    lovela    will    result    In 
injury    to    people   d    In    loss    of    use    of    property    Draft    criteria 
for    human    radiation    effects    end 
PATTEfiQON.E       Atomic   Energy  Commission       67/01/27       3pp 

— 3004090308  Summary    of    600219  meeting    re    proposal!    amend    concerning 
BI traordinary    nuclear    occurrence   Commission    requested    that 
perionnel    discuss    proposed    amend   u/labor    representatives   Tuo 
drafts    of    criteria    for    waiver    encl 
HCCOBL, H  D        Atomic    Energy    Commission        60/02/27        6pp 

— BOO-10B0211    Forwards   670310   draft    of    proposed    criteria    for   Prlce- 
Anderson   waiver    of    defenses    Dailc    objective    in    to    establish 
&   maintain   good    public    relations    Draft    cltd    670321    encl 
DUNNINO.O  M        Atomic    Energy    Commission        67/03/14         Mpp 

— B004.0B0316  Draft    memo    discussing    criteria    for    extraordinary   nuclear 
occurrence   Forward*    six    draft,    repts    re    criteria 
UC9TERM, F        Atomic    Energy   Commission        67/03/31        39pp 

— 8Q04QB0222   Discusses    drafts    on   waiver   of    defense   Agrees    to   discuss 
changes    in   67Q403   draft   b   need    for    special    category    for 
transportat Ion 
DUNNINO.O  M        Atomic    Energy   Commission        67/04/23         Ip 

B004090092  rOIA  request    for    document*    re    ex traordinary    nuclear 
occurrence   cone epti Includ Ing    proposed    rulomafcing,  regulations 
&  rule*   adopted    by    AEC 
QVERDORFC, J  8        Affiliation   Unknown        £10/02/13        Ip 


SO040BO713  FOIA  request    for  Science   Application    Inc    rept    re    safoty 
of    ioniiatinn    (radioactive)    smoke    detectors 
CASEY. T  E        Minnesota,    Univ      of,    Minneapolis        BO/03/19         Ip 

B004090023  Partial    response    to   FOIA   request    for    safety/accident    ropts 
for    Rockuwell    Intl    Energy    Si; 5    Group    t,    safety/accident    rates 
In   radioactive   matls    handling    at   Rockwell    Intl    Science    Ctr 
Forwards   NRC    Insp    rept    in  App    A  W/o   encl 
FELTON, J   H         Division    of    Rules    and    Records         SO/04/01          3pp 

9004090026  FOIA  request    for    safety/accident    repts    for    Rockwell     Infcl 
Energy   8ys    t    safety/accident   rates    In   radioactive   matls 
handling    at   Rockwell    Inbl    Science   Ctr 
TROY,  M        Affiliation  Unknown        BO/03/06        2pp 

9004090044   Partial    response    to  FOIA   request    for   NRC    license    Issuid    to 
US   Radium   Corp,  license    application    &    Imps    conducted    uithin 
last    three   yrs  Forwards    documents    listed    in   App   A   Insp     Info 
will    be    for warded 
FELTON,  J  M        Division    of   Rules    and    Records        BO/03/31         Hpp 

BOO 4090050  FOIA  request    for   NRC    license    Issued    to  US  Radium  Corp    nf 
Dloomsliurg,  PA,  1  icense    application   I   Insps    conducted   uiithin 
last    three    yrs 
TOMKINS, D        Affiliation   Unknown        BO/02/27        Ip 

3004090139   FOIA   request    for    access     to    entire    contents    of     each    lima    of 
weekly    highlights    printed    by   NRC    or   AEC   during    1974-1976 
POWER, D  F        Affiliation   Unknown        80/03/00        Ip 

9004090136  Responds    to    FOIA  request    for   access    to   contents    of    each 
Issue    of   meekly    highlights   printed    by   NRC    or   AEC   during 
1974-1976   No    1974   !,    1973   repts    eiist    All     1976    repti 
discharged    No   records    are   available   subj    to   request 
TELTON.J   M         Division    of    Rules    and    Records         90/03/27          Ip 

B004070144  FOIA  request    for  written    interpretations   by.   NRC    general 
counsel    r«    NRC    regulations,  1OCFR-10    4(h),10CFR1O   4(kl 
1    10CrR40    13(b) 
01RQUARD,P   R        Affiliation  Unknown        30/03/03        Hpp 

B0040701SO  Responds    to   FOIA  requeit    for   written    Interpretations    by    NRC 
general    counsel    re  NRC   regulations,  10CFR10  4(h)l10CFR40    4<k  ) 
tt    10CFR40    I3(b)    No   written   general    counsel    interpretation! 
or   Commission   author  1 tatlons    eilst 
FELTON, J  ft        Division   of   Rules    and   Records        80/03/27          Ip 

OOO-1090333  Responds    to   FCJIA  rnquest   t,  B00331    telcon   for    license 
application   It    license    Issued    to   Pharmatopes,  Inc    License    has 
not   been    issued   Request    should    be    rssutunlttid    In  appro- 1    30 
days 
FELTON,  J  M       Division   of  Rules   and  Records       00/04/01         Ip, 

QOO-1090362  FOIA  request    for    radioactive  matls    license   application    & 
license    Issued    to  Pharmatopesr  Inc 
MCDDNALD.D   D       Nuclear   Pharmacy,     Inc        80/03/21        Ip 

9004090433  Forwards   Rogovln  Rept    In   response    to   FOIA  re^uost   H/o    artel 
Becond   vol    of   rept  ulll    da   published    in  Apr 
FELTON,  J  rl        Division   of   Rulas.    and   Record*        00/03/27         Ip, 


800-1090496  FOIA  renuett    for  fiogovin   Rept 

SHILOBOn,  D  8.       Affiliation  Unknown        80/03/03 


B004 100040  Responds    to   FOIA  request    for   D  Flshkin  BOOlEi    FOIA  request 
NRC   responsa    re  violation  of  NRC    policy   by    Bquibb    araplnyet 
Forwards    B   Flshkin   FOIA  request    (FOIA-BO-fifl)    h  NRC    response 
W/o    encl 
FELTON,J  H        Division   of  Rules    and    Records        BO/04/01          Ip 

8004100052  FOIA  request    for   B  Flshkin  800126  FOIA  request    &  NRC 
response   re   violation   of  NRC   policy    by   Bquibb    emploijav 
MUFFLER, R   T       FQI   Service        90/03/26,       Ip 

B004140102  PNO-1 1 1-76-079  235  patients   received    radiation    overdose* 
between  Mar    1973-Jan    1976  Caused    by  malfunctioning    of    cobalt 
therapy    unit    IE  plans    to    Initiate    invest igatlon  Medical 
consultant    has   teen   contacted    for   assistance, 

WHITT,  K  U        Region  3r    Chicago,    Office   of    the   Director         76/04/19 
IP 


a 00 4 OB 0709  Responds    to   FOIA   request    for   Selene*   Applications    Inc    rapt 
re    safity    of    loniiatlon    (radioactive)    smoke    detectors 
NUREO/CR-113f»     "Environ   Assessment    of    lonltatlon  Chamber 
Bmoki    Detectors    Containing   Am-241. "    Is   available    tn  PDR 
FELTON, J  M        Division    of   Rules    and   Records        BO/03/31         Ip 


B004140106  PNO-II1-76-027   253   patients   received    radiation    overdoies 
between  Mar    1975-Jan    1976  Caused    by   malfunctioning    of    cobalt 
therapy    unit    IE  plans    to    initiate    investigation,  Hed leal 
consultant    has    been   contacted    for   assistance 

ALLAN,  J  M        Region   3t    Chicago,    Office   of    the    Director         76/04/1 7 
2pp 
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8004140110  PNO-I1I-76-031  new  Info  vat  received  re  overeipoture  of  253 
patients  from  improper ly  calibr  teletherapy  machine  Caused 
by  human  error, rather  than  progressive  instrument 
deterioration  IE  ulll  complete  invo stigat ion 

LQNERQAH.G  T  .  ALLAN,  J  M    Region  3,  Chicago.  Office  of  the  Director 
76/05/07    lp 

8004140124  Discusses  FR  notice  for  public  conment  re  propo»ed 
rulemaklng  on  waiver  of  defenses  Requests  responses  to 
announcement  of  6B06H  industry  conference  rt  amend* 
SALTZMAN,  J    Atomic  Enersy  Commission    60/03/20    lp 

— B004H0131  Comminti  on  proposed  rulemaking  submitted  by  NY  Citg  Gar 
Association  supports  AEC  intrntion  to  withdraw  2-yr 
discovery  clause  Supports  eiclusion  re  claimants  w/ 
abnormally  sensitive  activities 
AXELRAD,  N    Affiliation  Unknown    69/01/20    5pp 

8004150013  Responds  to  FOIA  request  for  records  described  In  12  broad 
tubj  categories  Request  doei  not  mot  FOIA  requirement  of 
reasonable  specificity  Forwards  documents  listed  In  Apps 
A  &  B  U/o  end 
FELTQN.J  M    Divlilon  of  Rules  and  Rtcordi    30/04/03    Bpp 

800419001B  FOIA  request  for  records  described  In  12  broad  lubj 
categories,  including  laws  bg  which  NRC  dirivai  authority 
b  all  safe  methods  for  disposing  of  radwaste 
OAWHS.S    Affiliation  Uninoiun    BO/01/20    lp 

8004190036  Responds  to  appeal  rt  FOIA  request  for  all  record!  re 
sabotage  analyses  for  spent  fuel  storage  at  Morris  operation 
in  Morris,  IL  Info  uithhtld  Ir'f  F01A  Eitmption  4)  R.U*ie 
of  Info  would  bt  contrary  to  public  intenit 
OIRCH8.H  J   Offic»  of  th»  E«eeutive  Director  for  Oparationi, 
BO/04/03   3  ft, 

B004150201  Rtipandi  to  FQIA  request  far  strip  ch*rti  r*  tranipart  of 
SNH  ti  document*  identifying  **fe  haveni  t  l*u  enforc*ment 
rtsponli  cspjti  1 1  i  ti«*  Requiit  terminated  due  to  l*ck  of 
ipacif Icity 
PELTON.J  H    Divlilon  of  Rolts  am)  Records    80/04/04    lp 

8004130206  FOIA  requtlt  for  strip  charti  PI  transport  of  SNH  & 
document i  identifging  lafe  tiivena  &  lau  enforcement  rtsponie 
capabilltle,* 
DOUOHEfiTY.  J  B   Dough»rty,  JB   79/11/16   If 


~a0043!0033  IE  Inap  Ropt   30'0687O/7<'-01  on  790620  Ho  noncomp  1  ianco 
noted  Major  areas  inspected  aiscmbly  for  initallation  of 
teletherapy  unit 

MCCLINTOC«,R   Region  3,  Chicago,  Offjcs  of  the  Dii-octor 
7?/06/33    3pp 

600421DOI7  FOIA  request  for  documenti  re  Atomic  Energy  Commission  of 
Canada 
MUFFLER,  R  T    FOI  Survice    OOOB78    00/O3/05    lp 

B004310038  Reiponds  to  FOIA  l-oquast  for  certain  proposals  under  RFP-H8- 
NMS  90-034,  "Development  of  Advanced  Matl  Accounting  Sgs 
Simulation  Model  "  No  contract  hat  been  awarded 
Nonpropriotarg  proposals  uiill  be  made  available  upon  award 
FGLTON, J  M    Division  of  Rules  and  Record!    00/01/09    lp 

8004210041  FOIA  request  for  sufficient  proposals  submitted  in  raiponsa 
to  RFP-IIB-NH3  80-024,  "Development  of  Advanced  Hat] 
Accounting  8ys  Simulation  Model  " 
EBEL.P  E    Allied  General  Nuclear  Services    80/03/18    lp 

B004310047  Addl  response  to  FOIA  request  for  WC  license  issued  to  U9 
Radium  Corp. app 1 ication  t  insps  conducted  ml  thin  last  three 
gri  Forwards  documents  listed  in  App  A 
FELTON.J  M   Division  of  Rules  and  Records   BO/04/08   2pp 

— SOQ4210032  IE  Imp  R«pt  30-OS9B3/77-01  on  770314  No  noncomp  1  lance 
noted  Major  areai  inspected  organiiation  i.  admini  (trat  ion. 
equipment,  facilities,  contain i nation  control,  liquid  uiaste  t> 
itack  releases 

8LODODIEN.M  J  .  MCCLINTOCK.F1  0   Region  1,  Philadelphia,  Office  of 
the  Director   77/04/01    Spp 

~a004210D57  Draft  IE  Inap  Rept  3Q-039SO/79-01  an  790626-27  Na  items  of 
noncomp 1 iance  noted  Major  areas  inspected  decontamination 
activities  including  tour  of  grounds, review  of  records  & 
eiamlnation  of  licensee  plans  far  decontamination 
OLENN.J  ,  COSTELLO.F  ,  MCCL1NTOCK,  R  0    Region  1,  Philadelphia, 
Office  of  the  Director    79/08/28    3pp 

— B004210062  Discusses  contamination  of  package  fc  vehicle  in  transporting 
radioactive  matl  Carrier  was  responsible  for 
decontamination  Contamination  levels  mere  not  high  enough  to 
require  removal  of  truck  from  svc 

GLENN.J   Region  1,  Philadelphia,  Office  of  the  Director 
79/10/07   Spp 


8004190213  Responds  to  FOIA  request  for  "Critical  Itemf  List"  mentioned 
on  Page  II1-B-6  of  Public  Svc  of  IN  description  of 
licensee  activities  in  response  to  order  confirming  const 
suspension  List  not  yet  submitted 
FELTON.J  M   Division  of  Rulel  and  Records   80/04/03   lp 

8004190219  FOIA  request  for  "Critical  Items  List"  mentioned  on  Page 
III-B-6  of  Public  Svc  of  IN  description  of  licensee 
activities  in  response  to  order  confirming  const  suspension 
LAUDIO.B   Laudig,  S   BO/03/24   lp 

B004170131  FOIA  responds  to  request  for  winning  technical  proposals 
submitted  in  response  to  RFP  RS-08D-79-003  ti  ftFP-DSD-79-003 
Forwards  nonproprtetary  versions  of  proposals  W/o  ends 
FELTON.J  M   Division  of  Rults  and  Records   80/04/OS   lp 

8004170139  FOIA  request  for  winning  technical  proposals  submitted  In 
response  to  RFP-RS-08D-79-002  tt  RFP-R 3-080-79- 003 

RUNA.  J  R,   Parsonnel  Assessment  b  Selection  Service,  Inc,   30/03/29 
lp 

0004210013  Responds  to  FOIA  request  for  documents  re  Atomic  Enerog 
Commission  of  Canada  Request  should  have  been  for  documents 
re  AECL  Forwards  documents  lilted  in  App  A 
FELTON.J  M   Division  of  Rules  and  Records   80/04/08   Spp 

32  IE  insp  rept  an  770826  Nancomplianee  noted  no  end-window 
counter  available  for  Insp  &  licensee  representatives 
>t  wearing  hind  film  badges 

Chicago,  Office  of  the  Director   77/OB/26 


—8004210065  Discusses  uiell  water  sample  analysis  Samples  from  test  walls 
mere  analyied  for  Ra-226, 8r~9Q  fc  tritium  Results  confirm 
significant  levels  of  8r-90  In  grounduiater  close  to  uiaste 
tanks  Licensee  is  planning  eitenslve  monitoring  b  cleanup 
OLEMN.J   Region  1.  Philadelphia.  Office  of  the  Director 
77/11/01    3pp 

8004210095  Addl  rtsponst  to  FOIrt  request  for  info  re  Pakistani  const  of 
gas  centrifuge  enrichment  plant  &  negotiations  concerning 
effort*  to  acquire  nuclear  weapons  Two  CIA  &  one  Defense 
Intelligence  Agency  documents  have  been  located 
FELTON.J  M   Division  of  Rule)  and  Records   80/04/07   lp 

8004B2Q002  FOIA  request  for  all  documents  re  Riverside  Methodist  Hosp 
License  34-1013S-03 
GERLACH,  F  T   Qerlacfl.F  T   80/02/20   2pp 

8004220020  Forwards  response  to  FOIA  request  for  all  documents  re 
Riverside  Methodist  Hosp  Portions  of  App  D  &  C  partially 
withheld  (ref  FOIA  Eiemption  t>  I  5), App  C  documents  uiithhttlrf 
(r»f  FOIA  Exemption  3) 
FELTON.J  M   Division  of  Rules  and  Records   BO/04/03   lOpp 

— B004220029  Forwards  Cl ti ten-Journal  7i0419  article  r»  therapu  unit 
malfunction  at  Riverslda  Methodist  Hosp 

QDLAUO.M   HEW.Dept  of,  Food  fc  Drug  Administration   76/04/19 
Spp 

—3004230033  Forwards  PND-7i-027  re  reported  medical  therapy 
overaxposures  to  253  patients  at  Riverside  Methodist  Hosp 
ALLAN.J  M   Region  3;  Chicago,  Fuel  Facility  fc  Materials  Safutu 
Branch   76/04/Ei    lp  * 


-8004BB0037  Summariies  760421  trip  to  Riversldn  Methodist  Hasp  to 
Inve»tigate  malfunctioning  cobalt  therapy  unit  Optical 
distance  measuring  tus  on  unit  was  accurate 
MCOONNAOLE.W.   Region  3,  Chicago,  Office  of  the  Director 
76/04/22   lp 
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-8004220044    Discusses    760421     Investigation    of    Ca-60    teletherapi; 
radiation    overeipo&ure    incident    at    Riverside    Methodist    Hosp 
Privities    brief   description    of    investigation    events,  p  arsons 
interviewed    ti    followup    procedures 

SAENGER, E    L         Cincinnati    General    Hosp      C inc Innati , OH         74/04/33 
2pp 

-Q00422005I    Confirm*  NRC    requ&st    for    info   re    activities    authoring    by 
Licence   34-01039-03    to    complete    preliminary    evaluati-on    of 
overeipoaurs    Incident    Ltsti    specific     info    requested 
KEPPLER.J  0        Region   3.     Chicago!     Office    of    the    Director         76/04/2B 


-BOQ4230167   Notice    of    violation    from    in«p    on    76O312    Noncomp 1 i anc e    noted 
7A0312   byproduct   8.  niatl     inventory    Included    -4O   mC  i    Co-60 
»*a led    callbr    source-    not    authorliad    by    license    &    medical    use 
of   byproduct   matl    by    unauth  gr  1 1  e  d    periotl 
»      Region   3,    Chicago.     Office    of    the    Director         76/06/13         lp 

-8OQ4220174    Discu*SB»    requast    for    licensa   amend    to    add   another    physician 
at    autKoriied    user    an    license    Mo    objection    if    NRC    decides    to 
remove    present    physician   as    authoriied    user   EL   Saen0er 
7AOS17    Itr    re    patient    ovareiposure    encl 

METIOER,  J   R        Pfflce    of    Inspection   fc    Enf orcefnifnt,     Office    of    tho 
Director          76/06/16          9pp 


-8004220096  Requests   writ  ton    conf  irrnat  i  nn    of    76042B   commitments   re 
calibr    teletherapy    machine    QW  Callendine   760430   Itr    to 
clients   &   JR  Flynn    760419   statement    encl 

KEPPLER,J  0        Region   3,     Chicago.     Offica    of    the    Director        76/04/29 
Spp 


-B00432017B   Fnruards    physician    consultant   740406    rapt   fc  7A0615    Itr    to 
assist    hlUC    medical    consultant    In    investigation    of 
ovarejpoaure    incident    W/a    encl 

PHILLIP, G   A        Region    3,     Chicago,     Office    of    the    Director         74/O6/1Q 
IP 


-B004220079   Notifies    that    hosp    mill    comply    ui/three    stipulations   conveyed 
in  NRC   7604SQ    Itr    re    USB    of    0  66    thimble    chamber   moilal    Si 
teletherapy    machine 
FLVNN.JR        Riverside   Hethodlit    Hosp      Columbus.,  G»        7A/O9/04        lp 


Request*    on    behalf    of   JC    K  i  r  k  hum,  r«iu  1  1  1    of  NFJC 
inveiti  j  at(  on    re    overaiposure    incident   at    Rlv«ralde 
Huthodiit    Hosp 
MIRMAN.J   H        Topper,  Al  loiuay.  Ooodman.  DsL*OTia   &    Duffey 


-B004S20DBO   Forwards    PND-76-031    providing    recent     Info    re    reported 
medical    therapy    overeiposure    to    23S   patients 

ALLAN,  J   M         Region   3.     Chlcago>     Fuel    Taclllty    !<    Materials    Safety 
Branch         76/OS/10         lp 

-B004220072  Forwards    form    Itr    sent    to    all    physicians    having    patients 
involved    in    radiation    overdose   at    Riverside    Methodist   Nosp 
FLVNN.J  R        Riverside    Methodist    Hasp      Columbus,  OH        76/O3/24        Spp 

-3004220097   Discusses    760S24    telcon    re    Riverside    Methodist    Hoop    list    of 
patients    receiving    10X   or    more    radiation   above    recorded 
dose   Deceased    list   uai    in    error    due    to    computational    or 
typing    error 
8AENQER,E   L        Cincinnati    General    Ho  sip      Cine  innati,  OH        76/03/84 


-B004320101    Bummariies    medical    inve  stl  gatinns    re    Co-60   overatposure 
Incident   at   Riverside   Methodllt   Hosp    Provides    description    at 
incident    events    to    date    Requests    comments   rt    investigation 
proceedings    NOB  74052B    1  lr    to   FDA   end 
aftENOEn,E   L        Cincinnati,    Unlv      of,     M.dical    School         76/03/26, 


-Q004S201O7   Disc  us  1*1    rupti    to    public    re    deaths    resulting    from 
teletherapy    incident   at    tiosp   Coord  inat  ion    Uetueen    intereitod 
parties    ii    necessary    to    avoid    dupllcativo    efforts    b   to   avoid 
violating    rights   of    patients   b  hoip 
FLVNN.J  R        Riverside   Methodllt   Hasp      Columbus,  Oil        76/03/20        2pp 

-0004220120    Informs   NRC    of   -need    to    establish   appropriate   criteria    re 
radiation    injury    to    patlants    at   Riverside   Methodist   Hasp 
Pathologist    should    aid    lit   development   of    crlterl* 
SAENCER.E  L        Cincinnati,    Unlv      of.     Medical    School         76/03/aB        lp 


-BOOd230J8i    IE    Insp    Rent    3O-D039B/7A-01    o-n    760420-22   t  051S-13 
Noncomp  1  lance    noted    licensed    mail    uim    u*ed    under    supervision 
of    unauthor  lieiJ    Individual    6    no    leak    tmt    uiai    performed    from 
730713-740B03 

LONHRQAN.O  T   ,    SCHULTZ.W   H   .     FOSTER.  O   E        Region   3,    Chicaao,     QPfico 
at    the    Director          7t/06/23         34pp 

-Q0042aOJ9i    IE    Insp    Rep  t    30-003  "8/76  -02    c-n    7A0421-22  Noncamp  1  lane  e 
noted    unspecified    Individual    uia*    permitted    to    s-upeTVim    ut» 
of   Co-iO    leleth»rap-j    unit.no    record    Df    test    ratults 
available    1  no    leak    test    performed    from   730713-740003 
LONEROAN,  O  T,  .    PHlLLldO    A   -     FOSTER,  J    E        Region   3,    Chicago,     Office 
at    the    Director         76/06/33        37pp 


Summarizes    7&0622   it  Icon    re    overs  ipoiuro    Incident    poiilbl* 
anforcemont   actioris, 

rtLLAN.  J  M        Reoion  3,     Chicago,    Office    of    the    Dirnctor        76/OA/24, 
Spp 

Q004220207   Discusses   pmiible    svci    of    C    LUihbaugh    as    pathologist 
aisliting    NFiC    ms-dtcal    can«ult«nt    in    radial  1  Qtl    uvereipoeura 
Incident    Provides    br  I  of    background1    of    C   Luihbaugh 
OBEHER.  E   A        Dfflc*    of    In«p*ctlon    b   Enf  ore  amen  t,     Office    of    the 
Director         76/0&/2S         lp 

-0004320212   Responds    to    NF1C    76O&15    Itr    r»   vlolntlons    noted    In    1C    Insp    of 
Llc»nn    31-01093-03    on   76031?  Corr«etlv«   actions    40  mCl    of 
Co-60    li    tlierapy    source^  rather    than    callbr    tourca    Cobalt 
unit  ulll    be    u(*d    under    supervision    of  TaJiev 

TflVLOIti  9  C        Rlvtrsldn   rlethodlst    Ho«fl      Columbi--    nil       7A/nA/ai 
2pp 


-S0042B01B3  Responds    to   760987    request    far    definition  of   NFtC   medical 
consultant    role    In    InvBStigatlon    of    radiation    exposui** 
Incident   Consultant   will    conduct    independent    investigation 
it  render   prof   opinion 

KEPPLER.J  C        Region   3,    Chicago,     Office    of    th«    Director        74/06/02 
2pp 

-5004220130  Forward*  7&0609   document,     "Rept    to    Riverside   M*thDdist  Hovp, 
Cnlumbui,  OH,  Conc«rnJng    Overtreatment    of   Patients  W/Co-6t> 
Radiation    "    H/o    «ncl    nj  Bhalek    76060?    ltr<    to   J  Eckler   fc    EL 
Baanger    encl, 
BIWLEK-R   J        Ttiai,Unlv,     of.     Cancer    Center         76/0&/0?        3pp 

-B004220132  Authorlns    EL  Smngtr    to    send    coroner    NRC   evaluation   of 
Riverside   Methodist    Hasp    averf>poture    Incident 
vOLCENAU,E        Office    of    Inspection   S.   Enforc*m»nl,    Dffice    of    tht 
Director,       7A/06/10         lp 

-6004320137  Forward*   PR  Hendrtckton   760406    Itr    rt    Invest ioation   of 
overeiposure    incident    at    hoip   Ltr    can   be    uted    for    relevant 
info   but   cannot   become   part   of  NRC   rept   on  radiation   problem 
at  Riverside  Method i tt   Hasp 
ECKLCR,  J        Drickl»r,Evatt,Darton    t>  Eckler        76/06/19        Jp 

-B004220164  Discusses   IE   imp   of  Llcenie  34-01033-03  on   760312  Ic 
forwards    notice   of  violation 

KEPPLER.J,  0       Region  3,    Chicago,    Office   pf   the   Director        7i/OA/13, 
2pp 


-8001220216   Respandi    to    76O652   reqiieit    for   NRC    f  nvevtiflatlon    root    on 
radiation    overexposure    at    RlveriidB    Methodltb    Hosp.Repb   mill 
b*    foruarded    upon    completlon- 
STRABMA.J        Regions,     Chleaflo.    Office    of    the    Director        7i/0e./30 


-QOO42E0229    Foruares    revisions    to    IK    Investigation    Rapt  30-039B/77-01 
Revisions    were   result    of    Ofc    of    Executive   Legal    Director 
opinion    that    investigation    rept    should    not    conta.ln   hosp 
consultant   rept, 

KEPPLER.J   0        riBglon   3,     Chicago,     Office    Of    tha    Director,       76/07/02 
I'PP- 

-8004220231    Forwards    draft    r«p6   re   Rlverild*   Hethodlit  Hosp    averexposuri 
incldvnt    Rept    hei    not    been    releaied    to    public.  H/o    end 
KEPPLGR,  J  &        Region   3,     Chicago,     Office    Qf    the    Dlrnctor         76707/02 
iP 

-B00432023&    Foruiardi    PND-76-O4    re    radiation    ovtrei  p  osurt    incident   at 
Riverside    Mettiodlst   Hosp.H/n    encl. 

ALLAN,  J  M        Region   3.     Chicago.     Fuel    Facility    &    CUterlals    Safety 
Branch         76/07/O2         lp. 

-80012202-12    Forwards    two    llvts    of    daceaetd    Rlverelde   Hoip    patlente   to 
b*    Included    iD/orlglnat     liit,Ll»t    1    contain*    28    names    that 
biers    Inadvertently    omitted    Lift    2    contain*    20   namai    to 
complete    deceased    Itat    of    patients    tr«atad    790301-760130, 
FLVNH,  J   R         Clntlnnatl    Sanoral    Hoip      Cincinnati,  OH.      76/07/08         lp 
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NONDOCKETED  ITEMS 


-6004220246  Forwards  Riverside   Methodist  Hosp   consultants   repte   re 
ovartre-atment    of   patient!    u/Cn-60  radiation  H/o    encl    EU 
Saanger    760709    itr    to  Qfc    of   Franklin  County   Coroner    and 
KEPPLEK.J  0        Region  3,    Chicago.    Office   of   the  Director        76/07/OB 
2pp 


-0001220330   Provide*    GH    Dept    of    Health    w/NRC    Investigation    rept    re 
teletherapy    radiation    overeipoiurC    Incident    at    Riverside 
Hethndiit   Hosp    U/o    encl 

KEPPLER, JQ        Region    3.     Chicago,     OfPiCB    of    the    Director         76/OS/20 
IP 


-a  004  2202  51   Act    receipt   of   740,625   Itr    informing   NRC   of   step  a    taken   to 
correct    violations   noted    In    IE   imp    rept  Corrective  action* 
will   be    eiamlned    during    future    imp 
KEPPLEfl.J   O         Region   3,     Chicago'     Office   Df    the   Director         76/07/19 


-BOOA220232  Diicussis    IE   Imp    of  License  34-01035-03  on   74042!  -32  i, 
forwards   notice    of  violation 

THOMP8ON.D        Office   of    Inspection  t.  Enforcement,    Office   of    the 
Oil-actor,        7A/07/21         3pp 

-BQ04220255  Notice    of  violation   from   imp   on  760421-23  Noncomp  1  lanco 
noted    11  can-it  if   matl   was   used    under    supervision   of 
unauthorlied    individual    t  Ca-60    teletherapy   «ourct    leak    tut 
u*s    not    performed    from  73O713-740B03 

•      Office   of    Inspection  &   Enf  orcament,    Office   of    the  Diractor 
76/07/21,       2pp 


-S004220337   Fofuardi    NRC    investigation    rept    ra    Rivenicte    Methodist    Hoap 
radiation    therapy    overeiposure    Incident   M/n    encl 

KSPPLER,J   0        Region    3.     Chicago-     Office    of    tho    Director         76/OB/20 
lp 

-BQ04220341    Submits    questions    re    talsthBrapij    overaiposure    incident   at 
fiiversido   Methodist   Hoip    Requests   response 
HH1THAN.F   H        Affiliation   Unknoun         76/00/20         lp 

-B00422O346   Forwards    rBipoma    to    Items    1.2.4   «.   5    required    b<l    NRC    760721 
notice   of   violation 
FLYWN,  JR        Riverside   Mothodiit   Ho»P      Columbui.QH        76/00/20        5pp 

-80042203S1    Forward*    final    invBitigati on   rept    ra   Rivariide    Methodist 
Ho*p    teletharapy    overe«posure    incident   H/o    encl 
KGPPLER,J   0        Region    3.     Chicago,     Office    of    the    Director         76/09/23 


-3004330339   DJ*eui«es    IE    imp    of   Liceme   34-01035-03   on   7i042Q-32   (, 
0313-13   Rept    Furniiheif   <t    7AOB02  mteting    identifle*    imp   1 
investigation    bail*  Rept  will    be   placed    In  PDR 
KEPPUER.J  O        Region  3,    Chicago,    Off  in   of   the   Director        76/08/02 


-800*220263  Bumrcarlief   760B02    briefing    on  radiation   overoposure 
incident  at   Riverside  Hethodiit   Hosp   Action   should   be    taken 
to    identify    &  remedy   human    consequence*   of   dotage   errori 

L        Offic*   of    the   Oansre.1    Counsel        76/OB/05       2pp 


-8004220267  Foruirdi  advance    copy    of  Rivenldi  Hethodiit  Hosp 
ovcreipoiur*    incident    investigation  rept   Rept  uai    given   to 
hc-Bp:    for   proprietary    ravlaui  on  760B02  b   It   not  yet    In  PDR 
Ufa    end 
KEPPLER.J  0        fission  3.    Chicago,    Office   of   th*  Director        76/OB/06 


B004330276  ForuBt-ili   revliion    to  AO  76-7.    "Patient  Eipoiure*   Above 
Prescribed   Amount!   During    Cobalt   Ttlatherapu    " 

HIOOINBOTHAM.L        Office   of    Inipection  b  Enforcement,    Office   of    the 
Director        7&/OB/0&.      4pp 

30042302^2  Foru«rdi   draft    Info,  re    overnpoiure    incidint   at  Riven  ids 
H*thodiit  Hoip   R*q.miti    comment*    by   760B06  H/o   encl 
DAVIS.J  0        Office   of  Muctear  Hattrl*!   Safety   tc  Safeguard* 
7A/09/06,        In 

8004220266  Bubititutii    Info    for  Conclution  2,Page  2  of  NRC 
InvBitlgatlon   r«pt   re  radl*tlon   therapy   overexpoturi 
Incident  Riqueiti  icceptance 
FLYNN.  0  fi.       Rtvvnlde  Kethodtit   Hoip      Columbui.OH       76/OB/ll        lp 

B004230374  Hotiflei   of   7609  13    training    teuton   to   diicui*  MRC 
Inveit  igjtlon    of    telitherapy    ov*rexpo*ure    Incident  at 
Rlveriid*  K«thodi*t  Hoip   !<   rtlitei)   itudie* 
NOSELIUB,C   E        Region  3,    Chicago,    Office   of    th«   Director 
76/OB/ll         lp. 

9004230314  RaeomflBnifi   acceptance   of  fUvenlde  Methodlit  limp   760311 
riq.u*it    for    eh*ngt   of  Cone  tut  ion  2.  Page  2   to  NRC   rept  EL 
B'ingir   760817    ktr   to  R   Zlpf   encl, 

KEPPUER.J.  0        Region  3,    Chicago,    Office   at   the  Director        76/OS/16 
3pp 


-B004220355   Request*    NRC    investigation    rept    re   Riverside    Methodist 
Hasp    teletherapv    overeipoiure    incident   Forwards   NY  Timns 
76O91I    article    re    cobalt    radiation    overdoses    &    testimony 
before   Subcommittee    on  Health   *•  Environ 
KOCH.E    I         House    of    Rep         76/OB/24         16pp 

-BQ04230361    Forwards    summary    of    current   status    of  NRC   activities   re 
teletherapy   overeipoture   at   Riverside   Methodist   Hosp 
Requests   concurrence   EL  Saenger    760*710    Itr    to   county    coroner 
enc  1 

THOMPSON,  D       Office    of    Inspec  tion  «•  Enf  orcement,    Office    of    the 
Director        76/0-7/08        7pp 

-B004220366  Forwards    EL  Saengor    rept   re   EO  Valentine,  deceased    patient   of 
Riverside   Methodist   Hosp    Death   Lias    caused    by    acute   radiation 
pneumonltii 

KEPPLER, J  0       Region  3.    Chicago,    Office    of    the   Director        77/07/29 
6pp 

-a 00423 0370  Submits    distribution   procedures    for   NRC  medical    consultant 
repts   re  Riverside   Methodist    Hasp    teletherapy    incident 
ALLAN, J  M       Region  3,    Chicago,    Fuel   Facility    fc  Materials    Safety 
Branch        77/07/29        lp 

-BO 04220 37 4  Discuises   consultants'    repts   concerning    cause    of    deaths    at 
Riverside  Methodist  Hoip   Repts   will    not   be   routinely    placed 
In   Pan  Copies  ulll    be    sent    to    coroner   &   hosp    upon   request 
SMITH, 0  H       Commission        77/08/03        lp 

-BOQ42203QD  Forwards   EL  Saenger    770830   Itr    to   PD  Cameron    re    former 
patient   at  Riverside   Methodist   Hosp   Hosp    was   requested    to 
eipedlte   requested    Info  Related    correipondence    encl 
ALLAN,J  M       Region  3,    Chicago,    Office    of    the   Director         77/09/12 
7pp 

-B0042203B7  Forwards    inquiry    re    former  Rlvenide   Methodist    Hosp    patient 
&  request   for    info 

SAENOER.EL       Cincinnati   General    Hosp      Cine Innati, OH        77/10/06 
3pP 

-9004230371    Forwards   J  flynn   response   eiplalnlng    patient    exclusion    from 
review   group   U/o    encl 
SAENQER.E  L       Cincinnati    General    Hoip      Cine Innati.  OH        77/10/21 


BOO  422031  9  Foruardt   revUed    Pagei  2,3r6  &   10  of  NRC    inveitlgation   rept 
rt    RivnTtiite    Methoditt  Ho*p    tel*thir«pv   ovittipoiurt 
incident  4  draft    Itr   to   hotp   Ltr   only   tncl 
KEPPLER.J  O        Region  3,    Chicago,    Office   of   the  Director,       76/OB/17 


-BO 04220 39 7  Requests    that    gnvt    send    representative    to   verify 
computation*    for   patients    burned    by   radiation   overdose 
Recalculations   &  after-effects    do   not   correspond 
VOLKEMA.R.H        vol  kema,  Pees    fc   Sarap         77/10/36         lp 


-600+220323  Submit*   rfvlslom    bo  NRC    investigation  rept   re  Riverside 
Hethodiit  Hoip    tetetherapy    radiation   ovareiposure    incident 
Forwards   revised    investlgi tlon   rapt  Rtpt  ulll    be  released    to 
public    on  7&OQ1B  H/o   encl 
KEPPLER,  J  0        Region  3,    Chicago,    Office  of    the  Director,      76/OB/17 


-3004220403  Suggests    that  Commission  responsibi  litie*   re  Riverside 
Methodiit   Hasp   overeiposure*    be    examined    to   define   coune    of 
action    for    IE  regional    t<  consultant   personnel,  Regulatory 
aspect*    of  matter    have    been   rtaolved 

KEPPLCR.J  0        Region   3,    Chicago,    Office    of    the   Director        77/11/11 
lp 


-300422O327  Forward*  Riverside    Htthodlifc  Hoip    teletheripu   overoposure 
Incident   Investigation  rept   d  NflC  760&17  Itr  to  hoip.H/o 
tncl* 
PHILLIP,  0,  A        Connlsilon        76/OS/1B        lp 

-800422033?  Forwerd*  NRC    invei tlgetion  rept  re   telethtrapy  raili*tlon 
DVareipoiur*    incident  at  Riverilde  Mtthodiit  Hoip,  H/o   encl 
KEPPLER,  J,  fr.       Region  3,    Chicago.    Office   of    the  Director        76/08/30 
lp. 


-B004220404  Requests    that  NRC    redetermine   vol    of   work    to    be    undertaken 
by   medical    consultant*    In   reviewing   autopsy    cant   NRC 
medical    consultants    should    nob   advi*e   Franklin  County,  OH 
coroner   or   plaintiffs    of   complicated    overeipoiure   questions 
SAENGER, E  L       Cincinnati   General    Hasp      Cincinnati,  OH        77/11/17 
3pp 


NONDOCKETED  ITEMS 


-BD04220409    Foruard*    proposed    response    to    El    Koch    760824    request    for 
Info    re    radiation    ovei enpnsur e    at    Riverside    Methodist   Hosp 
VDLGENAU.E         Office    of     Inspection    &   Enf  or  cement,     Office    of    the 
Director         76/09/1O         6pp 


-600432046'?   Requests     response     to    EL    Saenger    771117    questions    (.   J   KB 
771105   memo 

DAVIS.  J  0        Office    of    Inspection   &    Enforcement,     Office    of    the 
Director         77/12/12          1  p 


-8004320435  Foruiards   response    to    questions    posed    in   76092O    Itr    to  WA 
Anders    re    eicessive    radiation    oiposures   at   Riverside 
Methodist   Hosp    Summary    section    of   NF1C    investigation    rept 
encl 
8TRASrtA,  J         Region    3,     Chicago,     Office    of     the    Director          76/09/13 


-BOQ4220470  Provide*    brief    an-suiops    to    questions    in   77O201    memo  re 
Riverside    Methodist   Hoop     teletherapy    radiation    overo*posure 
incident   More    complei     issues    mill    be    addressed    In   Commission 
panor    EL    Saonoe-r   760709     1  tr     to    -Jfi    Flynn    end 

HIGOINOOTHAM,  L        Office    of     Inspection   !.   Enforcement,     Office   of    tl 
Director         73/O1/04         Spji 


-6004220-139   Ac  k    receipt    of    760020    Itr    informing    NRC    of    steps    taken    to 
correct   violations    in    IE    insp    rept   Corrective   actions    will 
be    Examined    during    future    insp 

THOMPSONS        Office    of    Inspection   J.  Enforcement,    Office    of    the 
Director        76/09/15        Ip 

-3004220442  Responds    to    760024   request    for    info   re   radiation 
overexposure    of    patients    at  Riverside    Methodist   Hosp 
Forwards    summary    describing   NRC    investigation  EL  Saenger 
76Q91O    Itr    to    county    coroner    encl 
ROWDEN,  M        Commission        76/09/20        Bpp 

-BQ04220444  Responds    to   NRC    mallgram  re    ealibr    of   Picker    C-9  Co-60 
teletherapy    unit    at    Riverside    Methodist    Hosp    Provides     table 
af    eiposure    rates   in/values    decayed    from   original 
measurements    for    half-life    of    5  36   yr« 

KARTHA.M   K         Riverside    Methodist    Hosp       Columbus, OH         76/Q9/37 
2pp 


-Q 004 220 4 72    Discusses    recommended    enforcement    action    re    Riverside 
Methodist   Hosp    overe iposure    incident    List*   major    factors 
contributing    to    overexposure    SI  i    items    of    nnticomp  I  lance    idere 
Identified    during     IE    76Q42O-23    &    0912-13    insps 

THOMPSON, D         Office    of     Inspection    &    Enforcement,     Office     of    the 
Director        76/O6/B1         Ip 

-H004220473   Matl/By produc t    License    34-O1055-03    for    Riverside    Method! 
Hosp    ii    amended    in    its    entirety    per    73030?  application    Amend 
13  authorizes    poisessior,   b    use    of    3. GOO   Ci    Co-60    In 
telethe-rapy    sealed    sources 
VACCAi  P    C        Licensing    Management    Branch         7B/04/O3        6pp 

-8004220476   Amend    13    to  Matt/Byproduct   License   34-O1035-03    for   River 
Methodist   Hasp    authorising    USB    of    licinsed    mail    bij   OC   Taylor 
or   SM   Rahman 
VACCAi P    C        Licensing    Management    Branch         77/12/S7         Ip 


0004220446   Submits    addl    info    to    further    comply    ui/NRC    76-0714   order    to 
modifg    license    Forwards    hosp    organ!  la  tiotial    chart    t    job 
descriptions    for    Medical    Director    of   Radiation  Therapy    & 
Radiological    Physicist 

DDATWRIQHT.N  C         Riverside   Methodist   Hosp      ColumbusjOH        76/11/09 
Bpp 

B0042204S2  Ac  fc    recaipt    of   76110C7    llr    containing   addl    info   requested    re 
NRC   760714   order    to   modify    license   Response    is    incomplete 
Requests   adequate    description    of    mgt    control    sys   within   EO 
days   EL  Saenger    Itrs    encl 

WADE.L        Radloltotopes   Licensing    Branch    (Pre    7905O1)         76/11/18 
Bpp 

BOO42204SB  Respond*    to   NRC    76111B  request    for    description   of   mgt 
control    sys    Forwards    protocol    for   Co-60   teletherapy    unit 
calibr 

HOATUR10HT-H  C         Riverside   Mothodlst   Hosp      ColumbusiOH        76/12/O6 
4pp 

0004220461    Ngtifies    that   OH  aanuerg    has    been   appointed    Radiological 
Physicist   of    Riverside   Methodist    Hosp    Position   authoriies  OH 
Sanberg    to    handle   routine   radiation    safety   b    1  Uniting 
app  1  icatlons 
BDATURIOHT,N   C         Riverside  Methodist  Hosp      Columbus,  OH        76/13/13 


-8004220463  Sunmarliei   Riverside    Methodist   Hosp    efforts    to    ensure    that 
radiation    safety    program    is    conducted    In    accordance  u/NHC 
regulations    b    license    terms   Foruiards    description   of 
radiosotop*    committee    EL   Saengtr    770112    Itr    encl 

BOATWRIOHT.M,  C         Riverside   Methodist   Hosp      Columbus,  OH        76/12/28 
6pp 

B004220463  Responds    to   7709S6   Itr    td  EL   Saenger   re   anal^sii    of 
radiation    treatments    received    by    former    patient   Medical 
consultants    have    only    revi»ued   autopsled    decedents    Former 
patient   uil  1  1    not    bi    included    In   review 
KEPPLER.J  O        Region   3,    Chicago,     Office    of    the   Director        77/11/1B 


-8004220466  8umm»ri»es   771111    m«etino   lu/EL  Saenger   re   Riverside 
Methodist   Hosp    overexposure    Incident   EL  Bacnger   propoaed 
that    high    level   Commission   position   be   developed   re    further 
patient    evaluation    or    review  of    individual    cases, 
LONEROANiO  T         Region    3>     Chicago,     Office    of    the   Director 
77/11/23        to. 

-0004220467   Requests    response    to   EL   Saenger    questions    re    need    for   addl 
reviiui   of    autopsy    cases   ft   necessity    of   NRC   advice    to    county 
official! 

KEPPLER.J  0        Region  3,    Chicago.     Office    of    the   Director        77/11/30 
Ip 

-800422046B  Request*    info   about   current   NRC    activities   ra   medical    ute   of 
rad  loisotopesi  bases    for    IE  us»    of    medical    consultants    & 
Region   3  areas    of    concern 

DAVIS,  J  0.       Office    of    Inspection    h  Enforcement.    Office    of   the 
Director.       77/13/01         Ip 


aOCH2aO'J77   Amend     11     to   Mot  1/Byprod  uct    Licens 
Methodist  Hosp,  adding    Conditions    23  &   24 
VACCA,  P    C        Licensing    Management    Branch 


34-01059-03    for   River 


-~00042204HO   Amend     12    to   Mat  l/Qyprod  uct    License    34-01083-03     for   River 
Methodist   Hosp  ,  author!  1  1  ng    use    of    licensed    mat!    by    LJ 
FaheyiOC   Taylor    or    8R   Andvesen 

DAVISiF   C        Radiol-sotopea   Licensing    Branch    (Pre    7tO3Ql)         76/09/1 
IP 

—  BQ04220482  Amend    t  to   Mat  1  /Hyproduc  t   License    34-OLO35-Q3   for  Riven 

Methodist   Hosp,  *uthorii  ing    USD    of    licensed    matl    by    LJ  Fahey 
or   OC    Taylor 

DAVISj  F  C        Rndlolsotopes    LiCBn»ing    Branch    (Pre    790301).       76/07/0 
IP 

—  S0042204B3  Matl/Byproduc  *    License    34-O1055-03  for   Riverside    Method! 

Hosp    is    amended    in    its    entirety    per    731014  app  1  Icat  i  an.  Amend 
B  authorizes   use-  fc    possession    af    2OOO  Ci    Co-6O    In 
telethe-rapy    sealtd    sources 

DAVIS,  F,  C        Radlolsotopes   Llcanslng    Branch    (Pr»   77O501)         73/12/1 
Bpp 

--B0042S0496  Amend    7   to   Mat  I  /Dyproduc  t   Licence    34-01033-03   for  White 
Cross    Hasp    Assoc  iatian,  juthorl  ling    use    of    2P  OOO  Ci   Co-60    In 
teletherapij    tejilid    sources 
BAS3IN.  N        Atomic    Enerou   Commisslan        76/06/HB        Spj, 

—  BO042H0489  Amend    6   to   Matl  /Bypro-duc  t   License   34-OIOS3-03    for   White 

Cross    Associationi  author  ii  ing    use    of    10,000  CI     (  tuo    sources 

of   not   more    than   5,  OOO)   CI    each) 

MALARO,  J  C        Atomic   Energy    Commission        71/04/01         Ip 

—80042204^1    Amend!    5    to   Matl/Buprotfue  t    License    34-O1033-03   for   White 
Cross    Hosp   Assoc  iation.  changing    expiration    date    In    Item   4    to 
731100   &    authorizing    UB    SctiwartE    or    DR    Schmidt   as    users    of 
licensed    ma  61 
MALARO.  J  C        Atomic    Energy    Comnfsslon        7D/1O/14         Ip 

—  800422:0513   Amend    4    bo   Matl/n«prodkJct    34-O105B-O3    for   Units    Crout   H? 

Assoclat  lorn  revising   Subitemi    7   A   ti   B  A    to    read    teletherapy 

sealed     sources    &   7,  OOO    Oil  resp  »c  ti  vely 

BUCHANAN,  C  fi        Atomic    Energy    Commission         69/02/07         Ip  ! 

•-8004220S17   Amend    3    to  Mat  1/Bijprod  uct    License    34-OIO35-03   for   White 
Cross   Hasp   Assac  iation,  add  Ing    Condition    SO 
DUCKANAN,C   R        Atomic    Energy   Commission         67/11/24         la 

•-B004220SS1    Matl/Bypraduct    License    34-01035-03   for    Uhlte    Cross  Hasp 
Association    is    amended    in    Its    entirety    per    651026 
application   Amend    2  airbhoriies       usr    Si   possession    of   4.  OOO   Ci 
Co-60    in    teletherapij    sealed    sources 
HDWELL,  D    B        Atomic   Energy    Commission        65/11/1?        5po 

-SOQ42205SH   Requests    amend    of    Mat  1  /Dy  product   License  34-01035-03   for 
Riverside   Methodist  Hosp    authoriiing    CK   Yin   as    user    of    Co- 
16  Amend    fea    certification    b   MV   City    license    amenil    «ncl  ! 

REEHAL,B   S        Hivurside    Methoditt    Hosp      Columbus,  OH         79/10/04 
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NONDOCKETED  ITEMS 


-QO04220932   Requesti    deletion    at    M   Kartha    (.   addition    of    BS   Reehal    as 
radiation    safetg    officer    for   Hivarside   Methodist  Hosp   ES 
Ruhal    curriculum   vlta«    encl    H/o   encl 
FLYNN,J  R,      Rlv»r*lde   Methodist   Hoip      Columbus, OH        7B/03/09        lp 

-BO0422Q&31?  Requests    that   9  Rahman   be    included   as    authoriied   user   of 
llcented    matl    for   Mall/Byproduct   Licenses   34-O1099-01   (c  03 
B  Rahman    curriculum  vltae    end   H/o    end 

KARTHA.M  K        Riverside  Methodist  Hoip      Columoui.OH        77/11/21 
Spp 

-8004220944   Confirms.    761219   teUon    re    m)t    control    sys    Hotp    muit    file 
rept    demonstrating    that   radiation   safetg    program   li 
conducted    In  accordance  u/NRC  regulations   It    license   terms 
HADE,  I.        fiaiiioliatapet   Licencing    Branch    (Pro  790901)        74/12/13 
IP 

-BOu422094S  Confirm*    telcon   granting    eiteniion   until    770104   for   receipt 
of   reft   tf  figt   control    s<js   Requests    acknowledgement 
BDATWRIOHT.N  C        Riverside  Methodist  Hoip     Columbus, OH       76/12/27 
IP 

'-8004220391    Order  modifying  License   34-01059-03  bg    adding   Condition   23 
to    lldeni*   t<  requiring  written   description   of  mgt   control 
»g»   to    eniure    compliance  ui/NRC   regulations  Order    la 
effective    inmedlatelg 

CHAPMAN,  K   H        Off  let   of  Nuclear  Material    Safety   b  Safeguard* 
76/07/14        Spp 

•-8004S20337  Ac*  rect-ist   of   760921    d    1020   Itrt  r»  appointment   of  H  Kartha 
•  i   acting    radiation   safety    officer 

BOWYEFt.J  E       Radloitotopei  Licensing    Branch    (Pre  790901 1 
76/11/03        lp 


-8004220609  Requests   reactivity    of    teletlierapy    I*"""      ,,.„,,„„        .„ 
TAVLOR.Q   C         Riverside    Methodist    Ho»p      Columbus,  OH         76/O6/S3         lp 

-8004220612  Forward*    balance    of   matl    roqueted    for    inclusion    in   License 
34-01099-03   H/O    encl  ,„„,-,„ 

ANDRESEN,S   R         Riverside    Hethodnfc    Hoip      Columbus,  OH         76/O1/3V 

IP 


-8004220616  AtfviiBi    that   S  Andresen   served    a.    resident    from   Jan-Jul 
1972   E.perience    Included    uie    of    Co-60    teletherapg    Cs-137 
brachgtherapy   Recommands   approval    of   S  Andrescn    for 
i 

WElCENBBEROp 
76/04/24         4pp 


brachgtherapy      ecommans   apova 

independent   use   of   matU   Suppl    to    license   applicatlan   encl 

WElCENBBEROp  I         Methodist    Medical    Center    of    Illinois    Peoria,IL 


-B004S2061S  Verifie«    that   B  Andreaen    completeJ    resldencg    at    univ   on 
7SOB01    Training    included    eiperienee   iu/*uperf  icial    volteoe, 
orthovoltaoe   therapy,  Co-60  machines  !.    linear    accelerators 
Buppl    to    license  application    encl 
DEER  i  D  A        California.     Univ      of,    San   Diego        7i/03/l4        3pp 

-B004S20622   Diicusses    Amend    B    to    License    34-01099-03   re    Inclusion    of    8 
Anareten   «    individual    user    of    toletherapg    unit   Requests 
addl    Info   re   B  Andresen   certification    in   radiology    or 
therapeutic    radiologg    Si    training 
DAV1B.F   C         Radioliotopes    Liceniino    Branch     (Pre    790501)          79/12/19 


8004220629  Forwards   request    for   renewal    of   License   34-01055-03   for 
Co-60   teletherapy    sealed    source   (.  addition   of   B  Andresen    to 
1  Icense 
ftXT.JC        Riverside   Hcthudist   Hosp      Columbus,  DM        NRC        79/10/07 


BOO42B0362  Forward  i    H  Kartha    curriculum  vltae    in   reiponse   to  NRC  761004 
rebuilt   H/o   encl 
BOATMR10HT.N  C        Riverside   Methodist  Hoip     Columbus,  OH       76/10/20 


—  80O4B209&7    Riqueit*   antend    Of  Matl/Bgproduct  License  34-01095-03  to 

Incorporate  J  Ait   as   radiation  protection  officer   &  5R 

Andrei  en    «i   uier   of    Intracivl  targ    sources 

KARTHA.M   K       Hlv«r-side   Methodist  Hoip      Columbus,  OH       76/07/20        lp 

—  8004220973    Triform   NflC   that  H  K*rtha   h«s   b*en   appointed   consultant 

physicist    for  Rlvenldt  Methodlit  Hosp    effective  Hay    1976 

Position   *uthorlt«i   H  Kartha    to    take  necess*rg   action  u/NRC 

In  handling   radiation  safetg    &    licensing   applications 

FLVNN,  J  R        Rlvtnid*  Methodist  Kotp      Columbus.  OH       76/09/21        lp 

—  SOO422O379  Requeitc    complete   ducrlptlon   of  H  Kartha    eiperience    In 

radia/tlon   t  radioactive  until    &  radiation  protection 

training. 

BQHYER-J,  E   Radloiiatopei  Licensing  Branch  (Pre  790501) 

76/10/04    lp 

--  B004220535  Foruards    Amend    10   to   Hatl/Bgprodutt  License  34-01055-03 
adding    BR   Andrestn   as    Individual    ustr    of   Co-60  teletheripg 
unit   at  Riverside    Methodist  Hoip   Requests   concurrence  W/o 
•ncl 
WADE.L        F)*dlollotnpes  Llonitng   Branch    (Pro   790301)        76/06/06 


aOO4220S'f'l    Discusses    Riverside   Ktthodilt  Hoip    request   for  20-dag 
titin-iion   to  comply  u/NRC   760714   order  Hoip   mutt    submit 
r*«.uait   In  urltin] 
BINDER,  19.       R^dioiiotopes   Licentlnn   Branch    (Pre   790501}        76/07/29 


Andrei »n  not   be   added   as   authorited   user    on 
1-010S5-03  based  on  remit)  of 
nforcement  action  against    licensee 
>ection  h  Enforcement,    Office   of   the 


Methodist  Hoip  request   for  amend    to  Kitl/ 

•3. 

ificatlon  Branch,      76/06/2B        lp 

-S004S20c«03  Application   for   anand    to  Matl/Bgnroduct  License  34-01055-03 
jiuthorlilng   LJ  Fah*U  ^  OC  Taylor    to  me  ti/or   tupervlse   me 
of  Co-60  Biated  lources   to  b*   houted  l>  used   In  Picker  429F 
Co-60  til*thinpg   unit 

TAYLOR,  9  C,      Rivertld*  Methodlit  Hosp.    Columbus, OH       76/06/30, 
4pp. 

-80042SOiOt    trtformi   that  Rlverslda  Mtthadlit  Ha*p    concurs  u/OC  Taylor 
rifuift   to   be  added   to  Mail/Byproduct  LUensi  34-01033-03. 
FLVWiJ.fi.       RIverilde  M*thodl«t  Hosp.    Columbus, OK       76/06/30        lp 


— G004220629  Appl icatlon    for    renewal  of   Mat l/Dgproduc t   Lfnonse 

34-01093-O3,authoriiing    LJ   Fahag  f   8   Andreien    to    use    !c/nr 

supervise   use   of   20r 000  Cl    Co-60  in    form  of    sealed    lources 
for   telethorapu, 

TAVLOH.O  C        Riverside   Methodist  Hosp      Columhui,  CIH        75/10/14 

SPP 

— B004220633  Notifies  that  721009  surveg  rept  follawing  installation  of 
teletherapg  unit  fulfills  requirements  of  Condition  IB  of 
LiceniB  34-01099-03  Special  attention  ihould  be  paid  to 
requirements  of  Conditions  IB  b  19 
BASSINiN   Atomic  Enargg  Commission   72/11/22   lp 

— 8004220639  Forwards  OU  Callendine  radiation  surveg  b  analgiis  for 
radiation  exposure  in  teletherapy  room  at  tiosp  lubsequent  to 
installation  of  Picker  C-9  teletherapg  device 

SCHWARTZ, H  D   Riverside  Methodist  Hosp   Columbus, OH   72/10/09 
82pp 

— B004220639  Supplemental  application  for  amend  to  License  34-01039-03 
authorliing  UB  3chuarti'DR  SchmldT>CC  Taglor,JV  Dla<tk  5. 
LJ  Faheg  to  use  tt/ar  supervise  use  of  20,000  Cl  Co-60  in 
sealed  sources  for  teletlierapg 
«  Whit*  Cross  Hosp   Association  Columbus, Gil   7S/04/20   Spp 

— 8004220644  Forwards  Forms  AEC-313  &  313a  in  support  of  application  for 
emend  to  License  34-01095-03  re  inclusion  of  LJ  Faheg  at 
authorlied  user  of  licensed  <natl  ti  replacement  of  colbalt 
michine  u/rotatlonal  cobalt  telatherapy  unit 

CALLEND1NE.O  U   Rlverilde  Methodist  Kosp  Columbus,  OH,   75/04/19 
19pp 

0004230008  Responds  to  F01A  request  for  documents  detailing  ipent  fuel 
shipment  routes  d  alternate  route*  from  Chalk  River, Canada 
to  SC  that  traverse  NV  &  PA  Info  withheld  (ref  F01A 
Exemption  4) 
FELTON, J  tt   Division  of  Rules  and  Records   BO/04/09   lp 

B004230011  FOIA  request  for  documents  detailing  spent  fuel  shipment 
route*  &  alternate  route*  from  Chalk  River, Canada  to  BC 
that  traverse  NY  b  PA 
KATZ.B  G   The  Press  Binghampton,  NV   BO/03/19    lp, 

B004230019  Responds  to  FOIA  request  for  last  imp  rept  of  Doctor's 
Hospital  In  Columbus, OH  Fdruards  documents  listed  in  App  A. 
Imp  rept  will  be  forwarded  upon  completion 
FELTON, J  M   Division  of  Rules  and  Rteords   30/04/10   2po 

—8004230023  Ack  receipt  of  7611  li  Itr  informing  of  steps  taken  to 
correct  item  of  noncompliance  Identified  In  NP.C  761104  Itr 
Corrective,  actions  will  be  e>amlned  during  future  insp. 
ALLAN, J  H,   Region  3,  Chicago,  Fuel  Pacilitg  &  Materials  Bafetg 
Branch   76/12/06   lp 


IMONDOCKETED  ITEMS 


—  800423O029    Forwards     leak/wipe    test     analysis    rept    fc    sealed    source 
inventory     (fata    to    satisfy     infraction   &    deficiency     identified 
in    NRC    7A11O4    Itr    Full    compliance    should    be    achieved 


Reque-sts    confirmation 

HOBBS, T    C          Doctors    Hoip       Columbus, OH 


76/11/16         1  p 


8OO4290169  flosponds    tn    FGIA   roqueit    for    all    applications    for 
radioactive   matls    liceisur-o   t>   radioactive    matin    licensee 
issued    to    PharmatopBS.  Inc • eic lud ing    IL  Forwards    requested 
documents    W/o    enc  Is 
FELTONiJ   M        D-/vi*ion    op   (Jules    and    Record*        BO/04/17         lp 


DDDO 

"Leak/Wipe  Test   Analysis   Rept    "    Sealed    source    inventory 
enc  1 

EARLY. P    J  Nuclear    Medicine    Assoc  late*.  I  nc       C  loveland  ,  OK 

7A/O7/15  2pp 

-SOO4ff3004Q    Discusses    IE     insp    of    Licenses    34-054BB-01 ,  02    t>    03   on    761O21 
&   S3    &     foruards    notice    of    violation 

ALLAN, J    M         Region    3.     Chitaja,     Fuel    Facility    k   Materials    Safety 
Branch          7-6/1I/O4         2pp 


0004290173    FOIA    request     for    all    applications    for    radioactive    mat 
llcensuve    U   radioactive    matls    li tenses    iasuod    to 
PharmatopoB,  Inci  vicluding     IL 
MCDONALD,])    D        Nuclear    Pharmacy,     Inc         BQ/Q4/O1         lp 

800 4290 1 S2  Responds    to   FOIA    request    for    Info    re    Pakistani    &   Liby 
shipments    E>  design   It-far    conat    of    nuclear    explosive    device 
Forwards    neuis    articles    identified     in    App    A  Other    documents 
uie-re   originated    ay    Btate    Dept    &   CIA 
FELTOW.J   M         Division    of    Rules    and    Records         fJ-O/04/14          App 


—  80O4S300-15    Notice    of    violation    from     Inap    on    761021    h    22    Noncofnp  1  ianci 

noted    byproduct    mfltl     inventory     Included     IS   Cs-137    sealed 
sourcei    that   uere    not    leak    tested    between    750323  t,   761021    S. 
no    quarterly    inventory    for    sealed    sources    conducted 
»      Region    3.    Chicago.    Fuel    Facility    1<   Materials   Safety    Branch 
76/11/04  lp 

—  BOD4230O30    Draft    IE    insp    rept    on    761O21    &   2H   Noneomp  1  lance    noted 

byproduct    matl    inventorij    included    12  Cs-137    sealed    sources 
that    were    not    leak    tested    betuean    75O232  &   761021    t,  no 
quarterly    physical    inventory    for    sealed    sources    conducted 
SCrUJLTZ.W   H        fieoion   3-    Chicago,     Office   of    the   Director        7fi/lO/ai 
9pp 

8004230019  FOIA   request    for    last    insp    rept    for    Doctor's    Hospital    in 
Columbu*.  OH 
SMITH.  J   D         Affiliation  Unknouin        80^01/34         lp 

BOO4290087   Recpnnds    to  FOIA  request    for   NRC   Translation   520 

"Radioecological   Assessment    of   Uijhl    Nuclear    Paiuer   Plant    " 

Forward*    requeited    document    W/o    snc! 

FGLTOHi  J  M         Division   of    Rules   and    Record*        QD/04/tB         lp 

B004H90O99   FQIA   request    for  NRC   Translation    320      "Radioecological 
Asiesiment    of    Wijhl    Nuclear   Power   Plant    "    WA   Post   791111    nous 
artic  1  1    end 
OROBStfAN,  K  Island    Closeup    Neus    Service         50/O4/08         lp, 

aoo12900?4   Atfdl    response    to   FOIA   request    for    info   re  number*    of   A.SLB 
Forwards    addl    documants    per    JC   Carr    7*71107    Itr 
FELTON.  J   M         Division   of    Rules   and    Records        BO/04/14         lp 

S0042?OO97    Rccponifs    to   FOIA  p*nu«it    for    internal    documents    used    to 
establish    1  g-mlnute    notification    requirement    (Footnote   3    in 
FR    notice)    Por  NRC    proposed    rule    1OCFRSO   re    emergency 
planning    Forwards    documents    listed    In  App   A    M/o    sncli 
FEUTON.  J  M         Division   of    Rules    and    Records         BQ/Ofl/14         lp 

8004390103   FOIA   request    far    internal    documents    used    to    establish    10- 
fnin-ute    notifliation    requirement    IFootnote   3    in   FR   notice) 
for    NFtC    proposed    rule    10CFR50  re    emergency    planning 

C         Yankee  Atomic    Electric    Co        BO/03/H1         lp 


0004290150  Responds    to   FOIA   rnquejt    for    issues    of    "U*«hlu   Highlights" 
from    1976    to    present,  All    issues    since    771B16   have    been   put 
in    PDH    In   Washington!  DC   Mo   repts    exist    for    1976   or    1977, 
except    for    76O3B4   rept 
FELTQN,  J  M,       Division    of   Rules    and    Records         BO/01/14         lp 


0004290134    FOIA    request    for     Info    re    Pakistani    (•    LiSijin    U    snlpnen 
deilgn    d/or    const    of    nuclear    explosive    device 
COCHRAN,  T    D         Natural     fieiourcoi    "ePense   Council  71/11 /Sk         3 


QEN    TEC     18      GENERIC    TECHNICAL    ISSUES 


79O&010118  FOIA  request    by    UC3    for    all    documents    re    Task    Action 
A-40   fe   A-4t>info    on    seismic     issues    prepared    for    BEP    1.    insp 
repts    for     Deaver    Ualleu 

R         Bheldan,     Harmon   It  We  i  i  s         79/O3/19         Hpp 


S00402014O   N"JRE3-Ofl6O   W4 

"ATHB    for    LHRs:  Ftesol  ut  (on    of    Unresolved   Safety     Issue    Task 
Action   Plan   A-9,  "    Vol    4.  for    comment 

*      Office    of    iTupect  i  on    t-   EnPorc  ementi     Office    of    the   Dirottor 
BO/03/31          202pp          Available    at    NTIS 

0004030001    NUREQ-04iD    V4 

"ATWS    for    LlJHs.ftBBolution    of    Unresolved   Safety     Issue   Task 
Action   Plan  A-9    "    For-    cnrnmont    issue 

»      Office    of   Nuclear    Reaclnr    Hegulat  ion        BO/03/31         BOOpp 
Avallablo    at    KTIB 

00010702*3   Discusses   Ooneric    task    B-24    (Containment   Puranl    sch»d< 
Impacts    NRC    hai    commi  tmerit    to    compketa    task    action    plan    by 
Apr    I9SO   Droiuns   Fori-y  ,  Pi  alrl  o    Island    d  Turkey   Potmt    hnun 
not  met    schedules    for    submitting     info 
LAINAS.O         Plant    Bijitami    Branch          80/O3/  17          lp 

00041103GB  Foruiards    common  tm    on    final    rept    -on  Phase  I    of    «tj* 

InteraEtlon    itudij    pre-pflred    by    Btndla    Labi    auction  3   0   should 

note    that    boiling    in    corn   Ik   condeniatlnn    in   steam  generator 
is    viable    heat    remov*!    scheme 
Hlt-LBiL  H        Tennessee    ValLaij    Authority        00/04/01        Zpp 

60041903B3   Foriuarrit    "Method    of    Applying    Marl     II   Sinol*   Vent    Dun«n 
Lateral    Lo*d    to   Mark    II    Plant    M/MuLtlple   Vtntt,  "    on    behalf 
of   MirK    II    ounvri    group    R»pt   ufithJield    <r>f    lOCFfiK   790) 
Affidavit;    ancl 
BUCHHdLZiR   H        Ovniral    Electric    Co         RHn-oa9-BO        BO/04/O9        6p 

B004lB01'7e  Notification    of   ACRS    Subc  ommi  t  toe    on  Pl*nt  Arrangement 
BQ0320-SI    meeting    w/BandU    Labi    In    Mainlngtoni  DC    ta    dfteut* 
"Final    Rept    (draft!    on    Phase    I    of    Generic    Task    A-l7,Sys 
Interaction    in   Nuclear    Pouer    Plants"    &    items   re    LWDs 
HDYLEiJ  C        ACRS    -  Advisory  Commllteo    on   Reactor    Safeguards, 
BO/Ol/30         3pp 


80042901S2   FOIA   request    far    issues    of    "Weekly    Hlahlight*"    from    1976   to 
present 
POWER, D    F         Affiliation   Unknown        BO/03/3I.        lp 

B0042901S5  Respond*    to    FOIA  request    For   all    documents   requested    bu 
public    under   FOIA  re    Union  Carbide    Carp    NRC    hat    not   been 
a«fced    for    info   m  Union   Carbide   Corp    Provides   NHC   criteria 
for    disclosing    proprietary    Infn 
FELTCJN.J  M         Division    of   Rules    and    Records        8O704/14         lp 

BO04S9-O161    FOIA   request    for   all    documents   requested    by    public    under 
FDIA   re    Union   Carbide    Corp 
CHAIFETZiD  H        Union   Carbide    Corp         SO/04/07,       2pp 

80CI4290EA3   Responds    to   FOIA  request    for    tuo   specific    document* 
contained     in    nugget    file    Provides    detailed    description   of 
nugget    f  i  le_  Foruiarils    requssted    documents    W/o    encl« 
F6LTOM.J   M         Division    of    Rules    and    Records        SO/04/17        lp 

SO042901A6    FOIA   request    for    tuo   specific    documents    contained    in   nugget 
file 
GROSSMAN. K         Island   Closeup    Neus    Service        90/04/14        lp 


INSPECTION  AMD  ENFORCEMENT 


790903024,1     IE  liull.tln   78-OA.     "Defective    Cutler-Hammer,  Type    M    Rel 
in/DC  Col  1*    " 

»      Office    of    Inspection    &   EnfoTcomentr    Office    of    the  Director 
78/03/31         4pp 

7912190650    IE   Bulletin   HO-oa,     "Eiam    of   Contaldment    Liner    Panetrat 
Melds    " 

*      Office    of    Inspection    &   Enforcement'     Office   of    the   Director 
BO/04/07         2pp 

7912190691     IE  Circular   8O-03,     "Em-ergencg    Dle*el    Qenerator    Lubr-lcA 
Oil    Addition   and    Onstte    Supply    " 

«      Office    of    Inspection    k   EnPorcemont,     OfPlee   of    the  Director 
HO/04/01         3pp 

8003280644    IE  Bulletin   79-O3A.     "Longitudinal    Meld    Defects    In    AGMG 
8A-312   Tun*   304  Statnle««    Bteel    Plp«    « 

»      Office    of    Inspection   ii  Enf orcementi     Office    of    the  Director 
80/04/04         3pp 
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NONDOCKETED  ITEMS 


B002aB064S  IE  Bulletin  30-07,  "HWR  Jet  Pump  Assembly  Failure  " 

*  Off  let  oF  Import  ion  t<  Enforcement)  Office  of  the  Director 
BO/04/04   7pp 

B0022B0649  IE  Info  Notice  B0-14i  "Safety  Suggestions  From  Employees  " 

*  Office  of  Inspection  !•  Enforcement.  Office  of  the  Director 
BO/04/02    Spp 

B002HBQ650  IE  Info  Notice  60-13,  "OE  Typo  SDH  Control  Switches 
Defective  CAM  Followers  " 

»  Office  of  Inspection  I  Enforcement,  Offica  of  the  Director 
BO/04/02   lp 


PUBLIC  DOCUMENT  ROOM  MISCELLANEOUS 


79O2Q6O3S7  Forwards  repts  of  the  activities  of  tha  Natl  Energy  Software 
Center  for  FY197B  Midyear  review  of  NESC  uork  scheduled  for 
790320 
BENNETT, 0  L    Research  Support  Branch    79/01/1B    3pp 

— 79020603B3  Natl  Energy  Software  Center  rept  for  FY1978  Outlines  program 
aecompl 1 shmentB, breakdown  of  library  collection  by 
c  Ian  It  icatlon  category,  "best  sailer"  list  &  number  of 
program  packages  contributed  to  center 
BUTLER,  rl    Argonne  National  Laboratory    7S/I1/O7    Spp 


B002aB0654  IE  Info  Notice  60-12,  "Instrument  Failure  Cauies  Opening  of 
PQSV  &  Bloct  Valve  " 

*  Office  of  Inspection  fc  Enforcement,  Office  of  the  Director 
BO/04/04   lp 

8003280637  IE  Circular  30-07.  "Problem!  W/HPC I  Turbine  Oil  Byi  " 

*  Office  of  Inspection  &  Enforcement,  Office  of  the  Director 
BO/04 /Q3   3pp 

000*030 37 S  EH- 00- 007  on  BQO314, notice  of  violation  &  notice  of  proposed 
imposition  of  civil  penalties  to  ba  Issued  for  License 
4 5- 0933 B- 02  Action  based  on  alleged  items  of  noncomp 1 iance 
T»  mall  false  itat*ment«  in  application  for  license  renewal 
BROCKET!,  T  H  ,  ODWER.  0  C   Office  of  Inspection  b  Enforcement,  Office 
of  tht  Director   80/03/11    lp 

B0040BOSB4  PNO-V-BO-020A  on  800317. lost  Ir~19S  (led  found  In  restricted 

art*  of  radlolsotoplc  storage  room  No  radiation  eiposure*  to 
operational  personnel 

THQHAS.R  D   Region  3.  San  Francisco,  Office  of  the  Director 

80/03/is,  ip 

aOQ409017B  PWM-80-042  on  B00317i notified  by  several  sources  that 
radioactive  matl  package  containing  13  B  Cl  Ir-192  source 
in  radiographle  device  dropped  at  Philadelphia  Airport  was 
letting  Nonr*dioaetlve  Insulating  matl  spilled  out 
KINN6MAN,J   Region  1,  Phi ladelphia.  Office  of  the  Director 
80/03/17   3pp 

B004090193  PNO-1 I I-80-04B  on  B00314, unknown  caller  Informed  duty 
officer  of  stolen  Ra-2S6  Implant  needles  bought  from  friend 
Feared  contamination  &  agreed  to  place  device  In  local 
Chicago  phone  booth  Two  more  calls  received  u/no  remits 
PAPERIELLQ.C  J  .  DAVI8.A  B   Region  3,  Chicago.  Office  at  the 
Director   80/03/14   Spp 

B004090197  PNO-I-aO-044  on  B00319,  call  received  from  "individual  In 
BelmontiMA  re  retrieval  of  gamma  sample  charger  from  trash 
compactor  In  Winchester. MA  Unlabelled  sealed  source  reading 
11  mrem/hr  found  Little  radiation  exposure  occurred 
KINNEHAN.J   Region  1,  Philadelphia.  Office  of  the  Director 
80/03/19,   Ip 

B004IQ0017  PNQ-V-80-OSO  on  S00314, safety  officer  for  Lie  anno 
30-17039-01  notified  duty  officer  re  0  6  mCi  Ir-192  8  ted 
missing  from  ribbon  Radiological  surveys  conducted  of  room 
S<  patient  u/o  results 

THOMAS. R  D   Region  3.  San  Francisco,  Office  of  the  Director 
BO/03/17   lp, 

B004140102  PNO-I1I-74-07B  853  patient*  received  radiation  overdoses 
betueen  Mir  1973-Jan  177A.  Caused  bu  malfunctioning  of  cobalt 
therapy  unit,  IE  plans  to  Initiate  investigation  Medical 
consultant  ha*  been  contacted  for  assistance 

HHITT.lt  H   Region  3,  Chicago,  Office  of  the  Director   76/04/19 
lp, 

8004140106  PNQ-m-76-027  2S3  patients  received  radiation  overdoses 
betueen  Har  1975-Jan  1976  Caused  by  malfunctionina  of  cobalt 
therapu  unit  IE  plan*  to  initiate  Investigation  Medical 
consultant  has  been  contacted  for  assistance 

ALLAN.J  M   Region  3,  Chicago,  Office  of  th«  Director   76/04/19 
2pp 

B004HOUQ  PNO-IU-76-031-nsu  info  uai  received  re  overe«posure  of  255 
patients  from  Improperly  callbr  teletheraay  machine  Caused 
by  human  error,  rather  than  progressive  instrument 
deterioration  IE  mill  compute  investigation, 

L9^!S2^'0  T"  ALLA*.J  "   ""lion  3,  ChUago,  Office  of  the  Director 
76/03/07    lp 

B004140202  PKO-I II-7i-110  n-uspaper  reported  that  preliminary  autopsy 
findings  an  two  patients  at  Riverside  Methodist  Hoip 
indicated  radiation  overeiposure  uas  najor  cause  of  death 
Coroner  hat  scheduled  76070H  press  conference 
HARNICK.fi  F,  .  ROY,0,H  ,  THOMPSON.  D   Office  of  Inspection  fc 
Enforcement,  Office  of  the  Director   76/07/02   lp 


7902080199  Informs  NRC  that  nut  1  oar  liability  pools  are  able  to  pravidn 
*160  million  as  mai  combined  limit  under  primary  nuclear 
energy  liability  insurance  policies  Uill  maintain  *3D 
million  of  contingent  liability  capacity 

BARDES,  C  R    Nuclear  Energy  (.lability  Insurance  Association 
79/01/09    lp 

7902140361  Announces  RBR  mldyoar  review  on  790320  of  Natl  Energy 

Softuare  Center  of  accomplishments  to  date  &  plans  for  rest 
of  FY1979  t  FV1980 

BENNETT, 0  L   Research  Support  Branch    79/01/31  Spp 

79022B0271  Staff  poiition  ro  Transnuc 1  ear  application  to  export  779  Kg 
enriched  4  05V.  U-233  to  Canada  License  should  be  granted 
MOORE. R  N   Assistant  Director  far  Hi  port /Import  i,  International 
Safeguards   78/12/04   3pp 

7<?030606S4  Notification  of  790322  meeting  u/UCLA  to  discuss  itatu*  of 
steam  transient  research  program  funded  by  NRC  Div  of 
Reactor  Safety  Research  UCLA  pool  dynamics  program  will  be 
discussed 

ANDERSON,  C  J   Containment  Systems  Branch  (Pre  790101)    79/02/13 
Spp 

79030B0166  Notification  of  770301  meeting  in  Bethosda.HD  to  discuss 
NRC  generic  questions  re  ATMS 
THADANI.A  C   Reactor  Systems  Branch    79/02/15    lp 

79030B0364  Notification  of  790228  meeting  w/Nuclear  Associates  Intl  in 
Dethesda.  MD  to  discuss  progress  made  on  calculations  of 
"Steam  Line  Break  Sensitivity  Studies  " 
SALAH.S   Analysis  Branch    79/03/36    lp 

7903090072  Notification  of  date  change  to  790339  for  meeting  ui/OWR 
Reload  Licensing  Users  Group 
MORRIS.B    Reactor  Safety  Branch  (Pre  791030),   79/02/27    lp 

7903090076  Notification  of  790314  meeting  in  flothosda.MD  u/DWR  Reload 
Licensing  Users  to  discuss  HWf)  Reload  Startup  Teats 
MORRIS, B   Reactor  Safety  Branch  (Pre  791030)    79/03/P7,   lp 

7903200103  Responds  to  790219  request  for  uitndrauial  nf  790105  response 
to  NRC  neui  applications  survey  Request  has  been  honored 
Original  Itr  Is  being  returned  No  FOIA  request  for  1 tr  has 
been  made 
BERKOU.H  N   Division  of  Project  Management   79/03/03   lp 

7904130116  Notification  of  790411  meeting  w/American  Inst  of  Steal 
Conit  In  Dethesda. MD, to  discuss  proposed  response  to  request 
for  addl  Info  dated  7B1107 
SPRAUL.J   Quality  Assurance  Branch   79/04/04    lp 

7904170340  Summary  of  anomalies  between  semiicale  test  B-Q7-6  results 
d  analytical  predictions  Improved  douncomtr  insulator  will 
be  Installed  in  *eml«cale  In  Apr  1979  No  adtfl  cold  leg 
Injection  t*sts  ulll  be  conducted 
MURLEY.T  E   Division  of  Reactor  Safety  Research    79/03/20   &pp 

7904210192  Rejects  documentation  submitted  re  "Safeguards  Use  of 
Process  Control  i,  Quality  Control  Data  " 
PARTLQH.J  0   Material  Control  Licensing  Branch   79/04/03    lp 

7903140144  Forwards  rept  m  operating  characteristics  of  numerous 
models  of  timitorque  electric  actuators  when  mounted  on 
Velan  valves  Constitutes  coincidental  acquisition 
CLEMEN8QN,  F   Plant  Systems  Branch  (Pre  791030)    79/01/17   2pp 

7905190090  Forwards  monthly  rept  for  Apr  listing  transfer  of 

radioactive  sealed  sources,  used  in  FILTEC  level  detection 
equipment,  to  nonagreement  states 

CALHOUN,  F  L   Industrial  Dynamics  79/OS/09-   2pp, 
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7TO601O33S  Summary  of  79O216  QA  Branch  briefing  Par  OFc  of  Nuclear 
Regulatory  Research  t  DOE  on  proposed  graded  approach  for 
QA  programs  W/supporting  documentation 
DENNETTiG  L    Research  Support  Branch    79/O4/25    33pp 

7906030031  Responds  to  781122  telogram  alleging  radiation  overoiposurs 
to  Individual  during  radlographtc  operations  Forwards  IE 
Investigation  rept  W/o  encl 

KEPPLER.J  O    Region  3,  Chicago,  Office  of  the  Director    79/03/23 
ap 


791O09O109  Notification  of  791001  meeting  w/Ofc  of  IE  to  discuss 
computer  sys  Info  re  MRC  Form  766 
BELKE,W  L    Quality  Assurance  Branch    79/09/21    lp 

7910050156  Advises  of  review  completion  of  draft  IE  circular  re  folium 
of  General  Telephone  &  Electronics  Sglvanla  relay«Type  PM 
Bulletin  7303,Catalog  SU12-11-AC  coil  Issuance  of  propoied 
circular  Is  endorsed  w/no  comments 

GAMMILL.IJ   Assistant  Director  for  Operating  Reactor  Projects  (Pro 
791O30)    79/O9/13    lp 


7907aB025B  Requests  clarification  of  NRC  790611  Itr  re  implementation 
of  Category  2  E>  3  Reg  Guides  in  BEP 
SCHAFFSTALL,  R  E   KMC,  Inc    79/07/23    lp 

7907300056  Summary  of  790524-23  workshop  in  Silver  Spring. MD  ro 
recommendations  for  condensation  models  In  TRAC 
SHOTKIN,LM    Analysis  Development  Ilraiich    79/O6/15    6pp 

79Q901OO63  Foruards  Region  I  Invest  i  gat  inn  Rept  070-154  which  contains 
results  of  radiation  survey  efforts  in  Norton, HA  through  Dec 
1970  &  related  background  info  W/o  enc 1 

STOHR.J  P    Region  1:  Philadelphia,  Office  of  the  Uirnctoi 
79/06/04    lp 


7910050603  Notifies  of  review  of  proposed  bulletin  re  deuotering  ays 

at  operating  plants  &  endorses  issuance 

QAMMILL.W   Assistant  Director  for  Operating  Reactor  Projects  (Pra 
79103O)    79/O9/1B    lp 


7910190161  Notifl 
uia  s  t  e  s 
GRANT. J  J    Bt   Peter's  College    79/O9/39 


that  Unlv  lab  facilities  generate  no  low  level 
IP 


7910310051  Summary  of  790B21  research  revieu  group  meeting  In 

Albuquerque,  NM  re  progress  of  turn  NRC  sponsored  studios 

raULKE,  J  D   Environmental  Effects  Research  Branch  (Pre  791030) 
79/10/01    3pp 


7909030084  Forwards  staff  position  re  safe  shutdown  capability  for 
fires  Specifies  safe  shutdown  equipment  &  performance 
objectives  for  licensor  consideration  in  demonstrating  safe 
shutdown  capability  w/eiistlng  or  alternate  equipment 
LAINAB,G   Plant  Systems  Branch  (Pre  791030)    79/06/19   9pp 

7909060334  Suggests  storage  of  spent  fuel  rods  at  ND  antlbal 1  lit ic 
missile  site, const  of  Thorium  slouj  light-water-breeder 
reactors  H  storage  of  liquid  wastes  in  NV  under  atomic  burnt) 
test  holes 
MURPHY,F  E   Affiliation  Unknown   79/07/3O    lp 

7903100158  Forwards  draft  IE  Bulletin  proposing  interim  position  on 
containment  purging  during  normal  operation 
LAINAS.G    Planl  System*  Branch  (Pro  79103O)    79/06/29    8pp 

790015005'!  Advises  that  suppl  guidelines  have  boon  initiated  to 
eipedito  completion  of  fire  protection  programs  at  operating 
plants  Ouidellnas  will  be  prepared  by  DOR  revlouiBrs 
FEROUEON,fi    Plant  Systems  Branch  (Pra  791030)    79/07/1/   3pp 

7908150708  Rssponds  to  79O6I2  Itr  10  GIZIS  on  handling  K.  itorngo  of 
spent  fuel  NRC  will  follow  Commission  decision  In  response 
to  790601  request 

DIRCKS,  W  J   Office  of  Nuclear  rlatei'lnl  Safety  IA  Bafpguards 
79/0//12    lp 

7909200112  Forwards  proposed  functional  organtiaUon  for  Boetlon  A  of 
Plant  8ys  Branch  Requests  that  lead  engineers  be  authoriiad 
to  perform  managerial  paperwork 
TQNDI,D   Plant  Bijttumi  Branch  (Pre  791030)    79/O7/26,   3pp 

79OB2aoa24  EipressoB  regret*  that  Tondi  was  unablo  to  attend  79O7S6 
meeting  w/Rydniirt  at  MD  Natl  Dank  Bldg  Requests  that 
apologies  be  extended  to  tlifdnort 
TONDI.D   Plant  Systems  Branch  <Pre  791030)    79/O7/37    lp 


7911090375  Reply  to  Atlantic  R«soai  ch  Corp  01 tef  No  finding  that 
licensee  mln  iml  >  oil  chances  of  noncornp  I  lance  Mg  t  competence 
not  bails  for  Imposition  of  penalty  ALAD-842  should  be 
reversed  Certificate  of  Bvc  encl 

MURRAY,  J  P  ,  LIEBERMAN.J  ,  DURNS,  S  O    [tulemafctng  t,  Enforcement 
Division    49-02QQ8-04    /9/IO/B3    6pp 

Q003230Q55  Concurs  ui/isiuing  proposed  draft  AO  rept  to  Congress  for 
Dct-Dac  1979  Foruiariis  marled-up  pages  of  rept 
DENTON, H  R    Office  of  Nuclear  Reactor  Regulation    BO/03/26    4pp 

{1004030023  Inquiie*  why  Nuclear  Safety,  b  imonthly  technical  progress 
review,  is  advertised  at  govt  publication  8<  uiho  is 
responsible  for  reviou  Glmllar  Itrs  to  OAO  fr  Uept  of  Labor 
encl 
EBCUC,  N  R   Affiliation  Unknown   79/12/04   3pp 

E)00'103029fl  Discusses  proposed  Itr  to  licenioes  on  high  enargy  line  pipe 
breaks  inoldo  containment  No  sufficient  technical  basis 
evident  to  advise  whether  method  proposed  bg  NF1C  for 
satlifylng  General  Design  Criteria  4  (l  legally  sufficient 
9CINTQ.  J  F   Office  of  the  Executive  Legal  Director   00/03/14    lp 

EJ00402042&  Forwards  proposed  FR  notice  of  ACHE!  Ad  Hoc  Qubcommlttee  on 
Natural  Circulation  Heat  Removal  SOD32!)  meeting  Requoiti 
publication  on  800310 

UATEB,  A  L   ACRB  -  Advisory  Committee  an  Reactor  Safeguards 
BO/03/04    3pp 

0004090102  Forwards  proposed  FR  notice  of  ACRB  Subcommittee  on 
ECCB  B003B6  meeting  Rgqueitl  publication  on  H0031 1 
DATES, A  L   ACH8  -  Advisory  Committee  on  Reactor  Safeguards 
EJO/O3/Q1   3"" 


7909110379  Disagree*  w/NflC  plan  to  lift  reactor  licensing  moratorium 
LEVIN, C    9enatc    79/09/10   2pp 

790?  1  "70304  Responds  to  790G14  Itr  t.  790924  tslcon  re  licensing 
requirements  for  import  of  Progeiterono  Kits  containing 
1-125  forward*  10CFR110  ti  applicable  form  ll/o  encl 
MOPRE.R  N   Office  of  International  Programs    79/OB/S7    lp 

7909190514  Responds  to  790730  Itr  re  suggestions  for  storage  of  spent 

fuel  rods  >f  \oui  level  radioactive  wastes  &  support  for 

light  watar  breeder  reactors  Provides  oplanatlons  for 
ongoing  program  of  concern 
DENTQN.H  R   Office  of  Hutloar  Reactor  Regulation    79/03/20    lp 

7910020720  Suggests  topic*  for  Japan/U  S   meeting  on  nuclear  safety 
Topics  Include  Mark  II  full  scale  condensation  testi  b  Fire 
protection  b  diesel  generator  reliability  Summary  of 
programs  encl, 
LA1NAS.Q   Plant  System*  Branch  (Pro  791030)    79/09/03   33pp 


7910020B43  Request*  summary  of  icreening  revieius  of  licensee 
response*  to  IE  Dulletin  79-01  re  tnviron  qualification  of 
Clans  IE  equipment 
DENTQN.H  R   Office  of  NucU*r  Reactor  Regulation    79/07/H1 
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— 8O04II0105  Requests   ansu 
for    ithool    debate 
BPELLMAH,  K        Affiliation  Unknown 


i    to    nine   questions   re   nuclear   power    plants 
3pp 


BO/01/30 


SOQ414O071  Notice  of  Issuance  &  availability  of  proposed  mlnnr 
of  *(/i  of  record  i  Amends  clarify  It  update  Info  in  NHC  ig:  of 
r*cardi. necessl tated  by  adding  senior  eiecutive  svc  training 
records  ta  eilsting  NHC  training  record* 

DlflCKB.W   J       Office    of    tne   Eieeutive   Director   for  Operation* 
BO/O3/14        4pp 


4pp 


-8004030120  forwards    comments    on    "Oasis    FOP   Emergency    At t ion   Levels    for 
Nuclear    Power    Facilities    "    Minor    events    having    no    effect    on 
public    health    t,    safeU    do    not    warrant    consideration    of 
public    officials   or    agencies  -,o  , ,  ,  ,™ 

JURGENSEN,  Ft   U        American    Electric    Pouer    Co    ,     lie         /V/ll/JO 

-B004020I23  Comment*    on   NUREO-OfalO   recommends    four    classes    of 
action    levels    in-plant    occurrence, emergency    alert, site 
emergency    !•   general     emergency 
HARD,  J   E         Atomic     Industrial    Forum         79/11/2H         14pp 


SQ0414Q092  Respond!    to  800216   Itr    re    operator   training   Nuclear    pomer 
plant    simulators   used    in   operator    training   programs    since 
1949   Under    reviled    requirements , s imulator*   uill    b» 
programmed    for    multiplffl    failures 
DENTONrH   R         Office    of    Nuclear    Reactor    Regulation         BO/03/20         Ip 

— BQQ4-14Q095  Eipres»«t    concern  about   role  of   plant   operator    error    in 

nuclear     incident!    tc   «uggests     training  in   realistic    simulated 
Bmargencg    situation* 

BLANCHA«D,W  K        Affiliation   Unknown  GO/05/16       2pp 


-9004020138   Comments    on    MUflEG-0610    draft    estimate    ton    low   E^erienco 
indicates    that, using    draft   eiamples    of    Initiating    condition, 
frequency    i"oul[l    be    5 "    tn    ten    t'mcs    Per    1r    rather    than    onco 
or    tul  c e 

VETTER,UE        Region    4.     Dallas,     Office    of    the    Director          79/11/27 
Hop 

-B00402O131    Forwards    DE    Donaldson    comment*    on    NUREO-0610 

8M1TH,0  H       Region    1,    Philadelphia.    Fuel    Facility    (.  Material* 
Qafetg    Brancti         79/11/26         Ip 


8004140483  Responds    to  BO02I4    1  tr    foruardtng   E  Qrlffln   BOOS07    Itr    re 
s*fttg    of    various    aspects    of   nuclear    fuel    cgcle   Forward* 
taptt    of    propoied    change    to    10CFR50  &  other  matl    re   concern* 
t    discusses    goal    of   natl    waste    rag  t   program  H/o   end 
KAMMERER.C        Office   of   Congressional   Affair*        BO/03/Oi        2pp 

~ BO04140489  Requests    info   responsive    to   end   E  Oriffln  BOD207   Itr 
eipreising    concern  re    tafntij    of   various   aspects   of   nuclear 
fuel    cgcle 
BOREN. D    L        a»nat»         BO/02/14         2pp 


-B004020138   Comments    on    NUREG-0610    *uppart»    basic     intent,  hoiuover,  does 
not    agreo    ui/nomenc  lature    designation    of    various    cla»»B4    or 
u/sorting    of    eiample    initiating    conditions    for   various 
clasie*    Markud-up    draft    guideliriei    enc  1 

DOWALDBON.D       Region    1,    Philadelphia,    Office    of    the   Pirector 
79/11/21         34pp 

-ao04O2O144  Comments    on    draft   NUREQ-O610  release    potential*    should    be 
eipanded    for   offsita   agencg    guidance  Notif i cal ion   *hould    be 
to   both    »tate   t,   local    authorities    for   all    classes 
BROKER. 0   W        New   York.     State    of         79/10/3O         2pp 


9004170111    Comminti    on  Nuclear   Data  Link   Urge*   caution    In 
Implementation   Admirable:    objective    is    not    practical,  safe 
or    prudent    for   reAulred    level    of   overvisu 
LUNDVALL.A  E        Baltimore   Oa«   «.    Electric   Co       80/04/10       3pp 

G004SIOD9B  Forwards   780901-790131    replacement  pages   for   "Intrusion 
Detection   H*ndboo>."  SAND  74-0334  Superseded    pagd    should   be 
deitrogtii    H/o   encl 
VAROA.B.A        Assistant  Director    for  Light   Water  Reactors        77/11/13 


B004220039  Submit  i   reply    to    Inquiries   re  NRC  manitoring   of    Inst   for 
Nuclear   Pouer  Operation!    activities    Inst  hai  not   developed 
specific    procedures   ti  criteria    for  monitoring    operator 
tralnlnp    programs 

SKQVHOLTiD  J        Ascistanb   Director   for  Oualitg   Assurance  d  Operations 
8Q/O4/01         Ip 


800403013?   NURE8/CS-13SO 

"Evaluation   of  Factors   Affecting    Toilciti;    of    Chlorine    to 
Aquatic   Organisms    " 

CRUHLEV.S   C    ,     STOBER.O    J   ,     DINNEL,  P    rt         Uashinnton,     Univ 
B-3679         80/03/31         85pp 


8004020145   NUREO-04oO   v4 

"ATWB   for  LWR*'fB*olut  ion   of   Unresolved   Safety    Issue   Task 
Action  Plan   A-9,  "   Vol    4,  for   comment 

*      Office   of    Inspection  (.  Enforcement,    Office    of    the  Director 
BO/03/31        203  fp        Available   at   NT  IB 

8004020429  Forwards  HCAP-9691,     "Transient  fc  Accident   Analgiis,"    in 
compliance    y/Item   2    1    9    c    of    NUREQ-OS7Q 

REED.C        Uestlnghouse  Operating    Plants   Oiuners    Group        00-32 
60/03/31          Ip 


5004300573  AJviiii    that    IE  Circular  80-03  uas   itnt    to    listed    licensees 
&  CP    holder* 

ORIER.fl,  H        Region    1,    Philadelphia,    Office   of    the   Director 
SO/04,/01        6pp 


—8004020432  WCAP-9491 

"Transient   t<  Accident   Analgsls    " 
HITCHLER.M  J  ,    SHARP,  D  R   ,    ANDERSON, T  H 
Corp         BO/03/31         180pP 


Heltlnghouie    Electric 


NUREO  flEPORTS  AND  RELATED  CORRESPONDENCE 


B00323-&002  Comments   on  draft  NuHEO-OS9Qi  Revision    1    no   discussion  made 
of   ricoiniiilonirg    b   conversion  No  mode*   of   tfecomlsslonlng 
should    be   precluded    at    this    time  Classification  at 
det ominionlng   nodes  b    timing    bu,    half    lives  unreasonabli 
REYNOLDS, N  S       Debevolsv   d  Llbarman        80/03/80       Spp 

G003S70223  NUREO-0030  V3  Ml 

Yellow  Boot    "Const  Status   Rept.Nucliar  Pouer  Pl*nti.  "   data 

at   of   791231, 

*      Office   of  Management    and   Program  Analysis       SO/02/S9        160pp 

B004O103ZO  Comments    on  NUREO-0313,  Revision   1    evaluation  should   be   made 
of   noniervice   sensitive    lines    to   determine   potential    for 
inter granular   stress-corrosion    cracking 
MILLS, L,M        Tennesice  Valleu  Authority        80/03/23        Ip 

8004020432  Comminli    an  NUREO-0625,     "Rtpt   of   Biting   follcg   Task   Force    " 
recoduitndt   addl    ineaiures    to   pr»v*nt   acciilenti  1  mitigate 
effects    Biting   should   be    strantthenid   as   factor   in  defense 
PLE8SET.  M.  B       ACRE   -  Advtsorg    Conmittee   on   Reactor  Safeguard*, 
90/02/14        7ff 

B00402O111    Certified    iunm4rg    of   ACRS  Bite   Evaluation  Subcommittee 
791SSO  neetlng    In  HaihingtomDC    re   recent   policg    change*   t 
1  np  1  erne r»t«t Ion   In  area   of    siting  &  emergency   planning 
e      ACRS   -  Advisory    Committee  on    Reactor  Safeguard*        BO/02/09        13pa 

— BOOIOBOlli  Oiscmse*    conflicts    in   guidance   fc   interpretation  re   offsite 
tmergencu   plan*   per   rcvisu  of    NUREu-0396. NUREO-03BB  &  draft 
MUREO-0610. 
OODH1N-A,  V       Alabama,    State   of        79/11/14.      25pp 


8004030003  NUREO/CR-1312 

"Methods    for   Evaluating   Leak   Tightness    of   Spent  Fuel 
Container   Closures,  " 

BENDA.B  J   ,    LANOLAND.R    T        Laurence  Livormore   Laboratory        FIH 
A-0117        UCRL-5273B        aO/03/31        BOOpp        Available   at  NTIS 


8004030004  NUREO-Oil60  V4 

"ATUS   far   LWRi. Rejolution    of  Unresolved   Bnfetg    Issue   Tost 
Action  Plan  A-9  "  For    comniBnt    Issue 

*     Office   of  Nuclear   Reactor  Regulation        80/03/31        EOOpp 
Available   at  NTIS 


BOOW30003  NUREO/CR-1280 
"pouer   Plant   Staffing    " 

WEONER,  W      Basic    Energy    Technology    Associates         NURC-03-BO-1 16 
BETA- 103        80/03/31        S4pp        Available   at   NTIS 

8004040272  Discusses   rtcommenifatl ons    of   Task   Force   on  Bulletins   & 
Orders   Recommend*   vendor  methods    used    for   small    break   LDCA 
anolyiis    be   revised,  documented   fr    submitted    for   revleui 
PLESSETiH  5       ACRS  -  Advisory   Committee   on   Reactor  Safeguards 
80/03/11        4pp 

— -B004040274   Discusses    near-term  OL    items    from   Draft   3   nf   NUREO-OiiO 
MRC   action   plans    developed   st    result   of   TMJ-a  accident 
PLESBET,  M  S       ACRS  -  Advisory    Committee   on   Reactor   Safeguard! 
00/03/11.       Spp, 

— 8004040277  Comments    on   recommendations    of  NRC    special    inquiry    group 
re   ACRE  ictlvltles 

PLES8ET,  H  S,      ACRS  -   AdvUorg    Committee   on   Reactor  Safeguards 
BO/03/13        2pp 
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8004040324.    Confirms    BOO314    telcon    re    OUR     owners    group    responso    to 
NUHEO-057S    Requirement    3    I    9    FSAH    Chapter    15    event    roviem 
enc  1 
KEGNAN,  T    P          Genera!    Electric    Co         MFN-O74-&0         BO/O3/31          73pp 

BOQ4040379    Submits     info    re    interpretation    of    App    3    of    NUREO-Oi54 
Principal     objective    of    App    3    is     to    provide    means    of    prompt 
not i f i  cation    to    population   NRC    licensees    urged    to    coop  era  to 
m/statB    S<    local     govts    to    achieve    objective 
JA5KE, H    T          Federal    Emergency    Management    Agency          HO/O3/2B         2pp 

80Q4040457    NUREQ/CH-OS5B 

"Stress    Corrosion    Cracking    of    Iticonol    6QO  Tubing    in 
Deacraled    High    Temp    Water    " 

DULiaCHECK,  T    3    ,     PARK,Y    S    ,     VAN    RDOYEN.  D         BrooHiaven   National 
Laboratory         FIN   A-32O8        BNL-NUREQ-31027        79/06/30        S2pp 

BQ0407Q40&    Forwards    NUREO-O39&,     "Planning    Basis    for    Development    of 
State    >j   Local    Oovt    Radiological    Emergency    Response    Plans    in 
Support    of    LWRs,   "     in    response    to    end    7*71219    If     including 
resolution    ro    emergency    planning    for    handicapped    W/o   end 
GRIMES, D    K          Assistant    Director     for    Engineering     (•    Projetts 
80/03/12          4pp 


SOO4140034   Advises    that    no    further    action     is     indicated    on   Critical    Masa 
Energy    Project    7911O3    petition    for    NRC    to    conduct 
investigation     to    determine    if    OLs    of    LUFls    which    Case   ECCS    on 
faulty    analytical     codes    should    be    -suspended 
DETNTON.H   R         Office    of    Nueloar    Reactor    Regulation         BQ/03/03         2pp 

8004140455   NUREO/CH- 1 1 16 

"Kinetics    of   Monochloraminc    Decomposition    in    Presence    of 

Bromide    " 

TRQFE.T   U    ,     JOHNSON,  J   D    ,      1NHAN.  0   W         North    Carolina,     Univ      of         FIN 

B-ii24B         80/03/31          92pp          Available    at    NTI& 

BO0414047Q   NUREO/CR-1337 

"LWR    Safety    Research    Program,  "    quarterly     progress    report, 
Jul-Sept    1979 

MASBEV.W   E    ,     KVGER.J   A         Argonne   National     Laboratory         FIN    A-2014 
ANL-79-10B         79/09/2B         33pp         Available    at    NTIS 


gram. 


8004140478   NUREO/CR-1257 

"Summjiry    of    FV79   Progress    on    Refill    Effects    P 
quarterly    progress    report,  JuI-Sept    1979 
ROTHE.P   H   ,     CflOULEY, C    J         Creare,     Inc         FIN   A-4070 
80/03/31         34pp         Availablo    at    NT1B 


CREARE   TN-312 


BOO40I70S41     Comments    on    proposed    rules    1QCFR30,  40,  SO    S.    70   endorses 
comments     on    WUREQ-0'SB4,  Revi  9  ion     1    NUREQ-O613    is     too 
tentative    in    scope    ti   purpose    In-place    entombment    should    be 
conildered   viable    alternative    for    decomml  ss  i-onl  ng    objective 
PORTER, W    L          Dufce    Power    Co         BO/03/14         3pp 


8004150022   NUREO/Cfl-1150 

"Impact    of    Dis*erl»on   Paramaters    on   Calculated    fleactnr 
Accident   Consequences    " 

ALDRICH.DC         Sandia    Laboratories         FIN   A- 1042         8AND79-20B1 
79/11/30         fl6pf         Available    at    NTIS 


BOO4I00035    NUREO/CR-1OO7 

"Evaluation    of   Selected    Signal    Proteasing   Methods    for 
Charac  terl  u  t  ion    of    Stuam  Geneafeor   Eddi;    Current    Signals    " 
GROWN- 8   D    ,     HAVFQRD.D   T        Battelle   Memorial    Institute,    Columbus 
Laboratories         FIN   A-301  19        DNL-NUfieO-510fl4        79/OB/3I        90pp 
Available    at    NTIS 


S004130023   NURGG/CR-1O29 

"Program  Plan    for    Invest i gati on    of   Vent-Filtered   Containment 
Conceptual    Dffl<Igni    for   LWRi    " 

HENJAM1N,A  3        3and  i  a  Laboratories        FIN    A.-13HO       SAND79-10BB 
79/10/31         72pp         Available    at   NT1B 


fl0041O002B    NUREO/CR-1 104 

"Preliminary    Ana  Lysis    of   Containment    Failure    Probability    by 

Steam  Eiplosion*    Following    Hypothetical    Core    Meltdown    in 

LWR    " 

COHRADINI, M    L    ,     WOODFIN, R    L    .     VOELKER. L    E         Bandia    Laboratories 

A-1O30         8ANR79-H002         SO/O2/39         62pp          Availablo    at    NTI8 

6004100029    NUREO/CR-1203 

"Qufirterlij    Technical    Progmss    Reft    oti  Uater   Reactor    Bafety 
Programs,"    DC t-D*c    1979 

YBARRONDO,  L    J          EO    <•   0,      Inc          FIN   A-603B         EOO-2012         BO/01/31 
42pp        Available    at    NTIS        *3  00 

0004100319    HUREfl/C R- 1 202 

"COPB   -  Model     for    Estimating    Local    Lain   Enforcement    Agent 

Avallabllllu    " 

I)ERKDI01-ER.K    P         SandU    Laboratories         FIN  A-I173        BAND   7B-S237 


8004100323 

"Evaluation    of   Stuam  Oeneratar    Tube   Rupture   Events    " 
MARBH, L    D          Office    of    Nuclear    Reactor    Regulation         BO/O3/31 


IHOpp 


B004100BB6   NOREO/CR-1320 

"Heaiurod    Concentrations    of   Radioactive    Particlas    In  Air    In 
Vicinity    of    Anaconda   U  Mill    " 

HOHENI.M   H   ,     KI8IELCSKI,  W  E        Argonne   National    Uaboratary        FIN 
A-3046        ANL/E8-B1?        BO/01/31         4Spp         AvalUbU    at   NTIB 


0004150033   HUREO/CR-11.19 

"Emergency    Roaponse    Scenariol    for    Transportation   Accidonts 
Involving   Radioactive  Matls    " 

ALDRICHiD  C    ,    CR1CBDN.D   H    ,     FINLEY.N   C        Sanolii  Laboratories        FIN 
A-1042       BAND7*7-2017        79/11/30        54pp        Available   at  NTIS 

0004150042  NUREO-0571 

"Qummary    of   Tube    Intergrity   Operating   Eipe-rience 

ui/dnce-Tliraugri    Steam  Qenttrators    " 

LIAU,  D    D  ,    9TROSNIDEH,  J        Engineering    Branch         BO/03/31        41pp 

8004130049   NUREO/CR-1309 

"Martov  !<  B«m(-rlartiov  Modelling    of    Small    Engagements    " 
ENGI.D   ,    FARRCLL.R   L       SandU  Laboratories        FIN  A-1040 
SAND79-2013         79/12/31          4Bpp 

BOO11 30074   NUREO/CR-115! 

"Infiltration    of    Partlculate   Matter    into    Dldga    " 
ALDRICH.D  C        Sandia    Laboratories        COHEN,  A  F    ,    COHEN,  D  L 
Pittsburgh,     Unlv      of         FIN   A-1042         SAND    79-3O79         79/11/30         B6pp 
Available   at    HTIS 


B004130D7B  NUREO/CR-1307 

"Fixed    Site  Neutral! jation   Model    User   Manual    " 
ENOI.D   ,    CHAPMAN.L        Band  1  a  Laboratorlos         FIN    A-1060 


9AND7V-224I 


B004100391    KURE-CJ/CI1-1230 

"Local    Drag    Lauis    in    Dispersed    Tun-Phase    Flam    " 
IBHIIiN   .     CHAWLA. T  C        Argonne  National    Laboratory 
AML-79-103,       79/12/31         46pp        Available    at   NTIS 


PIN  A-B036 


a0011i004B   HUREtf/CR-1265 

"Dynamic    Analysif    to  Establish   Normal    Shock    &  Vibration   of 

Radioactive    Matl    Shipping    Package*."    quarterly    prog-ret* 

r«pt.  Jul-Bept    197? 

FI€UDB,B   R    ,     KECH.  B    J        Hanford    Engineering    Devaloc-nient   Laboratory 

F1W   B-2263         HEDL-TME   79-71         SO/03/31         QOpp        Available   at    NTIB, 

B004110065   NUnEO/CR-1109 

"H»'*uremenk    of    Radon   Diffusion    from   U  Mill    Tailing    Piles    " 
BILKEH.W    D    ,     WD.QHAN.N  A,.    THOMAS.C   M,       Dattelle    Memorial    Institute. 
Pacific    Northweat    Laboratory         FIN  D-2S69        PNL-31B7        79/10/31 
ISpp 


B004140005  Foruiardm    comments    on   proposed    rule*    10GFR30, 40, 50  it    70    on 
behalf   oF    CPC    financial    provision    for    decommissioning    ii 
mo  it    efficient    &    economical    procedure 
REYNOLDS,  N   S         Dobtv&ise    it  Llberman        SO/03/SO        4pp 
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8004170310  NUREB-054Q  V2  Nl 

"Title  Llit   of   Document!   Made   Publicly   Available  "    Jan    19QO 

*      DIviilon   of   Technical    Information  &  Document  Control        GO/01/31 

477pp       Available  at  NTIS 


—9004230307   KUrtEQ/CR-0430 

"New   Madrid    Se 1 srootec tonic    Study    -   Activities    During    FY78 
BU3CHBACH.T   C         Illinois,     State    of         NRC    O4-76-204         78/10/31 
135pp         Available    at    NTIS 


600417032°   NUREO/CR-1331 

"Fatigue  of  Weldments  in  Nuclear  Pressure  Vessels  !.  Piping  " 
BOOKER, M  K  ,  BQOKER-B  L  P  ,  MEIERAN.H  Q  Dal  Ridge  National 
Laboratory  FIN  B-0103  ORNL/NUHEO-64  BO/03/31  93pp 


8004170336   NUREO/CR-0732 
"Pinion  Product  Release 
UDHENI.R   A   ,     COLLINS,  J   T 
Laboratory         FIN   B-0127 


From  Highly    Irradiated   LWR  Full    " 
,    MALINAUSKAS,  A        Oak   Ridge  National 
ORNL/NUREO/TM-3        BO/02/29         Io4pp 


3004170337   NUREO-0398 

"Federal-State   Coopevation    in  Nuclear  Power  Plant 

Licensing    " 

BPAH8LER, H,  B        Division   of  Sit*   Safety   I  Environmental   Analysis 

60/03/31        103pp        Available    at   NTIS 

8004170341   rJURGO/CR-1193 

"Transportation   of   Radioactive    Hatl    In    ILi  "   Jun   1976-Jun 
1979 

•  lllinoi*,    State   of,    Dept      of  Public   Health        NRC-06-7B-35B 
80/03/31        33pp        Available   at   NTIS 

6004170343  Transcript  of  A1P  BOO 4 02   briefing    in  Washington, DC  Pp    1-93 

*  Commit!  ion,      SO/04/03       5>lpp 


9004330417   Comment!    on   NUREG-0654    sirens    are    Inadequate    to    warn 
farmers    who    live   within    10-milB    emergency    planning    "One 
Use   of  weather   alert    sys   would    be    costly    for    state    jovt 
Emergency    planning   ti  related    financing    flood    mare   attention 
HANSEN,R    H         Nabraita,     State    of         80/04/15         3pp 

8004230436   Comments    on   NUREG-O634. App    3   Criteria    for    design    of 
outdoor   warning    siren    sys    should    eiceed    design    suidlincB 
specified    in  FEMA  Publication   CP01-17.     "Outdoar   Warning 
Sys   Quldei  "    or    Bolt,Bernack    6   Newman,     Inc    Rept    4100 
ANDERSON, M   E         Federal    Signal    Cnrp    ,     Signal    Div         80/01/13         2pp 

9004240022   Submit!    trip    rept    re    7BI213-1S   viiit    to    DDE   Richland 
operations   ti  Hanford   plant    site   Forwards   agenda,  list   of 
attendees. summary    of   Hanford    wastes    d    summary    of    site    trip 
ui/C   Comptan 
KLIOFIELD.G       Uranium  Fuel    Licenilng    Branch         79/01/03         13pp 


B0043404S4  MUREO/CR-1 105 

"Phenomcnological   Modeling    of   Small -Be* la  Vapor   Eiploilon 
Eiperimints    " 

CORRADIKI.M  L        Sandia   Laboratories        FIN  A-1030        3AND7C7-20O3 
80/02/2?         B9pp         Available    at    NTIS 


BOQ41B0420  Notification   of  BOO-lOB  mmtlnj   u/C-E    in  Bethesda.MD  to 
discuss  high   rang*   effluent   monitors    for  Leisoni   Learn**) 
rea.ulrtmtntf  ti  Rtg   Oulde    1   97. 
BARRETT, L       Envlrotim«nt*l   Evaluation  Branch        SO/04/02        Ip 


S004240464   NUREO/CR-09B8 

"Recommendations    for  Program  Dovelopment    for   Safety-Related 
Equipment  Qualification   Stds   &  Ouldos    " 

BQNZON-L   L         Sflndla   Laboratories         SAND79-0944         79/12/31          I49pp 
Available   at   NT1S 


0004210313  Forwards   comments   rs    NUREQ-05SB,    "Interim  Staff  Poiitlon   on 
Equlpmint  Qualification  of  Bat ety-Rilatid   Electrical 
Equipment   "   Trind    studies   could    be   conducted    that   point   to 
iqulpment  aging   at   unacceptable  rate 
RENBEHOER,  D  L        Washington  Public   Pouer  Supply  System 
ELE-OC8-80-096        80/04/11         Spp 


S004240S23  Forwards    polnt'bu~polnt   response    to   ACRS  00031 t    rept   re 
near-term  OL    items    from  Draft  3   of   NUREG-0660  Criteria    used 
in  neai — term  DL  reviews   are   not    suitable   for   all    licensees- 
DIRCK8.  W  J       Office   of    Nuclear   Material    Safety    t,  Safeguards 
GO/04/01         llpp 


8004210225  Forwards   comments   on   NUHEO-05BG,     "interim  Staff  Position   on 
Environ  Qualification   af   Saf • ty-R*l«tad  Electrical 
Equlpmint   "   Believes  approach    to  equipment   qualification 
good   as    long  as    impact   on   older   plants   recognlied 
HQWELLrS,  H       Atomic   Industrial    Forum       BO/04/14        13pp 


BQ04240599  Forwards   partial    response    to  NRC   request    for    review   of   NRC 
790115  draft    rept,     "Regulation   of   Federal   Radioactive  Maite 
Activities    "   Diecuatlon   of    DOE  wastes   t>  commercial    wastes 
nonfactual    ti  easily   misconstrued 
BARBER,  R    W        Energy,  Dapt    of         79/03/01         S3pp 


Q00421029G  NUREO/CR-1 139 

"Evaluation   of    In-Pile  Pressure   Data  From   Instrumented  Fuel 
Assemblies    IFA-432  !.  IFA-433    " 

BRAOLEV.E  R   ,    CUNN1NOHAM,  M  E    ,    LANN1NO,  D  D       Battelle  Memorial 
Institute,    Pacific   Northwest   Laboratory        FIN  B-3043       PNL-3H06 
79/10/31         70pp         Available    4t    NTIS,        *5   29 

8004210301  NUREuVCR-1273 

"Investigation   of  Rn-232  Emissions   From  Underground  U 

Mines   " 

JACKSON,  P  D  ,    OLIBSMEYER.J  A    ,    ENDERLIN.M   1        Battelle  Memorial 

Institute,    Pacific   Northwest    Laboratory        FIN  B -2270-7       PNL-3363 

QO/03/29        lOOpp 

8004230010  Comments   on  NRC   dra*t    study    to  Congress  re   intention  of  NRC 
regulatory   authority  over  DOE   waste   operation  Serious 
conflict  would   arise    If  NRC  regulatory   activities    interfere 
iii/defense-related   actlvitUi. 
HORQANrR.L.      Energ|),Dept   of,       79/01/26       7pp 

8004230300   RIL-A2 

Forwards  NUREO/CR-0379.  vol    5,     "Reptl   Distributed   Under   NRC 

Reactor  Safety   Research   Foreign  Technical    Eichange  Program," 

ti  NUREO/CR-04SOi    "New  Madrid    Eeismotectonlc   Study   - 

Activities   During   FY78  " 

LEVINE.8.      Office   of  Nuclear    Regulatorv   Research        79/10/16,      6pp 


3004E30300  RIL-68 

Forwtrds  NUREO/CR~0379j Vo 1    3.     "Repts   Distributed   Under   NRC 

Reactor  SafetV  Research  Foreign   Technical   Eichange  Program," 

fc  NURCO/CR-04BOi    "New  Madrid   Belsmotectonlc   Study   - 

Activities  During  FV78  " 

LEy IKE, B       Office   of  Nuclear   Regulatory  Research        79/10/1S       6pp 

—9004330303  NUREO/CR-0379  V5 

"Repti   Distributed  Under  NRC   Reactor  Safety   Research  Foreign 
Technical    Eichange  Progrann  "    Vol   S    (Jan-June    197S). 
QUEENER.D.B.      Oak  Ridge  National  Laboratory.      FIN  B-0126 
N9IC-196       78/11/30,       101pp.       Available  at  NTI8, 


Q004240565  NUREO/CR-1 14B 

"BEACON/MQD3  Computer   Program   for    Thormal-Hydraul  Ic   Analysis 
of  Nuclear   Reactor   Containments    -  User  Manual    " 

DRDADU5.C    R    ,     DOYLE,  R    J   ,     JAMES,  S   W         EO   «.    0,      Inc         FIN    A-6042 
EOO-200Q        BO/04/30        32Bpp        Available   at  NTIS 

G004240966   NUREO/CR-1330 

"flevleui  of   Methods   '/  Criterion    for    Dynamic    Combination    in 

Piping  Sys    " 

REICH.M  ,  WANO.P  C  i  CURRERI.J   Qroothavan  National  Laboratory   FIN 

A-3123   80/03/31   StOpp   Available  at  NTIS 

8004330047  NUHEO/CR-l3a8 

"Relative  Maiard  of  Radioiodlne  aa  Function  of  (A)  Radiation 
Quality  &  (Q)  Age  at  Exposure  " 

BOOH,  a  A   California,  Unlv  of.  Davis   FIN  Q-3028   80/04/30 
23pp,   Available  at  NTIS 

3004230032  Commenti  on  proposed  draft  MUREG-044Q  "Study  of  NRC 
Appellate  8ys  "  Existing  sys  d  immedijito  effectiveness  role 
have  worked  uell  Rulemaklng  unnecessary 
MACRAE,  C  F   LeDoeuf,  Lamb,  Leiby  8,  MacRae   80/03/17   7pp 


B004230097  Submits  tupp lemental  data  to  NRC  790103  trip  rept  re 
radioactive  liquid  waste  discharged  tc  ground  at  Hanford 
plant  Provides  complete  listing  of  all  active  tt  inactive 
cribs  t>  quantities  of  liquid  uaste  discharged 
KLIOFIELD.O   Technology  Assessment  Branch    79/01/08   Spp 

G004350370  Comments  on  NUHEG-06S4.  App  2.  "Criteria  for  Preparation 
Evaluation  af  Radiological  Emergency  Reiponse  Plant  *. 
Preparedness  in  Support  of  Nuclear  Power  Plants  "  Same 
discrepancy  eilsts  between  App  2  &  other  draft  NUREOs 
WADErJ  L   Environmental  Systems  Corp   80/04/16   3pp 
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B0042aOG24    NUREG/CH-1352 

"High    Temp    Cas    Cooled    Reactor    Safet      studios    for    Dw    at 
Reactor    Safety    Research,  '•     quarterly    progress    rept, Oct-Dec 


1979 

BALL.  S  J  ,  CLEVELAND,  J  C 
Laboratory   FIN  B-0122 
Available  at  NT1B 


egress 

CQNKLIN.J   C         OaV    Ridge    National 
ORNL/NUHEG/TK-3         BO/03/31          lOpp 


"Fuel  Aerosol  Simulant  Test  Data  Record  (iept  Argon  Tests  " 
WRIGHT.A  L  ,  BMHH.A  n  .  ROCHEULE|  j  M  ^  „,,».  NatfDnal 
Laboratory  FIN  B-0121  ORNL/NUREG/TM-3  BO/O3/31  36pp 

Available    at    NTIS 


B0042B003-)    NUREO/Cfl-0921? 

"BAHREB    II     Individual    Resolution    Small    Arms    Combat 
Simulation    Model     " 

DE   LAQUIL.P         Sandia    Laboratories         FIN    A-H73         SAND79-8249 
SO/03/31          33pp         Available    at    NITS 


B00429046B   Forwards    "Response    to    NUREQ-0487,  Cr  i  ter  ia    for    Computing 
Loads    on  Submerged    Structures,"    on    behalf    of   Hark    II    owners 
group    as    part    of    Task    C    IS    of    Mark    II    containment    program 
BUCHHOLZ,R   H        General    Electric    Co    ,    Nuclear   Enerjy    Products   Div 
MFN-081-BQ         BO/04/31         Spp 

— 8004290474   SAI-161-79-PA 

"Response    to    NUHEC~04B7.  Cr i teria    for    Computing    Loads     on 
Submerged    Structures    " 

CHANDRA, V    ,     HSIEH.JS         Stone    !    Webster,     Inc          DOMASHDVETI,  I 
Sargent    (.    Lundij,     Inc         60/03/31         73pp 

000430Q192   NUREO/Cn~09Bi 

"Evaluating    Strength    t-   Ductility    of    Irradiated    Zircaloy, 

Task     5, "    progross    repfc    for    Jul-Dec     1778 

LOWflY.L   11    ,     PEF1RIN.J   3    ,     MARKWORTH,  A    J         BattBlle    Memorial     Inatitul. 

Columbus    Laboratories         FIN   A-4068         DMI-202O         BO/O4/3O         QOpp 

Available   at   NTIS 


8004280035    NUREQ/CR-0976 

"User's    Guide    to     Interactive    FESEM    " 

BASflER.D    M    ,     DAflKEn.D    £          Sand. a    Laboratories         FIN   A-106G 

SAND79-1395         80/01/31  50P(1          Available    at    Nl  IS 


B0043OO306   NUREG-0592 

"Compilation   of   Reported    Noble   Gas   Effluent   Monitor 
Capabilities    at    Operating   Nuclear    Power   Plants    " 
FIALKOVICH.J  E   ,    DLCCK.S        Bffice    of   Nuclear   Reactor   regulation 
NUREQ-OS92         QO/04/30        30pp         Available    at    NTI9 


B0042H004B    NUflE8/Cfi-i372 

"Eddy-Current    Imp    for    Steam  generator    Tubing    Program," 
quarterly    progross    rept,    tar    period    ending    790930 

DOAD.C    V    ,     DEEDS,W   E    ,     MCCLUNO.B    W         Oak    FUdge    National    Laboratory 
FIN   n-0417         URNL/NUREO^TM-3         BO/O3/31  llpp 


S004300S4O   NUREG-0430   VI    N4 

Oroy    book       "Licensed    Fuel    Facility    Status    Rept,"     Vol     1. data 
for    doc i si ons, f uel    cycle    operations 

*      Office    of    Inspection   i.  Enforcement.    Office    of    the   Director 
BO/01/01         70pp 


0004280075    NUREO/CP-001  1 

"Proceedings    of    Workshops    on   Proposed    Fiulemaking    on 
Emergency    Planning    for    Nuclear   Power   Plants    " 

PEADODY.C    A    ,     MCHIRONflieLLQ,  A         Division    of    Siting.     Health    J- 
SafaBUordB    Standards          HO/O4/30          H3pp          Available    at    NTIS 

(JOQ42B0263  Torwat  da    trip    rep  t   re    781319-20   visit    to   OHNL  Purpose    of 
trip    tuna    to    compile   present   &    future    waate    inventory    data 
Info    gathered    re    DOC,  Union    Carhldn.Natl    Lead    &  Ooodyear 
Atomic    operation!    Ag»n(Ja    k     list    of    attendoes    snel 
TOUnlQNY.E   0        Dpuratinni    d   Planning    Branch         79/01/11        7pp 

flOOrtaa03B3   Buliraits    comments    o-n  NUREO-OSSa,  inter  im   staff    position    on 
environ    n,ua  1  1  f  1  cat  tona    of    satetu-rolalod    electrical 
anulpmunt   Cnvti  nnmcntal  ly    qualified    sapoty-rclated 
electrical    equipment      continuoB    to    be   major    problem 
PIEU/KJC,  H  W        Affiliation   Unknouin        BO/04/1B        2pp 

tiOQ42Bt>4/3   Comments    on    praposed    rules    10CFR30,  40,  50   &    70  EPA   stda    re 
i  adioacllvi  ty    levels    currently    under    discussion   ti    should    not 
be   considered    final 
PORTER,  M  L        Duke    Puiuer    Co         BO/03/14        3pp 


NUJieo/cn-noa 

"Numorical  8ludy    of   Condonsat  ion    in   Concurrent   Stratified 

Flows    " 

DALY,  H    J   ,  HARIOW.F   H        Lo-s    Alamos   Sclentlfie   Laboratory        LA-H077 

00/03/a?  a/pp 

Q004290007   NUHEO/CII-1126 

"Properties    of    Radwastat    tt    Waste   Containers,"    Progress   Rept 
12    for    Jon-Mar    1979 

COLQMHOiP    ,    NEILBDNifl   H         Brookhavan   National    Laboratory        FIN 
A.-30B7        DNL-NURCQ-91101          79/10/31        25pp 

8004390009  NUnEO/Cn-1260 

"Structural    Integrity    of    Uater    Reactor    Pressure    Boundary 
Components,  "    quarterly    progress    rept    For   Dct-Dec    1979 
LOaa,F   J        Navy.Dept    of<     Naval    Research    Laboratory        FIN   U-333Q        NRL 
4174        GO/03/aO        i4pp 

B004270012   Summary    of   NRC    701211-13   trip    to    INEL    in    ID  Fails,  ID  Purpose 
was    to    get    first-hand    data    re    Federal    waste   mgt   programs   at 
ID  (.  Hartford    operations    Agenda,  list    of   attendees   &   narrative 
encl 
KLIOFIELD.O        Technology    Aiseisment   Branch         73/12/29        20pp 

9004290017  NURCO/CR-1323 

"Slmulatton    of   Thermohy  draul  ic    Transient    in   Pipe   Uaino 

Commii-lA  Computer   Code    " 

CKEN.M  J   ,    DQMANUS,  H  M    ,     8HA.  W   T        Argonne    National    Laboratory        FIN 

A-2045        ANL-CT-QO-13        aO/O2/29        73pp 


B004270020 

"Impact    of    Decontamination    on   LL4R  fladiuaste    Treatment   Sys    " 
PCRRIOO.L   D    ,     DIVINE,  J  fl    <     HOENES,  L  G        Battelle   Memorial    Institute, 
Pacific    Northwest   Laboratorij        FIN  B-22B1        PNL-3297        79/04/30 
127pp 


CQRRESPONDENCE   WITH   OTHER    ORGANIZATIONS 


6004080572  Advises    that    IE  Circular   BO-OS.     "Emergency    Diesel 
Generator   Lubricating    Oil    Addition   b  Onsito   Supply"    uiai 
sent    to    listed    utlls    on   B004O1 

CARROLL,  D  E        Region  3,    Chicago,    Office    of    the    Director        SO/Oil/02 
2pp 

8004090083    Informs    that  Naval    Reactors    plans    to   continue    operation    a? 
present    light   mater    breeder   reactor    core   at   8h  1  p  p  ingpnrt 
Atomic    Power   Station   oayond    IB,  000   effective    full    pomnr 
hours    Summary    of    revised    reactor    operating    parameters    encl 
G         Energy,  Dept    of         BO/03/10         Spp 


B0040700B7   Informs    that  Naval    Reactors    plans    to   contlnua    operation   of 
present    light   water   breeder    reactor    core   at   Bhipp  ingport 
Atomic    Poiuer   Station   beyond    IB.  000  effective    full    pouar 
hours    Summary    of   revised    reactor   operating    paramotor*    one  1 
RICKOVER.H  G        Enersy,Dapt   of        NRC        BO/03/10        3pp 


BOOJIOOOBc,  Advises    that    tE  Bulletin   BO-06,     "Engineered   aafetij    Feature 
(ESn    Reset   Controls"   iuas    sent    to    listed    utlU   on   B00313 
CARROLL,  D  E        liogion  3,    Chicaao.    Office    of    the   Director 
2pp 


80/03/17 


B0041000B9  Advises  that  IE  Info  Notice  BO-OB,  "States  Co  BlUlng  Link 
Electrical  Tormina!  Block"  uas  sent  to  listed  utils  an 
800307 

CARROLL, D  E   Region  3.  Chicago,  Office  of  the  Director 
2pp 


ao/oa/io 


0004100517  Requests    sinning   &  returning    end    std    order    for   DDE   uiork 
"Technical    Assistance    to  NRG/DOR  Emergency   Preparedness    Task 
Force    "    Wort    is    being    incrementally    funded    until    NRC 
supplemental    appropriation   has    been  approved 
EISENHUT.D  0        Division   of   Operating   Reactors        FIN  A-71  14 
SO/03/20         Ip 

—9004100530  Btd    order    for   DDE  uiork    "Technical    Assistance    to   NHC/DDR 
Emergency   Preparedness   Tasfe   Force,"    issued    to   LA8L. 
TRIPLETT.M  P        Office    of   Nuclear   Reactor   Regulation         FIN   A-7114 
80/03/20        Ip 

B0041400B5  Forwards    »td    order    for    DOE  work      "Technical    Assistance    to 
NRC/Div  of  Operating   Reactors   Emergency    Preparedness   Tank 
Force    "   Requests    indication   of   acceptance    by    signing    encl 
form  0173 

EI6ENHUT.D  0        Division  of  Operating    Reactors        FIN  A-7114 
BO/03/20         Ip 

— B0041400BB  Std    order    for   DOE  work      "Technical   Aislstanc*    to    NflC/Div   of 
Operating   Reactors    Emergency    Preparedness   Task    foree",  " 
issued    to  ORNL 

TRIPLETT.M  P        Division    of   Operating    Reactors.       TIN   A-7114 
BO/03/20        Ip 


382 


NONDOCKETED  ITEMS 


B0041S0150  Advises  that  IE  Info  Notice  80-12,  "Instrument  Failure 
Cauies  Opening  of  POHV  I  Block  Valve,"  uas  sent  to  lilted 
utlli  on  B00331 

CARROLL, D  E    Region  3.  Chicago.  Office  of  the  D. rector    00/04/01 
2pp 


8004030133  Comments  on  proposed  rule  IOCFR50  oppose!  change. duo  to 
possible  eitortion  tactics  by  community  nr  county-level 
official*  Proposed  rule  should  be  withdrawn  pending  review 
of  Rogovln  Kept  !•  NUREG/CR-1225 
CRANDELL.J  0    Ioua<  State  of    BO/02/07    lp 


80042EQ134  Advises  that  IE  Bulletin  BO-OB,  "Emm  of  Containment  Liner 
Penetration  Wrldi,  "  uat  sent  to  luted  utils  on  80040B 
CARROLL. D  E    Region  3.  Chicago,  Office  of  the  Director    60/04/09 
2pp 


Q004030277  "Computer  Bys  «.  Data  Processing  Requirements  for  Waste 
Isolation  Pilot  Plant  Conceptual  Design  Rept,  "  Addendum  N 
YOUNQ,R    Sandia  Lafioratones    AT  ia9-li-7B9    77/06/3O    lOpp 


8004220303  Advises  that  IE  Info  Notice  BO-14,  "Safety  Suggestions  From 
Employees"  uas  sent  to  luted  utlli  on  B00404 

CARROLL, D  E    Region  3,  Chicago.  Office  of  the  Director    BO/04/09 
2pp 


3004030281  SAND77-027-1 

"Mine  Safety  Code  Review  for  Uaste  Isolation  Pilot  Plant, 

Conceptual  Design  Rept,"  Addendum  U 

»   Bandia  Laboratories    AT  <29»l 1-7B9    77/O6/3O    lipp 


6004220410  Advises  that  IE  Circular  BO-07.  "Problems  ui/HPCl  Turbine  Oil 
Sys."  uas  sent  to  luted  utlli  on  800403 

CARROLL, D  E    Region  3,  Chicago.  Office  of  the  Director    80/04/07 
2pp 


80040302B4  SAND77-0274 

"Soils  &  Foundation  Investigation  for  Proposed  Waste 
Isolation  Pilot  Plant, Conceptual  Design  flept,  "  Addendum  I 
PETTIGREW.fi  R   Sandia  Laboratories   77/04/30   Olpp 


3004230308  Adviies  that  IE  Bulletin  79-03A.  "Longitudinal  We U  Defects 
In  ASME  SA-312  Type  304  Stainleis  Stiel  Pipe,"  wai  sent  to 
listed  utils  on  B00404  for  action 

CARROLL, D  E    Region  3,  Chicago.  Office  of  the  Director    00/04/07 
2pp 

3004240002  Forwards  ltd  order  for  DOE  work,  "Atmospheric  Release 
Advisory  Capability  Site  Installation!  at  Nuclear  Pokier 
Plants, -  liiued  to  LLL 
KERR.G  W    Office  of  State  Programs    SO/04/02    la 

— S 004 2 4 0006  Btif  order  for  DOE  work,  "Atmospheric  Release  Advisory 
Capability  Bitd  Installations  at  Nuclear  Power  Plants," 
lnued  to  LLL 

KEHR.O  H    Office  of  State  Programs    FIN  A-03S1-0    BO-BO-006 
BO/04/02    7pp 

B0042B0259  Notification  of  B00414  meeting  u/DOE  b  ORNL  in  Silver 
Spring.  HD  for  FYBO  mid-ur  review  of  NSIC  FVB1  program 
assumption  &  list  of  topics/queitions  encl 
FARMER, W  S   Research  Support  Branch   80/04/04   4pp 

6004290033  Submits  branch  Info  Kept  7  update  on  epidemlologic  studie* 
of  Portsmouth  Naval  Shipyard  uorleri 

OQtDSMITH,  R   Assistant  Director  for  Radial  Health  »  Safeguards 
Standards   BO/D4/07   3pp 


PROPOSED  RULE 


00040302B7  BAND77-0274 

"Tailings  Disposal  Proposal  for  Waste  Isolation  Pilot 
Plant, Conceptual  Design  Rept,  "  Addendum  B 
POLI.DL    Sandia  Laboratories    77/04/30    7pp 


8004030306  8AN077-0274 

"Conceptual  Peilgn  Rept  of  Supportive  Equipment  in  'Ugh 
Level  Waste  Fac  i  1  ity,  Conceptua  1  Design  Kept."  Addendum  I) 
*   Sandia  Laboratories    77/04/30    9£pp 


B004030292  NP-23021 

"Considerations  of  Environ  Protection  Criteria  for 

Raduaite,"  background  rept 

*   Environmental  Protection  Agency    76/O2/2B    diif 


8004030294  ANL/EIS-11 

"Generic  Waste  Mgt  Concepts  for  Bli  LHR  Fuel  Cyclei  " 
LUNER.C   Argonne  National  [.aboratory   79/04/30   115pp 
at  NTIB 


800fl03029B  INI3-MF-4749 

"Handling  (.  Final  Storage  of  Unreproceisod  Spent  Nuclear 

Fuel  " 

*     Sweden        78/12/31         Hipp 


B0040302I!9   Y/OUI/SUH-77/43500 

"US  LHR  Spent  Fual    Inventory   fc  Projection    " 
WOODHALL.C   D       Nuclear   Assurance   Corp        77/06/30 


203pp 


7904I1003O   Act    rtceipt    of    editorial    "Patient   Exposure    to    X-Ragi   Whose 
Responsibility    "  Eiplalns  HRC  regulatfoni    re   usa  of 
radloliotopes    in  medicine  &  actions    re   patient   safety 
Federal   Register  notice   encl 

CQSBICK.  L  v       Office   of    the  Excutive   Director   For  Operatloni 
79/03/30        lOpp 


— 7904110034  Order  nud'ifyirig    licenses    to   authoriie   posirssion  ti  us*   of 
MG-99/Tc-99n  generators 

DIftCKB.W  J       Qfftce  of   Nuclear  Material    Safety   &  Safeguards 
79/03/18       4pp 

7907110364  Notice   of  neu  iyi    of  record*    identified   as  Oral   History 
Progrin, NRC-23  Collection  of    taped    tntvrviiui   w/NRC  membars 
uill    factlitat*    future  writing   of   NRC   history 
OOSSICK.L  V       Office   of    the  Eiecutive   Director   for  Operations 
79/04/04        4pp 

79102S0124  Notice   of  neu  routine   use  re  Privacy  Act   of    1974  Records 
from  MRC   syi   of   ritords  may    be   dilclosrd   AI   routine   use  NRC 
contractor   on  ne«d-to-lriou  baiii  within   scope   of   pertinent 
NRC   contract 

OOSSICK.L  V       Office   of   the  Eiecutive   Director   for   Operation! 
79/09/81        3pp 

79108SOI27  Notict   of   neu  tys   of   records   re  Privacy   Act   of   1974  Special 
lno,uiry  Fil»,NRC-33  uill    provide   accexs    by    individual    name 
to  record!    of   special    inquiry 

OOBBICK.L  V       Office   of    the   Eiecutlv*   Director    for   Operations 
79/09/21        lift 

7910250135  Notice   of   exemptions    in    10CFR9  95  Portions    of  Special 
Inqulrg   File   are   e»impt   from  certain   requirements   of 
Privacy  Act   of   1974, 

00881CK,L  V       Office   of   the   E.ecutlve   Director   for  Operations 
79/09/81,      3pp, 


SQ04030337  Comments   on   proposed    rule    10CFR50  adequate   state    t>    local 
emergency    plans    should    be   made   prerequisite    for   OLs   Public 
can   play    constructive   role    In  NRC    review  of    local    licensees 
GROSS,  M        Affiliation   Unknown        80/02/23        3pp 

B00403D341    Comments   on   proposed   rule    10CFR30   natl    emergency 
planning/preparedness    effort    long    overdue    Implementation    of 
proposed    rulemaiina    re    emergency    planning    innes    presents 
political    nightmare 

RENBERQEFt,  D  L       Washington  Public    PDiner   Supply    System        BO/02/19 
&pp 

8004O30343  Comments    on   proposed    rule    10CFRSO  NRC    should   withdraw 
proposed    rule   that  would    preclude    Issuance    of   OLs    for    safe 
pou«r   plants  Rule    is    eitremo   reaction  rooted    in   politic* 
HCHORHACK.  ri       House   of   Rep    ,    Science  b  Technology        79/la/ao       2pp 

B00403034S  Comment*   on   proposed    rule    10CFB50   opposes    pramiie    that    lou 
probability    events    should    pl«y    important   role    in   emerflencu 
planning   Site   of   emergency    planning    lones    should   bl 
determined    on   case-by-case    basil 

ANDERSON.!  M       Westlnghouae  Electric    Corp    ,    Nuclear  Enerau    System* 
NS-TMA-220B        80/02/19         3pp 

8004030331    Comments   on   proposed    rule    IOCFR30  NRC    should    review   local 
radiological    emergency    planning    Concurs   w/idea    that    local 
populations   usually    have   more    faith    In    local    authorities 
than   state   govt 
MECCArJ  E        Puget   Sound   Pouer   E    Light  Co        00/02/1B        2pp 

S004030361    Commints    on   proposed   rule    IOCFR50   emergency,   responte  plan 
should   contain   contingency    procedures    for   accidents   fc 
conditions    unrelated    to    operation 
BRADLEY, JP        Affiliation  Unknown        BO/02/30        9pp 


NONDOCKETED  ITEMS 


B004040007   Advises    that    an    000220, CA   Energy    Commissioner    E   Varanini 
sent    attached    Iti     to    JF   Ahoflrnc 
ELLISON. C    T         California,     State    of         SO/03/O3          1  p 

— BOGIO'IOOOB  Discusses    refusal    of    hearing    officor    to    consider    CA  Energy 
Commission    procedural     suggestions    10    public     participation    (. 
recordkeeping    of    rulemaking    proceedings    Order    limits 
crod  ibi  1 1  ttj    of    hoar  Ing    process 
VAHANIN1.E    E         California,     Btate    of         BO/02/20          Bpp 

BOO>10701EI7    Forwards     joinder    in    NRDC    motion    to    direct    presiding    officer 
to    certify    Issues    on   NRG    role    In    proceeding 
KINDER, E   T        New  Hampshire.    State    of        80/02/26         lp 


--0004070202   Joinder    in   NRDC   motion    to    direct    presiding    officer    to 
certify     issues    an    NRC    role    in    proceeding    on    proposed 
rulemalilng    re    raduaste    Views    of    indepondonl    eiperts    should 
be    snlicited    CortlflCato    of    Bvc    one.  1 
KINDER, E    T         Now   Hampshire,     Btato    of         00/02/26          7pp 

3Q040B0041    Forwards    comments    on    proposed    rule     10CFR5Q,  t  ubmi  ttad    by    Ban 
Luis   Oblspo   Area    Task    Force    on   Nuclear    Power    Issue    emergency 
plans    should    be    fully    imp lamented    as    precondition    of 
1 i  censing 
QfUFFIN.n   C        Affiliation   Unknown        00/OH/13        27pp 

900403004(1  Responds    to   FOIA  i  equest    for    documents   r«    extraordinary 
nuclear    occurrence    coiicep  i,  Kit  lud  trig    proposed    rulcmaking, 
regulations    >'    rules    adopted    by   AEC   Forwards    documonta    listed 
in    App    A 
CELTON,  J  M        Division    of    Rules    and    Records         BQ/Q3/1B        3pp 


e0040901Ii   Comments    on    proposed    rule     10CFR50    new    concept     of    emergency 
planning    Jones    uill    have    greatest    impact    in   Northeastern   US 
where    political    jurisdictions    overlap    Agrees    u/requi reracnt 
for    NRC    concurrence    u/state    S-    local    plans 
HEUBNER.A   T         Connecticut,     State    of         SO/O2/3E          lp 


8004090145    Comments    on    proposed    rule    10CFRSQ 
suggests    possibility    that    nuclear    pouer    fac 
well    constructed 
BISHOP, 0         Affiliation   Unknown         90/02/10 


entrasansory    perception 
1 1  it  les    are    not 


8004090152   Forwards    comments    on    proposed    rule     10CFR50    nuclear    emergency 
planning    has    been   neglected    by    Commission    despite    repeated 
warnings    of    significant    problems    Studies    have    established 
importance    of    emergency    planning    &   proper    siting 
POLLOCK,  FI   P         Critical    Mass    Energy    Project         60/02/22          Upp 

0004090156   Comments    an    proposed    rule    10CFR5O    implementation    of 
Alternative    D     in    Fft    notice   may    have    unnecessari 1 y    harsh 
economic    t   social    consequent es   Requests   FR   notice    seeking 
public    comments    re   Alternative   A 
KITTIilDGE,  <5   R         Minnesota,     State    of         BO/O2/1?         3pp 

B004090160   Comments    on    proposed    rule    10CFRBO   requests    clarification    re 
number    of    plans   1    eitent    of    participation    required    for    each 
govt    entity   State    4"    local    authorities    should    be    a-ble    to 
coordinate    needs 
MILLS.L   M         Tennessee    Valley    Authority         SO/02/19         3pp 


S004Q901i5  Forwards   W  Connor   791207    1  tr    re    propos 
planning    Requests    comments 
CHILES, L         Senate         SO/01 /O3         lp 


id    rule    on   emergency 


— 80040B0142  forward*    formal    statement    pi  osented    by    M    Zarin   at 
AEC/indu*try    dBOol 1    conference    t  NJtl    Lead    Co   6BO£iia    Itr 
commenting    on    proposed    amend    to    Indqmnity    regulations   Ltr 
only    enc 1 
PRICE, E  R        Atomic    Energy   Commission        6B/OA/19         lp 

g0040BOH9   Comments    submitted    on    behalf    of    MA  Public    Power   Supply    Sys, 
on   proposed    rule    10CFR90  FFHA   role    as    lead    ngoncy    must    be 
reflected    In    final    reoulatlon 
REYNOLDS, N  S        Debevolse    (,  Llbsiraan        DO/O2/19         14pp 

BQ040G0125  Cnmmentt    on   proposed    rule    10CIR90    technique    pf    imposing    util 
bBtuaon    federal,     itJits   &    local    c  our  It    Is    unprecedented    it 
Wo    jus ti f lefllltm   Btate    ihauld    h«v«    primary    raiponi  Ibi  11  ty 
for    coovdinat iny    amargoncy    plans 
PARKER, H  0        Duke   Power    Co        QO/02/19        App 

Q0040Q0149   Comments    on    proposed    rule    IflCritOQ    new    regulatory 
requirements    are    Imposed    (in    licensees    before    rule 
promulgation   tt   ui/o   due    process   Objects    to   NIC    u«»    of    utils 
to   obtain   t>  maintain    concurrence    In    local    emer^enci;    plan* 
WARD, JE        Atomic    Industrial    forum        00/02/20         l&pp 


— B00409OliS  Comments    on    praposad    rule    10CFR90   opposes   authority    to   clou 
doun    plants    located    in   areas   u/o   acceptable   state   I<    local 
emergoney    plani   Foruards   Tampa   Tribune   791206   article    re 
emergency    p lanning 
CONNOR,  W         Affiliation   Unknown         79/12/07         3pp 

0004090172  Comments    on   proposed    rule    10CFR50    lad    of   communication 
between    Met    Ed    J<    Governor    Thoi-nbarg    should    be    corrected 
State    of   NJ    legislation   ulll    provide    financial    assistance 
from    la  i    funds    for    upgrading    health   t-   public    safety    plans 
WILLODSEN.A   F         Affiliation    Unknown         SO/02/16         2pp 

B0040901O6  Comments    on   proposed    rule    10CFR50   thought    should    b«    given    to 
developing    practical    implementation    program  uih  Ich    ulll 
follow   publication   of    formal    rules   &  guidelines   Comments 
prepared    far   NY  workshop    on   proposed    rule    changei    encl 
HENDERSON, 0  K        Pennsylvania,    State    at        BO/02/OB        5pp 

80040901BQ  Forwards    comments    on   propastfil    rule    10CFRSO,  tutnvi tt*d    on 
behalf    of   Southern   CA  Edison  Co 
CASEV.S   B        Chlckaring   1  Gregory        80/02/13        lp 


80040001 32  Comments    on   proposed    rule    lOf.FllfiO   only    tlioia    Interested    in 
actual    mating    of    plans    should    be    present 
BCALPI.M        Noui   York,    Statfl    of        SO/02/13         lp 

80Q40B022Q   Comments    on    proposed    rule    lOCffiSO   on   behalf    of    Southern   CA 
Edison   Co  FtMA    Is    but    suited    to   aiseti    adequacy    of     local 
emergency    planning    Rule    fall*    to    provide    objective    atria    for 
NRC    concurrence, 
CASCY.S   D        Chic  hiring    *    Gregory        00/03/13        30pp 


— B004090196  Commenti    on   proposed    rule    10CFR50, submi tted    on   behalf   of 
Southern   CA  Ellison   Co   specific    time    limits    in   propo»»d    rule 
should    be    replaced    u/more   realistic   t>   fluibli    limitation! 
Suggested    util    amends    to   proposed    rule    encl 
CASEV.9  fl        Chickaring   t,  Oregorv        80/OS/lg        33pp 

S004090213  Forward*   Uest   Branch    Conservation   Association    comments   on 
proposed    rule    10CFRSO   ratepayers    should    not    have    to    be'r 
financial    burden    of   safety   mods    to    facilities    emergency    >yt 
FLEIEHER,W  L        West   Branch   Conservation  Association        80/02/18        2pp 


B004030a-)5  Comments    on    proposed    rule    10CFR30    rule    i*    fundamentally 
flawed   Link    between   NRC    plan    concurrence   L    licensing     I* 
harmful    to    Industry    t-    consumer*   NRC    should    consider 
emaroency    planning    u/puulic    safety   !.    alhtr    vital    Duals 
MCCOLLAM-M        EdUon   Eletlrlc    Institute        BO/02/22,        39PP 

80040B0659  Comments    oil   proposed    rule    10CFRSO  request*    placement    on 
mailing    list    for   workshops    on    transnoration   S.   dlspoi*!    of 


nuclear   waite 

DEDROSIAN, T        Nevada,    Gtateof 


flO/02/09         lp 


B0040B0674   Commentf    on   proposed    rule    1QCFFI90  agraet    that    upgrading 
emergency    propol  edness    ii    nei.esiary    to   protect    public    health 


rgencij    p 
b  safety 
COTE,  L  A       Maine,    State   of 


SO/02/11         lp 


0004000682  Comments    on   prapotBd    rule    10CTHSO  NRC    »hould    only    alloiu 
review   by    pergont    or    organliations    who   ar*    totally 
indtpendent    of    licentee   b   tmployees   Plume    e>posure    pathuiay 
ton*    thould    not   be    limited    ta    10-mile    radius 
CHHTOM,  n        Arkansas    State    of        QO/02/19        4pp 


(3004090229  Comments    on   proposed    rule    10CFRSO  concept   of   NRC   concurrence 
in   adequacy    of   offslte   response    to   emergency    (s   sound 
Model    plans    have    proved    to   be    of    little    assistance    in    pait 
programs 
KVLE.J  3        Ariiona,    Etate    of        BO/03/2S        5pp 

6004090341    Comments    on   proposed    rules    IOCFR30, 40i  SO   &  70,«ndones 
comments    on   NUnEO-0394,  Revision    I    NUREO-OM3    Is    too 
tentative    in   scope   &  purpose, In~p lace   entombment    should    be 
considered   viable   alternative    for   decommissioning    objective 
PORTER,  W  L        Duke   Pouer  Co        BO/03/14        3pp 

Q00409024.7  Comments    on   proposed   rules    10CFH30. 40. 50   &  70    over«mphasiiei 
probability    of   premature   permanent   shutdown  NRC    should    not 
imply    util    future    financial    instability 
WILLIAMS,  H  P        Florida  Pouer   1  Light   Co        BO/03/13        3pp 

8004090266  Forwards    comments   on    proposed    rule    10CFHSO   no    provlilon    for 
public    intervention    in  NRC   concurrence   process  State,    fc 
local    emergency    planners    should    be   allowed    to   argue    for    or 
against    concurrence    before   NRC 
DUMB,  D        Af f 1 1 iation  Unknown        80/02/27        3pp 
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800-4090271    Comments   on   proposed    rule    1QCFH50  rule    is   vague,  ambiguous 
d    if  lull  out    public    participation    Intervention    In   concurrence 
li    denied    to  currently    operating    plant! 
KERRITT,  D        Citlien*    for    a   Better   Environment        BO/02/19        Spp 


3004100394    Comments    on    proposed    rule    10CFR61     disposal     facility    ipace 
should    da    used    efficiently    Storage    facilities    should    also 
be  addressed  Some   requirements    should    be    given    for 
incinerator   use   &  for    contaminated    oil 
CHANDLEY.C    A        Tennessee    Valley    Authority         00/03/04         3p p 


BQ04O90300  Forwards  Luiern*  County.  PA  SOOllo   Itr   to  NRC 
comments    on    propoi»d   rule    10CFR50 
TOHNEND.F        Affiliation    Unknown        80/O2/08        Ip 


submitt Ing 


0004,090309  Comment*    on   proposed    ruls    10CFH3Q  luggests  FEMA  obtain 
emergency    plans    directly    from    state  &    local    jovts   Supports 
propoied    Alternative  A  Questions    benefit   of    IS-mlnuto 
natlf  lotion 
DTSE,  D  P        Niagara    Mohaufc   Power   Corp        BO/03/05       Spp 

SCO 4 0903 31    Comments    an  proposed    rule    10CFR50  on  tiehalf   of   three   utils 
regulations    are   premised    upon    unsound    legal    assumptions  Role 
of   FEMA   in    emergencg    planning    is    significant  tt  requires 
recognition    In   nil  a 
MCOARRY,  J  M        Dab»volie<   &  Liberman        80/02/19       3pp 

BOO  4,09(1 4  6.O  Comments    on   proposed    rule    IOCFH50  recommends  withdrawal    of 
proposed  rule   precluding    isiuance   of  QLs   u/a  NRC   concurrence 
on    state   It    local    emergency   response   plani 
WYDLEft, J  U        House   of  flap   .    Science   i.  Technology        79/12/HQ       2pp 

e004090463  Comments    on   propnsid    rule    10CFR30  emsrB«ncy   planning    ii  as 
important    «»    liting    of    facility   All    emergency   relattd 
aovncUc    should    ba    staffed   24- h    per   day  Public    hearings 
should    be    held    on    emergency   plan   eiemptions 
MANN.  D  L        Susquehartna   Alliance        BO/02/ IS       3pp 

aoo410000i  Comments    on   proposed    r-ule    10CFR50  no   eiemptlons    to    license 
•hould    be    given   until    emergency    reponse  plans  are   deemed 
adequate   NRC   should   reconsider    issuance   of  CP    to   facility 
SEIDTS.H  O        Affiliation   Unknoun        SO/03/03        Ip 


BOQ41003BB    "Determination   of   Ei braord  inary   Nuclear   Occurrence,  " 
IOCFR140  B3   financial    protection    requirements    !•    indemnity 
agreements    Eitends    date    until    000333    to    determine   whether 
TMI    constitutes   citraord inary    occurrence 

CH1LK,  3  J        Office   of    the   Secretary    of    the   Commission        0O/Q3/14 
Ip 

9004100418  Comments    on    proposed    rule    10CFR50  NRC    should    permanently 
shut    douin    all    U   mines    '/   mi  1  Isi  processing    planlsi  generating 
stations-  nuc  loar  weapons    canst   '.    refurbishing    sites   b  all 
other    nonpoiuer    reactors    to    protect    public    health    d    safety 
HVDE.OW         Affiliation   Unknown         80/02/15         rtpp 

B004100434   Forwards    comments    on    proposed    rule     10CFR50    supports 
Commission    policy    of    upgrading    emergency    preparedness    for 
operators    of   nuclear   planti   Local    govt   emergency    planning 
is    essential    component    of    overall    emergency    plan 

PRATT.C    M        Pousr    Authority    of    the    State    of    Heui    Vork         BO/02/19 
3pp 

8004100438   Comments    on    proposed    rule    10CFR50    submitted    by    Putnam 
County.  IJV   future  uiorkthaps    should    include    only    those 
involved    in  making    of    plans 
SCALP  I,  M        Affiliation   Unknoun        BO/02/13        Ip 

9004100439   Comments    on    proposed    rulo    10CFR50   noither    Alternative    A   or 
D   acceptable  Concurrence   rule   mould    pre-empt   NRC    authority 
to   shut    down   plants    or   withhold    licensing   n f taen-minuto 
notification    requirement    is    not     justified 
STAMPLEY.N   L        Mississippi    Pouer    (.   Light    Co         A£CM-BO/39         BO/02/19 


B004100041    Comments    on   proposed    rule    IOCFRSO  an   behalf   of  Suffolk 
C-ounty.WY   imergBncy    planning   must   be  viewed   as   equivalent 
rather    th'n   secondary    to    siting-   deiign    In  achieving   public 
pr otact ion 
OILHARTIH.  D  J   .     LIKE.  I        Reillu   h  Like        BO/ 03/24        13pp 

—3004100046   Transcript   of    790710  testimony   before  NV  State   Board    on 
Electric    Oenvratlon  Siting   tt    Environ  Pp    1-6 
KLEIN.  J,  V,  N        Buffoll   County,    NY       79/07/10       Bpp 

— ac-04100050  Transcript   of    790429  testimony   before  NY  State   Doard    on 
Electric    Generation  Siting   &    Environ  Pp    1-3 
QEISELMAN, J  N        Environmental   Protection  Agency        79/06/29       6pp 


B004 100450   Testimony    before   NY  State   Daard    on   £lecbric   Generation 
Biting   I*  Environ   re    proposed    Jamesport    facilities 
KLEIN,  J   V         Suffolk    County,     NY         79/07/1O         Bpp 

— G00410O460  Testimony    before   NV   State   Board    on   Electric    Generation 
Siting   $<  Environ   re    proposed    Jamesport    facilities   Prof 
qualifications   encl 
OEISELMAN, J   N        Suffolk    County,     NY        79/06/29         6pp 


— 8004100472  Testimony   before   NY  State  Doard    on   Electric    Generation 
Biting    t  Environ   re   proposed    Jamssport    facilities   Related 
diagrams,  ref   it  prof   qualifications   encl 
01ARDINA.P  A       Suffolk   County.    NY        79/06/29        23pp 


— a&0410OQ55    Transcript   of    790429    testimony    before   NV   State    Board    on 
Electric   Generation  Biting   &   Environ  Pp    1-20 
OIARDIMAiP  A        Environmental    Protection  Agency        79/04/29       25pp 

8004100074  Forward i   comments   on    proposed   rule    IOCFRSO  on  behalf   of 
HiddamiCT    comment*    will    be    pra*tnted   at  ujorkshop    In  NY 
Communication    during   an    emergency    is    concern   for    local    govt 
CONTI.L  L,      Affiliation  Unknoun       SO/02/14       3pp 

8004100075  Foruirdi    Oldham  Count u.KV  800215  resolution  as   comment   on 
pTOpo»»d    rule    LOCFR90  W/o   it*t*    legislation   that   define*  b 
authoriits    locii    govbt    to    Implement   emergency   plans>any   plan 
mould   b«  uielan 

MOORE. W.       Affiliation  Unknoun        80/02/16       3pp 


on   proposed    rule    IOCFRSO   insufficient  attention 
ij    planning    far   reiiarch   reactors  NRC  t  FEMA 
which    fed*r4l    or    statr  agency    should 
icy    planning    tones 

Si    Stat*   of        BO/02/19,      3pp 


in  proposed    rule    10CFR50  applicant   should   provide 
>r  evacuation  on  exposure   pathway    lotlt 
be  n«cessari|    for    iverv    typ*   of   potential 
(ont   may    be    more  appropriate 
il   Electric    Co       BO/02/22        16pa 


BOQ4100441    Comments   on   proposed    rule    IOCFRSO    local    funding    Issue   should 
be   considered   Federal    tt   state  manpower   should    be   available 
to  aid    in   problems   at    local    level    Local    personnel    should    be 
consulted    prior    to   formulation    of    related   regulation! 
TERREU..D        Suffolk    County.     NV         BO/02/OB         Ip 

BOQ4100443  Ack   receipt   of   S0020I    Itrs   requesting    comments    on   proposed 
emergency    planning    rule   Comments    from  state    representatives 
will    be   consolidated    into    single   response 
SMITH.E  H        New  Yorki    State    of        BO/02/13        Ip 

800410044S  Commenti    on   proposed   rule    IOCFRSO    19-minute   early    warning    i I 
impractical    Recommends    use    of   Emergency   Broadcast   Sys 
Deadline   for  NRC  concurrence    in    state   tc   local    plans    Is    not 
reasonable  Lack   of    county    govt    in   CT  pose*    special    problems 
MANCUSD,  F,       Connecticut,    State    of        BO/02/2S        Spp 

8004100449  Comments   on   proposed    rule    10CFRBO   shortcoming    lies    in  NHC 
Inability    to   direct   govt   units    to    prepare    plan   ti   compel 
adequacy 
UYBLER.J  U       House    of   Rep    .    Science   &  Technology        80/02/13        Ip 

8004100494   Comments   on   proposed    rule    IOCFRSO  no  OL   should    be    granted 
union  NRC    finds    that    appropriate    protective    actions   can    be 
taken  within  emergency    planning    lane 
AHAT0.8        Rhode    Island,    State   of        80/02/25        app 


>n  proposed    rule    IOCFRSO  NY  Dipt   of  Kaalth  uill 
:ompaislng    luggestions   of  various   stat* 

rk,    State   of        80/02/13        Ip 


comments    on    proposed   rule    IOCFRSO  on  behalf   of 

ion  i-hould    be    taken  against   hasty 

itrat*    that    NRC    is   making    substantial 

FMI-a   accident, 

£R,R   E        Shau,    Plttman,    Potts   k  Trowbrldgv 


B004100S01    Comments    on    proposed    rule    IOCFRSO   submitted    on    behalf   of 
Brooklyn  SHAD   If    locality    unable    to    finance   adequate   plan, 
licensee    should    finance    or    formulate   own   plan   Supports 
Alternative   B 
QROBB.H        Affiliation   Unknoun        BQ/OZ/2B        3pp 

S004I0051S  Comments   on   proposed    rule    10CFR50   rule   does   not    provide 
definitive   guidance   ii   criteria   Objects    to   use    of   utili    to 
obtain   concurrence    in   state   &    local    emergency    plans   FEMA 
should   have    lead   responsibility 
WARD<J  E        Atomic    Industrial   Forum       QO/03/20        lepp 
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6004100540  Comments  on  proposed  rule  10CFR50  insufficient  tlma  allowed 
to  develop  comprehensive  emergency  response  plans  Recommends 
revised  draft  plans  be  submitted  to  NRC/FEMA  for  review  by 
B101O1  &  final  concurrence  achieved  by  B1O7O1 
KEARNE, J  J    California,  State  of    80/02/lb    6pp 


8004110523  Cofnmonti  on  proposed  rules  1OCFR2.  19,  20,  21 ,  30,  40,  51 , 1,0.  & 
70  rules  are  Inadequate  re  participation  of  Indian  Tribal 
govts  Failure  to  involve  tribes  in  initial  process  utll 
result  in  later  practical  ',  political  difficulties 
STONE,  R  J    Energy, Dept  of    SO/O3/34    2pp 


— 800410094-1  Comments  on  proposed  rule  lOCffiSO  NRC  invo  1  vement  in  revlem 
tc  evaluation  of  response  plans  Is  integral  part  of  overall 
responsibility  for  protection  Of  public  San  Cu i s  Obispo 
County  BOOHS  Itr  to  State  of  CA  end 
LANQLEY, C    Affiliation  Unknown   8O/01/QB   6pp 


8004110535  Comments  on  proposed  rule  10CFF150  budget  severely  limits 
county  emergency  preparedness  Overall  emergency  planning 
operation  mould  be  enhanced  if  facility  &  county  personnel 
could  meet 
HAYES, U  K    Qi-oan  County,  NJ    80/02/17    3pp 


000410058B  Comments  pn  propqsad  rule  IOCFRSO  legislation  should  be 
proposed  requiring  that  tai  revenues  generated  by  operating 
plants  be  applied  to  costs  of  emergency  planning  Addresses 
problem  on  generic  basis  &  assuies  continued  cooperation 
HAURO, J  J    Ebasto  Services,  Inc   (BUDS   of  Entered  Corp  ) 
80/02/11    4pp 

B004IQO&04  Forwards  comments  concerning  proposed  rule  10CFR50 
NAWOJ,  M    New  Hampshire,  State  of    BO/02/3B    lp 

—  BQQ41QO£.Q9  Cnmmonta  on  proposed  rulo  10CFR50  imp  roved- prompt 
notification  It  yarning  af  general  public  needed  Gys  should 
be  available   fe  applicable  to  air  hazards  which  mould 
require  prompt  notification 
FdLEY.E    Neiu  Hampshire,  Btato  of    E1O/O2/27    lp 

— B004100612  Comments  on  proposed  rule  IOCFR50  NRG  should  approach 
proposal  as  significant  regulatory  change  Tlsiibllity  in 
c  nncut'i  once  pinceduro  is  necessary  &  deserves  commitment 
ti  attention 
KINDER. E  T    Now  Hampshire.  State  at    BQ/Ol/l-j    4pp 

B004I101O9  Foiuinrds  comments  on  proposed  rule  10CFR30  avacuatlon  may 
not  be  necnssary  for  every  type  of  potential  accident 
Fifteen-minute  notification  pel  lad  should  begin  after  state 
or  local  officials  decide  evacuation  i«  nacossary 
KAPLAN. ft  L   Qonoral  Electric  Co  ,  Nuclear  Energy  Products  Div 
BO/Q2/22    16pp 

6004110129  Comments  on  proposed  rule  1QCFR50  cooperative  working 
relationships  should  be  developed  In  areas  of  radiological 
emergency  response  planning  to  assure  protection  of  public 
health  t.  safety 
CUNE.W  E   Georgia,  StoU  of    BO/03/Q'l    3pp 

3004110147  Comments  on  proposed  i ule  lOCTUSO  language  ii  amblguoui  in 
placet  Mora  c Inr i f l cat  ion  b  numerous  editorial  changes 
suggst  ted 
ORENDGN, I    Affiliation  Unknown    79/12/39    4pp 

6004110367  Comments  on  proposed  rule  lOCf-RSO.  opposes  mandatory 
participation  In  NPIIDB  Improvement  to  NPRD8  can  &  should  be 
achieved  but  not  by  adding  regulatory  actions  in  areas  of 
questionable  near-term  safety  significance 
KEARNEY,  J  J    Fdlson  Electric  Institute    00/03/31    SPP 

B004110477  Comment i  on  proposed  rule  10CFR2  eipresse*  great 
d 1 lappo intmont  that  proposed  changes  Fall  to  solve  problems 
of  NRC  licensing  sys  Proposed  regulations  only 
protect  over-lnflatod  egos  of  11  censing  members 

KEPFDRR.C   Environmental  Coalition  on  Nuclear  Pouior   BO/03/03 
UpP 

BOQ41 10-100  Comments  on  proposed  rule  IOCFR2  proposed  UIB  of  part-tlmi 
memliars  as  special  matter  or  alternate  board  member*  mould 
be  contrary  to  both  Atomic  Energy  ftct  fe  ftdministra tlv» 
Procedure  Act 

LEDQDJF.R  J  ,  LAMQiH  (I  .  LEIDV.A  C    I.eDoeuf.  Lamb,  Lelby  *:  MacRae 
BO/03/24    4pp 


(30041 1055B  Comments  on  proposed  rule  IOCFRSO  at  temat  i  ves  to  negative 
declaration  may  offer  comparable  benefits. but  cost 
significantly  less  Piovlsions  should  be  made  for  bails  to 
assess  replacement  costs  associated  u/plant  shutdown 
PARKER, W  0    Duke  Pouor  Co    BO/02/19    2pp 

B00414O003  Faruard*  comments  on  proposed  rulna  10CFR30, 40i  50  !.  70  on 
behalf  of  CPC  financial  provision  for  decommissioning  Is 
most  efficient  ft  economical  procedure 
REYNOLDS,  N  Ei    Oebcvoise  &  Liberman    80/03/20    4pp 

HO04140023  Comments  on  proposed  rule  10CFR50  NRC  has  broadly 
interpreted  Commission  charter  re  requiring  emergency  plans 
to  bo  formulated, but  ttups  short  of  forcing  state  govta  to 
see  plant  are  prepared  Handatory  requirements  are  needed 
WVDLEfl.J  W    House  of  Hep  ,  Science  !.  Technology    80/O2/13    lp 

Q004140047  Forward*  comments  on  proposed  rulo  10CFR50  made  at  NRC 
000117  emergency  preparedness  workshop  in  Ban  Franc  1  sect,  CA 
OLCOTT.K    Aff 11  lation  Unknown    80/01/17    lp 

— 8004140052  Comments  on  IQCFR'iO  presented  at  NRC  B00117  •m«roencv 
preparedness  uorkahop  In  San  Francisco. CA  Adequate 
emergency  planning  should  be  requirement  for  nuclear 
facility  CP  >.  QL 
DLCOTT.K   Affiliation  Unknown   BO/01/17   3pp 

a004140O"?4  Comments  on  proposed  rule  10CFR30  slie  of  emergencij  plannlnu 
tones  ihould  be  determined  on  individual  basis  re 
demography, topography,  land  character! sties, access  routes  b 
local  juri sd Ic tlona 1  boundaries 

ANDEHBDN, T  M    Wostinghouso  Elsctric  Corp    NB-TMA-220n    BO/03/19 
3pp 

B00414OOVo  Forwards  commants  on  proposed  rulo  10CFR50 
TOWNEMD. r   Uuierne  County, PA   BO/02/OQ    tp 

—  B00414OIOO  Comments  on  propoaad  rule  10CFR5Q  util  should  lie  renponilbli 
for  activities  on  nuclear  facility  site  Oovt  should  be 
responslbl*  for  offiiti  activities  Uie  of  term  "plume 
enpoture  p«thuay  emergency  planning  lone"  ii  misleading 
TGUNCNDiF   Luierne  County, PA   BO/OI/I6   2pp 

0004140103  Comments  on  proposed  rule  1CCFK30  real litlc  plumi  oposure 
tt  Ingestlon  pathway  tonei  must  be  established  regardless  of 
difficulty  of  evacuation 
HYDE,  D  W   Affiliation  Unknown   8Q/OS/13   4pp 

ElOO-1140108  Comment!  on  proposed  rule  10CFROO  App  C  acceptable,  but  watte 
of  time  to  have  applicant  provide  analysis  of  time  required 
to  evacuate  sectors  in  plume  aipoturi  pathuay  Buggett*  that 
NRC  consider  plant  siting  more  critically 
PAONQpC.L   NBUI  Jersey,  State  of   00/02/22    lp 

8004140112  Comment*  on  proposed  ruta  10CFH30  on  behalf  of  SCA.NP  Ofc  has 

yet  to  receive  requested  documents  that  are  astentlal  for 

preparation  of  comment!,  due  to  NRC  delay 
TOLDERT,  P  E   Leed.R  H   SO/02/22   3pp 


8004I104E94  Comments  on  proposed  rule  10CTR2  piovislont  for  preparation 
of  advisory  rapts  by  special  assistants  should  ba  deleted 
VAN  DRUNT-E  E   Arllona  Public  Service  Co    BO/03/25   3pp 

8004110491  Comments  on  proposed  rule  10CFR.30,  oppoises  requirement  for 
mandatory  part  it ipation  in  NPODS  Implementation  costs  are 
overstated 
HCNEER.C  S   Wisconsin  Electric  Pouier  Co    SO/03/20   2pp 

B00411049&  Comments  on  proposed  rule  IOCFRSO  NRC  should  perform 
thorough  reassessment  of  needs  served  by  NPRD8  before 
mandating  wider  participation 
MCCUTCHAN.D  A   WestinghouBfl  Electric  Corp    BO/03/07   3pp 

8004110S05  Comments  on  proposed  rule  1OCFR50' opposes  regulations 
making  NPRDS  mandatory  Submits  response  to  21  questions  In 
FR  notice 
HAUETER.R  L   Consumers  Pouier  Co   SO/03/11    18pp 


8004140131  Comments  on  proposed  rulemaklng  submitted  by  NY  Cltg  liar 
Association  supports  ACC  intention  to  withdraw  S-yr 
discovery  clause  Supports  exclusion  ra  claimants  ui/ 
abnormally  sensitive  activities 
AXet-RAR.M   Affiliation  Unknown   69/O1/20   Spp 

800414014?  Comments  on  proposed  rule  1QCFH30  NRC  rolu  during  nuclear 
emergency  d  final  authority  of  govinor  must  be  clearly 
dtflned  State  should  bi  directly  notified  of  NRC 
requirements  re  licensee  or  local  authority 
PAOANO.C  L   NBU  Jersey,  State  of   BO/02/22    lp 

Q004140419  Commcnti  on  proposed  rule  10CFR90  actual  emergency 
preparedness  should  be  crlt»rla  for  concurrence  fc  not  merely 
aKlstence  of  state  d  local  plans  Criteria  for  determining 
insignificant  deficiencies  needs  to  be  established 
CARR.H   League  of  Ho  nun  Voters  of  San  Luis  ablspo.CA   BO/OQ/14 
7pp 
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NONDOCKETED  ITEMS 


8  QQ  4  140424   Commenti    on    proposed    rule    1QCFR50   adequate    eroergincg 
planning   ihould   be   ronulred    For   CP  Plants    ihould   be    (hut 
doun    1"   abunce    of    concurrence    Public    ihould    be    notiFled    of 
•  mergenci;    procedure*    at   3-6   month    intervali 
OLCDTI.K        Affiliation   Unknown         60/01/17         3pp 

6QO4I301B2   Commenti    on    proposed    rule    IOCFR50   requirements    for    local    t, 
state   approval    of    licensee   emergency   plani    can   result    in 
subversion   of   entire    open    licensing    process   bij    imall    group 
of    individual! 
BTEINDLER.  H  J        ArgoTine  National   Laboratorg        SO/01/02       3pp 

6004130234  Forward*  FR    notice    of   proposed    rule    1QCFR70  re    issuance   of 
ganeral    license    to   carriers    of    Irradiated   ENH  Final    veriion 
at   rul*  will    b(    developed   after   consideration  at   public 
comments 
HIMQOUE,  R   D         Office    of   Standard!    Development         BO/03/25        3ft 

a  OO  4  160095  Comment*    on    proposed    Tills    10CFRSO   no   CU    ihould    be    issued 
unlan  NHC   finds    that    appropriate   protective  actions   can  bo 
taken   for  any   reasonab-ly   anticipated   population  uithin 
plume   eiplosure   emergency   planning    lone 
AMATO.S        Rhode    Island.    State    of         BO/02/25        2pp 

BOO416007B  Forwards   comments    on   propoied   rule    10CFR5Q   each   nonpouer 
r»actor  operation  needs   emergency    planning    lone   unique    to 
operation  Basic    plan    ihould    be  appropri  atalg    designed 
Evacuation  may   not   be    nuded    for   ell   potential    incident! 
KAPLANiA  L       Qeneral   Electric   Co   .    Nuclear   Energy  Product!  Dlv 
SO/02/22        16pp 

8OO4160096  Comnanti   on  proposed   rule    10CFRSO  NRC    1*    truing    to    impose 
rfetailad   requirement*    from  draft   document  NUREG-0634  NRC   has 
Ignored    Industry   Si  pe*r  comments   Ruth    to    implement   dra/t 
nutls  cauiei   concern,  Util   BOOH19  addl    commenti   end 
VANDEHBUROH,  0       Yankee   Atomic  Electric   Co        WYC-80-3       BO/02/39 
Spp 

—  BO0416Q102  Comments   an   prapoied    rule    10CFR50  linkage    between 
enforcement  action*   against  NRC    liceniees  i  fallurei   by 
*tat»  d   local    jovtf    to  achieve   concurrence  u/federal    govt 
ii    illogical   Negative  declaration   entirely   fallacioui 
VANOENBUROH.  D       Vankae  Atomic   Electric  Co       WYC  SO-2       SO/OZ/19 


8OO4  140106  fienuiiti    tommenti    on  prapoied   rulemaklng    concerning    dlipotal 
at    radwaitfli  produced   bg   nuclear   facllitiei   Commenti    due  bg 
BO041S  FR  notice   end 
'AHEARME.J  F       Commlitlon       00/03/12        lp 


-0OO4140I90  Rnustti   commenti    on   prapoied   rulemitlng    concerning   dlipaial 
of   raduaitet   produce-d   by   nuclear   facllitle*  Comment*   due   bg 
800419  FR  notice   enc I 
AHEAHWE.  J  F       Commlifion       30/03/12       2fp 

-BOO4160173  ffequeiti   commenti    on   propoied   rulemaking   concerning   diipoial 
of  raduaitei   produced    by   nuclear   facllitl«i  Conmenti   due 
by  S0041S  FR   notice    end 
AHEARNE,  J  F       Comnllilon       aO/03/12        2pp 

— BO04160196  Requeiti   comment*    on   propoied   rulenatlng    concerning   dlipaial 
of   raduaite*   producvd  by  nuclear    facilltiei  Commenti   due  bg 
by  800413, FR   notice    and 
AKEARNE.J  F       Comnililon       80/03/12       Spp 

— BOO4160200  Ri^ueiti  coinmen**   on  propoied   rulemaking    concerning   dlipaial 
of  radwaittt   produced   bg   nuclear    Facilitlei   Commenti   due   bu 
800415  FR  notice   enc 1 
AHEARNE,  J  F       Commliilon       BO/03/12       Spp 


-BOO4160302  Requtiti   commenti   on  propoied   rulemakino   concerning    diipoial 
of  radwaitei   produced    bg   nuclear    facilitl«»  Commenti   due   bg 
B00413.FR  notice  encl 
AHEARNE.J  F       Conniiilon       QO/03/12       Spp 

-BOO4160H03  Re«,ueiti  comment*   on   propoied   rulenaklno   eoncernini    difjqaal 
of   raduntet    produced    by   nuclear   facilltiei  Comminti   due   bg 
800415  FR  notice   encl 
AHEARNE.J  F        Commitlion        SO/03/12        Epp 


—8004140212   Requests    comments    on    proposed    rulomak  i  rig    containing    disposal 
Df   radiuastei    produced    bg    nuclear    facilities    Comments    due    bg 
S00415   FR    notice    encl 
flHEARNE,  J   F         Commission         60/03/12         2pp 

— 8004160215   Reg.uo»ts    comment!    o'l    proposed    vul  BHiak  ing    conternino    iflspos*! 
of   raduflstes    produced    t>t    nuclear    facilities   Comment*    doe    by 
S00415  F'n   notii-e   end 
AHEAIifJE.JF         Commiision         BO/03/12         2pp 

— 8004160220   Requests    comments    on    proposed    rulomakln9    concerning    dlspo«3t 
df    raduastes    produced    bg    nuclear    Facilities    Comments    due    bg 
000419  FR   notice   encl 
AHEARNE,  J   F         Commission         BO/03/12         Spp 

S00417Q202  Forward*   questions   &   comments    resulting    from  000219-30 
meeting   u/Rad ioloolcal    Assistance   Commi ttee. Had i olog  lea  1 
Emergencg    Planners   t<  FEMA  Region   5    state   directors    in   Olen 
Ellgn,  1L   re    rovHed    criteria    in   MUREO-0654/FEMA   REP-1 
MCCOLLDUOH.  P    H        Federal    Emergencg    Mflnagemerit    Agency         00/03/07 
ipp 

B0041702B4   Foriuard*    comments    on    prnpossd    rule    IOCFRSO    Includes    Jan 
1980   Itr   from  NH  assistant   attorneg    general    to   NRC 
NAWQJ.  H         NHOJ   Hampshire,     State    of         8O/02/23         Spp 

9004170348   "Deletion   of  Rdf    to  Panama   Canal    Zone    Minor  Amends,  " 
10CFR4.20,  30,  40,  SO,  SS,  70.  110  ft    150   Final    rule   Minor   amendi 
revlte   portions    oF  Commission   regulations    to   reflect   reviled 
itatui   of  Canal    Zone 

DIHCKS.W  J        Office   of    the   Etecutive    Director    For   Operations 
BO/03/14        Spp 

8004170355   "Export   of   Certain   Minor   Quantities   nf    Nuclear   Hatl,  " 
10CFR11O  final    rule   Amands    regulation!    to   establiih    or 
eipand    general    llceniing    provisions    for    gram  quantities    oF 
SNH   &   certain    kinds    of    source   &    bgproduct   matl 

CHIUK.B   J         DfFica    oF    the    Secrstarg    of    the    Commisilon         BO/03/14 
13pp 

B0041D0211   Responds    to  BOOI3B    Itr   re   HRC    emphaiii    on    emergency    planning 
for   nuclear   accident!   NRC   !<  FEHA   cooperate    In    developing 
emergencg    planning   rules   &  related    state   guidance 
AHEARNE.JF         Commission         BO/03/1B         lp 

— S0041B022O  Common t i   on   proposed    rule    re    emergencg    planning    more 
emphasis    ihould   be   placed    on   planning    for   probability    of 
catastrophic    nuclear   accident    In   conteit   of    potential    danger 
from  nuclear  weapons  t<  other    posilble   diaitars 
HVDLER.  J   U         Home   of    Rep         30/01/20         lp 

B004180304  Responds    to   791120    Itr   re    certain  aspects    of  NRC    proposed 
neu   10CFR&0.     "Dliposal    of   High  l-evel    Raduait*    In   Oeotagic 
RepoiitoriesiProcddural    Aspects    "   Need    for    In    iltu    testing    i. 
eiploratlon   supported   by   USOSi  NAS  5.   earth   science    community 
AHEARNE,  J  F        Commission        80/03/1B        9pp 

—8004180311   Responds    to  791120    Itr    re    certain  aspects    of   NRC    proposed 
neu   IOCFR60,     "Diipoial    of   High   Level    Raduante    in   Geologic 
RepositoriesiProcedural    Aipaets    "   Need    For    in    iltu    testing    t- 
eioloration   supported    by   USQB. NAS  t   earth    science    communitu 
AHEARNE.JF        Commission        BO/03/ la        Spp 

-- -B004160319  Commenti    an  Prapoied    Rule    10CFR60  multiple    geologic    testing 
fc  eiploratlon   unnecessarg    !•  coitlg   NRC    should    support   DOE 
repository   development   program 
WYDLER.J  W,      House   of  Rep    ,    Science   &   Technology        BO/01/SO        2pp 

B0041B0477  Comment!    on  proposed    rule    10CFRBO  opposes    ang   regulations 
uhlch   male   NPRD5  mandatory   Persons    supplying    Info  uould 
become  more    interested    In   compliance   u/rBquIrementa    than 
using    tys    to   enhance   plant    safety    I   reliability 
GARV.R    J        Texas   Utilities    Generating    Co         GO/O3/1O         lp 

9004210110  Comments    on   proposed    rule    IOCFRSO    illogical    linkage    between 
enforcement   actions  fc   failures   bg    local    *.  state    govts    to 
achieve   concurrence   ui/federal    agencies    is    flaw  which    could 
result    In   substantial    environ    Impact 
VADENflURGH.D        Yankee  Atonic   Electric    Co        HYC   80-2        80/02/19        3pp 


-SOO4I60206  Request*   eommanti   on   proposed   rulenaklng   concerning    disposal 
of  raduaite*   produced    bg   nuclear   Facilities  Comment!    due   bg 
000419  FR  notice   encl 
AHEARNE.J.F       CommUilon       80/03/12,      2pp 


B0042I0118  Comments    on   proposed    rule    10CFR50   intended    to  lorit 
something    into   record    before    deadline   Time   did    not   permit 
mention   of    Usues   Advising    other    II    reaidenti    that   FR   exit* 
BDNNEVlU-Ei  R   B        AfFIliation  Unknoiun        BO/02/1A        2pp 


Raqueiti   comnents   on  proposed   rulamaklng    concerning   disposal 
of   raduastes   produced    bg   nuclear    facilities   Comments   due    bg 
BO0413  FR  notice   encl 
AHEARNEiJ.F       Commliiion       BO/03/ia       2pp 


00042101ilO  Comments    on   proposed    rule      10CFR50  NRC    role   durinj    course    of 
nuclear   emergency    thould    be   clearlg    defined  Oovernor    ihould 
be    final    authoritg    to  render    decisions   State   needs    to   be 
made   auare   oF   NHC   rBiiulrementi    For    licensee  &  authoritlet 
PAOANO.C  L        New  Jeneg,    State   of        BO/02/28        lp 


NONDOCKETED  ITEMS 


8004210150   Comment -a    on    proposed    rule     10CFR5Q    nuclear    plants    would 
paujn-s     In    game     in    which    oiimEr-Dperacors    have     little    ability 
to    affect    outcome 
HUNTER. R    S         American    Electric    Power    Co    .      Inc         BQ/03/20         5pp 


BOQ423CH73    Comment*    on    proposed    rulei     1OCFR30. -1Q,  50    it    70    EPA    stds    re 
radioactivity    level*    currently    under    discussion   &    should    not 
be    considered    final 
POItTEfl.W    L         Duke    Power    Co         BO/03/14         3pp 


B004210154    Forward*    comments    on    proposed    rulo    IOCFR50    from   MN   Dept    of 
Publ  ic    Safety 
FRENZGL, 0         House    of    Rep         SO/03/07         Ip 

— 8004210160  Comments    on    proposed    rule    IOCFR5Q   consequences    should    be 
weighed    re    reactor    sites     inuihich    adjoining    states    are    within 
reactor    emergency    planning    lone 
KITTRIDQ£,G    (I          Minnesota,     State    of         SO/02/23         3pp 

8004310353  Forua-rds    statement    of    position    per   presiding    officer   800201 
re    proposed    rcj Isolating    In   raduaate    storage    tt    disposal 
DISTEFANO,  J   .     COLEHAN,  L   R    p     DROWN,  0   F         Enargy.Dept    of         80/04/19 
IP 

— 6004210361    Statement    of    position    re    proposed    rulemakliig    on    radiuaste 
storage   f,    disposal    Fuel    mag    be    disposed    of    offsite    &  may    be 
stored    safely    onsite   or   offsite    until    ultimately    disposed 
H/supporting    documentation    !<    Certificate    of    Svc 
DISTEFANO,  J    p     DOLEMAN.  C    fl    ,     BROWN.  O   F         Energy,  Dept    of 
DOE/NE-0007          00/04/1S         716pp 

B004S1O446  Comment-s    on   proposed    rule    1QCFR50    during    operation    all 
response    coordinators    should    be    operational    as   tinit.vs 
eiisting    situation   County    maintain*    four    salaried    personnel 
to   achieve    some    degree   of    emergency    preparedness 
HAYEB. U   K         Ocean    County.     NJ         QO/O2/17         3pp 

S004230047   Forward*    list   of    participants   &   computer    bibliography    lnde> 
of   waste    storage    b   disposal    documents   placed    in    PDF)    List 
uill    be    updated    periodically    &   copies    sent    to    participants 
CVR.K    D         Rule/naVing    (.enforcement    Division         BO/03/aa         2Bpp 

B00423O073  Comments    on   proposed    rule    10CFRB  NRC    should    not   adopt 
provisions    except    for   2  713 1 b)    Submits    addl    eomnunt*    re 
proposed    changes    in   govt    duclpline   adjudicatory 
procaedings 

JOHNSRUD,  J  H        Environmental    Coalition   on   Nuclear   Pouar        90/03X03 
6pp 

G004 240230   Advise-s    that    16B   core    documents    on   uaste    storage  b  disposal 
have    been   placed    In   PDF!    per    proposed    rules    10CFR90  &   31    Liit 
of    documents    &    info    on   placing    orders    enc  1 
CYR.K  D        Office    of    the   Elecutive   Legal    Director,       80/03/23        27pp 

00049409*8  Forward!    comments    on   proposed   vule    1QCFR5Q    amergency    plans 
ihould    be    upgraded    in   response    to    potential    haiards 
Fundamental    problem   o>l<ts    in   coordinating    plans    of    state 
5<    1  oc»l    agenc  1  es 

J        Energy, Dept    of        00/03/04         llpp 


B004250071    Comments    on   proposed    rul»    10CFR50   FEMA   position   on   proposed 
rule, that    action    should    be    deferred    for    further    evaluation, 
li    appropriate 
KWJTHr  D   F         KMC,      Inc         QO/03/14         3pp 


S0043O0279   Comments    on    proposed    rule     10CFR2    not     appropriate    to    specify 
number    of    sites    t-    media     to    be    eiplnred     in   ad vancei endorse* 
concepts    &    intent    re    lite    charact  erl  la  tinn    reptiNflC 
rsqulr emen t i   concerning    lite   selection    should    be    broad 
BrtRTLETT, JW         The    Analytic    Sciontes    Corp         80/03/05          7pp 

8004300532    Comment!    on    prcpoied    rule    iOCFfia    oppose*    Subsections    3   723 
(aliai    Si    (3)    Proposed    regulation   would    subj    spacial 
assistant    to   d(  sq^ual  i  f  lea  ttnn    procedures   Proposal    to    amend 
rule    &   allou  ASLB    special    assistant*    -should    be    deleted 
VAN    nnUNT,  E   E         Ariiona    Public    Service    Co         80/03/25         3p(> 


PETITION   FOR   RLLEHAK IHO 


G00404O243  Coimients    on    petition    for    rulenalcing    requests    MRC    position 
re    question   of   vu  1  nerab  i  1  Itu    to    possible    en  ami;    action-    in 
design   of    nuclear    power    plants    WK   Uataon   BOOtO6    1 tr    encl 
DICKS,  N    D         House     of    Rep         80/O2/  1  5          Ip 

B0040BO110    Draft    Itr   responding    to    AB0703  comments    re    publication    of 
proposed    amends    re    financial    protection   req.ulrem.rnti    8< 
Indemnity    agreements   DOT    concerns    have    been    resolved    bij 
adding    language    clarifying    effective    rule 
PRICE, E   R        Atomic    Eneroy   Cnmmiaaion        fia/07/IB         Ip 

0004070334   Comments    on    petition    foi<    rulemaking    30-26   petition   it    based 
on    several    erroneous   assumptions    &    should    be    denied    Petition 
forces    unreasonable    requirements    nn    neiii  nuclear    facllltiei 
OILMAN,  D    W        San    Diego    Qes    d   Electric    Co         90/03/07         3pp 

B0041OOO33    Transcript    nf    Q00313   APf  Irfnat  ion    Seation    GO-10    in 
VJashingtan.DC   Pp     1-5 
*      Commi B»ion        6O/03/13        Spp 

— B004100039   BCCV-eO-095 

Recommends   NRC    approval    of  PR    publication    of    end    notice    of 

denial    of    petition   for    pulamaklng    S-5 

BHAF>An,H   K         Of  Pice    of     the   Eiacutlve    Legal     Director          B  0/02/1 4 

107pp 

Q004100057   Comments    on   petition    for    rulemaking    concern    about    eiploslon 
of   nuclear  weapon    in  vicinity,    -of    nuclear    facility 
eienp  lif  ies   NFtC    overreact  ion    to    potential    haiardl-   Planning 
far    such    contlnoflnc ie»    In-creasui    energy    cost    to    ratepayers 
PETEJISQN.H  J        Affiliation  Untnouin         DO/03/03         Ip 

Q0041OOO64   Comments    on   petition  for    TUlBmaklng    proposed 

further    increase    cost   *•    delay  canst    of    needed    power    p 
far    no    useful    purpose 

LOVE, E        Affiliation   Unknown  3O/03/03        Ip 


9004250306  Comment*    on   proposed    ml*    10CRF3Q   air    lock    te»tlng    of    air 
lock    not    used    in    si>r-month    period    should    not    be    required 
until    after    usage    or   ulthln    three    days    of    first    opening, 
it    containment    integrity    required 
ERVIN.P   E        Affiliation  Unknoiun        80/03/19         Ip 

0004290075    NUHEO/CP-001 I 

"ProceedinB*    of    Workshops    on   Proposed   Rolemakinj    on 
Emerjency    Planning    for  Nuclear    Power   Plant*    " 
PEAttDDY,C    A   ,    MORRONOIELLO,  A        DWUlon    of    Biting,     Health   t 
Safeguards   Qtandard*        80/04/30         113pp.       Available    *t   NTIB 

B004SB0077  Foruiardi    summary    of  NRC    licensing    program    for    high    level 
radioactive   ya*te    disposal    Includ««    NRC    771206  FR   notice   S> 
DIv    of  Watte   Mgt    FV81    budget    for    high    level    uaste   mgc 
program 
CYR.lt  D        Rulemaking    ti  Enforcement    Division        00/04/16        32pp 

B004»B017a  ForuaTds    comments    on    proposed   rule    10CFRBO   definition    of 
local    govt    entitles    needed,  Required    NRC    concurrence    in    state 
b    local    emergency    plans   gives   NRC    undue    influence    in    local 
affairsj particularly    in  area    of    employment    stability 
PRESSESKY.A  J        Energy.  Dept    of        80/03/O4,        llpp 


5004280218  Preliminary    statement    in   respon-se    *"   Chairman    Ahearne   B003I2 
Itr    re    proposed    rulemaklno    on   r«dwa*te    storage   fc   disposal 
Solid    raduaite    maij    be    disposed    of   ui/o   risk    based    on 
fundamental    earth    scienca    procasiet 
•      Interior, Dept    of.    Geological    Survey        SO/04/13        14pp 
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-9004140133    Form* r d i    FR   notice    denying    state    of   NH   781031    petition    (or 
ruleiniUng    rt    efficiency    in    Homing   Denial    based    on  public 
comments    &   current    eitensive    review  !>  evaluation   of  (JRC 
lice-rising    renu  irBmonts    It  procodures  W/o   encl 
CHILK, S  J        Office    of    the  Secretary    of    the   Commission        BO/ 03/21 


6004090308   Motion    stating    point:    I    authorities    directed    to    US    ninth 
circuit    court    of    appeals    re    rcvleiu    of    ASLB    730920    subpoena 
duct*    tecurn   Requests    order    requesting    90-day    staij 
for   briefing    schedule   W/draft    order   t  Certificate    of   Svc 
RIZII.B   A    i     BARRY, D   N         Southern    California    Edison    Co         HIZZIiR   A 
Gibson,    Dunn  &  Crutcher        80/03/03        7pp 


-0004140139   Forwards    FR  notice   denying    State   of   NH  701031    petition    for 
r-ulnpaling    re    ef  f  iciency    in    Homing   Denial    baled   on   public 
c-ommtnti    it  current    extensive    review  &  evaluation   of   NRC 
licensing    requirements    fc  procedural   W/o   encl 

CHILK,  B  J       Office    of    the  Secretary    of    the   Commission       SO/03/21 
lp 

BOQ4140137   Forwards    FR  notice   denying    State   of  NH  7B1031    petition    for 
rulanaklng   re    efficiency    in    licensing   Denial    based    on   public 
comments    !<  current    eitensive,    r  a  view  t>   evaluation   of   NfiC 

11  tern  ing    requirement!    &  procedures   W/o   encl 

CHILK,  8  J       Office    of    the   Secretary    of    the   Commission       80/03/21 

lp 

-  8004140140   Forward!    FR  notice   denying   Btata   of   NH  7B1031    petition    for 
rul»ma  king   re    efficiency    in   licensing   Denial    based   on   public 
comment*    i.  current    eicensive   review  Si   evaluation   of   NRC 
Homing    requirements   &  procedures 
CHILK.  B  J       0-fFien    of    the  Secretary    of    the   Commission       80/03/21 


B004140145  Notice   of   denial    of    petition    for   rulemaking   re    efficiency 
In    licensing    nuclaar   power    facilities   Denial   based    on  public 
comments    &  current    eit«nsive    review  &  evaluation   of   NRC 
lion-ilng   requirements   &  procodures 
CHILES   J       Office    of    the  Secretary   of    the   Commission       BO/03/21 


B00414QS4S  Forward*  draft    viatic*    of   denial    of  Petition   for  Rulemaklng 
2-9  requesting    to  amend    10CFR3    to    limit    Intervenor   eross- 
e  lamination 
8HAPAR.H  K        Office    of   the  Eiecutlve  Legal   Director,      BO/03/12       Bpp 

Q004.Z4.0194  Discusses,  on  behalf   op   Northern    IN  P8C.  Btate  of    IL  t.  Porter 
Cauntij    Chapter    a*    Izaak    Walton.  League   of  America,  Inc   et  al. 
791220   petition!    seeking    amend    or   rescindm»nt   of 
1QCFR8Q  8&<b>   No   goad   cause  re    const   completion   date    shown 
8HEA.K   H  ,     FRANTZ.9  P        Louent  t«in.  Nauman,  Rets,  Aielrafl  b  Toll 
80/04/07         ISpp 


9004100347    Responds    to    600339    Itr    refusing    to    accept    Northern    CA   Pousr 
Agency   voluntary    document    production   &   insisting    on   green 
dotting    proceii    Deplores    PGS.E    harrassmcnt    tactics    Requests 
meeting    to   resolve    problem 

H        Spiegel    *   HcDiarmld         BO/03/03         3pp 


B004100556  Foriuards   responses    to   PGtE    fifth    sot    of    interrogatories    to 
Northern    CA   Power    Agency    t,   Dept    of    Mater   Resources    d    fourth 
set    of    interrogatories    to   Cities    of    Anafteim   d    Riverside    dtd 
790719   H/o    encl 
TR  AUGER,  T   C         Spiegel    '/   McDiarmid         BO/03/O3         4pp 

B0041SOI73  Order   grantinj    eitenslon    until    B00417   for  CA   Dept    of   Hater 
Resources    to    respond    to   PQtfE    B0032B    fifth    set    of 
interrogator!  BB 
MILLER,  (1   E         Atomic    Safety    and    Licensing    Board    Panel         BO/04/OB         lp 

8004160280  Advisei    of   omitted    transmlttat    slips    tt   corresponding    boieo 
re  stipulation  concerning    production   at    documents    stored    in 
warehouse  Requests    production   of    boxes   during    final    visit    to 
records    ctr 
GOLDBERG,  J   R         Antitrust    Division         BO/O4/1S         2pp 

B0041B0277  Forwards   response    to   791206    inquiry    re   NRC  Agreement  States 
program  &  Church   Rock    dan   failure   RI    submittal    aabisfied 
Atomic    Energy   ActiSection   374   requirements    for    admission   at 
Agreement   State 
AHEARNE.J   F        CommiSBion         00/03/17         lOpp 

9004230295  Forwards   Southern  CA  Edison   CD  li  NRC   agreement   *•    joint 
statement    re    subpoena    duces    tecum   Also   foruiards   NRC 
stipulation  re  Edison    documents   production    lituo   resolved 
ODLDI1ERO,  J  It       Antitrust   Division        80/04/23        lp 

—  8004230302  Executed    agreement   &    joint   statement   re    subpoena   ducos    tecun 
issued    to  Southern  CA  Edison   Co    re   production   of    documents 
bif    Edison    to   NRC 

SHERWOOD,  A  L       Southern   California   Edison   Co        GOLDBERG,  J  R 
Antitruit    Division         BO/04/09         6pp 


PROJECTS  -  PflEDOCKET   LICENSING 


Q00402QQ63  Forwards   Dinvar   tt  Albuquerque  public  meeting    transcripts    in 
r*.«ponii>    to  B0021S  r*q,ueit  N*m»    of   commentator  b  affiliation 
are)    identified    in   transcript  where   possible,  W/o   encl 
FIBHERi B        Uranium  Recovery  Licensing   Branch        BO/03/1B        lp 


— B004230317  Executed    stipulation   re    production    of    dacumenti    by   Sou thorn 
CA   Edison    Co    to   CA   Dept    of    Hater    Resources    it   NRC   Production 
agreed    upon  will    satisfy    subpoena    for  uhich    Edison  will 
ulthdrau  appeal    before   US  9th    circuit   Draft    order    encl 
BHERWOOD.A  L       Southern  California   Eiliion   Co        STRUMHAS8ER,  M 
California,    State   of        OOLDBERO, J  R        Antitrust   Divlaion 
80/04/10        4pp 


8004030317  Submits    info  ro   utll    900232   survey   of   files   of    intervenor, 
City    of   Ro»evi  1  la>  CA  Survey  uai    done    to   verify   document 
ditcovarg    re   c«mprihenilVB   ptrformano   of  NCPA  Omissions 
discovered 
HEISB,  R   L         PailflC    Oai    h   Electric    Co         BO/ 02/39        Epp 


B001O4003B  Fc-rwirdi   balance   of   exhibit   to   second   supplemental   answers 
to    fourth    set   of    Interragatorias    from  CA  Dept   of  Mater 
Rtiourcas 
HE  IBS,  R  L        Pacific   0*1    S.  Electric   Co        60/03/13        lp 

— 8004Q400iB  Prepared    ttttimony    re   tranimltilon  functional    tub   categories 
within    transmission  cost  category    required   for  accounting 
purposes    Ducrlptlon   of   tranijnls* Ion   function*  It  related 
f  inane  1*1    Info   and. 
PATTEfl8(lN,K  P        Pacific  Oas   &   Electric   Co.      80/03/13       SBpp 

80O408O012  Motict    of  appearance    In   proceeding   Certificate   of  Eve    encl 
COSORIFF.J  E        Pacific    Oas  l>  Electric   CD.      CQSQRIFFiJ  E 
MeCute!i»ni  Doyld  Broiun  tt  Emirian        30/03/18,      4pp, 


NQNCOMPL1ANCE  REPORTS  AND  RELATED  CORRESPONDENCE 


9004100061   Part  31    rept    re    defective   Rosemount   Model    510DU    trlp/calibr 
units   &  Model    1152   pressure    transmitter*  Caused    by    failure 
of   essential    tuitch    that    determines    trip    output    logic    & 
failure    of    transmitter   capacitori respectively 
SHERWOOD,  0   0        General    Electric    Co         MFN-065-80         BO/03/31         3pp 


B004210363  Deficiency    rept   re  N1DD23   fire   damper    sprlno    brackets  Caus» 
unstated   Testi   being    conducted    to   demonstrate    effectiveness 
of   bracket    screus   b   to    establish   more    stringent    installation 
requirements 
HILL. T  D        Rutkin  Manufacturing    Co        60-193-001        00/03/17        lp 

6004360248  Part  SI    ript    revising   BOO206  notification  re    ITT   AH90  fr  NH90 
series   electrohijdraul  ic    actuators    Attachment    listing 
customer*   it  projects    thould    contain   addl    item  Saint  Lucle 
facility   b   customer   Buffalo  Forge   Co   should    be  added 
BLOANrD  E       American   Warming    t.  Ventilating.     Inc        BO/03/19        3pp 


BOQ4QB0132  Motion   to   compel   CA  Dipt   of  Hater  Resources   compliance  ui/ 
ASLB   791109  h  B0011&  orders   re   ansuers    to  certain   of  PBfcE 
fifth    let    at   interrogatories  Supplemental  answers   dtd   800303 
do   not   comply  w/orrferi,  Certificate    of  Svc   encl 
CDB0RIFF.J  E.,     COSORIFF,  J,E       Pacific   Oas  b  Electric   Co,      * 
Me-Cufcefien.  Doyle.  Brown  tt  Emertsn-      60/03/18       30pp 

BOO 4-0904 43  ForunTdi   City    at  Santa   Clara   responses    to  PQ&E  fifth    set   of 
interrogatories    directed    to  Northern  CA  Power  Agency  it  CA 
Dept   of  Water  Resources1    &  to  POltE  fourth   sit   of 
Interrogatories    directed    to   cities    of  Anaheim  t>  Riverside 
ADRACWW.M       Spiegel   t>  McDlarmid.      00/03/13,      Bpp 


B004300274  Part  SI    rept   re    Improper    installation   b    Inconsistent    closure 
of  Rusk  in   Mfg  Co  NIBD23  fire    damper    spring    brackets    during 
cycling    tests  Mfg    taking    corrective  action 
HILL.T  D.      Ruskin  Manufacturing    Co        80/03/17.       2pp. 

90043005S&  Part  SI   rept    re   Dresser    Industries    pilot   operated    relief 
valves  &  AS ME  code   safety   valves    designed   h   tested    for 
saturated    steam  as   only    flou  medium  Utils   1<  AEs   have    been 
notified 
TACY.M        Dresser    Industries,     Inc        80/04/01        fcpp 


NONDOCKETED  ITEMS 


QUALITY  ASSURANCE  INSPECTIONS 


8004010512  Forwards  QA  Program  Insp  Rapt  99900022/79-01  on  79121B-I9 
POTAFOVS.U   Region  4.  Dallas,  Vendor  Inspection  Branch   BO/01/14 


-8004040479  Responds  to  NRG  800122  itr  re  deviation  noted  in  QA  Progrn 
Insp  Rapt  99900004/BO-01  Corrective  actions  coaler  operating 
procedure  ii  being  revised  to  reference  correct  paramstor 
sheet  FMD  1197 

OALLAUAV.W  C    General  Atomic  Co   dubs   of  Quit  Oil  Co  ) 
BQ/02/2B    4pp 


--Q004010S15  QA  Program  Insp  Rapt  99900022/79-01  on  79121B-19  Insp 
revealed  vendor  A3ME  MPT  certificate  of  author i lat ion 
omitted  product  description  Corrected  certificate  requested 
OLLEH.R  E  ,  HUNN1CUTT  D  M    Region  4,  Dallas,  Office  of  the 
Director   00/01/14   3pp 

8004030423  Forwards  OA  Program  Inap  Ropt  9990291/80-01  on  00012B-OB01 
No  noncompliance  noted 

POTAPQVS,U   Region  4,  Dallas,  Vendor  Inspection  Branch   80/03/14 
2pp 


— -8004020434  QA  Program  Insp  Rept  99900P51/BO-O1  on  800128-0201  No 
noncompl iance  noted  Major  area)  inspected  mat  meeting  t 
Implementation  of  QA  program, Interface  u/ANI,mgt  process 
control , control  of  nonconf ormanee  I  corrective  action 
WHITESELL, D  E  -  HROWN,  fl  L    Region  4,  Dallas,  Vendor  Inspection 
Branch    8O/02/13    13pp 

BOQ4030235  Ach  receipt  of  BOO3O5  Itr  Informing  NRC  of  steps  taken  to 
correct  violation  noted  in  QA  Program  Insp  Ropt 
999O0342/79-OS 

POTAPOVS.U    Region  4.  Dallas.  Office  of  the  Dime  tor    30/03/19 
IP 


-B004030237  Responds  to  NRC  791210-14  audit  deviation  noted  in  QA 
Program  Insp  Rapt  99900343/79-03  Corrective  action*  welds 
ultrasonically  tosted  to  insure  soundness. floor  inspectors 
instructed  to  survey  u»e  of  template  sticis 
RQZEK.R   Lakeside  Bridge  t>  Bteel  Co   80/03/03   Spp 

-8004030S39  Forwards  QA  Program  Insp  Rept  99900342/79-02  on  791210-14 
b  notice  of  deviation 

POTAPQVS.U   Region  4,  Dallas,  Office  of  the  Director   00/01/07 
2pp 


-8004030242  Notice  of  deviation  from  imp  on  791210-14 
<t   Region  4,  Dallas,  Office  of  the  Director   BO/01/04 


-8004030244  QA  Program  Imp  Rept  99900342/79-02  on  791210-14 
Noncomp 1 iance  noted  molding  performed  u/o  uelders  equipped 
to  measure  Interpasa  temps,  ccrta  in  areas  not  evaluatad 
bg  qualified  uelders 

ELLERSHAH,  L  E  ,  HUNNICUTT.D  M   Region  4.  Dallas,  Office  of  Us 
Director   BO/01/04   9pp 


-8004040310  Forwards  QA  Program  Insp  Rept  99900004 /BO-O1  on  B001O7-11 
it  notice  of  deviation 

POTAPQVB.U    Region  4,  Dallas,  Vendor  Inspection  Branch    BO/01/22 
Bpp 

-8004040352  Notice  of  deviation  from  insp  on  B001O7-11 

«   Region  4,  Dallas,  Office  of  the  Director    60/01/18    la 


--8001O40361  QA  Program  Insp  Rept  99900004/80-01  on  600107-11 
Noncorop  1  iance  noted  review  of  product  documents  did  not 
assure  all  requirements  were  clearly  &  accurately  stated 
Appro/al  not  Indicated  bg  signature 

WHlTESELt-,  E>  E  ,  MCNEIL,  H  M   Region  4,  Dallas,  Vendor  Inspection 
Branch   SO/01/1B   5pp 

BOQ4070076  Ac  k  receipt  of  790913  i  B00219  Itrs  Informing  NSC  at  iteps 
taken  to  correct  violation  noted  in  QA  Program  Insp  Rent 
99900372/79-01 

PQTAPDVS.U    Region  4,  Dallas,  Vendor  Inspection  Branch    80/03/04 
IP 

—  B004O70D7?  Torwards  response  to  800214  telcon  in/Foster  re  deviation 

noted  In  QA  Insp  Ropt  99900372/79-01  Corrective  action 
engineering  Instructions  reissued  uj/proper  slg-n-off  block* 
RDBEN,  A  £   Anaconda  Co  ,  Anaconda  Industries  Mire  !<  Cable  Dlv 
80/02/19    3pp 

—  0004070081  Responds  to  NRC  7909S2  Itr  re  deviation  noted  in  QA  Progra 

Insp  Rept  99900372/79-01  Corrective  action  Instruction  re 
production  tags  provided  bo  responsible  QA  d  mfg  personnel 
RUBEN,  A.  E.   Anaconda  Co  ,  Anaconda  Industries  Ulre  tt  Cable  Dlv 
79/09/12    Spp 

—9004070003  AcV  receipt  of  790912  Itr  in  response  to  NRC  790B22  Itr 
Addl  info  requested  per  790926  telcon  u/AE  Fionn 
POTAPOVBiU    Region  4,  Dallas,  Vendor  Inspection  Branch    79/09/2B 


--B0040700S7  Forwards  QA  Program  Imp  Rept  99900373  /79-O1  on  79OB07-10 
notice  of  deviation 

POTAPOVB.U   Region  4.  Dallai,  Vendor  Inspection  Branch    79/00/22 
app 


8004040100  Foruiariis  OA  Program  InBp  Rept  9990004/00-01  on  800122-33  No 
noncompl lance  noted, 

DROWKiO  D   Region  4<  Dallas,  Fuel  Facllitu  &  Material*  Safety 
Branch    BO/02/26    Ip 

— B004Q40104  QA  Program  tn«p  Repl  9990004/80-01  on  B00122-23  No 
noncompl lance  noted  Major  area*  inspected  radiological 
evaluation*  conducted  in  Moab.UT 

Wli-BORN,  L   Region  4,  Dalian  Office  of  the  Director   BROUN.  0  D 
Region  4,  Dallas-  Fuel  Facility  &  Materials  Safety  Branch 
80/02/20    App 

8004040111  Forwards  QA  program  Insp  fiept  9990004B/79-02  on  791210-13 
No  noncomp 1  lance  noted 

POTAPOVB.  U   Region  4,  Dallas,  Vendor  Inspection  Branch   80/02/06 
2pp 

— 8004040122  QA  Program  In»p  Rept  9990004B/79-01  on  791210-13  No 
noncompllancR  noted  Major  areas  inspected  rtvieui  of 
corrective  actions  for  reported  deficiencies  under  10CFRH1 
HUNTEfi.V  H  ,  WHITEBELUiD  E   Region  4,  Dallasi  Vendor  Inspection 
Branch   80/01/30   9pp 


8004040476  Acfc  receipt  of  800329  I6r  informing  NRC  of  ctepi  taken  to 

correct  deviation*  noted  In  QA  Program  Insp  Rept 
97900004/80-01 

POTAPOVS.U   Region  4,  Dallas,  Vendor  Inspection  Branch   BO/03/10 
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NONDOCKETED  ITEMS 


— 8004090276,    Forward*    QA  Program    [nip    Rept   99900379/79-01    on    791013-19   (t 
not  ice   of   deviation 

POTAPOVS, U       Region  4,    Dalldli    Vendor    Inspection   Branch        79/11/09 
2pp 


— 300403027?   Notice   of   deviation   from   insp   on   791019-19 

•      Ration   4.    Dallas.    Office   of   the   Director        79/11/03 


2pp 


—  3004030267   QA  Program   Imp  Rapt  99900379/79-01   on   791013-19 
Noncompl  lanct   notid    inconiiltent   QA  practice   n  Criterion   S 
of    App   &   to   10CFRSO  No   raquiriment   to    initiate   tut 
procedures   re   tuti    in  machanlcal   pneumatic    test    lib 
HUWHICUrr.D  H  ,    FOSTER,  M  E       Region   O,,    D*llii-    Vendor   Inlpection 
Sranch        79/11/09       7pp 

SO  04030291   Auk   receipt   of   BO  0229   Itr    informing   NRC   df   steps    taken   to 
correct   deviation  noted    In  QA  Program   Imp  Rspt 


- 
PQTAPQVa.U       Region  4.    Dalla*,    Vendor   Inspection   Branch       8O/03/17 


— B00409Q072   Responds    to    NRC    791214    Itr    IB    deviation    noted    in   OA   Program 
Insp    Rept   999004O3/79-03   Corrective    actions    rocorda    were 
validated    6    reviewed    bij    QC    records    specialists    d    found 
acceptable    Tags    removed    from    uide    range    monitors 
BARNARD, J        General    Clectrle    Co         BO/01/2B         lOpp 

— B004090078  Forwards    QA   Program    Insp    Rept    99900403/79-O3    on    791001-05    t. 
30   t>    notice    of    deviation 

BEVFRIT,  K  V        Region    4,     Dallas.     Office    of    the    Director         79/12/11 
3pp 

— BQ040900B1    Notice    of    deviation    from    insp    on    791001-OS    S,   30 

«      Region    4,     Dallas-    Office    of    the    Director        79/11/27         4pp 

—8004090086   QA   Program    tnsp    Rept    99900403/79-03   on    7910O1-05  t.   30 
Noncnmp I  lance    noted    qualifications    of    Functioning    OE   QA 
representative   not   certified   t    no   source    inspt   or 
surveillance    pel  formed    during    fabrication    of    fuel    grapplea 
COSTELLO.J  R    ,     FOSTER, W   E    ,     HALE,  C    J         Rogion   4,     Dallas.     Vendor 
Inspection   Branch         79/11/27         44pp 


-B004QB0297   Responds   to  NRC  900207   Itr  PB   deviation  notid    in  QA  Program 
Imp   Rtpt   99Q0300/9Q-O1   Corrective   actions   mfg   engineiring 
ltd    revised  Hfg   supervisor    instructed   machine   operators   to 
fill    out    operation   sheets   upon  work   completion 
MOROAN.J   F       Colt    InduftrUt,    Inc   ,    Falrbanti   Horn  Engine   Dlv 
80/02/2?         llpp 

-HQO40B0301    Forward*  OA  Program   Imp   Rapt   99900300/80-01   on  B00121-2S  & 
notice   of   deviation 

POTAPOVS,  U       Region  <tr    Dallas,    Vendor    Inspection  Branch        00/02/07 
2pp 


80040902B2  Ac  k   receipt   of   B00303    Itr    informing   NJIC   of   steps    taken   to 
correct   deviation   noted    in   OA  Program   Insp   Rept   9990026B/ 
BO-Ot 
POTAPOVB.U       Region   1,    Dallas    Vendor    Inspection   Branch        80/03/14 


8004090237  Responds    to   NRC  800201    Itr   re   deviations   notod    in   OA  Program 
ln*p   Rept   9990O26B/BO-01   Corrective   actions    filed    ege 
records   for   all    AMD   pipe   eiamineri   Revised    heat   treatment 
operating  Procedure    13A  re   recording    of    charge   numbers 
MOON,  R  E       ARMCO   International,     Inc        BO/03/03       2pa 


— 8004080306  Notice   of   deviation  from   incp   on  800121-29 

*      Region   4<    DalUi,    Office   of   th»   Director        BO/02/06 


2pp 


—  8004080314.   QA  Program   Imp  R»pt  99900300/80-01    on  000131-29 
Noncompl  iance  noted   mfg   engineering   itdsi  revisions  t 
adds-nda   not  maintained   ti   Issued   bu,   mfq   angineering   dapt    to 
•11    holdvrt 

POSTER,  M   E  ,    HUNNICUTT.D  M       Region  4.    Dallai.    Vendor   Inspactlon 
Branch        BO/02/06        ISpp 

6004090338  Act   receipt   of   B00227   Itr    Informing   NRC   of   steps   taken   to 
comet   deviation  &  violation   noted    in   QA  Program   Imp 
Rfp*    99900387/79-01 

POTAPOV9,  U        Region   4,    Dalial,    Vendor   Inspection   Branch       60/03/14 
' 


BCKM0803&S   Raiponrff   to  WRC  BOOiHB   Itr   ra   deviation   k  violation  noted    In 
QA  Program   Imp  Rept  99900337/79-01   Corrective   actions. 
Inspectors   Instructed    to  procais   cleanup   thaet  uhen 

•  ub-tuinblv   travelers   are  encountarad 

COHFAS.U   J       Oeneral   Atomic   Co      dubi      of  Sulf  Oil   Corp    ) 
BO/O2/27,       3pp, 

B0040B0349  foruirdt   QA  Program   Insp   Rept   999003B7/79-01   on  791310-14  t< 
notice*   of  deviation  tt  violation 

PQTAPOV8.U       Raglan   4,    Dallas,    Vendor    Inspection  Branch        80/01/21 
Spp 

SO040S0379  Notice  of  violation   from   Insp   on  791810-14 

•  Region   4.    Dallat,    Office   of   the   Director        80/01/84        lp 


-B004090290   Forwards    OA   Program    Insp    Rept    99900268/80-01    on   900114-18    t< 
notice   of   deviation 

POTAPOV8.U       Region   4,    Dallaa,    Vendor    Inspection   Branch        BO/02/01 
2pp 


— 8004090293  Notice   of   deviation   from   insp   on  800114-1B 

*      Region    4.     Dallas,    Office    of    the    Director        80/01/31 


3pp 


— B004090299  QA  Program   Insp   Rept   99900368/80-01   on  B001 14-18 
Noncompl iance   noted   deficiencies   reported    in  Mar   1979   audit 
repti   not  resolved   as   required   bg   QA  manual 

HUNN1CUTT.D  M  ,    CILLER,  R  E       Region   4.    Dallas,    Vendor    Inspection 
Branch        80/01/31        9np 

8004090307  Forwards   QA  Program   Imp   Rept   99900266/BO-01    on   800138-31 
No   noncomp 1 iance   noted 

POTAPOVS, U       Region   4i    Dallai,    Vendor    Inspection  Branch        BO/02/13 
2pp 

— B00409Q31Q  QA  Program   Imp   Rapt   99900266 /BO-01   qn  800128-31   No 
noncompl iance   noted  Major   areas    inspected    implementation   of 
App   B   to    10CFR30  &  applicable   codes   !<   stds,  Inc  lulling    design 
document   control, mfg   control   it   special    procen   control 
HUNTER.VH,    HHITEBEt.L,D  E       Region   4,    DalU.,    Vendor    Inspection 
Branch        00/02/14        2pp 

6004090371   Act   receipt   of   791023.800116  &  0305   Itrs    informing   NRC   of 
steps    taken   to   correct   deviation   noted    in   QA  Prooram   Insp 
Rapt    99900319/79-03 

POTAPOVS.U       Region   4.    Dallat,    Vendor    Inspection   "ranch        BO/03/20 
»P 


-SO040803B2  Notice   of   deviation  from   Insp    on  791210-14 
»      Region   4r    Dalla*,    Office   of   the   Director        BO/01/24 


4pp 


— H0040S03B9  OA  Program   Insp   Rept  999003B7/79-01   on  791210-14 
Nnncompl lanca  noted. implementing    Instructions/procedures 
m*d»   no   provisions   for    identlfuino   te*t   procedure!   on 
•ubussemb  lif 

FOSTER,W  E.,    HUNNICUTT.D  M       Region   4,    DalU*,    Vendor   Inspection 
Branch,      60/01/24.      llpp 

&OO4O90O99  Ack   receipt   of   Q00329   Itr   informing   NRC   of   steps   taken   to 
correct   deviation  noted    in  QA  Program   In*p  Rapt  99900403/ 
BQ-Ql. 

PQTAPDV8.U       Rtgion  4i    Dallas,    Vendor    Intpection   Branch        80/03/10 
IP. 

— BO0409OOS9  R.I pond i   to  NRC  900131    Itr   r«    deviation   noted   in  QA  Progran 
In«p   Ript   99900403/eo-Ol  Corrective  actions   reiponiaf   to 
future  NRC   Itiq.uirtes   that   Involve   hardware   o.u«Iltg   ulll    be 
bated   on   intensive  rtvleu  of   applicable   data 
BARNARD, J,      Oeneral   Electric   Co.      90/02/29       3pp 

SO04.090067  Act   receipt   of  800128   Itr   informing   NRC   of   steps    taken   to 
cornel;   deviation  noted    in  QA  Program   Insp   Rapt   99900403/ 
7™2iL^idl    in'°  r*1ulr»d   rt  prevention  of   Item  B   recurrence 
POTftPOVSiU.      Region  4i    Datlai.    Vendor   Impection   Branch        BO/02/S2 
lp. 


-8004090377  Respond*    to  WRC   B00215   Itr   ra   deviation  noted    in  QA  Progra 
Imp   Rept  99900919/79-03  Specific   BNUPP9   findings   will   be 
answered   applicable   to  all   Oaithersburg    projects   uilthin   90 
dags 

KOHEB.J  M       Dechtel   Pouer   Corp      (subs      of   Bechtel   Corp    ) 
BO/03/09        lp 

S0040903B2  Ack   receipt   of   791023  fc  000116    Itrs    informing   NBC   of   steps 
taken   to   correct   deviation   noted    in   QA  Program   Imp   Rept 
99900319/79-03  Requetts   confirmation   that   delayed   response 
to   Deviation   C   ulll   applij    to   all    licensee   divs 
POTAPOVS,U       Region   4,    Dallas,    Vendor    Inspection   Branch        80/02/13 


—8004090396  Responds    to   NHC   791221    Itr   re   deviation   notsd    in  OA  Program 
In»p   Rept  99900319/79-03  Corrective   actions    IE  Bulletin 
79-14   re   generic    implementation   program   for   operating 
plants,  Revision   S  uas   approved   b   Issued    for   use   on   791019 
HOMES,  J  hi       Qechtel   Pouar   Corp      (subs      of   Bathtel   Corp    > 
BO/01/16       3pp 

8004100001   Forwards   OA  Program   ln»p   Rept   9990  00  7  5/  BO-  01    on   600304-07   No 
noncompllance   noted 

PATAPOV8.U       Region   4,    Dallas,    Vendor   Inspection  Branch        BO/02/22 
Spp 
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— B00410000S  QA  Program  Insp  Rept  999Q0075/BO-OI  on  000304-07  No 
noncompl lance  noted  Major  areas  Inspected  design 
verification, computer  prog  rams ,  p roc ur amen t  document  control, 
mfg  process  control, matl  Identification  t  training 
WKITE6ELL,D  E  ,  KELLEY, W  D    Region  4,  Dallas,  Vendor  Inspection 
Qranth    BO/02/21    I3pp 

8004100031  Forwards  QA  Program  Insp  Hept  99900107/80-01  on  600107-11 
No  noncomp liance  noted 

POTAPDVB,U    Region  4,  Dallas,  Vendor  Inspection  Branch    80/02/22 
2p 

--8Q04I00034  QA  Program  Insp  Rept  99900107/80-01  on  Q00107-11  No 
noncompliance  noted  Major  areas  inspected  control  nf 
nonconf ormancos  &  corrective  action  fc  field  reported  const 
deficiencies  in  containment  vessels 

WHITE8ELL.D  E  ,  JOHNSON.  J  H  ,  BROWN,  R  L    Region  4,  Dallas,  Vendor 
Inspection  Branch    SO/02/14    19pp 


8004110031  Acfc  receipt  of  000311  I tr  informing  NRC  of  stops  taken 
correct  deviation  noted  in  QA  Program  Insp  Rept  9990O303/ 

Region  1.  Dallas,  Vendor  Inspection  Branch 


flO-OI 

POTAPOVS,  U 
lp 


BO/03/25 


— B0041I0037  fiaspnnds  tn  NRC  B0022B  Itr  re  deviations  noted  In  OA  Program 
Insp  Rept  99900302/BO-01  Corrective  actions  come-up  file  ays 
instituted  to  reinforce  audit  requirement  &  all  purchase 
orders  will  he  forwarded  to  QA  for  review 

FRIEDMAN.K  A    Western  Piping  &  Engineering  Co  ,  Inc    BO/03/11 
3pp 

--800411006-1  Forwards  QA  program  Insp  Rept  99900302/BO-01  on  B0012B-02Q1 
&  notice  of  deviation 

POTAPOv3,U   Region  4,  Dallas,  Vendor  Inspection  Branch    BO/02/2B 
2pp 

--B0041IQ044  Notice  of  deviation  from  inap  on  BOO1HB-0201 

»   Region  1,  Dallas,  Office  of  the  Director   BO/03/37   Spp 

--B0041 10037  QA  Program  Insp  Hunt  99900303/80-01  on  B0012B-0301 
Noncomp 1  lanes  noted  failure  to  take  action  re  audits  of 
personnel  records, QA  manager  not  reviewing  all  purchase 
orders  i  purchase  orders  issued  to  nonqualified  vendors 
WHITESELL.D  E  ,  BUTTON,  J  W   Region  4.  Dallas,  Vendor  Inspection 
Branch   60/02/27   7pp 


— 8004140040   Notice    of    deviation    from    imp    on    79IOI5-19 

*  Region    4,    Dallas,    Office    of    the    Director        79/11/15        3pp 

— 80041400'13    QA   Program    Insp    Rept    999O0017/79-O2    on    791015-19 

Noncomp  1  lance  noted  storage  practices  for  olectrodei  not  in 
accordance  uj/requirsd  procedures,  absence  of  mechanical  test 
data  &  failure  to  prepare  MRR  before  weld  repairs 

HUNMCUTT,  D   M    ,     ROflERDS,  H   W   ,     BARNES,  I         Region    4,     Dallas,     Vendor 
Inspection    Branch         79/11/15         ISpp 

B00415014S   Forwards    QA   Program    Insp    Rept    99900403/BO-O1    on   800107-11 
No   noncompliance   noted 

PA.TAPDVS.U         Region    4,     Dallas.     Vendor     Inspection    Branch         80/O1/31 
2pp 

—8004150149   QA   Program    Insp    Rept    999O0403/BO-O1     on    B00107-1I    No 
noncompliance    noted  Major    areas    inspected    special     fnsp    to 
verify    responses    to    deviation    in    Insp    Rept    99900403/79-02 
HALE,C    J    ,     ELLERBHAH,L    E         Region    4.     Dallas,     Vendor    Inspection 
Branch         80/01/31          lOpp 

B0042S0136  Forwards    QA   program    insp    rept    9990Q40O    on    7?0529   t<    1106-08 

I"   notice  of    violation 

STELLO,V        Office   of    Inspection   6  Enforcement,    Office   of    the 
Director        80/04/10        3pp 

— B004280139   Notice    of    violation    from    insp    on    790529   &     1106-08 

*  Office    of    Inspection   b  Enforcement,    Office    of    the   Director 
80/04/10         3pp 

— 8004280142  Notice   of   proposed    Imposition    of   civil    penalties    in  amount 
of    8100,000   re    NRC    790529   i     1106-08    insp 

*  Office    of    Inspection   &  Enforcement,    Office    of    the   Director 
79-HQ-001         80/04/10         lp 

— B0042BD146  Rept    of   790514-31    investigation  re    B'M  305    fuel    assembly 
PWR/alleged    nusceptlb i 1 1 ty    to   small    break   LdCAi 

THOMPSON,  D    ,     HARD, W   J         Executive    Officer    far    Operations   Support 
79/06/26         300pp 

— B0042B0149  Hept    of   791025-1126    Investigation    re   BfeVJ   NPOD/poss  Ih  le 
violation    of    10CFR21 

WARDiU   J   ,     OPUER,0   C         E-ecutlve   Officer    for    Operations    Support 
WILBUR. U  A        Division    of   Reactor  Operations    Inspections 
79-HQ-003         80/01/24         lOOpp 


3004140011  Ack  receipt  of  800303,0501  t  791230  Itrs  informing  NRC  of 
steps  taken  to  correct  deviation  noted  in  QA  Program  Insp 
R»pt  99900047/79-02 

f'OTAPOVa,U   Region  1,  Dallas,  Vendor  Inspection  Branch    BO/03/24 
IP 

—  SOD4I40015  Responds  to  NRC  600219  Itr  requesting  add  I  Info  re  deviation 
noted  in  QA  Program  Insp  Rept  99900047/79-02  Corrective 
actions  appropriate  instructions  have  been  forwarded  to 
storeroom  attendants  re  welding  electrodes  b  log  sheets 
MILLER,  T  D   Uastinghouse  Electric  Corp    TOM-  SO  -02  5   BO/03/03 
4pp 

--  B004H001B  Ack  receipt  of  000301  1  ti-  informing  NRC  of  steps  taken  to 
correct  deviation  noted  in  QA  Program  Insp  Rept  99900047/ 
79-02  rtddl  info  required 
PQTAPOVS,  U   Region  4,  Dallas,  Vendor  Inspection  Branch   SO/02/19 


—  •  B004280133   Rept    of    790719-OB17    Investigation    re    UiiW/NPGD   posilble 

violation    of    10CFR31 

WARDiH   J   ,     GOMER.O   C         Eiecutlve   Officer    POT    Operations    Support 

79-HQ-003         79/09/18         lOOpp 

8004290016  Ack    receipt    of   BO0321    Itr    informing   tlftC    of    steps    taken   ta 
correct   deviation   noted    in   QA  Program    Insp   Rept 
99900025/79-03 

POTAPOV8/U        Region   4,    Dallas,    Vendor    Inspection   Branch        80/04/03 
IP 

—  8004390023  Responds    to  NRC   80020S    Itr   re    deviations    noted    In   QA  Program 

Insp    Rept    9990O033/79-03   Corrective    action*    deficiencies    due 
to    lack    of    nondestructive    eiam   on    eight    lubatsembl  IBS 
corrected    prior    to   791231 

HOERKEiN  H        Southwest   Fabricating    &  Melding    Co      nubs      of    IU 
International    Corp    )        80/03/21        Bpp 


8004140050  Responds  to  NRC  B001  16  Itr  requesting  addl  info  re  deviation 
noted  in  QA  Program  Insp  Rept  99900047/79-OB  Corrective 
actions  storeroom  attendants  uere  ra  instruc  ted  as  to 
procedural  requirements  &  importance  of  compliance 
MILLER,  T  D   West  inghou"  Electric  Corp    TDM-SO-013   BO/02/01 
2PP 

BQQ414.Q02?  Ack  receipt  of  791220  Itr  Informing  NHC  of  steps  taken  to 
correct  deviations  noted  In  QA  Program  In«p  Rept  99900047/ 
79-02  Addl  Info  required 

POTAPOVS,  (J   Region  4i  Dallai,  Vendor  Inspection  Branch    SO/01  /li 
2pp 

8004140034  Responds  to  NRC  791113  Itr  re  deviation  noted  in  OA  Program 
Insp  fiept  99900047/79-02  Corrective  actions  importance  of 
compliance  re  storeroom  activities  was  reiterated  to  all 
personnel  &  unit  manager  ID!  1  1  review  log  theets  dally 
MILLER.  T  D   W»»tinghou<e  Electric  Corp    TDM-79-OB9   79/12/20 
7pp 

8004140037  Forwards  QA  Program  Insp  Rapt  99900047/79-02  on  791013-19  b 
notice  of  deviation 

POTAPOVS.U   Region  4,  Dallas,  vendor  Intpectton  Branch    79/11/15 
Spp 


—  B004S900B1  Forwards  QA  Proaram  Insp  Rept  99900023/79-03  on  791203,  19  fc 

20  &  notice  of  deviation 

PDTAPOVS,  U   Region  4,  Dallas,  Vendor  Inspection  Branch   SO/02/08 
2pp 

—80042900S7  Notice  of  deviation  from  ln»p  on  791209,  19  I"  20 

*  Region  4,  Dallas,  Office  of  the  Director    BO/O2/07   2pp 

—8004290031  OA  Prooram  Insp  Rept  99900029/79-03  on  791205,19  d  20 
Noncampllance  noted  failure  to  perform  certain  mabl 
nondestructive  exams.  Inadequate  Insp  of  piping  asinmbllei  t> 
failure  to  perform  radlographlc  elam  of  ueld  repair* 
BARNES,!,,  ROBERDB.HU.  HUNNICUTT.  D  M   Rsoion4,  Dallas,  Vendor 
Inspection  Branch   80/02/07    tlpp 

B004S9016B  Ack  receipt  of  S001I1  &  0317  Itrs  informing  NRC  of  stop* 
taken  to  correct  deviation  noted  in  QA  Program  Insp  Ropt 
9990033B/79-01 

SGVFRIT.K  V   Region  4,  Dallas,  Dffic*  of  th*  Director   SO/04/03 
IP 

—  8004290176  Responds  to  NRC  800522  Itr  re  violation  ti  deviation  noted  In 

QA  Program  Insp  Rept  9990033B/79-01  Corrective  actions 
signing  off  of  mfg  order  being  monitored  on  dally  basis 
Inspectors  &  QA  manager  cautioned  on  use  of  insp  stamps 
FRIEDMANrJ   Marvin  Engineering  Co  ,  Inc   BO/03/17.   10pp. 
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— B004S90I79  Ack   receipt   of   B00111    Itr    informing   NBC   of    stept    taken   to 
correct    violation*  1  deviation!    noted    in  QA    Imp  Rept 
99900339/79-01    Addl    info    required   re  notice   Df    deviation 
Items    3,6,7.9.  16,  18.33   &   24 

SEVFR1T,  K    V         Region   4,     Dallas.     Office    of    the   Director         90/03/23 
3pp 


9004080639   Comment!    on    proposed    Reg    Guide    1    97    guide    does    not 
proper   approach    to  accident    info   Requirements   are    too 
pervaiive    Guide    Should    differentiate    between    Info    need    In 
accident    situation  t  normal    operation 

BENDER. M         ACRS   -   Advisory    Committee    on   Reactor    Safeguards 
79/11/03         3pp 


— 8004290136   Responds    to   NRC    791025    Itr    re  deviation!    (i   violations    noted 

In  CA  Program    Insp   Rept   9990033B/79-01  No   proprietary    info 

Corrective;  action  OA  manual    reviled    to  reflect 
or jan I IB ti anal    change! 

FRIEDMAN,  0   M        Mjirvin   Enoineerinj   Co    ,  Inc         BO/01/11         34pp 

— B004290191    Forwards  QA  Prooram    Imp  Rept   99905339/77-01    on   79Q91B-31 
t<  notices    of   violation  &   deviation 

BEYFRIT.K-V        Region  4.    Dallai,    Office    of    th»   Director        79/10/25 
2pp 

--80042702O1   -Notice   of   violation   from   imp    on   790918-21 

*      Rigion    4,    Dallas,    Office   of    the   Director        79/10/55        IP 


QOO4Q90631  Queatloni  Reg  Guide  1  97.  Revision  2  rn  timely  heat  bal 

faedwater  sys  tomps  (•  reactor  coolant  Inventory  requirement 

CATTON.  I    ACR8  -  Advisory  Commtttae  on  Reactor  Safeguards 
79/1  1/03    Ip 


-B004290203   Notice    of    (aviation   from    in*p    on   790918-21 
*      Rigton   4.    Dallas,    Office    of    the   Director        79/10/25 


13pp 


—  B004290212   OA  Program   In*p    Rept  99900338/79-01    on  790918-21 
Nomcompliance   noted    failure    to   comply   W/10CFR31    re   adoption 
of    procedure!    far   evaluation   of    deviation! 

BARNES.  I    .    ELLENBHAU.L  E    .    HUNNICUTT,  D  M        Region   4.    Dallas,    vendor 
Inspection  Branch        79/10/29       Sipp 

B004300OB4   Aci    receipt   of  90OIEB  d  0317    Itri    informing   NRC    of   itepi 
taken    to    correct   deviation    noted    In  QA  Program   Imp   Rept 
999Q0403/  79-03 
PQTAPOvH.U        Region  4,    Dallas,    Vendor    Inspection  Branch        BO/04/03 


B004300092  Fi**pDndi    to  HRC    800222    Itr   re    deviation  noted    in  QA  Program 
In«p  Rapt   99900403/79-03  Corrective   actions  will   revise 
Quality    Procedure  30  ISO    to   strengthen  ui*ldlng   quality 
rnulrtmnnt*  t,  checklist    uilll    ba.    developed 
BARNARD,  J       Otneral   Electric   Co        BO/03/17       2pp 

8004300093  Ack   receipt   of    B0012B    Itr   requesting   addl    info  re    Item  B 
Cownilti.    to  reyleu  of   supplier    fkericetion   proosf   iheeti   to 
aiiure    proper   lequenclnj 
PATflPOVS.U.      Region   4.    Dallat.    Vendor    ln»pectlon  Branch        80/02/22 


—  B004300107  Re»ponil!    to  NRC    791214    ItT   re   dtvlatloni   noted    in  QA 
Imp    R»pt  99900403/79-03  No  proprietary    Info  Dellnate! 
QA  mgt    Itvel    ptrionnel   rgmponslblli  tiei   t,   commit!    to   review 
of   iiiori    ordert 
BARNARD,  J       Ceneral   Electric   CD        QO/01/SB        lOpp 

8004300217  Forwards  OA  Program    Imp   Rept   99900709/90-01   on  000313-15 
No  noncompl  lance   noted 

FDTAPOVa.U-      Region  4,    D«tla*.    Vendor    Inspection  Branch        80/03/05 
2pp 


Comments    on    proposed    Rug    Quido    1    97.{lBVlslon    2    guide    is    weak 
in   defining    uhat    should    tie    done  ^/measured    info 
LIPINSHI.WC         Arjonne    National    Lflboratoru         79/10/39         2pp 

—  BO040B0646   Comments    on    propojed    Reg    Guide    1    97,  Revision   2    design    ihould 

consider    effecti    of    nonieismic    Categnri;    1    bldg    on 

I  nit  rumen  tat  ion   components 

ZUDANS,  2        Franklin    Insti  tuts/Frank  1  in  fteaoarc  h    Centar        79/10/30 

2pp 

—  B0040B0655  Comments    on   proposed    Reg    Guide    1    97.  Revision  2   roqu  ireraants 

are   unjustified   Hare    graded    set   of    requirements    should    be 

specified    BO    quality    of    instruments    la    commensurate   u/safotu, 

importance 

BUCHHQU.R   H         General    Electric    Co         MEN-270-79         79/11/03         4pp 

—  B0040B0661    Foruiards    comments    on    proposed   (leg    Guide    1    97.Revi»inti    S 

format  of  Table  2  t>  3  should  be  reversed  so  that  purpose 

appear!  flrit  variable  tupei  D  fc  E  should  be  deleted  from 

scope 

TAYLOR.  J  H    Babcock  >,  Wilcoi  Co    79/11/06    ipp 

B004090294  Comments  on  proposed  Revision  2  to  fiag  Guide  1  97  ref  to 
ANS  4  3  ii  inappropriate  until  AN3  4  3.  Draft  4,  hat  been 
approved  ANS  <l  9  committee  post-ace  Ident  qualification 
period  of  100  days  ihould  be  endoried 

BTAMPLEY.N  L    Hlislislppi  Pouer  fc  Light  Co    AECM-QO/S3    80/03/10 
6pp 

9004100071  Comments  on  proposed  Reg  Guide  t  97.  Revision  3  normanont  ly 
installed  remote  monitors  should  have  upper  range  of 
10  n/hr  Points  immediately  adjacent  to  release  point  thould 
be  kept  at  100  R/hr 
KROQN.J  C   Affiliation  Unknown   BO/03/07   3pp 

B004100536  Comments  on  draft  rag  guide,  "Measurement  of  Radiation 
Levels  on  Surface!  of  Packages  of  Radioactive  Until  "  Values 
in  Table  I  should  be  changed  to  anuro  surface  radiation 
level  never  exceeds  200  mremi-h 
MUNRO.J  J   Tech/Opi  (Technical  Operations,  Inc  )    BO/03/1O   3pp 

B004100341  Comment!  on  proposed  Reg  Guide  1  97.  Revision  2  QA  program 
ihould  be  Invoked  re  initrumentat  Ion.  application  b  design, 
but  not  imposed  on  manufacturer  of  Instrumentation 
components  for  Type  0  or  E  iyi 
8TAMPLEY,N  L   Miliisslppl  Pouer  t.  Light  Co   BO/03/10   6pp 


—8004300882  OA  Program   INip    Rept   99900705/80-01    on  800213-19  No 
noncompliance  noted  Major    areai    Impected    follouup    on   rtptt 
t«    incorrect   matt   uied    For   fabrication  of   spring*    for 
ftltcfcro-hgdrauiic   valv«   actuators 

ELLERSHAW.  L  E,  ,    HUNNICUTT.  D  K       Region  4,    Dallas,    Vendor    Inspection 
Branch.        BO/02/29.       3pp 


REGULATORY   QUIQEB 


B0040203B1?  Proposes   changes    to  Reg   Quid*    1,133,  Draft  4i  rt  callbr  method 
for    loose    part  monitors  which   uiill    significantly   reduce 
radiation   «xposure  of  opiraton    during   V&LPM  channel    callbr, 
Draft    of    revised   Paragraph    3. a    (3)    encl, 

PEKFHA.,  P.  J        RocVuell    Int»rnition»l    Corp        BOESQ-2661,      BO/03/24 
3pp, 


8004100543  Comments  on  proposed  Reg  Guide  I  97, Revision  2  environ 
radioactivity  exposure  rate  in  upper  range  of  ID  remi  per  h 
should  be  adequate, 
KROOM.JC   Router-Stokes,  Inc   80/03/07   Ip 

B004100546  Forward*  addl  commsnts  on  propoied  Reg  Guide  1  97, Revision 
2  clarification  is  needed  re  use  of  instrumentation  for 
routine  environ  monitoring  purposes  &  type  of  monitors 
required  for  sample  analysts 
LQOMIBiJ  3   Sargent  d  Lundy,  Inc    BO/03/11,   3pp 

B004100561  Commantl  on  draft  reg  guide,  "Measurement  of  Radiation 
Levels  or,  Surfaces  of  Packages  of  Radioactive  Matls  " 
Question!  if  Paragraph  1, Section  C  means  that  special  form 
natural  t>  depleted  U  can  be  shipped  In  expand  state 
LEVIN.8   Army.Dept  of,  Mails  !.  Mechanics  Research  Center 
BO/03/06   Ip 


9004110127  Comments  on  proponed  draft  reg  guide,  "Measurement  of 
Radiation  Levels  on  Surfaces  of  Package!  of  Radioactive 
Hatl  "  Energy  response  should  be  addrened  using  relative 
intercomparlson  w/«neroy  Independent  instrument 
JACOB80N,  D,  A   Nebraska,  State  of   80/03/13   3pp 

B0041103S9  Foriuards  comments  on  proposed  Reg  Guide  1  97, Revision  2 
variables  can  be  grouped  In  generic  categories  &  guidance 
should  b*  provided  for  proper  selection 
DOPCHIEiH   Belgium   80/03/13   ipp 


B004140179  Comment*  an  proposed  Reg  Guide  1  97,Revl«ion  2  pres.urlier 
temp  Si  presiuriier  iprau  flow  or  spray  valve  position  ihould 
be  added  to  Table  S.Pagv  11 
CDX.E  L   Black  Si  Veatch,   BO/03/07    Ip 
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0004180120  Notification  of  800409  meeting  u/C-E  in  Bothesda,  MD  to 
discuss  high  range  affluent  monitors  for  Lessons  Learned 
requirement:  &  Reg  Guide  t  97 
BARRETT. L    Envl ronroental  Evaluation  Blanch    BO/04/03    lp 

80041B0332  Comments  on  proposed  Revision  2  to  Reg  Quida  1  97  instrument 
Types  D  fc  E  could  jeopardiie  operation  of  seismic  qualified 
instrumentation  if  on  some  power  source  Prossuriier  temp  & 
spray  flow  should  be  added  as  Measured  variables 
COX.E  L   Black  &  Veatch,  Southern  Science  App 1 i cations, Inc  ,  Dtv 
BO/03/07    lp 

ao04B1017a  Forwards  rcviseff  PUR  near-term  OL  group  generic  comments  for 
(leg  Guide  1  97, proposed  Revision  S 
PARKER,  U  0   Duko  Pouer  Co   80/04/01    14pp 


8004040342  "Acoustit  Emi ssion/Flau  Ralat i onsh ip s  for  Inservice 
Monltoiing  of  Nuclear  Pressure  Vessels,"  monthly  progress 
rept  for  Jan  1980 

HUTTON.P  H  ,  KURTZ, R  J    Battelle  tlemorlal  Institute,  Pacific 
Northeast  Laboratory    FIN  B-20BS    BO/02/19    16pp 

B00404Q369  "Safeguards  Analysis  for  Byproduct  Matlfl  tt  Email  Quantitias, 
of  SNM. "  monthly  progress  ropt  for  Jan  19BO 

CHESTER,  R  Q  ,  HONAK,  It  K  .  RANDOLPH,  11  L    dak  Ridge  National 
Laboratory    FIN  B-610B    ORNL/HABnD-68    BO/O2/13    6pp 

0004070145  'Torecasting  Electricity  Demand  by  State  &  by  Util  Bvc 
Area,"  progress  rapt  for  Fob  19BO 

CHERN.W  B   Oak  Ridge  National  Laboratory   FIN  D-0190-G   8O/03/O7 
Spp 


8QQ4H20147  Comments  on  proposed  Revision  3  to  Flag  Guide  1  97  Type  A 
variables  omitted  due  to  plant-specific  nature  should  be 
grouped  in  generic  categories  m/guidance  for  proper 
selection 
DQPCHIEiH   Affiliation  Unknown   2/SOO/D  D  /C  D   60/03/13   £pp 

8004220210  Comments  on  proposed  Revision  P.  to  Reg  Guide  I  97  upper 
limit  of  environ  radioactivity  eipoaure  rate  measurement 
range  should  be  reduced  to  allow  for  atmospheric  dispersion 
Forwards  Presidential  public  statement  on  Kemeny  rept 
KfiOON, JC    Rtjutor-Stakea,  Inc    80/03/07    lp 

6004350340  Comments  on  proposed  Revision  2  to  Reg  Guide  1  97  does  not 
state  where  permanently  installed  monitors  for  assessment 
of  plant  &  environ  conditions  following  accident  should  be 
placed  Telemetry  uiill  poia  maint  problem 

PILANT,  J  M   Nebraska  Put  He  Power  District   LQABOOQQSa   80/03/03 
3pp, 


RES 


RESEARCH  AND  TECHNICAL  ASSISTANCE  REPORTS 


B0041S01S2  "KURD  Monthly  Rept  for  Jan  1980 
YBARRONDO,  L  J  Energy  Engineering  Oroup 
200p  p , 


YDR-34-SO    00/02/29 


8004010415  Forwards  final  raptr  "Policy  Recommendations  for  Treatments 
of  ATWB  Events  for  Standard i led  Nuclear  Pomer  Plants  " 
GOLAY.M  U   Massachusetts  Institute  of  Technology    NRC-03~79-I44 
80/03/21    lp 


—0004010422  0004010415 

"Policy  Recommendations  for  Treatments  of  ATW3  Events  for 
Standard! (ed  Nuclear  Power  Plants,"  final  rept 

OOLAY.M  W   Massachusetts  Institute  of  Technolooy   NRC-03-79-144 
BO/01/09   39pp 

000402014H  "Data  Summaries  of  LERs  of  Diesel  Generators  at  US 
Commercial  Nuclear  Power  Plants  from  Jan  1976-Dec  1970," 
data  summary  rept 

POLOaKI.J  P  ,  SULLIVAN,  W  H    EG  V  0,  Inc    TIN  A-6276    EEQ-EA-3072 
80/02/27   39Bpp 

aoo4oaoiss  niu-os? 

Hesaarch  Info  ttr  37  submit*  results  of  emergency  core 

coolant  bypass  research  performed  at  Battelle  Columbus  Labs 

&  Dartmouth  College 

LEV1NE, B   Office  of  Nuclear  H»gulatory  Research    79/08/10   6pp 


Q004070413  "Core  Molt  i.  Separata  Effects  Program,"  monthly  Itr  for 
Fab  I9BO 
HERMAN,  M   Sandia  Laboratories   00/03/06   4pp 

8004000075  "Loft  Monthly  Progress  Rept  for  Jan  1900  " 

KAUFMAN.N  C   EG  t-  G,  Inc    TIN  A-&04B   Ld-MR-003    00/03/59   94pp 


B0040a0002  "Calibr  of  Loft  Modular  DTT 
Drag  Disc,  "  Vol  2 

8DLDRIO,  C  M  ,  0HULL.O  B  ,  GOOD,  R  R    EG  (.  G,  Inc 
LD-OO-BO-I  13    BO/OS/29    233pp 


Loft  Production  DTT  W/Small 
FIN  A-a049 


8O04080094  "Stress  Corrosion  Cracllng  of  PUR  Steam  Oennrator  Tubing," 
monthly  highlight  Itr  fro  Jan  1980 

BULISCHECKrT  ,  VAN  RODYEN,  D    Hrookhaven  National  Laboratory    FIN 
A-32OS    00/02/15    Spp 

B004QBQ219  OIL-OB4 

llasBarch  Info  Ltr  B4  submits  results  of  study  of 

liquefaction  resulting  from  760204  earthquake  near  Lake 

Amat  It  Ian,  Guatemala 

BUDNITZ.R  J   Office  of  Nuclear  Regulatory  Research    BQ/O3/24 

23pp 

S004080242  "LWR  In-Plant  MoasurBmeni;  program.  "  monthly  pragr»»*  rept 
for  Fob  1980 
HANDLERS.  W   EG  t.  G,  Inc    FIN  A-607S   80/03/10   4pp 

80040B02B3  "Blocide  Dypraducts  in  Aquatic  Environs,"  quarterly  progrnB* 
rept  for  Oct-Dec  1979 

DEAM,R  11   Dattelle  Manorial  Institute,  Pacific  Narthiuest  Lab-oratory 
FIM  D-B098    79/12/31    39pp 

8004080270  "8SC  Code  Development  1<  Validation,"  monthly  highlight  Itr- 
for  Dec  1979 

AORAWAL.A,  K  ,  OUPPY,  J  0   Brookhaven  National  Laboratory    FIN 
A-3Q13-0   79/12/31   6pp 

0004000294  "TRAC  Assessment  ti  Model  Development,"  monthly  highlight  Itr 
for  Jan  1900 

JONES,  0  C   Qrookhaven  National  Laboratory   F-IN  A-3213   90X01/31 
Spp 

B004080302  "LWR  Thermal  Hydraulic  Development  Program,"  monthly 
highlight  Itr  for  Dec  t979 

JQNEB.O  C   Brookhaven  National  Laboratory   FIN  A-3Q43   79/12/31 
4pp 


8004040027  " Invest igation  af  Post-Critic*!  Hiat  Flut  Hiat  Transfer  for 
Water-Cooled  Reactor  Application  &  Development  of  Two-Phase 
Flow  Instrumentation,"  monthly  progress  rept  for  Feb  19QO 
CHEN.J  C  ,  QUNDARAM.R  K  ,  NUHAWAN,  S   Lehlgh  Univ   FIN  A-4033 
NRC-04-74-180   80/03/17   fipp, 

000404002Q  "Eipertraental  Crltlcallty  Data  for  Coda  validation," 
Informal  monthly  progress  rept  for  Fob  1900 

BIERMAN,  S  R   DflltelU  Memorial  Institute,  Pacific  Northuiest 
Laboratory    FIN  D-2094   00/03/04   3pp 

6004040204  "Shipping  Cask  Sabotage  Source  Term  Inv»« tlgation, " 
monthly  progress  rept  for  Feb  1900 

ECHMIDT-E  W   Battelle  Memorial  Institute,  Columbus  Laboratories 
FIN  P-6Q13   NffC-04-76-293   80/03/OB    4pp 

0004040210  "Impact  of  Dtcontamlna tion  on  LWR  Raduatt*  Ti-Batment  Sys," 
monthly  progriss  rept  for  Fab  1980 

DIVINE,  J  fi    Dattelle  Kemorial  Institute,  Pacific  Northwest 
Laboratory   FIN  B-2303   00/03/12    19pp. 

0004040270  "Accident  Aerosol  Characterization, "  monthly  progress  rept 
for  Feb  19BO 

MISHIKA,  J,  ,  DWZARSKI.P   Battel  le  Memor  ia  1  Institute,  Pacific 
Northwest  Laboratory   FIN  B-22B7   00/03/07   3pp 


30040BOS03  "Ramona  Cade  Mod  (.  Evaluation,  "  monthly  highlight  Itr  for 
D«c  1979 
LEVINE.H  M   Hrookhaven  National  Laboratory,   FIN  A-3014    79/12/31 


B004080673  "Evaluation  of  LWR  Residual  Heat  Removal  Under  Accident 
Condition*,"  monthly  highlight  1  tr  'for  Jan  1950 

BURI.R  A    Brookhaven  National  Laboratory    FIN  A-3319,   BO/0  1/31, 
Spp 

B0040B06B4  "Best  Estimate  Prediction  for  LOFT  Nuclear  Eiperimen* 
L-3-2,  "  pi'Btmt  prediction  rrpt 

KEE,  E  J  ,  SHINKO.  M  B  ,  BRUSH,  w  H   EO  fc  0.  Inc    TIN  A-604O, 
EOG-LOFT-SOB9   80/02/29   80pp 

000409006S  "Electrical,  Instrumentation  i"  Control  Aspects  of  Propos»d 
Tach  Specs  Change  Re  Blocking  of  Safety  Injection  Signals 
Whtn  Presture  Is  Dalou  2000  psig,  "  technical  evaluation 
rapt 
MAVS,S  E   EO  fc  0,  Ine   FIN  A-68S6   EGO-CA-8106   BO/02/29    Hpp 

B00409O133  "HTOR  0afety  Program,"  monthly  highllnht*  Itr  for  Jan  19SO 
SASTRE,  C   Brookhaven  National  Laboratory   FIN  A-3016   QO/O2/04 
Spp 
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600)4090312   "Thermal    Hydraulic    LMFBR   Safety    Eiper imenti, "    monthly 
htohlight    Itr    for    Die    1979 
JONES, 0   C         Brookhaven   National    Laboratory         FIN   A-3024         79/13/31 


8004150036    "Evaluation    of    Docket    Filea    of    Terminated    Licenses.  "    monthly 
progress    repl    for   Feb    1990 

LANTZ.P    H    ,     DICKSQN.H   W         OaV    Ridge    National    Laboratory         FIN 
A-9085-7         ORNL/HA5RD-70         80/O2/39         20pp 


8Q04090324    "Thermal    Hydraulic    LMFBR   Safety   Eipenments,  "    monthly 
highlight    Itr    for    Jan    1980 

JONES.Q   C         Brookhaven   Natidnal    Laboratory         FIN   A-3034         BO/01/31 
4.pp 


BQ041S0056   "Reactivity    Initiated   Accident   Teit   Berles   Taut   RIA    1-4 
Experiment  Predictions    " 

FUKUDA,S   K    ,     MARTINSON,  Z   fi         EG   t<   G,     Inc         FIN   A-6O41 
EOQ-TFBP-5023         80/02/29         74pp 


80Q410025B   "Advanced   Reactor  Safety   Analysis  "   monthly   highlight    Itr 
for   Owe    1979 

BARI.R   A         Brookhaven   National    Laboratory         FIN   A-3000        90/QU07 
4pp 


BQ04150063   "DWR  Bloiudoum/Emergency   Control    Ctr  Program."   monthly 
progress    rept    for  Feb    1980 

BURNETTE.G   g        General    Electric    Co         FIN    B-3014         NRC-94-76-21  5 
BO/02/29         Spp 


BOQ410032B  "Estimators    for   Binomial    Failure  Rate   Common  Causa  Model 
ATUQOB.C   L         E8   (.   0.     Inc         FIN   A-6292         EOQ-EA-S113        80/03/31 
B3pp 


8004150066   "Physical    Protection   of  Nuclear   Matl    In   Transit"    quarterly 
progress   raporti Jan-Mar    199Q 
CHfiPMAM.L   D       Sandia   Laboratories        FIN  A-1173        BO/03/ao        6pp 


0QO4100378    "LOFT    Test   Support    Branch    Data    Abstract   Rept   -   LOFT   Fuel 
Rod    Thermocouple   Callbr   TestrRod  RRF  A-8B1Q3  " 

SOLBRIQ.C    H    ,     TOLHAN.E   L   .    SELCHO,  H    B         EC   J.   0,     Inc         FIN   A-iQ49 
LTR    141-100         79/04/30        S3pp 


9004150475   "Once-Through   Steam  Generator   Modeling    for    Analysis    of    TMI 
Incident,"    conference   paper 

HSU.C    J    ,     BH1ER.W   0    .     LEVINE,  M   M         Drookhaven   National    Laboratory 
BNL-NUREQ-271B9         BO/04/10         6pp 


aOQ4100398   "Definition   of  Parameter*    for   Major  Accidents   at   Watte 
Solidification  t  Spent  Fuel   Storage    Facilities"    Informal 
monthly   progress    rept    for  F»b    1990 

FEBERICK.  E   J       Oak   Ridge  National   Laboratory        FIN  fi-0425        SO/03/26 
3pp 


8Q0416Q083   "Assessment   of   Radiation   Doses  Resulting    From  Releases    of 

Rn-222  t  Ra-226  From  U  Mining    t>  Milling  Activities,"    monthlu 
progress   rept    for   Feb    I960 

TRAVIS, C    C    ,     MCDaWELL-aOYER,     WATBON, A   P  Dak    Ridge    National 

Laboratory         FIN   H-029I         ORNL/HA8RD-72  BO/03/14         3pp 


8004100411    "Div  of  fitactor  Safety  fles earch-ORNL  Programs."   Feb    1990 
monthly  highlights 

MUYATT     Oak  Rittos  National   Laboratory        FIN  11-0413        NflC-60~19-l  1-01 
BO/03/10        30pp 


8004160095   "Safeguards   Analysis    for    Byproduct!   Matls   !<  Small    Quantities 
of    SNKi "    monthly    progress    rept    for    Feb     I960 

CHESTER, R   Q   .     KANAK.K   K    ,     RANDOLPH, M   L         Oak    Ridge    National 
Laboratory         FIN   11-6109         ORNL/KASRD-71         80/03/15         6pp 


BOO41009B7   "Advanced  Reactor  Safety   Analysis    Technical    Assistance, 
R««ctor  Projncts,"  monthly    highlights    fop   Jan   19QO 
BARI.R  A        firookhaven  National   Laboratory        FIN  A-3000        BO/O2/01 
4pp. 


B004170120   "Quick  Look    Rept   on  LOFT  Nuclear   Experiment   L3-3, " 

experiment   data  presentation  rept 

LINEBAROER.J   H  EO   fc   0,     Inc  FIN   A-6048        ECO-LOFT-3104         90/02/29 
30pp 


Q004100S90  "S3C  Code  Development   &  Validation."  monthly    highlight    Itr 
for   Jan    1980 

AGRAHEL, A  K   ,    CUPPYi J  0       Brookhaven   National   Laboratory        FIN 
A-301B-B       80/01/31        6pp 

B004100994   "Bubtatfc   A'RAHDNA  Code  Hod    t  Evaluation"   !.   "Suotaefc   B    IRT  I< 
RETRAN  Code  Hod   tc  Evalution,  "  monthly   highlight    Itr   for   Jan 
1«?BO 
LEVINGrM  M        Brookhaven  National   Laaoratoru        FIN  A-3014        BO/01/31 


B004I70274    "Technical   Evaluation   Rapt   of    Degraded   Grid   Protection    for 
Clais    IE  Pouer   Sys   at   Brunauick   Steam  Electric    Plant) " 
technical    evaluation   rept 

CLEVELAND,  J   C         EO   «.   0,     Inc         FIN   A-62S6         EQQ-EA-310?        BO/O2/29 
Bpp 

8004170276   "InserviCB   Testing    Evaluation    of  Check   Valves   at   9t   Lucie 
Unit    1    Nuclear   Station,"    technical    evaluation  rept 

FEHHINOERiJ   M        EO   (,   0,     Inc         FIH   A-623S         EOO-EA-3097         BO/02/29 
13pp 


BO04100S9?  "LHR  Thermal   Hydraulic   D«v*lopm>nt   Programi"   monthly 
highlight    Itr    for  Jan    19BO 

JOWES,0  L        Brookhaven  National    Laboratory        FIN  A- 304 5       BQ/01/31 
4pp 

80O4110521   Evaluation   of  LHR   Residual    Heat   Removal   Under   Accident 
Condition*."   monthly   highlight    Itr    for   Dec    1979 

BARIpR  A        BrookFiaven  National   Laboratory        FIN  A-3319        BO/01/07 
Spp 


lactrlcal,  Initrumentalion  &  Control    Aspects    of  Override   of 
Purge   Valve   Isolation  «,  Other  Safety   Feature 
nfortnal   ript 
0   h   0,     Inc         EQO-EA-9098         BO/02/29         13pp 

lecht-Siastt  Program,"   monthly   progress   rept    for  Jan    19 BO 
Heltlnghoute  Electric   Corp        NRC-04-77-127       flO/02/22 


tie  Pacilitij   Nonsecurity   Parionnel    Response    to 

>khaven  National   Laboratory        FIN  A-3000 
78/12/13       33pp 


Facility  Employees   Response    to    Intrusion  Alarm. 

okhaven  National    Laboratory        FIN  A-3000, 
7B/li/iS       38pp, 


Facility   Threat  Analysis  &  Tactical   Response 
mat  rept 

khavtn  National   Laboratorv        FIN  A-3000 
79/10/19        103pp 


Assissmant*  of  Fu«l  CucU  Facllitiet,"  monthlu 
F»b    1980 

idgi  National    Laboratory,      FIN  B-0279, 
SO/Q2/E9        6pp 


B0041702B7    "BWR    Ref i 1 1-Ref lood    Program,"    monthly    Itr    for   Feb     19BO 

BURNETTS, 0   W         Oeneral    Electric    Co         NRC-04-79-184         80/03/13         Spp 

B004170299   "Electrical    Instrumentation  &  Control    Aspects   of  Ovorrlda   of 
Containment   Purge  Valve    Isolation  ti  Other   Safety   Feature 
Signals. El   Hatch   Nuclear   Plant,"    Informal    rept 
UDY.A.C.      EO  *  0.     Inc        FIN  A-6356        EOO-EA-5110        HO/02/29        9pp 

8004170334    "Electrical    Instrumentation   t>  Control    Aspects   of  Override 
of  Containment  Purge   Valve    Isolation   '*  Other   Safety   Feature 
Signals, Millstone  Nuclear  Pouer   Station,"    informal    rept 
UDV.A   C         EO   fc   0.     Inc         F1N-A-6256         EGQ-EA-S111          BO/03/H9         9pp 

8004230300   RIL-62 

Faruartfs  HUREO/CR-0379,  Vol    5.     "Repti   Distributed   Under  NRC 

Reactor  Safety   Research   Foreign   Technical    Exchange   Program, " 

d  NUREO/CR-0430,     "New  Madrid    Se ismotectonlc   Study    - 

Activities   During   FY7B   " 

LEVINS,  9       Office   of   Nuclear   Regulatory   Research        79/10/1B        6pp 

8004240152  Forwards    informal    progress   rept    for   Dec    1*979   for  FLECHT- 
8EA8ET 

MASSIE.H  W       Westlnghouse  Electric   Corp        NRC-04-77-127       80/02/11 
7pp 

6004240440   "Fuel    Cycle  Facility    Threat  Assessment   !•  Response 
Proceilures,  "    Informal    rept 

Q'BRlANiJ  M  ,    CADWELL, J  J        Srookhaven   National    Laboratory        FIN 
A-3000         BNL-NUREO-24B71         78/12/1 S,        74pp 

8004240443   "Matl   Control   *-  Accounting   Effectiveness    Evaluation 
Development,  "    informal   monthly    progress    rept   for   Jan    19SO 
POOQ1Q.A       Lauirsne*   Livermore   Laboratory        FIN  A-011S       BO/04/O4 
7pp 

B00424044B   "9emlscale  Mod~3  Small    Break    Tist  8-8B-2A    " 

FAUBLE.T   J        EO   &   0,     Inc         FIN   A-6038         EQO-SEMI-31 13        80/03/04 


NONDOCKETED  ITEMS 


39E 


800424047S  "Eipor imenta 1  Evaluation  of  Ventilation  Bys  Components 
During  Large  Pressure  Pulses,"  Informal  monthly  progress 
rept  for  Feb  19BO 

GREGORY. U  B    Los  Alamos  Scientific  Laboratory    FIN  A-703B 
BO/03/2O    3j)p 


— 80043B0306  Forwards  results  of  evaluation  of  fire  resistance  of  Raychem 
heat  shrlnkablo  splice  inatl  foi  comparison  u/res  i  stance  of 
cable  FR-i  test  showed  that  splices  looked  as  good  as 
average  cable  matl 
KLAMERUS-L  J    Sandia  Laboratories    80/03/21    Bpp 


BOO42404S7  "Unified  Transport  for  Pouior  Plant  Assessment."  monthly 
progress  rept  for  Jan  i960 

it   Dak  fiidgc  National  Laboratory    FIN  B-O16B-9    ORNL/ED/E1S-1 19 
BO/01/31    4pp 

9004380033  "Analysis  of  Gas  Circulation  in  Conlal  ntnent  of  High  Temp 
Gas  Cooled  Roaetor, "  informal  rapt 

QMATA.  I  ,  TAKAHASHI.H    Brookhaven  Nat i onol  Laboratory    FINA-3016 
BNL-NUHEG-27369    80/03/31    17Opp 

B0042B003B  "Critical  Flashing  Flows  in  Nantes  U/Subcooletl  Inlet 
Conditions  " 

ABUAF.N  ,  JONES,  I)  C  ,  WU,  B  J  C    Brookhavon  National  Laboratory    FIN 
A-3049    BNLONUREG-27912    80/03/31    36pp 


B0042B02B5  Forwards  NfIC  dlv  directors'  B004D2  Itr  re  agreement  to 
proceed  w/next  series  of  tests  using  connectors  from  McOulre 
penetration  connect on 
HURLEY,!  E    Division  of  Reactor  Safety  Research    BO/04/10    Ip 


POSITION  PAPERS  BEFORE  THE  COMMISSION 


7812130219  Responds  to  7B03ti  FOIA  request  for  SECY77-24B, SECY77-26BA. 
SECY77-26BB,  SECY77-26BC  t  OPE  memo  Portions  of  documents 
withheld  (ref  1QCFR9  1 5  fc  3  790) 
FELTDN.J  H   Division  of  Rules  and  Records    79/13/05   3pp 


B0042BQ041  "Htoh  Temp  Mass  Ti ansport  Experimental  Program,"  informal 
rept 

QROUCQCK.F  0  ,  HEIBEfliJ  H   Broo*haven  National  Laboratory    FIN 
A-3016    BNL-NUREG-27303    BO/03/31    34pp 

0004230039  "NRC  Safeguards  Matl  Control  Project,"  monthly  progress  rept 
for  Feb  1900 

POQOIOiA   Lawrence  Livormore  Laboratory    FIN  A-0113   MC 
SO-04-02-LR    00/03/07    7pp 


8004010016  Transcript  of  800319  meeting  in  Wash ington, DC  re  NRC 
enforcement  program  Pp  1~39 
*   Commission    SO/03/ 19    39pp 

--8Q04010017  SECY-SO-139 

Describes  various  tgpes  of  enforcement  actions  re  request 

for  Commission  approval  of  general  statement  of  enforcement 

policy 

STELLO.V   Office  of  Inspection  (.  Enforcement,  Office  of  the 

Director   BO/03/13   3Bpp 


BOQ43B0063  "Task  S-Natl  Waste  Package  Program  " 
SCHUElTZCRi D  0    Urookhaven  NaLional  Laboratory 
BNL-NUHEO-27343    BO/03/31    lOpp 


FIN  A-3IS8 


80042B0071  "Preliminary  Pretest  Analgsis  of  FFTF  Loss  of  Pouier 
Acceptance  Testi,"  informal  rept 

EPEL.L  0  .  GUPPV,  J  0  .  KENNETT.  f!  J   lirookliavnn  National  Laboratory 
FIN  A-30-VI    BNL-NUReO-2711i   GO/04/30    63pp 

B00430003S  "Oenoral  Legal  Problomi  Affecting  Nuclear  Ouard  Tactical 
Responses. "  informal  rept 

CADUELLi J  J   Qroukhavon  National  Laboratory    FIN  A-3067 
ONL-NURCO-S4B73    7B/ 1 1 / 1 3    20n  p 

800430057'!  "Physical  Protection  of  Nuclear  Fac  1 1  i  1 1  os,  "progress  rept 
far  Fab  1900 
CHAPMAN.L  D   Bandia  Laboratories   FIN  A-1060    HO/03/EO   7pp 


— 8004010031  Endorses  objective  re  development  of  strong. sip  1 ic i t 
enforcement  program  Requests  mod  of  coordination  statement 
to  include  benefits,  costs  ic  Commission  guidance 
requirements 

HALLER.N  M   Office  of  Management  and  Program  Analysis   BO/03/10 
2pp 

8004010031  8ECY-80-045 

Foruiards  Executive  Branch  position  on  800131  applications 
for  licenses  to  export  highly  enriched  U  to  Belgium, West 
Germany, France  i  the  Netherlands  Requests  comments 
SHEArJ  fi   Office  of  International  Programs   BO/01/24   Ip 

— 8O04O1Q47B  Eiecutlve  Dranch  position  re  five  Transmit  leapi  Inc 
applications  for  licenses  to  export  highly  enriched  U  to 
Belgium, West  Germany, France  h  the  Netherlands  Recommends 
issuance  of  licenses  Ltrs  of  assurance  end 

NOSENZO,  L  v   State, Dept  ofi  Bureau  of  Oceans  h  Internatl  Environ 
ft  Scientific  Affairs   BO/01/21    ISpp 


RCVIEW  ORP   NRC  RESEARCH  RCVIFIW  OSOUPB 


B0041004G9  Forwards  summary  of  Advanced  Code  Revleu  Group  800124-23 
meeting  In  Silver  Spring. Ml) 
ZUBER.N   RROH  1-14,  Advanced  System  Code   80/03/28    Ip 

--00041QQ490  Oummnrg  of  Advanced  Coda  Rsvloui  Group  B00124-2S  meeting  in 
Silver  Spring.  MD  ro  roviaLi  of  CODRA-TF  fc  CODRA/TRAC  code 
development  program  at  PNL 
«   RHO(t  1-14.  Advanced  System  Codo    BO/03/2H    33pp 


-8004010075  Foruiards  two  application*  for  licenses  to  etport  22  050  kg  U 
enriched  to  max  13  3V.  U-233  t  779  fco  U.  enriched  to  max 
4  QSX  U-235  U/o  latter  application 
MATBQH.v   Tvansnuelear,  Ine   7B/06/22   2pp 

-9004010097  Application  by  Transnuclear, Inc  for  license  to  export 
SO  030  kg  U,  in  form  of  U  heiafluorlde  enriched  to  m*l  93  3'ii 
U-233, to  the  Netherlands  End  use  statement  encl 
MATSON, V   Transnuc  lear,  Inc    78/06/22   2pp 


—8004100497  "COBRA-TF  Model  Description  " 

*   BattelU  Hamorlal  Institute   79/12/31 


lOOpp 


0004220374  Foryards  initial  outline  of  acceptance  &  verification 
criteria  for  lArlij  warning  fire  detection  »yi 
BQCCID, J   Qrookhaven  National  Laboratory    SO/O4/15   ipp 

B004240141  Forwards  summary  ot  800214  moetlno  ui/Quall  ficat  ion  Testino 
Evaluation  rivtew  group  re  Comnlssion-dlrected  electrical 
connector  tests  McOulre  penetration  assemblies  can  be  used 
for  next  series  of  tests 

MURLEY.T  E   Division  of  Reactor  Safety  Research    EIBENHUT.D  0 
Office  of  Nuclear  Reactor  Regulation,   MATTSON.fi, J   Division  of 
Systems  Safety    80/04/03    -Ipp 

B0042B0187  Forwards  Sandia  Labs  tt  UL  vleugraphs  entitled  "Fire 
Protection  Research  Program. "  presented  to  NRC  on  000338  UL 
it  planning  to  complete  program  on  evaluation  of  IEEE-5B3 
flame  test 
FElT.n   Research  Support  Branch   60/04/04   2pp 


8004SB0300  Forwards  Sandia  Labs  Q00321  Itr  documenting  tests  to 
detlrmlne  degrae  of  fire  retardincy  of  Raychem  splices 
Split**  could  be  included  In  planned  fire  tests  on 
electrical  equipment  cables  in  fire  protection  research 
FEIT.R   Research  Support  Dranch   00/O4/09   2pp 
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NONDOCKETED  ITEMS 


—  aoo402ooas  SECY-BO-IO?  IFRNI 

Establishes    technical    baaes  TB    interim  hydrogen   control 

requirements    for    small    containments    Technical    discussions 

•net 

OENTON.H   R         Off  tea    of    Nuclear    Reactor    Regulation         30/02/32 


8004030166   SECY-77-064 

Recommend!   approval    of    encl    licensee    contractor  d  vendor 
imp    prooram    (  as    continuing   part   of  NHC    imp    program)    t 
approval    of    conducting    S-yr    trial    program   to    test   use    of 
thin)   party    Imp    aijs    to    supplement   program 

vOLQENAU.E        Offies   of    Inipectiun  !.  Enforcement,    Office   of    the 
Director         77/Q3/Q3         96pp 

—  800403014B  Comments   on    vendor  *    third   partij    insp    program  Use   of   third 

party   ABME    Inspector!    should    be    included    in  Commission   paper 
re    liconsee    contractor   (•   vendor    imp   program 
HUflERHAN,  D         Commission         76/13/23         2pp 

aoo404oaoo  BECY-BO-ISI 

Recommend!    d  Iscont  Inuante    of   accident   classification 

grouping*.    d    interim  policy    re    use   of    probabl  istic    risk 

assessment  method!    In  NEPA  reviews   Proposed   FR   notice   & 

related  matl    end 

DENTONiH  R        Office    of   Nuclear    Reactor  Regulation       80/03/11        31pn 

8004070148  BECY-BO-142 

Recommends,    issuance   of    license    to   export    reactor    E< 
associated   components    *o   Philippine*  Proposed    eiport  would 
not   b*    inimical    to   UB   common   defense   St  security   No   further 
action  required    on   SECV-Z'J-lOO 
8HEA.J  R        Office,    of    International   Programs        80/03/14        6pp 

—  8004070180  DUcu*ses   deaths   of    two  energy   activists   t,  physical    lecurity 

of   proposed    reactor    Continued    repression  creates   highly 
unitible    environ    "Mother   Jone*"    Dec    1979  article   re   state 
of   civil   uar    in    Philippines    encl 

PERL  AS  i  N        Philippine   Movement    for  Environmental   Protection 
BO/01/27          13pp 


—0004100131    SECY-BO-166 

Recommends   NRC    approval    of    amends    to    10CFR73    for     immediately 
effective    requirements    re    physical    protection    of     irradiated 
fuel    In    transit    for    publication    in    final    form  Draft   FR 
notice   encl 

DIHCKS.U  J        Office   of  Unclear   Material    Safety   &   Safeguards 
80/03/23         52  pp 

8004230123   Forwards    corrected    Pago    10    to    BO0404   advance    notice    of 
rul  email  Ing    on   technical    criteria    For    regulating    geologic 
disposal    of    high    level    raduastes 
»      Office    of   Standards    Development         BO/04/OB         Ip 

—  8004230136  Corrected   Page    10   to    800404   advance   notice    of    rulemaking    an 

technical    criteria    for   regulating    geologic    disposal    of    high 
level    radiuaites 

*  Brfice  of  Standards  Development    BO/04/04    lp 

—  B004330I30  BECY-SO-177 

Seeks   NRC    approval    to    publlah     in    FR    encl    advance    notice    of 
rulemaking    on    technical    criteria    for    regulating    gaologic 
disposal    of   high    level    raduiastes 
MINQQUE.R    0         Office    of    Standards    Development         BO/O4/04         3pp 

—  B004230136  Advance   notice   of    rulemaklna    re    technical    criteria    for 

regulating    geologic    disposal    of   high    level    raduaeto 

*  Office  of  Standards  Development    BO/04/04    SOpp 

—  B004230141  Value/impact  assessment  supporting  solicitation  of  public 

comment  on  issues  t  questions  Important  to  development  of 

technical  criteria  for  regulation  of  diEposal  of  high  level 

radwastes 

i      Office    of    Standards   Development         BO/04/04         6pp 

B004240130   Notifies    of   Commission    approval    of    Nisslio-Iwal    American    Corp 
application    for    license    to    export    42   kg    U.  enriched    to   93  3X, 
to   Japan   Requests    detailed    description    of    transportation 
method   I  physical    security    for    transit 
CHILK.S   J        Office    of    the    Secretary    of    the    Commission         BO/04/OH 


8004090162   SECV-BO-OOl 

Recommend*    approval    of    JP   Oleaion  as    part-time  member   of 
ASLB  Commission  comment    or    consent   should   be    provided    to  Ofc 
of   Secretary    bu   B00116  Kiiume   *ml   U/o   encl 
LAZA.  R  M        Atomic    Safety    and  Licensing   Hoard   Panel        80/01/02 


2pp 


8004240471   Transcript    of   B0041-1  meeting    in   Wash  ington.  DC    to   discuas 
8ECY-BO-13?   (.   6ECY-BO-130A   Pp    1-59 
*      Commission         BO/04/14         iOpp 


8004090297   SECY-aO-034 

fitcomnenili   Commlision   approve    publication   for   comment   of 
proposed    amend1    codifying    llcensae   compliance   ui/EPA   "Environ 
Radiation   Protection  StJs    for  Nuclear  Pouiir   Operations    " 
Proposed   FR    notic*   Si   propaeed    amend    encl 
HINOOUErR   D        Office   of    Standards   Development        BO/01/2B        SSff 

—  a0040"P0301    Draft   v*luB/impact  as-seisment   re    proposed   amend    to 
10CFR20  A05    to    codify    licensee   compliance   w/EPA  regulation 
40CFR190  Rnquirement    is    necenary    part   of   NRC   enforcement 
rtipontibi  11  tl»» 
HICKEV.J  U.       Office    of  Standards   Development        79/11/30        5pp 


8004290072   BECY-80-026A 

Updates   8ECY-BO-26  re  amend    to    code   requirements    for 
reporting    tharapv   misadministrati  onn   Licensee    Is   not 
required    to   notify    patient    before    consultation  ui/physician 
MINQQUE.R    D         Office    of   Standards    Development         BO/02/26         flpp 

9004300003   SECY-BQ-136 

Recommends   approval    of   delegation   of   authority    to    director. 
Ofe    of   Administration,  permitting    director    to   approve 
termination   of    contracts  &  agiecmonts    Draft    delegation    op 
authority   encl 
DONOOHUE.D  J       Office   of  Administration        BO/03/11        3pp 


6004090304,  BECY-79-6fl6 

Informs.   Commltiinn   of    plans  &    practices    for    Implementation 
of  EPA   environ    radiation   protection   stdi   for   nuclear   pouier 
operatinni.  Primary    thrust    hai    been    to  make    in-place   NRC 
licens*   m«chanl*m*   work    for  EPA  stds    Implementation 
DENTON.  H  R.       Office    of  Nuclear    Reactor   Regulation        79/12/07 


3pp 


—  800A300007  Delegates   authority    to   administer    contracting   activities    of 
Commissioni  including    contracts    d    inturagoncy    agreements    for 
conduct   of   nuclear   regulatory    research    Draft   delegation   of 
authority    encl 
DDNBQHUE.D  J        Office   of   Administration        75/01/20        2pp 


B004090321    BECY-BO-OOB 

Recomnendt   approval    of    I_J  Carter    as    part-time   member   of 
ABLB  Coiwnlsii-on    ceinment    or   consent    should   be    provided    to  Ofc 
of  Secretary    DV   SOO11&  Res.ume   *ncl   U/o   encl 
LAZA,R  H        Atomic    Safety    and  Licensing   Board   Panel        BO/01/02 

B004100033  Transcript   of   800313  Affirmation  Session  BO-10   In 
UaihlngtoniDC    Pp    1-5 
*     Comminlon        BO/03/ 13        9pp. 

—8004100039  SECY-80-09B 

Reconmsindi   WRC    Bpproval    of  FR    publication   of   end   notice   of 

denial    of    petition   for   rulemaking   2-9 

BHAPARiH  H        Office    of    the  Executive  Legal    Director        BQ/OB/14 

107pp. 

B004I00429  Transcript   of    BOO331   meeting    in  Bethesda.MD  re   physical 
protection   of    irradiated  reactor    fuel    in    transit  Pp    1-33 
«      CannUiton.        BCV03/31         33pp 


Spp 


STATE  PROO  STATE  PROGRAMS 


80040200BO  ReEpond«  to  BOOHB  Itr  re  Subcommittee  on  Nuclear  Energy 
recommendations  four. five  &  sii  concerning  state  emergency 
response  plan  d  raduaste  mg t  FEHA  responsible  for  assisting 
state  u/emergency  response  plans  DDE  should  be  contacted 
YQUNO,  F  U   Assistant  Director  for  Program  Development   80/03/20 
3pp 

80040200B9  Provides  Spedal  Joint  Committee  on  Nuclear  Energy  ui/info  on 
document  distrl butlon, per  B00204  request  Forwards  list  of 
firms  authoriied  to  receive  packaged  radiuasto  In  states  over 
which  NRC  has  regulatory  authority 
MCCARTHY.E   Office  of  State  Programs   80/03/17   5pp 

— B004020237  Requests  placement  on  if istribution  lists  to  receive 
documents  re  MI  nuclear  facilities  Also  requests  info  re 
NRC  licensees 

BCANLQN.W  J  ,  CLODFELTER,  M  ,  ROSS,  D   Michigan.  State  of 
80/02/04    3pp 


NQNDOCKETED  ITEMS 
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--80Q4020102  Discusses  W  Scanlon  info  request  Adding  W  Scanlon  to 
dlsti  ibution  Ital  for  all  documents  re  licensing  not 
feasible  due  to  vol  of  licensing  actions  &  related 
correspondence  Dept  pf  Public  Health  should  be  contacted 
NJSSBAUHEn.D  A   Assistant  Director  for  Material  Safety  !< 
Licensing    60/03/03    l(i 

— 8004020106  Forwards  documents  requested  by  W  Scanlon  W/o  enc  1 

PAULUB.  R  C   Office  of  Inspection  i  Enforcement,  Office  of  the 
Director    BO/03/06    Ip 

8004020170  Responds  to  900226  Itr  to  8  Schwarti  Requested  info  re  waste 
disposal  issues  end  NRC  dopes  to  avoid  schedule  conflict 
during  regional  meetings  u/statos. on  low  level  waste  site 
licensing  In  spring  W/o  ends 
VDUNQ.F  W    Office  of  State  Programs    BO/03/19    2pp 

— 9004020176  Requests  Info  concerning  slate  strategy  underway  to  resolve 
problem  of  nuclear  waste  disposal  Welcomes  suggestions  re 
course  of  action  State  of  MD  might  pursue 
EASTER. J  H    Maryland.  Stato  of    80/02/26    Ip 

Q004020209  Forwards  documents  requested  re  J  Hendrle  7911O7  testimony 
on  loui  level  rflduaslc  disposal  H/o  encl 
WEISSGeRO.S    Office  of  State  Programs    BO/03/20    Ip 

B004O40193  Expresses  pleasure  that  Haile  has  been  appointed  liaison 
officer  lo  NRC  Forwards  list  of  key  NRG  personnel 
responsible  for  nuclear  power  plant  project  within  US 
U/o  end 
RYANiR  0    Office  of  Btato  Programs    BO/O1/16    Ip 

9004040470  Confirms  discussion  re  evaluation  of  SC  radiation  control 
program  Program  deemed  adequate  to  protect  public  health  & 
safety 
KERR.O  U   Office  of  Slate  Program*   BO/03/17   Hpp 

8004070069  Provides  info  on  state  transportation  data  base  currently 
being  developed  at  GRNL  Contains  ponding  legislation  state  b 
federal  laws  ft  local  ordinances  re  radioactive  matl 
transport 
MCCARTHY,  E  A   Office  of  BUU  Programs    80/03/14    Ip 

B0040703A8  Confirms  acceptance  of  control  of  agreement  matl  program  I 
recommends  independont  measurements  of  teletherapy  unit* 
radiation  output  be  taken 
KERR.G  W   Office  of  Btate  Programs    BO/03/17    Ip 

9004070417  Discusses  possibility  of  detailing  NPiC  radiation  specialist 
to  state  for  two-yvs  under  Intergovernmental  Personnel  Acts 
of  1970 i In  response  to  000206  requests  Btate  mould  have  to 
assume  SOX  of  employee  lalnry 

DIRCKBiW  J   Office  of  the  Eiocutivu  Director  for  Operations 
80/03/11    Ip 

—80040/0426  Requests  NRC  radiation  specialist  be  detailed  to  state  for 
tuio-yvs  under  Intergovernmental  Personnel  Acts  of  1*770 
Appointment  mould  provide  opportunity  for  closer  working 
relationship  be  tup  on  state  &  federal  govts 
QRA3SQ.E   Connecticut.  Btate  of    80/02/06    Ip 

00O40B016A  Confirms  B00230-3I  meeting  room  reservations 
MCCARIHV.E   Office  of  State  Programs   BO/02/01    Ip 


— 6004140062  Comments  on  10CFR50  presented  at  NRC  800117  emergency 
preparedness  workshop  in  San  Francisco, CA  Adequate 
emergency  planning  should  be  requirement  for  nuclear 
facility  CP  &  OL 
OLCOTT, K    Affiliation  Unknown    80/01/17    2pp 

B004140191  Eitends  appreciation  for  participation  in  regional  state 
liaison  officers  meeting  in  San  Francisco.  CA  Exchange  of 
ideas  useful  to  all  responsible  far  safe  use  &<  operation  of 
nuclear  mails  &  facilities 
KERR.O  H    Office  of  State  Programs    30/03/13    Ip 

9004140189  Confirms  discussion  following  evaluation  of  NV  radiation 
control  program  Program  for  regulation  of  agreement  matl  i* 
adequate  fc  compatible  lu/NRC  program  Recommends  improvement 
re  Beatty  burial  site 
KERR.G  H    Office  of  Btate  Programs    80/03/27    2pp 

B004170341  NUHEQ/CR~1193 

"Transportation  of  Radioactive  Mat!  in  1L.  "  Jun  1978-Jun 

1979 

*   Illinois.  State  of,  Dept   of  Public  Health    NRC -06- 7 a -3 59 

00/03/31    53pp    Available  at  NTIS 

8004180023  Discusses  NRC  actions  taken  in  response  to  recommendations 
in  QAO  repti  "Radiation  Control  Programs  Provide  Limited 
Protection  "  Insp  followup  procedures  will  be  established  to 
verify  that  serious  violations  are  corrected 
AHEARNE.J  F    Commission    80/03/31    4pp 

— 0004180078  Forwards  position  paper  supporting  Agreement  State  program 
Paper  includes  comments  an  advantages  of  Agreement  State  vs 
NRC  administering  radiation  health  d  safety  prngram 
TEDFDRD. C  F    Ariiona,  Btate  of    80/01/23    ipp 

— S0041BQOB3  Discusses  NRC  actions  taken  in  response  to  recommendations 
in  OAO  repti  "Radiation  Control  Programs  Provide  Limited 
Protection  "  Insp  followup  procedures  will  tie  established  to 
verify  that  serious  violations  are  corrected 
AHEARNE.J  F    Commission    00/03/31    4pp 

— S004180086  Provides  Subcommittee  on  Nuclear  Regulation  w/NfiC  response 
to  recommendations  in  QAQ  rept.  "Radiation  Control  Programs 
Provide  Limited  Protection  "  !n»p  folloiuup  procedures  will 
bo  established 
AHEARNE.J  F    Commission    80/03/31    4pp 

— 80041H0095  Provides  Subcommittee  on  Energy  t.  Environ  w/NRC  response  to 
recommendation*  in  OAO  repti  "Radiation  Control  Programs 
Provide  Limited  Protection  "  Insp  followup  procedures  mill 
be  eitablished 
AHEARNE. J  F   Commission   SO/03/31    4pp 

— 8004180097  Provides  Subcommittee  on  Energy  fc  Pouer  ui/NRC  response  to 
recommendations  in  OAO  repti  "Radiation  Control  Programs 
Provide  Limited  Protection  "  Insp  follouiup  procedures  will 
be  established 
AHEARNE.J  F   Commission   80/O3/31    4pp 

— Q0041B0100  Provides  Subcommittee  on  Environ.  Energy  (•  Natural  Resources 
lu/NRC  respon*e  to  recommendations  in  OAO  rept.  "Radiation 
Control  Program*  Provide  Limited  Protection  "  Insp  followup 
procedure*  mill  be  established 
AHEAFINE.J  F   Commission   80/03/31   4pp 


0004090206  Advises  that  Commi»»lon  lias  approved  BECY-BO-017 
recommendation  to  issue  revised  criteria  for  evaluating 
agreement  state  radiation  contra!  programs  as  Commission 
policy  statement  Statement  should  be  modified  as  noted 
CHILK.B  J   Office  of  the  Secretary  of  the  Commission    BO/03/21 
3pp 

0004110544  Responds  to  NRC  comments  re  recent  review  of  state 
regulatory  program  State  will  enforce  requirements  of 
IOCFH19  when  regulations  have  been  approved  by  ID  Board  of 
Health  b  He  1  far* 
FUNDERIIURO.R  D    Idaho.  State  of    BO/03/03    Spa 

9004110333  Eitends  invitation  to  NRC  800113  emera'ncy  preparedness 
workshop  in  Haul  Vork.NV  to  diseun  featibi  1  ilu,  impact  fc 
procedures  far  complying  u/encl  proposed  rule  lOCFRSO  Lists 
areas  that  rule  would  Affect  Agenda  encl 

SCHWARTZ, 8  A   Assistant  Director  for  Program  Development   BO/C-1/04 
13pp 

8004140047  Forwards  comments  on  proposed  rule  10CFRSO  made  at  NRC 
800117  emergency  preparedness  luorfcshop  in  San  Fi-anclico.  CA 
QLCOTT.K   Affiliation  Unknown   80/01/17    Ip 


— B004J80101  Discusses  NRC  actions  taken  in  response  to  recommendation* 
In  OAO  rept,  "Radiation  Control  Programs  Provide  Limited 
Protection  "  Insp  follouup  procedures  uill  be  established  to 
verify  that  serious  violations  are  corrected 
AHEARME, J, F   Commission   BO/03/31    4pp 

— 8004180103  Discusses  NRC  actions  taken  in  response  lo  recommendations 
In  OAO  rept,  "Radiation  Control  Programs  Provide  Limited 
Protection  "  Imp  follouup  procedures  uill  be  established  to 
verify  that  serious  violation*  are  corrected 
AHEARUE.J  F   Commission   80/03/31    4pp 

B0041B0279  forwards  response  to  791Z06  Inquiry  re  NRC  Agreement  States 
program  h  Church  Rock  dam  failure  HI  submittal  satisfied 
Atomic  Energy  Act. Section  274  requirements  for  admission  as 
Agreement  State 
AHEARNE.J  F   Commission   80/03/17   lOpp 

— 8004180390  Advises  that  Environ  Improvement  Board  will  promulgate 
implementation  of  proposed  revisions  to  regulations  re 
health  ft  environ  aspects  of  radiation 
BACA.T  E   Neoi  Mexico.  State  of    79/10/IB    Ip 
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6004230095  Risponds   to  600115   Itr   re    concern  i  d  issatisf  action 
w/RBglon   1    world  hop    on   proposed   changes    in  NRC   rule*   on 
emergency   preparedness  Memo   providing    summary   of   results    of 
four   iHorkstiops    enc  1.  Apolog  i  lei    For    inconvenient* 
AHEARNE.  J   F         CommUsion        60/03/31         2pp 

— BOO423Q110  Diicusse*    four  wortshnps   ra   proposed   emergency    planning    rule 
changes   held    an  BOOHS,  17,  22  it  24  Rept   will    t>*   prepared 
•ummarillng    leiioni    learned    from  series    of  workshop!   re 
conduct   of   public    Dieting*   Agenda   end 

OOLLER.K  R        Division  of  Siting,    Health   b  Safeguard!   Standard! 
SO/01 /2S        7pp 

— 80O423O11S   Informs   MHC   of   deep   concern   t,   dissatisfaction  w/Reglon    1 
uorkihop   on   emergency   planning    held   600115  Meeting 
accomplished    nait    to  nothing  Suggest*   NRC    undertake 
Bitensiva   measures    to  recover   valuable   comments   It   input 
VANDENBURGH,  D   E      Yankee   Atomic    Electric    Co         B0/01/t0         3pp 

6004240077  Discusses   800330-21    meeting    to    identify   problems    eiperlencaif 
by    nuclear  uaite    generators,  transporters,  col  let  tors  & 
ditposM   tlte    operators   Summary   of   meeting   uill    be 
forwarded 

KERR.fl  W       Office   at  State  Programs        DISIBID.R        Nevada,    State   of 
80/03/27        2pp 

— BOQ424QOS1    Di*cusii»  300220-21   meeting    to    Identify   problems    Experienced 
bij    nuclear  waste   o,eneraton.  transporters,  col  lectors   li 
disposal    lit*    operator*   Summary    of  meeting   uill    be 
t  oriuarded 

KERR,  0  H       Office    of  State  Programs        DISIBIO,  R       Nevada,    State   of 
EO/O3/27        9pp 

300424OI39  Submit!   comment*    in   reiponie    to  791227   llr, identi fying 
ipnciFlc   niu  or   updated   procedural    in  radiation   control 
program   tnsp   guides   are  currently    being   copied   b  mill    bo 
supplied    to   each    Inspector 
8TRONQ.  T  R       Washington,    State   of        BO/03/07        2pp 

80042-404S1  Reipondi    to  telcon  r*  rol«   of  fiovernor-appainbti)    ttate 
lialion   offle«r»  Program   Initiated    in    1977   tp    Improve 
KRC-state   coope>ntian  Regional   meetings   held    to  acquaint 
officers  u/opirationi  &  to  dlicun   mutual    intereiti 
HEIBSHERO.S        Offlc*    of   State   Program*         80/03/28        2pp 

800423004B  Foruardi  SC   fir*t  quarterly   progre»i   rept  r«   transportation 
turvilllance  proyrafn  under  contract  ui/NRC   ts  DDT.  f or   period 
790987-1231    M/o    encl 
uANIHEK.M,      attic*   at  State  Program*        80/03/3?        Ip 

--8004230073  Foruiardi    flnt  quarter   progreii   rept  under   Contract 
NRC-O4-78-357   for    790927-1S31,  u/tabulatrlon   of   re.ults 
obtained  M/o    progren   reat 

MILLIAH8.E  F.      South   Carolina,    State   of        NHC~06-7B~337       60/03/10 
2pp, 

B004SB03S3  Forwards  ltd  order  for  DOE  uort  "Offlit*  Emergency 
Instrumentition  for  Accident!  Involving  Light  Uater  Nuclear 
Plant*,  "  liiued  to  INEL 

KERRift  W       Office  of  State  Programs        FIN  B-li04-0       BO -BO -003 
80/O4/17         Ip 

— 80O42aO3B7  8td    order   for   DOE  uiork      "Off*lt«   Emerg«ncij    Initrumentation 
•or    Accident*    Involving   Light   Water  Nuclear  Planti, "    issued 
to    INEL 
KERJli  0   W        attic*    Of   State    Program*         FIN   B-1604-0        80-80-OOB 


'0123   Itr  re   agreement    state   program 
uill   be   helpful    in  promoting 
i  NHC   t  itatf* 

10/02/OS   Ip 


B00401049B  Forwards  Figures  17-1.  1 f-2.  17-2A,  17-3  b  17-3,  refl  oc t ing 
organiiational  changei, to  be  incorporated  into  CENPD-21Q-A, 
Reviiion  3,  "OA  Program  Manual  " 
SCHERER.A  E    C-E  Power  Systems    LD-BO-01S    00/03/27    Ip 

— 8004010501  CENPD-210-A  R3 

Figures  17-1,  17-3,  17-2A.  17-3  &  17-5. ref lee  ting 
organiiational  changes,  to  be  incorporated  into  "QA  Program 
Manual  " 

•  C-E  Pouiev  Systems    BO/03/31    Spp 

5004030254  Forwards  MEDE-24794-P,  "Dynamic  Lateral  Loada  on  Mark  II 
Main  Vent  Douincomer  -  Correlation  of  Independent  Ref  Data  " 
Affidavit  for  withholding  encl  Rapt  withheld 
(ref  IOCFR2  790) 
BUCHHOLZ.R  H    Qeneral  Electric  Co    HPN  070-80    00/03/31    Spp 

8004O20267  Foruards  proprietary  !<  nonproprietary  versions  of  EDR-l-A, 
Reviiion  Si  "Nuclear  Saf ety-Rslated  Extra-Safety  !< 
Monitoring  (X-SAM)  Cranes,  "  incorporating  thaiigBi  identified 
in  791023  Itr  Proprietary  version  to  Central  Files  only 
CLARK, C  U    Ederer,  Inc   (subs   of  Formac  International,  Inc  I 
8Q/03/2B    Ip 

—8004020271  EDft-1  (HP)  R2 

"Nuclear  8af ety-Related  Eitra-Bafety  ^  Monitoring  ( X-SAM > 
Crane*,  "  nanjiropnetary  version 

«  Ederer,  Inc   (subs   of  Formac  International,  Inc  )    * 
Affiliation  Unknown   80/02/15   ISOpp 

8004030396  Forwards  updated  Pages  2-2  t  2-3  nf  WCAP-7800,  "Nuclear  Fuel 
Dlv  QA  Program  Plan  "  Revision  3A  Pages  reflect 
organ! lational  changei  at  Columbia  plant  Changes  will  be 
incorporated  in  neit  rept  revision 

ANDERBDN,  T  M    Uestinghouse  Electric  Corp    NS-TMA-23aa    HO/O3/26 
IP 

— B004020-J02  WCAP-7BOO  RSA 

Uptfatei  Page*  2-2  ti  2-3  of  "Nuclear  Fuel  Div  QA  Program 
Plan,"  Reviiion  9A, ref lectlng  organl lational  changes  at 
Columbia  plant 

*  Ueitlnghouse  Electric  Corp   80/03/26   Spp 

BOQ40204Q4  Foruards  responses  to  NRC  790713  Itr  re  XN-NF-75-37, Buppl  3, 
"Neutronlc  Design  Method  for  PWHs  " 

OW3LEViO  F   Euan  Nuclear  Co  ,  Inc   (subs   of  Enon  Corp  I 
OFO  060  80    BO/03/24    4pp 

B0040H0429  Foruardi  HCAP-9691.  "Tran*lent  ti  Accident  Analysis,"  in 
compliance  w/Itera  2  1  9  c  of  NUREO-057B 

REED.C   Heitinghouse  Operating  Plants  Owners  Group   00-33 
BO/03/31    Ip 

--S004020432  WCAP-9691 

"Traniient  4  Accident  Analysii  " 

HITCHLER.M  J  ,  SHARP, D  R  ,  ANDERSON,  T  M   Hestinghou.e  Electric 

Corp    80/03/31    tQOpp 

8004020453  Notification  of  NRC  800401  meeting  ui/Hes tlnghouie  owners 
group  in  Getheida.MD  re  encl  guidance  on  analysis  of 
accident*  fc  tran»ient*  &  preparation  of  emergency  procedure 
guidel inei 
ROSB.D  F   Division  of  Project  Management   BO/03/17   7pp 

B004020464  Forward*  D«<H  S00304  Itr  fr  QAM-10144A  to  Inform  of 
availability 

WILSON.J  N   Light  Hater  Reactor*  Branch  4   BAW-10144-A   BO/O3/18 
Ip 

— S004020469  Forwards  OAW-10144-A,  "Evaluation  of  Atypical  Weldmant,  " 
TAYLOR, J.H   Bahcock  (.  Wileoi  Co   80/03/04   Ip 


i  reaffirm  agreement  state  program  Detail* 
•am  Improvements  are  required 
itt  of   80/01/23   ipp 


iting  of  NRC  resource  personnel  at*lgned 
Program!   00/04/04   3po 

)  RELATED  CORREBPQNDGMCE 


meral  Drg<nliation  changei  to  HM-OOEA 
i  do  not  affect  program  Changes 
.  major  revision  to  topical  rept 
p   (subs   of  Halliburton  Corp, ) 


—0004020475  DAM-10144-A 

"Evaluation  of  Atypical  Ueldment  " 

MDQRE.K  E  ,  LDWE,A  L  .  HARRIS, C  E    Dabcoek  ti  Hllcox  Co    80/03/29 
73pp 

8004040326  Confirms  600314  telcon  r»  8UR  owners  group  reiponse  to 
NUREO-057B  Requirement  2  1  9  F9AR  Chapter  15  event  revieui 
encl 
KEENAN,  T  P   General  Electric  Co   MFN-074-80,   BO/03/31   73pp 

—8004040333  NEDO-34709 

Errata  coniUting  of  Section  3  S  1  "Lots  of  Feeduater  " 

*  General  Electric  Co   BO/03/31   HOOpp 

— B004040337  Draft  (Revision  7)  of  "Emeroencu  Procedure  Ouidelin**  BUR 
1-5,  " 

*  Qeneral  Electric  Co   30/03/36   35pp 
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5004070095  Notifies  that  NRC  Ofc  of  Controller  hat  been  asked  to  6111 
company  For  review  ft  approval  of  QAI-TR-106,  "GA  Program 
for  Nuclear  Power  Plants  " 
MILLER, U  0    License  Fee  Management  Branch    80/03/19    Ip 


8004100379  Forwards  monthly  fire  protection  rapt  for  Mar  19BO, 
conatitutlno  completion  of  short-term  priority  item  of 
licensee  backlog  review 
HALL,R  E    Brookhaven  Nat10nal  Laboratory    BO/04/02    3p P 


9004070190  Notifies  tMat  NRC  Ofc  of  Controller  has  boon  ashed  to  bill 
company  for  review  &  approval  of  Amend  5  to  TR-31A,  "QA 
Program  " 
MILLER. H  0    License  Fee  Management  Branch    BO/03/19    Ip 

S 00 4 07 02 09  Notifies  of  billing  for  review  it  approval  of  Revision  5  to 
CPC-l-A,  "QA  Program  Manual  " 
MILLER. W  0   License  Fee  Management  Branch    BO/03/05    Ip 

9004070233  Bummar i IBS  B00229  d i BCUSS ions  w/NRC  re  review  status  of 
UrAP-8646.  "Analysis  of  Fuel  Rod  Fretting  Hear  "  Requests 
review  of  proprietary  &  nonproprietary  versions  be 
discontinued  Retain  rept  for  info  only 

ANDEREGN.T  M    Westinghouse  Electric  Corp    NS-THA-2223    90/03/25 
IP 

Q004Q70360  Forwards  proposed  Revision  4  to  TVA-TR75-lAi  "QA  Program 
Description  for  Design, Const  '.  Operation  of  TVA  Nuclear 
Power  Plants  " 
MILLS, L  tf   Tennessee  Valley  Authority   BO/O4/01    2pp 


SQ04110209  Forwards  response  to  B00134  request  for  atfdl  info  re 
"Properties  of  Fuel  &  Cora  Component  Mfltl,  "  WCAP-9224  (NP ) 
^  WCAP-9179  (P).fievision  1  Application  for  withholding  end 
Response  re  UCAP-9179  (.  affidavit  withheld  (ref  10CFJ12  790) 
ANDERSON, T  M   West inghouse  Electric  Corp  ,  PUR  Systems  Biv 
NB-TMA-221 B    BO/03/3 1    2p  p 

ao04tlO216  Forwards  "Response  of  C-E  NBSS  to  Transients  tc  Accident*, 
CEN-12B,  Vols  1  tc  2  Info  In  rept  intended  for  me  in  training 
of  reactor  plant  operators  &  revision  of  emergency 
procedures 
LIEBLER.G  E    C-E  Pouier  Systems    SQ/04/01    2pp 

—9004110323  CEN-129  V2 

"Response  of  C-E  NBSS  to  Transients  J,  Accidents,"  Vol  2 

*  C-C  Power  Systems    BO/04/30    BSOpp 

—9004110225  CEN-12B  VI 

"Response  of  C-E  N3SS  to  Transients  tx  Accidents"  Vol  1 

*  C-E   Power    Systems         90/0-1/30         330pp 


--B004Q70363  TVA-TR75-IA  R4 

Proposed  Revision  4  to  TVA-TR75-1A.  "OA  Program  Description 
for  Dn»igniConst  fr  Operation  of  TVA  Nuclear  Power  Plants  " 
*   Tennessee  Valley  Authority    90/04/01    >19pp 

B004090031  Advises  that  local-to-bul k  at  values  noted  in  P  A  2  -  7 
of  NEDE-24223  S  P  A  3  -  7  of  NEDE-24223  i.  are  contalnnd  in 
GE  791214  Itr  b  can  be  used  as  nonproprietary 
WEISB.J  (1    General  Electric  Co    90/03/07    Ip 

—8004090036  Forward*  list  of  pages  in  NEDE-24222,  Voln  1  (.  2  t.  NEDE-2423 
containing  proprietary  Info  for  use  until  nonproprietary 
repts  are  available  Nonpropri etary  versions  should  be 
available  within  couple  of  wVs 
PFEFFEREEN.H  C    General  Electric  Co   90/03/04   2pp 

90040BQ252  Notifies  that  NRC  Ofc  at  Controller  has  been  asked  to  bill 
company  for  review  t  approval  of  DVTR-1-0,  "QA  Program 
Description  " 
MILLER,  W  O   License  Fee  Management  Drench    BO/03/19    Ip 


SO04110466  Forwards  review  &  marked-up  copy  of  WostlnghousH  rapt 
E8D-IPS-103?  Basic  methodology  represents  satisfactory 
implementation  of  NUREQ-0493  Specific  recommendations  war* 
made  during  BOO 203  telcon  &  BO 0228 -2 9  technical  audit 
BULLOCK,  J  B    Dak  Ridge  National  Laboratory    BO/03/31    27pp 

aOO'H104Bl  Notification  of  900403  meeting  w/Q&U  (,  B4.W  licenitees  in 
Dethesda,Hd  to  discuss  D1W  reactor  response  (<  vulnerability 
of  task  farce  rept 
REID.R  W    Operating  Reactors  Branch  1    BO/03/31    3pp 

BO04110537  Reiponds  to  QO0303  Itr  re  changes  in  organiiation  chirt  of 
QA  dept  NRC  approves  changes 
HASS.U  p   Quality  Assurance  Dranch   90/03/21    Ip 

9004UOOB3  Desponds  to  300307  questions  re  Levels  1,11  t  III  qualified 
imp  personnel  functions  Level  I  personnel  u/specific 
experience, can  perform  direct  insps  Level  II  or  III 
individual  should  review  '/  evaluate  Level  I 
HAABB,  W  P    Quality  Assurance  Dr«nch    BO/03/27    2pp 


8004090316  Forusrifs  proprietary  version  of  NEDE-H4720-P  "Mark  III 
Confirmatory  Test  Program  -  1/9  Area  Scale  Multicell 
Condensation  &  Stratification  Phenomena  -  Test  Beries  6003  " 
Rept  available  in  Contral  Files  only 

nUCHHDLZ.fi  H   Oencral  Electric  Co  ,  Nuclear  Energy  Products  Dlv 
BO/03/19   fipp 

9004090461  Forwards  "M»rk-BZ  Demonstration  Assembly  Licensing  Rept, 
Revision  t , nonpropr 1 etary  version 
TAYLOR. J  H   Babcock  fc  Wltcoi  Co   BO/03/26    Ip 


SQQ<1140113  Responds  to  900228  request  for  re-evaluation  of  fee 
assessment  for  Revision  1  &  eiemption  for  NEDE-2401 1-P-A 
Re-evaluation  of  Revision  1  fee  results  In  same  assessment 
No  basis  for  waiving  topical  rept  fee 
MILLER,W  0   License  Fee  Manaoemtnt  Branch    90/03/20   Sf p 

— 8004140116  Request*  re-ovaluatlon  of  fee  assessment  for  review  c 
Revision  1  &  eiemptlon  from  fee  requirements  for 
NEDE-24011-P-A 
ENOEL,R  E   General  Electric  Co   MFN-049-90   90/02/28   3pp 


—9004090464  BAH-  1533  HI 

"Mark-BZ  Demonstration  Assembly  Licensing  Rept, 

nonproprietary  version 

*   Dabcock  t<  Wilcox  Co   00/02/28   I2pp 


Revision  1. 


B004100199  Foru*rds  vlewaraphs  shouin  at  HliW/NRC  900326  meeting  on  TAFV 
beginning  of  life  pin  pressure  In  LOCA  analyses  Explanation 
&  discussion  encl 
TAYLOR.  J  H   Dabcock  ft.  Wilco*  Co   90/04/02   4pp 


9004100213  Notification  of  cancellation  of  B00403  meeting  u/C-E 
owners  group  in  BethBsdaiMD  re  transient  analyses  ti 
emergency  procedure  guidelines 
COX.T  H   Standardliatlon  Branch    BO/03/27   £pp 


0004190324  Summarij  of  8001  OB  meeting  u/Uestlnghouse  In  Beth»td«i  MD.  n 
turbine  disc  cracks 
fiDBB, M  J   Operating  Riactors  Branch  1,   BO/04/04   Spp 


9004100217  Notification  of  cancellation  of  800401  muting  w/ 
Mestlnghouse  owners  group  in  QethesdaiMD  re  transient 
analysis  &  emipgincy  procedure  guldellnis 
O'REILLY,  J  P   Standardiiatloii  Branch   80/03/27   2pp 

9004100237  Notification  of  cancellation  of  800402  meeting  ui/OE  DWR 
owners  group  in  BcthvsdajMD  re  transient  analyses  ti 
emergency  procedure  guidelines 
THOMAS,  C  0   Standardliatlan  Branch.   90/03/27   2pp 

B004100333  Forwards  fire  protection  recommendations  on  proposed  rule  re 
fire  protection  program  for  nuclear  power  plants  operating 
prior  to  79O101 

HALLrR  E   Brookhaven  National  Laboratory    7990-01    60/04/01 
27pp 


0004190353  Forwards  "Method  of  Applying  Mark  II  Single  Vent  Dynamic 
Lateral  Load  to  Mark  II  Plant  W/Multiple  Vents, "  on  behalf 
of  Hark  II  owners  jroDP  Rept  withheld  (ref  10CFR2  790) 
Affidavit  met 
BUCHHOLZ.R  H   General  Electric  Co   RHB-029-BO.   BO/04/09   6pp 

9004170029  Forwards  "Failure  Mode  &  Effects  Analysis  of  Engineered 
Safety  Fiatures  Actuation  9ys, "  Revision  1, nonproprletary 
version  Affidavit  t  application  for  withholding  proprietary 
Info  encl  Proprietary  version  withheld  (ref  10CFR2  790). 
ANDERSDN, T  H   Uestlnghausg  Electric  Carp  ,  PHR  Bystems  Dlv 
NB-TMA-aB20   BO/O3/HO   9pp 
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— HOQ4170033  "Failure   Mod*  t,   Effects    Analysis   of  Engineered   Safety 
Features  Actuation  Sis,"    Revision    1. nonpropriatary    version 
Eighteen  overall?   pages  end 

MEEHERItJGER.  J         We»tlnghou*e   Electric    Corp    ,    PUS   System*    Div 
BO/O2/20        77pp 

B004iB0420  Notification    of  8Q040B  meeting   u/C-E   in  Bethesda.MD   to 
dlicmi    high   range    affluent   monitor!    for   Lessons   Learned 
requirements  t.  Rag    Quids    1    97 
BARRETT, L       Environmental  Evaluation  Branch        80/04/02        ip 

8004210244  Submits   review   of    Draft    1    of   proposed   Ravilion   2  to  SRP 
4    5  Section  4   3  Choice    of   1    3  safety    factor   on   fuel    assembly 
lateral    impact    load    i*    conservative    far    loads    created   by 

TAVLOH.JH       Babcocfc   S.  WilccM   Co        90/04/14        4pp 

B00421D303  Advi»«s   of   availability   of    NEDE-24236-P   <V  NEDO-2422fi, 
"Evaluation  of   Control    Blade   Lifetime  u/Potential   Lost   of 
B4C    " 
IPPGLITD,  T  A        Operating  Reactors    Branch   3       80/03/24        Ip 

—8004210306  Foruiardi   NEDO-24S26  I.  NEDE-24226-Pr    "Evaluation   of  Control 
Blade  Lifetime  u/Potential    Lois    of   B4C    "   Proprietary   veriion 
to    Central   Files    only    <ret    10CFR2   790) 
CDDK.K  U       Qeneral   Electric   Co        iMFN  037-60       30/02/13       Spp 


6004290046  Requests   comments    on   end    draft    proposal    re   Atmospheric 
Release  Advisory    Capability    site    installations    in   NY  !•    1L 
ORPHAN, R   C         Laurence   Livermore    Laboratory         80/03/20         9pp 

3004230409   Forwards    bimonthly    activities    rejit    for    Feb-Mar    17BO 

HANN,  C   R         Battelle   Memorial     Institute,     Pacific    Northwest    Laboratory 
FIN   Q-2313         BO/04/17         I9pp 

B0042B01Q3   Notification    of    B0041S   meeting     to    discuss    potential     generic 
problems   w/tlgfit    radius   U-bend    tubes    in   Uest  inghousa    steam 
generators,  Trojan   program    Far   U-betid    tube   removal    d 
establish   actions    to   address    potential    generic    problems 
LIAU.B   D        Engineering    Branch         SO/Ofl/09         2pp 

S0042B01S2   Eitends    invitation    to   B00424    FY60   mtd-yr    reviflw    of    program 
entitled    "Eiperimenta  1    Support    ti   Development    of    Single-Rod 
Fuel    Codes,"    w/DNWL   in  Silver   Spring,  MD  FVBO  draft    program 
brief,  FYB1    program  assumptions   (•  revlBui  agenda    eric  1 
JOHNSTON,  W  V       Fuel   Behavior   Branch        FIN  B-2043        BO/04/OP        5pp 


B004280329   Forwards   Revision    1     to    Section    3   0   of    WCAP-9402, 
"Verification   Testing   i.  Analyses    of   West ingrtouse    17il7 
Optlmlied    Fuel    Assembly    "    Application    for   withholding    !< 
affidavit    encl   Proprietary   version   withhaldlref    10CFR2  790) 
ANDERSON.  T   M         West inOhouso    Electric    Corp         NB-THA-2233         8O/O4/16 
18pp 


--BOQ421Q307  NEDD-24a26 

"Evaluation    of  Control   Blade  Lifetime  u/Potentlal    Loss    of 

B4Cr"   nonpropriatary    veriion 

BRAYMAN,  K  W        General    Electric   CD        77/12/31        56  pp 

80042iQ3-eB  Forwards    summary   of   ECCS   evaluation  model    improvements 
Mill    justify   continued    use    of  TAFV  w/ improvements   which   uilll 
offset    impact    of    increased    beglnnlng-of-llf *   pin   pressure 
Bli   months  required    for   ptn-to-pin    radiation  model 
TAYLOR.  J  H       Babcocl    &  Hi  Icon  Co        00/04/14       Happ 

BQQ4220434  Forwards   preientation  matl    used   at  800327  meeting  u/NRC 
re    vendor   design  approach    to   post-TMI   requirements    for 
technical    support  &    info  display    iys, parameter  console  & 
sys    *tatus  monitoring 

ANDERSON,  T  H        Uestingnouse    Electric   Corp        NS-THA-222&       BO/04 /OS 
2pp 

8004230497  Forwards   "Assiitance    for   U.»    in  Analyiing  Mark    II   BWR 
Suppression  Pool    Tenp    Response    to  Plant   Transients    Involving 
Safety   Relief  Valve   Discharge   " 
BUCHOLZiR  H       General    Electric  Co        MFN-071-80       BO/04/1B        Ip 


—30042303*4   WCAP-9403 

Revision    1    to   Section   3  0  of  WCflP-9'102,     "Verification 
Testing   Ji  Analyses   of   Woatinghoute    17.17  Optimiied    Fuel 
Assembly, "    nonpropr i etary    version 
*      Mestlnghouse   Electric    Corp        30/04/16       67pp 

B004S30400   Provides    commitment    for    thermal    hydraulic    analysis    of    Test 
v-31    for  CENPO-232-P,    "Blouidouin  Analytis   Method-Mathod    for 
Analysis   of   Blouidouin    Induced   Forces    in   Reactor   Vessel    "   List 
of   addl    data   required   enc 1 
BCHERERiA   E         C-E   Pouar    Systems         LD-BO-01B        80/04/S3        3pp 

B004230504  Forwards   responses    to   NRC   790017   questions    on  core    spray 
design   methodology    confirmation    tests, addl     info    requested    at 
791115   meeting    6   NEDO-24706,  "Lynn   9BTP   Bundle   Flou 
Measurement   Sys   Description  it  Calibr    " 
DUCHHOLZ,R    H         Ooneral    Electric    Co         MFN-OB3-00         80/04/31          U3pp 


—8004200507   NEDO-24706 

"Lynn  SSTF  Bundle  Flow  Maasuremant   6ys    Description   It 

Calibr   " 

DANIELSDK,  D   \)        Oeniral    Electric    Co         79/05/31          130po 


— 8004220479   "Assumption*    for    Use    In   Analyiing   Mark    It   BUR  Bupprission 
Foal    Temp  Responie    to   Plant  Transients    Involving  Safety 
Relief   valve    Discharge   " 
*      General   Electric    Operating   Plant  Ouners   Group        BO/03/24        14pp 

6004230315  Confirms   clarification   re    organliational    changes    Topical 
rept    revision  not  required    for  minor*   changes    that   do   not 
significantly    impact   OA   program 
SCHERER.A  E       C-E  Potffr    Systems        LD-BO-017       BO/04/1B        Ip 

5004340531   SAN077-0274   C 

"Goit    Hortsheetl    for  Waste    I«olatian  Pilot   Plant  Conceptual 
Deilgn    Rept,"  Addendum  C 

*  Sandla  Laboratories        77/04/30        374pp 

800*al0523  8AND77-0374   D 

"Alternativi  Energy    SOUTCK    for   Uavte    Isolation  Pilot 
Plantr  "  Aildtndufii  D 

*  Saudi*  Laboratories,       77/04/30,       70pp 

8004240S27  BAND77-Oa74:  E 

"Electrical   Load   Summery    for   Haste    Isolation  Pilot  Plant 
Conceptual   Design  R»pt,  "    Addendum  E. 

*  San d U  Laboraitoriei        77/04/30.       35pp 

800W40549  8AND77-0274,  F 

"Heatino, Ventilation   ti  Air  Conditioning   3ys   Energy  Analysis 
for    Haste    Isolation    Pilot  Plant  Conceptual    Design  Repti  " 
Addandum  F, 

*  Sandia  Laboratories        77/0-J/30        43pp 

8004230004  Requeifes   pretait  analyses    for  representative    uperlment  re 
HDRj    bloudoun  program,  Ana lysee    should    be    (ubmltttif   by   000613 
to    tctff    within    schedule    (or    avaluatlon   of  WCAP-B707    (P)   tc 
HCA,F>-a709    (NP). 

P       Assistant   Director    for  Riactor  Safety        BO/04/01,      2pp 


B004290434  Foriuards    "Implementation   Quidelinei    for   Technical    Support 
Ctr   t   Related   Control   Room    Instrument    Sys.  "   Revision   2,  dtd 
B00214 

HEED,  C       Westinghouse  Operating   Planta   Ouners  Group        GO-33 
80/04/22        22pp 

B00429046B  Forwards    "Response    to  NUREG-0-1B7,  Cri  teria    for   Computing 
Loads   on  Submerged  Structures,"    on   behalf    of  Mark    II    Dinners 
group   as   part    of   Task   C    15   of   Mart    II    containment    program 
OUCHKQLZ.R  H       General    Electric   Co    ,    Nuclear   Energy    Products    Div 
MFN-OB1-BO         BO/04/21         2pp 

— B004B90474   8AI-161-79-PA 

"Response    to  NUREO-04B7,  Cr i teria    for   Computing    Load*    on 
Submerged   Structures    " 

CHANDRA,  V  ,    HSIEH.J  5        Stone   t>  Mobster,     Inc        DQMASHOVETZ,  1 
Sargent  Ii  Lundy,     Inc        BO/03/31        73pp 


WASTE  MOT       NUCLEAR  WASTE  MANAOEMCNT 


B004020046  Forwards   requested    info   coordinates    of   receptor    locations, 
map   of   restricted    area   boundary   &   yelloucate    drier    I  tact 
location,  joint    frequency    tablet   &   clarification   of    seepage 
analysis 
LAN8E.B  L       Pioneer  Nuclear, Inc         15731        80/03/06        19pp 

S 00 4 0200 37  Forwards   Anaconda   Co   rept,     "Justification    for   Waiver    of 
Landouijiersh ip   Requirement  -  I)  Mill    Tailings   Disposal    Area    " 
SETHNEBSi  E  D        Camp   Dresser   i<  McKae,  Inc    ,  Environmental    SclencesiDiv 
IB734        BO/02/2S         Ip 

— B0040E0061    "Juitif ication    for   Waiver    of   Landouinersh Ip   Requirement   - 
U  Mill   Tailings   Disposal    Area    " 

*      Camp   Dresser   t  HcKee, Inc    , Envlronmontal   Sciences, Dlv        15734 
BO/02/OB        59pp 


8004230003  Forwards   "Dou  Byi   for  Solidif Ication  of  Lou  Level   Radwaste 
from  Nuclear  pouar  Planti,"   Amends    1    -  3  tc  NRC   7B0628i  1019  i 
1SO7   Itri   requesting    atfdl    Info  per    belcon  request,  H/o   incl 
BAERrp.C       Light  Uater  Reactor*   Branch  2,      BO/04/11.       Ip 


NONDOCKETED  ITEMS 


401 


BQ0403O159  Acfc  receipt  of  NRC  Q00125  Itr  requesting  delay  of  issuance 
of  license  to  Bokum  Resources  Corp  tar  U  mill  NF1C  Itr 
contained  no  technical  objections  to  pro jec t,  therefore 
license  vat  issued  on  800129 
H1NQ.B    Neu,  Meiico,  State  of    15710    60/01/2?    Ip 

9004020165  Requests  permission  to  continue  tailings  discharge  into 
Pond  1  until  limiting  conditions  outlined  in  Acres  American, 
!nc  900314  Itr  are  reached  or  another  discharge  pond 
author  lied 
REKEKEVER.P  C    Union  Carbide  Corp    1  57B6    BO/03/14    Ip 

0004020102  Notifies  that  draft  rept  on  Church  Rock  scheduled  for  BOOB01 
b  final  rept  by  600901  Schedule  depends  on  livestock  data, 
dose  assessments  &  Hattelle  sail  sampling  rept 
HUHL.T    Hew  He. ico,  State  of    15784    BO/03/12    Ip 

90040201 9i  Requests  structural  stability  evaluation  of  proposed 
evaporation  pond  dam  at  disposal  site  !*  catchment  dam  at 
mill  site  per  Reg  Oulde  3  11  guidance 
MACKIN.  J  L    Neu  Plaiico,  State  of    15794    BO/03/11    Ip 


8004090115  Forwards  responses  to  MM  Environ  Improvement  Div  questions 
re  It  mill  license  application  All  containment  basins  aro 
siietf  to  contain  drainable  vol  of  slurry  &  liquid  in  both 
p  ipe  1  ines.  p  lus  10  minutes  of  floui  in  pipelines 

ROGERS,  U  L    Gulf  Oil  Corp  ,  Gulf  Mineral  Resources  Co    15749 
BO/03/04    ISpp 

B004090135  Forwards  discusnons  of  work  planned  as  part  of 
investigation  of  Hale  Gulch  as  considered  site  for 
deposition  of  tailings  Work  includes  field  drilling,  lab 
testing  't  dam  design 
31MCHUCK.G    Homostake  Mining  Co    15693    BO/02/2B    14pp 

— B00409O140  "Evaluation  of  Eiisting  Geohydrolog ic  Data  Homestake  Mining 
Co  Pitch  Project, Hale  Oulch  (Site  A)  Tailings  Pond  Sita. 
Saguache  County. Co  "  Related  correspondence  enc  1 
ROUSE. JV    Envirolooical  Systems,  Inc    1969B    80/01/10    !3pp 

800411011B  Forwards  Co  Dept  of  Health  800221  &  19  Itrs  &  Union  Carbide 
Corp  B00213  >t  19  Itrs  re  discharge  of  tailings  into  Pond  1 
WEAVER. K    Colorado,  State  of    15791    00/03/22    9pp 


8004070240  Notification  of  3OQ3Q7  meeting  lu/state  8,  federal  agencies  in 
Santa  Fo.NM  to  discuss  methods  of  estimating  radiation  doses 
resulting  from  Ingestion  of  meat  from  livestock  watering  in 
Bio  Puerco 
BUHL.T    Neu  Meiico.  State  of    15665    BO/O2/2B    Ip 

3004070246  Notifies  that  San  Miguel  Ranch,  ine  1  uded  In  preoperat  ional 
radiological  monitoring  program, is  occupied  by  three 
persons, Including  one  preschool  age  child  For  dose 
assessment  purposes-no  milk  or  vegetable  pathway  Included 
MDONEY,  F  3    Gulf  Oil  Corp  .  Gulf  Mineral  Resources  CD    15631 
BO/03/23    Ip 

B0040703S3  Forwards  NRC  .correspondence  file  TO  proposal  from  Cotter 
Carp  to  dispose  of  miscellaneous  contaminated  solid  uiastes 
in  portion  of  new  tailings  Impoundment  at  U  mill  Requests 
review  1  assessment-  w/reeommendat  ions,  of  end  matl 
ROTHFLE1SCH. J    Uranium  Recovery  Licensing  Branch    BO/O3/17    Ip 

— B004Q70355  forwards  B00226  request  for  assistance  from  A  Hai 1 o. Dlrec tor 
of  Radiation  b  Haiardous  Wastes  Control  Div,  CB  Dept  of 
Health, re  trash  disposal  at  Cotter  Corp  U  mill 
KERR.Q  U   Assistant  Director  for  State  Agreements  Programs 
BO/03/05    Ip 

— B004070359  Forwards  addl  info  re  Cotter  Corp  proposal  tn  dispose  of 
contaminated  trash, machlnory  I  canst  matls  in  secondary 
impoundment  Requests  NRC  further  critique  or  concur 
u/proposal 
HAZLG.A  J    Coloradn,  State  of    BO/02/26    8pp 

B004070369  Forward*  latest  correspondence  re  tailings  mg  t  far  proposed 
pitch  project, as  promised  in  B00311  tele  on  Doth  applicant 
b  state  no  longer  consider  burial  at  Site  D  viable 
alternative  for  tailings  disposal  W/o  encls 
RQTHFLEISCH,  J   Uranium  Recovery  Licensing  Branch    80/03/17    Ip 

8004QBOI51  Responds  to  V  Walker  Inquiry  re  radioactive  matl  release 
from  Church  Rock  U  mill  790716  tailing*  dam  failure 
Contamination  cleanup  complete  in  most  heavily  affected 
areas  near  mill  site 

DIRCKBiU  J   Office  of  the  Eieeutivo  Director  for  Operations 
BO/03/05   2pp 

80 04030 32 A  Requests  waivers  of  land  ownership  requirements  for 
licensing  U  mill  tailings  disposal  Surface  tracts  used  for 
disposal  are  under  lease  V  planned  to  be  returned  to 
lessors 

DAVIS,  G  R  ,  WILLIAMS,  M   Anaconda  CD   <subs   of  At Untic-Riehf le Id 
Co  )    15737   BO/02/aa   3pp 

8004080276  Requests  permission  to  continue  discharge  of  tailings  into 
Pond  I  through  HQ0329  subject  to  operating  condition* 
discussed  in  Acres  American. Inc  800107  Itr  w/eiceptlon  that 
pieiometer  levels  be  limited  to  one  ft  above  B0010B  levels 
REKEMEYER.P  C   Union  Carbide  Corp    15660   80/02/15    Ip 

8004080665  Discusses  AJ  Hailo  791219  request  for  NRC  assessment  of 
potential  radiological  impact  of  U  mill  operation  on 
proposed  residential  subdivision  Results  of  NRC  evaluation 
are  summariied  In  NRC  800123  Itr  to  Haile 
GNLJONOLI.Q   Uranium  Recovery  Licensing  Branch    BO/03/ 13   2pp 

8004090020  "Ground  Hater  Discharge  Plan.Mt  Taylor  U  Mill  Project.NM  " 
*  Earth  Sciences  Associates    15049   SO/01/31    <12pp 


8004110144  Forwards  State  of  CD  B00226  request  for  assistance 
disposal  at  Cotter  Carpi  Canon  City  U  mi  11, CO 
KERR.G  W    Office  of  State  Programs    1S707    BO/03/OS    Ip 


— B00411O116  Forwards  addl  Info  re  Cotter  proposal  to  dispose  of 
contaminated  trashi  mac  h  inery  («  const  matls  in  secondary 
impoundment  Requests  further  critique  or  concurrence  on 
proposal  per  Public  Law  99-604 
MAZUE. A  J    Colorado.  State  of    BO/O3/26    Spp 

8004180105  Advises  of  completed  dam  safety  review  for  Union  Carbide 
Uravan  mill  per  7911O4  request  Results  of  enc  1  safety 
evaluation  indicate  that  Pond  3  fr  3  do  not  meet  safety 
factors  recommended  by  NRC  Keg  Guide  3  11  W/o  enc 1 
BCARAND.R  A   Uranium  Recovery  Licensing  Branch   BO/03/21.    Ip 

B004210416  Forwards  summary  of  BOO314  meeting  between  NRC.  vandor  t 
State  of  TX  organ! lat ions  Also  forwards  NRC  comments  on 
vendor  mill  tailings  disposal  ropt  Statements  mads  re  site 
characteristics  are  consistent  w/NRC  visual  observations, 
MILLER. H  J   Uranium  Recovery  Licensing  Branch   30/03/25   4np 

9004220200  Forwards  response  to  Question  10  in  791221  Itr  ro  100-yr 
flood  boundary  &  final  tailings  discharge  from  wash  filter 
Contour  interval  map  b  photos  of  final  tailings  end 
LANOE.  B  L    Pioneer  Nuclear,  Inc    19663    BO/03/29    Bpp 

B00423014S  Discusses  NM  Environ  Improvement  Div  approval  of  Discharge 
Plan  DP-IOO  (.  issuance  of  radioactive  mBtls  license 
Eipresses  concern  re  question  of  public  role  In  review  of 
mabl  generated  by  vendor  in  response  to  license  conditions 
ROBINSON, P  ,  HECTOR, A   Southwest  Research  and  Information  Center 
15039    80/03/10    I6pp 

8004240060  Advises  that  E  Reed  &  Associates  has  been  -employed  to 
develop  techniques  for  return  of  tailings  to  pit, after 
mlnlngi f or  final  disposition  Horings  have  been  taken  & 
company  e«pecls  to  review  final  Reed  rept  on  800416 

DAVIS.  0  fl   Anaconda  Co  -  Anaconda  Copper  Co   Div    1391-1   BO/03/24 
Ip 

S004340116  Responds  to  B00314  request  for  third  Inlorim  authorl latton 
to  discharge  tailings  to  Pond  1  CO  Dept  of  Health  mill 
authorize  continued  discharge  of  tailings  through  SOOStS  if 
requirements  of  dept  S0010B,  0219  &  21  Ifi  are  met 
HAZLE.A  J    Coloradoi  State  of    19S31    80/03/20    2pp 

B 004280231  Submits  trip  rept  re  791105  visit  to  review  proposed  site 
far  mining  tt  milling  facility  Review  should  be  complete  in 
approx  four  months  assuming  timely  resolution  of  questions 
on  proposal  Schedule  &  maps  *ncl 
KRUG,H  E   Uranium  Recovery  Licensing  Branch   60/03/11    9pp. 

B004290S07  Expects  review  of  800229  draft  agreement  between  NRC  h  Btate 
of  UA  mill  include  stability  review  of  embankment  against 
requirements  of  Reg  Quids  3  11 
8TRONO.  T  R   Washington.  State  of    19970   80/04/D3    Ip 

BOO 4290 520  Forwards  analytical  results  of  791015-16  sampling  trip  to 
Canon  City  to  investigate  mater. soil  &  vegetation 


contamination 

DRGESEN,  D  R   Los  Alamos  Scientific  Laboratory 

6pp 


16054    79/12/18 
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NONDOCKETED  ITEMS 


6004300219   Forward 5    Fordi  Bacon   6   Davit    UTi  tnE    "Appraisal    Rept, 
prepared    for  State    of   On,  re    area   under   consideration  6y 
Placer  Amei    In   connection  u/proposad    tailings   disposal 
facility   Related    correspondence   encl 
HCGRATH.E  J       HtQrathi     E     J        15912       00/03/27       4pp 


800402O36B   Eietutive   Branch    position    re    Trans nu clear/  I nc    application 
for    licenio    to    eiport    lOOi  000    kg    natural    U   to  Heat   Qormanij 
Ltrs   of  assurance    encl   License    should    be   granted 

NQSEMZOi  L   V         State. Dept    of'     Bureau    of    Oceans    t    Intevnati    Environ 
Scientific    Affairs         60/03/06         4pp 


—800*3002 19   UC-339 

"Appraiial   Rept,  "    prepared    for  Dlv  of  State  Landi,  State   of 

on 

»     Ford   Bacon  d  Davii    Utah.     Inc         1 5? IS        30/03/37       39pp 

BOO 4 3 00239  Safety   evaluation    for  Tilling]   Pondi   2  t  3 

»     Geotechnical    Eng infers, Inc        NHC-02-79-059        15946       00/03/07 
2Bpp 

BOO 4 30 0254  Fltqutiti  written  confirmation   of   agreement   re    itemi 
diicuned    In  NRC   791214    itr    i  800312  telcon   Revised  UDAD 
analysis  &  evaluation    at   inviron    impact  of    radon  & 
particulars   requested 
HAZLE.A  J       Colorado.    9tat«    of        15342       BO/03/ 17        Ip 

8004300297  Written   comment!   ot   Homettake   Mining   Co  before   Dept  of 
Agrlculturi   re   appeal    of  Regional    Foresters    decision   on 
lifministrativt   appeal    of   approval    of  Umill    operation 
FI8KE.T  N  .    WATSON, J  F        Gnrsuch,    Kirgii,    Campbell'    Walter  &  Cpover 
FI8KE. T  N       Homestal*   Mining   Co         19B40       80/03/23       27pp 


8004020307   Licenss    for    Aldrlch    Chemical    Co, Inc    to    Biport    10    kg 
deuterium,  contained    in   40   kg    deuterium   oiide.to   United 
kingdom 

PETERSON,  M   Fi         Assistant    Director    fnr    Eiport/lmport    tc    Internat  i  nnal 
Safeguards         6180        SO/03/06         2pp 

8004020393   Amend     1    t,o   Ed  low    Intl    Co    export    1 icense,  e (tend  ing    expiration 
date    from   8004Q1    to   820401 

PETERSON, M  R        Assistant   Director    for   Eiport/Import    t    International 
Safeguard!         SO/03/12         Ip 

8004020397   Amend    1    to   Ed  low    Intl    Co    eiport    1 icensei  ei  tend  ing    eipiration 
date    from  800401    to  S20401 

PETERSON,  M  fi        Asslitant   Director    for   Eiport/Import   i    International 
Safeguards        80/03/12        Ip 

S004020401    Amend    I    to   Edloui    Intl    Co    eiport    1  icen«e,  en  tending    eipiration 
date    from   800401    to   B204O1 

PETERSON,  M   R         Anlstant    Director    for    Eiport/Import    t,    International 
Safeguards        10-44-7S-I        80/03/12        Ip 


EXPORT   AND    IMPORT   LICENSES 


8004010091    SECV-aO-045 

Forwards   Eieiutlve   Branch   position    on  300121    applications 
for    llciniei   to   « up  art    highly    enriched   U  to  Belgium,  West 
Qtrminij' France   ti   thi   Ni-therlandi  f)*queiti    comments 
BHEAiJR       Office   of    International    Programs        80/01/24        la 


— B00401047S  Ei«cutlv«    Branch    position   re   five   Traninucleari  Inc 
applications    for    license*    to    eipnrt   highly   enrich**  U  to 
Bilgium.M*lt   0»rm«mii  France  tt  th«   Netherlandi  Recommends 
it  linnet  of    llcenies    Ltr*    of   assurance   encl 

N08ENZO,L,V       8tat»,  0>pt    of.    Bureau   of  Dcejni   d   Internatl   Environ 
b  Sciltltlfic    Affairs.       80/01/21         ISpp 


8004020406   Amend    1    to   Cdlow    Intl    CD    eipart    1 Icense,  sitend ing    expiration 
date    from   800401    to   820401 

PETERSON, M  R        Assistant    Director    for   Export/Import   i.    International 
Safeguards         10-44-78-2        30/03/12         Ip 

8004020467  Requests   early    revieui   of   applications    to    e»port   two    nuclear 
reactors  fc    initial    fuel    carat    in  advance   of   utll    auard    of 
project  Early    review  would    bo    significant    it up    to    enhancing 
foreign  confidence    in  US   supply   t    licensing   process 
WILSON,  G  t)       General   Electric   Co        BDU-80029        BO/03/07        2pp 

— -S004020471   Application   bij   GE   Tech    8vc    Co   J,  GE   for    license    to    eiport 
239,000    kg    loin  enriched   U  oiide   as    fabricated   BUR    fuel 
bundles    to   Taiwan 
WILSON,  B   D        General   Electric    CD        BDN-80031        80/03/07        Ip 


— B0040 10095  Forward)    tuo   applications    far    llctnsti    to   eiport  22  050   kg   U 
enriched    to  mm    93  3X  U-233  b  779   kg  U.  enriched    to  man 
4  03X  U-239  M/o    lattar  application 
KATSON.V       TransnucUar,     Inc        7S/06/22       2pp 


8004020472  Forwards   application   bg   Trananuc 1  ear.  Inc    for    license    to 
eiport   30,476    bg    U,  containing    1,234    kg    U-233   t    129.224    kg    U, 
containing   919    kg   U-235,  to  West  Germany 
MATSON.V       Transnuclearr     Inc        80/03/19        Ip 


— B004010097  Application    by  Transnuc lear, Inc    for    license   to   eiport 
20  090  kg   U,  in   form  of  U   henf  luorlde    enriched    to  mai    93  3X 
U-239,  to   the   Netherlands  End    use    statement    encl 
KATSON. u       TransnucUar,     Inc        78/06/22       Spp 


— 5004020479  Application  6g    Transnuc tear, Inc    for    licence    to    eiport 
30,746    tg    U, containing    1,234    kg    U-235    b    129,224    kg    Ui 
containing  919   kg  U-a35,  to  West   Germany 
»      Traninuclear,     Inc         NUK-319   80-059/         80/03/19         3pp 


— B004010101  Foruardi   TraninUt Isar,  Inc   application   for    license    to  eiport 
72  6  Vg  U.  in    form  of    U  heiafluortde   enriched   to  max   93  3X 
U-233.  to  France, 
MATSON.  V       Traninuc 1  tar,     Inc        79/03/08        Ip 


8004020484  Submits  application    to   amend    licensei    eitending    eiplration 
dates    from  800401    to  810401 

VAMAOUCHI,T        Power  Reactor   4<  Nuclear   Fuel    Development   Corp 
BO-C-009       80/02/26        Ip 


— S004010109  Application    bg   Traninucleir. Inc    tor    license    to  export  72  6 
kg  U.  In   form   of  U  heiafluoTld*   (nrlchad    to  mai   93  3X  U-233. 
to  France  End    uie    itateraent  !.  related   chtcHilt   of    info 
enc  1 
MATSOfJ.V       Transnuclear.    Inc        78/08/03       Bpp 


BOO 4 03 00 4 3  Foruards   application   bij  Coordination  Council    for   Marth 
Ameritan  Affain    to   export   4000   kg    heavy   water    to   Taiwan 
UU,K       Coordination  Council    for   North    American   Affairs        BO/03/ 12 


B0040201B4  LEcenie    for   Enon  Nuclear    Co,  Inc    to    eiport  nuclear   fuel 
•  Ument   harduare    Including    Zlrcaloy    tubes,  Zlrcalog    end   capd 
Inconel    plenum   springs    1>  other   specially    designed   nuclear 
ructor   parts    to  U»»t  Qe-rmany. 

PETERSON'  MR        Aislitant  Director    for   Export/Import  ti   International 
Safeguards        BO/03/13         Ip 

8004020236  Application   tiif    B»rs»nt    Indut  triti-Sueeneg   Dlv  for    license 
to   tiport    129  Cl    tritium  contained    in    foils 
SQUITIEfil-R  J        Sargent    Industries,  Sueeniy   Dlv       XB-9-3B9       BO/03/12 


0004020340  Application   by    Byron  Jack  ion  Pump   Dlv  for   license    to  eiport 
specifically   designed    or  prepared    parts  d  component!    for 
pumps    to    India 

*  Borg   Warner   Carp    i    Brgon   Jackson  Pump   Dlv        INDIA,      80/03/06        Ip 

BOO  402  02  4  i  Application   bif    Byron  Jackson  Pump   Dtv  for    Hcente    to  eiport 
tiuo   rotating    fate   rings,  four   carbon    hearings,  four  retaining 
rlngtione   coolant  r*elrcuUting    impeller   it  one  bearing 
retainer  assembly,  to    India 

*  Borg   W«rnir   Corp    ,    Bryan  Jackson   Pump  Dlv.      793-V-27B9       80/03/06 


— B004030046  Application   bu,   Coordination  Council    for   North   American 
Affairs    for    license   to   efport   4000   bg    heavy  mater    to   Taluian 
End   u<e    statement  end 
*     Affiliation  Unknown        80/03/10        2pp 

8004030049  License    for  Ueatinghouse  Electric   Co    to    export   DF  3   counter 
tube. Model    WL-23744  to  Francs 

PETERSON, M  R        Assistant   Director    for   Export/Import   t    International 
Safeguards        80/03/23        Ip 

8004030274  Foruardi  application    for    license    to   eiport   component 
syi  &   parts    for    tuo  GE  forced    circulation   single    cycle    light 
water   cooled   &  moderated   DWRi  iii/designsd    power    level    of  984 
HW, to   Taiwan 
WILSON.  D  D        General   Electric   Co        BDW-B0029       80/03/07        2pp 

— 8004030280  Submits   application    for    license    to   export    component 
sys   t  parts    for    tuo  GE  forced    c irculatlon. i ingl t    cycle    light 
w*t«r   cooled    b  moderated    HWRs   u/deiign    poutr    lev*I    of  984 
MH,  to  Taiwan 
HILSDN.B.D       General   Electric   Co        BDW-80030        SO/03/07        Hpp, 

8004030364  Requests   Executive    Branch    position  re  Transnuclear, Inc 
application    for    license    to   eiport  SNM   to   Weit  Oermanij 
PETERSON, M  R        Office   of    International    Programs        80/03/27        Ip 
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0004040039  Ualves  15-day  malting  period  for  License  XD-109O 

PETERSON, M  R    Assistant  Director  for  EipDrt/Impoi-t  St  International 
Safeguards    80/03/27    4p 

— S004040042  License  for  Gearhar t-Owen  Indus tr i es,  Inc  to  a. port  5  Ci 
Am-241  to  Poland 

PETERSON,  H  II   Assistant  Director  for  Eiport/Import  S.  International 
Safeguards    40-1BO/B0049    BO/03/37    2pp 

8004040045  Waives  15-day  uaiting  period  for  License  XB-10B9 

PETERSON.  M  R   Assistant  Director  for  Export/Import  &  International 
Safeguards    QO/03/S7    Ip 

— 8004040049  License  for  Kay-Ray, Inc  to  eiport  400  mC  i  Cs-137  in  two 
sources  to  Ciechos  1  avail  ia 

PETERSON, M  R   Assistant  Director  for  Eipor t/ImpoFt  &  International 
Safeguards   3872   60/03/27   2pp 

D0040400B7  Forwards  Itr  from  Embassy  of  Israel  requesting  cancellation 
of  application  XB-1041  W/o  one  1 

PETERSON- M  fi   Assistant  Director  for  Eiport/Import  t>  International 
Safeguards    BO/03/19    Ip 

0004040090  Requests  cancellation  of  application  to  oiport  byproduct 
matl  to  Southwest  Africa  (Namibia) 
JOHNSON.N  fl    Eberline  Instrument  Corp    EI-9176B2    BO/02/2B    Ip 

600404009'?  Requests  Executive  Branch  position  re  Metal  Bellows  Corp 
application  far  license  to  oiport  fleilble  petal  hones  to 
Bpain 

PETERSON,  M  R   Assistant  Director  for  Eipor t/Import  it  International 
Safeguards    GO/03/19    Ip 

B004040103  Application  by  Rockwell  Intl. Flow  Control  IHv  for  license 
to  eiport  Roc kwe 1 1-Edward  gloCe  stop  valve,metal  diaphragm 
sealed,  ASME  111,1521  special  class  ratedibody  4,  bonnet  of 
SA1B2, Grade  F316  stainless  steel, to  India 
OF8ANIK.W  J    Rockuiell  International  Corp    2929FE    00/03/14    Ip 

6004040107  Application  by  Sigma  Chemical  Corp  for  license  to  eiport 
equivalent  of  5  kg  deuterium  liquid  over  two-yr  period, to 
Canada 

QUICH.P  A   Sigma  Chemical  Co   (subs   of  Sigma-Aldrich  Corp  t    D-39 
QO/03/07    Ip 

000-1040110  Forwards  application  by  Transnuc lear.  Inc  for  license  to 
eiport  10,794  bg  U.  enriched  to  mai  3  4X  U-235,  to  Belgium 
MATBDN.  V   Transnuclear,  Inc    SO-039/OI  TNP-3   60/03/12    Ip 

— BQ04040114  Application  by  Transnuclear, Inc  for  license  to  eiport  10,794 
kg  If,  enriched  to  mat  3  4V.  U-233,  to  Belgium 
»  Transnuelear,  Inc    80-039/01  TNP-3   BO/03/12   3pp 

B004040135  Submits  applicatlonn  to  amend  license  extending  expiration 
date  to  830501 
HARMON,  D  H   Edloui  International  Co   BO/03/10    Ip 


9004070023  License  for  Eberline  Instrument  Corp  to  eipart  0  OS 
mtcrogram  Pu-239, electrop lated  on  stainless  steel  in  DNS- 10 
alpha  calior  ltd  sat,  to  South  Korea 

MOORE- R  N   Aisiitant  Director  far  Eiport /Import  &  International 
Safeguard)    5  0  6997    BO/03/07    2pp 

8004070026  Ltr  of  assuranco  that  Oovt  of  Japan  has  appointed  kansai 
Electric  Poiuer  Co,  Inc  as  authoriied  party  for  import  of  25 
mg  of  U-235,  enriched  to  mai  of  93  I3/ 
HIVABAVASHI.M    Japan    79/11/29    Ip 

B00407Q03B  License  for  OA  Co  to  eiport  405  g  U-235,  eontainrd  in  579  g 
U, as  FLIP  TRIQA  fuel  elements,  to  Moiico 

PETEP.SON.M  R    Assistant  Director  for  Elport/Import  8-  International 
Safeguards    IEL-992    BO/03/O6    2pp 

8004070039  Faruards  notice  of  application!  for  licenses  to  eiport 
nuclear  facilities  or  matls  for  FR  publication 
SHEA, J  R   Office  of  International  Programs    BO/03/O8    Ip 

— 80O407QO34  Notice  of  applications  for  licenses  to  e«porl  nuclear 
facilities  nr  matls  received  000211-0303 
BHEA,  J  R   Office  of  International  Programs   BO/03/OB   Spp 

8004070037  Forwards  application  for  aiport  license  for  minor  nuclear 
eiport  Ltr  of  assurance  required 

PETERSON,  M  R    Assistant  Director  for  Eiport/lmport  It  International 
Safeguards   BO/03/27   Ip 

B004070073  License  for  DOE  to  eiport  3  95  kg  U-239,  contained  in  SO 
kg  U  as  metal  fc  2  25  kg  U-235,  contained  In  S  kg  U  as  metal, 
to  the  Netherlands  it  Weit  German  g 

MOORE,  R  N   Assistant  Director  for  Export/Import  tt  International 
Safeguards    BO/03/07    2pp 

800407007G  Amend   to  OA  Co  eiport  1 icense,  increasing  quantity  of 
authorliod  matl  from  1  72  g  U-S35, contained  in  1  34  g  U,  to 
3  32  U-335, contained  in  3  94  s  U 

MOORE,  R  N   Assistant  Director  for  Eiport/Import  *.  International 
Safeguards    IEL-1020   BO/03/06    Ip 

S0040700BO  License  for  DOE  to  e.port  3  95  kg  U-233,  contained  in  20 
kg  U  ai  metal  d  3  23  kg  U-23S,  contained  in  5  kg  U  as  metal, 
to  France  !<  the  Netherlands 

MOORE. R  N   Assistant  Director  for  Eiport/Import  \>  International 
Safeguards   BO/03/07   Spp 

BOQ4070085  Submit*  application  to  amend  license  to  eip ort.  changing 
quantity  of  authoriied  matl  to  10  1  kg  U-233, contained  in 
51  3  kg  U 
MATBON.  V   Transnuclear,  Inc   GO/03/05   Ip 

S0040700BQ  License  for  Chasi  Nuclear  Div  of  Chas*  Drast  !•  Copper  to 
export  11,000  Its  Eirconlum  2  3%  niobium  alloy  titruded 
tubes  to  Italy 

PETERSON.  M  R   Asiistant  Director  for  Eiport/Import  It  IntBrnational 
Safeguards    A2-2020    SO/03/O7    Ip 


80040110141  Application  by  Par  Sys  Corp  for  license  to  export  Par  Model 
ISI-8,  inservice  Insp  sijs,  to  United  Kingdom 
PARSONS.  H  B   Par  Systems  Corp    667-3   BO/03/10    Ip 

-- 0004040152  Ack  receipt  of  NRC  791013  Itr  Expresses  surprise  y/NRC 

opinion  that  sate  of  Insorvlco  Insp  sy>  should  require  NRC 
permit 

PARSONS, W  D  Par  Systems  Corp    79/11/27   2pp 

0004040147  Executive  Branch  position  re  Saunders-Roe  Developments . Ltd 
application  for  license  amend  to  eiport  addl  500,000  Ci 
tritium, to  United  Kingdom  License  should  be  granted, 

NOZENZO.L  V   State.  Dept  of,  Bureau  of  Oceans  &  Internatl  Environ   tt 
Scientific  Affair.   80/03/14   2pp 

900404017B  License  for  CERAC, Inc  to  eiport  B  70  kg  thor lum, contained  In 
10  kg  thorium  oiide  as  pouiler.  to  Italy 

PETERHON'M  R   Assistant  Director  for  Export/Import  *•  International 
Safeguards    SO/03/25   2pp 

8004040477  Amend  1  to  Saundors  Floe  Developments.  Inc  license  chancing 
B00501  expiration  date  to  810913  t<  Increasing  amount  of 
export  to  ana  million  CI  tritium  as  tritium  gas 

PETERSON. M  R   Assistant  Director  for  Export/Import  &  International 
Safeguard*    SO/03/21    2pp 


B004070148  SECY-BO-142 

Recommends  Issuance  of  license  to  eiport  reactor  tt 
associated  components  to  Philippines  Proposed  eiport  mould 
not  b«  inimical  to  US  common  defense  it  security  No  further 
action  reo.uir»d  on  SECY-79-100 
SHEA,  J  R,   Office  nf  International  Programs   BO/03/14   &np 


— 80Q40701BD  Disculiei  deaths  of  tuio  energy  attlvllts  &  physical  security 
of  proposed  reactor  Continued  repression  creates  highly 
unstable  environ  "Mother  Jones"  Dec  197?  article  re  itafcB 
of  civil  war  in  Philippines  end 

PERLAS.  N   Philippine  Movement  for  Environmental  Protection 
SO/01/27    I3pP 

8004070407  Requests  Executive  Branch  position  on  end  Coordination 
Council  for  North  American  Affairs  application  for  license 
to  eipart  4.000  kg  of  heavy  water  to  Taiwan  W/o  end 
PETER80N.M  R   Assistant  Director  for  Export/Import  it  International 
Safeguards   SO/03/20   Ip 

B0040B0009  Foeuards  application  by  OA  Co  to  export  SNM  contained  in 
20  TRIOA  fuel  elements  It  four  fission  chambers,  to  Indonesia 
HDWflYrW  R   Oeneral  Atomic  Co   (subs   of  Gulf  Oil  Co  )    HO/03/14 


S004040480  Requests  Executive  Branch  position  re  Ed  low  Intl  Co 
application  for  license  to  export  source  matl  to  Taiuan 
PETERSON, M  R   Assistant  Director  for  Export/Import  *  International 
Safeguards    BO/03/27    IP 
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— S0040SOQ14    Application    bg    OA   Co    for    license    to    eiport    6. 478   g 
V-i Irconlum   hgdrldi,  conta ined    in   20  TRIGA  fuel    element!   1 
four   fission   chambers   containing    U-239.  to    Indonesia 

HOHRV^W    R         General    Atomic    Co       (subs      of    Oulf    Oil    Co    )         IEL--1139 
BO/03/14         Ip 

BQ040a0020  Submits   application    to   amend    1  iconse, chang  ing    ultimate 
consignee    addresi 
HATSON, V         Transnuclear,     Inc         BO/O3/21          Ip 


S004080251    License    for   Reactor    Eiper imnnti, Inc    to    eiport    0   342    mg 
Np-237   to   Ciechoflovakla 

PETERBON-M   R         Assiitant    Director  for    Export/Import    t-    International 

Safeguards         CZ    2BQi        BQ/O3/27  Spp 

9Q040B029S  License    for   Uestinghouie  to    aiport    43  mg    U-235,  c  onta  ined    in 
43   mg    U,  to    Yugoslavia 

PEIERBONiM  R        Anlstant   Director  for   Ei  port/Import    li    International 

Safeguard*         HX-I1006         30/03/27  Bpp 


S.OQ4080O32  Application   bu   Ed  1  ow   Intl    Corp    for    Home    to    eipnrt   600   kg 
depleted   U  dioxide   powder    to   Taiwan  End    uie    statement   oncl 
HARMON, D  U        Ed  low   International    Co        IM-I        BO/03/17       2pp 

800403003'?   Forward1!    application   bu,    Vraninuc  1  car.  Inc    for    license    to 
•iport    I.AaQ.tS   kg    U-235,  c  ontained    on    49,  i56    kg    U,  to    France 
HATSDN.V        Transnuclear.     Inc        50/03/20        Ip 

— B0040B004'2  Application    bg   Traninuc lear,  Inc  for    license  to    eiport 

1.638.i3    kg    U-E39.  contained    in    49   634    kg  U.  to   France  End    use 
statement  ere  1 

MATSON, V         Traninuc  1  «»r,     Inc         80-042/01  80/03/21  2pp 

BQO4030O30  Application  bij   Telidgne  Uah   Chang   Albany   for    license   to 
eiport   loa    ton i    Zircolag    tubes    to   Argentina 
AERNIi  B  L        Teledgne  Mah  Chang    Albany        3159       30/03/21        Ip 

B004OBOOi1)  Advl»i    that    rout*    for    transport    of   AECL  spent   fuels    from 
Ogdeniburg. NV   to  Dunbarton.NC   must    be   changed    due   to    local 
ordinance    in  Geneva, NY  Proposes   alternate   rout* 

STUKENBHOEKER.  0     NL   Industries,    NL   Nuclear    Div        15807       80/03/11 
Spp 

B0040B0079  Forwards  application  bg   Transnuclear,  Inc    for    licenit   to 

•  Xpert  22    142   kg   U.  containing    10  OS3   kg   U-239.  to   Japan 
'      MATSON.  V        Transnuc  1  ea  r,     Inc        SOfO3/S5        1  p 

— 800*080065-  Application   bu  Traninutlear,  Ine    for    licenie    to   eiport 
22    142    kj  U,  containing    to  053   kgi    U-23B,  to   Japan  End    use 
Statement   entl 
MATBON- V        Transnuelear.     Ine        80/03/2S        IBpp 


80040B021;?  Waives    19   dag   matting    period    for    proposed    license    for 
Aldrich    Chemical    CD    to    eiport    deuterium    oiide    to    Draiil 
PETERSON,  M   fi         Assistant    Director    for    Eiport /Import    &    International 
Safeguard!        30/03/27        Ip 

— B0040B0303  License    for   Aldrich   Chemical    Co. Inc    to    eiport    1    kg    deuterium 
contained    in    S   kg   deuterium  oiide.  to   Draiil 

PETERBDNiH  R        Asiiitant   Director    for    Eiport/Import   fc    International 
Safeguards        BO/03/27        2pp 

80040S0311   License    for  Carpenter   Technology   Corp    ta    eipart   9*   pieces 
of   2  mm  Zircaloy4  allog    fuel    channels,  to  Spain 

PETERSON, M  R        Anistant    Director    for   Eiport /Import   i   International 
Safeguard!         BO/03/26         Ip 

80040B03I5  License    for  Conai    Corp    to    eiport   adopter   module   assemblies 
t   electric    penetration   seal    componantt    to   Spain 

PETERSON, M   R         Aiiisfcant    Director    for    Eiport/Import    t.    International 
Safeguard!        7-86800       80/03/E7        Ip 

B00408033P  Application   bg   Hag-Raiji  Inc    for    license    to    eipart    400  mC  i 
Ct-137    in    tuo    sources    to   C jechoi lovak ia 
BAKED, R         Kag-Rau,     Inc         2B72         BO/03/21          Ip 

6004080342   Application   bg    Uostinghouis    for    license    to    eiport    sii 
UL53465   incurs    detector   units    to   Guitierland 
POCHAL.WF        Mestlnghouse    Electric    Corp         ZE-102H9         BO/03/ 1 7         Ip 

80040B0345  Application   bg    Teledgne  Wah    Chang   Albang    for    licenie    to 
eiport   400    Ibs    Zircalog-2   tube    sfielli    to  Noruau 
HATTENBAHGEH.  8        Teledgne   Wah   Chang   Albang        2349        BO/01/28        Ip 


8004030037   Ltcanse   for  Mttsuliiihl    Intl   Corp    to   eiport   300  mci   Cf-253 
•  *    cncapsirlatid    ctrm»t   uire    to  Japan 

PETERBOH.M  ft        Asslltint  Director    lor  Eiport/Import  t   Internationil 
Safeguard*        BO/03/23,       2pp 


8004080350  License    for  Edlouj    Intl    Co    to    export  b3,  500    kg   U,  as    natural   U 
heiaf louride.  to  France 

PETERSON, M  R        Assistant    Director    for    Eiport/lmport   d    International 
Safeguards         K14K        80/03/2&         2pp 


S0040a009i   Lie  ami   for  Mitsubishi    Intl   Corn    to   eiport   500  mci   CF-252 
•  «    *nc*piul»ttd    cermet   uln    to  Japan 

PETERSON. M  R        Ai*lit*nt   Director    for  Eiport/Import  &   International 
9af*go«rds        64-7407-80       80/03/29        app 


8004080353  License    for   Transnuclear,  Inc    to    eipart    100,000   kg    U   oxide, 
containing   713   kg   U-235,  to   Weit  Qermant; 

PETERSON, M  R        Assistant    Director    for    Enport/Import    k    International 
Safeguards         NUK-391    79-21 1/         BO/O3/36         Spp 


H004030104  Foriujirdt   application   b«   Transnuelearr  Inc    for    licenn    to 
•  xpart  40   49    kg  U,  containing   37  768   kg   U-239.  to  Japan 
MATBOM.V.       Transnuclear,     Inc        80/03/23        Ip 

— 80040B02S1   Application    bg   Transnuclear, Inc    for    license   to   eiport 
4O  4B  Ig    U,  containing  37    74 B   kg    U-23S,  to   Japan  End   uie 
itatinent  Bncl 
MATSQN,Y        Transnuclaari     Inc        90/03/25       33pp, 

8004080118  Eneutive   Branch   position   re  CCNAX  Corp   application   for 
licinie    to    export   adapter  moduli  aisemblies   i   seal 
components    for   electrical    penetration  aisembliei    to   Spain 
Licinie    iSio-uld    be   granted 

NOBEMIO.L,  V       State, Dept  of,    Bureau   of  Octani  (<   Internatl   Environ 
Scientific    Affairs        SO/03/25       Spp 


S0040B06SO  Requests   Ececutive    Branch    position   re  Ed  low    Intl    Co 
application    for    license    to    eiport   U-30B    to  West   Oarmang    Cor 
eventual    uie   as    fuel    in  Ems  land    pouior    reactor 

PETERSON.M  R        Assistant   Director    for    Eiport/ImpDrt   &    International 
Safeguards        SO/03/12        Ip 

8004080627  License    for  Weitinghouse    to    eiport   0  0164g   U-235.  contained 
in  0  0176   g   U,  to   Yugoslavia 

PETERSDN.M  R        Asiiitant   Director    for   E»port/lmport  i    International 
Safeguard!         ZEPW-11017         80/03/27         Spp 

8004090443  Application  bg    Aldrich   Chemical    Co, Inc    for    llcente    to    eiport 
1    kg    deuterium, contained    in   S   kg    deuterium  oilde,  to   Draiil 
EDELBTEIN.B        Aldrich  Chemical    Co    ,     Inc      (sub*      of  Bigma-Aldr  Uh 
Corp    1        80/03/27        Ip 


8004080126  Eiecuttve   Branch   (0»ition    re  Carpenter  Technology  Corp 
application  for    license   to    eiport    Zircaloy-4  fuel    channels 
to   Spain  License    should   be    granted 

NOSEHZO.L,  V.       Stlte.Dtpt  of,    Bureau  of  Oceans  t,  Internatl    Environ     !< 
Scientific    Affairs        BO/O3/S5       Spp 


B0040S0650  Application   b«   Oearhart-Ouen    Industrl es.  Inc    for    license    to 
eiport   5  et   Am-241    in  neutron   »ource    to   Poland 

CLAUNCH.A        Oearhart-Duen    Industrie*,     Inc   ,    BO  Hireltna  Services   Div 
40-130/80049         QO/03/2O         Ip 


a004080131    Eieeutive   Branch   position   re  Reactor   Eiperimentt    Inc 
application  fop   licensa   to    tiport  0  3  mg   Np-237 
al«ctroplated    on  nickel   dives   for    use    in  doilmitru   to 
Ciechaslovakia  Licenie    ihould   be   granted 

NOBENZO.L   V,       3tat*,Dept,  of ,    Bureau   of  Occam   b   Internatl   Environ 
Scientific    Affairs        8O/03/33       2pp 


8004090113  Forwards  Bargent    Industries    application    for    license    to 
eiport    tritium   contained    in    foils    to   Condition  S   countries 
New  renuest   required    because    licensee    inadvertentlg    alloued 
old    export    license    to   eiplre 

PETERSDN.M  R        Anlitant   Director    for   Eiport/Import   li    International 
Safeguards        80/03/20        Ip 


80040B013B  Executive  Branch   position    re  Hestlnghouse  application   for 
licenie  an»nd    to   eiport   loai   enriched  U  to  Korea    in  Jan   1934 
rather   *h«n   19B9  Licenie  amend   should   be  granted 

HOSENZO.L   V        Btate-Dept   of.    Bureau  of  Oceans  t  Internatl   Environ     (. 
Scientific    Affairs,      BO/03/ 26       2pp 


800409019B  Forward,    license    to    export    gauges    to   China  Licenie    Usued 

u/o    13-dag   uaiting   period    due    to   urgent   retirement  of   matl 

PETERSON. M  R        Assistant    Director    for   Export/Import  k   International 
Safeguard!        60/03/21         Ip 
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— B004090202  License    far    Campbell    Pacific    Nuclear   Corp    to    export    10   mCl 
Cs-137   t-    50  mCl    Am-241/He    contained    in   moisture    density 
sauo.e    to   China 

PETERSON.  M  R        Assistant    Director    for   Ei part/ Imp  art   &    International 
Safeguard!        GO/03/21         IP 


B004110141    Forwards     Isotope   Products    Lab«    note    transmlttinfl     IAEA 
800317    1  tr    providing    add  I    and    use    info   re    licenie 
application    XD-1069  W/o    end 

PETERSON,  M  R        Assistant   Director    for   Eiport/Impor t    &    International 
Safeguards        BO/03/2S        Ip 


SQ04100Q44    Eiocutive    Branch    position    re    Enon    Nuclear    Co    Inr 
application    for     license    to    export    1.740    kg    of    U-235. 
contained    in    55.440    kg    of   U.  to    Belgium  Ltr    of    assurance 
encl    License    should    be    granted 

NOSENZO.L  V        State. Dept    of.     Bureau    of    Oceans   1    Internal!    Environ      & 
Scientific    Affairs        BO/03/3B        2pp 

6004100049    License    for    Sigma   Chemical    CD    to    eiport    5    ig    deuterium 
on  ide.  to    Canada 

PETERSON,  M  R        Assistant   Director    for    Ei port /Import   &    International 
Safeguards         BQ/O4/01         2pp 

BQQ410Q05B   Executive   Branch    position    re   Ex  ion    Nuclear    Co, Inc 
application    for    license    to    eiport    2, 1 1O    kg    U-235. c ontained 
in  68.  OOO    tg    of    Ui  to   Wast   Germany   Ltr    of   assurance    end 
Licenie    should    be    granted 

HQSENZOiL   V        State, Dept    of.     Bureau    of   Oceans    <•    Internatl    Environ      t, 
Scientific    Affairs         80/03/28         Spp 

EOQ4 100060   Eiecutive    Branch    position    re    Nuclear    Metals.  Inc 

application    for     license    to    eiport    150    Ibs    depleted    U    for    RliD 

to   Germany    License    should    be    granted 

ND9ENZO.L   V         State. Dept    of,     Bureau    of    Oceans    &    Internatl    Environ      i. 

Scientific    Affairs         BO/03/27         2pp 

3004100063   Requests    Eiecutive    Branch    position    re    Teledyne    Isotopes 
application    for    license   amend,  en  tend  ing    expiration    date    from 
aOOSOl     to    820501 

PETERSON,  M  R        Assistant   Director    for   Export/Import   &    International 
Safeguard*        BO/03/31         Ip 

6004100063   Notifies    of   withdrawal    re   760718   application    for    license    to 
eiport   as- 000    kg    enriched   U 
HERBCH.M    M         Westlnghouse    Electric    Corp         HO/Q3/Q3          Ip 

B00410O175    Requests    Eiecutive    Branch    position    re    OA   Co    application    for 
license    to    eiport    SNM    to   Bangladesh 

PETERSON.  t\  R        Assistant    Director    for   Eiport/lmport   &    International 
Safeguards         SO/04/O2          Ip 

BOQ4100I79  Requeit*   Eiecutive    Branch    poiitlon    re   Edlou    Intl    Co 
application    for    license    to    eiport   Cf-332   neutron    source* 
to   United    Kingdom 

PETERSON,  M  R        Assistant   Director    for   Eiport/lmport    &    International 
Safeguard*        BO/04/02        ip 

00041001BO   Requests    Eiecutive    Branch    position   re   OA  Co    application    for 
license    to    eiport   GNM    to    Indonesia 

PETERBONitf  R        Assistant   Director    for   Export/Import    fc    International 
Safeguard*        BO/04/03        Ip 

BQ04100181    Requests   Executive    Branch    position    re   Par    Bij«    Corp 
application    for    license    to    eiport    inservice    Insp    sus    to 
South  Africa 

PETERSON. M  R        Assistant   Director    for   Eiport/Import   d    International 
Safeguard*        SQ/O'l/03        Ip 

80041001B4   Request*   Eiecutive   Branch    position    re   Tran»nucleari  Inc 
application    for    license    to    export   SNM    to   Japan 

PETERSON, M  R        Assistant   Director    for   Export/Import   &    International 
Safeguard)        BO/04/03         Ip 

9004100232   License    for   Nissho-Iuia  i    American   Corp    to    eiport   3?    1BA    kg 
U-235,  contained    In    42  Kg    U,  to   Japan, 

PETEfiSDN.rt  R        Assistant   Director   for   Eiport/Import   &    International 
Safeguard)        BO/04/02        3pp 


B00411053B    Forwards    OE   application    for     license    to    eipnrt    tuio    DWRs    to 
Taiwan   W/o    encl 
SHEA.J    R         Office    of    International    Programs         BO/O3/17          Ip 

8004140010  Application   by    NL  Nuclear    Industries    to   amend    license. 
Increasing    matl     for     Import    to    72   OB9    kg    U.  containing    up    to 
42    541     kg    U-235   as    spent    NRX    6    NRU    fuel     to    Savannah    River 
Plant 
STUKENBROEKER, 0      NL    Industries,     NL   Nuclear    Div         BO/03/17         9pp 

8004160064   Requests    eipedltious   handling    of    790129  application   for 
license    to   eiport   Korean   Nuclear   Units   7   ti  a   concurrent 
u/Eiecutlve    Branch    review  Undue    delaij    could    jeopardize 
contract   as    discussed    in   encl    7911O7    1 tr    to   Stats   D»pt 
HERSH.M   M         Westlnghouse   Electric    Corp         ICS-QQ42         30/03/26         -*pp 

QG041600B2   Forwards   7B11S9    license    application   ui/o  action    par   600320 
request 

PETERSON,  M  R        Assistant    Director    for   Giport/Iraport    &    International 
Safeguards         BO/04/01          Ip 

SO041701B3  Forwards    end    use    statement    for    completion    of   791219  »iport 
license   application 
HELM.K         Isotope   Products   Laboratories        BO/03/17         2pp 

B004170270  Confirms    that   SNM   identified    in    export    license   application 
mill    be    subject    to    terms   d  conditions    of    57052B  agreement 
for    cooperation   t,   consignees    identified    on   application   ara 
authorized    to   receive   &   possess    matl 
KNOOHT.R    J         Australia         AE7    1074         BO/03/24         Ip 

SO04170291    License    for   Carpenter   Technology   Corp    to   export 
4B   Zircaloy-4   fuel    channels    to    Japan 

PETERSON.  M   R      Assistant    Director    for    Eiport/Import    d    International 
Safeguards        BO/04/01        Ip 

Q0041300BB  Forward  i    applications    for    licenses    to    export    fliriible   metal 
hose    to   Spain 
ROGERS,  W   F         Ketal    B*llous    Corp         BO/03/14         Ip 

— B0041S0089   Application    by    Metal    Belloui*    Corp    for    license    to    eiport    25 
plecai    fleiible   metal    hosat    to  Spain 
RBOER3,  W   F         Hetal    Bellous    Corp          HQ1S         BO/03/14         ipp 

— 8004180092  Application   by   Hetal    Bellou*   Corp    for    license    to   export 
four    pieces   hole    a*sembly   7001-08E~0707-W-AB-AS    to   Spain 
fiOSERB.M  F"        Metal    Bellous   Corp         14043        BO/03/14        Ip 

BOO41BO200  Forward i    application    to   eiport  32   6   kg  U  me tal r enriched    to 
19  79X.   U,  to  France   ANL  B00129  memo    encl 
BENOELSDnRF.H  D      Energy, Dept   of        80/03/2B        Ip 

— B0041BQ207  Application   by   DOE   For    license    to    eiport    SB  6    kg   U  mutal, 
enriched    to    19   79X   U,  to  France 
BENQSLSDORF, H        Energy,  Bapt   of        80/03/26        3pp 

80041B0227  Eiecutlve   Branch    position   re   Transnuclear* Inc    application 
for    license    to   export   367   kg   U-S3Si  contained    in    10,794    kg 
U.  to   Belgium 
MARCHAL,  J        State, Dept   of        SO/03/27        Ip 

eoQ41B0242  Application    by   Mltiui    9*  Co.  Inc    for    license*    to    export 
Zircaloy-2   tube    shall*  6   Zircaloy-4    tube    shalls    to   -Japan 
MONDEN.T,       Mitsui   ti  Co    ,    Ltd        SO/04/O3        2pp 


S004100306   Application    by    Eberline    Instrument    Corp  for    license    to 

eiport   Pu-239  alpha    calibr    sources. electroplated  on   47  mm 
metal    disc    lo  Canada 

JOHNSQN.N  L        Eberline    Instrument   Corp        5O  7491  80/03/29        ip 

80041009??   Advises    of   Commission   acceptance    of    recommendation    to 
approve   Edloui    Intl    Co    license    to    eiport  i9,  300    kg    of   U 

in    form   of    UF6. to   France   Comments    of   Chairman   Ahearne    noted 
CHILK.B  J        Office    of    the  Secretary    of    the    Commission        BO/03/25 

IP 

BO041 10117  Advises  of  intention  to  cancel  791106  application  re  export 
of  1  0  Ci  tritium  ga*  to  Israal 
APFELBAUN.  A    Israel    QF/BQ/312   BO/03/13   2pp 


9004100309  Requests  Eiecutive  Branch  position  re  Helix  Process  BIJ* 
application  for  license  to  eiport  tuo  hydrogen  recomblnen 
to  South  Africa 

PETERSON.  M  R   Assistant  Director  far  Export/Import  &  International 
Safeguards   BO/O3/B7   Ip 

— 3004180310  Application  by  Helix  Process  Syi  for  license  to  eiport  uaate 
gas  mgt  treatment  *y«  consisting  of  tuo  hydrogen  recomb-itun 
followed  by  ambient  temp  charcoal  absorption  equipment  to 
South  Africa 

HURPHV.  W  J   Helix  Technology  Corp  .  Process  Systems  Dlv   270000 
79/11/19.   Ip 

— a0041B0314  Forwards  791119  application  for  licen*e  to  «xc*ort  waste  gas 
mgt  treatment  sys  to  South  Africa 

MURPHV.W  J   Helix  Teehnoloou  Corp  ,  Process  Si)it*ms  Dlv 
80/03/17    ip 
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BOO41B0480  Eitends   appreciation    for    prompt    Issuance   of    license   amend, 
changtnfl    expiration  date    to   81 0301 

HOWRY, W  R        Oenerel    Atomic    Co      dubs      of   Oulf   Oil   Co    )        IEL-1160 
SO/03/14         Ip 

BQO41B04B5   Submit*    application    to   amend    en  port    1  icence. chang Ing 
•aplratlon  dati    to  820301    due   to   admfnl  itrat  ive   decisions 
PABINOBKY.J  P         Teledyne    Isotopes         BO/03/24         IP 


S004220111    Forwards   900326    license    for    eiport    of    six 
counters  u/plugt    ft  cables    to   Japan 
POCHAL.UF        WBStlnghouse   Electric    Corp        BO/03/26 


HL23088    fission 


—8004230116   License    for    West  inghouse    to    eiport    an    WL230BB    fission 
counters   u/plugi   d  cables    to   Japan 

PETERSON,M   R         Assistant    Director    for   Export/Import    !.    International 
Safeguards        GO/03/26        Ip 


8004180907  Ltr  of   assurance   re   Teledyne  Wah   Chang   Albany   application 
for    llcinie   to   export   <tOO    las    Zlrcalog-2   tube    ihell 
DAHL.J.   H         Norway         BO/03/1B         Ip 

BOO 42 1 0002  Advises   of   NL   Industries    800320  request    that    license   be 
returned   ui/o  action  Application   for    eipart   of    50.000   kg 
depleted   U   to  Condition  S  countries   tuas    tran«mlttid    for 
l-BVleu  on    781321 

PETERSON, H  H        Assistant  Director    for  Eiport/Import  li   International 
Safeguard*       80/03/27        la 

SOQ4210024  Forwards    application   to    export  7  3  Kg  U-233, containtd    in  24S 
kg  Ui to  Canada  U/o    tncl    1  tr    application    to    import   same  mail 
to  US  upon   completion  of   aiper  Imen  tal   work 
ELOEHT.O   J        EnergijiDept    of         BO/03/31          Ip 

— 8004210149  Application   by    DOE   for    license   to   eiport   7  3   kg   U~233i 
contained    In  249    tg   Ui  to    Canada 
HAN9EN.C   D        EnerguiOept    of         HR-1593        80/03/28         Ip 


B0042301S?  Forwards   application   bij   DOE    to   eiport   matl    to   Canada   & 
Import   application   to   return   matl    following    experimental 
work   U/o   eiport   application 
ELOERT,  0   J         Energy,  Dept    of         BO/O3/26         Ip 

— B004230133   Application    by    DOE    for     license    to    import    SNM    upon 
completion    of    eiperlmental    work    in   Canada,  exported    under 
License    XSNM-1671 
ELQERT.O   J         Energy,  Dept    of         SQ/O3/26        2pp 

9004340063  Forwards   application   for    license    to   export    approi    15    Ibs 

depleted  U   to   Uest   Germany    for    me    at   metallurgical    sample* 

HOLDEN,  T  J         AAI    Corp       (subs      of    United     Industrial    Corp     )          80/03/24 
Ip 

— 8004240067   Application    by    AAI    Corp    for    license    to    Eiport    U-23B. as 
depleted    U,  to   Hut   Germany 

HQLDEN,  T   J         AAI    Corp       (subs      of    United    Industrial    Corp     > 
80/03/34         Ip 


9004310010  Application  by   Sign*  Chemical   Co   tor    license   to  eiport 
compound!    containing   deuterium   to    Malaysia 

STERN.H  C       eioma   Chemical    Co      dubs      of   Sijma-Aldrlth  Corp    1        B-40 
BO/03/2B        Ip 

8OQ4B10092  Application  by  Sigma  Chemical   Co    for    license    to   eiport 
coopoundi    containing   deutarlum  to   Neu   Zealand 

BTERN. M  C.      Blgna   Chemical    Ca      <>ubi      of  Blgma-Aldrich   Corp    )        D-41 
80/03/31.      IB 

B-00 42 10076  Submlti  appllcstion   for    license    to    import    several  mg   Pu-23B, 
pro! ably    from  Franc* 
D'BFIIEN.M  J       Washington  Univ       SO/03/31        2pp 

B004310123  Application  iij  Want inghouie    for    license    to   aiport   1   68  g   Uj 
contained    In   1   81    g  U-233-  to    Italy 
POCHAL.H  F       Mettlreghouse   Electric    Corp        IE- 4 0039       GO/03/2S        Ip 

B-00421013&  Application   by  M»»-t tnsho-uie    far    licinte   to   tlport    three 
units  M.-S3744  compensated    lonliation   chamber   to  prance 
PDCHAL.M.F       Ulltlnihouse   Electric    Corp        ZE-30293-4       80/04/02        Ip 

B004S101S6  Application   by   OA   -for    license    to   export  291    elements 
containing   U-iircctnium  hydrldi   fuel   u/mat    Isotope  uieight 
of    11    kg   U~239  tt  TRIOA  reactor   n*utron   detectors   containing 
mat   of  6  6  jm  U-233  to   Bangladesh 

MOURV.H  R       D*nir*l   Atomic    Co      dubs      of  Gulf  Oil   Corp    I        BO/03/24 
tp 


B004240130  Notifies   of  Cotnmlsslon   approval    of   Nissho-Iwal    American  Corp 
application    for    license    to    eiport    42   kg   U, enriched    to  93  3K, 
to   Japan  Request!   detailed    description   of    transportation 
method   &   phuiical    security    for    transit 

CH1LK.S  J       Office   of    the   Secretary    of    Ue   Commission        00/04/02 
IP 

BO 0424 022 4  Requests  Executive   Branch    position   re  Halprln  Supply    Co 
application   for    license    to   eipart   290  mCi    tritium, contained 
in   tuo   static    electricity    detection  meters,  to   Egypt 
PETER6DN:M  R        Assistant   Director    for   Eiport/Import   &    International 
Safeguards        80/04/07        Ip 

0004250009  Ltr    of   assurance   re   Univ   of   Helsinki    application    for    llcenie 
to   eiport  3  g    Btd  Ref  Matl    (SRM)    500  &    1    g    each    of    BW1-015, 
8RM-OaO,  SRM-030   S,   BRM-OSO,  to    Finland 
MAK1PENTTI,  I        Finland        80/O4/07        Ip 

8004290028  Notifies    that   NRC   has   not    completed    licensing    action    on 
application    to   eiport   depleted    U  to  France    for    enrichment 
Final   NFIC   action   delayed    pending   Executive   Branch 
clarification 
SHEAiJ  R        Office  of    International    Programs        BO/04/10        Ip 

8004350037  Uaives   customary    IB-day   waiting    period    for    issuance    of 
license    for   Bandvik   Special   Metals   Corp    to    export   2,350 
pieces   Zirconium  2  57,   niobium   seamless    tubing    to   Canada 
PETERSON,  M  R        Assistant   Director    For   Eiport /Import   &    International 
Safeguards        80/03/34        Ip 


— 80042101S9  Forward*   application   to    eiport  SNM  contained    in  fuel 
element*  )•  neutron   deteeton    to    Bangladesh 
nOURY.H  R       Central   Atomic  Co      dubs      of  Oulf   Oil    Corp    ) 
80/03/24       2pp 


—8004250042   License    for    Sandvik    Special    Metals    Corp    to    export    2,390 
pieces   Zirconium  S,  57  niobium  leamless    tublngi  to   Canada 
PETERSONiM  R       Assistant   Director    far   Eiport/  Import   b    In  t  Hi-national 
Safeguards        BO/03/24        Ip 


9004210364  R*i|Ulsts   Eiecutiva   Branch    position  re  Teledyne  Hah  Ch*ng 
Albany   application    for    license    to    eiport   Zircalov  TREX   tubes 
to  Argentina 

PETERSON. M  R        Assistant  Director    for  Eiport/Import   ti   International 
Safeguards       80/03/31        Ip 

3004210369  Requests   Exacutiv*   Branch    position  re  Btlf-Pouiered  Lighting 
ravlsed   application   for    license    to   eiport    tritium  gas   to 
Dominican  Republic 

PETOlBONjM  R        Asiistant  Director    for   Eiport/Import  !<   International 
Safeguard!.      QO/04/02       Ip. 

SXJ04210379   Rtquaiti   Eiecutiv*   Branch    position  re  Transnuclear   Inc 
application  for    license   to    eiport    SNM  to  Japan 

PETERSON. M  R       Asilitant  Director   for  Eiport/Import  1  International 
Safeguard t       SO/04/02       Ip. 

8004210484   Application   by  Matheson   0*»  Products    for    liceni*   to   export 
900   litvri   deutirlumi chemically    pure    (90  g)    to  Australia 
*     Ma  tin  ion  Oas  Products        101-77293      60/04/01       Ip. 


B0042B0049  Forwards   revised   7 90S 06  application   for    license    to    eiport 
tritium  oas    to  Dominican  Republic 
HARPER.fi,  G        Self-Pouered   Lighting.    Ltd        80/03/1B        Ip, 

— 3004280033  Ami  tided  application   by   Self-Poutred    Lighting   Ltd    for    license 
to   eiport   tritium  gas    to   Dominican   Republic.  Amend   reduce* 
tritium   to   280,000  Ci    &   changes    shipment    form    to   adsorption 
on   finely    divided   depleted   U 
HEOARTV,  U        Self-PouiHred    Lighting.    Ltd        80/03/18        7pp 

80042S009&  Application   bu   Edlou    Intl    Co    for    license    to   export    40 
mg   Cf-252  as    cermet  ulre    to  Oreat   Britain 
HARMON,  D  M       Edlou   International    Co.       TRC-4        80/03/21        3pp 

B004300010  Discusses  NRC    findings   re    proposed    license   far  Univ   of   WA   to 
Import    10  mg   Pu-233.  greater    than    10X   by   uelght.from  Franc  t 
Importation  ulll   not   be    Inimical    to   common   defense   !< 
security 
MQOREiR  N        Office   of    International    Programs        80/04/10        Ip 
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6004310091 

800*3301  i  i 

8004030097 

30-307 
SO-J33 
30-109 
30-3B7 
3O-3B7 

G 
0 

a 
a 

T 

BECy.EB,J  M 
DECUMAN,  D  A 
BECKMAN.  D  A 
BECKMAN.  D  A 
BEBflOSI  AN,  T 

8004030324* 
8004E90079* 
800*0401  77» 
900*170309" 
8004080659 

FQIift 
30-33* 
3O-334 
30-334 
PR 

p 

0 

a 

BEERS,  R  H 
BEERS,  F   C 
BEERS,  F   C 
BEERS,  F   C 
BEIUEN8QN,  A   C 

8QQ*23osa9* 
300*130370* 

BOO*  150361* 
00041  50392* 
8004080U4* 

CONTRACT 
30-309 
30-R71 
50~St 
30-142 

a 

n 
a 
u 

BELCHER,  R 
BELGU 
BEUBLE.'a  A 
BELKE,  H  L 
BENAHOYA.  V 

7qOBoao447 
eoO*alO*Q6* 
8004210113* 
7910050109 
30040204.39 

30-16i 
30-387 
90-302 
MIBC 
FtEOOD 

11 

Q 

a 

BENDh,  B   J 
BENDER-  M. 
DENOeUSDORF,  H 
BENOEUSDOfiF,  H  D 
BENJAM1H.  ft  S 

£1004030003 
9004080620* 
BOQ41B02O7« 
B0041B0200 
8004190028 

NUREO 

Acne 

SPQRTUC 
SPORTI-1C 
NUREO 

DENNETT,  0  L 
BENNETT,  0  L 
DENNETT,  0  L 
BENNETT,  C  L 
BENTON,  C   T 

7902060387 
7902  1  40.34.1 
7906010332 
8MWG373* 
90Q4170239» 

M1BC 

mat 

MISC 
30-36? 
30-327 

M 

r 

BENT8EN,  L 
BERKBIQLER.K   P 
BERKOH.H  H 
BERMAN,  M 
BERNSTEIN,  D  L 

000*240428 
BG0410Q31T 
7903300103 
8004070413 
BOO*23OGQ9 

50-443 

NUFIEO 
MISC 
RGB 

50-320 

11 

0 

BERNSTEIN,  »  L 
BERNSTEIN.  D  L 
BERNSTEIN,  D  L 
BERNSTEIN,  D  L 
BERNSTEIN,  D  L 

0004220008 
8004220102 
80048SQ40S 
600*230102 
BQO*Eao*00 

30-320 

so-aao 

50-0.20 

so-aao 

50-320 

a 
& 
o 
a 

Q 

BERNSTEIN,  D  L 
BERNSTEIN,  D  U 
BESECKER.K  H 
BEVAN.S 
BEVEL,  K  A 

80042  10QBS 
B004210QB3 
eQ041105fjfi» 
8004100313 
0004220418 

50-320 
50-320 
50-302 
50-263 
30-320 

Q 
0 

a 
p 
it 

BEY£A,  J 
HHAT1A.P 
BICKWIT,  L 
BlDtH-K-C   T 
BIDDLE,  C   T 

SOQ41001B7* 
SOQ410Q36S 

goowiom 

8004020332 
0004020232 

30-3 
30-317 
50-327 
50-466 
SO-Att 

F 

o 

A 

a 
o 

Blfc&LE.C   T 
BIDDLE,  C  T 
BIDDLE:,  C   T 
BIDDLE,  C,T 
BIDDLE,  C    T 

8004100274 
8004100274 
6004140413 
80041*0*13 
BOMOB06.B7 

90-493 
50-49B 
30-466 
50-466 

30-466 

Q 

a 
& 
a 
o 

BIDBLE.C   T 
BIDBLEiC  T 
BIDDLE,  C   T 
BIDDLE.  C   T 
DIDDLE,  C  T 

S00408Q6B7 
8004100357 
8004  1  00987 
8004230022 
8004230022 

30-466 
30-466 
SO-466 
30-466 
30-466 

e 
o 
ft 
0 
o 

BIOOLE.C   T, 
BIER,  J, 
BIEflBAUM.  0  A 
BUfiHAH.S  R 
BIQIARELLMI  J 

0004240339 
8004070137* 
«DO*OBO4B7« 
8004040023 
800419044<J» 

S0-4tt 
50-135 

so-  1  as 

RES 
50-240 

& 

H 

e 

Q 

BIQIAWLUrtl  J 
B1M«,,S, 
BIWEL.ft  A 
BlSE^ti  1 
BISHOP,  C   J 

ao042f0303» 
B004040D47* 
B0041  30031 
B004150117* 
B004020B3U 

30-243 

30-344 
30-369 
71-367 
30-369 

e 

T 
A 

a 
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AUTHOR 

ACCESSION 
NUMBER 
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CATEGORY 

D  I  SHOP,  C  J 

8004030282* 

50-399 

0 

BISHOP,  C  J 

800415O16B 

30-389 

0 

BISHOP,  0 

8QO4O90143 

PR 

BISHOP,  M 

8004090100 

90-466 

0 

BISHOP,  C  J 

8004030076 

90-466 

0 

BISHOP,  C  J 

8004090150 

90-466 

0 

BISHOP,  C  J 

soo4oao962 

90-956 

0 

BISHOP,  C  J 

8004090123 

50-445 

H 

BISHOP,  C  J 

80042301620 

90-445 

M 

BISHOP,  C  J 

SOO4OB0974 

50-320 

0 

BISHOP,  C  J 

BQ04  100253 

90-272 

0 

BISHOP,  R  H 

6004090292 

50-213 

I 

BISHOP,  R  U 

0001150320 

90-245 

I 

BISHOP,  C  J 

0004100240 

50-445 

M 

BISHOP,  C  J 

B004240541 

90-275 

Q 

BISHOP,  C  J 

BQ04210141 

50-445 

M 

BISHOP,  C  J 

B004230098 

50-375 

0 

BI8BETT,  P  H 

B0040B0599* 

70-364 

BIXEL.  D  A 

B004  100480* 

90-155 

0 

BIXEL.  D  A 

B004  100469* 

50-155 

0 

BLACK,  R  L 

B00402046B 

50-522 

0 

BLACK.  R  L 

8004  1004S9 

30-522 

A 

BLACK,  R  L, 

B0041  10142 

30-312 

0 

BLACK.  R  L 

8004140482 

50-312 

0 

BLAKE,  E  L 

8004020202 

50-2B9 

0 

BLAKE,  E  L 

8004020202 

50-209 

0 

BLAKE,  E  L 

8004100547 

90-289 

0 

BLAKE,  E  L 

8004100966 

90-2B9 

0 

BLAKE,  E  L 

8004110561 

50-289 

0 

BLAKE.E  L 

8004110367* 

50-299 

0 

BLAKEiE  L 

8004100549 

50-28? 

0 

BLAKE,  E  L 

B004  100566 

90-2B9 

0 

BLAKE.  E  L 

B004110567* 

50-289 

0 

BLAKE.  E  L 

6004140004 

30-289 

0 

BLAKE.  E  L 

B004  140004 

9Q-2B9 

0 

BLANCHARD,  W  H 

80041  40093" 

HISC 

BLOCK.  6 

8004300206 

NUREO 

BLUMOERQ,  N 

B004160146* 

30-293 

Q 

BLUMBERO.N  J 

8004380147!' 

50-272 

Q 

BLUME,  M 

5004030198* 

90-445 

M 

BLUME,  H  D 

8004030347 

50-449 

M 

BLUME,  H  B 

8004010362 

50-449 

M 

BLUME,  M  B, 

80040(10420 

50-449 

M 

BLUME,  H  B 

8004100136 

30-449 

M 

BLUME,  H,  B, 

a004B90227 

30-449 

M 

BOATHRIOHT,  N  C 

8004220562* 

FOIA 

BOATWniOHT,  N  C 

80Q422044B* 

F01A 

BOATWRIQHT,  N  C 

8004220458* 

FOIA 

BOATMRIOHr,  M  C 

8004220461* 

FOIA 

BOATHRIOHT,  N  C 

8004220348* 

FOIA 

BOATHR1QHT.N.C 

BQ04220463* 

FOIA 

BOCCIO,  J 

B004220S74 

REVIEW 

ORP 

BOOKER,  H 

B004220037* 

90-316 

P 

BODTKE.P  J 

B0040B043B* 

50-239 

R 

BDE.  E 

8004100491* 

MIBC 

BDODEN.O 

B004090Q64 

40-1162 

BQQDEN,  0 

9004090250 

40-1162 

BOODEN,  0 

B004090255 

40-1162 

BQODEN,  0. 

BQQ40B0606 

40-1162 

BQHN,R,  J 

BQ040BQ331 

50-367 

Ft 

BOHN.fi  J 

0004  1304  S3 

90-367 

R 

BQHN.R  J 

9004230593 

90-367 

R 

BOHN.R  J 

B0042B0494 

30-367 

R 

BOHN.R  J 

BQ043Q0431 

9Q-3A7 

R 

BOLT,  B,  A 

B004  1  70257* 

30-70 

P 

BDNNEVILLE.  R  B 

B00421011B 

PR 

BONIOH.L  (., 

9004240464 

NUREG 

BONZON.L  L 

8004240509 

50-296 

P 

BOOK.  H  E 

8004100096* 

70-25 

BOOK.  H  E 

8004100033 

70-29 

BOOK,  H,  E 

8004030247* 

90-298 

Q 

BOOK.  H,  E 

5004210248* 

50-312 

Q 

BOOK.  H  E 

800404003Q* 

90-312 

Q 

BQOK.H  E 

B004210241* 

50-312 

Q 

BOOK.  H  E 

6004040054 

90-312 

Q 

HOOK.H  £ 

B0042  10020* 

90-3BO 

0 

BOOK.  H,  E 

8004110943 

90-243 

a 

BOOK.  H,  E. 

80041109SO* 

90-243 

a 

BOOK.  H,  E. 

6004210331 

90-312 

a 

BOOK.  8  A 

8004390047 

NUREO 

BOOKE,  B.  L 

B0042  10388* 

40-1162 

BCIQKE.B  L 

8004210388* 

40-1162 

BOOKER,  M  K 

8004170329 

NUREO 

BORCHELT,  K  L. 

8004230007* 

90-449 

M 

BDRDENICK,  B.  M 

8004090192 

90-320 

& 

AUTHOR 

ACCESSION 
NUMBER 

SUBJECT 
CATEGORY 

OORDENICK.B  M 

B0040B0439 

50-514 

0 

BORDENICK,  B  M 

B004090390 

50-320 

0 

HORDENICK,  D  M 

B004090396 

50-320 

G 

BORDENICK,  B  M 

B0042300S1 

50-322 

G 

QORDENICKiD  M 

B004  150243 

50-514 

0 

BDRDENICK,  Q  M 

0004150312 

90-516 

D 

BORDENICK,  B  M 

9004250398 

50-322 

D 

BOREIKO,  T 

9004020499 

SO  -32  7 

0 

HOREN,  D  L 

B0041404B50 

MISC 

BORES,  R  J 

80040701121 

70-1100 

BDRES,  R  J 

9004080392* 

50-317 

0 

BORES,  R  J 

B00430032B* 

50-225 

0 

BQRGMANN,  E  A 

8004300604* 

50-358 

Q 

BORQMANN.  E  A 

8004  160009 

90-338 

Q 

BOROI1ANN.  E  A 

Q004040340 

50-358 

I 

BORGMANN.  E  A 

90042B0317 

50-338 

F 

BORST,  L 

3004210052. 

FQ  I  A 

BOSSER.M  A 

8004280337* 

50-320 

H 

BOSTIAN,  R  H 

0004100338 

70-2623 

nOUKNIGHT,  J  A 

B0040B0273 

50-449 

M 

BDUKNIOHT,  J  A 

B004020113 

90-445 

M 

BOUKNIGHT,  J  A 

S004O2O119» 

50-449 

H 

BOUKNIGHT,  J  A 

00040201  19» 

90-449 

M 

BOUKNIQHT.  J  A 

3004170312 

50-449 

M 

BOUKNIGHT.  J  A 

B0041703I2 

90-443 

M 

BOUKNIQHT,  J  A 

6004230154 

30-449 

M 

BOUKN10HT,  J  A 

B004230154 

90-445 

M 

BOUKNIQHT.  J  A 

8004240061 

50-443 

M 

BOURN  I  A,  A 

B004020413 

50-373 

F 

BOURN  I  A,  A 

Q0042B0051 

90-373 

A 

DOUERS.  C  E 

B004230533 

70-820 

BOWERS,  C  E 

0004240160 

70-820 

BONERS,  C  £ 

9004220177 

70-920 

BOWERS,  J 

8004030322 

50-289 

0 

BOWERS,  J 

B004  100363 

9O-2B9 

0 

BOUCRS,  J 

B004  100565* 

90-289 

0 

BONERS.  J 

B0041005670 

50-289 

0 

BOUER8.  J 

8004110093 

50-299 

0 

DOWERS,  E  8 

B0040S0597 

90-514 

G 

BOWERS,  E  8 

B004I50092 

50-914 

0 

BOWERS,  E  S 

80042101  28 

50-250 

0 

BOWMAN,  J 

B0040401S9 

50-322 

II 

DDWYER.J  E 

8004220579* 

FOIA 

BQWYER,J  E 

8004220957* 

FQ  I  A 

BQYD.  R  B 

B004P80379* 

90-10 

H 

BOYD,  D  C 

8004040444* 

90-315 

0 

BOVD.  D  C 

B00404O299* 

30-315 

a 

BOYD,  D  C 

B0041  00290* 

50-282 

0 

BOYD.  D  C 

B004070427 

50-315 

8 

nOYD.  D  C 

B004070192 

50-315 

8 

BOYD,  D  C 

B004090030 

50-315 

S 

DDYD.  D  C 

8004040099 

3O-313 

B 

BOYD,  D  C 

80042B0641 

50-299 

B 

BOYER.V  B 

B0040B0943 

90-277 

P 

BDYNS,  P  K 

S00403030B* 

FOIA 

BRADELY,  R  D 

S0040900B4* 

90-400 

0 

BRADFORD,  N 

B004300187* 

90-302 

a 

BRADFORD,  P  A 

S004  180294* 

BO-247 

E 

BRADFORD,  P  A 

9004080033* 

90-309 

P 

BRADFORD,  IJ  H 

B004280143* 

90-349 

0 

BRADLEY,  E  R 

B004S1029B 

NUREO 

BRADLEY,  J  P 

8004030361 

PR 

BRADLEY.  R  D 

9004070331* 

90-400 

a 

BRADLEY,  E  J 

8004140317 

50-392 

I 

BRADLEY,  E  J 

0004150246 

50-277 

I 

BRADLEY,  E  J 

8004150267 

90-171 

I 

BRADLEY,  E  J 

9004150470 

50-277 

i 

BRADLEY,  E  J 

BD04  170246 

50-277 

p 

BRADLEY,  E  J 

9004170232* 

90-277 

p 

BRADSHAW,M 

8004  100582* 

50-320 

H 

BRAMLETT-L,  8 

8004  140333* 

50-313 

8 

BHAMLETT.L  S 

9004130641* 

30-313 

S 

BRAMLETT,L.  8 

8004140360* 

50-313 

8 

BRAMLETT.L  B 

9004150549* 

90-313 

S 

BRAMLETT.L  8 

80042  10220* 

50-313 

R 

BRAm.ETT,L  S 

&004230473* 

50-313 

9 

HRAMLETT,L,  9 

B0042903B5* 

50-313 

S 

BRANSON,  L 

8004300073* 

90-387 

0 

BRAND,  H,  E 

8004290004 

30-399 

M 

BRANDON,  R  J 

8004090476* 

90-293 

P 

BRAY,  T  C 

8004220958 

30-111 

R 

BRAYMAN,  K  H 

8004210307* 

TOPREP 

BREED,  A 

80041  902BO* 

TOPREP 

GREED,  A 

B004190270 

TOPREP 

BRESLER,  B 

8004040070" 

90-344 

T 

AUTHOR 

ACCESSION 
NUMBER 

SUBJECT 
CATEGORY 

OREY,  H   L 

8004010450 

50-267 

P 

QRICKLEY.R    H 

B004220244* 

50-443 

a 

BRIDGES,  G 

9004210305* 

SO-1O 

H 

BRIGGS.L 

8004090262" 

50-219 

0 

BRIGGS,  L   E 

B004090422" 

90-219 

0 

BR1QGS,  T 

BQ04210450* 

90-219 

Q 

BRIGHT,  R    M 

B004O40010 

50-302 

0 

DniOHT.R    M 

800.1100365 

50-302 

P 

BRIGHT,  R    M 

8004210111 

50-302 

Q 

BRIGHT,  R    M 

B004OB0374 

50-3O2 

P 

BRIGHT,  R    11 

E10040B0613 

50-302 

P 

BRIGHT,  R   H 

9004310233 

50-302 

R 

BRIGHT,  R   M 

B004280391 

50-302 

P 

BRIGHT,  R    11 

9004IB0239 

90-302 

P 

BRIGHT.fi    11 

8004IQ0462 

50-302 

I 

BRIGHT,  R    tl 

B004220526 

50-302 

a 

BRIGHT,  R    M 

80042H0567 

50-302 

P 

BRIGHT,  R    M 

B004300331 

50-302 

Q 

BRINKMAN,  T  J 

S004O10520 

50-322 

0 

BRINKLER,  J   E 

(3004  1  B0492» 

50-309 

S 

BfilNKLER.J  E 

3Q0421027B* 

50-309 

S 

BRISTOL,  M 

8004O70193 

50-387 

H 

BttOADUB,  C   R 

B00424O565 

NUflEO 

BftOCK£TT,T   N 

90040-30578 

I6E 

BROEHL,  D    J 

B004O400650 

90-344 

T 

BROEHL,  D    J 

8004040073" 

50-344 

T 

BROEHU,  D    J 

S004O  1  0334 

50-344 

P 

BROEHL,  D   J 

0004020409 

50-344 

P 

HROEHL.D   J 

80042B0296 

50-344 

P 

BROEHL,  D   J 

9004030506 

50-344 

P 

BROEHL,  0   J 

9004180466 

50-344 

P 

BROEHL,  D   J 

900422069S 

90-344 

P 

BROEHL,  D   J 

8004300380 

50-344 

P 

BROEHL,  D   J 

9004300387 

50-344 

Q 

BROOKS,  E    H 

B004O20263* 

50-259 

Q 

BROOKS,  E   H 

B0041O0202* 

50-230 

Q 

DR033,  I    D 

8004040320 

50-320 

H 

DROUDE,  M 

9004290083* 

50-320 

H 

DflQWER,G  H 

6001020144* 

ACRS 

DRQNN,  S   H 

9004030148" 

FOIA 

tmaHN,  j 

6004140356* 

50-369 

A 

BROUN.  S   D 

B0041OOD25 

NUREO 

BROUN.  G  D 

60043O0031* 

40-4492 

BROUN,  G,  D 

B0043  00068* 

40-4492 

DROWN,  R    A 

B0041&OI72* 

50-277 

O 

BfiDWN.  R   A 

8004210039* 

40-672 

BROUN,  R    A 

80042101200 

50-2B9 

a 

BROUN,  R    A 

Q0043B0310* 

50-293 

a 

BROWN,  0   D 

8004040094* 

50-313 

Q 

BROUN,  R    A 

GOO4O4O493* 

40-3061 

BROWN,  R  A 

G004040035* 

50-253 

Q 

BROWN,  R    A 

9004040399* 

90-313 

0. 

BROUN,  R   L 

800402-0434*- 

OA999 

BROUN,  R   L 

8004100034* 

QA999 

BROUN,  R   A 

B0040S0147* 

27-47 

BROUN,  G    D 

8004040104» 

QA999 

BROWN,  0    D 

80043O0099*- 

40-4492 

BROUN,  R   A 

S0041O0529* 

90-254 

Q 

BROWN,  R  A 

8004040171* 

50-331 

a 

BROWN,  0  D 

8004040100 

OA999 

DROUNLEE.V  L 

80042202210 

50-321 

Q 

BROW.  0  D 

8004250299" 

90-313 

0 

BROUN,  H  H 

9004O90033 

90-279 

0 

BROUN,  G  D 

B004230293 

90-313 

Q 

DRQHNiO,  D, 

9004300043 

40-4492 

BROUN.  S  C 

9004010465 

50-404 

a 

BROUN.  8   C 

8004020197 

90-404 

R 

BROUN,  0  F 

90042  1  0333 

PR 

BROUN,  0  r, 

S004210361H 

PR 

BRONN.  M   3 

8004230432* 

50-316 

B 

BROUN.  B  C 

8004220641 

50-339 

p 

BROUN,  S  C 

B004320234 

90-404 

A 

BROUN,  B  C 

8004220399 

90-33B 

Q 

BROUN,  B  C 

0004220411 

50-404 

S 

BROUN,  B  C 

8004300413 

SO-  404 

Q 

BROI,R  £ 

8004100423 

70-734 

BRUOGER.R   tl 

B0043O0905 

70-754 

BRUNE.  J  N 

BOQ421032SB 

50-279 

Q 

BRUNNER-E  J 

8004300070* 

50-334 

P 

BRUNNER.E  J 

8004070120* 

90-322 

0 

BRUNNER.E  J 

8004160137" 

30-293 

Q 

BRUNNER.  E   J 

8004O90249* 

90-219 

Q 

BRUNNER.E  J 

BQQ4Q40  169* 

90-334 

a 

BRUNNER,  E  J 

9004040407 

90-293 

Q 

BRUNNERiE  J 

S004O90I31 

30-213 

0 
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AUTHOR 

ACCESSION 
tl  UMBER 

SUBJECT 
CflTCQORV 

BftUflNER.  E   J 
DRUNKER,  E   J 

800410007? 
B0040'?0')17 
B00406044B 

50-277        0 
50-322         (t 

50-213         0 
30-309         Q 

BRUllNERiE   J 
HHUNMER,  E   J 

BRUNWER.E   J 

B004a  10059 
3  004170288 
B004160145 

50-344        0 

50-272       a 
50-219        Q 
50-393        0 

BRUNNEB,  E   J 
GRUNdER.E  J 
BRUNNER,  E   J 
HRUIiMER.E   J 

BQD41B013Q 
B004070114 
300-1090236 

5Q-S73        0 
50-245         Q 
5O  -322        1 
30-219        Q 
50-320         Q 

CRUUNER,  E   J 
HRUNNER,  E   J 
JJHUNWEB,  E   J 
BRUNNER,  E   0 
DRUMMER,  E   0 

0004090469 
BOEJ4O9QH8 
B0041fi6193 
60041601  29 
S004280111 

50-293        Q 
50-245         3 
50-277         Q 
30-293         0 
50-273         0 

DRVAN,  S   E 
GR^ftN,  S   E 
D=!Y<WT.  J  C 
dRVAMT,  J   C 
O^yAWT.J   C 

90042202  H* 
S004S203931 
000402002^ 
90G<WJ40424« 
SODAO*0174 

F01A 
F01A 
50-395        0 
50—124         Q 
50-259       Q 

DRVAMTrJ  C 
DRVAMT,  J  C 
SKVAWT,  J  C 
DRVAHT.J  C 
SRVANT,  J   C 

Q0041004B1 
8OD4O70S5SO 

BQ04O10303 
0004  040201 

50-5hb       0 
50  -43B       Q 
50-416       Q 
50-566       Q 
50-416       Q 

DRVAMT,  J  C 
BRYAMT.  J   t- 
DRVANT,  J    C 
BRVANT,  J   C 
BRMNT.J  C 

9004090071* 
9004090384 
9004090399 
9004100045 
3004020156* 

50-400        Q 
50-518         0 
5O-43B        0 
'50-416         0 
SO-424         0 

BRYANT,  J  C 
BRYANT,  J  C 
BRYANT.  J  C 
BRYANT,  J  C 
BRVANT,  J  C 

Q0040903B* 
600*090361 
3004990366 
gOO"!  230009 
0004  33003  J> 

50-343        0 
50-3Q3        Q 
50-S80       Q 
50-350       Q 
50-390       0 

BRYANT,  J   C 
BPYANT.J   C 
BRYANT,  J   C 
BRYANT,  J   C 
BRYANT,  J  C 

80040301  22 
9004070315* 
900*110*505 

ao041tQQ57 

50-33B       0 
50-100       Q 
50-259       Q 
50-395       Q 
50-553        Q 

BRYANT.  J  C 
BRYANT,  J  C 
BRYANT.  J  C 

BRYANT,  J  C 

0004  160066 
9004070039  * 
9004300100* 
8004210116 
a00421019S.» 

50-3S7       ^ 
50-400       Q 
50-566        Q 
50-566        Q 
50-269        » 

BRYANT,  J  C 
DHYANT,  J   C 
BRYANT,  J   C 
BRYANT,  J  C 
ERYANT.  J   C 

9004220215 
B004290194 
600421  02«* 
B00421<3247«- 

Booiiwma* 

50-321        Q 
SO-239         Q 
SO-fll3         Q 
50-413        Q 
5O-S13       Q 

BRYANT,  J  C 
BRYAN-  J  K 
BRYANT,  J  C 
pnVhMT.  J  C 
BRYAN,  J  K 

9004280099 
9004240430* 

goo4O302og 

50-483        Q 
30-261        Q 
50-491         Q 
30-483        B 

BR  V  hM,  J,  V, 
BUCHANAN,  C   R 
BUCHANAN,  C   R 
BUCHANAN.  J  P 
DUCHHOLI.R  H 

B004O4036'3 
0004230517" 

8004130337* 
6O04QQ0635* 

50-4B3         5 
FQIA 
PCIIA 
50-370        R 
ACRB 

DUCHHOLZ.R   H 
BUCHHOLI.R  H 
BUCHHQLZ.R   » 
DVCHHQLI.R   H 
BUCHHQLI,R   H 

B0040903I4 
9004020254 
9QOA  130353 
SOD42SOS04 
BQOAa'JQ'liS 

TOPREP 
TOPREP 
TOPREP 
TdPREP 
TQPREP 

BUCHOLZ.R  H 
BUCKALEW,  W  M 
BUCKLEY,  S  C 
BUCKS,  N 
SUDNITZiR,  J 

9004B3Q497 
S004S40505 
BCO41.AQ016 
8004020043 
BQ040BOS13 

TQFREP 
50-396        P 
50-375       A 
10-1341 
RES 

BUONITZ.Ft  J 

BUFFINOTON.  0  E 

BWL'T 
DUUIBCHECK.  T  9 

S00430060I 

aoo4i7Qaai* 

HO  040  70240 

eo  04020  i  aa 

B004010459 

CQMWBSIOH 
50-317       S 
UASTE  MOT 
HASTE   MOT 
NUREO 

OUULOCK,  J  a 

BURCHETTE.W.H 
flURCHETTE-W   H 

B0040S0094 

eoowaooia 

6004080019 
BO  04.09042? 

RES 
TQPREP 
50-443       M 
30-445       M 
50-443       M 

AurHOK 

ACCESSION 
NUMBER 

SUBJECT 

QUHCHE1TE.U   H 
BUfiCHETTEpM   H 

800409O427 
S004240061 

50-445        M 
50-413       H 

BURCHETTE.U   H 
GuROETTE,  T  £ 

8004340071* 
00041600ib3» 

50-41,5        M 
90-553        0 

BURDETTE.T   C 

3004300493" 

50-395         0 

3UPGESS.  D 

aunoiN-  R  E 

S004  140360 

50-320       K 
40-2061 

8004080679 

RE9 

BURN,  P 

fiOd-l  1  BQOfd 

SO-2&1        P 

8004150063 

flES 

BUJWEm.<i  W 

80041702B7 

RES 

BLUMS  S  3 

7?  11050375 

msc 

BURNS,  D 

S004030156 

30-337        <3 

BURNS,  S   A 
OURKS.S   G 

6034090042 
B0040B0067* 

50-255       0 
50-255        0 

BURNS,  &   G 

Q0040B0006 

50-255       « 

flUSNS.  S   £ 

BODftl  70353 

gO"S55        0 
50-233        0 

BURNS,  S  Q 

5004210232 

50-255       0 

&URSEY,  B 

0004.070002 

FDlA 

_       - 

8004010223 

50-266        Q 

BUfiSTElH.  S 
aUFIHELL,  S   B 

B004090053 

50-4^5        F 

QUSCHHACHi  T  C 
gUTCHWliP   P 

BOQ423030?" 
B004300054* 

30-387        0 

HUTLEfJ,  M 

79020603B9» 

J13&C 

DUTTHEAD'S   J 

BOOA07O1O9 

50-536         0 

CAB1W1.T   W 

B00402005Q 

50-166        H 

CADWEtLi  J  J 

BQQ4300033 

JJE3 

CflDWELL,  J   J 

6004240460 

nes 

CABVffiLL,  J   J 

6004150031 

RES 

B0041BO389 

50-247        P 

CrtHK-L,  W   J 

0004060256 

30-247        0 

CAH1LL.U   J 

8004300009* 

50-3B7        0 

CAHIV.V..H   d 

3004090410 

50-247         P 

CAH11L,  W   J 

8004080417 

50-2*7        P 

CAH1LL,  U  J 

SQ04210239 

50-247        fl 

CAHILL.H  J 

0004330589 

50-247        F 

CAHILL.W  J 

BQ04220627 

50-H47       f 

CAHtLt..  W  J 

B004S4W10 

5D-247        P 

CAM  ILL,  «  J 

8QC"I3102A<? 

50-3              H 

CAHIU-M  J 

80043004H9 

50-247         P 

CAHILU.M  J 

BQQ43OQ3Q? 

50-2*7         P 

CAH1U-,W  J 

8004300416 

50-247         P 

CAM  !(.(,,«  -J 

8004300"  1  9» 

50-247        P 

CAH1LL.U  J 

G0043004I1 

50-247        P 

CAIN,  C   L 

8004300061* 

40-4492 

CAIN.C  L 

B004SIOQ30* 

50-320       0 

CALDVIELL'J  J 

0004150020 

RE3 

CALDHEiL'R  A 

8004Q7Q036* 

50-SS5       Q 

CALCVIEVL-R  A 

6004290011* 

50-298       fl 

ChLHOUM.F  L 

790S190090 

11  ISC 

CALHQl/M.J  fl 

80040S036& 

50-327       3 

CAUHDUN,  J  ft 

B004010375 

50-327       S 

CALHtWM.J  P 

600-1010399 

50-327       S 

CALHOUN,  J  R 

8004010360 

50-327        B 

CALKOUN,  J  R 

80&40  10393 

SQ-29A       S 

CALHOUN,  J  R 

B0040I0433 

50-327        8 

CALHOW,  J  P 

BQOAO!043i 

50-259       S 

CALHOUN.  J  R 

8004010460 

50-2&Q       S 

CALHDUS,  J  R 

B004010464 

50-387        S 

CALHOW,  J,  « 

SOOWUMfl? 

50-2&?       B 

CALHOUN.  J  fi 

300^010303 

50-327       8 

CALHOUN,  J  R 

000-)07(72BH 

50-SAO       S 

ChLHOUM.J  R 

8004090419 

30-327       3 

CALHOUN,  J  R 

3004090519 

50-327       S 

CflLHQW.  J  R 

8004&30616 

50-327       9 

CAtHtWM.  J  R 

8004090333 

30-327       B 

CALHQUM,  J  fl 

0004090499 

50-327       S 

CALHOUN,  J  ft 

B00407D453 

30-327       S 

CM.HOUN,  J  R 

8004)30315 

30-360        B 

CM.WWN.  J  P 

0004(80460 

50-337       S 

CALHDUN,J  R 

B00414042B 

50-327       B 

CALKQUM.J  R 

0004  J  4Q433 

50-2AO        B 

CALHQUN,  J   R 

BQ041S032B 

30-327       a 

CALHOUN.J  R 

8004150539 

50-337       a 

CALHQl/N.  J  fl 

6004150573 

M-25P       9 

CW-MQUH.J  R 

B0041B0399 

50-327       8 

CftLHQUN,  J  R 

Q004I804S1 

50-260       B 

CALHOUN.J  R 

8004180452 

3Q-29t       B 

CM-HaUN,J  ft 

8004150535 

60-359       S 

CAUHQUN.J  R 

00041  30300 

80-327       S 

CALHQUN,  J   R 

B004ISOBB3 

so-w      s 

CAUKWH,  J  R 

8004(50354 

SC-327       0 

CALHOUN.J  R 

B004220713 

50-327       S 

AUTHOR 

ACCESSION 
NUMBER 

SUBJECT 
CATEGORY 

CftLWQUN.  J   P 

8001330753 

so-ja?     s 

CALHOUN,  -J  R 

800422069B 

SO-J27       S 

CALHQUN'J   R 

acoft32Qf>9 

50-260        S 

CAUHOUN,  J  R 

8004220faat, 

50-259       S 

CALHQUN,  J  R 

6004220742 

50-23?       S 

CALHOUN.  J  R 

8Q04S50396 

50-359       S 

CALHQUN.  J  R 

BOQ4.aaos93 

50-259       S 

CAUHIWN,  J  R 

00049903(1 

50-337       B 

CALHOUN,  J  R 

8004290435 

90-327       S 

CALHQUN,  J  R 

6004290515 

50-327       8 

CALL-AM.  L   J 

8004100333" 

50-313       Q 

CALLENDINE,G   U 

8001230644* 

F01A 

CAMtt.  F 

3004070198" 

50-324       P 

CAIlM.  F 

B004G3QQ26 

BO-320       0 

CAMPBELLi  E   R 

BQ04  140398* 

50-36"?        rt 

CAMPBELL,  M 

79QC)3IKJ207» 

FOIrt 

CANTEft.H   L 

BOQ43QQ493« 

50-312       Q 

CAWSEft.M   V- 

Q0041IOlSI» 

50-313       0 

CANTRELL.F  8 

B001100506* 

50-566       Q 

CANTRELL.F  S 

BOO4Q4Ql2S)t 

50-416       Q 

CANTREU..F   3 

S004090400B 

50-510        Q 

CANTRELL.F   S 

8004230016* 

50-390        Q 

CANTRELL.P  S 

8004160063* 

50-953        Q 

CANTRELL.F   S 

B004  160073* 

30-327        Q 

CANTRELL.F   S 

0004210121* 

50-566        Q 

CANTRELL,  C  E 

80041  SOilS* 

50-327        P 

CAPHTON,  D   L 

aOQ421Q15U 

30-322       a 

CAWA.n   A 

8004250368 

50-36?        P 

CAPRA,  R    A 

8004-180490 

50-26^        P 

CARFAONO,  S  P 

BWK>07Q04a» 

50-271        P 

CARFA6WJ.S  P 

B0040SQ494 

30-S34       Q 

CARLSON,  R    T 

70121  102B7 

5D-3B7       Q 

CARLsaH.fi    T 

80040701  (W« 

50-443       0 

CARLSON.  R   T 

B0040702S3* 

50-243       Q 

CARLSON.  R   T 

6004230079* 

50-383       Q 

CARLSON,!]    T 

9004100158* 

50-354       Q 

CARLSON,  R  T 

SQQ41OQ103» 

30-387       0 

C  WILSON,  S   T 

80  0407  038  S* 

90-387       Q 

CARLSON,  J  C 

8004100303* 

30-34*       3 

CARLSON,  R   T 

8004Cfl03f5 

50-293       Q 

CAW-BON.  P.   T 

8004150139 

50-353       Q 

CARLSON,  R   T 

8004090433 

50-392       Q 

CARLSON,  R   T 

90041000.99 

80-332       Q 

CARLSON.  R   T 

SOOAMQa'M.* 

50-410       Q 

CARLSON,  R    T 

8004100333 

30-482       S 

CARLSON.  R    T 

fiOO<liCOSSa 

50-410       8 

CARLSON,  R    T 

a00409Q432 

50-443       Q 

CARLSON,  R  T 

Q0041B0329 

50-219       Q 

CARLSON,  R   T 

8004180508 

5Q-31W       3 

CARLSON,  R   T 

800*070313 

30-249       Q 

CARLSON,  H  T 

8004Q70|27 

SO-4S2       S 

CARLSON,  R   T 

0004070103 

90-443       1 

CARLSON,  R   T 

BDQ<H«<13V4 

30-333       8 

CARLSON,  R   T 

8004210003 

30-423       Q 

CARLSON,  J  P 

BOQ421Q196* 

5O-243       Q 

CARLSON,  R   T 

BOO4Q7Q371? 

SO-3EJ?       Q 

CARLSON,  R   T 

B0041OQ033 

30-443       Q 

CAT(V,BQM,R  T 

B0040B01QY 

90-394       8 

CARLSON,  R   T 

8004100133 

50-3S4       3 

CARLSON,  R   T 

aooftiootot 

50-423        8 

CARUBON.n  T 

Q.0041006U 

SO-311         B 

CARLSON,  R,  T 

8004100094 

50-387       0 

CARLSON,  R  T 

BOOA3QOi,Q2 

50-293       Q 

MBLBQN.n  T 

8004230059 

50-332       0 

CARL6QN.  J  D 

S0042B0277* 

50-397       Q 

CARL80N.il   T 

B00ft200i?l 

SO-3S4        3 

CARLSON-  R    T 

800*300892 

SQ-41Q       0 

CARNEY,  J  *. 

QQQ4090397 

SO-445       H 

CARNEY,  J  A, 

BQ040?03S7 

90-145       M 

GAfiR-H 

3004140411 

PR 

CARR,  B  £ 

8004070100* 

CONTRACT 

CARRIER,  »  «< 

BOOW7OV3& 

70-27B6 

CARRICK,  J 

BDoWioaa? 

SO-S94        P 

CARRIER,  W  B 

9004170232. 

70-3909 

CARROLL,  D   E 

8001100089 

tmo 

CARROLL,  B,  E 

8QQ4100086 

cmo 

CAflROU,,  D-  E 

BOO41QO(jaa 

SO-  10          Q 

CARROU.,0,  E 

8004130146 

50-10          Q 

CARROLL,  D  E 

BD041S0150 

ORO 

CARROLL,  D  E 

B0040B&Bt7 

90-10       a 

CARROLL,  D  E, 

Q004080572 

ORO 

CARROLL,  D  E 

BOD41B03B3 

50-10       a 

CARROLL,  D  E 

BOOAaSQtlO 

ORO 

CARROLL-  D  E 

9001831)304 

90-10         0 

CARROLL,  D  E 

8004230308 

ORO 
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AUTHOR 

ACCESSION 
NUMBER 

SUBJECT 
CATEGORY 

CARROLL,  D  E 
CARROLL,  D  E 
CARROLL,  D  E 
CARROLL,  D  E 
CARROLL.  J  U 

8004220154 
8004220161 
8004330199 
8004220203 
8004290416* 

ORG 
50-10 
5O-1O 
ORG 
50-318 

0 
Q 

8 

CARSON,  0  D 
CARTER,  R  8 
CARTER,  R  S 
CARTER,  K  W 
CARTER,  K  W 

8004060090* 
8004090194" 
80041000071 
8004100539 
8O01  1  1OO74 

50-150 
50-164 
50-1B4 
50-289 
SO-2B9 

I 
Q 
Q 
Q 
Q 

CARTER,  K  W 
CARTER,  K  W 
CARTER,  K  U 
CARTER,  K  W 
CARTWRIOHT,  J  E 

B004140O77* 
8004  140080* 
8004H0084* 
S004310453 
0004280030 

50-289 
50-389 
50-289 
SO-289 
50-556 

Q 
G 
G 
G 
Q 

CARTWRIWT.  u  R 
CARTHRIGHT.W  R 
CARTWHIOHT.W  R 
CARTURIQHT.W  R 
CARTURIGHT,  W  R 

8004010505" 
8004030221* 
8004030226" 
8004CJ80336» 
8004030238* 

50-338 
90-338 
50-338 
30-338 
50-338 

S 
S 
S 
S 
R 

CARTWR1GHT,W  R 
CARTHRIOHT.U  R 
CARTHRIOHT.H  R 
CARTUfUGHT.W  R 
CARTWRIOHT,  W  R 

8004070307 
8004070309* 
8004320646 
B0042S0633* 
8004200349 

50-338 
30-33B 
90-338 
30-338 
50-33B 

S 

S 
S 

s 

8 

CARTWHIGHT.W  fi 
CARTWRIOHT.  W  R 
CARTWillOHT.W  R 
CARUSO,  R, 
CARUSO.  R 

8004280334* 
B004280604 
8004280608" 
8004100161 
6004100171 

50-338 
50-33B 
50-338 
30-213 
50-245 

S 
3 
S 
P 
P 

CA0ARD,  R 
CABE,E  0 
CASE.E  0 
CASEY.  8  B 
CASEY.  B  B 

6004140149" 
8004070063" 
B004230014" 
8004080228 
8004090188 

30-456 
90-261 
30-244 
PR 
PR 

A 
0 
G 

CASEY,  S,  B 
CASEY,  T  E 
CATALANO,  0,  R 
CATCHPOLE,  0  J 
CATCIIPDLE,  0  J 

B004090196» 
8004080713 
80040S0092 
B004030001 
6004340563 

PR 
FOIA 
40-2061 
40-8745 
40-8749 

CATTdN,  I. 
CELLIER.F 
CERNE,  A  C 
CERNE,A  C 
CERNE,  A  C 

B00408063t> 
8004180090 
8004300309* 
8004090441" 
8004310011* 

ACRS 
70-2909 
30-410 
50-443 
SO-4E3 

Q 
Q 
Q 

CHAIFETIiD  H 
CHANANIA,F  D 
CHANANIA.F  D 
CHANANIA.F 
CHANANIA.F  D 

8004390161 
8004020149 
B004020I64* 
80040S019B" 
80040B0539 

FOIA 
30-449 
30-445 
30-445 
30-445 

M 
M 
M 
M 

CHANANIA.F  D 
CHANANIA.F  D 
CHANANIA.F  D, 
CHANANIA,  F 
CHANANIA.F  D 

0004030347 
8004060172 
B0041B0167* 
8004240061 
8004150157 

30-443 
50-44S 
90-443 
50-443 
50-443 

M 
M 
M 
M 
M 

CHANANIA.  F  D 
CHANANIA.F  D 
CHANDUEY.C  A 
CHANDLER,  L  J 
CHANDRA.  V 

0004170347 
8004290227 
8004100294 
8004020463 
8004290474" 

50-443 
50-443 
PR 
90-361 
TOPREP 

M 
M 

H 

CHANDRABEKARAN 
CHANDLER.  L  d 
CHANDLER.  L  J, 
CHAPLIN,  8  D 
CHAPLIN,  S  0 

8004140340" 
8004090463 
Q004  130236 
8004040344* 
8004040349" 

30-10 
90-320 
30-320 
90-3BO 
30-320 

R 
0 
G 
B 
8 

CHAPLIN.8  1) 
CHAPLIN.  8  D 
CHAPMAN.  K,  R 
CHAPMAN.  L 
CHAPMAN.  L,D 

8004140377* 
8004890309* 
8004220351* 
8004130078 
8004150066 

30-320 
90-3EO 
FOIA 
NUnEO 
RES 

B 
B 

CHAPMAN.  L  D 
CHAUDHARY,  B 
CHAHLA,  T.  C 
CHECKER.  J 
CHEN,  M  J 

8004300574 
8004090436* 
8004100591 
8004210310" 
8004190326 

RES 
30-352 
NUREO 
30-10 
NUREQ 

Q 

H 

CHEN,  M  J. 
CHEN.J  C 
CHEflN,  H.  8 
CHERRY,  M.  M 
CHERRY,  M  H 

8004290017 
8004040027 
Q004070143 
8004020033 
8004080435" 

NUREQ 
RES 
RES 
30-454 
30-454 

G 
G 

CHERRY,  M  M 
CHERRY,  M.  M. 
CHERRV,  M.  M 
CHERRV,  M.  M 
CHERRY,  M  M 

6004090177 
8004030033 
80040&0429 
80040BQ435* 
8004090177 

30-454 
90-484 
50-434 
90-454 
30-434 

0 

a 

0 
G 
G 

AUTHOR 

ACCESSION 
NUMBER 

SUBJECT 
CATEGORY 

CHESKO.fi  C 
CHESTER,  R  Q 
CHESTER,  R  Q 
CHIANCl.N  J 
CHI  ANSI,  N  J 

8004320666* 
0004040369 
8004160095 
800-1170047 
6004170053 

50-346    S 
RES 
RES 
50-400    A 
50-400    S 

CHILDS,  H  V 
GUILDS,  M  V 
CHILDS,  M  V 
CHILDS,  IJ  V 
CHILDS,  W  V 

B004030276* 
BQ04030218" 
B004090440" 
6004220771* 
80Q42BOS59B 

50-333    S 
50-333    8 
50-333    8 
50-333    S 
50-333    S 

CHILDS.  W  V 
CHILDB,  W  V 
CHILES.  L 
CHILK.S  J 
CHILK.S  J 

8004290511* 
800429O4B2* 
8004090165 
0004040266 
B004  100388 

50-333    S 
50-333    S 
PR 
50-482    G 
PR 

CHILK,  3  J 
CHlLKiS  -J 
CHlLKi  8  J 
CHILK,  3  J 
CHlLKiS  J 

B004170355 
B004070143 
6004080081 
5004090306 
B00414006B 

PR 
90-536    G 
50-275    0 
State  Prog 
PRM 

CHILK.S  J 
CHILK.  B  J 
CHILK.  8  J 
CHILK.  S  J 
CHILK.S  J 

Q004140072B 
8004140124" 
BOQ4140128* 
aOO'H  40133* 
SOO'H40t35» 

PRM 
PRM 
PRM 
PRM 
PRM 

CHILK.  S  J 
CHILK.S  J 
CHILK.fi  J 
CHILK.S  J 
CHILK.S  J 

8004140139* 
0004H0140' 
B004140145* 
B004  150043" 
B004  100597 

PRM 
PflM 
PRM 
30-273    Q 
XPORTLIC 

CHILK,  S  J 
CHILK,  S  J 
CHILK,  8  J 
CHILK,  B  J 
CHILK.S  J 

8004070045 
8004080368 
3004250011* 
8004090454 
800424O13O 

50-443    0 
30-293    G 
5O-356    0 
50-275    G 
XPORTLIC 

CHILK.S  J 
CHILK.  8  J 
CHILK.  B  J 
CHILK.  8  J 
CHILK.S  J 

8004150073 
0004210165 
B00421016B 
0004210174 
B0042101BO 

50-3      Q 
30-486    G 
30-275    0 
50-109    Q 
50-400    Q 

CHILK.  8  J 
CHILK.S  J 
CHILK.  8  J 
CHILSON,  V  T 
CHILBQN.V  T 

80042G016S 
8004380178 
0004280222 
B004240374" 
0004240452" 

50-443    G 
30-400    0 
50-320    0 
50-250    R 
50-350    R 

CHILSQN,  V,  T 
CHILSON.  V  T 
CHILSON.V  T 
CHILSON,  V  T 
CHILBDN,  V,  T 

8004240336* 
6004240474" 
6004240459" 
BOQ4B40363* 
80Q4240444* 

50-250   H 
50-250   R 
50-230   R 
50-350   R 
50-290   R 

CHILBON,  V  T 
CHILSON,  V  T 
CHILBDN,  V  T 
CHILSON,  V  T 
CHILBPN.  V  T 

B004S40466* 
8004240440* 
B004240422* 
8004230332* 
6004S30490* 

50-250   R 
30-250   R 
30-250   R 
50-230    R 
50-250    R 

CHILBQN.V  T 
CHILBON,  V  T 
CHILBQN.  V  T 
CHILSON,  V  T 
CHQNIM,  N 

8004230324* 

B004IB053B* 

8004180530* 
BOQ41B0374* 
800408023? 

30-250    R 
30-230   R 
30-530   R 
30-250    R 
30-250   Q 

CHONIN,  N 
CHONIN.N 
CHRI9TA-MARIA 
CHRISTOFFER.Q 
CHRIBSPTIMOa.N 

B0040S0239 
8004240086 
80041  4003t* 
8004040047* 
8004080425* 

50-230   G 
50-250    0 
50-135    H 
70-143 
50-254    R 

CHR1STQFFER.G 
CHRISTMAN.  J  II 
CHRIS80TIM08,  N 
CHRI36DTIH09.H 
CHRISTMAN.  d  N 

8  00  1  0806  10* 
8004060692 
80040BOS73 
8004030110 
B004230381 

50-263   Q 
50-338   Q 
30-265    B 
50-249   S 
50-338    G 

CHRISTENQURY,  E 
CHRISTENDURY,  E 
CHRISTNER,  R  B 
CHUNO.  J 
CHURCH.  F 

80040B0246 
BQ042B0037 
8004230517 
B004  160146* 
8004080323* 

50-358    A 
50-282   H 
50-334    J 
50-293    0 
COMMISSION 

C1ESZKIEHICZ.S 
CLARK.K  H 
CLARK.  H 
CLARK,  D 
CLARK-  C  W 

8004150387* 
BOQ4220358" 
0004000163 
8004020335* 
B004020267 

50-10    R 
30-259   P 
50-367   H 
30-265    S 
TOPREP 

CLARK,  S 
CLAUNCH.  A 
CLAY,  E  L 
CLAY,  E  L 
CLAYTON.  F  L 

8004220396" 
8004080650 
8004090244" 
8004040117* 
8004  1  00096 

50-295    S 
XPOHTLIC 
70-  1  43 
70-143 
50-34B   Q 

AUTHOR 

ACCESSION 
NUMB  Eft 

SUBJECT 
CATESDF1Y 

CLAVTDN,  F   L 
CLAVTON.  F   L 
CLAVTON,  F   L 
CLAVTON,  F   L 
CLAVTON,  F   L 

B0040B0029* 
800H110O03 
B0040IOS07 
8004010425 
800-1030212 

50-318         Q 
50-349         0 
30-34S         S 
50-349         P 
50-34S         R 

CLAYTON,  F   L 
CLAVTON,  F   L 
CLAYTON,  F   L 
CLAYTON,  F   L 
CLAYTON,  F   L 

8004080403 
6004030192 
8004070267 
8004080492 
B004080657 

50-34H         P 
50-343         P 
50-34B         F 
50-349         R 
50-34  B         P 

CLAYTON,  F   L 
CLAYTON,  F   L 
CLAYTON.  F   L 
CLAYTON,  F  L 
CLAYTON.  F  L 

B004080651 
BD040B0540 
B004160242 
8004100330 
B004  150447 

50-343         P 
50-343         S 
SO-364         B 
50-34,4         A 
30-343         P 

CLAYTON,  F   L 
CLAYTON,  F   L 
CLAYTON,  F   L 
CLAYTON,  F   L 
CLAYTON,  F   L 

8004300594 
8004220729 
B0041  50426 
8004250401 
8004280434 

50-34B         Q 
50-34B         S 
50-34B         R 
50-364          Q 
50-340         P 

CLAYTON,  F   L 
CLAYTON,  F   L 
CLEMENSQN,  F 
CLEMDNS.  P 
CLEMQNS,  P    E 

8004290284 
8001290367 
7905140144 
80042B030OO 
8004070401" 

30-349         P 
50-349         S 
HISC 
50-293         Q 
70-364 

CLEMDN3,  P 
CLEMDN.  P 
CLEVELAND.  J   C 
CLEVELAND,  J   C 
CLINE,  M   E 

8004070358" 
800421  OOB9* 
8004170274 
8004280024 
8004110129 

50-293         Q 
70-1143 
RES 
NUREO 
PR 

CLINTON.  Q 
CLODFELTER,  M 
COCHRAN,  T  B 
COCHRAN.  T  B 
COFFIN,  J 

B0040BO&82 
8004020337* 
3004390184 
8004210352 
B004070016 

PH 
State    Prog 
FOIA 
70-143 
FQIA 

C030IN.C    L 
COQGIN.  C    (. 
CC-QQIN,  C    L 
COOGIN.  C    L 
COOGIN,  C    L 

8004070324* 
6004070283* 
8004I10476« 
9004110483* 
8004150481" 

50-366         S 
50-321          8 
50-366-         S 
50-364         S 
30-366          S 

COQGIN,  C   L 
COGGIN,  C  L 
COG8IN.  C  L 
COQOIN,  C 
CDHEN.A   F 

8004150572* 
8004220671" 
8004280419* 
6004280447" 
8004150074 

5Q-36i         S 
50-36&         B 
50-364         S 
50-364         S 
NUREO 

COHEN,  I 
COHEN,  I 
COHEN,  T 
COHEN,  W  S 
CDHN,  D  B 

8004070207" 
0001100030* 
8004210104* 
8004240435 
8004010294 

70-1  10O 
70-820 
70-371 
50-309-         H 
50-36?         ft 

COHN,  D   B 
COLEMAN,  E   0 
CGLEMAN 
CQLEMAN,  L   R 
CGLL.N  A 

8004010300" 
800'104O207 
8004090008* 
8004210353 
8001020365* 

30-367          G 
50-27?         0 
50-272         G 
PR 
50-36?         0 

CQLL.N  A 
COLL.N  A 
COLL.N  A 
COLLINS.  C 
COLLINS,  n   E 

8004020265* 
8004030005 
8004  170330 
8004140197- 
8004040140* 

SO-3B9-         S 
50-3B91         0 
50-250         0 
50-10            U 
50-267         Q 

COLLINS,  J  T 
COLLINS,  J   T 
COLLINS,  J   T 
COLLINS,  J   T 
COLLINS,  J   T 

S004  170336 
8004070103 
8004100379 
8004080131 
8004020072 

NUREQ 
50-320)         S 
50-32O         P 
50-32Q         P 
SO-32O         8 

COLLINS,  0  H 
COLLINS,  J   T 
COLLINS,  J   r 
COLLINS,  P  F 
COLLINS,  J   T 

8004020067 
8004020094 
B004020077 
6004070048 
B0040H0097 

50-289         P 
50-3SO         S 
50-33O         5 
50-334         V 
50-33O         B 

COLL  INS,  P  F 
COLLINS,  J   T 
COLLINS.  J  T 
COLLINS,  J  T 
COLLINS.  J  T 

6004030257 
BOQ4I00496 
8004170344 
80041003BS 
8004100502 

30-272         V 
50-33O         P 
50-320         R 
50-320        P 
50-33O        P 

COLLINS,  P    F 
COLLINS,  P  F 
COLLINS,  S   T 
COLLINS,  S  T 
COLLINS,  J  T 

8004100420 
80041501  38 
8004230102 
8D042S0330 
8004290244 

50-289        V 
50-293        V 
30-32O        P 
50-320        R 
50-320        P 

COLL-INS.  J  T 
COLLIN08.D  11 
COLUINS.J  T 
COLLINS.  J,  T 
COLLINS,  P  F 

80042B033B 
B0041  40430 
BQ04300273 
8004340498 
8004280177 

50-32O        H 
30-269         P 
50-3SO         P 
30-320         P 
50-3SO         P 

414 
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AUTHOR 

ACCESSION 
NUMBER 

SUBJECT 
CATEGOR1 

V 

COLLINS,  J  T 

B004300303 

50-320 

P 

CQLLOPY.  T  J 

B004090I54 

70-371 

COLOMBO,  P 

B004290007 

NUREO 

COLOMBO.  R  W 

Q004070316* 

50-313 

S 

COLOMBO,  R  W 

6004160270* 

50-312 

R 

COLOMBO.  R  W 

6004  140405* 

50-312 

E 

COLOMBO,  R  W 

BO0421O262* 

50-312 

6 

COLOMBO,  R  W 

6004290491* 

50-313 

5 

COLOMBO,  fl  W 

6004290465* 

50-312 

S 

COLON,  T  E 

8004100051* 

50-416 

Q 

COLON,  J  E 

BO  04  2  4  0360* 

30-424 

0 

CDMPAS.W  J 

9Q040B0363* 

OA999 

COMPTON,  R  M 

80040B0129* 

SO-33B 

0 

CON1CH,  J 

8004250353* 

50-362 

S 

CONRLIN,  J  C 

80042BQ024 

NUREO 

CDNLON,  T  E 

8004040430* 

50-424 

0 

CONLON,  T  E 

8004090392* 

50-438 

0 

CONLON,  T  E 

9004110575* 

50-395 

Q 

CONLON.  T  E 

BOD4070043* 

50-400 

Q 

CONLON,!  E 

8004230221* 

50-321 

0 

CDNLON.!  E 

B004240434* 

50-491 

a 

CONNER,  0  E 

6004040234* 

30-320 

hi 

CONNER,  T  B 

BO04080409 

50-395 

0 

CONNER,  E  L 

6004070138 

50-336 

p 

CONNER,  T  B 

B00403033B 

50-356 

0 

CONNER,  T  D 

800403033B 

50-358 

G 

CONNER.  E  L 

8004170318* 

50-317 

F 

CONNELL,  C 

8004180434* 

50-296 

R 

CONNER.  T  B 

8004220156 

50-358 

G 

CONNER,  T  D 

8004220136 

50-338 

0 

CONNOR.  W 

800409016B* 

PR 

CONNOR,  R  J 

8OQ423019O* 

50-3 

H 

CONSTABLE,  0  L 

8004040025 

50-298 

S 

CONTE.R  J 

9004070103 

50-320 

5 

CDNTE,  R  J 

8004020072 

50-320 

S 

CONTE.R  J 

B004020094 

50-320 

B 

CQNTE.R  J 

B004020077 

50-320 

B 

CQNTI.L  L 

8004100074 

pn 

CONTRELL.F  S 

8004060563 

50-439 

S 

CONWAY,  W  F 

9004010296 

50-271 

P 

CONWAY,  W  F 

6004080238 

50-271 

P 

CDNWAY,  W  F 

6004110190 

50-271 

P 

CONWAY,  W  F 

B004  110469 

30-271 

F 

CQQK.K  H 

8004210307' 

TOPREP 

COOK.R  J 

9004040475* 

50-329 

0 

CODK.K  W 

6004210306* 

TDPREP 

COBLEV.M  J 

B004100096* 

70-23 

COONEY.M  J 

6004230302 

71-6144 

COONEY,H  J 

6004070311 

50-278 

S 

COONEY.M  J 

6004150560 

50-277 

S 

COONEY.H  J 

H00417022B 

50-277 

R 

COONEY.M  J 

9004220349 

50-171 

P 

CDDNEY,M  J 

0004390423 

30-277 

P 

COOPER8TEW,H 

6004020160 

40-8503 

COaPER8!EIN,fi 

B0041  10166 

40-B502 

COOPER.  S 

B004150429 

50-290 

D 

CQPELAND,  J  0 

6004080244 

50-466 

0 

COPELAND.J  G 

8004020208 

50-445 

M 

COPELAND.J  0 

8004020208 

30-445 

M 

COPELAND.J  0 

B00424O1BB 

30-466 

G 

COPELAND.J  0 

B0042401BB 

30-466 

0 

COPELAND.J  0 

8004220003 

50-466 

0 

COPELAND.  J  G 

B004320003 

30-466 

0 

CQPELAND,  J  0 

B004190167* 

50-445 

M 

COPELAND,  R  L 

6004290364 

30-937 

A 

COPELAND,  H  L 

6004130473 

50-537 

A 

COPPER,  W  E 

8004210066 

71-3B1 

CGRDANI.R  A 

8004070153 

70-37 

fl 

50-493 

0 

50-320 

R 

50-320 

R 

NUREG 

J 

J 

AUTHOR 

ACCESSION 
NUMBER 

SUDJEC! 
CA!EGORY 

COUNSIL.H  0 

6004070216* 

50-245 

Q 

CDUNSIL,  M  Q 

B004040066 

50-213 

P 

COUNSIL.W  G 

8004  100606* 

50-42-3 

5 

CCUNS1L,  W  G 

B004090466 

90-336 

Q 

COUNSIL,  U  G 

6001140129 

50-245 

a 

CDUNSIL,  U  G 

6004110012 

50-213 

a 

COUNSIL,  U  0 

B004100417 

50-336 

a 

COUN3IL.W  0 

6004030261 

50-213 

a 

CQUNSIL,  W  0 

8004030293 

30-213 

p 

CCMJ9IL,W  0 

Q004210411 

50-213 

p 

COUNSIL.W  G 

H004250133 

50-213 

0 

COUN3IL,  W  G 

B004290057 

50-245 

a 

COUNS1L,  U  0 

8004030211 

50-213 

0 

COUNSIL,  U  G 

800402034  S 

50-213 

p 

CQUNSIL,  W  0 

5004020331 

50-245 

p 

COUN3IL.  W  0 

9004030213 

50-245 

p 

CO.UNSIL.W  o 

8004040249 

50-336 

p 

COUN3IL.W  G 

0004040306 

50-243 

p 

COUNSIL,  W  G 

6004070265 

50-213 

p 

COUNBIL.  H  C 

9004040331 

50-213 

R 

COUNSIL.W  G 

6004040205 

90-245 

R 

COUNB1L,  W  G 

BOO41504B7 

50-213 

R 

COUNSIL,  U  0 

B004030232 

30-336 

p 

COUNSIL,  M  0 

B004020400 

90-213 

F 

COUNBIL.H  0 

6004080309 

50-336 

p 

CDUN3IL.W  0 

8004070274 

50-213 

p 

CCUN9IL.W  0 

80041  10457 

50-245 

p 

COUNSILiW  0 

8004150297 

50-213 

p 

CCUNSIL.W  G 

80041  B0346 

50-213 

p 

CQUNSIL,  W  0 

8004140375 

50-249 

0 

COUNSIL.W  0 

B0041700I2 

50-213 

p 

COUNSIL.W  G 

6004180224 

50-213 

p 

COUNBIL.U  0 

B004  170013 

50-313 

p 

COUNSIL.  M  0 

6004230413 

30-423 

A 

COUNBIL.U  0 

6004230299 

50-313 

F 

COUN3IL,H,  0 

B004220364 

50-336 

P 

COUNSIL,  U  Q 

B004240373 

50-24S 

P 

CDUNSIL.W  8 

B0042S0362 

50-245 

P 

COUNSIL.W  0 

G00429Q442 

50-213 

P 

COUNBIL.W  0 

B004290651 

50-245 

P 

CDUNSIL.W  0 

8004290465 

50-213 

P 

COURCHAINE.R  J 

H004150531* 

50-315 

P 

COWAN,  B  Z 

8004280036 

50-974 

0 

COWQILLiM  0 

9004290371* 

50-537 

A 

COX.E  L 

9004140179 

REQQD 

COX.E  L 

8004160532 

REOOD 

COX,!  H 

8004100213 

!OPREP 

CRANDELL,  J  D 

6004030136 

PR 

CRANE,  P  A 

6004040131 

90-275 

8 

CRANE,  P  A 

B0040  10436 

50-273 

A 

CRANE,  P,  A 

B004080466 

50-275 

A 

CRANE,  P  A 

6004040231 

50-279 

A 

CRANE,  P  A 

8004080481 

30-133 

S 

CRANE,  P  A 

8004100233 

30-133 

I 

CRANE,  P  A 

8004150337 

30-273 

A 

CRANE,  P  A 

9004160253 

50-375 

A 

CRANE.  P  A 

9004170076 

30-378 

A 

CRANE,  P  A 

9004150343 

30-275 

A 

CRANE.  P  A 

9004220406 

50-273 

A 

CRANE,  P  A 

8004220693 

50-275 

A 

CRANE,  P  A 

8004290373 

50-275 

A 

CRATER,  J 

9004070024 

30-382 

H 

CREE.R  E, 

8004030334 

50-3B7 

H 

CREWS,  d  L 

8004100282* 

50-344 

0 

CREWS,  J  L 

8004070173 

50-373 

Q 

CREWS,  J  L 

6004180321 

50-344 

a 

CREWS,  J  L 

B004300439S 

50-313 

Q 

CREWS,  E  H 

6004020292 

BO-395 

8 

CREWS,  E  H 

8004140174 

50-393 

S 

CREWS,  J  I. 

8004210189 

50-243 

0 

CREWS,  E  H 

8004030321 

50-393 

S 

CREWS,  E  H 

8004320049 

50-393 

8 

CREWS,  J  L 

9004210226 

50-312 

Q 

CREWS,  E  H 

600'I040467 

30-395 

Q 

CREW9,  E  H 

9004  100359 

30-393 

Q 

CREW8,  J  L 

B004  100264 

50-344 

0 

CREWS,  J  L, 

BOQ42B0060 

50-344 

0 

CREWS,  J  L 

8004280272 

90-397 

0 

CREWS,  J  L 

8004280214 

50-313 

0 

CREWS,  E  H 

8004170004 

50-393 

S 

CREWS,  E  H 

9004300961 

30-395 

S 

CREWS,  E  H 

8004020076 

50-395 

K 

CREWS,  E  H 

6004030  17S 

50-395 

K 

CREWBiJ  L 

6004300425 

30-313 

Q 

CREWS,  E  H 

6004150501 

50-395 

S 

AUTHOR 

ACCESSION 
NUMBER 

SUDJEC! 
CATEQQFIV 

CREWS,  E  H 

8004150548 

50-393 

a 

CREWS,  E  H 

80042B049B 

50-395 

B 

CREWS.  E  H 

8004330455 

50-393 

Q 

CRISCIONE,  J 

L        9004010429* 

50-336 

a 

CHI8CIONE,  J 

L        8004170199* 

30-33i 

B 

CRNICH,  J 

9004010347* 

SO-3B2 

B 

CRNICH,  J 

9004070310* 

50-3B3 

R 

CFiNICH,  J 

9004380605* 

SO-3B2 

O 

CROCKER,  H  U 

8004210143* 

70-1100 

CROCKER,  H  W 

8004040213* 

70-92 

CROCKER,  H  W 

8004380300* 

50-293 

O 

CROCKER,  H  W 

90040704QU 

70-364 

CROCKER,  H  W 

BOO4100014* 

30-184 

O 

CROCKER,  H  W 

6004210222* 

70-133 

CROCKER,  H  W 

8004070358* 

30-293 

Q 

CROCKER,  H  W 

8004300244* 

30-244 

0 

CROCKER,  H  W 

6004100234* 

30-201 

Q 

CROCKER,  H  H 

B0040B0282* 

50-333 

Q 

CROCKER,  H  H 

8004210089V 

70-1143 

CROCKER.  H  W 

S004  160096 

70-135! 

CROCKETT,  J 

8004180411* 

50-336 

B 

GROSSMAN,  U  A         0004180218* 

90-490 

a 

GROSSMAN,  W 

ft         8004140049* 

50-438 

a 

GROSSMAN,  U 

ft         6004160090* 

30-443 

a 

GROSSMAN,  W  fl         BOO4320344* 

50-445 

a 

GROSSMAN,  W  A        8004300035* 

50-498 

a 

GROSSMAN,  W  A         &004250093W 

50-443 

a 

GROUSE,  R  P 

(3004030135 

30-346 

0 

GROUSE,  R  P 

8004090424* 

50-346 

a 

CRDUSE,  R  P 

S004040455 

50-346 

a 

CRDUSE,  R  P 

S004  100091* 

50-346 

a 

CROUSE.fi  P 

8004010419 

50-346 

F 

CnOUSEifi  P 

80040B0514 

50-346 

p 

CROUBE,  R  P 

S004300617 

90-346 

Q 

CROU3E.fi  P 

8004180333 

50-346 

F 

CROUBEiR  P 

6004220534 

50-346 

p 

GROUSE,  FI  P 

8004220437 

50-346 

p 

GROUSE.  R  P 

8004350376 

50-346 

p 

GROUSE,  R  P 

0004290380 

30-346 

I 

CfiOUSE.  R  P 

B004380456 

50-346 

s- 

CROW,  M  ! 

8004150115 

70-1297 

CROW,  H  T 

6004150118* 

70-1257 

CROW,H  ! 

8004220018 

70-133 

CROW,  W  T 

8004240217* 

50-430 

f> 

CROW,  W  ! 

0004040209 

70-02 

CROW,  H  T 

0004020133 

70-1100 

CRCW,  W  ! 

9004030090 

70-1131 

CROW,  W  ! 

8004160104 

70-1131 

CROW,  W  ! 

6004130303* 

70-620 

CROW,  W  !, 

8004240159* 

70-143 

CROW,  H 

0004180098 

70-S909 

CROWLEY,  B  It 

B0040403O8* 

50-566 

a 

CRDHLEY,  C  J 

6004140478 

NUREO 

CRUMLEY,  J  J 

8004280367 

50-320 

M 

CRUMLEY,  8  C 

6004020139 

NUREO 

CULP.R  H 

8004020136 

50-49B 

0 

CULP.R  H 

B004020I36 

30-496 

a 

CULP.R  H 

8004230003 

50-466 

0 

CULP.R  H 

8004220003 

50-466 

a 

CULVER.M  W 

8004210240* 

50-302 

R 

CUNNINGHAM,  M  E      0004210298 

NUREO 

CUNNINQHAM.A  L      8004040365* 

50-230 

Q 

CUNNINGHAM, 

E       00042302B4 

71-5939 

CUNNINQHAM.A  L      B004090134* 

30-339 

a 

CUNNINGHAM.  0  E      80042300S4 

71-S971 

CUNNINGHAM,  0  E      6004010061 

71-9049 

CUNNINGHAMS 

E       8004.020129 

71-5939 

CUNNINGHAM,  1 

L      8004090195* 

30-339 

a 

CUNNINGHAM,  0  E      9004090317 

50-183 

R 

CUNNINGHAM,  0  E      8004090286 

30-10 

R 

CUNNINGHAM,  o  E    0004030309 

30-73 

R 

CUNNINOHAM.fi  E       B00408034B 

50-70 

R 

CUNNINGHAM,  { 

E      9004070398 

71-380 

CUNNINGHAM,  G  E      8004070317 

50-19 

1 

CUNNINGHAM.9  E      B004170044 

30-73 

P 

CUNNINGHAM.  C 

E      6004300092 

50-70 

P 

CURRAN.J  M 

8004080339 

50-206 

9 

CURRAN,  J  M 

8004190454* 

50-206 

a 

CURRAN,  J.  M 

8004190345 

50-306 

R 

CURRAN.J  M 

8004210237* 

30-206 

a 

CURRAN.J  M 

8004230333 

30-206 

a 

CURRAN.J  M 

8004250430* 

50-206 

a 

CURRERI.  J 

8004240366 

NUREO 

CUR!I8,J  R 

8004110530* 

50-243 

a 

CUR!I9,N  U 

6004050514 

SO-3B7 

a 

PERSONAL  AUTHOR  INDEX 


415 


AUTHOR 

ACCESSION 
NUMBER 

SUBJECT 
CATEGORY 

CURTIS,  N  W 
CURTIS,  N  W 
CURTIS,  N  U 
CURT  18,  H  W 
CURTNEII,  A  P 

80040B0363 
8004140353 
8004390394 
S004300374 
S004  150431 

50-387 
50-307 
50-387 
50-387 
50-124 

S 
A 
8 
S 
P 

CURTNER.A  P 
CURTNEft.A  P 
CURTNEH,  A,  P 
CURTNER.A  P 
CURTNER.A  P 

S00331041t» 
800331  O4  15" 
8003310417* 
300331  0121  » 
0003310427* 

50-124 
50-124 
90-124 
50-124 
SO-  124 

B 
B 
B 
D 
B 

CURTNER.A  P 
CURTNER.A  P 
CUTCHIN,  J,  H 
CUTCHIN,  J  M 
CUTCHIN.  J  M 

8003310432" 
SQQ3310439* 
8004100571 
8004030347 
8004090011 

90-124 
50-134 
50-3B7 
90-289 
50-289 

B 
B 
0 

c 

D 

CUTCHIN.  J  M 
CUTCHIN,  J  M 
CUTCHIN,  J  M 
CUTCHIN,  J  M 
CUTCHIN,  J  M 

8004090004 
B004080019 
8004110016 
8004150069 
8004150273 

50-2S9 
90-289 
50-3B7 
50-3B7 
50-2B9 

G 
0 
0 
0 
0 

CUtCHIN,  J  M 
CUTCHIN,  J  M 
CYPBERT.  S  B 
CYPHEfiT,  8  0 
CYPHEHT,  B  D 

8004170035 
B004280246 
8004020164* 
B004020149 
8004020181* 

50-289 
30-307 
50-449 
90-445 
50-449 

0 

e 

M 
M 
M 

CYPHERT,  8  B 
CYPHERS  S  B 
CYPHERT,  8  B 
CYPHERT,  B  D 
CVPHERT,  8  B 

8004020190" 
8Q04020I9B* 
0004020098 
80040BOSS9 
0004090204 

50-449 
50-445 
30-449 
30-443 
50-445 

M 
M 
H 
M 
M 

CYPHERT,  S  B 
CVPHERT.  B  B 
CVPHERTiS  B 
CYPHERT,  a  0 
CYPHERT.8  B 

8004110056 
B0041Q0210 
8004100084 
8004080028 
8004080033* 

50-4-13 
50-445 

50-443 
50-445 
50-44S 

M 
M 
M 
M 
M 

CYPHERT,  8  B 
CYH.K  D 
CYfi.K  D 
CYR.K  D 
D'AMORE,  M 

0004100177 
8004240230 
8004830047 
B0042Q0077 
BOQ4100463* 

90-449 
PR 
PR 
PR 
70-1151 

H 

DAKL,  J  H 
DAHLMANiL  C 
DAIL.L  C 
DAtL.L  C 
DAIL.L  C 

BOQ41B0507 
80041803070 
8004230085 
8004220109 
B004240426 

XPORTL1C 
50-306 
90-488 
90-491 
90-491 

Q 
Q 
0 
Q 

DAL-E.L  F 
DALE,L  F 
DALE,L  F, 
DALE.L  F 
DALE.L  F 

B004230070 
8004170071 
8004380517 
8004280901 
8004130568 

90-416 
30-416 
50-416 
30-416 
90-416 

Q 
B 
8 
S 
8 

DALE.L  F 
DALE,  L  F 
DALE.L  F 
DALE.  L  F 
DALE.L  F 

B0042Q04B4 
8004280341 
8004100363 
8004210228 
9004290520 

30-416 
80-416 
50-416 
50-416 
50-416 

a 

8 

H 
A 
B 

DALE,  L  F 
DALE,  L  F 
DALE.L  F, 
DALE.L  F, 
DALE.L  F 

8004280610 
1  8004280481 
8004170243 
8004220421 
9004390499 

50-416 
90-416 
50-416 
90-416 
50-416 

B 
B 
A 
C 
8 

DALE.L  F 
DALTQN.A  T 
DALTftOFF,  6.  L 
DALTRQFF.0  L 
DALTROFF.B  L 

QOQ429Q606 
B0042300B2 
8004160187* 
8004100211 
B004  140064 

50-416 
90-336 

50-277 
90-277 
50-277 

8 
0 
0 
Q 
Q 

DALTROFF.8  L 
DALTROFF.B  L, 
DALTROFF.S  U 
DALTROFF.  S.  L, 
DALV.  D  J 

8004100261 
B004010406 
8004340402 
8004240392* 
8004290001 

90-171 
90-277 
30-277 
30-277 
NUREO 

Q 
P 

P 
Q 

DANCE,  H  C 
DANCE,  H  C. 
DANCE,  H,C, 
DANIEL6DN,  D  W 
DANIEL80N.  D,  H 

8004130096*! 
9004130133* 
8004090413* 
BQQ4280907* 
8004040410* 

30-331 
50-331 
30-327 
TOPREP 
30-263 

a 
a 

Q 

a 

DANIEL90N.  D,  H 
DANIEL60N,  D  H 
DANIELSON,  D  H, 
DANIELSQN,  D  H 
DANIELSON,  D  H 

8004070173* 
0004040190* 
80040302350 
0004040339* 
8004080647)' 

30-483 
80-346 
30-306 
30-293 
30-373 

Q 
Q 
Q 
Q 
Q 

DANIEL60N,  D  H 
DANIELSON,  D  H 
DANIELSON,  L  J 
DANtELSON,  D  H 
DANIELSQN,L  J 

8004  100  130K 
6004100207* 
80040701B1 
8004280023* 
8004020093 

50-305 
30-294 
40-4493 
30-263 
40-4493 

Q 
Q 

Q 

AUTHOR 

ACCESSION 
NUMBER 

SUBJECT 
CATEGORY 

DANIELBON,D  H 

8004150496* 

50-341    0 

DANIELBQN.  D  H 

B004280039» 

50-454    Q 

DANIELS 

BQ04290406* 

50-327    Q 

DARM1TZEI-.  R  II 

6004020185 

50-70     P 

DARMITZEL.R  t! 

B004  170254 

50-70     P 

DAUOHERTY,  T  M 

B0042S0036 

50-574    0 

DAVIDSON,  D  R 

B00123O353 

50-440    B 

DAVIES,  L  11 

B004140351» 

50-369    A 

DAVIS,  F  C 

8004220485* 

FOIA 

DAVIS,  F  C 

BaO'122Q622» 

FD1A 

DAVIB.F  C 

B00422O4B2* 

FOIA 

DAVIS,  J  0 

8004320282" 

FOIA 

DAVIS,  F  C 

0004320430* 

FOIA 

DAVIS,  J  0 

GOQ422Q4iB» 

FOIA 

DAVIS,  J  0 

B004220469" 

FDIA 

DAVIS,  A  B 

B004040095 

•IO-B135 

DAVIS,  A  B 

B004070172 

30-373    Q 

DAVIS,  A  B 

B004040029 

50-254    Q 

DAVIS,  A  B 

8004070197 

50-10     Q 

DAVIS,  A  B 

B004040032 

50-255    Q 

DAVIS.  A  H 

8004040392 

50-319    Q 

DAVIS,  A  B 

BOQ4040490 

40-2061 

DAVIB.  A  D 

8004070131 

27-47 

DAVIS.  A  B 

8004040019* 

50-10     Q 

DAVI8,  A  B 

8004100140 

50-10     Q 

DAVIS,  A  B 

8004100518 

90-35*   Q 

DAVIS,  J  F 

80041B03B9 

50-247    P 

DAVIS,  A  D 

8004040160 

90-331   Q 

DAVIS,  A  B 

8004090319 

50-2     0 

DAVIS,  0  R 

9004080226 

WASTE  MOT 

DAVIS,  A  B 

8004  100372 

50-150    0 

DAVIS,  A  Q 

80O41O03BO 

50-182   Q 

DAVIS,  A  B 

0004110259 

50-191    Q 

DAVIS,  A  B 

8004230138 

70-935 

DAVIS,  J  H 

8004380255* 

70-1319 

DAVIS,  A  B 

3004090193 

t&E 

DAVIS,  t,  D 

8004100235 

50-956    G 

DAVIS,  A  B 

0004030259 

50-331    0 

DAVIS.A  B 

8004100067 

90-2B3   Q 

DAVIB,  A  B 

80041OO119 

50-10    Q 

DAVIB,  A  B 

8004040014 

50-10    Q 

DAVIB,  A  B 

6004300544 

50-10    Q 

DAVIB,  0  R 

8004240060 

WA3TE  HOT 

DAVIB,  A  B, 

8004020477 

40-7127 

DAVIS,  8  H 

BQ04010391" 

30-310   8 

DAVlfi.  S  M 

80040  I  036B" 

50-310   S 

DAVIB.  L  D 

B00415009B 

50-556   0 

DAVIB,  S  M 

B004  150638" 

50-310   8 

DAVIB,  S  M 

B004210323 

30-317   8 

DAVIB.L  D 

BOQ4230371 

50-273   0 

DAVIS.  S  M 

B004E90350* 

50-310   B 

DAVIS.  8  M 

B004290447* 

30-317   8 

DAVIS.  S  M 

8004290484* 

50-317   S 

DAWSON,  D  M 

8004240267 

70-1308 

DAWSON,  D  H 

8004140083* 

70-1308 

DAMSON.  D  H 

8001180133 

70-1308 

DAHS8N,  D  M 

8004240277" 

70-1308 

DAUSON.  D  M 

BOOfll  40073" 

70-1308 

DAY,  B  D 

8004180472" 

30-263   S 

DE  LAQUIL,  P 

8004230034 

NUREO 

DEAKYNE.  K 

8004220772" 

SO-346   S 

DEALE.  V  B 

8004090017 

50-522   0 

DE.ANE,  R  H 

8004090187 

50-312   0 

DEBNAH,  J 

8004220560* 

50-111   R 

DEBNAM,  J 

8004330963" 

50-111   R 

DEEDS,  It  E 

9004090049 

NUREO 

DEEO,  F  H 

9004030219 

50-333   J 

DEER.D  A 

8004230618* 

FOIA 

DEOEN,  0 

0004210300* 

50-10    H 

DELANEY,  J  L 

8004340217* 

50-439   A 

DELANEY.  J  C 

8004040209 

70-82 

DELANEY.  J  C 

80040204BS* 

30-364   A 

DELANEY.  J  C 

B0040B0970* 

70-143 

DELANEY,  J  C 

8004240  139* 

70-143 

DELQEPRGE.L  D 

8004140213 

50-373   I 

DELQEORGE.  L  0 

9004010332 

30-373   F 

DELGEORQE.L  0 

9004080922 

30-373   K 

DELLA  RATTA.  A 

8004100092* 

70-364 

DELONQ.  S  D 

9004230444* 

30-313   9 

DELONO,  S  D 

8004230447* 

30-319   8 

DENI8E.  R  P 

9004230004 

TOPREP 

DENN1BON,A  B 

8004100468 

30-333   0 

DENNIBON.A  B 

9004100468 

50-35S   G 

DENNY,  T  L 

80041B0061 

40-2061 

DENNY,  T  L 

8004310348 

40-2061 

AUTHOR 

ACCESSION 
NUMBER 

SUBJECT 
CATEGORY 

DENONCOURT.n    F 
DENTON,  H   R 
DENTON,  H   R 
DENTON.  H   R 
DENTQN.H   R 

B0042I0366* 
00042S0375* 
7908210247 
7908140243 
7909190914 

30-320           P 
50-10               H 
50-32O           H 
COMMISSION 
M1SC 

DENTON.  H   R 
DENTON.  H   R 
DENTON.  H   11 
DENTON,  M   M 
DENTON,  M   11 

7910020043 
8004100519* 
8003310411* 
B003310-H9* 
B003310417* 

HISC 
30-32Q 
30-124 
50-124 
30-124 

0 
D 
B 
B 

DENTON.  H   M 
DENTON,  M   H 
DENTON.  H   M 
DENTON.  M  M 
DENTON.H   R 

B00331042U 
B0033  10427* 
B003310fl32t 
SQ0331Q439» 
8004090306* 

50-124 
50-124 
50-124 
50-124 
SECY 

B 
B 
B 
B 

DENTON,  H  R 
DENTON.H   R 
DENTON.H   f) 
DENTON,  H  R 
DENTON.H  R 

B004240S07* 
8004020028* 
BOQ3350055 
B004020S17 
8004040225 

50-286 
10CFR 
I1ISC 
50-32O 
50-32O 

P 

H 

H 

DENTON,  H   R 
DENTON,  H   R 
DENTON,  H   R 
DENTONiH   R 
DENTON.H   R 

B004040347 
8004040464* 
8004070139 
0004070142" 
8004220417 

50-32Q 
CONTRACT 
SO-295 
50-29S 
50-409 

H 

O 
0 
O 

DENTON.H  R 
DENTON,  H   R 
DENTON.H   R 
DENTON.H   R 
DENTON.H   R 

8004220422* 
B004220430* 
8004020456 
S00402O461 
8004030019 

50-409 
50-409 
50-320 
30-32O 
50-320 

O 
O 
H 
H 
H 

DENTON.H  R 
DENTON.H   R 
DENTON.H   R 
DENTON.  H  R 
DENTON.H  ft 

8001030022 
8004030035 
B004030052 
B004030061 
B0040300B7 

50-320 
50-32O 
50-32O 
50-32O 
50-32O 

H 
H 
H 
H 
H 

DENTON.H   R 
DENTON.H  R 
DENTON,  H  R 
DENTON.H  R 
DENTON.H   R 

8004030123 
800404021  1 
0004040314 
8004040213 
800404031  B 

50-32O 
50-32O 
50-320 
50-320 
50-320 

H 
H 
H 
H 
H 

DENTON,  H  R 
DENTON.H   R 
DENTON.  H  R 
DENTON.H  R 
DENTON.H   R 

8004040219 
B004040220 
BOD4040223 
8004140036 
8004140122 

50-32O 
50-320 
90-320 
NUREO 
30-312 

H 
H 
H 

H 

DENTON   H   R 
DENTON,  H   R 
DENTON.H   R 
DENTON.H   R 
DENTON.H  R 

8004210275 
8004220136 
8004220139 
B004030070 
8004040202 

50-546 
30-32O 
30-32O 
50-32O 
30-32O 

H 
H 
H 
M 
M 

DENTON.H  R 
DENTQN.H  R 
DENTON.H   R 
DENTON.  H  fi 
DENTON.H   R 

8004040421 
8004070129 
0004020173 
8004020218 
8004020222* 

50-320          H 
SO-153          H 
COMMISSION 
90-389          O 
50-3B9            0 

DENTON,  H  R 
DENTON.H   R 
DENTON.H  R 
DENTON,  H  R 
DENTON.H  R 

8D0404000S 
8004040200 
0004090061 
8004080078 
0004090093* 

50-32O 
BECY 
30-320 
50-295 
50-295 

P 

P 
0 

0 

DENTON.H  R 
DENTON.H  R 
DENTON.H  R 
DENTON.H  R 
DENTON.H  R 

B0040300S8" 
B004110099 
8004020250 
B004030112 
B004070070 

50-293 
MISC 
50-27S 
50-309 
50-483 

Q 

H 
H 
H 

DENTON.H  R 
DENTONiH   R 
DENTON.H  R 
DENTON.  H  R 
DENTON.H   R 

8004070073 
B004I40303* 
8004090036 
B0041401M 
B00414O117" 

90-327 
50-309 
50-33O 
50-320 
50-32O 

H 
U 
0 
O 
O 

DENTON.  H  R 
DENTON.H   R, 
DENTON,  H  R 
DENTON.H  R 
DENTON.H  R 

B0042103B1 
8004210396 
8004220112 
9004220168 
8004220192 

50-320 
50-32O 
50-32O 
50-320 
50-32O 

H 
H 
H 
H 
H 

DENTON.H  R, 
DENTON,  H  R 
DENTON.H  R 
DENTON.  H  R 
DENTON.H  R 

80042201QS 
B0042-V0270 
8004340441 
8004290111 
B0043B0260 

30-320 
50-32O 
50-33O 
50-32O 
90-320 

H 
H 
H 
H 
H 

DENTON.  H  R 
DENTON.H   R, 
DENTON.H  R 
DENTON.  H  R 
DENTQN,H  R 

B004280273 
80042B0279 
B004280S09 
8004280323 
0004300327 

50-320 
30-32O 
50-32O 
30-320 
50-32O 

H 
H 
M 
H 
H 
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DEflTON,  H   fi 
DENTQN,  H   R 
DENT€3N,  H   R 
DENTGN,  H  R 
DENTDN,  H   Fl 

B0042S033S 
8004280542 
8004290064 
8004290076 
8GO41  J0092 

SO-320 
50-320 
50-320 
50-320 
HISC 

H 
H 
H 
H 

DENTON,  H   R 
DENTOH,  H   R 
DENTOfJ,  H   R 
DENTON,  H   R 
DENTCN,  H   R 

8004000047 
3004310402 
6004210356 
BC04210363 
8004280343 

50-309 
50-330 
50-330 
50-320 
50-330 

P 
H 
H 
H 
H 

DENTDN,  H  R 
DENTQM.  H   R 
DEN  TON,  H 
DEMTCN,  H   R 
DENTON-  H  R 

B004280357 
80042BO530 
0004380565 
8004140066 
B004290054 

50-320 
SO-320 
50-320 
50-344 
50-3 

H 
K 
H 
F 
H 

DENTON,  H  R 
DENTON,  H   R 
DENTQN,  H   R 
DENTQN,  H   R 
DENTON,  H   R 

9004070056 
800415O211 
6004170292 
8C-04  170296* 
8004180154 

50-281 
50-10 
50-434 
90-424 
30-339 

G 
H 
G 
G 
A 

DENTON.  H   H 
DENTQN,  H   R 
DEN  TON,  H   R 
DEN  TDM,  H    R 
DENTDN,  H    R 

B00424OI45 
6004250056 
G0042SO336 
B004  100574 
SQ041COSB1 

50-424 
50-10 
50-10 
50-330 
90-320 

0 
0 
H 
H 
H 

DENTDN,  H   R- 
DENTON.  H    R 
DENTON.  H   ft 
DENTON.  H  R 
DENTON.  H    Ft 

3004100973 
300415C-319* 
3004210320* 
9004310336 
0004150069 

50-320 
50-516 
50-339 
50-247 
50-3 

H 
0 
T 
H 
H 

DENTON.  H    R 
DENTQN.  H    Ft 
DENTON.  H    R 
DENTQN.  H    R 
DENTCN.  H    R 

8004160173 
600417D342 
8004180510 
0004210088 
8004210193 

50-3 
90-3 
50-303 
50-3 
30-3 

H 
H 
H 
H 
H 

DENTQN.  H   ft 
DENTON.  K   S 
DEN  TON,  H   R 
BENTON.  H   R 
DENTON.  H   ft 

80042  1  0208 
8004330013 
0004250016 
8004130123 
B004ia0126> 

50-3 
30-3 
50-247 
50-301 
90-301 

H 

H 
H 

0 
0 

DENTON.H   ft 
DENTOH.  H    ft 
DENTQN.  K    R 
DENTON.  K   R 
DENTQN.  H    K 

8004180231 
80042301S9 
H00429Q049 
8004250036 
90042B-0347 

50-247 
90-3 
50-330 
30-2BO 
50-368 

E 
H 
H 
Q 
H 

DEN  TON.  H    R 
DEMTON.H    Ft 
DEN  TON.  H    R 
OENTON.H   R 
DENTDN,  H   « 

8004300070 
3004230084 
800435-0363 
8004300508 
BQ041B043I 

50-336 
50-320 
50-320 
50-320 
50-320 

P 
0 
H 
G 
H 

DEM  TON,  H   Ft 
DENTQN.  H    R 
DENTON.  H    Ft 
DENTON.  H   R 
DENTON,  H   ft 

80042  90HOO 
8004240460 
9004230232 
B0043800S4 
8004230159 

90-339 
30-286 
50-247 
50-386 
50-311 

A 
P 
P 
P 
A 

DENTON,  H    R 
DENTDN,  H   R. 
DENTONr  R    E 
DENTON,  H    R 
DENTDN.  H    R 

8004280362 
8004280394 
8004220719* 
6004290190 
8004280195* 

30-10 
50-289 
30-317 
50-311 
30-311 

H 
H 
8 
G 
G 

DENTONr  H    R 
DENTONpH   R 
DENTON.  H   R 
DENTON,  M   R 
DERAYMQND,  J   B 

8004280196* 
800430  05B5 
B004300590* 
3004300598* 
90043  00046* 

50-311 
50-873 
50-373 
90-273 
50-397 

0 
G 
G 
G 
G 

DETRICH.  B   F 
DEVINCENTIB,  J 
DEVfNE.  J  F 
DEVLIN,  J   M 
DEVLIN.J   U 

8004300023* 
3004070106* 
900402!0383 
6004090221* 
8004210024* 

50-387 
30-443 
50-273 
50-201 
90-273 

G 
Q 
A 
Q 
0 

DEVL1N.J   H 
DEVLIN.J    M 
DEVLIN.  J    W 
DEVLIN,  J,  K 
DEVLIN.  J  W 

80041  00068* 
SO04100I91* 
80042:10318* 
00042-500390 
B00421  03300 

50-334 
70-33 
50-247 
80-213 
50-21? 

0 

0 
0 
0 

DEVLIN.  J  U 

DEVL!N,J 
DEVLIN,  J 
DEVLIN,  J 

DEUITT.R    B. 

8004230  IPS* 
8004130193* 
B004880632 
B004300S92 
S004O4O309 

30-309 
70-371 
50-320 
30-393 
30-1B3 

a 

S 
8 
P 

DEWITT.K   B 
DEUITTi  R,  B 
DEYOUNO,  R   C 
DEYOUNO.R   C 
DIAZ.N   J 

8004150398 
B0041S0474 
0004160004 
80041600  i?o 
80042202  i  3 

50-235 
50-255 
50-272 
30-273 
70-106B 

P 

P 
Q 

0 

AUTHOR 

ACCESSION 
NUMBER 

SUBJECT 
CATEGORY 

DICEY,  D  B 
DICHARRV.R  F 
DICKERStJN,  M  IJ 
DICKS,  H  D 
DICKSDN,  H  U 

H004Q40102S 
B0040B005B 
B0040B0603* 
B00404Q343 
B004150036 

40-8135 
71-102 
50-267    Q 
PRI1 
RES 

DIENEES,  J  « 
DIETCH.R 
D1ETCH,  R 
D1ETCH.R 
DIETCH.fi 

8004150141* 
8004030141" 
3004030140 
8004030491 
S00408049B> 

NUREO 
50-206   P 
50-206   P 
50-206   P 
50-206   P 

D1ETCH.R 
DIETZ,G  R 
DIGGS.R  M 
DIGG5.H  H 
DIQGS.R  M 

8004140161 
B004090220 
BQ04070315 
BOQ40BQ2Q1 
6004340344 

50-361    R 
71-9 
50-346   P 
50-155   P 
90-317    P 

D1GSS.R  M 
DtGOS.fi  H 
DIIANNI.D  C 
DILLON.fi  L 
DIMEGLIO.  A  F 

B004  160001 
0004210034, 
8004310363 
3004070093 
8004030103* 

50-269    P 
50-244    P 
50-269    F 
ACRS 
50-193    I 

DINNEL.P  A 
D1PIAZZA,  R  P 
D1HCKS.  H  J 
DIRCKB.H  J 

DIJICKS.U  j 

0004020139 
B004090046 
7904  110034* 
790B1507QB 
6004030169 

NUREG 
71-9009 
PR 
HISC 
40-1341 

DIRCKS,  W  J 
DIRCKS.W  J 
D1RCK8.H  J 
DIRCKS.W  -J 
DIRCK8.W  J 

B0040B0191 
B0040B0193 
BOQ4240364 
B0040B02I3 
B0040B0137 

UASTE  HOT 
50-3     U 
50-440   H 
50-337   U 
50-289   U 

DIRCKS.W  J 
DIRCKS.W  J 
DIRCKS.W  J 
DIRCKS.W  J 
DIRCKB,H  J 

B0040BQ260 
B0040704I7 
B0040803S4 
80040SQ197 
B004  140071 

50-409   U 
State  Prog 
50-327   U 
50-142   U 
MISC 

DIRCKS.W  J 
DIRCK8.  U  J 
DIRCKS.W  J 
DIRCKS.H  J 
DIRCKB.H  J 

6004170348 
B0041402B6 
B004  140297 
8004140399 
6004140374 

PR 
50-522    U 
50-339   U 
30-309    U 
50-266    U 

DIRCKS.W  J 
DIHCKS,  H  J 
DISCUS,  H  J 
DIHCKS,  W  J 
DIRCKB,  U  J 

8004140252 
3004140394 
8004I401B3 
8004140303 
8004140239 

50-3S8    U 
30-266    U 
30-10    U 
90-10    U 
50-409    U 

DIRCKS.H  J 
DIRCKS.W  J 
DIRCKS.W  J 
DJRCK8,  W  J 
DIRCKS.W  J 

8004170301 
3004130234 
8004100431* 
8004140459* 
8004140169 

50-409   H 
SO-3     H 
10CFR 
50-10    U 
30-10    U 

DIRCKS.W  J 
DIRCK8,  W  J 
DIRCKS.W  J 
DIRCKS,  H  J 
DIHCKS,  U  J 

3004140323 
8004180114 
8004S40523 
6004150026 
0004300292 

50-10    U 
90-269    H 
COMMISSION 
70-1306 
50-3     U 

DISALVO 
D  I  SALVO 
DISE.D  P 
DISE,  D  P 
DISE,  D  P 

8004220043 
80042200531 
8004080413 
SQ04090309 
B004010330 

71-379 
71-379 
50-220   Q 
PR 
90-220   P 

DI9IBIO.R 
DIBID10,  R 
DI5TEFANO,  J 
D1STEFANO,  J 
DITTO,  S  J 

8004240077 
B0042400B1* 
BOQ4210353 
0004210361* 
0004030291 

State  Prog 
Stats  Prog 
PR 
PR 
ACRS 

DIVINE,  J  H 
DW1NE.J  R 
DflAD.C  V 
DODDS.R  T 
DdDDB.H  T 

8004390030 
8004040210 
3004230046 
8004230290* 
3004020130* 

NUREG 
RES 
NUREG 
90-460   0 
30-526   0 

DODDS.R  T 
DQDDB.R  T 
DODDS.R  T 
DQDDS.R  T 
DODDS,fi  T 

800430012U 
80040401610 
8004020042* 
80043002990 
600428018D» 

50-326   0 
30-312   Q 
90-361    0 
50-397    0 
50-312    Q 

DDDDS.R  T 
DODDS.R  T 
DQHERTY.J  F 
DQHERTY.J  F 
DDLAN.J  E 

8004280094* 
8004210428* 
8004110351 
8004240548 
8004110443 

50-460    G 
SO-312   Q 
30-466   0 
90-466   G 
30-315   fl 

DDLAN.J  E 
DQLAN.J  E 
DDLAN.J  E 
DDLAN,  J  E 
DDLAN.J  E 

8004070411 
3004210415 
800401032S 
8004010420 
80040  10466 

90-313   0 
30-315   P 
30-31  3   P 
30-315   P 
90-31  S   P 

AUTHOR 

ACCESSION 
NUMBER 

SUBJECT 
CATEGGF1V 

DDUAN,  J  E 

8004300611 

50-315   0 

DOLAN,  J  E 

8004080544 

90-319   F 

DOLAN,  J  E 

8004230398 

50-315   0 

DOLAN,  J  E 

8004230369 

50-319   F 

DOLEHAN,  C  R 

B004310361* 

PR 

DOMANUS,  H  M 

6004  150326 

I4UREO 

DOMANUS,  H  H 

6004290017 

NUHEQ 

DOMASHOVETZ,  I 

6004290474* 

TOPREP 

DONALDSON.  D 

8004030141s 

ACfIS 

DONALDSON,  D 

6004020  I  3S* 

ACRS 

DONALDSON,  D  E 

60040701  12* 

70-1100 

DDNELSDN.S  E 

8004100583 

50-311    0 

DQNOOHUE,  D  J 

6004300007* 

SECV 

DONOOHUE,  D  J 

8004300002 

SECV 

DDNDHEH,  J  N 

8004160235* 

30-369    0 

DONDHEW,  J  N 

8004160340* 

50-369    Q 

DGNOHEW,  J  N 

8004160219* 

90-369    0 

DnNDHEW,  J  N 

S004160244* 

50-269    0 

DDPCHIE,  H 

6004320147 

REGGD 

DDPCHIE,  H 

8004110359 

REOOD 

DDPBOV1C,  D  A 

8004020164* 

30-445    M 

DDPSOVIC,  D  A 

8004020198* 

50-443    fl 

DOPBOVIC,  D  A 

8004100177 

30-443    fl 

DDPSOVIC,  D  A 

8004170340 

50-449   fl 

DDRMITZEL,  R  U 

8004170260* 

30-70    P 

DDROUGH,  ft 

80043000130 

30-367   0 

DDUQHERTY,  J  B 

6004150206 

FQIA 

DdUQHERTY,  D  J 

80040603400 

CONTRACT 

DDUQHERTY.  D  J 

8004100357* 

CONTRACT 

DDUOHERTY,  D  J 

8004070140* 

CONTRACT 

DDUOHERTY,  D  J 

S004040197* 

CONTRACT 

DOUGHERTY.  D  J 

8004070007* 

CONTRACT 

DOUGHERTY,  D  J 

8004040434* 

CONTRACT 

DOUGHERTY,  D  J 

8004100033* 

CONTRACT 

DOUGHERTY,  D  J 

8004030037* 

CONTRACT 

DOUGHERTY,  D  J 

8004040162* 

CONTRACT 

DDUGHTERY.D  T 

8004090483* 

CONTRACT 

DOUGHERTY,  D  J 

8004030023* 

CONTRACT 

DOUGHERTY,  D  J 

8004040217* 

CONTRACT 

DOUGHERTY,  D  J 

8004070032* 

CONTRACT 

DDUOHERTY,  D  J 

8004100324* 

CONTRACT 

DDUQHERTY,  D  J 

8004100531* 

CONTRACT 

DOUGHERTY,  D  J 

8004040186* 

CONTRACT 

DDUQHERTY,  D  J 

8004100600* 

CONTRACT 

DDUQHERTY,  D  J 

8004340542* 

CONTRACT 

DOUQHERTY,  D  J 

8004340553* 

CDNTRACT 

DOUGHERTY,  J 

8004130101 

90-974   0 

DOUGHERTY,  J 

8004130101 

90-974   0 

DOUGHERTY,  J  B 

8004380211 

30-33B   0 

DOUGHERTY,  J  D 

800428021  1 

90-336   0 

DOUGHERTY,  J  B 

B004S8021  1 

50-330   0 

DOYLE.  R  J 

8004240563 

NUJiCQ 

DRAOONETTE.K  S 

6004070410 

37-47 

DRAOONETTE.K  8 

8004070414* 

37-47 

DRAKE,  F  C 

60045301  10 

50-244   P 

DREE8EN.  D  R 

B004390520 

WASTE  MOT 

DREHER,  F 

8004220226 

50-372   S 

DREY,  K. 

6004250062* 

50-10    0 

DROMERICK,  A  W 

8004030179 

50-339   A 

DROMERICK,  A  W 

80041  0031  B 

30-339   A 

DROMERICK,  A  W 

8004140079 

30-339   A 

DROMERICK,  A  H 

8004  1  40033 

50-339   A 

DROMERICK,  A 

8004240092 

30-339   A 

DROMERICK,  A  U 

0004140016 

50-279   A 

DRQMERICK.A  14 

8004250031 

50-339   P 

DUBIN,  K  J 

B004300042* 

30-387   -0 

DUBRY,  N  E 

8004230  189* 

50-123   0 

DUBRY,  N  E 

80042301370 

70-923 

DUBRY,  N  E 

8004070  I  92 

50-315   B 

DUBRY,  N  E 

8004040059 

50-313   B 

DUCKWORTH,  J  P 

8004130062 

50-201    H 

DUCKWORTH,  J  P. 

8004230053 

90-201    Fl 

DUCKWORTH,  J  P 

8004100219* 

30-201    d 

DUOAN,  D  VI 

8004240305 

90-296   P 

DUGOINS,  L 

8004340340 

30-133   8 

DUMWER.O  H 

8004350043* 

CONTRACT 

DUMB,  D 

8004090266 

PR 

DUNBAR,  J,  F 

S0043904E9* 

50-249   6 

DUNFERD,  E  F 

8004160184* 

90-320   P 

DUNN,  C  N 

SQ04Q70199* 

30-334   a 

DUNN,  C  N 

8004100398* 

30-334   Q 

DUNN,  C  N 

8004040163* 

50-334   a 

DUNN,  C  N 

8004090009 

50-334   Q 

DUNN,  C  N 

8004150321 

30-334   a 

DUNN,  C  N 

8004110160 

30-334   Q 
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AUTHOR 

ACCESSION 
NUMBER 

SUBJECT 
CATEGORY 

DUNN.N  M 
DUNN,N  M 
DUNN,  C  N 
DUNN,  C  N 
DUNN,  C  N 

8004180062 
B004180069* 
8004O104B9 
B004030201 
B004O40394 

71-96 
71-96 
50-334    P 
50-334    P 
90-334    F 

DUNN,  C  N 
DUNN,  C  N 
DUNN,  C  N 
DUNN,  C  N 
DUNN.  C  N 

B0041104B2 

S00421O2B3 

B004230394 
B004210261 
0004290354 

90-334    P 
30-334    P 
30-334    P 
50-334    R 
30-334    R 

DUNNING,  G  11 
DUNNINQ,  0  M 
DUTTQN  D 
DUTTON,  D 
DUTTDN.  D 

8004080211* 
80040B0222* 
8004070190 
B004040420 
B004020339 

FOIA 
FQIA 
50-424    Q 
50-424   Q 
50-424    B 

DUTTON,  D 
DUTTOM,  D 
DUTTOM,  D 
DUTTON,  D 
DUTTQN,  D 

8004020187 
8004100348 
8004010349 
8004020390 
8004240344 

50-424    Q 
50-424   Q 
50-424   B 
50-424    B 
90-424    Q 

DUTTON,  D 
DUTTON,  D 
DUTTQN,  D 
DUTTON,  D 
DUTTQN,  D 

8004140336 
B0041  50431 
B0041  S0427 
8004280491 
B00413O427 

30-424   A 
30-423   8 
90-434    S 
30-424    S 
50-424    S 

DYER.J  A 
DYER,  J  A 
DZIEWISZ.J  8 
EARLY,  P  J 
EARLV,  P  J 

B004090163* 
8004280241* 
8004240183* 
0004230032* 
BQQ4010259 

90-302   Q 
30-335    Q 
70-135 
FOIA 
50-333    P 

EARLY,  P  J 
EARLY,  P  J 
EARLY.  P  J 
EARLY,  P  J 
EARLY.  P  J 

8004010367 
80040S03BI 
8004000473 
S00414039B 
80041S0364 

30-333    P 
50-206    P 
50-333   P 
50-333    B 
50-333    P 

EARLY,  P  J 
EARLY,  P  J 
EARLV,  P  J 
EARLY.  P  J 
EARLY,  P  J 

8004170061 
B0041505QB 
B004300041 
B00413045B 
8004170064 

SO-2D6   P 
30-333   B 
30-206   fl 
50-206    Q 
90-333    P 

EARLY,  P  J 
EARLY,  P  J 
EAST.  D  J 
EASTER.  J  H 
EATON,  L 

8004100343 
8004  1  80330 
80042  10387 
8004020176* 
8004240534* 

90-206   P 
30-886   P 
40-1163 
State  Prog 
30-443   H 

EATON,  d 
EBEL.P  E 
EENETER.  5  I) 
EBMETER.S  D 
EHNETER.S  D 

8004010472 
8004210041 
8004070111* 
8004070231* 
8004070396* 

90-443   G 
FOIA 
9O-443    a 

30-243    Q 
30-3B7   a 

E8NETER,  5 
EDNETER,  B 
EBNETER.S  D 
EHNETER.B  D 
ECKERT.R  M 

8004190143* 
8004090438* 
6004100112* 
B0041B0334* 
8004230338 

90-352   Q 
90-362   Q 
90-352   a 
30-219   a 

90-311   P 

ECKHARDT,  J  H 
ECKHARD,  T 
ECKLER,  J, 
ECQNQMOS,  N 
ECONQMOB.N 

8004020180* 
8004340522* 
0004220137* 
8004070291* 
0004210199* 

30-528   a 
30-528   Q 
FOIA 
50-348   0 
50-269   0 

ECONQMOa.N 
EDELSTEIN.  D 
EDOEWORTH,  P  J 
EDQEWORTH,  P,  J 
EDOEWORTH,  P 

B004160122* 
BQQ4QB0643 
8004070123 
Q00404019I 
B004  100020 

30-413   Q 
XPORTL1C 
CONTRACT 
30-104   Q 
CONTRACT 

EDOEWORTH,  P  J 
EDOEWORTM,  P  J 
EDOEWQRTH,  P  J 
EDLOW,  J 
EDMQNSON,  L  D 

8004030020 
BOQ40402I2 
8004070023 
80Q4Q4G427» 
8004020234* 

CONTRACT 
CONTRACT 
CONTRACT 
FOIA 
30-320   H 

EDBON.K, 
EDHARDB,  D  L 
EDWARDS,  D,  L 
EDWARDS,  D  H 
EDWARDS,  D  H 

8003190734» 
B0040B005S 
BOQ429Q449 
BOQ40  10468* 
B004040323* 

80-120   P 
40-3453 
40-3453 
90-324   R 
50-261    R 

EICH,  E 
EICHHORN,  M  H 
EICHHQRN,  W  H 

EISGNHUT.  D  o, 

EISENHUT.  D  0 

00042  10238* 
8004020092 
8004020092 
7906290094 
8004280369* 

50-247   R 
90-367   0 
50-367   0 
30-3  1  S   H 
SO-10    H 

EISENHUT.  D  0 
EISENHUT,  D  0 
EIBENHUT.  D.S 
EISENHUT.D,  0 
EIBENHUT,  D  0 

8003240555 
80040902BB 
B004030102 
B004100517 
00041400BS 

30-302   Q 
50-29    0 
90-320   P 
BRO 
QRQ 

AUTHOR 

ACCESSION 
NUMBER 

SUBJECT 
CATEGORY 

EISENHUT,  D  G 

B004  100300 

50-317 

P 

EIBENHUT.D  G 

8004110310 

30-335 

P 

EISENHUT.  D  G 

8004110528 

50-213 

P 

EIBENHUT.D  G 

8004110934 

50-2B5 

P 

EIBENHUT.D  G 

0004110559 

5O-313 

P 

EIBENHUT,  D  G 

8004110570 

50-309 

P 

EISENHUT,  D  0 

8004240141 

REVIEW  GR 

P 

EISENHUT,  D  G 

B004  100607 

50-344 

G 

EISENHUT,  D  0 

B004330293 

50-344 

G 

EISENHUT,  D  0 

B00430003S 

50-253 

P 

EISENHUT,  D  0 

B004300589 

50-206 

P 

EIECNHUT,  D  0 

0004200287 

50-206 

H 

EISENHUT,  D  G 

B0042B0140 

50-3 

H 

EL-ASHRY,  M  T 

8004020447s 

50-327 

S 

EL-ASDRY.M  T 

SQ040203B5 

50-390 

A 

EL-ASHRY,  M  T 

8004110425 

30-390 

A 

EL-ASHRY,  M  T 

S0041S0951 

BO-327 

P 

EL-ASHRY  T 

8004190559* 

50-327 

P 

EL-ASHRY,  M  T 

8004150392 

50-353 

R 

EL-ASHRYiM  T 

80041B0331 

50-390 

R 

EL-ASHRY,  M  T 

8004220533 

50-259 

P 

ELD.M  E 

8004110143 

PRM 

ELGERT,  0  J 

8004230129 

XPQRTLIC 

ELGERT,  Q  J 

B004230133* 

XPQHTLIC 

ELGERT,  0  J 

8004310026 

XPQRTLIC 

ELIASDN.L  R 

8004080400 

50-263 

P 

EL  IK,  J  Q 

0004020062* 

30-361 

Q 

EL  IN,  J  0 

8Q0430Q29B* 

50-397 

0 

ELKUS.R  J 

B004  170005 

50-230 

P 

ELLEN8HAW,  L  E 

B004290312* 

QA999 

ELLERSHAW,  L  E 

8004030244* 

QA999 

ELLERSHAW,  L  E 

0004150149* 

OA999 

ELLERSHAW,  L  E 

0004300222* 

QA999 

ELLIOTT.  C  P 

B004300076» 

50-387 

G 

ELLISON,  C  T 

B004040007 

PR 

ELROD,  B  A 

8004240390* 

50-290 

Q 

ELROD,  S  A 

80042B0241* 

50-335 

Q 

ELRQD,  B 

8004090051 

90-339 

B 

ELTAWILA,  T 

8004080660* 

30-387 

A 

ELTAWILA.  F 

8004020466 

50-322 

A 

EUTAWILA.  F 

8004030132 

50-322 

A 

EL  TAW  I  LA,  F 

8004040474 

30-322 

A 

ELTAWILA.  F 

8004300064 

50-322 

A 

ENDERLIN.  W  I 

8004210301 

NUREQ 

ENDRIZZI.D 

8004080175 

50-387 

G 

ENGEL,  R  E 

8004230343* 

90-319 

P 

ENOEL.  R  E 

B004140116* 

TOPREP 

ENGELKEN,  R  H 

8004070291 

90-920 

S 

ENQELHARDT,  T  H 

B004090176 

50-330 

P 

ENGELKEN,  R  H 

B004100492 

30-361 

S 

ENQELKEN,  R  H 

0004100480 

30-397 

S 

ENQELKEM.fi  H 

8004150303 

50-3H8 

a 

ENQELKEN.fi  H 

0004130209 

SO-  1  33 

0 

ENQELKEN,  H  H 

8004130307 

50-344 

a 

ENGELKEN,  R  H 

0004130214 

90-206 

a 

ENGELKEN.fi  H 

0004190210 

30-312 

a 

ENQELKEN,  R  H 

8004150220 

30-397 

Q 

ENGELKEN.  R  H 

0004100097 

50-328 

a 

ENGELKEN.  R  H 

8004100101 

50-133 

0 

ENGELKEN,  R  H 

0004100104 

30-344 

a 

ENGELKEN,  R  H 

B004100107 

50-206 

0 

ENGELKEN,  R  H 

BD0410010B 

50-312 

a 

ENGELKEN,n  M 

0004100109 

30-397 

a 

ENGELKEN,  R  H 

0004110107 

50-528 

a 

ENQELKEN,  R  H 

00041  101  11 

50-133 

a 

ENQELKEN,  R  H 

9004110113 

50-344 

a 

ENQELKEN.  R  H 

0004H0114 

50-206 

a 

ENGELKEN.  R  H 

0004110115 

50-312 

0 

ENQELKEN,  R  H 

0004110119 

30-397 

a 

ENGELKEN,  R  H 

8004  180502 

70-9B4 

ENGELKEN,  R  H 

B004220009 

70-25 

ENGELKEN.  R  H 

B004220013 

70-1257 

ENGELKEN.  R  H 

0004220013 

70-734 

ENGELKEN,  R  H 

8004320032 

70-734 

ENGELKEN,  R  H 

8004220031 

30-328 

a 

ENGELKEN-  H  H 

0004220038 

50-133 

Q 

ENGELKEN,  R,  H 

8004220046 

50-344 

0 

ENQELKEN,  R  H 

0004220048 

50-206 

0 

ENGELKEN.  R  H 

8004220030 

30-312 

0 

ENGELKEN.  R  H 

0004220052 

30-397 

0 

ENGELKEN.  R  H 

8004180139 

30-206 

a 

ENQELKEN.  R  H 

0004180139 

50-3.97 

a 

ENGELKEN.  R  H 

8004180146 

80-528 

Q 

ENGELKEN,  R  H 

00041S0148 

50-133 

a 

ENGELKEN,  R  H 

8004180152 

50-344 

a 

AUTHOR 

ACCESSION 
MUMDEIi 

SUBJECT 
CATEGORY 

ENGELKEN,  R    H 

3004180155 

50-312 

Q 

ENGELKEN,  R    H 

B0041  1O007 

50-397 

0 

ENQELKEN,R    H 

8004930360 

50-312 

0 

ENGELKEN.  R   H 

8004230364 

50-206 

Q 

ENGELKEN,  H   H 

3004230369 

50-361 

0 

ENGELKEN.  R  H 

8004230370 

50-397 

Q 

ENGELKEN,  R   H 

600-1330373 

50-528 

a 

ENGELKEN,  fl   H 

6004330374 

50-133 

Q 

ENGELKEN,  R   H 

B00433037ii 

50-344 

Q 

GNGELKEN.fi   H 

B00423037<J 

50-273 

a 

ENGELKEN,  R    H 

B004340503 

50-206 

P 

ENGELKEN,  R   H 

S00429011G 

50-397 

A 

ENGELKEN,  R   H 

B004320170 

50-328 

Q 

ENOELKEN.R    H 

BOO-1220172 

50-133 

G 

ENGELKEN,  R   H 

B00432017fa 

50-275 

Q 

ENGELKEN,  R   H 

8004220179 

50-344 

0 

ENGELKEN.R    H 

3004220190 

50-312 

G 

ENGELKEN.R   H 

8004220195 

5O-206 

0 

ENGELKEN,  R    H 

00043201  9B 

5O-361 

0 

ENQELKEN,  R    H 

8004220201 

50-397 

0 

ENG  I  ,  D 

8004150049 

NUREO 

ENG  I  ,  D 

8004150078 

NUREG 

ENTUISLE.E 

8004O3O34O* 

COMMISSION 

EPEL.L   G 

8004380071 

RES 

EPLEH.E   P 

B004O30295 

ACRS 

ERD.C    H 

0004  100267" 

50-329 

G 

ERICKSQN,  J   R 

B00401010d» 

37-39 

ERICKSON,  L   W 

6004040063* 

50-344 

T 

ERIC90N,  D   M 

B004  150033 

NUREG 

ERNST.  H   L 

6004340233 

50-320 

H 

ERTLG.  R   F 

BOO-1  280380 

50-346 

I 

ERVIN.  P   E 

6004350306 

PR 

ESCUE,  N   R 

B004O2OO23 

disc 

ESKIN.  L    n 

B003310411« 

50-124 

B 

ESKIN,  L    D 

B0033104150 

50-124 

B 

ESKIN,  L    D, 

8003310417* 

50-124 

B 

ESKIN,  L    D 

B003310421* 

50-124 

B 

ESKIN,  L    D 

B003310427" 

50-134 

D 

ESKIN,  L    H 

B00331  04320 

SO-124 

B 

ESKINiL    0 

B003310439B 

50-124 

B 

ESS  10,  T   H 

B004MO274* 

50-151 

Q 

EBSIG,  T   H 

B004  300555" 

5O-IO 

Q 

E8TEY,  H   P 

6004090370 

7O-1257 

EBTEY,H   P 

B00414045B 

70-1257 

EBTEY.H   P 

60041B0072 

7O-1227 

EBTEY.H   P 

8004090103 

7O-1257 

ESTRADA,  P 

B0042B0345* 

3O-320 

H 

EVANS,  C    A 

8004070036* 

50-285 

0 

EVANS,  V   R 

8004080391 

50-317 

F 

EVANS,  C    A 

600429001  1» 

5O-29B 

0 

EUALD.S   C 

6004040194* 

5O-33B 

Q 

EUING.J   F 

6004040137* 

7O-27 

FABIC.B 

6004220331* 

50-299 

P 

FABRIKANT,  R 

8004040073 

50-443 

M 

FAHI1ER.W  J 

6004330489 

50-341 

8 

FAHRNER,W   J 

8004020403 

50-341 

S 

FAIRTILE.M  D 

8004080644 

5O-309 

H 

FALCONER.  J   C 

8004010473 

50-443 

0 

FALK.  K  M 

80041B013OB 

50-301 

G 

FALK.  K  M 

0004010389 

50-266 

Q 

FALLON,  P 

6004300029* 

SO-3B7 

0 

FALTER,  H   U 

8004390066 

50-31S 

S 

FARBER,  R   C 

6004300003* 

90-3B7 

G 

FARMER.  H   S 

8004380259 

ORO 

FARR,R   J 

6004140449* 

90-436 

A 

FARRELL,  R   L 

8004130049 

IJUREO 

FARRELL,  D 

S004  030339 

SO-556 

11 

FARRIB,  J,  R 

B004100605B 

5O-556 

0 

F  ARRIS.  J  R 

BQ041O0610* 

50-996 

0 

FARRIB.  J  R 

6004100595 

5O-556 

G 

F  ARRIS.  J  R 

B004  100603* 

50-536 

Q 

FARRIS,  J   H 

B0041006IO* 

30-556 

0 

FASANO.A  N 

B004O70103 

90-320 

8 

FA3ANO,  A  N 

B00402007S 

50-330 

5 

FASANO.A   N 

8D04O20094 

50-320 

B 

FASAND,  A  N 

8004020077 

50-320 

S 

FASANQ.  A  N 

6001020097 

90-320 

S 

FA9CIO.P 

B004040226 

50-387 

II 

FAUBLE,  T  J 

3004240168 

RES 

FAULKENBERRY 

8004300453* 

50-312 

0 

FAULKENHERRY,D 

BOO  42  10229* 

90-312 

a 

FAULKENDERRY,  B 

BOO42S022&* 

30-313 

a 

FAY,  C   H 

6004040123 

SO  -266 

p 

FAY,  C  H 

B004O70206 

50-266 

Q 

FAY.  C   H 

8001O30353 

5C--266 

Q 

418 


PERSONAL  AUTHOR  INDEX 


AUTHOR 

ACCESSION 
NUMBER 

SUBJECT 
CATEGORY 

FAY,  C    W 

BOO  102032  6 

50-266 

P 

FAY,  C    M 

g00401031<? 

50-366 

P 

FAY,  C    H 

B004240449 

50-2(,i, 

0 

FAY,C    II 

0004020333 

50-366 

S 

FAY.C    IJ 

BOOIOaO-3'H* 

50-266 

3 

FAV.C    W 

6004020410 

50-266 

F 

FAY.C    M 

•B004340419 

50-266 

Q 

FAY.C    H 

8004230276 

50-301 

P 

FftV.C    W 

BOQ43903Q7 

50-366 

5 

FAY,C    U 

OOQ42903IO* 

30-366 

8 

FAY.C    U 

B0042904M 

50-301 

S 

FAY.C    W 

B0042901(,9» 

80-301 

S 

FAY,  C    H 

8001230473 

50-266 

P 

FAY.C    W 

B0042')02'9B 

SO-H66 

S 

FAY,  C    U 

aooisi70306« 

50-366 

S 

FAY.C    U 

6001290470 

50-301 

5 

FAY,  C    H 

9004290179* 

50-301 

S 

FEDERICK.E    J 

B004100398 

RES 

FEEiW   F 

9004070  2  18* 

50-243 

0 

FEE,  H   F 

B004HOOI2 

30-213 

Q 

FEE,  W  F 

B00403O293 

50-213 

P 

FEE,  IJ  F 

B004210411 

50-213 

P 

FEE.U    F 

8004250132 

50-213 

Q 

FEE.  W   F 

BQ04  150297 

SO-213 

P 

FE£,W   F 

8Q0433Q413 

50-423 

A 

FEHR1NQER,  J  » 

80041  SOQ25 

50-155 

P 

FEHSINGEfl.  J   H 

BQ04  150036 

SO-271 

P 

FEHRINQER,  J   M 

8004170376 

RES 

FEHRINQER,  J   11 

3004330364 

50-295 

P 

FEIERABEKD.  C    D 

S004100390« 

50-  283 

Q 

FEIT,  R 

8004280  ]  87 

REVIEW 

GRP 

FEIT,  R 

Boo4aB03oo 

REVIEW 

ORP 

FELT  DM,  J   H 

7B12120319 

FOIA 

FELTON,  J   H 

8003310090 

FQIA 

FELTON,  J   H 

6004010163 

30-269 

P 

FEU  TON.  J    11 

8Q04QB0046 

50-150 

I 

PEL  TOO.  J   H 

80040  1  O033 

FOIA 

FELTOH.  J    H 

8004010049 

FOIA 

PELTON,  J    M 

B0040  10036 

FOIA 

FELTON,  J   M 

8004070194 

50-3 

H 

FELTON..  .J   M 

6004030359 

50-382 

H 

FELTQH,  J  M 

8004010281 

FOIA 

FELTDN.J   M 

8004040419 

40-6760 

FELTON,  J  H 

B004020P88 

FQIA 

FELTQN,  J   M 

3004030303 

40-3061 

FELTOW,  J   11 

8004090136 

FQIA 

FELTON,  J  M 

9004090130 

FOIA 

F£LTOH,  J  (1 

S004.Q90425 

FQIA 

FELTCN,  J  H 

8004030304 

FOIA 

FELTOH,  J  M 

6001030310 

FQIA 

FE1.TDN,  J  H 

8004070001 

FQIA 

FELTQM,  J   H 

BOO  i!07  000  4 

FOlft 

PEL  TOM,  J  1-1 

6004070012 

FOIA 

FECrON,  J,  (1 

80Q40S0690 

50-3 

F 

FELTON.  J   H 

8004080709 

FOIA 

FELTON.J  M 

8004090044 

FOIA 

FELTON.  J   H 

B004090171 

50-320 

P 

FELTON,  J  H 

B004O90023 

FOIA 

FELTON,  J   H 

8004090353 

FOIA 

FELTUM,  J  M 

B0041O0048 

FOIA 

FELTOH,  J,  H 

B0041  10036 

50-3 

P 

FELTDH,  J  H 

6004150013 

FQIA 

FELTON,  J  H 

6004150213 

FOIA 

F&-TOM,  J  H 

3004220020 

FOIA 

FELTON,  d   M 

B004  150201 

FOIA 

• 

aotasiaats 

FGIrt 

8001210350 

70-143 

0004170131 

FO(A 

80Q4210013 

FOIA 

BOQ4SLQ047 

FOtA 

8004210038 

FOIA 

BQ042  10069 

30-320 

C 

BQQ4S30QQB 

FOlft 

BOO-iZ30Ql8 

FOIA 

800  4  B9  009  4 

FQIA 

BOO  1290097 

FOIA 

90042TO1  SO 

FOIA 

B00429015S 

FOIA 

8004290  162 

FQIA 

8004390195 

BO-339 

K 

8004890106 

50-311 

H 

8004390163 

FOIA 

B004290iiP 

FOIA 

800*2901  BB 

50-320 

H 

SOQ42WJOB? 

FOfrt 

AUTHOR 

ACCESSION 
NUMBER 

SUBJECT 
CATEGORY 

FERGUSON,  R 

7908130054 

HI  EC 

FERGUSON,  J  H 

6001250011*1 

50-380    0 

FERGUSON,  J  H 

8004020037 

50-280    Q 

FERGUSON.  J  H 

6004210372 

50-330   P 

FERN,  D 

B004210279« 

•50-10    H 

FIALKOVICH.  J  E 

B001300206 

NUREG 

F1ELDSETM,  H 

80043600431 

50-382   H 

FIELDER,  J 

B0040802B1 

50-250    J 

FIELDER,  J 

80040604B5 

50-348   J 

FIELDS,  S  R 

S004I1004B 

NUREO 

F  I  ELDER,  J 

6004140142 

50-327   J 

FIELDER,  J 

B004280449 

50-330    0 

FIKAR.L  F 

600433004  1  <• 

50-443    H 

FILKINS.  D 

8Q04I60171B 

50-244    S 

FIMFHOCK,  I  R 

6004320314" 

50-219    P 

FIMFROCH,   R 

B004020006 

30-363   Q 

F1MFRQCK,   H 

60010S0383 

50-219    R 

FINFRQCH,   R 

800402031"? 

50-219    P 

FINFROCK,   R 

60Q422050B 

50-219    P 

FINFRQCK,   R 

8004220511* 

50-219    p 

FIWEL.A  E 

B001  180334* 

50-319   Q 

FINLEV.N  C 

8004150033 

NUREO 

F1NLEY,  A  G 

B004D9013H 

50-303   Q 

FIKLEY,A  0 

6001030350* 

50-298    0 

FINLEV.A  0 

B0041  I0498t 

50-265    0 

FIQRELLI,G 

6001040060 

30-483   Q 

FIQJIELLI.C 

8004040418* 

50-546    0 

FIORELLI.O 

B004040143 

50-346    0 

FIORELLI.O 

8004040036 

50-373   Q 

FIOflELLLO 

8004040043 

50-546    Q 

FIORELLI,G 

B004070167 

90-483    Q 

FIQRELLI.O 

8001030351 

50-306   Q 

FIORELLI.O 

B004040050 

50-341    Q 

FIQRELLI.G 

B004040195 

50-10    Q 

FtQRELLI,G 

9004010405 

50-H63   Q 

FIORELLI.C 

6004040471 

50-329    0. 

FIDRELLI,0 

8001040316 

50-295   Q 

FIORELLI.Q 

6004090629 

50-373   Q 

F10HELLI.O 

B004100123 

30-309   0 

FIORELLI.O 

9004090273 

30-373   Q 

FIOHELL1.0 

6004110150 

90-440   Q 

FIORELLI.O 

B001OBOIQS 

30-373   0 

FIQHELH.O 

6004100193 

50-254    Q 

FIORELH,Q 

8004040143 

50-SOO   0 

FIOHELH.O 

8004110284 

30-436   Q 

FIORELLI.O 

8004210131 

90-33B   Q 

FIORELLI.O 

80041  00243 

50-3B9   0 

F1QHELLI.Q 

B004070130 

50-341   Q 

FIDRELLI.O 

60042Q0020 

50-263   0 

FIQRELLI.G 

8004260066 

90-434   Q 

FIQUELH.G 

B00428003I 

90-494   Q 

FIORELLI.O 

6004090039 

50-339   8 

FIORELLI.O 

8004070301 

50-946   8 

FIOHELLI.O 

8004070204 

50-329   B 

FIORELLI.O 

B004090I67 

90-440   3 

RIORELLI.O 

8004070197 

50-946   8 

FIOHELLLO 

6004040039 

50-461   B 

FIORELLI.O 

6004040048 

30-341   8 

FIORELLI.O 

8004030173 

30-374   B 

riOB£LLI,Q 

B004030177 

50-329   8 

FIORELLI.O 

8004070228 

90-454   B 

FIQRELLI.G 

B004070330 

90-483   8 

FIORELLI.O 

80040Q0672 

50-4B3   8 

FIORELLI.O 

8D040S0083 

50-329   B 

FIORELLI.O 

6004040064 

50-483   0 

FfOneLLI.O 

8004100260 

30-329   Q 

FIORELLI.O 

B0040Q064S 

50-341   0 

FtORELLI.Q 

6004070H1 

50-546   Q 

FIORELLI.G, 

6004H0518 

90-546   0 

FIOftEuLI.O 

80041  10596 

30-341   B 

FIQRELLI.O 

B004  100267 

50-546   Q 

FIORELLI.fi 

6004110318 

30-4B3   Q 

FrDRELLI.Q 

9004170249 

30-344   B 

FIORELLI.O 

8004130219 

50-358   S 

FIORELLI.O 

B0041B0301 

50-341   fl 

FIORELLI.O 

3004180406 

90-483   8 

FIOREtLr.O 

8004240132 

50-546   Q 

FIOflELU.O 

8004300334 

SO-306   0 

FIQHELLI,  0 

600428063B 

SO-10    Q 

FIOHELLI.O 

8004300592 

50-358   Q 

FIQRELLI.O 

G004290050 

50-483   S 

FIORELLI.O 

8004290053 

90-341   8 

F(OR£(.LI,<3 

B004300016 

50-461   5 

FIORELLI.O 

6004300060 

90-463   8 

FIRESroNE,  L 

8004060499 

90-334   I 

AUTHOR 

ACCESSION 
NUMBER 

SUBJECT 
CATEGORY 

FISH,  R  F 
FIBH.R 
FISH.R 
FISHER,  R  J 
FISHER,  J  R 

80042103480 
B004040030 
8004040415 
60040801150 
B004030033» 

50-312   0 
30-70     B 
30-70    S 
FQIA 
30-330   H 

FISHER,  W  L 
FISHEfl.U  L 
FISHER,  W  L 
FISHER,  W  L 
FISHER,  M  L 

800407014,61 
90040701740 
80040400340 
8004100383B 
B0042301Q90 

50-10    Q 
30-373   0 
SO-294   Q 
SO-  IBS   0 
50-123   Q 

FISHER,  M  L 
FISHER.  U  L 
FISHER.  W  L 
FISHER.  Q 
FISHER,  H 

80040903270 
S004100377» 
80042301570 
B004070424 
8004020063 

50-3     Q 
50-150    0 
70-929 
40-1162 
PUDJ 

FISKE,  T  N 
FI8KE,  T  N 
FITZGERALD,  J  A 
FITZ8ItWDN8,T  R 
FLEI8HER,  Z  8 

8004300297 
B00430Q297 
8004100136 
S0040703B9 
80043900380 

WA3TE  HOT 
HASTE  MOT 
50-367   o 
71-9067 
50-3     H 

FLEIBHER.W  L 
FLEISHER,  Z  8 
FLEISHER.W  L 
FLEIBCHAKGR.D 
FLEIBCHAKEH.D  B 

8DQ409O213 
B004180337" 
8002290496 
8Q04020133 
6004090036 

PR 
50-3     H 
50-366    H 
50-279    0 
50-275    Q 

FLEIBCHAKER.D 
FLEIBCHAKER,  D 
FLEISCHAHGR.  H 
n.EISCHAKER,Q 
FLCIBCHAKEfl.  D 

8004090132 
80040901  37» 
B00433D107 
8004510322 
8004060556 

50-275   (J 
50-375    0 
50-2^5   8 
90-373    0 
50-273    0 

FLEISCHAKER,  D 
FLETCHER.  0  W 
FLYNN.d  R 
FLYNN,  J  R 
FLVNN,  J  R 

S004S10322 
B0040B0241* 
B004220075« 
80043a0092« 
00043201070 

30-275   0 
CONTRACT 
FOIA 
FOIA 
FOIA 

FLYNN,  J  R 
FLYNN.  J  R 
FLYNN,  J  R 
FLYNN,  J  R 
FLYNN,  J  R 

8004320606* 
60042302420 
BOD42202B6I 
80043203460 
8004220573* 

FQJA 
FOIA 
FD1A 
FOIA 
FOIA 

FLYNN,  J  fi 
FLYNN.  P 
FLYHN,  J,  D 
FLYNN,  H 
FQLEY.  E, 

8004220532* 
8004030263 
8004  J  50301 
0004030040 
8004100609* 

FDJA 
90-312   II 
50-35B    A 
CQNTRACr 
PR 

FORBES,  R  L 
FOR  D,  1-1,  H 
FOOD,  W  H 
FQRD.W  H 
FORD,  H  H 

8004190019* 
8004040221 
Q00402Q155 
G004090231 
Q00422Q08Q 

90-359   R 
40-9502 
40-B502 
40-8SO3 
40-BH02 

FOHD.W  H 
FOUD.H  H 
FQRMELLA,  R  L 
FORREST,  2 
FOSTER,  J  E 

B004240198 
B00422Q076 
B0040B0321* 
Q00404Q307 
D00422D106* 

40-DSOB 
40-BB03 
30-307   S 
90-330   H 
TOM 

FOSTER,  J  E 
FOSTER,  K, 
FOSTER,  H.  E 
FOBTER.J  D 
FOSTER,  W  E 

3004320196* 
8004030J29* 
B004070091* 
800*030147 
80040B02070 

FOIA 

SO-330   H 
QA999 
•10-3MI 
QA999 

FOSTER,  W  E 
FOSTER,  R  F 
FOSTER,  H  E 
FOSTER,  J  D 
FOSTER,  W  E 

B004090086* 
B0041804Q1 
00040003B9» 
8004010IO&* 
80040B0316* 

OA99? 
ACR9 
Qrt?99 
37-39 
GA999 

FOSTER,  J.  M 
FOSTER,  J  M 
FQBTER.  d  H 
FOSTER,  J  H 
FOSTER,  E,  R 

8004030032 
8004040184 
SOQ40902b3 
60040401QO 
8004090311* 

CDNTflACT 
CONTRACT 
CONTRACT 
CDUWACT 
SO-33&   8 

FQUKE.R  L 
FQULKE-d  D 
FOULER,  D  K 

FRANCE,  e  R 

FRANCE,  E  R, 

9004240434* 
7910310031 
B00427043B* 
B004  18060  It 
8004130579* 

30-4*3   0 
(1IBC 
50-39O   A 
BO-36B   F 
90-36B   F 

FRANKHAU9ER,  W 
FRANKLIN,  W  J 
FRANKLIN,  W  d 
FRANKLIN.  M  J 
FBANKLIN,W  J 

8004030308" 
B0040B02B5* 
8004080370 
8004210397* 
B0040AQ184 

FDIA 
90-443   11 
90-449   H 
50-445   M 
30-4-15   H 

FRANKLIN,  U  J 
FRANKLIN,  U  J 
FRANKLIN,  H  J 
FRANKLIN,  U  J, 
FRANKLIN,  W  J 

8004210386 
8004B  103920 
8004210400* 
B004S10392* 
3004310400* 

30-443   K 
50-443   H 
50-443   H  , 
50-443   H 
90-443   H 

PERSONAL  AUTHOR  INDEX 
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AUTHOR 

ACCESSION 
NUMBER 

SUBJECT 
CATEGORY 

FRANKLIN.  H  J 
FRANKLIN,  W  J 
FRANKLIN,  U  J 
FRANKLIN,  W  J 
FRANTZ.B  P 

8004140003 
B004  140008* 
S004210147 
8004210147 
B004040053 

90-445    11 
30-445    M 
30-443    M 
50-445    M 
50-367    G 

FRANTZ.B  P 
FfiANTZ,  J 
FRANTZ.S  P 
FREDRICKSON.C 
FREEMAN,  K  D 

8004040053 
6004300133 
8004240194 
B004  1  90407 
60040901  B7 

50-367    G 
50-367    G 
PRM 
30-320    H 
30-312    G 

FRENCH,  L  D 
FRENZEL,  B 
FREY,  D  0 
FRIDAY.  0  P 
FRIEDLANDER.H 

80040S0496* 
8004210194 
8004020490 
8004070347" 
8004070098* 

50-29     6 
PR 
50-546    H 
50-320    H 
50-3      P 

FRIEDMAN.G  11 
FRIEDMAN,  C 
FRIEDMAN,  K  A 
FRIEDMAN.  J 
FRIGO.R 

8004290166* 
8004040216 
8004110037* 
B004290176" 
80040B0165 

QA999 
90-392    H 
QA999 
QA999 
50-367   H 

FROHNE,  R 
FfiOBT.  8  R 
FROST.  8  R 
FROST.  8  R 
FUKUDA.  S  K 

B004  150970* 
8004230350 
80043B0539 
8004200614 
8004150056 

90-346   B 
90-255    S 
SO-  1  39    F 
30-235    F 
RES 

FULLER,  J  K 
FULLER,  J  K 
FULLER,  J  K 
FUNDERBURG,  R  D 
FURR.B  J 

B004070286 
B004030130 
8004290390 
8004110344 
8004070134 

50-267   P 
50-267    8 
90-267    Q 
Stats  Prog 
50-261   Q 

FURR.B  J 
FURR.B  J 
FURR.  B  J, 
GAGE.  L 
OAOE,  L 

8004040461 
8004100343 
B004230076 
B00409043B* 
8004150143* 

30-324    Q 
30-261    Q 
30-324    Q 
50-392   Q 
50-352   Q 

OAGNER.B  F 
OAONER.8  F 
GAHH.  J  W 
OAHM,  J,  W 
OAHK,  J  M 

8004090462 
B0041004B7 
B0040B0437* 
B004090312" 
8004210271* 

MISC 
MI8C 
50-267   B 
90-267   8 
30-267   R 

CAHH.J  M 
GAHM,  J  W 
OAHM.  J  H 
GAHM,  J,  W 
OAHM,  J,  M 

8004150336* 
5004130332* 
B004190611* 
6004130634" 
8004210296* 

30-267   R 
30-267   B 
90-267   8 
90-267   8 
50-267   S 

GAKM.J  M, 
OALER.R  R 
GALLAGHER.  V  C 
GALLAGHER,  E  J 
GALLAGHER.  E  J 

8004240328* 
8004230343* 
7907290327 
BOO'1210142* 
B004  100232* 

50-S67   B 
30-219    P 
30-443   H 
50-3  5S   Q 
90-329   fl 

QALLAWAY,  U.  C 
GALLAGHER,  J  M 
GALLAGHER,  J  IJ 
GALLAGHER,  J  W 
OALLINA.C 

B004040479" 
80040B053B 
8004250065 
8004080349 
0004280300" 

OA999 
50-277   P 
30-277   fl 
30-277   P 
30-293   Q 

CALL  IN  A,  C  0 
OALLO.R  K 
OALLO,  R  M 
GALLO,  J 
OALLO,  J, 

B004210173* 
7812110291* 
8004100111* 
BQQ402027B 
8004080191 

90-293   Q 
30-3B7   Q 
30-387   0 
50-199   0 
50-153   G 

OALLO,  J 
OALLO,  J, 
OALLO,  J 
OALLO,  J 
OALLO,  J 

8004100570 
8004100293 
8004100296* 
B00410029B" 
8004  1  00293 

30-133   0 
90-193   0 
30-199   0 

30-139   0 
30-159   G 

OALLO,  J 
OALLO.  J, 
OALLO,  J 
OALLO,  J 
OALLQ.  J 

B004  100296* 
8004100298" 
80040801  BO 
8004080166* 
B004160161 

30-195   0 
90-193   0 
30-193   0 

30-135   0 
30-896   G 

OALLO,  J. 
OALLQ,  J 
OALLO,  J 
OALLO,  J 
OALLO,  J 

0004080186" 
B004160161 
6004100451 
B004100493" 
8004100455* 

50-135   0 
50-556   0 
50-185   0 
50-193   0 
30-155   0 

OALLO.  J 
OALLO,  J. 
OALLO,  J 
OALLO,  J. 
OAL8IER.G  E, 

8004210420 
8004210401 
B0042B0013 
8004230372 
8004020487 

50-189   0 
90-135   0 
50-1SS   F 
90-396   0 
40-6681 

OAMBINd.  M 
GAHM  ILL,  W 
GAHM  ILL,  M, 
OWIMILL.W. 
OAMHILL.U  P 

B004280350* 
7910030156 
7910090603 
8004090233 
BOD4080003* 

30-320   H 
MISC 
MISC 
MISC 
90-293   P 

AUTHOR 

ACCESSION 
NUtlBER 

SUBJECT 
CATEGORY 

GAMM1LL.W  P 

B004280044* 

50-285 

P 

GAI10N.  T  H 

8004010341 

TGPREP 

G  ANN  IS,  S 

0004150018 

FOIA 

GAflCIA,  P  J 

3004070249 

40-8452 

GARCIA,  P  J 

B0041  10135 

40-1162 

GARRITV.J  H 

6004140194 

50-309 

R 

QARHITV.  J  H 

Q0042B0562 

50-309 

R 

GARY,  R  J 

3004010147 

30-445 

Q 

GARY.R  J 

6004040IOl» 

50-445 

G 

GARV,  R  J 

B004O4QOB3* 

50-445 

Q 

GARY,  11  J 

8004180477 

PR 

GARY.R  J 

8004010293 

50-443 

5 

GARY,  R  J 

6004150199 

50-445 

6 

GARY,  R  J 

B004010296 

90-445 

3 

GARY.R  J 

8004150001 

50-445 

A 

GARY,  R  J 

800407027B 

50-449 

S 

OARY.R  J 

B004S2O426 

50-445 

K 

GARY.  R  J 

6004220423 

50-443 

S 

GARY,  R 

B004250373 

50-320 

0 

GARY.R  J 

B004290921 

50-443 

A 

GARY.R  J 

0004290250 

50-445 

S 

GARY.R  J 

8004290271 

5O-449 

8 

GARY.R  J 

600429041  t 

50-449 

Q 

GARY.R  J 

6004290430 

50-445 

S 

GARY.R  J 

8004390437* 

50-445 

B 

GARY,  R  J 

8004290634 

50-449 

A 

GARY.R  J 

B004300526 

50-445 

A 

GA6KIN.  C  E 

B004280013* 

50-344 

G 

OATEB,  J 

8004250681* 

50-10 

5 

GAY  fi  R 

8004210223* 

90-3 

H 

GECKLER.R  P 

B004230096* 

50-367 

G 

QECKLER.R  P 

B001O20126* 

30-286 

D 

GECKLER.R  P 

8004210431* 

50-367 

0 

GEIGER.G 

B004080I61 

50-387 

G 

OEISELMAN,  J  N 

8004100460* 

50-516 

T 

QEISELMAN.  J  N 

8004100050* 

PR 

GEKLEft.R  P 

B004230093» 

90-367 

G 

GERLACH.  F  T 

8004220002 

FDIA 

OEflTZ.S  M 

8004140420 

30-320 

R 

GERTZ.B  M 

8004230393 

50-320 

R 

OETTY,  D  C, 

8004170236" 

90-133 

R 

GIARDINA.P  A 

8004100472" 

50-516 

T 

GIARDINA.P  A 

8004100055* 

PR 

OIBBONB,  T  D 

B004110375» 

90-399 

0 

GIDD8.C  F, 

S00404023B 

30-556 

H 

QIDBB,  H  C 

8004100310 

50-255 

G 

GIDERT,  J  D 

8004030238" 

50-338 

R 

OIB80N.  A  F 

8004040196* 

70-27 

GIBBON,  A  F 

8004080043* 

50-348 

Q 

OIBBOM.A  F 

80040B0038" 

30-230 

Q 

OIDSON,  A  F 

8004290141" 

50-324 

0 

GIBBON,  A  F 

B004O40194* 

90-336 

0 

OIBSON.  A  F 

8004090302* 

70-1201 

GIBBON,  A  F 

8004110027* 

70-1151 

GIBBON,  A  F 

B0042S0291* 

30-261 

Q 

Q1BSQN,  A  F, 

80042H0259* 

70-1319 

OILDERTiR  B 

B0042402B2* 

30-32O 

H 

GILBERT,  R  B 

8004240447* 

50-320 

H 

QILDERTB.D  E 

8004100070* 

50-282 

Q 

GILBERTS,  D  E 

B004070093 

SQ-202 

Q 

GILBERTS.  D  E 

8004070210 

50-292 

0 

GILBERT,  L  D 

S004300035* 

50-498 

G 

GILBERTS,  D  E 

8004300337* 

90-306 

Q 

GILBERTS.  D  E 

8004040496 

50-283 

Q 

GILBERT,  L  D 

B004250083* 

90-445 

0 

GILBERTS,!)  E 

8004160013 

50-2B2. 

Q 

01LBERT.  J  D 

8004170052* 

50-338 

R 

OILINSKY.V 

B004030024* 

30-3 

H 

0ILINBKY,V 

8004030016 

50-3 

H 

GILINSKY.  V 

8004020112 

90-289 

H 

OIL1NBKY.V 

B004040002 

SO-2B9 

H 

OILINSKY.V 

8004180113 

BO-289 

H 

QILINSKY.V 

B004160034 

50-330 

P 

OrLINSKY.V 

8004280230* 

50-320 

P 

QILINSKY,  V 

8004220173 

50-320 

H 

OILINSKY,  V 

8004240472 

50-330 

P 

01LLEBPIE,  F  P 

8004090244* 

70-143 

OILLEBPIE,  F  P 

B004070039" 

70-143 

OILLESPIErF  P, 

80041004B2* 

70-1151 

OILLEBPIE.F  P 

8004040021* 

70-1201 

CILLE8PIE.F  P 

B004040I17* 

70-143 

OILLETT.W  T 

B004I503A3* 

BO-316 

R 

OILLETT.W  T 

B0041S0371* 

50-315 

R 

OILLESPIE.F 

8004290177* 

90-259 

0 

OILLESPIE.F  P, 

8004290157* 

50-339 

0 

AUTHOR 

ACCESSION 
NUMBER 

SUBJECT 
CATEGORY 

QILLILAND,  D   L 

B004QBO220B 

50-1H3         fi 

QILLILAND,  D   L 

B0040B03138 

50-73            H 

GILLILAND,  D   L 

B0042SO31  1 

50-70            P 

QILLMAN,  D 

BQ0418O2QBS 

50-358         G 

QILLMAN,  D 

B00409O137 

50-359         H 

GILMARTIN,  D   J 

B0041CO041 

PR 

OILMAN.  D   U 

BQ040-?a224 

PRM 

GILMORE.  D   W 

B0041BO439* 

50-320         H 

QINTECK,  P 

B004020221" 

50-320         H 

Q1ROUARD,  P   R 

B004090144 

FOIA 

QLAGDUA,  A   F 

B004080326 

CONTRACT 

GLAQOLA.  A   F 

B0041O0354 

CONTRACT 

GLAGOLA,  A   F 

6004100596 

CONTRACT 

GLAQQLA,  A   F 

SQ04240S35 

CONTRACT 

GLAGOLA,  A   F 

60042-10546 

CONTRACT 

GLASER.M   L 

6004080663 

SO-44S         M 

GLASIER.G   E 

B0040201S1 

40-8675 

GLASS.  D   N 

B00404O4O3* 

71-35 

GLAZIER,*  H 

6004210437 

SQ-443        M 

GLAZIER,  K   M 

B00410O177 

50-445         M 

GLENN,  J 

B0042  10065* 

FO!A 

GLENN,  J 

B0042  10025" 

FOEA 

GLENN,  J 

B00421  0057* 

FOE  A 

GLENN,  J 

BOQ4210062" 

FOEA 

GLENN.  T   D 

8004240322* 

71-107 

GLENN,  T   D 

B00424Q331" 

71-107 

GLIBSMEYEH,  J   A 

B0042  10301 

NUREG 

GNUGNOL  I  .  G 

00040004,65 

WASTE   MOT 

QODDARD,  R   -J 

B004150233 

SO-367         G 

GODDARD,  R   J 

8Q041S0258 

50-367         G 

QODDARD,  R   J 

6004290217 

50-454         G 

OODDAHD,  R    J 

6004290237 

50-471          G 

GODWIN,  A   V 

B004020116* 

ACRS 

GOOQIN,  C    L 

8004220736* 

50-366         S 

QQLAY.M   M 

B0040104E2" 

RES 

GOLAY.M  W 

B004010415 

RES 

GOLDBERG.  8   C 

B0041I0576 

50-367         G 

GOLDBERO.  J   R 

8004090471 

50-293         M 

GOLDBERG,  S  C 

8Q040B06S6 

50-250         0 

GOLDBERG,  J  R 

8004230302* 

PROJ 

GOLDBERG,  S  C 

8001210435 

50-367         G 

GOLDBERG,  J   R 

8004230317* 

PROJ 

GOLDBERG,  J   R 

B004I6O280 

PROJ 

GOLDBERG,  8   C 

80042  1  O209 

50-367         G 

GOLDBERG.  J   R 

8004230393 

PROJ 

GOLDBERQ.S   C 

B0042304I3 

30-367         G 

GOLDBERG,  8   C 

8004300369 

50-367         G 

QOLDHOR.  F 

8004290030* 

50-3              H 

GOLDSMITH.  R 

B00429003B 

QRG 

QOLLER,K   R 

800423O110" 

COMMIES  I  ON 

GOOD,  R    R 

8004090003 

RES 

QDODHOPE,  A   C 

B00409O413 

50-471         G 

GOODMAN,  L   3 

S00414O367* 

50-409         R 

GOODMAN,  L  S 

800430O463" 

50-409         S 

GOODWIN,  W   L 

80040  BQ049 

70-1151 

OOODU1N,  C 

60041  00273» 

50-344        0 

GOODWIN,  W   L 

B004  100163. 

70-1151 

GOODWIN,  W   L 

B004110013 

70-1  131 

GOODWIN,  C 

B0040BQ447 

50-344        P 

GOODWIN,  C 

80040-30240 

50-344         P 

GOODWIN,  C 

8004030243* 

50-344         P 

GOODWIN,  C 

60040a03BB 

90-344         P 

GOODWIN.  C 

8004100459 

50-344        P 

GOODWIN,  C, 

B0040B0542 

50-344         0 

GOODWIN,  C 

BOQ41BQ361 

30-344        P 

GOODWIN.  C 

80041BQ362* 

90-344        P 

GORDON,  L 

6004280268* 

50-320        H 

GORTSCH,  J   H 

BOQ4290418 

50-266         I 

G08SICK.  L  V 

79041  10030 

PR 

CGSSICK.L  V 

79071  1OS64 

PR 

GOSSICK.L  V 

7910250124 

PR 

ooasicK,  L  v 

7910280127 

PR 

ooasicK.  L  v 

791035013S 

PR 

CDSSICK,  L  V 

8004070186* 

30-324         P 

G09BICK,L  V 

8004030026 

50-330         0 

GOUGE,  M  J 

8004k  00506* 

50-966         0 

GOUGE,  H  J 

BQ0404Q125" 

30-416        Q 

GOUGE,  M   J 

800416Q072* 

50-327        Q 

QOURQE.M  J 

8004210121* 

90-566        Q 

GOWDA,  B   C 

8004290371" 

50-337        A 

COWER,  0  C 

B0042E0249 

90-263        8 

QDWER.O  C 

8004SB0153* 

OA999 

OOWER,0   C, 

8004200149*- 

OA.9<J9 

GQWER.Q  C 

BQQ40S057B 

HE 

GRAHAM.  R    L 

8004230071 

90-367        G 
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AUTHOR 

ACCESSION 
NUMBER 

SUBJECT 
CATEGORY 

GRAMAM.fi    L 

B00433010U 

50-367         0 

OR  AH  AM.  H    E 

BOOflOlQ405 

50-261          ! 

CfiAHAf1,U    E 

QQ041BC-344 

50-261          J 

GRAHAM.  U    E 

3004240379 

50-361          J 

ORftMTf  J    J 

7910150161 

MISC 

GRANT.U    B 

3004040149-0 

50-300         Q 

GRASSO,  E 

8004070426* 

State   Prog 

GRATEWHUIS,  11 

6004140199 

S  0-306         0 

GRAVES,  R    S 

8004220763* 

50-3               G 

GRAVES.  R   H 

800-1030373 

50-213         R 

GRAVES,  R   H 

B004010362 

30-213         S 

CRAVES,  R    K 

B001O103A1?* 

50-3  1  3         S 

GRAVES,  R    H 

9004340437 

30-213         R 

GRAVES,  fi   H 

90042404393 

50-313         R 

GRAVES,  R    11 

8004290364 

50-213         R 

ORiWES,  R   H 

BG04210251 

50-213         R 

GRAVES,  R    S 

8004320794 

50-3              0 

ORAY.  P    F 

8004300036* 

50-397         G 

CRXlV,  C    H 

B00418O098 

70-39O9 

GRAY.  R    J 

80041*0239 

50-445         K 

GRAY,  J   R 

8004280006 

50-344         G 

OREENMAN,  E  0 

B00416O194* 

50-277         Q 

GREEN,  H    P 

30040201  99» 

COMMISSION 

GREEN.  D    G 

Q001090439 

50-445         H 

GREEN.  D    0 

80010201  19* 

50-445         M 

CRCEH,  l>   a 

B004090073 

50-415         H 

OREEN.  D   Q 

8004-0  40198« 

50-445         M 

QftEEN.  »   0 

8004160111 

50-449         M 

GREENLEE.e  A 

8004100194* 

COMTRACT 

OREEN.D  Q 

eOO'l  100271 

9O-445        M 

GREEN  ,  D  0 

30041  0027  B» 

50-445        M 

GREEN.  0   0 

B004230D66 

30-445        M 

GREEN,  D   0 

9004230106 

50-443        M 

GREEN,  D   0 

B004170312 

SO-445        H 

GREEN,  D   G 

BOOtlOO'553 

50-419        H 

GREEN.  D   0 

eooaioosfiot 

50-443        M 

GREEK,  E)   D 

8004230154 

30-445        M 

QRHEN,  D   0 

9004100553 

50-443        H 

GREEN,  D   0 

0  0041  00960* 

50-445        M 

GREEN,  D   G 

G004230154 

50-445        ft 

OREER,  R    J 

80041  lO27fl« 

50-151         0 

OREGER.L    R 

0004070166* 

50-10           0 

CREGQrR    J 

B004  180392 

70-B30 

GREGG.R    J 

B0041B0046 

70-820 

CREDO.  R    J 

8004180020 

7O-820 

GREGORY,  H  S 

8004H40475 

RES 

OREHER,  E   A 

8004330207* 

FGIA 

OREHER,E 

B004190197* 

COMMISSION 

GRENDON,  I 

8004  11  01  47 

ACR9 

•GRENDON,  A 

8004G2Q212 

ACHB 

OR  I  OLE  Y,  R   L 

800409047,6* 

50-293        P 

OR!  Eft  H  B  H 

BOO  4  17030  4 

SO-334        Q 

GRIER<  D   H 

8004090311* 

50-317        Q 

GFtlER,  B  H 

B00407O195 

50-334         0 

GRIER,  0   H 

8004330416 

50-273        Q 

OR  IER,  D   H 

B0040903B5 

90-293        F 

GRIER.  B  H 

8004210097 

50-330        0 

OR  IER,  B   M 

B00111007O 

50-334        0 

ORIER.D   H 

8004090669 

50-245        P 

ORIER.B   H 

9004080430 

50-309        Q 

GRIEDj  B   H 

8004030433 

50-271        Q 

OR  IER  ,  B    H 

B0042B0297 

50-E93        Q 

OF)  IER,  B   H 

9004070409 

50-289        Q 

GRIER.B  H 

6004080324 

50-317       Q 

ORIER.D   H 

8004040159 

50-334        Q 

GRIER,  B.H 

60042S033B 

50-293       8 

QRIER.B   H 

8004]  10005 

50-334        Q 

DRIER.  B  H 

B004110008 

30-293        0 

GRIER.B  H 

8001090397 

50-352       Q 

DRIER,  B   H 

0004090398 

30-354       Q 

GRIER.B    H 

8004090402 

50-387       Q 

DRIER,  B   H 

B004090404 

50-243       Q 

GRIER  i  B    H 

8004070407 

50-230       Q 

GFt  IER,  D    H 

8004090109 

BO-333        0 

GRIER,  U   H 

B00409041O 

50-271        Q 

OR  IER,  B   H 

BOO  4  0904  11 

50-3B2       Q 

ORIER.B  H 

B004D90416 

50-277        0 

ORIEfl,  B  H 

BOO  4  090  ISO 

BO-219       0 

OR  IER,  B   H 

B004240392 

50-393        Q 

ORIER.B  H 

8004210203 

70-E35 

GRIER,  B  K 

8004310016 

50-273       Q 

ORIER.B   H 

80043(003? 

50-309       Q 

GRIER.B   H 

8004  1  3024  2 

5O-293       0 

ORIER.B  H 

8004150247 

30-317       0 

GRIER,  B.H 

80  04  1502  S3 

50-3            Q 

AUTHOR 

ACCESSION 
MUI1BEP 

SUBJECT 
CATEGORY 

GRIER,  Q    H 

8004150262 

50-213         0 

CRIER,  B    H 

BOQ415O264 

5O-334         0 

GRIER,  B    H 

B0041503t6 

50-412        Q 

GRtER,  0    H 

8004150269 

SO-219         Q 

ORIEU,  B    H 

S00415O2/1 

50-363         Q 

GRIER,  9    H 

8004150374 

50-333         0 

GRIER.B    H 

8004150276 

50-320         Q 

GRIER.  B   H 

B  004  150277 

50-309         Q 

GRIEfl,  B    H 

B004  150279 

50-245         Q 

GRIER,  Q    H 

8004150382 

50-220         Q 

GRIE.R.  B    H 

a0041503BS 

50-410        Q 

GRIER,  D    H 

0001  150286 

50-333         Q 

ORIER,  D    H 

8004150289 

S0-28i         0 

GRIER.B   H 

8004150391 

50-277         Q 

ORIER.B    H 

Q0041502'93 

50-352        Q 

GAIER.D    H 

BOQ4  150295 

50-397        Q 

GRIEfi.D    H 

8004150296 

50-272         Q 

OR  FED.  B    H 

B004150299 

50-311        Q 

GRIER.  K    H 

B0041S0303 

50-443         Q 

GRIEH.B    H 

8004150303 

5O-244         Q 

GRIER,  3    H 

S00415030B 

5O--  IBS       Q 

QRIER,  D    H 

B00415O309 

50-271         0 

ORIER.  B   It 

8004150310 

5O-29           Q 

GRIER,  Q    M 

S0042B0167 

50-293         P 

OFI1ER,  9    H 

8004090037 

5O-293         Q 

GRIER.B    H 

3004090042 

50-317         0 

QRIER.  D   H 

80040900*5 

50-3              Q 

QUICK.  B   II 

6001090047 

50-213         Q 

GRIER,  D    H 

B004O9O043 

50-334         0 

ORIER,  D    H 

90,0409-0032 

50-  41  a         a 

ORIER,  B   M 

B004090057 

50-219         a 

ORlEft,  B   K 

B001090060 

50-363         Q 

GR  IER,  B   H 

B00409O063 

90-322         0 

DRIER,  B    H 

H004090065 

50-320         0 

GRIER.B    H 

G004090069 

50-309        3 

GFUeR.B   H 

6004090074 

90-345         Q 

ORIER,  B   H 

8004090077 

50-410         0 

ORIER.D    H 

8004090090 

50-230        0 

GRIER.B    H 

B0040700B3 

5O-333         Q 

QR1EH.  B    H 

9004090092 

50-396         0 

GRIER.  D    H 

8004090093 

50-352        0 

GRIER,  D   It 

B004070095 

50-277         Q 

GfllER.D    H 

B004090097 

50-387         Q 

CJUER.  B    H 

900409Q099 

50-311         0 

GRIER.  D    H 

B00109010I 

50-272        0 

OKI  ER.  B   K 

B004090103 

30-443        Q 

•GHIER.  B  H 

0004090305 

50-4BS         0 

GRIER.B    H 

«           8001070106 

50-344         Q 

GRIER.  B    H 

9004090107 

50-271         Q 

GRIER.B    H 

80040901  10 

5O-39           Q 

GRIER.  H    H 

8004300573 

Ml  EC 

GRIER.D    H 

80041  10  132 

50-293        Q 

ORIER.D   H 

B0041  10124 

50-317        Q 

ORIER.B   H 

9004110126 

50-3             0 

ORIER.  D    H 

0004110128 

50-313        0 

OSIER,  D   H 

8004110131 

50-334        0 

ORIEfl,  D   K 

BOOH  10  133 

90-412        0 

DRIER.  K  H 

BOOH  ID  134 

50-363        0 

QRIER.  D  H 

9004110137 

50-219        Q 

QRIER,  D  H 

0004110140 

50-332        fl 

DRIER.  B  H 

6004  11O  149 

50-320        Q 

GRIER.  B  M 

80041  IO154 

50-309        Q 

ORIER.  B   H 

8004110156 

50-245        Q 

ORIER.Q  H 

80041  101SB 

50-2EO       Q 

GFUEfi.B   H 

B0041  10139 

50-410       0 

QRIER.B  H 

9004110163 

50-296        Q 

GRIER,  B  H 

90041  10499 

SO-333        Q 

DRIER,  B   H 

80041  10501 

50-277        Q 

ORIER,  B.  H 

9004110902 

50-353       Q 

QRIER,  B  H 

8004110304 

50-367         0 

GRIER.B   H 

6004110306 

30-272        Q 

GRIER,  B,H 

B00411O307 

50-311        Q 

ORIER.B   H 

BOOH  10511 

5O-443       Q 

GftlPl.B  H 

9004110512 

50-4B5       Q 

OR  IER,  B  H 

9004110313 

50-344        Q 

OR  I  Efl,  B  H 

8004110315 

50-271        Q 

ORIER,  B  H 

80041  10518 

50-29          Q 

OR  IER.  D  H 

B004240290 

50-H93        0 

GRIER.B  H 

3004340293 

50-317        Q 

ORIER.B  H 

80043140297 

SO-3            0 

GRIER.B  H 

B00424Q299 

50-213        Q 

flRIER,  B  H 

8004240302 

50-334        Q 

ORIER,  B  H 

8004340303 

50-412        Q 

GRIERrB  M 

8004240306 

5,0-363       0 

OR  IER,  B  H 

8004240311 

30-219         0 

AUTHOR 

ACCESSION 
NUHUER 

SUBJECT 
CATEGORY 

ORIER,  D    H 
GRIEH.B    H 
ORIER.B   H 
GRIER,  B    H 
QHI£R,B    H 

B004340313 
8004240315 
8004340318 
8004240319 
9004340334 

50-322          Q 
5O-320          3 
50-3O9          0 
5O-245          0 
5O-32O          Q 

GRIER.B   H 
GRIER,  B    H 
GRIER.B    H 
GRIE11,B   H 
GRIERiB    H 

8004340330 
8004240333 
9004240335 
8004240337 
90042^0339 

5O-410          G 

50  -sat       o 

5O-333          O 
SO-352          Q 
50-2:77          Q 

GRIER,  B    H 
GRIER,  B   H 
SRIER,  B    H 
GRIER,  B    H 
GRrER,  D    H 

8004240341 
8004240312 
8004240346 
B004340348 
8004240349 

5O-3H7          O 
50-273          3 
3O-311           O 
50-443          0 
5O-244           Q 

ORIER,  B   H 
OR  IER.  B    H 
ORIER,  B    H 
ORIER,  B    H 
ORIER,  D   H 

9004240351 
8004340353 
8004240355 
8004180166 
B004180169 

90-485           a 
50-271           Q 

go  -29           a 

50-219          O 
50-334          <* 

GRIER.B    H 
ORIER,  a    K 
OHIER,  B    H 
GRIER,  B   H 
GRIER,  B    H 

8004180173 
80041B0174 
80041BO179 
0004180180 
9004160191 

50-443           O 
5O-30-J           Q 
50-322          O 
5O-41O          Q 
SO-352           Q 

GRIER,B    H 
ORIER,  D  H 
GRIER.  B  H 
DRIER,  B  H 
GRIER.  B   H 

B0041S0186 
80041301B? 
9004  1  901  92 
9004190310 
8004180326 

50-311           Q 
50-387          Q 
5O-412          Q 
9O-3               O 
50-213          0 

GRIER,  B   H 
GRIER.B    H 
GRIEK.B    H 
GRIER.  11    H 
GRIER.B   H 

8004190227 
9001180331 
8004  1  80236 
8004180341 
9004190243 

50-293          0 
50-249          -0 
SO-333           Q 
5O-2B6           O 
SO-4B3           Q 

GRIER.B   H 
ORIER.Q    H 
GRIEH.B   H 
ORIER.B  H 
QRIER.  B   H 

9004180246 
80041B034B 
8004190251 
8004100235 
B004190237 

SO  -2  72          Q 
5O-244           O 
50-371           O 
5O-29              O 
SO-317         Q 

GRIER.B   H 
ORIER.B  H 
OR  IER.,  B  H 
QRIER.B  H 
GRIER.B   H 

9004180260 
80041.90261 
BO04  IB0262 
9004190263 
8004110050 

SO-3EO          Q 
9O-363           Q 

50-220       a 

SO-  277           O 
50-293           Q 

GfllER.B  H 
CRIER,  B    H 
OR  IER,  B    H 
OR  IER,  B   H 
GRIER.  B  H 

8004110053 
8004110054 
8004110058 
8004110061 
BOOH  10063 

50-322           Q 

5Q-41Q          Q 
5Q-333           O 
5O-3B2:           Q 

OR  IER,  B   H 
GHIER.B  H 
GRIER,  B  H 
GRIEft.B  H 
GRIER.B    H 

8004110066 
B00411006B 
0004110071 
8004110072 
8004230306 

5O-E77            Q 
3O-3B7            0 
5O-3S^           O 
5Q-27  1            O 
5O-22O           Q 

OR  IER,  D   H 
GRIER.B   M 
GRIER.B   H 
GRIER.B    H 

on  IER-  n  H 

0004230392 
B004S30394 
8004230397 
8004330399 
B004230401 

9Q-40E-          O 
SO-317           Q 
5O-27)           Q 
5O-3S2            Q 
3O-2I3          Q 

GRIER.B   H 
GRIER.B   H 
ORIER.B    H 
OR  IER,  B   H 
ORIER.B   H 

B004S304O3 
B00423010B 
B004230433 
9004230435 
B004230439 

SO  -3                  Q 
50-334           Q 
50-245          0 
SO-  244           C 
5O-333          C 

GRIER.B    H 
ORIER.B    H 
GRIER.  B   K 
GRICR.B   H 
ORIER.D    H 

8004230442 
BQ04230452 
BOQ423Q455 
S004330459 
8004230463 

50-373           C 
5O-2B&            C 
30-311           C 
5O-3O9           £ 
SO-S93            ( 

GRIER.  B   K 
GRIER.B    H 
ORIER.B    H 
OH  IER.  B    H 
QRIER,  B   H 

S0043304i9 
B004230472 
8004230479 
B00423047B 
B0043304BI 

5O-2Q9            < 
5Q-4BS           « 

SO-3  1  V           4 
5O-3B7           1 

GRIEft.B.H 
ORIER.B   K 
GRIER.B   H 
GRIER.B   H 
GRIEfi.H.H 

8004230406 
BOQ4330191 

B004330305 
8004230S09 

50-1  SO           i 
5O-33H 
5O-443 

so-aao 

50-3&3 

ORIER,  B   H 
ORIER.B   H 
ORIER,  B.H 
SRIER,  B.H 
GRIER.  B,H 

B004330512 
8004230516 
8004190115 
B004100117 
8004180125 

50-377 
5O-29 
50-293 
5O-317 
5O-3 
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AUTHOR 

ACCESSION 
NUMBER 

SUBJECT 
CATEGORY 

CRIER,  B  H 
OHIER,B  H 
GRIER.B  H 
GRIERiQ  H 
GRIEfl.B  H 

8004180131 
B0041B0134 
8004  180144 
8004180149 
B0041B0196 

50-213    Q 
50-412    Q 
50-334    0 
30-319    Q 
50-363    Q 

ORIER,B  H 
GRIER,B  H 
Of)  I  Eli,  B  H 
GRIER.B  H 
OUTER,  B  H 

8004180161 
B0041B0171 
80041  BO!  70 
80041B0194 
8004180201 

50-322    0 
5O-2B9    0 
50-320    Q 
50-309    Q 
50-245    Q 

CRIER,  B  H 
GRIER.B  H 
GRIER.B  H 
GRIER,  B  H 
OR1ER.B  H 

8004180205 
B0041B0209 
B0041B0212 
8004180345 
8004100252 

90-410    Q 
50-220    0 
50-206    Q 
50-333    Q 
90-277    0 

GRIER.B  H 
CRIER,  B  H 
GRIER,  B  H 
GRIER,  D  H 
CRIER.  B  H 

8004180267 
B0041B0270 
6004180276 
8004  100280 
80041S02B4 

50-352    Q 
50-387    Q 
50-311    Q 
50-272    Q 
50-443    Q 

GRIER.B  H 
GRIER.B  H 
ORIER.D  H 
GRIER.B  H 
GRIFFIN,  R  E 

B0041802B7 
B004  190291 
8004180293 
8004180302 
8004080041 

50-244    Q 
50-489    Q 
50-271    0 
50-29     Q 
PR 

GRIMES,  B  K 
CRIMES,  B  K 
GRIMES,  B  K 
CRIMES,  B  K 
GRIMES,  B  K 

7910180103 
8004070184 
8004080077 
S004070406 
B004080128 

50-2      P 
50-324    P 
90-275    F 
NUREG 
90-320    P 

GRIME6.B 
GROCE.  H  H 
OROCE,  R  H 
GROCE.R  H 
GROCE.R  H 

B004030162 
8004080263 
8004080634 
8004090406 
0004140308 

50-320    F 
50-309    Q 
50-309    P 
90-309   R 
50-309    P 

OROCE,  R  H 
GROSS,  H 
GROSS,  M 
OROSSMAN,  H 
GROS3MAN.  H 

000419043Q 
8004030337 
8004100301 
8004080591 
8004080967 

50-309    P 
PR 
PR 
50-155    0 
50-367   G 

GROSSMAN,  H 
GROSSMAN,  K 
OROSSMAN,  K 
GROSSMAN,  H 
OROTENHUIB,  H 

8004100008 
8004290089 
B004E90166 
B004230075 
80040B0279 

SO-367   G 
FOIA 
FOIA 
50-155   G 
50-290   a 

OROTENHUIB,  M 
OROTENHUIS,  M 
OROTENHUIS.  M 
QROTCNHUIS,  M 
GROTENHUIS.  M 

8004100167 
8004110093 
B004I40120 
0004070179 
8004090275 

30-290   Q 
50-250   P 
50-250   P 
50-350   F 
50-250   F 

GROTENHUI8.I1 
QHDTENHUI8,  M 
GROVE8,K  L 
GROVES,  K  L 
GROVES,  K  L 

8004100486 
8004140099 
8004240314 
8004130272 
8004150099 

30-282    P 
30-202   P 
71-107 
71-49 
71-373 

OROVES.  K,  L 
GROVES.  K  L 
GROVES.  K  L 
OROHCOCK.  F  B 
GRUENBFELLDER.  K 

B004150112 
8004150123 
8004300082 
8004280041 
790B3102S30 

71-367 
71-116 
71-9043 
REB 
50-320   H 

CRUSH,  W  H 
OUHIN.  M  A 
OUICH.  P  A 
QUMBLE.  F  W 
flUMBLE.  F  U 

8004000684 
80042100800 
8004040107 
00041  104420 
8Q0414042BO 

RES 
70-2478 
XPORTLIC 
90-286   S 
50-286   B 

GUMBLE.F  U 
GUMBLE.F  W 
OUPPY.  J  0 
GUPPY.  J  0 
OUPPY.  J  8 

80041B046U 
8004220749* 
0004080390 
B0041  00590 
8004280071 

50-296   8 
50-286   S 
RES 
RE8 
RES 

OUBTAVE,R  P 
OUSTAVE,  R  P 
HAASS,  M  P 
HAELBIO,  R  J 
HAFERA,  T, 

8004100366 
8004100360 
60041400B3 
8004230164 
80040204450 

CONTRACT 
CONTRACT 
TOPREP 
71-9130 
50-369   8 

HAFER.  F  D 
HAOAN.T  F. 
HAOAN,  T  F 
HAOAN,  T  F 
HAOAN,  T  F 

8004090477 
,9004000237 
8004100572 
000410018? 
8004100339 

50-3SO    I 
CONTRACT 
CONTRACT 
CONTRACT 
CONTRACT 

HAOEN.T  F 
HAQEY,  H 
HftOEY,  H, 
HAQEY,  H 
HAGEY.  H, 

8004210117 
8004070096 
8004010002 
8004070006 
8004290033 

CONTRACT 
CONTRACT 
CONTRACT 
CONTRACT 
CONTRACT 

AUTHOR 

ACCESSION 
NUMBER 

SUBJECT 
CATEGORY 

HAGUE,  R  L 

B0041t0345> 

50-266    Q 

HAIRSTON,  W  G 

6004010510= 

50-348    S 

HAIRSTON.W  G 

S004O10513" 

50-348    S 

HAIRSTON,  W  0 

800415042B* 

50-349    R 

HAIRSTDN,  W  0 

B0040B0547* 

50-348    S 

HAIHSTQN.W  G 

B004080S94* 

50-348    B 

HAIRSTON,  W  G 

800422073B* 

50-34B    S 

HAIRSTON,  U  Q 

8004220746" 

50-348    S 

HAIRSTON,  U  0 

BQ04290369* 

50-348    B 

HAIST.D  P 

00040401  6  1* 

90-312    0 

HAIST.D  P 

8004300298* 

50-397    0 

HAI8T,  D  P 

B004290094' 

50-460    0 

HAKAN960N,  K 

S0042B04BB* 

COMMISSION 

HALEiC  J 

9004090096« 

OA999 

HALE.C  J 

0004150149" 

QA999 

HALE,  C  J 

8004220244* 

50-445    Q 

HALLiR  E 

B004090696* 

50-2B9    0 

HALL,  R  E 

80041B021BH 

50-498    Q 

HALL,  J  D 

9004070238 

40-4492 

HALL.R  C 

8004160090* 

50-449    Q 

HALU,  R  E 

8004300039» 

5O-49B    0 

HALL.  R  E 

80042500B3* 

50-445    Q 

HALL.R  E 

B0040  10357 

50-295    F 

HALLiR  E 

8004010446 

50-29     F 

HALL,H  E 

8004010329 

50-171    F 

HALL.R  E 

8004010336 

50-266    F 

HALL,  R  E 

8004010410 

50-409    F 

HALL.R  E 

B004070243 

50-333    F 

HALLiR  E 

9004070272 

50-254    F 

HALL.R  E 

8004080515 

50-206    F 

HALL.R  E 

B004  100333 

TOPREP 

HAI.L.R  E 

9004100379 

TOPREP 

HALL.R  E 

80O4O80449 

50-331    F 

HALL.R  E 

8004140403 

50-271    F 

HALL.R  E 

800  '230318 

90-293    F 

HALL.R  E 

B0042303B7 

50-263    F 

HALL.R  E 

B0042304B3 

50-317    F 

HALL.R  E 

0004230510 

SO-271    F 

HALL.R  E 

B004230320 

50-2O6    F 

HALL.R  E 

0004230524 

50-254    F 

HALL.R  E 

B004250382 

50-386    F 

HALL.  H  E 

S0042S03B9 

50-331    F 

HALLER.N  M 

8004010021" 

tOCFR 

HALL10AN,  T  J 

8004020040 

50-387    0 

HAMMER,  T  J 

B004  110074 

50-31S    Q 

HAMMER.  M  F 

8004010455* 

30-263    S 

HANAUERR.S  H 

8004020125" 

50-3      G 

HANCHETT,  J  O 

8004150188 

50-361    H 

HANCOCK,  J  A 

8004300151* 

50-302    0 

HANCOCK,  D 

B00410007B 

50-466    G 

HANCOCK,  D 

8004100070 

50-466   G 

HANCOCK,  J  A 

8004O404450 

50-302    Q 

HANCOCK,  D 

8004100532 

50-466    0 

HANCOCK,  D 

B0041  00532 

50-466    S 

HANCOCK,  J  A 

8004020318 

50-302    S 

HANCOCK,  J  A 

B0040104BB 

50-302   R 

HANCOCK.  J  A 

B004090313 

SO-302    S 

HANCDCKi  J  A 

BOO429O490 

50-302    8 

HANN.C  R 

8004250409 

TOPREP 

HANNON,  J 

9004070176 

50-324    F 

HANNON,  J  N 

9004080113 

50-293    P 

HANNON.J  N 

8004080680 

50-324   F 

HANNONiJ  N 

80Q409QS94 

50-324    P 

HANNON.J  N 

5004030332 

50-293   P 

HANNON.J  N 

B004  150053 

50-324   P 

HANNON.J  N 

8004300599 

50-249   P 

HANRAHAN.E  J 

8004290171 

50-327   A 

HANSELL,  D 

8004140130* 

90-367   0 

HANSELL,  D 

8004080181 

40-2061 

HANSELL,  D 

80040302730 

40-2061 

HANSEN.  U  H 

80040400620 

50-483    0 

HANBEN,  L  E 

8004070216 

71-9009 

HANBELL,  D 

8004140123 

50-367    6 

HANSEN.  C  D 

B004210149* 

XPORTLIC 

HANSEN,  ft  A 

80041702570 

50-70     P 

HANSELL,  D, 

8004150461 

50-367    P 

HANSEN.  R  H 

8004230417 

NUREO 

HARDIN.A  K 

8004080361 

50-261    9 

HARDIN,  A  K 

8004090111 

50-324    S 

HARDWICKiR  J 

9004110575* 

50-395    0 

HARKAMIK,  D  P 

8004010060 

FOIA 

HARLOW.F  H 

9004290001 

NUREO 

HARMON.  D  W 

8004040135 

XPORTLIC 

HARMON,  D  M 

8004080032 

XPORTLIC 

HARMON.  D  U 

B004HB0096 

XPORTLIC 

AUTHOR 

ACCESSION 
NUMBER 

SIJ3JECT 
CATEGORY 

HARNAQE,  H   H 

8001080239 

50-290         Q 

HARNAGE,  H   H 

BOO'!QS0239 

3O-250         G 

HARNAGE.H    H 

B0042400B6 

5O-29O         0 

HARPER,  R    0 

B004SB0045 

XPORTLIC 

HAFtRAN,  0 

B0041SQ3BB" 

50-245         R 

HARRAN,  G 

80042  1  0249» 

50-249         R 

HARRISON.  H   C 

aQo4aooosi» 

40-1492 

HARRISON,  H   C 

8004Q400940 

50-313         Q 

HARRIS,  J   R 

8004070043* 

50-400         Q 

HARRIS.C    E 

BOQi)O2047St 

TOPREP 

HARRISON.G 

B0040-204190 

30-373         F 

HARRISON,  J   J 

B004300536" 

50-546         Q 

HARRIS,  J   R 

80042I40360« 

50-424         Q 

HART,  C 

B004  140469* 

70-143 

HART,  0 

8004180016* 

GOKI11BSION 

HART,  G 

80010003140 

40-1341 

HART,  Q 

6001090250= 

COMMISSION 

HART,  J 

B004O10347" 

5O-392         B 

HARTLEY,  R   H 

8004210394a 

50-445         11 

HARTNETT.H    A 

90040703100 

50-382         B 

HARTNETT,  R   A 

80042503520 

50-3B2         S 

HARTNETT.R    A 

aOQ«290fiO5» 

SO-3B2         8 

HASS.W   P 

B0041  10937 

TOPREP 

HATMAKER,  D   F 

BQ041  40354" 

50-369         A 

HAUCK,  F 

9004170193 

50-546         A 

HAUETERiR   L 

0004110905 

PR 

HAUGHNEY.C    J 

8004030315 

50-301         W 

HAUGHNEY.C   J 

BOO  4140142 

3O-201         P 

HAUCHNEY.C    J 

B00424056O 

50-201          P 

HAULDflEN.H   M 

B004150132 

71-97 

HAUSEN,  D   B 

6004180307" 

50-306         Q 

HAVERKAKP,  D   R 

8004020097 

50-320         S 

HAVEV,  0   V. 

9004390510 

50-320         6 

HAUKINS,  F   C 

9004040046* 

50-546         0 

HAW  INS,  F   C 

BOG4O404IS* 

50-546         0 

HAVEB,  D  W 

B004O40199* 

50-10            0 

HAVES,  D   W 

8004040046* 

50-546         Q 

HAYES.  W   K 

8004110535 

PR 

HAYEB,  W  K 

BQ0421044A 

PR 

HAYES,  D  W 

B004Oa0190» 

50-373         Q 

HAYES.  D   W 

80041002921 

50-329         Q 

HAVES,  D   IJ 

800404007*7* 

50-4B3         0 

HAYFORD.  D    T 

B00410002S 

NUfiEG 

HAYNES.R    C 

BOQ-1240522* 

50-920         Q 

HAYNES.R    C 

S0042S0023* 

SO-S75         Q 

HAYNES,  R   C 

9004210417* 

50-361          Q 

HAYNES.R    C 

600-1210186* 

90-361         0 

HAYNE8,  R    C 

B004aa009S* 

50-361         Q 

HAYNES,  J   G 

B004020327 

50-206         P 

HAYNES,  J   Q 

8004030101 

50-361         A 

HAYNEB.J   G 

8004090395 

50-206         F 

HAYNES,  J   0 

BOQ4O90336 

50-206         P 

HAYNEB,  J   G 

B0041S0419 

50-206         P 

HAYNE8,  J   G 

8004230446 

50-206         P 

HAZEL  TON,  W   S 

B0040103I3* 

50-338         G 

HAZLE.A   J 

800407035.9* 

HASTE   MGT 

HAZLE.A   J 

B004ll014fa« 

WASTE   MOT 

HAZLE.A   J 

8004300294 

WASTE    MOT 

HAILE.A   J 

3004240116 

WASTE   MOT 

HECK,  A   E 

B0040B017O 

50-367         H 

HECTOR.  A 

9004230148 

WASTE   MGT 

HEOARTY.  W 

BOQ42a0053o 

XPQHTLIC 

HEIDEL.R    P 

9QO401Q433a 

50-317         S 

HE  I  BEL,  R   P 

BQO4Q904S8* 

50-318         B 

HE  I  DEL,  R    P 

8001090507* 

50-317         S 

HEIBEL.R   P 

6004150494,* 

50-313         9 

HEIBEL.R   P 

90OH220621  * 

50-317         S 

HE!  BEL,  R   P 

90042207  SB* 

50-3  IB         B 

HEIBEL.R  P 

8004290499* 

50-317         B 

HEIOER,L  H 

B0041  10444* 

50-29           P 

HEIDER.L,  H 

9004110434 

50-29            P 

HEIDER.L   H 

8004220307 

50-271         P 

HEIDER.L   H 

9004290415 

50-271         P 

HEIBER.J   H 

8004280041 

RES 

HEIBHMAN.R  F 

8004040436 

50-315         Q 

HEISHMAN,  R   F 

8004100013 

50-346         0 

HEISHMAN.R    F 

80Q40BOS8B 

50-155         Q 

HEISHMAN,  It    F 

800410042-6 

90-  1  0            0 

HEISHMAN.  R   F 

8004080617 

50-294        0 

HEISHMAN,  fl   F 

8004300014 

SO-359        Q 

HEISHMAN.R   F 

9004100269 

50-282         Q 

HEISHMANiR   F 

B0041B01B7 

50-373         Q 

HEISHMAN.R    F 

9004220157 

50-299         Q 

HEISHMAN.R   F 

80O41I0230 

50-266         Q 

HEISHMAN.R   F 

B004070427 

50-3  1  5         B 

MU  I  MUM  IJMUhX 


AUTHOR 

ACCESSION 
NUMBER 

SUBJECT 
CATEGORY 

HEISHHAN.R    F 
HEISHMAN.R    F 
HErSHMAN   R    F 
HEISHHAH,  R    F 
HE1SHWAN.  R    F 

6004070193 
60040=50030 
fl  0010-10059 
60010904  1  5 

eoo4ioooat 

SO-315         S 
50-31  S         S 
50-315         S 
50-344.         0 
50-346         0 

HEIEHMAN.R    F 
H£ISmlAM,R    F 
HEITHULLER.H 
HELM-  ft 
HELMS,  R    E 

0QQ4I00172 
9001360654 
SOQ12B0532* 
00041  70!  B3 
S0041S0125* 

50-115        Q 
50-295         B 
90-320         H 
XPQRTLIC 
71-116 

KEHHENDINGEFt,  R 
KEMP8.EREE,  R 
HENDERSON,  0    K 
HENDERSON,  J    0 
HENDERSON,  D    H 

SD040B0154 
B004O40241 
B0040901B6 
S004  100301 
900  4  2704  4  4 

50-3B7         C 
50-5E6         H 
PR 
50-410         A 
40-6.622 

HENDF?1£,  J  H 
BENDRIE,  J   M 
WeNDRIE,  J   M 
HENDRKKa.  T   J 
HENDR1E,  J   M 

B004Q201O9S 

soo4oaoios» 

6004090018  • 

aoQ40303oe« 

8Q0417O112 

50-3             Q 
30-3               G 

COMMISSION 

FOIA 
CDKHIS5IDN 

HENDJtIEj  J  M 
HENDFI1E-  J  H 
HENDHIE.O   M 
HENDRIE.  J 
HENSLEV.K    0 

B004O20173 
900407001  ! 
8004  14  0392 
B00421Q100 
3004250081 

COMMISSION 
50-330         P 
COMMISSlOU 
50-275         G 
70-143 

HENSLEY,  K    D 
HENSLEV.K    0 
HENSLEYrK   D 
HERB£IN.  J  0 
HERBEIH,  J  O 

6004300095 
flOQ4ie0213 
B00422O219 
B004O704I6. 
S004300536. 

70-143 
70-143 
70-143 
50-26?         Q 
50-2B7         0 

HERBCIW,  J  G 
HERDE1N,  J  G 
HERBEIN.  J  O 
HERDE1N,  J  0 
HERBEIN,  J   0 

BC04090013 
SOQ4O20056 
000  404  0336 
6004010412 
0004030241 

&0-2B9         fl 
50-2B")         Q 
50-320         B 
SO-2B9         P 
50-330          I 

HERBEIN,  J   0 
HEHHEJN,  J   G 
HERBEIfJ,  J   0 
HERBEIN,  J   0 
HEftDEIN.J   0 

B004O702B4 
SOQ407029O 
B00407O291* 
30010703I1? 
BO0407O323* 

50-3B9         P 
BQ-2S9         P 
50-H89         P 
BO-2B9         P 

so-aa-?      p 

HEfiBElNoJ    Q 
HER&EIN,  0    0 
HERBEIN,  J  0 
HERBEIM.  J   & 
HERBEIN.  J   & 

BOQ407033S 
8004080560 
8QQ40B0703 
B004090707* 
B  004  100  3-30 

50-320         rl 
50-399         P 
50-EB9         P 
30-239         P 
50-320         F 

HERBEIN,  J  C 
HERDEIN,  J  0 
HERBEIN,  J   0 
HERBEIM,  J  0 
HEKDEIH,  J   D 

B00111O393 
S004I403B6 
BOD41701Q6* 
BOO  4  230406 
QD04  150349 

S0-2fl?         P 
30-289         F 
50-269         P 
SO-2B9         S 
50-309         P 

HER  BE  I  W,  J  0 
HEH3E1N,  J  Q 
HERBEIN,  J   D 
HERHEIN,  J   0 
HE&BEIN,  J   8 

H004  150446 
0004130499 
Q004  180473 
6004220223 
BOO  4  23OS24* 

50-320         P 
50-9HO         0 
50-HB7         Q 
SO-2B-7         P 
50-2H9         P 

H&RBEIN,  J   D 
HER  BE  IN,  J  0 
HERDE1H.J    0 
HER&EIN.  J  ff 
HERB  E  EN,  J   0 

aOQ-tSaoS-ia 
80041  701  04 
B003S2O634 
SQ04230493 
8004250367 

SO-2B9         P 
50-aB9         P 
50-2B9        P 
50-239        R 
50-589         P 

HERBEIN,  J  « 
HERB  E  IN,  J  0 
HERBT,  A  R 
HERDT,  A 
R 

8004280630 
BO  04300  4  09 
B004Q30043- 
aoO*04Ql9&» 
an  ".".070  J  77* 

50-32O          I 
50-320        F 
90-395        0 
50-257        & 
50-438        Q 

'« 

V 

( 

50-566.        0 
90-41*        0 
SO-34S-        O 
50-302        Q 

«m-3«!n           0 

Q 

O 

a 

Q 

a 

AUTHOR 

ACCESSION 
NUHBEIi 

SUBJECT 
CATEGORY 

HICKLE.  B    J 
H!ESTANO,0    S 
HIG<3INBOTHA(1,t. 
HIGOINBOTHAH.  L 
HIOGENS.J   C 

B004  150395* 
BO  04  O  7  0303 
8004320276* 
8004230470* 
8004070123* 

5O-3B5 
5O-4Q9 
FQIA 
FOIA 
50-332 

R 
P 

0 

HIOOINS.  J   C 
HIGCrNS,  J   C 
HieoiNS,  J 
HILL,  T   D 
HILL,T    D 

B004100111* 
0004100077* 
a004!60153B 
B0042  10365 
9004300374 

SO-3B7 
50-323 
50-293 
PT21 
PT21 

a 

0 
Q 

HIND,  J   A 
HIND,  J   fl 
HJND.J   A 
HIND,  J   A 
HENO,  J  A 

B  004080  640* 
a0040-)0l32* 
6004090431* 
B004040115 
Q004080637 

50-263 
30-344 
5O-305 
50-346 
50-263 

a 
a 

Q 
0 
0 

HIND,  J   A 
HIND.  J   A 
HIND.J    A 
HIND.  J    A 
HIND.J    A 

9004090439 
800403D350* 
B004O30325 
8004030349 
80041104'98> 

50-305 
50-29B 
50-359 
50-299 
50-2B5 

0 
0 

o 

0 

a 

HIND,  J   A 
HIND,  J   A 
HIND,  J   A 
HI  WES,  E 
HINEB,  E 

B004110-JB9 
9004S40513 
BO043OOOB9 
B004070133* 
S0040B06490 

50-2B5 
SO-2 
50-g 
50-341 
50-341 

Q 

a 

o 

Q 

a 

NINES,  E 
HIRT,  C    H 
HITCHEWS,  D   C 
HITCHLEft.H   J 
HODBS,  T   C 

a00430039a 
eo041&0[41* 
B004230761* 
Q00402O432* 
B004230029* 

50-341 

mines 

50-346 
TOPREP 
FOIA 

Q 
B 

HOCKERT,  J 
MOCKER  Ti  J 
HdDDEft,  H  H 
HODDER.H  H 
HOPDER  ,  11   H 

SO  04020  Ot9 
B0040B0197 
B00421O107 
8004020239* 
BO-Q402Q27a» 

7O-I35 
70-135 
50-3B9 
50-3B9 
50-3B9 

e 
a 
& 

KODODDN.A   P 
KDBODCN,  A  P 
HODODDN,  rt  P 
HODODON,  A  P 
HDEFLIHO.R   K 

B004030347 
B004100126 
9004150157 
B004290227 
BOO4030326 

5O-445 
50-445 
50-145 
50-445 
70-2633 

H 
M 
M 
M 

HOEFLINO-R   K 
HOEFLINC.R  K 
HOEFL1NO.R   K 
HDEFLINO.R   K 
HDELLER.  J 

8004330076 
BOO42IO001?* 
Q004210007 
BOO41  60265 
ao041S04'?B» 

50-2i9 
30-323 
50-322 
90-269 
50-269 

<3 
0 
0 
0 
5 

HQENES,  L  0 
HQFFWAN,  B  P 
HOFFMANN.  D   P 
HOFFMAN,  D  P 
HOFFMAN,  D  P 

B004290O30 
S004090303* 

aoo40ioa09 

8004040337 
B004040371 

NURGO 
30-295 
90-255 
50-155 
50-255 

a 
p 
p 

R 

HOFFHAtJ,  D  P 
HOFFMAN,  D  P 
HOFFMAN,  D  P 
HOFFMAN,  0   P 
HOFFMAN,  D  P 

OOM070330 
BOO  40302  17 
B004070303 
B0040B023-2 
0004090170 

50-255 
50-355 
50-235 
50-355 
50-IS5 

P 
R 
P 
P 
S 

HDFFMAIJ,  D  P 
HDFFMAN.  R  P 
HOFFMAN,  D  P 
HOFFMAN.  B  P 
HOFFMAN,  D  P 

80040903B9 
B004I  0039A 
B004  100403 
3004100113 
B0042S0402 

90-355 
90-295 
50-259 
50-S35 
50-H5S 

P 
S 
S 
S 
Q 

HOFFMAN,  »  P 
HOFFMAN.  D  P 
HOFFMAN,  D  P 
HOFFWAN,  D   P 
HOFFMAN,  D   P 

8001140334 
3004  1500  12 
B004140301? 

aoofltsoais 

B004  150330 

50-255 
50-25S 
SO-  139 
00-255 

so-ass 

Q 
S 
P 
P 

B 

HOFFMAN,  D  P 
HOFFMAN-  D  P 
HOFFMAN,  D  P 
KDFFMAN,  D,  P 
HOFFMAM,  D  P 

B004  150944 
B004IS0627 
SOD41B0487 
80042101  5B 
8004220579 

90-233 
30-259 
50-233 
50-259 
50-J5B 

3 
P 
Q 
P 
Q 

HOFFHAN.  D  P 
HOFFMAN,  p  p 
HOFFMAN,  D  P 
HOFFMAH,  &  P 
HflFFMAN.il   P 

0001230569 
BOO42303B3 
8004S40372 
B004240450 
B0042503S4 

30-335 
50-155 
SO-1S5 
50-253 
50-255 

a 

H 
P 
P 
B 

HOFFMAN,  D   P 
HOFFMAN.  D   P 
HOHN,  ft 
HOHN,  A 
HOHNE.  F  C 

B0042S0426 
8Q043B05I9 
6004230027* 
B004220034* 
9004O402H7 

50-295 
50-255 
50-316 
50-316 
40-8502 

P 
P 
P 
P 

HOLCOWB,  Q  R 
HaUDEN.T  J 
HOLDEN,  T  J 
HOLLEY,M  J 
HOLLEMB  ACKER.  R 

a00415017I# 
BOQ4240063 
BOO  4240067* 
0004040070" 

eoo-taso273# 

CONTRACT 
XPOftTLIC 
XPORTLIC 
50-344 
50-331 

T 
F 

AUTHOR 

ACCESSION 
MJMDER 

SUBJECT 
CATEOOR1 

f 

HQLLQWAV.C   J 

B0040B0123* 

FaiA 

HOLLY,  J   T 

B0041B0133* 

SO-305 

P 

HDLMAN,  J   F 

800410O342* 

CDNTHACT 

HOLODV,  D  J 

B004210104* 

70-371 

HOLTAN,  A  A 

B004020324 

SO-330 

H 

HOOD,  D  B 

8004110020 

50-329 

A 

HOPKINS.  L  J 

8004140362" 

50-359 

U 

HOPKINS,  H  Fi 

B0040401i2* 

CONTRACT 

HOPPER,  D  M 

B00403033S» 

50-339 

R 

HOPPER.  D  H 

80041700S2* 

50-339 

B 

HDHEV,  0  K 

0004190338 

50-330 

R 

HdRWITZ.F  D 

8004340091* 

CONTRACT 

HOSEY.C   M 

BOQ40BQQ43* 

50-348 

a 

HOSSL  I  ,  W 

B004220017* 

50-316' 

p 

HaSSLER.D  E 

B004I  50372 

30-330 

H 

HOSTETTER.  J  J 

0004100976* 

90-330 

H 

HQUOHTON.  T  C 

B0041005B4 

50-416 

F 

HOUSTON,  n  H 

B004140127* 

90-367 

0 

HOVEV<0  K 

8004  1601  79 

SO-330 

P 

HOVEV.  0  K 

8004170023 

90-320 

P 

HOVEV.O   K 

S004I  50436 

50-330 

P 

HQVEY-0  K 

B004  160290 

30-320 

P 

HOVEV,  0  K 

B004  170039 

50-330 

P 

HOVEYrO  K 

B004250377 

30-320 

8 

HOVEY,  0   K 

B004240391? 

90-320 

P 

HQVEY.  0   K 

B004250433 

50-320 

P 

HOVEV,  0   K 

B004290336 

50-330 

P 

HOVEV,  0  K 

S0041B0339* 

SO-330 

n 

HOWARD.  J  E 

B004090470 

50-293 

p 

HOWARD,  J  E 

B0041003B6 

50-393 

p 

HOWARD,  A  S 

B0041  70040 

50-320 

H 

HOWE,  P   H 

B00409005B 

30-400 

a 

HOWE,  P  W 

8004070395 

50-400 

a 

HQHEpP    W 

B004070035 

50-400 

0 

HOWE,R    S 

B004  150290 

30-309 

i 

HHUEU.,D  V 

B004230921* 

FOIA 

HQWELL.3   M 

B004  100369 

30-329 

a 

HOWELUS   H 

B004010397 

50-339 

B 

HOWELL,  S   H 

B004070293 

30-329 

R 

HOWELLjS   H 

S00409034B 

50-339 

K 

HOWELL.  8  H 

B004090351* 

50-339 

K 

HQUELL,  S   H 

B004080404 

50-339 

A 

HQWELL,  S  H 

S004000431 

90-329 

A 

HOWELL,  8  H 

80041003B4 

50-339 

A 

HOUELL.  S  H 

B0041003B7* 

50-339 

A 

HOWELL,  S  H 

8004100390» 

50-339 

A 

HOUELL,  J  C 

0004390157* 

50-339 

0 

HOWELL,  8  H 

B004  180356 

50-339 

8 

HOWELL,  S  H 

8004170033 

90-329 

9 

HOUELL,  B  H 

8Q04210S25 

NUHEO 

HOUELLi  8  H 

80042)  03  IB 

50-3H7 

B 

HOMELL.  S  H 

B004S80460 

30-329 

F 

HQHLETT,  G.  H 

3004320413* 

30-336 

K 

HOYLE,  J  C 

B004150017 

ACR3 

HOYLE,  J  C 

B0041  50077 

ACRB 

HOYLE,  J  C 

B004150I11 

ACRB 

HOYLE,  J  C 

BQQ4150114 

ACR8 

HOVL.E,  J  C 

8004150241 

ACRB 

HOYLE,  J   C 

B004  140056 

ACBB 

HOVLE,  J,  C 

B004140089 

ACfiS 

HOYLE,  J.  C 

B0041S0212 

ACRS 

HOVLE,  J.  C 

8004150233 

ACflS 

HOYLE,  J.  C 

800415034.9 

SO-SQO 

f 

HOYLE,  J.  C 

B004140063 

ACRB 

HOVLE,  J.  C 

B0041B0036 

ACRS 

HQYLE,  J  C 

8004180033 

ACRB 

HOVLE,  J.  C 

80041B0044 

ACRE 

HOYLE,  J,  C 

B004  150244 

ACRS 

HOYLE,  J   C 

8004180035 

ACRB 

HOYLE,  J  C 

80041B0049 

ACRB 

HOYLE,  J   C 

8004180406 

ACRS 

HOYLE,  J,  C 

8004130493 

ACRS 

HOVLErJ   C 

8004140033 

ACBB 

HOYLE,  J   C 

0004180506 

ACRS 

HOYLE,  J   C 

8004  1  30003 

ACRS 

HOYLE,  J   C 

B004190254 

ACRS 

HOYLE,  J   C 

8004150005 

ACRS 

HDVLE,  J  C 

80041  90345 

ACH9 

HOYLE,  A, 

B0040401  16 

CONTRACT 

HQYLE,  J  C 

80041S024B 

ACRS 

HOYLE,  J   C 

8004130228 

ACRS 

HOYLE,  J.  C 

8004  1  30232 

ACR6 

HC3VLE.J   C 

B0041  90336 

ACRB 

HOYLE,  J   C 

8004150240 

ACRB 

HOYLE,  J  C. 

8004180089 

ACRS 

PERSONAL  AUTHOR  INDEX 
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AUTHOR 

ACCESSION 
NUMBER 

SUBJECT 
CATEGORY 

HOYLE,  J  C 
HOYLE,  J  C 
HOYLE.J  C 
HOYLE,  J  C 
H9IEH.  J  8 

8004140033 
8004070047 
B004080576 
8004220030 
8004290474* 

ACRS 
30-3 
50-331 
30-247 
TOPREP 

G 
Q 
Q 

HSU,  C    J 
HUEBARD.fi    0 
HUBERHAN,  B 
HUDSON,  G 
HUETER.L   J 

8004150475 
9004210393* 
8004030168* 
7904110103 
8004040034* 

RES 
50-275 
SECY 
30-2 
50-254 

G 

P 
a 

HUETER.L  J 
HUFF,  M 
HUFF.  H 
HUFFAKER,  T 
HUOHES,  J 

9004IQ03B3* 
8004150601* 
8004150579* 
8004290301* 
B004040199" 

50-1B3 
50-368 
30-368 
30-369 
30-10 

Q 
F 
F 
A 

a 

HUOHEB,  J 
HULMAN,L  0 
HULHAN.L  G 
HUNNICUTT,  D  M 
HUNNICUTT,  D  M 

8004040052* 
8004290119* 
8004290125* 
9004070091* 
8004290212* 

30-341 
40-3453 
40-3433 
OA999 
GA999 

Q 

HUNNICUTT,  D  M 
HUNNICUTT,  D   M 
i  HUNNICUTT,  D  M 
HUNNICUTT   0  M 
HUNNICUTT,  D   H 

8004090337* 
9004140043* 
B004030244* 
B004010513* 
80040803B9* 

GA999 
OA999 
QA979 
OA999 
QA999 

HUNIIICUTT,  D  M 
HUNNICUTT,  D   M 
HUNNICUTT,  D  M 
HUNNICUTT,  D  M 
HUNSCHER.D   G 

8004090299* 
9004080316* 
8004290031* 
8004300222* 
B004220313* 

QA999 
GA999 
70-3623 

HUNSTAD,  A  A 
HUNSTAD,  A  A 
HUNBTAD,  A  A 
HUNSTAD,  A  A 
HUNSTAD,  A  A 

8004140344* 
8004080484* 
8004140440* 
6004150603* 
8004180366* 

30-HB2 
50-282 
90-S82 
SO-282 
30-306 

R 

a 

Q 

a 
a 

HUNSTAD,  A  A 
HUNT,  H  D 
HUNT,  H  D 
HUNT.M  D 
HUNT.M  D 

8004230339* 
80040900B4* 
B004090374* 
8004020194* 
0004070331* 

50-263 
30-400 
50-280 
50-424 
50-400 

e 

a 
a 

0 

Q 

HUNT,  H  D 
HUNTER,  V  H 
HUNTER,  V  H 
HUNTER,  R   S 
HUNTER,  R   S 

B004Q90193 
8004040122* 
8004070310* 
8004310130 
8004180181* 

50-416 

QA999 
QA999 
PR 
50-313 

8 

a 

HUNTER,  R,  B 

HUNTER,  R  S 
HUNTER,  R   8 
HUNTER.  R,  8 
HUSEBY'D  E 

8004140324 
8004150909 
8004190907 
8004130910* 
B0040  10368* 

30-313 
30-315 
30-319 
90-313 
30-3  iB 

j 
p 

F 
P 

B 

HUSEQY,  D  E 
HUBEDY,  D,  E 
HUSEBY,  D  E 
HU8EBY.  D,  E, 
HUBEDY,  D  E 

8004130633* 
8004220621* 
B004290350* 
B004290416* 
8004290447* 

SO-318 
50-317 
30-318 
50-31  B 
50-317 

Q 
S 
8 
8 

B 

HUSTON,  R  W 
HU8TDN,  R  H. 
HUSTON,  R  W 
HUSTGNi  R.  W 
HUSTON,  R  W 

8004020166 
9004020293 
9004390313 
8004230423 
8004290334 

30-293 
50-  1  93 
30-395 
50-293 
90-195 

P 
R 

a 

p 

Q 

MUTTON,  P  H 
HYDE,  D  W 
E-CVDE,  D  W 
I  USER,  H  W, 
IFFLAND,  R   R 

8004040342 
0004  1004  IB 
9004140109 
8004010383 
8004150379 

RES 
PR 
PR 
50-312 
50-S13 

G 
J 

I  FFLAND,  R.  R, 
I  ONE.  E, 
rCNG.E 
I  ONE,  E 
I  NQRAH,  F 

8004160234 
B004070241* 
8004070239 
8004040246 
80041  BO  109 

30-245 
ACRB 
ACRB 
ACRS 
50-269 

J 
H 

I  KHAN,  0  W, 
IPPOLITO.T  A 
IPPOLITO.T  A 
IPPOLITO.T  A 
IPPOLITO.T  A 

8004140495 
S0040S0396 
B004070377 
8004070381 
B0040703B4 

NUREG 
50-237 
30-263 
50-249 
30-359 

P 

P 
P 
P 

IPPOLITO.T,  A 
I  PPQLITO,  T.  A 
IPPOLITO.T  A 
IPPOLITO,  T,  A 
IPPOLITO.T  A 

8004070390 
B004070393 
8004070397 
B004070400 
6004070402 

50-298 
80-331 
50-133 
50-333 
50-320 

P 
P 
P 
P 
P 

1PPOLITO,  T   A 
IPPOLITO.T  A 
IPPOLITO.T.  A, 
IPPOLITO,  T  A, 
IPPQLITO,T  A, 

8004070404 
8004070409 
9004070400 
8004060189 
80040801  94 

30-324 
50-293 
30-371 
30-321 
SO-377 

P 
P 
P 

P 
P 

AUTHOR 

ACCESSION 
NUMBER 

SUBJECT 
CATEGORY 

IPPOLITO.T  A 
IPPOLITO.T  A 
IPPOLITO,  T  A 
IPPOLITO,  T  A 
IPPOLITO,  T  A 

8004110081 
8004040127 
B004110S19 
B0041t0525» 
B004110525* 

5O-271    P 
50-259    P 
50-259    P 
50-259    P 
50-259    P 

IPPOLITO,  T  A 
IPPOLITO.  T  A 
IPPOLITO.T  A 
IPPOLITO.T  A 
IPPOLITO,  T  A 

8004110531* 
80041OOO33 
0004100037 
B004210303 
B004  100602 

50-259    P 
50-220    P 
50-263    P 
TOPREP 
50-333    P 

IPPOLITO,  T  A 
IPPOLITO,  T  A 
IPPOLITO,  T  A 
IPPOLITO,  T  A 
IPPOLITO,T  A 

H004230409 
80042304  14B 
8004230441* 
9004150195 
8004230221 

30-277    P 
50-377    P 
50-277    P 
50-239   F 
30-320   F 

IPPOLITO.T  A 
IPPOLITO.T  A 
IPPOLITO,  T  A 
IPPOLITO,  T  A 
IPPOLITO.T  A 

B004240167 
B004  180233 
80011  BQ23B* 
80041B027B* 
B00421Q008 

30-333   F 
50-220   P 
50-220   P 
SO-32O   P 
30-331    P 

IPPOLITO.T  A 
IPPOLITO.T  A 
IPPOLITO.T  A 
IPPQLITO.T  A 
IPPOLITD,  T  A 

B004280252 
B004240299 
H0042403070 
80042403291 
8004330007 

30-277    F 
50-377    P 
50-277    P 
50-277    P 
50-277    P 

IPPOLITO.T  A 
IPPOLITO.T  A 
IPPOLITO.T  A 
IPPOLITO,  T  A 
IPPOLITD,  T  A 

B004250017 
8004250021 
8004350024 
8004250033 
8004230034 

50-371    P 
50-263    P 
50-331    P 
50-333    P 
50-320    P 

IPPOLiro.T  A 
IPPOLITO.T  A 
IPPOLITO.T  A 
IPPOLITO.T  A 
IPPOLITO.T  A 

8004250037 
B004280027 
800429002B 
8004290053 
0004390104 

50-393    P 
50-293    P 
50-239    P 
30-321    P 
30-249    P 

IPPOLITO,  T  A 
IPPOLITO.T  A 
IRBY,  S  C 
IRLEYN,  K  S 
IHVINO,  S  M 

BOD4300610 
0004230283 
Q004030028* 
8004290501* 
8004230466 

50-299    P 
50-239    P 
50-320    H 
50-369    A 
30-43B    M 

ISHII.M 
IVERSON.O  N 
JABLON.  R  A 
JACKIU,  I  N 
JACKSON,  L  L 

BOQ4IOOS91 
8004130610* 
8004230176 
9004090664 
B004290141* 

NUREO 
50-263    S 
30-309   M 
50-331   B 
50-324   0 

JACKSON,  P  D 
JACKSON,  R  E 
JACOBS,  A 
JACQBEON,  D  A 
JACOBS,  A 

0004210301 
8004300021 
8004020203 
8004110127 
8004150166 

NUREO 
50-353    A 
CONTRACT 
REOOD 
CONTRACT 

JACOBS,  A, 
JACOBS.  A 
JACOBS,  J  C 
JACOBS,  J  C 
JAMES,  M 

8004240047 
8004240009 
8004320152 
8004220132 
8004390380 

CONTRACT 
CONTRACT 
30-445    H 
30-443    M 
50-133    0 

JAMES,S  H 
JANACCK.fi  F 
JANACEK,  R  F 
JANECEK,  R  F 
JANECEK,  R  F 

8004340363 
B004070343 
9004110458 
B0040  10339 
8004040341 

NUftEO 
30-237    P 
50-237    P 
50-337    P 
30-10     P 

JANECEK,  R  F 
JANECEK,  R  F 
JANECEK.  R  F 
JANECEK.  R  F 
JANECEK,  R  F 

8004080235 
9004070227 
6004110399 
8004150344 
8004180217 

30-H37    P 
50-10     P 
50-237    F 
30-10    F 
50-10    P 

JANECEK,  R  F, 
JANECEK,  R  F 
JANECEK,  R  F 
JANENCEK.R  F 
JANINEK.H 

9004320332 
9004220348 
B004230072 
8004140393 
800423006B 

50-10    P 
50-237   P 
30-10    P 
50-237   P 
State  Prog 

JAN  I  NEK,  K 
JANUSKA,  A  0 
JAPE,  F 
JAPE,  F 
JABKE,  R,  T 

6004290167 
B004030337* 
B004330277* 
8004230397* 
8004040377 

State  Pros 
FOIA 
90-269   Q 
50-369   0 
NUFtEG 

JAX,M 
JEANES.J  U 
JEFFERB,  T 
JENKINS,  0  R 
JENKINS,  G  R 

8004150129 
00040300381 
9004040412 
9004040363* 
8004040403* 

70-1308 
50-330    H 
40-8760 
50-SSO   Q 
30-269   Q 

JENKIN8,&  R 
JENKINS,  0  R 
JENKINS,  G  R 
JENKINS,  R  V 
JENKINS,  R  V 

8004090134* 
B0041404BO* 
8004090193* 
8004150477* 
8004130506* 

90-339    Q 
50-261   Q 
30-339   Q 
50-304   8 
50-304   8 

AUTHOR 

ACCESSION 
N  UNDER 

SUBJECT 
CATEGORY 

JOHN,  D   F 

B0040H0174 

50-445         M 

JQHN.  D   F 

SOQ410Q49B 

30-443         M 

JOHNSON.  T    D 

BQ04210355* 

50-3  2O         P 

JOHNSON,  11   C 

B004Q20035* 

50-393         Q 

JOHNS,  S   J 

B004O7O1371 

50-159         H 

JOHNSON,  W   D 

B004100335* 

50-313         0 

JOHNSON,  P    H 

8004100303* 

50-344         0 

JOHNSON,  J   K 

8004100034* 

QA999 

JOHNSON,  A   H 

B0041001S2* 

50-335         0 

JOHNSON,  D   F 

S004I  70293* 

50-E72         Q 

JOHNSON,  D   F 

9004320429* 

30-272         0 

JOHNSON.  N   R 

BO  0-5040090 

XPOFtTLIC 

JOHNSON,  R    U 

8004020235 

50-344         0 

JOHNSON,  H   R 

8004070347* 

50-320         R 

JOHNSON,  H  C 

6004020201 

50-395         0 

JDHNSHUD,  J  H 

0004230073 

PR 

JOHNSON,  C   R 

BOO1040395 

7  1  -6&9B 

JOHNSON,  W   P 

SOQ409D45H 

50-30?         Q 

JOHNSON,  U   P 

00040B03B4 

50-371          0 

JOHNSON-  A   H 

B0042BOI43U 

50-348         0 

JOHNSON,  M   C 

8004300119= 

30-395         Q 

JOHNSON,  A   H 

30042501230 

5O-250         3 

JOHNSON.  W   D 

B004  230299* 

30-313         Q 

JOHNBRUD.  J   H 

8004080697 

50-337         G 

JOHNSON,  W   P 

80040B0351 

50-309         0 

JOHNSON.  W   P 

8004090267 

30-271         Q 

JOHNSRUD,  J   H 

8004140061 

50-320         0 

JOHNSON,  R   M 

B001  100369» 

CONTRACT 

JOHNSON,  R 

B001O4Q063 

50-314         T 

JOHNSTON,  0   U 

80Q42BOOB7* 

50-344         0 

JOHNSON,  M   C 

8004170085 

SQ-3-JS         S 

JOHNSON,  P   H 

B0042B0277* 
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KEPPLER,  J  0 

S0041  10047 

50-263 

Q 

KEPPLER,  J.  0 

8004230196 

30-135 

Q 

KEPPLER.J  G 

8004230197 

50-409 

Q 

KEPPLER.J  0 

8004230201 

30-440 

Q 

KEPPLER.J  0, 

0004330207 

30-350 

a 

KEPPLER.J  0 

000423031  1 

50-315 

a 

KEPPLEH,  J  G 

8004330219 

50-329 

a 

KEPPLER.J  0 

8004230224 

SO-  10 

a 

KEPPLER,  J,  0. 

8004230243 

90-341 

a 

KEPPLER.J  0 

8004330230 

50-346 

Q 

KEPPLER.J  0 

3004330266 

30-461 

Q 

KEPPLER.J  0 

8004S30274 

50-331 

Q 

KEPPLEfi.J  0 

S0042302BO 

50-367 

Q 

KEPPLER.J  0 

80042302B2 

90-483 

Q 

AUTHOR 

ACCESSION 
NUMBER 

SUBJECT 
CATEGORY 

KEPPLER.  J  G 
KEPPLER.  J  0 
KEPPLER.  J  G 
KEPPLER.  J  0 
KEPPLER.  J  C 

B004230235 
B00433Q3QB 
9004230291 
8004230297 
B004240561 

50-346    Q 
50-266    Q 
50-305    0 
50-263    Q 
50-331    F 

KEPPLER,  J  G 
KEPPLER.J  G 
KEPPLER.J  G 
KEPPLER.J  G 
KEPPLER.J  G 

0004300499 
80042900BO 
8OO4230047 
6004320053 
8004320057 

50-266   P 
50-123    0 
SO-263    Q 
50-266    Q 
50-346   Q 

KEPPLER.J  G 
KEPPLER.J  G 
KEPPLER.J  G 
KEPPLER.J  G 
KEPPLER.J  G 

B004220060 
B004330069 
6004220039 
B004  320094 
B00422O09B 

50-309    Q 
50-10     0 
50-331    0 
50-S46    Q 
50-483    Q 

KEPPLER.J  G 
KEPPLER.J  0 
KEPPLER.J  0 
KEPPLER.  J  G 
KEPPLER.  J  G 

B004220100 
Q004Z20104 
8004220108 
8004330114 
8004320121 

50-341    0 
50-409    Q 
50-396    Q 
50-367    Q 
50-329    0 

KEPPLER.J  G 
HEPPLER.J  G 
KEPPLER.J  G 
KEPPLER.J  G 
KEPPLER.J  0 

8004320129 
6004220139 
6004250144 
B004220149 
B004  150469* 

50-315    Q 
50-440    0 
BO-461    0 
50-153    0 
50-341    G 

KEPPLER.  J  0 
KEPPLER.J  8 
KEPPLER  .  J  G 
KEPPLER.  J  G 
KEPPLER.  J  0 

8004300166 
0004300178* 
8004300184* 
8004300189* 
8004300194* 

30-483    0 
50-483    0 
50-483    Q 
50-483    Q 
50-4S3    0 

HERNE,  A  C 
KEKR.G  W 
KEFIR,  G  U 
KERR.G  W 
KERR.G  W 

8004100040* 
8004110144 
8004070339* 
B004140181 
6004040470 

30-443    0 
HASTE  HOT 
WASTE  HQT 
State  Prog 
State  Prog 

KERR.G  M 
KERR.G  H 
KERR,  0  U 
KERR.G  U 
KEFIR,  U 

B004070368 
B0041401B9 
3004240077 
8004240081* 
8004040383 

State  Proa 
State  Prog 
State  Prog 
State  Prog 
90-2     P 

KERR.O  V 
KERR.G  M 
KERR.G  M 
KERR.O,  W 
KETCHEN.  E  0 

6004240002 
6004240006* 
B004280323 
B004280327* 
B0040200B6 

QRO 

ono 

State  Prog 
State  Prog 
50-275   0 

KCTCHEN.E  G 
KETCHEN,  G  0 
KETCHCN.E  G 
KETCHEN,  E  0 
KETCHEN,  E  G 

8004080372 
8004180432 
8004330031 
8004160197 
8004330210 

70-2633 
50-269   0 
50-279   0 
30-269   0 
70-3633 

KETZLACH.N 
KEY,  W  J 
KEY,  W  J 
KEY.  W  J 
KEY,  W  J 

8004020133 
8004030239* 
8004040339* 
B0041  10176* 
6004200029* 

70-1100 
9O-306    Q 
90-393    Q 
30-440    Q 
50-265    Q 

K1DDS,  M  S 
KIMOLE,  K 
KIMMEL,  J  J 
KINDER'E  T 
KINDER,  E  T 

8004240398* 
Q004280940" 
8004030014* 
8004100A12* 
8004070187 

50-338    Q 
50-320    H 
CONTRACT 
PR 
PR 

KINDER,  E  T 
KING,  H  H 
KING,  D, 
KINNEHAN,  J 
KINNEHAN.  J 

B004070202* 
6004020137* 
B004020159 
8004090179 
B004090197 

PR 
71-5939 
WASTE  HOT 
UE 
IfcE 

KINSEY,  U,  H 
KINSEY.U  H 
KINBEY,  H  H 
KIN3EY.W  H 
KINBEY,  H  H 

8004030971* 
8004010506H 
8004070426* 
8004080526" 
0004080622* 

50-327   a 
30-327   S 
50-327   S 
50-327   S 
50-327   8 

KINBEY.H  H 
K!NTNER,L  L 
KINTNER,  L  L 
KIRBY.M  S 
KIRK.  W  F 

8004090433" 
8004090195 
80041I008B 
8004160337* 
800421  0063 

90-327   B 
50-413   A 
30-341   A 
50-390   R 
70-371 

KlfiK,  H  F 
KIRKEDO.  J  A 
KIRKLAND.R  8, 
KIRKLAND.fi  3 
K1RKLAMD.R  8    / 

8004310067* 
8004040097* 
B0042B04B6 
B0042B0477 
B0042B0913 

70-371 
50-458    5 
50-160    8 
50-160    8 
30-160   S 

KIRBCH,  D  F 
KIRSCH.  D  F 
KISIELESKI.VI  E 
KISS.E 
KI8TER.H  G 

8004240922* 
8004280033" 
8004100306 
B004090476* 
8004070  123« 

50-525   Q 
30-275   0 
NUREO 
50-293   P 
50-322   0 

AUTHOR 

ACCESSION 
NUMBER 

SUBJECT 
CATEGORY 

K1STER.H    B 

000.1100077* 

30-333        <J 

KISTER.H    B 

B004210071* 

50-214         Q 

KITTRIBQE.Q  n 

0004090156 

Pfi 

KITTRIDQE.O   I! 

8004210160* 

PR 

KLAMERUS.L    J 

00012002061 

REVIEU   ORP 

KLEIN,  J   V   II 

0004100046* 

PR 

KLEIN.  J   V 

3004100450* 

50-916         T 

KLEIN.  P    W 

00040'I0129 

50-322         O 

KLEINSDHGC,  U   P 

B0043001OB* 

50-9t£>         0 

KLEIN,  B 

8004030012 

50-312         H 

KLEIN.  D 

0004240416 

30-  1  SB         R 

KLEIN,  D    E 

BOO'1240420* 

50-1  3B         R 

KLIGF1ELD,  Q 

BOQ42900I2 

MURES 

KLIGFIELD,  G 

8004240022 

NUREO 

KLIGFIELD,  G 

8004290057 

tJUREO 

KLINGER.G 

B0042I0433 

50-304         3 

KLINOER.G 

a004210440 

SO-247         3 

KLINGER.Q 

8004210441 

50-333         9 

KLENGER,  0 

0004210331 

50-344        3 

KLiNGER,  0 

80041  605  17 

50-346         B 

KLINGER.G 

8004180518 

50-351?         3 

KLINGER.G 

8004180520 

50-259         S 

KUAPP.P    J 

8004100173" 

50-220         0 

KNrtPP.P    J 

6004210173* 

50-393         a 

KNAPP,  P 

B004090027 

50-213         S 

KNQGHT.  R   J 

9004170270 

XPDRTLIC 

KNOP.R    C 

800404QO&2» 

30-483         0 

KNdP.R    C 

B004040479* 

50-329         Q 

KNOP.R   C 

80040400520 

50-341          Q 

KNOP.R    C 

8004210142* 

50-3SB         Q 

KNOP.R    C 

8004100267* 

50-329         Q 

KNQP,  R   C 

8004090039 

30-339         B 

KNOP.R   C 

8004040039 

50-461          B 

KNOP.R   C 

8004040046 

50-341          8 

KNOTS.  J   D 

8004330033 

50-443         M 

KNQTTS,  J   a 

0004030258 

SO-445        M 

KNOTTS,  J    B 

B0040B0401 

50-445        H 

KNOTTS.  J    D 

B0041B0151 

50-449         M 

KNQTT3.  J   0 

8004240173 

50-445        M 

KN3TTS,  J   D 

8004240173 

50-445         M 

KNQTTB.J   G 

B00424007  1  » 

50-4:43         H 

KNQTTS.  J  B 

B00434Q963 

50-445         M 

KNOTTS,  J   B 

8004220031 

50-443         H 

KNOTTB.  J  H 

8004240962 

50-445         M 

KNOTTS,  J    D 

0004230033 

30-443         H 

KNUDSON,  D  A 

B00429Q467* 

50-390         A 

KNUTH,  D  F 

B0043S0071 

PR 

KOCH,  E   I 

8004220335" 

FDIA 

KOCIS.  R 

00041103B&* 

S0-34i         S 

KaESTGR,  Q  L 

0004040244 

50-403         S 

KOESTER.G   L 

B004010030 

50-402         Q 

KOE8TER.Q  L 

0004010034 

50-462         B 

KaESTER.C  L 

B004170172 

50-452         8 

KOEBTER.G  L 

8004070392 

90-183         S 

KOESTER.Q  L 

8004320730 

ao-iaa      i 

KQHL,  K  A 

8004140322* 

so-a^s      n 

KQHL,  K  A 

8004  140340* 

BO-ID        n 

KOHLER.J  E 

8004220175* 

5Q-2<)5         Q 

KOHLER.J  E 

8004380641 

50-295        S 

KQJAHW.  C 

8004210395" 

50-275        0 

KOLTAY,  P   B 

0004070231" 

50-245        Q 

KOLTAV,  P 

BOO  4090262" 

90-21?        Q 

KOME6,  J  M 

B0040903B6* 

QA999 

KOMES,  J  M 

6004090377* 

QA999 

KQNAK,  K   K 

8004040369 

RES 

KONKLJN,  J  E 

8004110176* 

50-44O        Q 

KONKLIN.  J  E 

8004280074* 

50-484          Q 

KOTTAtJ,  J   J 

6004080333* 

so-317      a 

KOUALCZYK.  W  J 

8004090274" 

50-330        H 

KQWKABANY,  S   M 

8004010382 

FOIA 

KRAUSE,  L 

8004030352 

50-333        H 

KREBS.A  K 

8004  150431 

50-124          P 

KREMSER.T  R 

0004160151" 

70-1251 

KRIEMELMEYER.H 

8004090279" 

50-320        H 

KROEB.  R   J 

0004070330 

50-433        R 

KRDQM,  J  C 

8004100943 

REOOD 

KROON,  J  C 

B004  100071 

REOOD 

KRQON,  J  C 

8004320210 

REOOD 

KR8YKWA,  E  J 

80Q430006H 

50-337         0 

KRUO.M  E 

8004380231 

MA3TE   MOT 

KRUMPOS.  P   J 

B004  100307* 

50-306         Q 

KUEKNLE,  0 

0004150400 

50-330        H 

KUEMIN,  J  L 

8004  1  1  0300 

30-  IBS        P 

KULICH,  D  J 

B00404010B 

50-387         H 

KULLBERG,  J  A 

0004180137 

90-344         0 

426 


PERSONAL  AUTHOR  INDEX 


AUTHOR 

ACCESSION 
NUMBER 

SUBJECT 
CATEGDRV 

KURTH,  W   R 
KURTZ.R    0 
KUShtNER.U   L 
KUSHNER.W  L 
KUSHNER  ,  W   L 

BOQ1220702* 
6004040342 
8004OQ0354" 
80040B0733* 
9004100209* 

50-304         S 
RES 
70-133 
70-135 
70-135 

KUSHNER,  W   L 
KUSHNER.U   L 
KYGER^J    A 
HVLE.  J    8 
KYSHNEH.  W   L 

eoo'ioao733» 

B004  100555* 
S004  140470 
9004090229 
0004220069* 

70-135 
70-135 
NUttEO 
PR 
70-1143 

LADUN.  R    M 
LADUN.R 
LADUN.  R    H 
l.AOEROREN,n 
LAQ1EWSKI-J   S 

8004090231* 
8004100068) 
8004250059* 
HQ0422Q707* 
B004Q10448i> 

50-201         Q 
50-334         0 
50-313        Q 
50-327        S 
50-31B        S 

LAOIEWSKI,  J   S 
LAQIEU3KI,  J   S 
LAQIEH3KI.P   0 
LASIEUSKI,  J   3 
LAQIEWSKI,  J   3 

B0040103SB* 
6004150630* 
B0042S0417* 
9004390377* 
S0042903B8» 

50-3  IB        S 
30-317        S 
50-318         B 
50-317        S 
50-317         S 

LAOIEWSBI,  J   S 
LAGQMARSINO,  R    J 
LAINAS.  0 
LAINAS.O 
LAINAS,  0 

8004290472- 
6004030013 
790SO30084 
790ai0015B 
7910020720 

50-317         S 
50-275        U 
MISC 
MI5C 
11  ISC 

LAINAS,  0 
LAINAS.  0 
LAINAS,  0 
LAMrtCCHIA.P  J 
LAHD,  H   R 

S00402017B 
S004O30107 
S0040/0363 
6004290113= 
8004110460 

50-259        P 
50-368        F 
GEK   TEC    IS 
CONTRACT 
PR 

LANCASTER,  K  F 
LANCASTER,  K   F 
LANCASTER,  K   F 
LANDSMAN,  R    D 
LANCE,  S   L 

6004020333* 
6004090315* 
B0042904B6* 
8004Q40Q79* 
8004220200 

50-302        S 
50-302        S 
,  50-302        6 
50-483        Q 
WASTE   HOT 

LANGE.S   L 
LANOLEY.C 
LANCLAND.R    T 
LANNIMQ,  D   D 
LANTZ,P   H 

G004020046 
B0041O0544* 
6004030002 
B  004310298 
6004150036 

WASTE   MOT 
PR 
NUREG 
NUREQ 
RES 

LANTZ.E 
LANTZ.E 
LARINI.O   J 
LAROCHE.G 
LATHAM.  9  B 

B004  160227* 
60041  60230* 
60043000  19» 
6004300005* 
8004210009* 

50-269        0 
50-269        0 
50-3B7        G 
50-2B9        G 
50-333        Q 

LAUD  Id,  S 

LAUUENHEISER.C 
LAUTZ:ENHEISER,C 
LAUTZENHEISER.C 
LAVERTY.E 

8004150219 
8004040295* 
8004040296* 
3004040301* 
B004160176* 

FOIA 
50-317        Q 
50-317        Q 
90-317       Q 
50-3             II 

LAUSDN.J   D 
LAWSONr  L 
LAHA.  R    M 
LAZA,  R    H 
LAZARUS.  W   J 

80041  BO  120* 
GD041O0331 
B001Q90162 
8004090321 
Q0042  10053* 

50-2B9        H 
50-3B7        Q 
SECY 
SECY 
50-309        Q 

LAID,  a    M 
LEAR,  Q 
LEAS,  J 
LEBOEUF.R   0 
LEE,fl 

B0040S0636 
B004130191 
B0042  10072 
B0041  I04BO 
600^170350* 

50-133        0 
30-339        P 
90-320        C 
PR 
10CFR 

LEE.B 

LE£.E  W  K 
LEE.E  a 
LEE.J  C 
LEE,  D  R 

60042B0493 
6001070173* 
8004260039* 
8004030300 
B0043  10166* 

'   30-320        P 
50-483        Q 
50-454       0 
ACRS 
50-367       Q 

LEECH,  K 
LEIBV,  A  C 

LE1THAUSER.J  A 
LEITHAUSER,  J 
LEITHAUSER.  J  A 

B004  1  50468* 
B0041104BO 
8004  1B0402* 
8004030363 
8004  1  80396 

50-254       9 
PR 
50-155       0 
50-155       0 
50-155       0 

LEITZELL.T   L 
LEM.A 

LEHPOEB.T   E 
LEMPSESiT   E 
L£HPQES,T  E 

B004  1  70250 
8004300033* 
6004110059 
8004100401 
8004010373 

50-372       P 
50-387        G 
90-220        0 
50-320       Q 
30-220        Q 

LEMPOES.T  E 
IEMPOE-S.T  E 
LEMPOES.T  E 
LEMPOES.T  E 
LENAHAH,  J  J 

8004010393 
8004040404 
80040806*12 
8004140406 
8004040430* 

30-220       Q 
50-320       fl 
50-220        Q 
BO-230       R 
50-424       Q 

LENAHAK,  J  J 
LENAMAH,  J   J 
LENAHAN,  J  J 
LEON.  A 
LEONARD,  J 

8004020220* 
8004090392* 
8004240434* 
8004040176 
8004E  10360* 

50-393       0 
50-438       Q 
50-491        Q 
50-367       H 
90-320       H 

AUTHOR 

ACCESSION 
NUMBER 

SUBJECT 
CATEGORY 

LEONARD.  J  U 

6004230445 

30-333 

Q 

LEONARD,  J  D 

8004080417 

50-333 

Q 

LEONARD  ,  J  D 

6004090135 

50-333 

Q 

LEONARD,  J  D 

8004090452 

50-333 

Q 

LEONARD,  J  I) 

800'lOBQ26i» 

50-333 

Q 

LEONARD,  J  D 

8004030373 

50-333 

S 

LEONARD,  J  D 

S004030216 

90-333 

B 

LEONARD.  J  D 

8004070296 

50-333 

R 

LERNER.N  C 

aoo4oao3'io* 

CONTRACT 

LE8H,  L 

B0042201B1* 

30-320 

H 

LESLIE,  R  Q 

BOQ4210329* 

50-275 

0 

LESSOR,  L  C 

B004380574 

50-298 

S 

LESSOR,  L  C 

B004090303 

50-298 

R 

LEVINSQN.C  F 

B004080134* 

FQ1A 

LEVIN,  H  A 

7612060303 

50-10 

P 

LEVINE.  S 

6004020158 

RES 

LEVIN,  C 

7909140279 

11  1  EC 

LEVINE,  S 

6004230300 

HEB 

LEVINE.  M  H 

B0040B0583 

RES 

LEV1NE,  H  H 

6004100594 

RES 

LEYINSON,  J  Q 

8004030025" 

50-3 

M 

LEVIN,  K  F 

6004100027 

50-494 

O 

LEVIN,  K  F 

8004100037 

50-454 

0 

LEVIN,  K  F 

0004100027 

50-454 

O 

LEVrNSON,  J  Q 

80040300  IB* 

50-3 

H 

LEVIN,  S 

8004100561 

REOQD 

LEV1N.H  A 

8004090257 

50-10 

P 

LEVIN,  J  A 

8004010436 

50-334 

0 

LEVINE,  M  M 

6004150473 

RES 

LEVIN,  J  A 

8004390092 

50-334 

T 

LEWIS,  N  D 

8004010345* 

so-soa 

A 

LEWIS,  J  ft 

8004340170* 

70-135 

LEWIS,  R  C 

6004300171* 

30-302 

Q 

LEWIS,  R  C 

8004300158* 

50-302 

Q 

LEWIS,  R  C 

8004040250* 

90-260 

Q 

LEWIS-  R  C 

8004020252* 

50-259 

Q 

LEWIS,  R  C 

8004230249* 

SO-269 

Q 

LEWIS,  ft  C 

8004150079* 

50-321 

Q 

LEWIS,  R  C 

8004100409* 

50-399 

Q 

LEWIS,  R  C 

8004040232 

50-380 

Q 

LEWIS,  R  C 

8004090036* 

50-321 

a 

LEWIS,  R  C 

BOO4300230* 

30-269 

0 

LEWIS,  R  C 

8004150142* 

50-321 

Q 

LEWIS,  R  C 

S004040447* 

30-302 

Q 

LEWIS,  R  C 

B004090345 

50-359 

a 

LEWIS,  R  C 

Q00410017B 

50-333 

0 

LEWIS,  R  C 

8004090405 

30-337 

0 

LEWIS,  R  C 

8004100193 

30-250 

Q 

LEWIS,  R  C 

8004250340* 

50-36? 

a 

LEWIS,  R  C 

80042403B3* 

90-290 

Q 

LEWIS,  R  C 

8004090133 

30-302 

a 

LEWIS,  R  C 

8004340393 

50-33B 

0 

LEWIS,  R  C 

800434040B 

50-2SO 

a 

LEWIS,  R  C 

800431010S 

50-303 

a 

LEWIS,  R  C 

8004380233 

50-333 

Q 

LEWIS.  R  C 

8004020242 

50-2S? 

0 

LEWIS,  R  C 

S004280I19 

50-250 

Q 

LEWIS,  R  C 

8004260134 

90-34B 

0 

LEW  IS,  R  C 

8D0428000S 

SO-395 

Q 

LEWIS,  R  C 

B0042S0150 

50-32S 

Q 

LEWIS,  S  H 

B004020454 

50-312 

G 

LEWIS,  H  C 

B0042BOOS7* 

SO-324 

Q 

LEWIS,  R  C 

B004100395 

50-399 

a 

LEWI8.fi  C 

B00404043? 

50-302 

a 

LEWIS.  R  C 

B0040?0032 

30-321 

a 

LEWIS.  R  C 

B0042B0090 

90-324 

Q 

LEW  IS,  S  H 

8004030110 

50-236 

D 

LEWIS.  H  C 

B0040B0183* 

30-339 

a 

LEWIS,  R  C 

G0040B0178 

50-339 

a 

LEWIS,  S  H 

8004030329 

50-312 

0 

LEWIS,  8  H 

8004010292 

50-313 

0 

LEWIS,  5  H 

aoo<ioao362 

30-312 

0 

LEHTSrS  K 

8004080414 

50-313 

0 

LEWIS,  R  C 

8004230302 

50-369 

Q 

LEWIS,  8  H 

8004080329 

50-312 

0 

LEWIS,  S  R 

6004070330* 

50-269 

B 

LEWIS,  S  H 

8004080322 

50-312 

0 

LEWIS.  5  R 

8004030334* 

50-287 

0 

LEWIS.  R  C 

8004  1  50063 

50-931 

a 

LEWIS,  R  C 

6004190136 

90-321 

a 

LEWIS,  R  C 

6004240371 

50-350 

Q 

LEWIS,  R  C 

6004350330 

50-269 

Q 

LEWI  5,  M  I 

B004250053 

50-369 

Q 

LEWIS,  8  R 

8004060476* 

90-269 

S 

LEWIS,  R  C, 

8004B  10206* 

90-160 

Q 

AUTHOR 

ACCESSION 
NUMBER 

SUBJECT 
CATEGORY 

LEWIS,  S   R 

B004  140233* 

50-207 

B 

LEWIS.  R   C 

0004300143 

50-303 

a 

LEWIS,  S   R 

BOD4220690* 

50-369 

s 

LIAW,  B    D 

B004  150042 

NUREG 

LIAW,  B    D 

B0042BOI03 

TOPREI1 

LIDERMAN,  J 

0004310233 

50-295 

a 

LIBRIZZI.F   P 

B0040  10331 

50-272 

IT 

LIBRIZZI.F   P 

B0040  10333 

50-272 

8 

LIBH1ZZI.F  P 

B0040  10356 

50-273 

B 

LIBRIZZI.F   P 

B004040317 

50-372 

e 

LIBRIZZI.F   P 

B0040B0390 

50-272 

p 

LIBRIZZI.F   P 

6004110492 

50-273 

e 

LlilRlZZl.F   P 

6004080535 

50-272 

B 

LIBRIZZI.F   P 

BOO'H  10497 

50-272 

Q 

LlilRlZZI.F   P 

8004  140320 

30-372 

S 

LIBRIZZI.F   P 

B004  140409 

30-373 

B 

LIBRIZZI.F   P 

B0041  30553 

90-272 

B 

LIBRIZZI.F   P 

6004  170062 

50-373 

P 

LIBRIZZI.F   P 

BQ04230366 

50-272 

P 

LICHTENBEROEFi.H 

BQQ431013B* 

70-1  100 

LICHTENBERGER 

BOQ4340169 

70-1  100 

LICHTENIJEROER.H 

B004210130* 

70-1100 

LICITRA.E   A 

BOQ4040472 

90-31  1 

A 

LICITRA.E   A 

B004  100536 

50-311 

A 

LICITRA,  E   A 

B004  140486 

50-3  1  1 

A 

LICITRA.E   A 

6004140016 

50-275 

A 

LIEBERMAN,  J 

7911050375 

tusc 

LIEOLER.Q   E 

B00402001I* 

50-3H7 

O 

LIEBLER.Q  E 

B0041I02I6 

TQPREP 

LIEDER.C 

B004  100079 

PR 

LIKE,  I 

B004  100011 

PR 

LIKE.  I 

60041004-10 

50-333 

r 

LIN,  V  L 

B004  110500* 

50-272 

a 

LINDBALD.W   J 

B0041B0359 

50-314 

F 

LINDERpF 

0004010106 

50-409 

a 

LINDER.F 

8004190119 

71-6400 

LINDER.F 

B004090369 

50-409 

p 

LINDER.F 

B004140312 

50-407 

p 

LINDER.F 

6004140365 

50-409 

R 

LINDER.F 

B004  130304 

50-407 

P 

LINDER.F 

BQD4  150489 

50-40? 

e 

LINDER.F 

B004220584 

50-409 

B 

LINDER.F 

B0042  10200 

50-407 

G 

LMDER.F 

6004390341 

50-407 

B 

LINDER.F 

6004300456 

90-407 

B 

LINEBAROER.  J  H 

B004170120 

RES 

LINEMAN,  J  J 

6004060607 

40-1  163 

LINEHAtJ,  J   J 

6004070249 

40-0433 

LINEMAN.  J  J 

6004070397 

40-aaoa 

LINENBERQER.O 

6004230095 

50-466 

0 

L1P1NSK1.W   C 

0004000639* 

ACfiB 

LIPINSKIiW   C 

6004040469 

90-20& 

a 

LIPINSKIiW   C 

8004050226 

ACHB 

LIPPOLD.U   J 

B004300079 

71-3B3 

LITTLE,  L   W 

6004220330 

50-2B7 

o 

LITTLE,  H   S 

0004220179* 

50-295 

a 

LITTLE,  H   3 

8004000664 

90-331 

a 

LITTLE,  R 

6004210390* 

30-10 

M 

LITTLE,  L  H 

8004100222 

3Q-3G7 

e 

LITTLE,  L   W 

6004300001 

90-397 

o 

LITVACK,  B  11 

8004090473* 

90-3,93 

H 

LITVACK,  B  M 

6004140104* 

50-443 

H 

LITVACK,  B  M 

6004110139* 

30-4B2 

H 

LITVACK,  B  H 

8004030207 

50-402 

H 

LQCH9TET.W   A 

8004110070 

90-320 

o 

LDCKE.fi   F 

B0041S0003 

30-133 

Q 

LOCKE,  E  U 

0004010472 

90-443 

o 

LOCKE.  R   F 

8004240304 

90-275 

F 

LOGAN,  F 

aoo4iiooi<?» 

SO-  307 

o 

LONERGAN,  0  T 

8004140110 

I&E 

LQNEROAN,  0  T 

B004B20186* 

FOIA 

LONERGAN,  0   T 

6004230196* 

FOIA 

LONEROAN.  0  T 

B0042B0466* 

FOIA 

LONOpF  J 

8004300139* 

30-375 

Q 

LONQ.F  J 

6004070046 

70-143 

LONGSHORE,  M   L 

6004040119 

90-392 

H 

LOOttlB,  J  S 

B004  100946 

REOQD 

UORENZ,  R   A 

6004170336 

NUrtEO 

LOSS,  F  J 

B004290009 

NUJIEQ 

LOVE,  E 

6004100064 

PRM 

LOWE,  A  L. 

6004030473* 

TQPREP 

LOWERRE.R   M, 

6004110361 

90-466 

O 

LOWRV,  L  M 

B004300193 

NUBEO 

LUMB.R  F 

6004090485* 

CONTRACT 

LUNDVALL.A  E 

8004220441 

90-317 

Q 
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AUTHOR 

ACCESSION 
NUMBER 

SUBJECT 
CATECQR' 

i 

LtNDVALL,  A  E 
LUNDVALL.A   E 
LUNDVALL.A   £ 
LUNDVALL.A   E 
LUNDVALL.A   E 

8004090139 
800403031  1 
8004080335 
8004080333* 

8004090243 

50-317 
50-317 
50-317 
50-317 
50-317 

Q 
Q 
0 
Q 
Q 

LUNDVALL,  A   E 
LUNDVALL.  A   E 
LUNDVALL,  A   E 
LUNDVALL.A  C 
LUNDVALL,  A   E 

8004210192 
8004010463 
8004070273 
80040402?! 
8004030463 

50-317 
50-317 
50-317 
50-317 
50-317 

n 

P 
Pi 
Q 
P 

LUNDVALL.A   E 
LUNDVALL.A    E 
LUNDVALL.A   E 
LUNDVALL,  A  E 
LUNER.  C 

8004100S37 
6004170111 
8004  1  70238 
8004280435 
8004030294 

30-317 
N1SC 
50-317 
50-317 
PR 

P 

P 
P 

LUQUE,  N 
LUQUE,  N 
LUQUE,  H 
LUIKEN,  D  C 
LUTKEN.  D  C 

8004020181* 
800402O19Q* 
S004  1  7034O 
80042803761 
BOQ42B0369 

50-449 
50-445 
50-44S 
50-416 
50-416 

H 
H 
H 
K 
K 

LYNCH.  M   D 
LYNCH,  M   D 
LYNXH,  J   X 
LYONS  ,  E 
MACDaWALD,  C   E 

Q004  110345 
60O419QOB4 
8004030307 
8004210373* 
B004Q9022S* 

50-397 
50-367 
F01A 
30-320 
71-9 

A 
A 

H 

MACDONALD,  C   E 
HACDOMALD,  C    E 
MACDQNALD,  C,  E 
HftCDQNALD,  C    E 
MACDDNALD,  C   E 

8004110125 
8004290493 
80Q4Q2036Q 
8004020364* 
8004020373 

71-6144 
71-3 
71-230 
71-2SO 
71-13 

MACDDMALD.  C   E 
HACDONALD,  C   E 
HACDONALD,  C    E 
MACDQHALD,  C   E 
HACDQNALD,  C   E 

8004030380* 
8004010001 
8004040092 
B004070147 
8004070192* 

71-13 

71-9004 
71-9070 
71-24 
71-24 

MACDONALD,  C   E 
MACDQMALD,  C   E 
HACDONALD,  C    E 
MACDONALD,  C   E 
KACDONALD,  C   E 

8004020300 
0004020304 
8004030007 
8004030100 
8004030104 

71-9049 
71-9049 
71-9046 
71-9016 
71-9015 

HACDONALD,  C    E 
HACDONALD,  C    E 
HACDONALD.  C   E 
MACDdMALD.C   E 
HACDDNALD.C   E 

8004030114 
8004030124 
8004040032 
8004040089 
B004040374 

71-9090 
71-5938 

71-8607 
71-9072 
71-230 

HACDQWALD,  C   E 
HACDQWALD.  C   E 
MACDQMALD.  C   E 
MACDONALD.  C   E 
MACDONALD,  C   E 

8004040388 
8004040393 
S004040462 
8004070033 
8004070133 

71-370 
71-133 
71-B939 
71-5998 
71-180 

HACDONALD,  C   E 
HACDQNALD,  C.  E 
HACDONALD,  C   E 
MACDONALD,  C   E 
HACDCWALD.  C   E 

BOQ4030142 
8004040197 
B004040381 
8004040435 
B004040478 

71-9036 
7  1  -5979 
71-9007 
71-6373 
71-63B7 

MACDONALD,  C   E 
HACDONALD,  C   E 
HACDONALD,  C    E 
HACDONALD,  C   E 
HACDONALD,  C   E 

8004070010 
8004070014* 
8004070018 
80040700200 
8004070068 

71-9079 
71-9079 
71-9080 
71-9080 
71-9043 

HACDONALD,  C   E 
HACDDNALD.C   E 
HACDDNALD.C   E 
HACDONALD.  C   E 
HACDDNALD.C   E 

8004080073 
BOQ40B0097* 
8004080107 
B0040B0112* 
8004020274 

71-1019 
71-9019 
71-9089 
71-90B9 
71-379 

HACDONALD.  C   E 
MACDONALD-  C   E 
MACDONALD,  C   E 
KACDONALD,  C,E 
HACDDNALD.C    E 

80040B0203 
6004090201 
8004090203* 
BOQ4090214 
8004090218* 

71-9132 
71-373 
71-373 
71-373 

71-373 

HACDCNALD.  C   E 
HACDONALD.  C   E, 
MACDONALD,  C   E 
HACDONALD,  C   E. 
MACDONALD,  C   E 

8004090222 
0004090226* 
8004090287 
8004090230* 
0004100B70 

71-373 
71-373 
71-163 
71-163 
71-3796 

MACDONALD,  C    E 
MACDONALD,  C   E. 
HACDONALD,  C   E 
MACDONALD,  C    E 
MACDONALD,  C   E 

8004040121 
8004040124* 
BOQ4Q90270 
8004090273* 
8004100239 

71-9O10 

71-9010 
71-377 
71-377 
71-49 

MACDONALD.  C   E 
HACDONALD.  C   E 
MACDONALD,  C   E 
MACDONALD.  C   E 
MACDONALD,  C   E 

8004100243* 
8004100036 
B004  100038* 
B004  100203 
BQ041002QB" 

71-49 
71-9020 
71-9020 
71-B90S 
71-5908 

AUTHOR 

ACCESSION 
NUMHEfi 

SUBJECT 
CATEGQRY 

MACDONflLD.C    E 
HACDONALD,  C    E 
MACDCNALD.C    E 
MACDGNALD.C    E 
MACDQNALD.C    E 

BOO")  100212 
8004100216* 
B0041OO220 
80D410O224* 
B004iOQ228 

7  1  -6272 
71-6272 
71-6574 
71-6574 
71-9073 

MACDQNALD.C    E 
MACDONALD,  C    E 
MACDQNALD.C    E 
MACDQNALD.C    E 
MACDQNALD.C    E 

8004100330* 
8004100250 
8004100254* 
9004100259 
8004100262* 

71-9073 
71-9009 
71-9009 
71-A07B 
71-607B 

MACDQNALD.C    E 
MACDONALD,  C    E 
MACDdNALD.C    E 
MACPONALD.C   E 
MAC  DONALD,  C   E 

3004  180400 
8004090014 
0004090017* 
80041  00  17B 
B004  100200* 

71-252 
71-3BO 
7  1  -380 
7  1  -i679 
71-6679 

MACDONALD,  C    E 
MACDONALD,  C    E 
HACDDNALD,  C    E 
MACDONALD.  C   E 
MACDONALD.,  C    E 

8004  100226 
800410O229* 
B004  100231 
B00410O236* 
B004  100329 

71-97 
71-97 
71-96 
71-96 
71-273 

MACDGNALD-C    E 
MACDQNALD.  C    E 
MACDQNALD.C    E 
MACDONALD.  C    E 
MACDONALD.  C    E 

8004100332* 
BOO-4  100336 
8004100341* 
8004100346 
800410D349* 

71-273 
71-116 
71-116 
71-367 
71-367 

HACDONALD.  C   E 
MACDONALD,  C    E 
MACDONALD.  C   E 
MACDONALD,  C    E 
MACDONALD.  C   E 

8D0421O418 
80Q42BQ307 
B004.2BO314* 
B0042I0019 
8004210021* 

71-6375 
71-5395 
71-5395 
71-9142 
71-9142 

MACHAMER.G  E 
MACKIN,  J  L, 
MACRAE,  C    F 
MAttDEN.  H 
MADDEN.  U 

BOO  4300  066* 
B00402O196 
8004290052 
B004230059* 
B004310330* 

30-3B7         S 
WASTE   MOT 
NUREO 
90-313         Q 
90-219         Q 

MADDEN.  W 
MADDEN,  W 
MADISON.  H   n 
MADISON,  M  R 
MADSEN.O   L 

8004150193* 
8004280632 
8004170211* 
8004-170212* 
8004O9O151 

70-371 
30-320         3 
50-33B         R 
50-33B         R 
50-313         0 

MAD-SEN,  0   L 
MADSEN,  Q  L 
MADSEN.O  L 
MADSEN.O  L 
MADSEN.  0  L 

BOO  4  040  S  52 
8004100315 
BOD4080691 
8004040128 
8004080600 

30-283         0 
30-313         0 
50-383         Q 
50-267         0 
50-267         Q 

MADSEN.O  L 
MADSEN.O   L 
MADSEN.O   L 
MADSEN.O  L 
MADSEN.O  L 

8004  080402* 
80040400B? 
0004030246 
8004210173 
8004210443* 

50-267         Q 
50-313         Q 
30-29B         Q 
90-445         0 
50-443        0 

MADSEN,  0  L 
HADBEN.G  L 
MADSEN.  &  L 
MADSEN,  0  L 
MADSEN,  0 

800-1090143 
B0042102I1 
8004210432 
8004070113 
B004280057* 

50-313         0 
SO-H9B         0 
30-449         O 
30-36B         O 
SO-3B4         O 

MADSEN.O  L 
MADBEN.  0  L 
MADSEN.O   L 
MADSEN,  D  8 
MADSEN.O  L 

8004070033 
800-1070036* 
0004  240306 
80043000B7 
B004310163 

90-285         0 
50-2B3         Q 
30-313         P 

/ 

MADBEM,  Q  L 
MADSEN,  0  L 
MAOAR,  T,  R 
MAORQW,  R  A 
MAC-ROW,  R 

B004290005 
B004290O11* 
8004220284* 
B004O30337* 
B004150513* 

MAJOR,  R 
MAJOR,  R  K 
MAKIPENTTI,  I 
MALARO,  J  C 
MALARO.J  C 

8004100375 
800410050B 
8Q04SS0009 
8004220491* 
8004S2048B* 

MALINAUBKAS.A 
MALLQRY, 
MALKROS,  H   H 
MALHROS,  H,  H 
MALONEY,  0,  P 

8004170336 
B004220274 
S0041B03P7 
S001BBOOS7 
8004030204 

MALONEV.O  P 
hALONEY.G   P 
HALONEV.O  P 
MALONEY.  0  P 
MANCINI.  A,  J 

8004080320 
B004O30334 
B004O80367 
B004OB0304 
8004020064 

MANCUSQ,  F 
HANDLER,  J    U 
MANFRED,  K   H 
HANOU8I,  J 
MANN.M  M 

8004100443 
80040B0242 
8004B10406 
8004180093 
B004OBOO99 

AUTHOR 

ACCESSION 
NUMBER 

BU&JGC 
CATEGOI 

MANN,  D    L 
MANRY.  M 
MANRY,  M 
MrtNRV,  M 
MANRY,  H 

SQ04090463 
B0041  50454 
BQQ1020343 
B004020361 
0004010474 

PR 
9O-366 
50-a6d> 
30  -366 
50-321 

MANRY,  M 
MANRY,  M 
MANRY,  M 
MANRV,  M 
MANRY.  M 

800402031  5 
0004020325 
8004020429 
BOD4  150425 
300407O31  4 

50-264, 
30-366 
50-366 
50-366 
50-366 

I1ANRY.  M 
MANRY,  M 
MANRY,  M 
MANRY,  M 
MANRY,  M 

B004020354 
B0040  10321 
&004150410, 
B00404Q42? 
B00404041A 

50-321 
50-321 
50-366 
50-366 
50-321 

MANRY,  M 
MANRY.  M 
MANRY,  M 
MANRY.  M 
MANRY,  M 

60040702B1 
600,1110472 
6004110479 
B00415Q451 
8004150476 

90-321 
50-366 
50-366 
50-3AA 
50-366 

MANRY,  M 
MANRV.  M 
MANRY,  M 
HANDY,  M 
MrtNRY,  H 

B004150562 
B  004280531 
B0011503B3 
B0041503BB 
B004  150393 

50-366 
50-366 
90-346 
50-321 
50-366 

MANRY,  M 
MANRY,  M 
KANRY,  M 
MANRY,  M 
MANRY,  M 

Q004  150399 
9004220615 
0004220620 
BOO'1220663 
0O04220713 

90-321 
50-366 
50-366 
50-366 
50-321 

MANRY.  M 
MANRY.  M 
MANRY,  M 
MANRY,  M 
MANRY,  M 

8004220720 
QD04220664 
B00422065S 
000422067S 
00042206B9 

50-366 
50-364, 
50-34,6 
50-321 

50-321 

MANRY,  M 
HANHY,  M 
HA  NOV.  M 
HANRY.  Ml 
HANRYj  M 

B004220705 
BO0422070i 
S004S2072A 
8004280416 
S004280441 

50-366 
50-366 
50-366 
50-366 
50-366 

MANRY.,  M 
HANKY,  M 
MANSER, W   C 
MANSER, W   C 
MANSER, W   C 

MANSER.  (J  C 
MANSER,  N  C 
MANSER,  M  C 
HARCHAND.il 
HARCHAL, J 

MAfiCHl ,  11  L 
MARCUS,  O  F 
MARKOUSKI.R    5 
MARKDWBKI.R    S 
MrtRKUDRTH.  A    J 

HAROTTA.C  R 
HAHOTTA. C  R 
MAflRC 


H004280370 

0004230583 

ao04090237» 

00041B0482 

0004180143 

000404004  1« 


0004090235* 
8004020430* 
B0041B0229 

Q00422064QH 


0001300244* 
B0042I0071- 
0004300192 

B004160221* 
B004160224> 


30-303 
90-456 
50-244 
50-244 
NUBEO 

50-269 
50-269 


428 


PERSONAL  AUTHOR  INDEX 


AUTHCft 

AC  CESS  I  QW 
NUMBER 

SUBJECT 
CATEGORY 

MARTIN.  U   G 

E004210212" 

50-247 

0 

MARTIN,  T   -J 

8&0410O157* 

50-354 

Q 

MARTIN,  W   C 

fiQO'iioooao 

70-364 

MARTIN,  U   G 

eooiosctf'is* 

70-135 

MARTI  Hi.  T    -J 

60Q41CO&13* 

50-311 

S 

HARTIMhW   G 

OQ04100026 

70-020 

MARTIIJ.R    l> 

6004240390* 

50-230 

Q 

MARTIN,  R    D 

6004350357-" 

50-269 

Q 

HART  IN,  T    T 

0004210053* 

50-309 

Q 

MAflTIN,  H    0 

SO0421G104" 

70-37  L 

MARTIN.H    & 

80O1250O51" 

50-213 

0 

MAHTIH.  T    T 

B00416Q153- 

50-273 

Q 

MARTIN.  R    D 

90010901  63* 

50-302 

Q 

MARTIN.  T    T 

aOQ4210I02> 

30-320 

Q 

MARTIN,  U    G 

9004210326 

50-219 

Q 

MARTIN,  W    G 

8004150187 

70-371 

MARTINSON,  Z    R 

6004  J  50056 

RES 

MARTIN 

aQ04OBOH1« 

50-354 

S 

MARTIN,  W    G 

9004230120 

50-309 

0 

MARTIN,  T    T 

aOQ4O9O473» 

5Q-293 

0 

MARTIN,  U    G 

0001090200- 

50-1B4 

O 

MARTIN.  W    G 

BOO42  10099 

70-371 

MARTIN,  W    a 

H001220025 

70-371 

MARTIN,  R    D 

3001200241" 

50-335 

G 

MARTIfl.W    G 

8004090191 

50-1B4 

0 

MARTIN,  R    D 

6G042BO1250 

50-350 

0 

MARTIN.  W    0 

BQ0409020S 

SO-201 

Q 

MARTIN.  W    & 

6004Q9C373 

70-133 

MARTIN.U   0 

6004100  1  97 

70-135 

MARTIN,  T    J 

G0042BO174* 

50-354 

E 

MARTIN,  U   C 

aoo4oao33'i 

70-133 

MARTIN,  W   C 

8C041O0165 

70-33 

MARTINLF? 

B004O90051 

50-335 

S 

MARTIN,  T   0 

S004250224 

50-354 

0 

MARTIN,  W   D 

8OO421021Q 

50-247 

Q 

IW1TIN,  W 

B0042S0632 

50-320 

S 

MARTIN,  U   0 

B0042S0051 

50-213 

0 

MARTIN,  W 

B00430O552 

SQ-293 

B 

MARX,  B    J 

0004130366 

50-271 

n 

MASNIK.M   T 

Q004030163* 

50-273 

p 

MABNIK.M    T 

8OQ43006OO» 

50-272 

0 

WASSEY,  M   E 

8004140470 

MJREG 

MASBE.R    E 

B00104Q444* 

SO-3IS 

0 

MASSE,  R 

B00404O299* 

50-315 

0 

MA6SIE,  H   W 

800-1240152 

RES 

KASS3E.H   W 

B004  1  50008 

RES 

MASTER,  M 

B001210403" 

50-320 

H 

MA.THEHS,  E   n 

SQ04IQO4O5 

50-309 

Q 

MATHEHS,E   R 

9004060157 

SO-  305 

e 

MATHEWS.E   n 

90040B0337 

50-303 

p 

HATHEHSi  E   R 

3004150354 

50-305 

R 

MATHEUE,  E   R 

80041  5O524 

50-305 

S 

HATHEWS,  E   R 

3004150561 

50-305 

S 

E1ATHEUS,  E   R 

800417001B 

5-0-305 

p 

MATHEUS,  E   fi 

8004130426 

50-305 

p 

MA  THEWS,  E   R 

8004190479 

30-305 

p 

MATHEUS,  E   H 

8004230736 

5O-303 

p 

MA  THEWS,  E   R 

8004310337 

5G-30S 

p 

MATHEIJS.E   R 

8004220642 

90-303 

S 

MATHFUR    F    0 

c"""""*"304 

5O-309 

S 

AUTHOR 

ACCESSION 
IJUIIBEFt 

SUBJECT 
CATEQORY 

MATT!  A,  M    J 
I1ATT1MOE,  J    J 
I1ATT!A,M    J 
MATTII1DE,  J   J 
IIATT1A.M    J 

60042101  19» 
80043O0433B 
8004  100  194* 
8004070312 
BOQ4Q3QQ14B 

CONTRACT 
5O-313        0 
CONTRACT 
SO-312         S 
CONTRACT 

MATT!  A,  M    J 
MATT!A,M   J 
MATT  1HOE,  J   J 
MATTIKOE,  J   0 
HATTIMCE,  J   J 

6004100342* 
eo040BOi!0« 
BQ04I  40397 
B004  150439 
B004210239 

CONTRACT 
CONTRACT 
50-312         S 
50-312        P 
50-312        S 

I1ATTIMOE,  J    J 
MATTIMDE,  J    J 
MATTIMGE,  J    J 

HATTIHOE:.  j  j 

MATTHMOE,  J   J 

8004160234 
B004290495 
80042103U 
0004220569 
8004220709 

50-312         P 
50-313         3 
50-312         P 
50-312         P 
50-312         P 

HATTINOE,  J   J 
MATTIMDE,  J   J 
MUTTJMOE,  J   J 
I1ATTIMOE,  J   J 
MATTIMOE,  J   J 

B00423049S 
BQQ4290339 
B0042B052B 
B004290454 
B004300421 

50-3121         P 
50-312         P 
50-312        F 
50-312        S 
50-312        S 

IIATTIA^M   J 
MATTSON,  ft 
HATTSON,  R   J 
HATTSGN,  R   J 
I1ATTSQN,  R   J 

B004030044* 
7908190559 
S0041O0530" 
S004020476 
3004210393 

CONTRACT 
30-35B        H 
5O-32O         0 
50-320         P 
50-320         H 

MATTSON,  R    J 
MAUGANS,  £   H 
HAUGANS,  £   H 
MAURA,  F 
MAURO,J   J 

8004240141 
6004  150471 
6004280396* 
8004300032* 

eoo4ioo5aa 

REVIEW   GRP 
50-346         I 
50-346         I 
30-336         Q 
PR 

MAYER,  L    D 
MflVER.L    0 
MrtVER,L   0 
MAVER,  U   0 
MAVEH.L   0 

8004040319 
8004010452 
B004Q&0225 
B0040  90223 
D0040B050B 

50-263         P 
50-263         B 
50-2B2         F 
50-263         F 
50-363         F 

MAYEH,  L   0 
MAYER,  L   0 
MAYEH,  L   D 
MAYER,  L   G 
MflYER,L   0 

3004090363 
3004090373 
8004080478 
80040S0479 
6004150S43 

50-263         F 
30-263         P 
50-282         8 
90-263         F 
50-263         8 

MAV£R,  L   D 
HAVER,  L   0 
MAYER,  L   0 
MAYER,  L   0 
MAYER,  L   0 

6004140390 
B004140435 
G004140339 
8001140431 
&004150401 

50-263         B 
SO-2B2         6 
SO-2B2         R 
50-263         S 
50-263         R 

HAVER,  L   0 
MAVEft,  t,   0 
MAVER,  L   0 
MAYER,  L   0 
MAYEH,L   0 

B004S5O5B7 
BOD41  70036 
B0041B0357 
B004  150339 

aoo4iao3ao 

50-2B2         S 
SO  -262         F 
30-363         F 
50-282         P 
50-306         8 

MAVER,  L   0 
HAVER,  L   0 
HAVER,  L   0 
MAVER,  U   0 
HAYER  ,  L   D 

50041B046B 
BOQ4teO341 
B0041BO296 
B00423035B 
B00423D4BO 

50-363         3 
30-282         P 
50-306         Q 
50-282         3 
50-292         Q 

MAVER,  L   0 
HAVES,  J 
MAVB.  S   E 
HCftRTKUH,  T  C 
MCC6BE.  E  C 

&0042QD547 
8004250399* 
Q004090066 
9004090195* 
80040401  77« 

50-283         P 
50-10            H 
RES 
50-338         Q 
50-334        Q 

MCCABE,E  C 
MCCABE.E   C 
KCCALL  I  STER,  P 
MCCARTHY,  E 
MCCARTHY,  E  A 

GOO'H7O309B 
9001liOl91» 
3004220553 
8004080166 
BO  04  070  069 

50-334        Q 
SO-377         0 
50-329         A 
State    Prog 
State    Prog 

MCCARTHY,  E 
KCCLAIN.C    H 
MCCLINTQCK.n    D 
HCCUNTOCK,R   0 
MCCLINTOCK.R   0 

S0040200B9 
3004240432- 
G00421005SO 
B004ISO511 
7909E90207* 

State   Prog 
50-219        R 
FOIA 
70-696 
FQIA 

MCCLINTOCK.R 
HCCLINTOCK,  R    0 
MCCLINTOCK.fi   0 
MCCUINTOCK.R    0 
MCCLINTOC«,R    0 

S0042tO033» 
8004210057- 
B00407OI04" 
B0040901S2 
S0040B02309 

FOIA 
FOIA 
40-6339 
70-47 
70-22S4 

MCCLINTDCK.n  0 
MCCLINTCCK.R  a 
MCCUIWTOC^.R    D 
HCCLINTOCK,R   0 
MCCLINTOCK.R   0 

8004150183 
BQ0416O156* 
B004S10012 
B004  160079 
8004070069 

70-10B9 
7Q-12&1 
70-2363 
40-22B6 
40-6329 

MCCLINTDCK.,  R   0 
MCCLUNO,  R    H 
MCCOLLAM,  W 
MCCOLLAM,  H 
MCCOLLOUGH,P    H 

3004030199 
900428004B 
600410(1513* 
B0040B024S 
B00417O202 

70-225* 
NUREO 
COMMISSION 
PR 
PR 

AUTHOR 

ACCESSION 
NUMBER 

SUDJECT 
CATECOSi 

f 

MCCOQL,  U    B 
MCCODL.1J    D 
HCCOOL.W    B 
MCCOOL,W   D 
MCCORKLE,  0 

8004080208* 
B0040S01B4* 
80040B0179» 
B0040B0120* 
60042401  27« 

FOIA 
FOCA 
FOIA 
FDXrt 
7Q-LCV9 

MCCORKLE.G   W 
MCCORKLE,  0   U 
MCCORKLE,  0   W 
MCCORKLE.G   W 
MCCORKLE,  G   W 

B004240114* 
B004160002 
B004230197 
8004240222 
B004020I47 

70-133 
70-0 

70-1739 
50-244 
70-H/06 

P 

MCCOHKLE,  G   W 
MCCORKLE.  0   W 
MCCORKLE,  0   H 
MCCQRKLE,  0   W 
MCCGRKLE,  G   W 

B004090040 
6004070065 
BOO4160003 
B004240247 
B004040473 

70-lHOD 
7O-B2-1 
7O-E322 
7O-3-J78 
7O-2333 

MCCRACKEN.K    IV 
MCCRARV,  D   L 
MCCUTCHAM,  D    A 
MCDADE,  J   K 
MCDEHMOTT,  R    J 

8004010372 
8004250390 
BOD4  110496 
B0040BOaiBa 
6004040403« 

50-34B 

50-321 
PR 
50-3H7 
71-33 

? 
P 

U 

MCDERMOTT.R    J 
MCDIARMID.  R   C 
MCDIARMID,  R   C 
MCDIARMID,  R    C 
MCDONALD,  D   D 

8001040398 
B004G9036S* 
8004090368* 
B004090363 
B004090362 

71-35 
3O-4K, 

SO-416 
50~41ft 
FDI/S 

H 
H 

H 

MCDONALD.  D  D 
MCDOWELL-HOVER 
MCDUFFIE.M   A 
MCDUFFIE.M   A 
MCDUFFIE.M  A 

8004290173 
B0041600Sa 
8004080451 
0004220451 
8004230328 

FOIA. 
RGB 
50-400 
5O-400 
5O-400 

A 
A 
A 

MCFARLAND,  C    R 
MCFASLAND,  C    R 
MCGARRY,  J   M 
MCQARRY,  J   M 
MCGARRY,  J   M 

B004020WD« 
80042  102471 
S004090331 
8004110133 
S001110153 

SO-424 
SO-413 
Ptl 
7  O-  2633 
7O-2623 

0 

a 

MCOARRY,  J   M 
MCOARRV,  J   M 
MCQAUGHY,  R   M 
MCGAUGHV,  R  W 
MCOAUOHV,  R   U 

8004230012 
8004230012 
7818110391* 
80042301  14* 
8004100111* 

70-3623 
7O-at31 

SO-3H7 
SO-33J 
5O-3U7 

a 
a 
a 

MCGAUGHV,  H    k 
MCOAUOHV.fi    W 
MCOAUGHY.R    W 
MCQAUGHY,  R   H 
MCOAUGHV,  R   U 

8004100168« 
6001300309" 
800409044  1* 
8004090473* 
8004100040* 

SO-3&4 
SO-4IC- 
SO-4flJ 

so-aw 

5Q-4fl'l 

a 
a 

0 

a 
a 

MCGAUOHY,  R  H 
MCQAUGHY.  J 
MCGINIJEBB,  J 
MCGONNAGLE,  W 
MCGOVERN,  G 

0004210011* 
8004230322 
79092903O7" 
B001220037* 
8001090311* 

SO-42H 
SO  -4  1ft 
FOIA 
FOIA 
40-1341 

0 
0 

MCGHATH.  E   J 
MCGRANERY,  J   P 
MCORIFF,  J   M 
MCQRIFF.J   M 
MCOUIRE.  D   R 

8004300215 
S004  1  90329 
8004150533* 
B004290S19* 
8004300135* 

UABU    HST 
BO-244 
5O-327 
SO-3H7 

SO-37S 

p 

Q 
B 

a 

MCOUIRE,  W   F 
MCGUIfiE,  P    J 
MCQUIRE.P    J 
MCGUIRE,  P    J 
MCQUIRE,  P    J 

8004010242 
6004150576 
0004140310 
B004  110337 
8004170184 

BO--l6b 

ao-a-Ja 

SO-S13 
30-293 
9O-293 

A 

e 
p 

B 
B 

MCGUIHE.  P    J 
MCGUIRE,  P    J 
MGOUIRE,  P   J 
MCGURBEN.H  J 
MCHENRY,  T  J 

6004230497 
8004220624 
8004210239 
S004  1  7024Q 
8004100133* 

90-29J 
90-29.1 
5O-H93 
30-303 
50-333 

ft 
Q 
D 
0 

a 

MCINTOBH,  W  G 
MCKEOWN.L  M 
MCKEOWN,  L 
MCKINLEY.  J  C 
MCLOUGHLIN.M   T 

8004220342* 
8004090321" 
8004300552 
8001040261 
6004150588* 

70-2633 
5O-2OI 
50-293 
9O-<t09 
5O-293 

a 

0 
G 

B 

MCLOUD,  D  0 
MCLOUOHLIN.M  T 
MCLOUQHLINiM   T 
MCLOUSHLIN,  M  T 
MCLOUQHLIH,  M   T 

8004E90406* 
6004140342* 
B004170m» 
6004210292* 
8004220631* 

90-32  f 
30-S93 
SO-S93 
30-393 

5O-S93 

a 

B 
B 
B 
B 

MCMdRMACK.  M 
MCNAMARAiA  E 
MCNEER,  C 
MCNEER,  C   8 
MCNEIL,  W  M 

8004030343 
8004150384* 
S004390423" 
6004110491 
8004040361* 

PR 
50-244 

5O-S6i 
PR 
OA'999 

R 
I 

MC03CAR.J  J 
MCOBCAR,J  J 
MCPHILLIPS,  J 
MCRAE,C  M 
MECCA,  J  E 

B0040B0430* 
800  4O  90441* 
S004250064 
8004100033" 
S004030351 

5O-213 
SO-44.3 
7O-2909 
CONTRACT 
PR 

a 

0 

PERSONAL  AUTHOR  INDEX 
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AUTHOR 

ACCESSION 
NUMBER 

SUBJECT 
CATEGORY 

HECH.S  j 

MEEKS,  M 
MEIERAN,  H  D 
MEISS,  R  L 
MEISS,R  L 

9004110040 
B004040266 
B00417O329 
8004030317 
B00404005B 

NUREQ 
30-356    C 
MUREG 
PROJ 
PROJ 

MELLON,  K 
MENCZER,  U  B 
MENCZER,  W  B 
MENCZER,  W  B 
MENCZER,  W  B 

8004220570 
8004040435 
BOQ407Q003 
B004100523 
B0041Q0529 

50-204    P 
CONTRACT 
CONTRACT 
CONTRACT 
CONTRACT 

MERCURI,  d 
HERD  ITT,  D 
MERRILL,  D  K 
MERSON,  S  D 
HERSOH,  B  D 

8004030156" 
3004090271 
8004300057* 
S004250407* 
8004250406 

30-330    H 
PR 
50-387    0 
50-317   R 
50-317    R 

MESMERINGER,  J 
MEBSITT.  B  R 
MESS  ITT,  B  R 
METZCER.J  R 
MEYER,  K 

8004170035B 
6004040452* 
8004240413" 
S004220174* 
8004040113 

TOPREP 
50-302    Q 
50-2SO    Q 
FOIA 
50-331    P 

MICHEL,  C  J 
MrCHEL.C  J 
MICHEL,  C  J 
MICHEL,  C  J 
MICHEL,  C  J 

E004220133 
B004070422 
B004300003 
6004140034 
B00421019B 

70-143 
70-143 
70-143 
71-249 
70-143 

MI  DURA,  H  J 
MI  DURA,  H  J 
MIDURA.  H  J 
HILHISEn.fi  J 
MILHI6ER.R  J 

B0042B022S 
8004150386 
BOQ42904B9 
B004010347» 
0004070310* 

90-272    S 
50-272   R 
50-272    R 
30-383    S 
50-362    B 

MILHIBER.R  J 
MILH1SER.R  J 
MILLER,  J  H 
MILLER.  M  E 
MILLER,  T  D 

8004230352* 
80042BO605" 
8004010189" 
8004020132" 
8004140034* 

SO-3B2    8 
50-302    S 
70-1308 
50-445   M 
OA999 

MILLER.  D  E 
MILLER,  T  D 
M1LLER.D  E 
(1ILLER.T  D 
MILLER,  M  J 

8004070174* 
8004140020* 
8004090327* 
6004  1400  IS* 
80Q4QBQ559 

50-373   Q 
QA999 
50-2      Q 
QA999 
30-445   M 

MILLER.  H  0 
MILLER,  U  0 
MILLER.  H  0 
MILLER.H  L 
MILLER.  H  J 

B0040S04SO 
6004070209 
6004070230 
6004080101 
B004070428 

30-155   P 
TOPREP 
50-155   P 
90-369   B 
40-1341 

MILLER.  U  0 
MILLER.  U  0 
MILLER.N  Q 
MILLER.M  E 
MILLER.U  Q 

B004070035 
6004070190 
B0040B0332 
0004090062 
8004140)13 

TQPREP 
TOPREP 
T6PREP 
30-344   0 
TDPREP 

MILLER.W  0 
MILLER,  M  D 
MILLER,  M  D 
M1LLER,H  J 
MILLER,  H  E 

8004140012 
8004090334 
8004100095 
8004310416 
B00409044S 

30-568   A 
40-8723 
70-1113 
WASTE  HOT 
SQ-454   0 

MILLER.  H  E 
MILLER.  U  0 
MILLER,  U  0 
MILLER.  U  D 
MILLER.U  0 

BOQ40B0424* 
80041  10560 
8004170178 
6004210113 
8004170167 

50-445   M 
70-1237 

50-316   P 
50-286   P 
70-130B 

MILLER.  U  0 
MILLER.U  0 
MILLER.U  Q 
MILLER.U  D 
MILLER.U  P 

9004210005 
6004210023 
8004230042 
B004210043 
B004220788 

50-344   P 
30-2B2   P 
50-346    P 
30-271   P 
50-313    P 

MILLER,  M  I 
MILLER,  H  I 
MlLLEfi,M  E 
MIU.ER.H  0 
MILLER,  L  K 

8004220334 
B004220334 
8004150173 
8004290099 
8004190389* 

50-336    0 
50-3S6   0 
PROJ 
30-29    P 
90-27S    R 

MILLER.  H  E 
MILLSAP.W  J 
MILLS.L  M 

MILLS,  L,M 
MILLS,  L  M 

8004170391 
8004040136* 
B004  100493* 
8004040101* 
8004QS0349i> 

30-443   M 
70-27 
50-566   Q 
30-239   G 
50-259   0 

M1LLBAP,  W  J 
MILLS,  L  M 
MILLS,  L  M 
MILLS,  L,  H 
M1LL9.L  M 

8004090302* 
6004090  1AO 
8004030207 
S004E80490 
8004280496* 

70-1E01 
PR 
40-1341 
50-327   8 
50-327   9 

MILLS,  L  M 
MILLS,  L.  M 

MILLS,  L  M 
MILLS.  L  M 
MILLS,  L  M 

8004210188M 
S004300474* 
8004100364 
800431  01  78 
8004020193 

30-553   Q 
90-390   0 
30-239   0 
80-259   Q 
50-333   A 

AUTHOR 

ACCESSION 
NUMBER 

SUBJECT 
CATEGORY 

HILLS,  L  M 

8004300O96* 

50-566 

0 

MILLS,  L  M 

B004010330 

NUREO 

HILLS,  L  M 

B0040  10408 

30-337 

P 

HILLS,  L  M 

8004020395 

50-438 

S 

HILLS,  L  M 

B0042B0001 

50-259 

a 

HILLS,  L  M 

B0043B0056 

40-1341 

HILLS,  L  M 

B004010374 

50-327 

a 

HILLS,  L  11 

B0041603B4 

30-327 

s 

HILLS,  L  M 

B004020414 

50-438 

s 

HILLS,  L  M 

B004020431 

50-438 

s 

HILLS,  L  M 

S00402044O 

50-327 

s 

MILLS,  L  M 

B004040377 

30-438 

s 

MILLS,  L  M 

Q004020312 

50-327 

s 

MILLS,  L  M 

S004020417 

50-438 

s 

MILLS,  L  M 

S0041S0106 

50-326 

0 

MILLS,  L  M 

8004160216 

50-518 

s 

MILLS,  L  M 

9004  160291 

50-43B 

s 

MILLS,  L  M 

B004  160296* 

50-43B 

s 

I1ILL6.  6  D 

B004  100334 

50-387 

0 

HILLS,  1.  M 

8004070360 

TOPREP 

HILLS,  L  M 

B0040B0553 

50-593 

A 

MILLS,  L  M 

B004150413 

50-390 

B 

MILLS,  L  M 

B004  130437 

50-390 

S 

MILLS,  L  M 

S004090P28 

50-337 

P 

MILLS,  L  M 

8004  11  01  86 

50-327 

F 

MILLS,  L  M 

8004150414 

50-518 

S 

MILLS.  L  M 

8004130465 

50-353 

S 

MILLS  L  M 

8004280453 

50-328 

S 

MILLS,  L  M 

8004140386 

GEN  TEC 

IS 

MILLS.  L  M 

8004150423 

50-339 

P 

MILLS,  L  M 

80041  505B7 

50-359 

P 

MILLS.  L  M 

8004280170 

50-299 

Q 

MILLS.  L  M 

B0042B0432 

50-439 

S 

MILLS.  L  K 

80042B0937 

50-390 

s 

MILLS,  L  M 

B004  140327 

50-337 

P 

MILLS.  L  M 

80042B0536 

50-390 

s 

HILLS,  L  M 

B0041S0377 

30-390 

s 

MILLS,  L  M 

8004180381" 

30-390 

s 

MILLS,  L  M 

80042S054B 

50-390 

8 

MILLS,  L  M 

8004290513 

71-227 

MILLS,  L  H 

B00415060S 

30-327 

P 

MILLS.  L  H 

B004  170026 

50-337 

8 

HILLS,  L  M 

8004170065 

50-327 

K 

MILLS,  L  M 

6004180365 

50-328 

8 

MILLO,  L  M 

B0041S0444 

30-390 

S 

MILLS,  L  M 

8004310202 

50-327 

P 

MILLS,  L  M 

8004230506 

50-259 

P 

MILLS.  L  M 

9004280308 

30-390 

S 

MILLS,  L  M 

8004170069 

50-327 

P 

MILLS,  L  M 

6004170213 

50-390 

A 

MILLS,  L  H 

8004180356 

50-5S3 

A 

MILLS.  L  M 

0004220724 

50-510 

B 

MILLS,  C  M 

8004260503 

50-318 

S 

MILLS.  L  M 

B0042B0505" 

30-318 

3 

HILLS,  L  M 

8004170134 

30-327 

P 

HILLS,  L  M 

6004170148 

50-327 

P 

HILLS,  L  M 

8004170329 

50-337 

F 

MILLS,  L  M 

6004220340 

30-239 

P 

MILLS,  L  M 

8004320420 

30-433 

8 

MILLS,  L  M 

B004220323 

SO-259 

P 

MILLS.  L  M 

8004230347 

50-353 

Q 

MILLS,  L  M 

8004260308 

50-566 

R 

MILLS.  L  M 

8004220941 

50-438 

6 

MILLS,  L  M 

8004260438 

50-438 

S 

MILLS.  L  M 

8004230380 

50-436 

S 

MILLS,  L  M 

6004230503 

50-438 

B 

MILLS.  L  M 

B004230927 

30-43B 

B 

MILLS,  L  M 

80042403B6 

50-436 

B 

MILLS,  L  M 

80042B0516 

50-438 

S 

HILLS,  L  M 

6D0424040S 

50-39O 

S 

MILLS,  L  M 

8004250374 

50-366 

S 

MILLS,  L  M 

6004250380 

90-438 

B 

MILLS,  L  M 

8004230409 

50-366 

Q 

MILLS.  L  M 

80042304  1  3 

50-390 

S 

MILLS.  L  M 

8004350431 

50-556 

S 

MILLS.  L  M 

8004280229 

30-327 

P 

MILLS,  L  M 

8004290453 

50-390 

A 

MILLS,  L  M 

8004290346 

50-328 

5 

MILLS,  L  M 

B004290379 

30-259 

Q 

MILLS,  L  M 

6004290290 

50-327 

P 

MILLS.  L  M 

8004290296 

30-390 

S 

MILLS,  L  M 

8004290329 

50-323 

S 

MILLS,  L  M 

8004290400 

50-327 

0 

MILLS,  L  M 

8004390453 

50-338 

s 

MILLS,  L  M 

8004300341 

50-327 

P 

AUTHOR 

ACCESSION 
NUMBER 

SUBJECT 
CATEGORY 

MILLS,  L    11 

8004300390 

SO-91B 

S 

I1INECK,  D    L 

BOQ40301&0 

30-331 

R 

MI  NECK,  D    L 

0004070E52 

50-331 

fl 

MINECK,  D    L 

80040404  OO 

SD-331 

S 

MINECK,  D    L 

80040805  IB 

50-331 

3 

Ml  NECK,  D    L 

60040BO&05 

50-331 

S 

HI  NECK,  D    L 

B0041  30340 

50-331 

B 

MINECK,  D    L 

aOO'10901'17 

5O-331 

S 

MINECK,  D    L 

8004140363 

50-331 

S 

MIMECK,  D    L 

BOOflHOflSO 

50-336 

B 

MINECK,  D    L 

QOD4220389 

50-331 

H 

MINECK,  D    L 

S004330344 

50-331 

n 

M1NOGUE.  R    II 

80040902=?? 

SECY 

MINOOUE,  R    B 

0004290072 

SECY 

HINOOUE,  R    a 

8004150234 

PR 

H1NQGUE.F1     B 

B004B30130* 

SECY 

HINTZER,  D 

BOQ'!07QOQ'7!t 

CONTRACT 

HIRHAN,  J    K 

BOO'1220J30« 

F01A 

M1SHIMA,  J 

B004040270 

RES 

M1BHKIN,  B 

B004300606' 

COMMISSION 

HITCHELL.  D    Q 

800433041  IB 

50-2B9 

s 

HITCHELL.  D    G 

0001230^3* 

90-289 

It 

HITTLiR    L 

8004Q1043B 

90-311 

A 

HITTL.R    L 

B0040104fl3 

50-311 

A 

MITTL.R    L 

Q0040  10447 

50-31  1 

0 

MITTL,R    L 

8004010449 

50-31  1 

A 

H1TTL,  R    L 

B0040104S3 

50-31  1 

A 

H1TTL.R    L 

B004070230 

50-311 

rt 

HITTL.R    L 

B004040313 

5O-3  1  1 

A 

MITTL.R    L 

00040402B3 

50-3!  1 

A 

MITTL,R    L 

6004110305 

50-311 

ft 

HITTL.R    L 

8004110431 

50-311 

A 

MITTL.R    L 

8004110463 

50-311 

f\ 

HITTL.R    L 

8004110474 

50-311 

A 

HITTL.H    L 

8004110426 

50-311 

A 

HITTL.R    L 

80041  7  00.60 

50-273 

P 

MITTL.R    L 

0004340377 

90-311 

r 

HITTL.R    L 

B0042'J03iS 

50-311 

F 

HITTLiR    L 

8004230393 

30-311 

A 

HIYABAYABH1,  11 

B0040700at. 

XPORTLIC 

HODENOS  ,  L 

8004040  1  '«>« 

50-257 

Q 

MCTOENDSj  L 

S004090353* 

50-302 

Q 

MODENDS,  L 

80042B02Oa» 

30-259 

Q 

MODENQS,  L 

0004300107* 

30-261 

Q 

MOERKE,  N    H 

8004290023" 

QA999 

MOGOLESKO,  T    J 

80040B05H4» 

SO-  293 

n 

HOLHOLT.  0 

B004170D39 

&O-32O 

P 

HOLHOLT.  B 

00042503  ?a 

30-330 

P 

HdLHQLT.  B 

80043902D9 

30-3HO 

P 

MOLLdV.E    J 

80040204  19fl 

30-213 

F 

HOLONE,  L 

BOO'12103S6» 

50-10 

II 

WOMEN  I.  H    H 

BOO'UOOSat 

NUfiEO 

MDNDEN,  T 

00041B0242 

XPDfiTLIC 

HONTQOMERY,  D    ft 

Q0041404BO* 

50-261 

a 

MONT  I,  W  A 

B004  150599 

90-3 

ft 

MODDV,  D   E 

80040B0433 

30-2/1 

a 

MQDDV.D   E 

Q004  100422 

30-309 

a 

MOODY.  D   E 

0004020016 

50-30? 

a 

MOODY,  D   E 

8004I004OA 

50-30? 

a 

MOODY.  D   E 

800421  0014" 

50-309 

a 

HOODY,  D   E 

0004230005 

50-309 

a 

HQODY,  D   E 

0004000339 

50-309 

H 

HOODY,  D   E 

0004110414" 

90-39 

P 

HDQDY,  D   E 

8004140172 

50-29 

r 

HOODY.  D   E 

B0041  30367 

50-309 

ft 

MOODY.  D   F 

BOO'1150360 

50-271 

R 

MOODY,  D,  E 

B0041503SO 

90-29 

ft 

MOODY,  D   E 

8004280534 

50-29 

r 

MOON.  D   T 

80040402Q91 

50-380 

a 

TOON.  B   T 

B004090049* 

50-321 

a 

MOON,  R,  E 

80040902B7* 

OA999 

HOQNEV,  F   a 

S004070216 

WASTE  MOT 

MOORE.  R    N 

7902330371 

11  ESC 

HOORE,R    H 

7909190S04 

nrsc 

HDQRE.M 

8004100075 

PR 

MQOHE.H  E 

B004020475* 

TCIPREP 

MOORE,  R    N 

8004070078 

XPORTLIC 

MOORE.  R    N 

0004070023 

XPDRTHC 

MOORE,  R    H 

8004070073 

XPDRTL1C 

MOORE,  R    N 

60040700BO 

XPORTHC 

MOORE,  D  E 

8004040117" 

70-113 

MOORE,  0   C 

8004010469 

50-302 

R 

MOORE,  D  E 

8004110319* 

70-2477 

MOORE,  J  E 

6004090001 

SO-  195 

o 

MOORE,  G   W 

8004030196 

50-334 

R 

430 


PERSONAL  AUTHOR  INDEX 


ACCESSION            SUBJECT 

AUTHOR 

ACCESSION            SUBJECT 
NUMBER                    CATEGORY 

WITHW 

HUHBER                   CATEGORY 

9004170303            50-155        0 

YUKfW.f   M 

0004230334           50-556         0 
8004300112           30-395         Q 

MQDRE.R   ^J 
HODflE..  J   E 
I10QPE,  D  E 

B004300010            <POHTUIC 
0004160,105            50-372        T 
Q0043901S7-         50-331?         0 
Q004150307            50-302        P 

(IURPHY.C    E 
IWftPW.M  J 
MURPHY.  H   J 

000-1300463           50-390         0 
6004140393*        30-272       B 
9004140412*        50-S72        S 

'            ' 

,_ 

Q004300090          50-366        Q 

IAOQRE,  J  E 
MQOPE,  J  E 

nose  AM,  R  L 

I^QftGW^p  J   P" 

9004220674            50-272        0 
6004350422            50-155        0 
QOO-4320010            NUREG 
8004060397*         OA9?9 

MURPHY.  M   J 
MUHPHY.H   P 

00041305^9*         30-372         S 
6004150506          50-S71        9 
80041  505  M*        50-371        8 
8004100410          50-S71        8 

9004140156            50-483        3 

nuKriiTi  M 

1'°itVA"T¥'  J   M 

B004020455            50-39S        S 

MUnPHY.W   P 

8004190413"        50-371        S 
6004230359*        50-316       3 

HOHfllSpQ 
MORRISpB 

7903090072           MISC 
7*903090076           MISC 
6004390022*         50-279        0 

MURRAY,  J   P 

7911050379           MISC 
BQ04090443          50-355        0 
600430051-7*         50-320        Q 

MDRR1LL.  P    J 

BQ04310196*         50-243        0 

Q004300069*         50-397         0 

„    .of         IJ 

H004030180          50-275       H 

0*«        1 

B00429011I            50-341         H 

HORPDlJp  0 
MQRRQUiO 
HDRRDNOIELLO.  A 

8Q040701G&           40-B3BO 
300*290075           40-B503 

9004390514*         CONTRACT 

HURRAY,  T  D 
MURRAY,  T  D 
MURRAY,  T  0 

3004110465           50-346         S 
6004110378           50-346        B 
8004H04B7           50-346        S 

MOnTDM,W    V 
MOfirON.K   " 

nanToM.v,  v 

MORTON,  K    V 

8004340033           CONTRACT 
B004240041.         CONTRACT 
BO0402031'5*         CONTRACT 
BQ04070100*       CONTRACT 
•3004010009*        CQMTHACT 

MUHRAV,T  0 
HURRAY,  R 
MUHHhY.T   R 
HURRAY,  T  D 
HURfihY.T   C 

6004140350           50-346         R 
9Q04230623*         50-265        8 
6004I50S63           30-346         B 
8004210365           50-346         B 
60042.20657           50-346        6 

Hon*on,\' 

MQRTQN.  K   V 
MORTON/*  V 

6004150171*       CONTRACT 
B004070009»         CONTRACT 
B0041003&9*         CQSilRACT 
8004100363-        CONTRACT 

HURRAY,  T  P 
HURfthV.T  0 
HURRAY,  T   0 
MURRAY,  T   0 

0004220732          50-346       S 
B004020V65           50-346         B 
8004260^36           30-346         S 
B004280372          50-346       S 
6004100411          RES 

MORTON,  K   V 

eo04250o43«        CONTRACT 

HU^h 

B004230S38»       CONTRACT 

HVEIIB,  I  L 

8004300'3B1»       70-3909 
6004150405*        50-263        R 

MaflrQflpK  V 
HQRTONiK    '/ 
MORTON.  K  V 

a004390023»        CONTRACT 
•3004240015*       CQHTHftCT 
9004330033*        50-247       H 

NALEPKA,  0 
NALEPKA,  D  S 
IJALEPHft,  D  8 

8004230915"        50-305       S 
B0040B0462*        50-303       B 
8004080467*        50-303        E 

„                     „           Q 

6004150596*        50-305       B 

HOS.H 

6004390033*        50-247       H 
a00422023B«         FD1A 

NALEPKA,  D   3 

8004290336*         50-305         S 
6004t  10500*         50-272        0 

HOSELEV  .  M  C 

Q0040S0074*        50-253        » 
•30043004^5           50-272        S 

MAPLEPUft,  D   8 

8004290327*        50-305        8 
B004090I3B*         50-313        0 

KQUttV,  tl   R 

B0040B0009           '(PDRTLIC 

MQWRV.«   R 
HOHH't.M  fl 
HOWRY,  W   R 
MdwRV.W  ff 
MOHRV,  W  fi 

8004090014*         XPORTLIC 
0C041B048O           XRDRTLIC 
B004170360         90-395       A 
9004310156          XPdrtTLlC 
6004210159*         ^PDRTLIC 

HAPUDft,  0 
NlSRBUt.P   P 
NARBU1.P   0 
NflRDUTiP   P 
MA.RBUT.P   P 

8004100330"        50-320        0 
B004020180*         50-528         0 
8004040161"       30-312       Q 
80042BOIBO*        30-312       Q 
B00431Q,126»        50-312        0. 

MUFFLER.  R    T 

BQ04210017          FOIA 

NAUGHTON.U   •= 

GQ04.020177          50-519        A 
6004020189          50-295       P 

MUFFLER.  R.  T 

6004030290           KOlft 

NAUSHTON.W  F 
NAUGHTONi  W  F 

80040BOE14           50-295        P 
G0040B0397           50-434         K 

MULDER.  H  J 
MUU.ER.D  R 

9004060275          50-320       U 

NAUOHTQH,W   F 

•30041S0316         50-10          P 

HUNGER,  P    L 

900402021  5*        CONTRACT 
3001100536         REOQD 

HM1QHTON.W   F 
NAUCHTON.W  F 
flMICW.  K 

B00410033B          50-279        P 
8004220356           30-295        F 
8004100604           PR 

HWRD'  J   J 
MURDOCH  i  L   T 
KURLEV  .  T   £ 

00042404S9          40-299 
7704  1  703<tO           MI8C 

NAWOJ.  M 
HECEl-MftM.  J 

B004I70284          Pft 
B004140238*        30-409        U 

.HURLEY,  T  e 
hURLEY.T  E 
MURPW,  F  E 

9004240141          REVIEW  ORP 
6004230265         REVIEW  ORP 
790PQ60334         HISC 

eao*ioos2i*      90-330      a 

NEIDlG.H 

NEILSQK.R  » 
NELSLER.J  H 

0004280303*         50-330        H 
B004U033B          50-200       0 
6004290007           NUREO 
B00409027B*       50-373       Q 
B0042B0420*        40-8601 

HURPHV.  W  J 

B0041Q0310*         XPQBTL1C 

Ntm 

MURPHY.  C  6 
MUHPW,  C  £ 
MURPHY,  C  £ 
MURPHV.P   H 
MURPHY.  W  J 

6004030036*        50-393       Q 
eOO-)lC0503*        SO-S66       3 
6004040  IBS*        90-299       0 
800409C4  ll          30-454       0 

eoo4ieo3ct«      XPQRTLIC 

NELSON,  0 
WELSOM.  C 
NEUMANN,  M  R 

B0041  4D23B*       50-401       U 
6004040353           50-387        » 
BQQAQ^QI  42           50-70           P 
B004oe0203          40-8380 
B0042SOOS3           40-83BO 

MURPHY,  C   E 
MURPHY,  P   M 
HU(1PHY,F>   11 

0004070150          50-43Q       0 
0004100323          3D~4S4       S 
0004100322           50-45*        0 

MEWSW4.J  R 
iVEHMrtH,  J  R 

8004020292          50-466        0 
B004020232           50-466        0 
B004280064          40-B698 
8004240168           SO-4,66         0 

HURPHY,  P   H 
MURPHY,!1   M 

000  4  0804  39          50-454       0 
0Q040B012B           50-45*        0 

HEtMWKJ  R 

80042401BB          30-466       0 

MURPHY.  C    E 

MURPHY,  C   E 
hUHPHY.C   E 

8004010^011         50-316        S 
60040405^          50-3B-?       0 
8&04220J  19»        BO-491        3 
0004320134*        50-491        Q 
BDD&S4D353*       50-424       Q 

NEWMAN,  J  R 
NEWUAN,  J  R 
WE«PORT,  E,  Q 
NEWTON,  B  M 
NICHOLS,  T  C 

B004230032          BO-466        6 
8004330023          90-466       0 
8004230340          30-324       & 
8004240499          40-S99 
0004100402"        90-395       0 

MURPHY,  W  P 
MURPHY,  W  f 
MURPHY,  N   J 
MURPHY,  W   P 
MURPHY.  M  P 

B0040I04B9          50-271        B 
SOOttllO*??*         50-371         8 
8004010349*         50-272        8 
BD04KSO3S&          50-271        S 
8004020362*         50-271         B 

NICHOLAS,  H  H 
NICHOLS,  Q 
NUHAWAN.B 
(UtSGH,  R 
N1LBON.R 

BOQ4210151*.        SO-3S2       0 
8004iS0430           NUREO 
80040400B7          RE9 
8004100066          70-1257 
B004100073          70-1287 

MURPHV.H  P 
MURPHY,  H   P 
MURPHY,  M    J 
•MURPHY.  C    E 

BQ04Q40324*        30-27B       B 
800404  &33?          SO-27I        S 
B00404CO32*        5&-271        B 
B004080533*        50-272       6 
8004210183          50-553       Q 

NtKK,  0  E 
ItlK.P. 

NIX.R  T 
NIX.H  T 

B004100500»        50-361        B 
8004100342         SO-312       T 
B004130460*        BO-366        B 
8004020363*         S0-36f>        8 
BO(W01Q477»        90-331        S 

AUTHQft 

ACCESSION            SUDJCCr 
NUMBER                   CATEODIIY 

NIX.R   T 
Nixlfi   T 

6004020317*        50-364      S 
000'.02033Q«         50-366        S 
S004030347*        50-344       S 
(3004020437*        50-346       S 
9004040439*        50-366       B 

NIX.'R  T 

NIX.R  T 

0004040436*        SQ-321       S 
60041  5045S*         SO-364        S 
000423072U         SO-331         B 
000422061  7.         50-344        B 
6004220636*        SO-366       0 

NIX.R  T 

NIX.'R  T 

NIX.R  T 

60042206^7*         90-3ii        S 
9004220710"         50-321        •& 
6004220710*         50-3A4        3 
0001220735*         90-366        B 
SQQ4.29Q38'?*         90-32)         B 

NIXON,  U  A 
NIXON.  W  A 

NOLAN,  F 
UOLAN.  f 

8004220026"         70-135 
8004070356           4O-6027 
B004210433           SO-304         B 
8004220064           5O-273        B 
•3004210440           50-247        fl 

NtM-Ml.F 

NOLAN,  F 
H0Lf,M,F 
NOLAN,  F 

000421044!           50-333       S 
0004210224           SO-344        tl 
0004180517            90-344         S 
8004180518          50-JS1?        S 
BDQ4JB052D           SO-255        fl 

HQQH.  -J  C 
NORDERHAUQ,L   R 
NQRDERWVJ3.U  P 

NORDEfiHAlJO,  L  R 

B004230372          30-244        B 
B00402023D           7D-2S 
8004020239          70-1357 
B004J00174          7O-2S 
8004030006          70-  mj 

NOFIDERHAUQ,  L   R 

NQRGERHAUQ.L  H 
NdRDERHA'JO.  L   R 
MOflDERHAUQi  L  R 

8004040457          7O-S5 
B004040460          50-163        0 
B004M0533            SD~20i         ft 
8004100443          70-1297 
6004170369          50-206        Q 

NORDEflHWJQi  L  R 
NQUBERHWJO.  L  R 
NaREt-lUS.C   E 
NOREUIU5.C  E 
NOREl-IUS.  C   E 

6004.170270          70-23 
8004300469            BD-20/'         " 
8004220294*        FOU 
B004040026*        30-341         Q 
800404029?"          50-319         « 

HOPEUIU3.C   E 
NORHOLM,  L  J 

NORRHQLK.L  J 
NORTON.  B 

0004170293"          90-872         0 
800409D257            50-31?         1 
000422042''*         50-37.!        £» 
8004060712            30-S/a         0 

NORUICHI.S  J 
N08ENZO.  L  V 

NQ5ENZO.L  V 
WQBENZO,  L  V 

8004170353           30-219        P 
800401  D47B*        SEC* 

8004080118           XPCIIULlC 
B0040H0126           XfORTLIC 

MOBEUIOiL  V 
KQSENZO,  L   V 
HD8EHIO.L  y 
NQ9ENZO.L   V 

800408013J           W'JJflTI.IC 
80040B0138            XPOHTLlC 
9004100060           XPC1HTI  1C 
8004100044            XfOlin  1C 
0004100038           XPOttTLlC 

HWMEI*,,  P 
NDVABBO,  •)  P. 
HW&ARQi  J  P 
NGVftHRQ,  J  P 
NOVELIUS.C   E 

8004220034*         80-31A         P 
S004070004            50-32.3          ft 
Q004D40314           SD-3S3         A 
8004220620           30-32?         A 
0004(00551*         40-BAl 

NDWICKIiS  J 
NOZENZO,  L   V 
WffiBSE.C  -J 
NUUENT.E  L 

8004J00320           SO-3J-?         P 
6004040147           XPOnTult 
BQ04070099*         40-6339 
SD04020291           40-S3S9 
B0040202HB»         OO-SnV         0 

G'BJUEN,  J  U 
Q'BRIAN,  J  N 
Q'BfUEN.J  F 
O'BRIEN,  M  J 

BQ04020102*         St*U    PPC» 
•30,04150015           nEQ 
B004240460           REB 
9004300433"         30-3IS         O 
60043  10096           Xi'ORTL  1  C. 

Q'CONWlRiP   W 
O'CONNOR,  P   H 
Q'CONMQR.L  A 
O'HftNLQM,  -J  P 
O'HftNUONi  J  P 

0004.0301B8           30"30fc         P 
6004100157           30-JSS         P 
80010B0537           50-34&          I 
8004EB04Q/           50-313         E 
S004280921           SO-36H         (S 

O'NEILL,  J 
D'NEIUL.  J 
O'MEIU-,  J, 
O'NEILL.  J 
Q'HEIU-i  J 

•3004140276           30-1M         O 
H004140041           SD-1&5         O 
8004140044*         SO-19S         O 
S004140Q4B0         30-153         O 
•3Q04M0059*          SO-J33          O 

0'NET.U-.  J  H 
O'NEIU.,  J  H 
O'NEILL.  R  A 
Q'HElU-,ft   ft 
O'NEILL,  R   A 

8004010519           30-^00         0 
B004010319           50-  tOO         4 
S004S40043           W-*1ft         M 
•3004240043           BQ-l-JS         W 
8004240033           50-149          H 
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AUTHOR 

ACCESSION 
MUMBER 

SUQJECT 
CATEGORY 

O'NEILL,  R  A 

B00424O043 

50-445    M 

O'NEILL.  R  A 

8004240053 

50-445    M 

O'REILLY,  J  P 

B00416OO3B 

50-34B    Q 

O'REILLY,  J  P 

8004090337 

50-302    0 

O'REILLV,  J  P 

8004090339 

50-416    0 

O'REILLY,  J  P 

8004090310 

50-395    Q 

O'HEILLY,  J  P 

B004090343 

50-395    0 

O'REILLY,  J  P 

8004090311 

50-250    0 

O'REILLY,  J  P 

B00409O349 

30-321    0 

O'REILLY,  J  P 

8004090352 

50-259    Q 

O'REILLY,  J  P 

B00409035B 

50-280    Q 

O'REILLY,  J  P 

8004O90360 

50-437    Q 

O'REILLV,  J  P 

B004020211" 

50-399    Q 

O'RCILLY,  J  P 

80040202200 

50-395    0 

O'REILLY,  J  P 

BQ04C!00124» 

50-395    Q 

O'REILLV,  J  P 

8004090025 

50-32B    Q 

O'REILLY,  J  P 

8004090391 

50-395    Q 

O'REILLY,  J  P 

6004100217 

T0PREP 

O'REILLY,  J  P 

6004150313 

50-348    0 

O'REILLV,  J  P 

8004150315 

50-302    0 

O'REILLY,  J  P 

S004  150491 

50-416   Q 

O'HEILLYi  J  P 

6004150492 

50-395    0 

O'REILLY,  0  P 

8004150495 

50-399    0 

O'REILLV,  J  P 

8004150497 

50-261    Q 

O'REILLV,  J  P 

0004150505 

50-4BB    0 

O'REILLY,  J  P 

0004150511 

50-269    0 

O'REILLY,  J  P 

8004150517 

50-230    Q 

O'REILLV,  J  P 

8004130521 

30-321    Q 

O'REILLY,  J  P 

6004150527 

50-259    Q 

O'REILLY,  J  P 

00041S0540 

50-380    Q 

O'REILLY,  J  P 

8004150550 

50-437   Q 

O'REILLV,  J  P 

8004000582 

50-340    Q 

O'REILLV,  J  P 

BOO40805B3 

50-399    0 

O'REILLY.  J  P 

8004080SB7 

50-393    Q 

Q'BEILLY,  J  P 

0004000569 

50-416    Q 

O'REILLV.J  P 

8004080595 

50-302   0 

O'REILLV,  J  P 

6004080598 

50-261   Q 

O'REILLY,  J  P 

B004000604 

50-489    0 

D'ftEILLY,  J  P 

800400061  1 

90-269   0 

O'REILLV.J  P 

80040B0619 

30-230    Q 

0'REIl.LY,  J  P 

60040Q0624 

50-321   Q 

O'REILLY,  d  P 

Q0040B0636 

50-299   Q 

O'REILLY,  J  P 

8004060652 

50-280   0 

O'REILLV.J  P 

80040804.58 

50-437   Q 

O'REILLV.J  P 

80041S0064 

50-348   0 

O'REILLY,  J  P 

8004190067 

50-261    0 

O'REILLV.J  P 

B004  150070 

50-269    Q 

O'REILLV.J  P 

8004150075 

30-488    Q 

O'REILUV,  J  P 

8004150060 

50-302    Q 

O'REILLY.  J  P 

8004180001 

50-230    Q 

O'REILLY,  J  P 

0004190080 

30-416   Q 

O'REILLY,  J  P 

S004  1  50089 

30-395   Q 

O'REILLY.J  P 

80041  8009  1 

30-393   Q 

0'REILLV,J  P 

8004  1  30093 

30-321   Q 

O'REILLV.J  P 

8004190097 

50-259   0 

O'flEILLY.J  P 

8004150105 

30-290   0 

O'REILLY,  J  P 

6004150109 

50-437   Q 

O'REILLY,  J  P 

6004240226 

50-332   Q 

O'REILLY.  J  P 

8004240227 

70-27 

O'REILLY,  d  P 

8004240229 

70-824 

O'REILLY.J  P 

6004240231 

70-1201 

O'REILLY.  J  P 

0004240233 

70-1113 

O'REILLY,  J  P 

8004240233 

70-143 

O'REILLY.J  P 

B00424023S 

30-437   Q 

O'REILLY.J  P 

8004240P39 

70-1151 

O'REILLY.J  P 

6004S40242 

50-340    Q 

O'REILLY,  J.P 

8004240B45 

BO-261    Q 

O'REILLYiJ  P 

8004E40249 

SO-S69   0 

O'REILLV.J  P 

0004240254 

50-4B8   Q 

O'REILLV.J  P 

8004Z40239 

50-302   0 

O'REILLY.J  P 

9004240360 

30-230   Q 

O'REILLY,  J.P 

8004240265 

50-321   Q 

O'REILLV.J  P 

8004240268 

50-416   Q 

O'REILLY.J,  P 

0004240269 

50-395   Q 

O'REILLY.J  P. 

9004240271 

50-395   0 

O'REILLY.J  P 

8004240274 

50-25-9   Q 

O'REILLY.J  P 

9004240294 

90-280   Q 

O'REILLY.J  P 

9004100260 

50-416   Q 

O'REILLY.J  P. 

8004160269 

50-399   0 

O'REILLY.J  P 

B004190271 

50-393   Q 

O'REILLY.J  P 

B00410027E 

30-348   Q 

O'REILLY.J  P 

8004  190274 

50-302   0 

O'REILLY,  J  P 

S004  180273 

30-299   Q 

O'REILLY.J  P 

B004180P99 

50-290   Q 

O'REILLY.J  P 

B004  100303 

50-321   Q 

AUTHOR 

ACCESSION 
NUHflEfl 

SUBJECT 
CATEGORY 

D'REILLV,  J  P 

00041803?! 

50-250 

Q 

O'REILLV,  J  P 

B004ia03?6 

50-269 

Q 

O'REILLY,  J  P 

8004180375 

50-488 

0 

a'RElLLY.  J  P 

80041BO37B 

50-261 

0 

O'REILLY,  J  P 

Q004  180382 

50-437 

0 

O'REILLV,  J  P 

8004110010 

50-32'! 

0 

O'REILLY,  J  P 

B004110U11 

50-321 

Q 

O'REILLY,  J  P 

B00411O014 

50-416 

0 

O'REILLY,  J  P 

8004  11  00  1/ 

50-518 

0 

O'REILLY,  J  P 

8004110021 

50-259 

0 

O'REILLY,  J  P 

8004210204 

50-16O 

Q 

O'REILLY,  J  P 

8004230103 

50-437 

0 

d'HEILLY,  J  P 

B001230IOB 

50-280 

0 

O'REILLV,  J  P 

B004P30J09 

50-395 

0 

O'REILLY,  J  P 

8004230113 

50-34B 

0 

O'REILLY,  J  P 

8004?30l  I  7 

5U-261 

Q 

O'REILLY,  J  P 

B00423&122 

50-488 

Q 

O'REILLY,  J  P 

000423013^ 

50-269 

Q 

O'REILLV,  J  P 

B004230I42 

50-259 

Q 

O'REILLY,  J  P 

8004230  1  59 

50-395 

0 

O'REILLY,  J  P 

8004^30165 

50-250 

Q 

O'REILLY,  J  P 

8004230169 

50-3O2 

Q 

D'REILLV,  J  P 

B0042301/3 

50-321 

0 

O'REILLY,  J  P 

B0042301U! 

50-414, 

Q 

O'REILLV,  J  P 

B00410031/ 

50-302 

0 

O'REILLY,  J  P 

0004100323 

50-348 

0 

O'REILLY,  J  P 

8004100320 

5O-416 

0 

O'REILLY,  J  P 

8004180332 

50-395 

Q 

O'REILLY.  J  P 

8004180335 

50-395 

Q 

O'flEILLV,  J  P 

B0011B0340 

50-261 

Q 

O'REILLY.  J  P 

6004100351 

50-488 

Q 

O'REILLY,  J  P 

8004IB033B 

SO-269 

Q 

O'REILLY,  J  P 

S0041BQ1Q1 

50-200 

0 

O'REILLY,  J  P 

S0041S0117 

50-250 

Q 

O'REILLV,  J  P 

0004180436 

50-321 

Q 

O'REILLY,  J  P 

BOOA1  00445 

50-259 

0 

O'REILLY,  J  P 

00041B0476 

50-437 

Q 

O'REILLY,  J  P 

0004300205 

50-269 

a 

O'ROURKE,  S 

8004030007 

71-9029 

O'TODLE,  J  D 

8004150133 

50-217 

P 

OBERG.C  T 

8004040102" 

40-8135 

OHERO.  C  R 

6004  1  40049* 

50-458 

Q 

ODLAUQ,  H 

8004220020* 

FOIA 

OESTMANN.M  J 

8001300595* 

50-10 

Q 

OFSANIK,  W  J 

8004040103 

XPORTLIC 

OKRENT.  D 

8004080623* 

ACR6 

OKRENT,  D 

B004HO030 

ACRS 

DLCOTT,  K 

80Q4M0047 

PR 

OLCOTT,  R 

aooiuooss* 

PR 

OLCOTT.  K 

8004(10426 

PR 

OLEM,  H 

8Q041S0396» 

50-353 

R 

OLLER.R  E 

B004010315* 

OA999 

DLLER,R  E 

0O04090299B 

OA999 

DLMSTEADrW  J 

B004020277* 

50-309 

G 

OLM3TEAD.U  J 

8004150160 

SO-389 

G 

OLSEN.A  F 

8004240236 

70-024 

OLSEN,  A  F 

8004220127 

71-6400 

OL8EN,  A  T 

8004180355 

50-13 

P 

OLSHAN.  L  H 

8004100169 

30-347 

P 

OLSON,  R  C 

B004010212 

50-318 

P 

OLSON,  J  F 

600423DOBB 

50-202 

G 

OL80N,  J  F 

BOO'1230100 

50-282 

0 

QLSONrR  C 

8004090359 

50-317 

P 

OMATA.  I 

8004  280032 

RES 

ONCAVAGE,  K  A 

B004240086 

90-250 

0 

ONCAVAQE.M  P 

B004000550 

50-250 

e 

ONSDORFF.K  A 

8004090633 

50-272 

G 

OPEKA.J  F 

8004010407 

50-336 

S 

OPEKA,  J  F 

S0040104P3 

90-336 

S 

OPEKA,  J  F 

8004090308 

50-336 

8 

OPEKA,  J  F, 

800-1170224 

50-336 

S 

OPEKA,  J  F 

8004170191 

30-336 

S 

OPEKA,  J  F 

80041BO437 

50-243 

S 

OPEKA,  J  F 

B004  180398 

50-336 

8 

OPEKA.J  F 

8004180408 

50-336 

E 

DPEKA,  J  F 

80D41803B3 

50-219 

R 

OPEKA,  J  F 

8004220411 

30-336 

R 

QPEKA.J  F 

8004210216 

30-245 

R 

OPEKA,  J  F 

6004220670 

50-336 

B 

OPEKA,  J  F 

B004280535 

80-336 

B 

OPEKA,  J  F 

800-tS90E99 

50-245 

a 

OPPENHEIM.L 

8004040306 

50-320 

H 

OPREA.  0  U. 

&004040240 

50-490 

A 

OPREA,  0  H 

B004040394 

SO-49B 

8 

OPREA,  0  H    , 

8004040390 

50-498 

6 

AUTHOR 

ACCESSION 
IJUUBFR 

SUBJECT 
CATEGORY 

ORLANDO,  E 

00041004/1 

50-352 

H 

QRLDSKY.P    M 

7905190091 

50-57 

P 

ORPHAN,  R    C 

SOO4?5006fa 

TDPREP 

QRTH.  D   A 

80041  40  I2L 

ACR5 

ORTLCFF,  G    D 

B0040701S4 

•10-B1Q2 

OHTLQFF.  G    D 

B0042H0403 

40  -a  1  02 

ORTLOFF,  G    D 

000429052fa 

40-B1O2 

OEANN,  E   W 

0001230091 

50-367 

G 

OSAtJN,  E   W 

800123010!* 

50-367 

G 

asr.F 

3001020313= 

50-295 

S 

GST.F 

EiOQ122066B-» 

50-295 

S 

057,  F 

80Q429(J'196i> 

50-295 

S 

OTTaSON,  H   U 

8004071)338 

50-206 

R 

OTTOSON,  H    L 

BO040B0177 

50-206 

S 

OTTDSQNrH    L 

80010804  S3* 

50-206 

S 

OTTOSON,  H    L 

8004210270 

50-206 

5 

OTTOSDN,  H   L 

B0041H015O 

50-206 

S 

OTTOSON,  H   L 

800421U254 

50-206 

S 

QTTQSON,  H   L 

8004250113 

50-206 

£> 

OJZTS,  J   E 

80042601  57-0 

5O-32S 

Q 

QVERDORFF.  J   S 

B004Q800S2 

FQIA 

OVERL1D,  T    11 

B00413035S* 

50-263 

S 

QVERLID,  T    U 

B004150561» 

50-263 

S 

DVERLID,  T    W 

0004130623* 

50-263 

S 

OVERLID,  T   W 

BOOH  40437" 

50-263 

b 

QW3LEY.G   F 

9001020404 

TOPREP 

OWSLEY.Q    F 

8004020307 

50-261 

P 

OUZARSK1,  P 

8O0404027O 

RES 

PAGANQ,  C    L 

8004  1  401  49 

PR 

PAQAND.C    L 

B004210140 

PR 

PAQE.ff    G 

B004240201 

50-438 

A 

PAGE,  R    G 

00042102070 

SO—  13B 

A 

PAQE,  R    0 

80041500SS 

70-1113 

PAGE,  li    0 

6004150068= 

70-1113 

PAG£,R    0 

8004  ISO  107  » 

70-2909 

PAGE.R   0 

8004150104 

7O-2909 

PAGE.R  G 

0004150289 

70-1113 

PAGE.fl    G 

8004240551* 

70-133 

PAGE.R    0 

BQ0424055O 

70-135 

PAGE.R    G 

8004030473 

50-364 

A 

PAGE.R   0 

8004Q204B1* 

50-364 

A 

PAGE.R   G 

B004  100593 

70-1113 

PAGE.fi    G 

B00415030O 

7O-S20 

PAGE.R    G 

8004000365 

70-143 

PAGE,  R    G 

8004240133 

7O-  143 

PAGE,  R   G 

BOQ41  60027 

•10-1193 

PAGLIARO,  J   A 

0004030327* 

FDIA 

PAQLIARO,  J   A 

0004030316- 

FOIA 

PAGLIARO,  J   A 

0004030319" 

FQIA 

PAGNQiC   L 

800414010Q 

PR 

PANCIERA,  V 

79QB21054B 

50-10 

P 

PANETTA,  L    E 

OOO4290I46 

50-275 

U 

P  AOL  INO.  R    J 

H004Q7Q396» 

5O-3B7 

Q 

PAPAY,  L   T 

00040200490 

50-361 

Q 

PAPAY,  L   T 

0004150538 

5O-361 

S 

PAPERIELUtl,  C    J 

8004040103" 

40-6135 

PAPER1ELLO,  C 

0004100551* 

40-261 

PAPERIELLO,  C    J 

0004090193 

HE 

PARIS,  0  H 

8004080693 

SO-3B7 

O 

PARIS,  0  H 

80013301  1  1 

50-387 

G 

PARKiY  S 

0004040459 

MUHEQ 

PARAEH.W   0 

8004070363 

50-269 

Q 

PARKER.  U   0 

8004230236* 

30-269 

Q 

PARKER,  U    a 

B0040BOI25 

PR 

PARKER,  H   0 

B0041105S9 

PR 

PARKER,  W   0 

8004300214' 

50-269 

Q 

PACKER,  U   0 

000404035H 

50-269 

Q 

PARKER,  U   Q 

BOD4Q80253 

50-26? 

0 

PARKER,  W   0 

0004350334" 

50-267 

Q 

PARKER,  W  0 

S0041Q0391 

50-269 

a 

PARKER,  W  0 

800403001'? 

50-413) 

0 

PARKER,  W  0 

6004  1  80516. 

50-369 

Q 

PARKER,  U   Q 

0004240035 

50-269 

a 

PARKER,  H  Q 

8004210164 

50-413 

0 

PARKER,  W  0 

9004020348 

50-369 

8 

PARKER,  VJ   Q 

8004070234 

50-369 

A 

PARKER,  W  0 

8004140273 

SO-S87 

S 

PARKER,  W   0 

00010  1017O 

50-269 

P 

PARKER,  W  0 

00040301-57 

50-269 

F 

PARKER.  H    0 

8004030199 

50-369 

P 

PARKER,  W  0 

0004070327 

50-269 

5 

PARKER,  U  0 

80042101  91 

30-269 

a 

PARKER,  W   0 

B0042  10231 

SO-413 

o 

PARKER.  W  0 

6004030152 

50-369 

F 

PARKER,  W  0 

800,1030223 

SO-2S7 

S 
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AUTHOR 

ACCESSION 

DUMBER 

SUBJECT 
CATEQORV 

PARKER,  W   0 
PARKER,  W   O 
PARKER.  W    D 
PARKER,  W    0 
PARKER,  tt    0 

B0040a05S5 
BO041601  16 
6004210172 
8004080614 

aooioeojfai. 

50-24,9         P 
50-413         (1 
HEGGD 
50-269         P 
50-3&9         A 

PARKER,  W    0 
PAJ1KER.IJ    0 

PAKX.ER.U  a 

PARKER.  W    O 
PARKER,  W    0 

8-004080432 

B00.10S0455 

aOQ40BO47l 
90041  4Q34B 
800":  1701  &4 

50-aB7         Q 
5O-369         A 
50-3t9         S 
50-369         A 
50-369         F 

PAflKER.  W   a 
PARSER.  U    D 
PARKER..  H    Q 
PARKER  p  W   Q 
PARSER,  M    0 

5004170203 
H0041504AS 

Booflitoas1* 

BQ04220443 
BOQ41BO273 

50-369         S 
50-369         P 
50-3B7         S 
50  -at"?         F 
50-369         F 

PARKER,  hi   D 
PARKER,  U    D 
PARKER,  W    D 
PARKER,  M   0 
PARKER,  W   Q 

8004320503 
BOO  42206  9  9 
BOO  4220640 
80Q422064V 
BO0422O72O 

50-369         P 
50-369         S 
50-569         P 
50-270         P 
50-369         A 

PARKER.  U    0 
PARKER,  W   d 
PARKINSON,  T    F 
PARKINSON,  T    F 
PARKINSON,?   F 

B0041B035J, 
9004290493 
B004150431 
BQ033!C4Qi 
B00404046S 

50-369         P 
50-369         A 
50-124         P 
50-124          D 
50-124         F 

PAHMENfER.F   H 
FARMEHTER.F 
PARR,  O   D 
PARR.Q   D 
PARK,  0    D 

S  Q  04090201 
8001170340 

6004020247 

6004020256 

6Q040404I2B 

50-445         11 
5Q--U5         M 
50-339         A 
50-31]          A 
50-339         A 

PARK,  0    D 
PARR,  O   D 
PARR.  0    D 
PARR,  Cl    D 
PARR,  O   D 

8004070053 
9001080654 
BOOflO7O097 
BQ04070101 
B0040B0396 

50-439         F 
50-397         A 
5O-373         A 
50-3  1  1          A 
50-33?         A 

PARR,  Q   D 
PARR,  O   D 
PARR.O   D 
PARR,  D   D 
PARR,  D   D 

ROQflI5Q12B 
BQ04280308 
8QQ4O4Q014, 
BQ04070189 
3Q04210410 

50-499         A 
50-433         A 
50-432         A 
50-493         A 
50-337         A 

PARR.  0   D 
PARK,  0   D 
PARR.  0    D 
PURR,  0   D 
PARSONS,  U    D 

9004110044 
aoo-12  10409 
900-1100494 
3004240149 
B004040i52* 

50-4  3B         A 
50-460         A 
50-3  B7         A 
50-311          A 
XPQRTL1C 

P  ARSONS-  W  B 
PARTLOW,  J 
PARTLOW,  J   0 
Prtftn-QW,  J   G 
PART-LOW,  J   0 

900404014:1 
B004240137* 
7904210193 
S00407Q351 
B004070419 

XPGRTLIC 
7O-133 
H]SC 
70-143 
70-S43 

PAftTLOH,  J   0 
FARrLaw,  J   G 
PAftU.au,  J  Q 
PART-LOU,  J   G 
PARTLOH,  J   G 

B0040BOQ72 
BQ04  100105 
BQ04290062 
B004I&0019 
BQ042  10106 

70-B2O 
70-1297 
70-371 
70-1357 
70-27 

PARTLOW,  J   G 
PASEDAG,  14   F 
PASINO.BKY,  J   P 
PASTERNAK,  R    J 
PA3TEflNAK,  fl-  J 

B004290Q48 
BOQ41B041A* 
30041  B04S5 

aoo409O3ia 

3004090436 

70-1201 
50-273          T 
XPORTLIC 
50-333        R 
50-333         S 

PASTERNAK,  R    -J 
PASTERNAK,  R   J 
PASTERNAK,  R    J 
PASTERNAK,  R.  J 
PATAPCV3,  U 

aoo422o;i.7 

BQ043BQ552 
BQQ4  290504 
B004  290474 
80041  5014S 

50-333         S 
50-333         9 
BO-333         8 
50-333         9 
QA999 

PATAPOVS,  U 
PATAPOVB,  U 
PATE.fl    J 
PATE.H    J 
PATE.fi    J 

BOO  4  100001 
BOO  4  300098* 
8004210417* 
8004310  164* 
B0042B0095* 

OA999 
OA999 
50-361         Q 
50-361          0 
50-361         Q 

PATON.W   D 
PrtTON,  w  D 
PATOM,  U    D 
PATQN.W    D 
PATTERSON.  E 

8004030277* 
8004150160 
BOO4090043 
BO  0422047  4- 
S0040802CK* 

30-3B9        0 
3Q-3B9         Q 
50-389         G 
50-272        G 
FOEA 

PATTERN,  IA 
PATTERSON,  J   P 
PATT£HSQN,K   P 
PATTEFtBON.  J   P 
P«JL,R    A 

8004020493 

BO04090431* 
8004040068* 
8004110473* 
6004090337* 

50-327        0 
BO-305        Q 
PROJ 
50-2BS         Q 
50-2               0 

PAUt.FJ   A 
PAULUS.  R   C 
PAVLINQ.R    T 
PAVNEi  J   P 
PEABODYiC    A 

8  004  100377* 
8004020104,* 
flOOfllOOna* 

fioo40B03aa 

6004280073 

50-150         0 
State  Proa 
50-352         Q 
50-286        Q 
PR 

AUTHOR 

ACCESSION 
NUttBER 

SUBJECT 
CATEGORY 

PECK,  C    C 
PECK,  C    C 
PECK,  0    E 
PEEHY,  M    K 
PEERY,  M    W 

B004  100383" 
B00404005S» 
BOO41Q0337" 
B0042BOSaB» 
BOO4210034* 

SO-  IBS         Q 
50-313         Q 
5O-390         R 
50-317         Q 
7O-110O 

PEERY,U    W 
PEERY,  U   U 
PEEFIY.W   W 
PEGRY.W   U 
PEERY.W   W 

8004310076a 
BOQ4210339* 
8004210345* 
B004220'J02» 
B004OB0140" 

50-272         Q 
50-333         0 
50-245         0 
70-1143 
27-47 

PEEfiY.IJ   H 
PEERY,  W    W 
PEHRLJL,  P   J 
PELL,  fl    M 
PELL,  0    M 

BOO  fl  040023* 
BOO  4  I  0040  S» 
B0040203B9 
B004020418' 
S004020424" 

5O-SO           Q 
50-10           Q 
FIEGOD 
50-213        F 
5O-213        F 

PELLEK-  R   ft 
PELTIER,  I    A 
PENCE,  H    R 
PENCE,  W    D 
PENCE,  W    B 

SQ04070347B 
800-4250026 
B0040I0351* 
B004.  150496* 
B004290377* 

30-320         R 
50-358         A 
5O-31Q         S 
50-318         S 
50-317         S 

PENCE,  W    D 
PENEEFIGRAFT,  R 
PENDEHORAFT,  R 
PENEERQRAFT,  R 
PENNEY,  J   A 

8004290438* 
8004020346" 
80Q42102BO" 
GOQ4290451* 
BO  04  O9  0076 

30-317         & 
SO-3SB         S 
5O-36B         R 
50-368         R 
71-9019 

PEOPLES.  D    L 
PEOPLES.  D    L 
PEOPLES,  P    L 
PEOPLES.  D    L 
PEOPLES.  D    L 

SO  0418033? 
BG04030037 
SOO41O012BB 
B00414011? 
SO041  40441 

50-247         P 
50-237         P 
50-10           fl 
50-10           0, 
50-456         A 

PEOPLES,  D    L 
PECPLES.&   L 
PEOPLES,!}   L 
PEOPLES.  D   L 
PEOPLES,  D   L 

B004O30172 
B004070373 
B004220279 
B004  180372 
B.004230479 

50-10           F 
50-234         F 
50-237         F 
50-249        P 
50-373         A 

PEOPLES,  0   L 
PEOPLES.  0  L 
PEOPLES,  D   L 
PEOPLES-  1>  L 
PEOPLES,  D   L 

8004230427 
6001340413 
B0042B0509 
BQ04a30367 
6004250353 

50-373         A 
50-265         P 
30-295         P 
50-10           F 
50-249       P 

PEOPLES,!)   L 
PEOPLES,  D   L 
POKINS.J   L 
PERLAS.  N 
PEftUHAN,  J 

0004230410 
80042905O2 
8004220033 

aooi070iao-» 

B0040401SO* 

50-373        A 
50-295         P 
SO-387         0 
SECY 
CONTRACT 

PEftLMAN.  J 
PERNY.C    D 
FERNY.  C    D 
PERRIGO,L   D 
PERRIN,  J  S 

B0042901I3* 
B004D40047* 
6004030362  » 
B0042900SO 
B004300192 

CONTRACT 
70-143 
70-2478 
NUREO 
NUREQ 

PEFK1QTTI,  D  J 
PERRY,  W   W 
PERHV.  J  C 
PERRY,  0  C 
PETERSON,  M   R 

B004040402* 
3004310082(1 
B004150442» 
800429047B» 
8004310077* 

50-269         0 
50-377         Q 
50-344         B 
50-314         S 
70-2476 

PETERSON,  R    J 
PETERSON,  M  R 
PETERSON,  M  R 
PETERSON,  M  fl 
PETERSON,  M   R 

8004100097 
80040203B7 
9004070023 
B004O700B8 
Q004O20393 

PflH 
XPORTLIC 
XPORTLIC 
XPDRTLIC 
XPORTLIC 

PETERSON,  M  K 
PETERSON,  M  B 
PETERSON,  H  fl 
PETERSON,  M  R 
PETERSON,  H  n 

B004020397 
B004020401 
B004020406 
B004090620 
B004020IB4 

XPORTLIC 
XPOHTL1C 
XPORTLIC 
JtPDftTLIC 
XPORTLIC 

PETERBQN,  M  ft 
PETERSON,  M   R 
PETERSON.  H   R 
PETERGQN.  M  R 
PETERSON.  M   R 

B0040400B7 
BOQ4040099 
B004O70407 
B0040901  13 
B004O40477 

XPORTLIC 
XPORTLIC 
XPORTLIC 
XPORTLIC 
XPORTLIC 

PETEHBDN-M  R 
PETERSON,  M   R 
PETERSON,  M  R 
PETERSON,  M   R 
PETERSON,  M  R 

a0040?019B 
8004O902O2* 
B004230039 
0004250042* 
0004030049 

XPDRTHC 
XPORTLIC 
XPORTLIC 
XPORTLIC 
XPORTLIC 

PETERSON.  M  R 
PETERSON,  M  R 
PETERSON,  M  R 
PETERSON,  H  R 
PETERSON,  M   R 

B004040170 
B0040BOOB7 
B004080096 
B0040S0311 
B004080350 

XPORTLIC 
XPOHTLIC 
XPdRTUIC 
XPQRTL1C 
XPGRTLIC 

PETERSON,  M  R, 
PETERSON.  M   R 
PETERSON,  M   R 
PETERSON,  M  R 
PETERSON,  M  R 

B004080353 
B00422011&« 
B0040303A4 
BOQ404003B 
B004040042* 

XPORTLIC 
XPORTLIC 
XPDRTLIC 
XPORTLIC 
XPORTLIC 

AUTHOR 

ACCESSION 
NUMBER 

SUBJECT 
CATEGORY 

PETERSON.  M  R 
PETERSON.  M   R 
PETERSON,  H   ft 
PETERSON,  M  R 
PETERSON,  H   R 

9004040045 
8004040049* 
8004040480 
B004070037 
S0040B0251 

XPOJiTLIC 
XPOHTLIC 
XPORTLIC 
XPORTLIC 
XPORTLIC 

PETERSON,  M  R 
PETERSON,  M  R 
PETERSON,  M   R 
PETERSON,  K  R 
PETERSON,  M   fi 

B0040B0295 
B0040B0299 
8004080303* 
B0040903IS 
8004090627 

XPOrtTLIC 
XPOftTLIC 
XP03TLJC 
XPDKTUIC 
XPOHTLIC 

PETERSON,  M   R 
PETERSON,  H   R 
PETERSON,  11   R 
PETERSON,  M   R 
PETERSON,  M   R 

8004180309 
6004310002 
9004110141 
8004100062 
B004210364 

XPORTLIC 
XPOHTLJC 
XPOHTLIC 
XPOJtTLIC 
XPOHTLIC 

PETERSON,  M  R 
PETERSON,  M   fi 
PETERSON,  (1   fi 
PETERSON,  M   fi 
PETERSON,  M   R 

S004I00049 
00041600B2 
8004100173 
8004100179 
8004  100232 

XPOHTLIC 
XPCRTt-IC 
XPQRTLIC 
XPORTLIC 
XPORTLIC 

PETERSON,  M   R 
PETERSON.  H  R 
PETERS,  R    d 
PETERSON,  H  R 
PETERSON,  M  R 

B004210369 
3004210379 
B0040B0443 
B0041001BO 
8004100181 

XPORTLIC 
XPOHTLIC 
50-275         A 
XPORTLIC 
XPOHTLIC 

PETERSON,  M  R 
PETERSON,  M  R 
PETERS.  R    d 
PETERSON,  M  R 
PETERSON,  M   R 

9004100184 
B004170B91 
8004150435 
8004240224 
B004210431 

XPOHTLIC 
XPOHTLIC 
50-373         A 
XPORTLIC 
XPORTLIC 

PETERS.  B 
PETERSON,  M   R 
PETIT.M   R 
PETfllCK,  N  A 
PETRICK.  N   A 

8004170240 
8004300016* 
8004290514* 
3004040269 
SQ041002BO 

50-313        H 
XPORTLIC 
CONTRACT 
30-4B3          S 
50-4BH          Q 

PETRILLO,  M 
PETRICK,  N   A 
PETRICK.  N  A 
PETRIE,  L 
PETRICK.  N  A 

8004110096 
80041  SOI  79 
8004150369 
8004210264* 
BQ04SB0463 

50-3HO         H 
50-482          9 
30-483          S 
50-10             H 
50-403          A 

PETTIOREW.fi   R 
PFAFF.B    d 
PFAFF,  S    d 
PFAFF.S    d 
PFAFF.S  J 

8004030294 
B004070144 
9004070155* 
8004070159* 
9004070164* 

PR 
40-6&39 
40-6&3* 
40-6639 
40-465* 

PFAFF.S  0 
PFEFFEHEEN,  H  C 
PHILBRICK.S  S 
PHILIPS,  H  H 
PHILIPS,  M  H 

8Q04Q70169* 
B004QB0036* 
9004040167 
9004390139 
9004580  189 

40-6ASV 
TOPtlEJ5 
90-30           (1 
50-356        0 
30-33&        0 

PHILLIP,  0  A 
PHILLIP.  Q  A 
PHILLIP.  0  A 
PHILLIPS.  L  D 
PHILLIP.  0  A 

80043201  7B* 
8004230196* 
8004220327* 
8004220171* 
9004130496* 

FOI/l 
FOIA 
F01A 
30-3  SO         H 
30-341         0 

PHILLIPS,  J  R 
PHILLIPS,  d  R 
PHILLIPS,  J   R 
PHILLIPS,  d  R 
PHILLIPS,  d   fi 

9004020133 
800409003S 
S004090132 
8004090  137» 
8004030556 

50-273         0 
30-373         0 
50-273         0 
50-373        0 
30-273         0 

PHILLIPS,  d 
PHOENIX.  D  R 
PIELAOE.  H  W 
PIERCE.  A  C 
PIOOTT.D  R 

S004S10322 
8004510353* 
BOQ42B03B3 
8004  1  B0096 
9004100477 

30-273         0 
50-33O         P 
NUREO 
SO-  201         P 
90-3&1          0 

P1GOTT.D  R 
PIODTT,  D  R 
PIODTT.  D  R 
PILANT.  d  K 
PILANT,  d  M 

8004100477 
8004100337 
8004100337 
8004230192 
8004140479 

50-3fit         0 
50-36  1         0 
50-34,  1         0 
SO-29B         fl 
SO-298         Q 

PILANT,  J  M 
PILANT,  J  H 
PILANT,  d  M 
PILANT,  d  M 
PILANT.  d  (1 

8004S50077 
8004230240 
8004880184 
8004010434 
8004330391 

SO-29O         fi 
REOQD 
30-293         a 
30-290          a 
50-29S        F 

PILANT,  d,M 
PILANT,  J  M 

PLANdE,  T  d 
PLASKQN,  R  E 
PLATO.  P 

8004040396 
3004230437 
9004290093* 
8004220036 
7904110103 

SO-29B         R 
30-398         P 
50-123         Q 
50-5  1&         Q 
30-2              p 

PLESSET,  M  9 

PLESSET.  M  8 
PLESSET.  H  B 
PLESSET.  M  S 
PLESSET,  M  B 

8004130010 
S004190079 
8004020032 
00040B0070 
90041  B0074 

ACRB 
ACRB 
NUREO 
COMMISSION 
ACRB 

PERSONAL  AUTHOR  INDEX 


AUTHOR 

ACCCSS  ION 
NUMQCR 

SUBJECT 
CATEGORY 

PLESSET,  11   B 
PLESSET.M   B 
PLESSET,  M   S 
PLESSET,  M   S 

PLESSET.  M  a 

6004030333. 
0004O4Q27.; 
OOO404O274* 
6004150016 
BOQ41i>0046 

50-312 
IJUREO 
NUREG 
ACRS 
ACRE 

G 

PLESSET,  II   S 
PLESSETill   8 
PLESSET,  M   S 
PLUJ1LEE.  K   E 
PLUJ-1LEE.  K   E 

E)0041b0208 
00040'10?7/« 
B004  150006 
0004  100014* 
6004210102* 

ACRS 
NUREO 
ACRS 
50-164 
50-330 

a 

0 

POaiAL.W   F 
POCHAL.W   F 
POCHAL,  W   F 
POCHAL.W   F 
POCHAL.W   F 

8004080342 
QQ04220I  1  I 
80042  1  01  S3 
800.1210136 
8004300450 

XPORTLIC 
XPORTLIC 
XPORTLIC 
XPORTLIC 
XPORTLIC 

PQCHrtL.W  F 
PDDHURST,  II    U 
PODHUBBT.B    U 
POUHUftST.H    W 
POGG10.  A 

8004300159 
0004040422" 
0004G4O437" 
0004040442* 
S00433Q059 

XPORTLIC 
FOIA 
FOIA 
FOIA 
RCS 

POG01D,  A 
PQIRIER.M   It 
POIRIEH.M   H 
POIRIER.M   R 
POIHIER.M   H 

S004340465 
000,1090134 
H004030344 
0004090434 
B004QH0044 

nes 

50-445 
50-445 
50-445 
50-445 

M 
11 
M 
M 

POIRIER.M   R 
POIRIER.M   R 
POIRIER.H   B 
I'OIRIER.  M   n 
PQIRICR.M   fl 

0004080044 
OOO4O4O078 
0004130032 
0004150050* 
8GO41S0050* 

50-449 
50-445 
3O-445 
50-445 
50-449 

M 
M 
H 
11 
M 

POLI.D   L 
POLLARD.  R    D 
POLlAtlD.R   D 
POLLARD,  R   0 
POLLARD.  R   Q 

OOO4O302H7 
80040201  19* 
aoO-JO90J  90 
800-1030330 
D0041  10175 

PR 
50-3 
50-289 
50-289 
50-289 

G 
6 
G 
0 

POLLARD.  R   0 
POLLACK,  0  L 
POLLARD,  H  Q 
POLLARD.  R  Q 
POLLARD,  R   0 

8004330039 
60041600391 
0004110157 
6004110164" 
6004110166* 

50-289 
50-320 
50-209 
50-209 
50-289 

0 
P 
0 
0 
G 

POLLACK,  0  L 
POLLEY,  R    D 
•PDLLITT.K 
I'DLLQCKifl    P 
POLC1BKI.  J   P 

8004340179* 
8004  030  179» 
H00404Q224 
0004090152 
0004020142 

50-320         P 
COMMISSION 
30-352         H 
PR 
RES 

POPE,  J   R 
POI'C.  J   R 
PORTER.  W   L 
PORTER,  W  L 
POTAPDVB.  U 

0004180223 
00040801  60 
6004090241 
60042B0473 
B0040700B7* 

50-346 
50-346 
PR 
PR 
QA999 

0 
A 

POTAPQVB,  U 
POTAPOVS,  U 
PQTAPOVS,  U 
POTAPDVS,  U 
POTAPOVS,  U 

EiQQ40700H3* 
B0040B02/6* 
80041-10037* 
8004030239* 
0004010512 

QA999 
QA999 
QA999 
OA999 
OA999 

POTAPOV8,  U 
POTAPOVE.U 
POTAPQVB.U 
PDTAPOVB,  U 
POT  AP  DVB,  U 

B004140029" 
0004040343* 
0004080369" 
8001070290* 
8QQ40B0267* 

QA999 
OA999 
QA999 
QA999 
QA999 

POTAPOVS,  U 
PQTAPOVS,  U 
POTAPOVa.U 
POTAPOVB,  U 
POTAPOVB,  U 

0004040111 
6004000301" 
0004290031" 
6004030423 
8004090307 

QA999 
QA999 
QA999 
QA999 
QA999 

POT  AP  DVB,  U 
POTAPOV8,  U 
PQTAPOV8,  U 
POTAPOVS,  U 
POTAPOVa,  U 

£1004090302* 
0004140016* 
H004090067 
0004100031 
B004110064* 

QA999 
OA999 
OA999 
OA999 
OA999 

PQTAPOVS,  U 
POTAPQV8,  U 
POTAPOV8,U 
POTAPOVS,  U 
POTAPOVB,  U 

6004070076 
0004300217 
6004040476 
8004090059 
80Q40B0253 

QA999 
QA999 
QA999 
OA999 
OA999 

POTAPOVB,  U 
POTAPOV8,  U 
POTAPQV8.  U 
POTAPOV9,U 
POTAPOVB,  U 

8004080350 
8004090282 
0004080291 
Q004030235 
8004090371 

QA999 
OA999 
QA999 
QA999 
QA999 

POTAPDVB,  U 
POTAPOVB,  U 
POTAPOVS,  U 
PQTAPOVS,  U 
POTTER,  J  P 

8004140011 
8004110031 
B004290016 
Q0043000B4 
6004160172* 

QA999 
QA999 
QA999 
OA999 
50-277 

0 

AUTHOR 

ACCESSION 
NUI1QEF) 

SUBJECT 
CATEGORY 

POTTER.  J  P 
POTTER,  J  P 
POTTER,  J  P 
POTTER,  I  P 
POTTER,  J  P 

6004210035" 
8004210120* 
80042SO310* 
8004280283* 
S00421Q0340 

40-672 
50-2B9    0 
50-393    0 
50-317    0 
70-1100 

POTTER,  J  P 
POTTER,  J  P 
POTTER.  J  P 
POTTER,  J  P 
POTTER,  J  P 

B00421OO76* 
B0042100Q2* 
B004210339* 
0004210345" 
8004220402* 

50-272    Q 
50-277    Q 
5O-333    O 
50-245    Q 
7O-1143 

POTTER.  J  P 
POTTER,  J  P 
POTTER,  J  P 
POTTER.  J  P 
POTTER,  J  P 

8004040035* 
B004040399" 
B0040404S3" 
BOO40S0147" 
B0040BOI40* 

50-253    Q 
50-315    Q 
40-2061 
27-47 
27-47 

POTTER,  J  P 
POTTER,  J  P 
POTTER.  J  P 
POTTER,  J  P 
POTTER,  J  P 

6004040023* 
SOQ410Q40S" 
8004100523* 
9004010009" 
S00404O171* 

50-10     Q 
50-10     0 
50-254    Q 
CONTRACT 
50-331    Q 

PDTTHOFF.F  H 
POTTHOFF,  F  H 
POTTS,  W  E 
POWER8,  J  A 
POWER,  D  F 

80043405551- 
BOO4  100474 
B004  170106" 
B0040B061B 
8004010054 

50-466    G 
5O-466    O 
50-289    P 
CONTRACT 
FOIA 

POWER.  D  F 
POWERS,  M  Q 
POWER.  D  F 
PR  ACER,  J  C 
PRATT,  C  M 

8004090129 
6004300243 
8004290152 
B004  140246 
B004  100434 

FOIA 
40-3722 
FOIA 
50-2BO    P 
PR 

PRE9SESKY,  A  J 
PRESaESKV.  A  J 
PRICE,  E  R 
PRICE.  E  R 
PRICE,  E  R 

B00424056B 
B0042BOI72 
8004000143" 
60040S0110" 
8004080060" 

PR 
PR 
FOIA 
FOIA 
FOIA 

PRICE,  E  R 
PRICE,  E  R 
PRICE.  E  R 
PRICE,  E  R 
PROFIO,  A  E 

8004080095' 
BOO40BO09B" 
B0040BOOB4* 
B0040B0076* 
0004070329" 

FOIA 
FOIA 
FOIA 
FOIA 
30-433    R 

PROXMIRE.U 
PROXMIRE,  H 
PUCILLO,  A  C 
PUCKETT,  J  M 
flUARANTELLI.E 

0004140379* 
6004080264" 
0004240041" 
8004250291" 
8004230514 

50-266    U 
50-409    U 
CONTRACT 
50-261    Q 
50-320    H 

QUE.ENER.  n  a 

QUICK,  D 
QUICK,  D  R 
GUI  GO,  C 
SUIGG.C 

8004230303* 
B0043001B7* 
B004300260" 
0004190031 
0004010171 

MURES 
30-302    Q 
50-269    Q 
50-26B    P 
FOIA 

OU:OG,C 
QUIOLEY,  E  J 
QUIOLEY,  J  R 

QUINNiE 
QUINN,  E, 

8004290390 
B004080679 
B004100194* 
B004020069 
0004060197 

50-293    G 
70-130B 
CONTRACT 
70-133 
7O-133 

QUIRK.  J  F 
QUIBENQERRYiG  F 
RADER.R  M 
RAFI.A, 
RAOSDALE.J  D 

6004260422 
8004020114" 
6004110574 
8004070276* 
8004210395* 

SO-S90    A 
SO-289    H 
50-445    M 
50-317    R 
30-275    0 

RAINEY.  J  L 
RANDOLPH,  M  L 
RANDOLPH,  M  L 
RAN30HOFF,  J  A 
RAPKIN,  A 

8004070151 
B004040369 
B004  160095 
B004090I21* 
0004030302 

40-2061 
RES 
RES 
71-121 
FOIA 

RABH,  J  L 
RATHKOPF,  C  L 
RATHHOPF.C  L 
RATHKOPF,  C  L 
RATHKOPF.  C  L 

6004170020* 
8004O30054* 
800403007  l« 
B004030093" 
B004040233' 

30-324    P 
50-320    H 
50-320    H 

RATHKDPF.C  L 
RATHKOPF,  C  1 
RATHKOPF,  C  L 
RATHKOPF.  C  L 
RATHKOPF,  C  L 

80040402 
80040402 
80040402 
B0040404 
B0040902 

RATHKOPF.  C  L 
RATHKOPF.  C  L 
RATHKOPF,  C  L 
RATHKOPF.  C  L 
RATHKOPF.  C  L 

80042102 
60042201 
60042201 
80040204 
80040300 

RATHKOPF.  C  L 
RATHKOPF,  C  L 
RATHKOPF,  C  L 
BATHKOPH,  C  L 
RATHKOPF.  C  L 

80040402 
B004040E 
80D4040E 
8004040Z 
6004100E 

AUTHOR 

ACCESSION 
NUMBER 

SUBJECT 
CATEGORY 

RATHKOPF,  C    L 
RAUHER.L   11 
RAUNER,  L   11 
RAU9CH,  J   K 
RAU5CH.  J   K 

B004220124* 
B004030192 
800401O03B 
6004040125" 
80043OO493" 

50-320         H 
FOIA 

FOIA 
5O-416         Q 
50-375         a 

RAUSCH,  J   K 
RAUSCH,  J   K 
RAYMOND,  L   W 
RAYMOND,  W   J 
READ.  J 

8004090163 
6004220134* 
0004220162* 
8004210071* 
B004030474" 

50-416         S 
50-49-1         Q 
50-320        H 
50-244         Q 
50-322         G 

RECORD,  D   J 
RECORD,  D   J 
RECORD,  D   J 
RECORD,  D   J 
RECORD.  D   J 

80041  7O227* 
8001010381" 
8004010403" 
8004010371* 
8004010475* 

50-327         F 
3O-327         8 
50-337         8 
50-327         S 
30-327         B 

RECORD,  D   J 
RECORD.  D   J 
RECORD,  D   J 
RECORD,  D   J 
RECORD,  D   J 

8004170229* 
0004170231* 
8004170234* 
8004090336* 
8004090457* 

50-327        F 
50-327         F 
50-327         F 
50-327        S 
50-327         S 

RECORD.  D   J 
RECORD,  D   J 
RECORD,  D   J 
RECORD,  D   J 
RECORD.  D   J 

8004180465* 
60O41B04O7* 
8004150513* 
B004  150363* 
BOQ4320722" 

50-327         B 
SO-327         S 
50-327         8 
50-3B7         6 
50-327         S 

RECORD.  D   J 
REED,  J   W 
REED,  R    W 
REED,C 
REED.M 

B004220757* 
8004040133* 
B00415O103 
8004020429 
8004290407* 

50-327         S 
5O-7O            P 
50-346         P 
TOPREP 
50-S65         B 

REED.C 
REEHAUB    B 
REEVES,  E 
REEVES.  E  A 
REEVES,  E 

8004290434 
600422052S* 
8004110573 
8004110355 
80043005B8 

TOPREP 
FOIA 
50-348         F 

30-295        Q 
50-295        F 

REGAN,  W  H 
REHM.  T   A 
REHM.  T   A 
REHM,  T  A 
REHM,  T   A 

8004020  1S4 
8004090066 
8004100592 
6004140457 
8004250046 

SO-E72        P 
COMMISSION 
COMMISSION 
COMMISSION 
COMMISSION 

REICHERT,  E   C 
REICH,  M 
REID.R   U 
REID.fi   W 
REID.R   W 

8004070276* 
8004240566 
6004060437 
8004080440* 
8004030275 

50-317         R 
NUREO 
30-317         P 
50-317         P 
30-235         P 

REID,R    W 
REID.R    W 
REID.R   W 
REID.R    W 
REID.R    W 

8004040091 
8004040096* 
8004040109* 
8004070160 
8004210108 

50-317         P 
5O-317         P 
50-317         P 
30-313         P 
30-289         H 

REID.R    W 
REID.R   W 
REID.R    W 
REID.R   U 
REID.R   H 

8004070266 
8004080002 
8004150177 
8004010255 
8004030230 

50-336         P 
50-3O2         P 
50-312        F 
50-2&9         F 
50-26"?         P 

REID.R    W 
REID.R    W 
REID.R    W 
REID,  R  W 
REID.R   M 

8004020449 
6004170294 
8004100115 
8004150110" 
6004150120" 

50-312         P 
50-239         P 
50-312        P 
50-34A        P 
50-346        P 

REID.  R  W 
REID.R  H 
REID.R  M 
REID.R   M 
REID,  R   M 

8004160180 
60041SOOB2 
8004210321 
8004100241 
8004100246* 

50-335         P 
50-54          P 
80-269        P 
50-313         P 
30-312         P 

REID.R  U 
REID.R  W 
REID.R  M 

8004100255" 
B004110481 
8004170316 

50-3  1  2         P 

TQPREP 
50-317        F 

AUTHQil 

ftCCfcSSlDN 
NUMB  t  ft 

SUBJECT 
CATEGORY 

REINMUTH.G   U 
RElb,  H    F 
REIS.  M    F 
RE  IS,  H    F 
F1EIS-H   F 

aoO'iaac-o'jas 
soo-ioaojtis* 

300422014} 
B00402u2fcS* 
B004220141 

50-534         P 
50-339         G 
50-391         0 
50-339         0 
5O-339         0 

F1E1S,  E    J 
RE1S,  H    F 
RE  IS.  H    F 
RE  IS,  H    F 
RE^EME^EUrP    C 

eOOflOff0355 
8004  2  4  0494 
8004240484 
80041  10b29 
6004090278 

50-443         0 
50-250         tt 
50-25O         O 
50-250         0 
WASTE    MOT 

RE^EMEYER   P    C 
REMLEY,  11   t 
RENBERGFR,  II    L 
RENBERQER,  D    L 
RENDER  GER    D    L 

BO04O2016S 
8004t'aOOi  1 
BO04-030J4I 
9004230271* 
3004020339 

UASTE  nor 

71-640O 
PR 
50-4(hO         0 
50-397         K 

REWDER&ERrD    L 
flENDERffER.D    L 
flENGERCER.D    L 
RENGERGER.D    L 
JiENDERftER,  D    U 

8004230248' 
8004010340 
BOO4O202'M 
8004020302 
8OO4O70367 

50-4iO         Q 
50-308         A 
SO-397         S 
50-397         S 
50-397         A 

flENDERGER,  D    U 
flENBERGER,  D    L 
UENBEROER.  D    L 
RENDERGER.D    L 
RENDERQER:  D    L 

S004  170207 
80041  4O34S 
Q004  150443 
B0043I0313 
B0042102B5- 

5O-397         A 
50-397         K 
50-508         A 
KUftEG 
50-397         A 

RENBER8ER-D    L 
RENOERGER.D   L 
RENNELS.  A   E 
RENNO,  E 
RESSLER.W   C 

B0042B0466 
80042B0475 
8004080177 
8004040300 
8004140250 

50-397         S 
50-397         S 
40-2O61 
50-32O         H 
•50-330         R 

REYES,  L    fl 
ftEYNQLDS,N   S 
REYNDLDS.TJ   S 
REYNOLDS,  L   E 
REYNOLDS,  N   S 

S004100022* 
8004OB01  19 
B003H50002 
B00407O254 
Q0040400BB 

50-346         0 
PR 
HUflEQ 
71-9122 
5O-44S         Q 

REYNOLDS,  N   S 
REYNOLDS.  L   E 
REYNOLDS,  N   3 
REYNOLDS,  N   S 
REYNOLDS,  N   3 

B004080221 
00040900"?! 
B0040400BB 
S0040B0221 
8004140005 

90-445         G 
71-9122 
50-445         O 
50-445         O 
PR 

REYNOLDS,  N   S 
REYNOLDS,  N   S 
REYNOLDS,  H   5 
REYNOLDS,  N   S 
RHE1NHEIHCR,  D 

B0042SO1B9 
BOO  4280  IB? 
B004U0285 
6004240424* 
BOO'10701'?! 

50-556         G 
50-556         0 
50-397         A 
50-445         0 
50-3B7         H 

RHE1NKEIMER,  D 
RICE,  0    D 
RICHiARDBOH.H    D 
RICHARD3D1J.M   D 
RICHTER.S   W 

B0040700A4 
B0040S01A3" 
B004310037 
B004020029 
B004040295* 

50-3B7         H 
40-2061 
71-6717 
71-9135 
50-317         Q 

RICHTER.S   U 
RICHTER-S   U 
RICHTER,  T 
ftrCKOVER.H  0 
RICKOVER.H   0 

B004040296* 
BD04O4O30K 
8004220569 
3004090082 
80040900B7 

50-317         Q 
50-317         0 
50-330         H 
C-RG 
DUG 

R1ENA.J   R 
RILEY.  B    W 
RTSCHtlNO,  J    L 
ftlBCHLIHG,  J    L 
RISCHUNO.J   L 

B004  17013? 
00042801571* 
BD040109009 
8001000545* 
BOO  4230357* 

FdlA 
50-329         fl 
50-316         S 
50-316         S 
50-314         3 

ftlTSHER,  J   A 
RrTTS,  F   H 
RIVARD,  W  C 
RIZZI.R    A 
RI1ZI-R   A 

8004070299 
80-0-4080599 
BO&4I50141* 
B0040902OB 
B00409020B 

5O-443          I 
50-145        M 

NUREO 
PSOJ 
PROJ 

AUTHOR 

ACCESSIDH 
IIUHBtR 

SUBJECT 
CflTEOORV 

ROCKHQLD.  H   C 
RQDACH,  M 
RQDEN.  J   W 
HODEN-  J   W 
RODEN,  J   W 

8004250364 
0004090384 
80041503850 
BOQ4150390» 
0004150401* 

50-293         P 
SO-3H7          H 
50-366         R 
50-321          R 
50-321          R 

RDDGEflS.L   H 
RODGERS.  L   II 
RODDERS,  L   H 
RODRIGUEZ.  R    J 
RODRIGUEZ,  K    J 

8004020418- 
S004020'H0fl 
8004020424* 
O004I60S66 
0004220731 

50-213         F 
50-213         F 
50-213         F 
50-312         R 
50-312         S 

ROE.D 
ROE.  J   M 
ROE.  J   U 
nDGERS-fl    F 
RDCEfiS,  H    F 

0004040346 
8004070183" 
B004090277J 
B0041S0096» 
8001150155* 

50-275         H 
50-250         F 
50-250         F 
50-331          0 
50-321          Q 

RDQERS.W   L 
ROGERS,  B    J 
ROGERS,  H    A 
ROGERS,  U   F 
RdQERS,  W   F 

8004090115 
8004310060* 
8004!  40070* 
8004180086 
3004IBOOQ9* 

HASTE   I1GT 
50-39            H 
70-1309 
ISPORTLIC 
XPDRTLIC 

ROGERS,  H   F 
HDGE(i3,  L   U 
ROGERS,  C    S 
RDQEfiS.  W   H 
ROGEH3,  W   H 

9004130092* 
SD04210£97* 
QG042SQO30 
B004020359> 
B0042206S9* 

XPORU.IC 
50-10            H 
50-556         Q 
30-321          S 
50-366         S 

ROGERS,  W   H 
RDQEflS,  W   H 
ROMAN,  T   W 
ROOD,  H 
ROONEY.M    ft 

B0042506B4» 
B004220717* 
8004140411* 
B001290133 
8004140070 

30-321          S 
50-366         S 
50-230         R 
50-3fal          A 
70-  1  30S 

ROONEV,  H   A 
ROONEY,  V   L 
ROOT.L    D 
ROQT.L    D 
RODT.L   D 

B004  140060 
B004Q70Q40 
8004160005 
G00422026Q 
8004110300 

70-130B 
50-271          P 
50-331         Q 
50-331         F 
50-331          P 

ROQT.L    D 
fiaDT.L   D 
RDDT.L   D 
ftOREM 
ROSA.F 

8004220507 
6004B8046I 
8004280454 
8004150106 
701110017B 

50-331          P 
50-331          P 
90-331          F 
70-130S 
50-313         B 

ROSEN.  A-E. 
ROSENTHAL,  D    B 
ROSEN.  A   E 
ROSOLEE.E 
ROSOH,  D   F 

90040700B1* 
00Qi)300299» 
H004070079* 
9004230020 
8004040299* 

QA999 
50-3               U 
QA999 
50-344        0 
50-317         Q 

ROSQW,  D   F 
ROSDW,  D   F 
ROBS.D   M 
ROSB.D 
ROS9.,  D   F 

B004040296* 
B00404030H 
B004020099 
B004030H37* 
B004040031 

50-317         Q 
50-31  /         Q 
71-A397 

State  Prog 

50-279         A 

ROS3.D   F 
ROBB,  D   A 
ROSS.D   A 
ROSS.L   L 
ROSBiP   A 

8004040017 
B0040B0421 
B004090246* 
B0040107B9* 
B0041S0430 

SO-H79        A 
50-219         Q 
50-219         Q 
PT9 
HUfiEO 

ROSS.1J  J 
ROBS,  D   F 
ROBS,  D  A 
ROSS.D  F 
ROSS-,  D  F 

B0040S0433 
G004230038 
B004100424 
8004020453 
8004H0040 

SO-S72        P 
50-275         A 
50-219        0 
TDPREP 
50-271         P 

ROSS-,  W  J 
ROSS,  D  F 
ROBS,  D  A 
ROBS.  D  A 
ROS5,D  A 

B0041502B7 
B00403O213 
B00401O4BO 
B00401O4B9* 
8004010503 

50-372        P 
50-329        H 
50-219        S 
50-219         8 
50-319        S 

AUTHOR 

ACCESSION 
NUMBER 

SUDJECI 
CATEGORY 

RQTHE-P    H 

800414047B 

Nuneo 

HQTHFLE1SCH,  J 

800')  070353 

WASTE  MOT 

ROTHFLEISCH.  d 

B004070'J49 

WASTE   hHJT 

ROTHFLE1SCH,  J 

8004090209 

40-0731 

ROTHSCHILD,  H   U 

8001090726 

5O-445        0 

ROTHSCHILD,  M   U 

8004090015 

5Q-445       0 

ROTHSCHILD.  H   U 

SOO'1090446 

70-130Q 

ROTHSCHILD,  M   U 

8004100151 

7O-1300 

ROTHSCHILD,  M   U 

8004100164* 

70-1300 

ROTHSCHILD,  M   H 

8004310424 

SO—  149        0 

ROTHSCHILD,  M   U 

5004211042411 

SO-443        O 

ROTHSCHILD.  M   U 

8004230340 

SO-44-3        0 

ROTHSCHILD.  M   U 

S004  170251 

70-1  300 

ROTHSCHILD.  M   U 

B004230206 

7G-I3Q0 

ROTHSCHILD.  M   U 

8004220377 

70-1300 

ROTHSCHILD.  M   U 

8004240121 

Sa-413       O 

ROTHSCHILD,  11   U 

8004240433" 

5Q-4*U        0 

ROUNDTREE.R    E 

8004100430* 

SO~4«        M 

ROUSE.  L   C 

80040101B6* 

7O-130B 

ROUSE,  J   V 

8004090140* 

WASTE   HOI 

ROUSE,  L   C 

BQ04IB04410 

3O-?69        0 

ROWDEN,  M 

8004220442* 

FO1A 

ROUE.  D    S 

8004090234 

71-24 

ROY,  0   W 

8004140202 

HE 

ROY,  G   W 

0004220336 

9O-272        0 

ROY,  o  w 

8004220249 

9Q-?i.J       B 

ROV,  0   W 

B004210439 

50-331        B 

ROZEK.R 

BQ0403Q337* 

nA9')9 

RUBENSTEIN,  L    B 

B004  140090 

90-329       ft 

RUBENSTEIN,  L    B 

BQ040100L4 

SO-410       A 

RUBENSTEIN.  L    S 

B004040079 

SO-3Y;       A 

RUBENSTEIN,  L    S 

B00407004I 

SO-4flO        A 

RUBENSTEIM,  L    3 

0004070072 

3O-327       O 

RUBENSTEIN,  i,   S 

B0040704IQ 

SO-3H7        F 

RUBEN8TEIM,  L    B 

B004Q70393 

5O-337        P 

RUBENSTEIN,  L   B 

BQ0402Q093 

SO    337        P 

RUBENSTEIN.  L    B 

B004090034 

50    410       F 

RUBENSTEIN.  L    B 

B0041  00297 

3O-4IO        A 

RUBENSTEIN.  L   El 

B004  110493 

90    337       P 

RUBENSTEIIJ,  L    B 

0004100907 

SO-367       A 

RUBENBTEIN.  L   8 

B004140119 

9O-4SA       F 

liUBENBTEIN,  L   S 

0004140110 

30-43*       F 

RUDENBTEIN,  L   8 

B004  190306 

DO    337        F 

RUDENBTEIN.  L  S 

8004330106 

5Q-54A       Pi 

IIUHENBTEIN,  L   B 

BQ04290001 

9O-32V       A 

RUBENBTEIN.  L  8 

8004170263 

90-4  4:i        1 

RUnENSTEIN.  L  S 

8004180099 

3O-3UQ       A 

RUBENBTEIN,  L   8 

B004180070* 

90    330       A 

nUBENSTEIN,  L  8 

BOQ42B0619 

SO-39V       A 

RUBENSTEIN.  L  B 

8004300366 

SO    32J)       Q 

RUDENSTEIN,  L  B 

0004300270* 

90    3^9       0 

RUBEN8TEIM,  L   S 

0004240402 

90-310       F 

RUETER.D   A 

0004010416 

3O-313       Q 

RUETER,  D,  A 

HQQ4B4Q300 

30-313       P 

RUFF-  A  D 

B004  10009  L" 

OO-4U       a 

flUH-MINQ.  L 

BQ042B0429* 

40-H4(W 

nUH-MlNO.  L 

8004360427" 

•1O-O40J 

RUITER.O  H 

8004190399* 

so-aos     FI 

RUSSELL.  W  T 

8004280065 

30-3:!4        P 

RUSBELL.  L   D 

8004010439 

SO-31Q        B 

RUSSELL.  L  D 

8004010342 

50-3111        8 

RUSSELL,  L   B 

8004010376 

3O    3  ID        Q 

RUSSELL.  U  B 

8004010380 

SO-3LU        G 

RUBSELL,  L    B 

3004010430 

90    317        8 

RUBSELL,  L   B 

8004010364 

30-3111        fl 

PERSONAL  AUTHOR  INDEX 
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AUTHOR 

ACCESSION 
NUMBER 

SUBJECT 
CATEGORY 

RUSSELL,  L   D 

S004290459 

50-317         S 

RUSSELL,  L    B 

8004290475 

50-317         S 

RUSSELL,  L   B 

B004390490 

50-317         S 

RUZ1CKA.W   G 

B004080S48 

50-94            R 

RUZICKA,  U   0 

8004090375 

50-54            R 

HVAN.fl   G 

B004070094 

50-3              P 

RYAN,  R   0 

B004040193 

Qtato   Prog 

RYAN,  R   M 

S004300320B 

50-225        Q 

SABQL.A  R 

8004070303* 

50-387        0 

SABGL,  A   R 

B00410009B* 

50-3S7         Q 

SAENGER.E  L 

B004220044* 

FOIA 

SAENOER.E   L 

8004220O97* 

FOIA 

SAENCER.E   L 

8004320101* 

FOIA 

BAENOEfl.E   L 

S004230130* 

FOIA 

BAENGER,E  L 

B004220387* 

FOIA 

BAENGER,  E   L 

8004220391* 

FDIA 

SAENQER,  E   L 

8004220404* 

FOIA 

SALAH,  B 

7903080364 

MISC 

SALTZMAN,  J 

8004080173* 

FOIA 

6ALTZMAN,  J 

8004140124* 

FOIA 

SALTZMAN,  J 

8004140098 

50-443         M 

SALTZI1AN,  J 

B004  140279 

30-443         M 

SALTZMAN,  J 

BD0423O355 

50-338         J 

SALZMAN,  I. 

8004300080* 

50-3S7         0 

SALZMAN,  R    B 

8004330103* 

50-275         0 

SAMUORTH,  R   B 

781  1300053 

50-368         A 

BANDERS,  W   F 

8O04O701I1* 

50-443         Q 

SANDERS,  D 

8004150601* 

50-368         F 

SANDERS,  D 

8004150979* 

50-368         F 

SANDERS,  U  F 

80041  603  12* 

5O-309         0 

SANDS.  B   P 

8004080677 

50-312         P 

9ANDVIK.R   M 

8004250375 

50-514         G 

SAH  BANES,  P 

9004220659 

50-320         U 

SARSOUR,  D 

8004140353* 

50-346         R 

SASSER.D   W 

8004280035 

NUREG 

SA6TRE,  C 

8004090159 

RES 

SATTERFIELD.  H 

7B11100178 

50-313         B 

SATTERFIELD,  R 

8004320227* 

50-287         0 

EAUDER.J   L 

0004110571 

50-269         H 

SAUERB.M   A 

8004300083* 

50-387         0 

BAUER,  D  U 

8004150332* 

50-309        8 

SAWDERS.  6   C 

B004220785 

ACRS 

SAUYERrS 

6004040298* 

ACRB 

SCALP  I,  M 

8004100438 

PR 

SCALP  I,  M 

B004080152 

PR 

BCANLON,  U   J 

8004030237* 

State   Prog 

SCARANO.R   A 

8004290041* 

40-8603 

8CARANO,  fi   A 

8004290044* 

40-8602 

SCAHANO,  R    A 

B00428041B* 

40-0601 

SCARAND,  R    A 

8004030184 

40-8502 

GCARANO.  R  A 

8004070259 

40-1162 

SCARANO,  R   A 

8004070412 

40-8452 

SCARANQ,  R  A 

B0041B010S 

UASTE   MOT 

SCARANO,  R  h 

8004280417 

40-0681 

SCAHANO,  R  A 

B004390036 

40-B602 

ECARAND,  R  A 

8004300106 

40-8602 

SCARANDiR   A 

8004290110 

40-3453 

SCARTH,  E  D 

8004020175* 

50-445         M 

SCHAFFSTALL,  R   E 

7907290258 

11  ISC 

SCHAPER,  J  F 

8004040132* 

30-346        Q 

SCHAPER,  J  F 

8004040079* 

50-4B3        Q 

8CHABER,  H 

0004030012 

50-312        H 

SCHAUER.F  P 

8004220042 

50-424        A 

SCHENDEL,K  R 

8004200283 

40-9304 

SCHERA,  L 

0004070423 

90-390         H 

SCHERER,A  E 

0004010498 

TOPREP 

SCHERR,  S  J 

8004150101 

30-574        G 

6CHERER.A  E 

8004230315 

TOPREP 

SCHEREH,  A  E 

80042B0400 

TOPREP 

SCHILLER.  U 

8004010521 

50-322        0 

SCHMIDT,  A  D 

B00424036B 

50-290        R 

SCHMIDT.  A   D 

8004240448 

30-250        R 

SCHMIDT,  A  D 

8004240350 

50-250        R 

SCHMIDT,  A   D 

B004240470 

50-350        R 

SCHMIDT.  A  D 

8004340435 

50-250        R 

SCHMIDT.  A  D 

B0042403S9 

50-290        R 

SCHMIDT,  A.O 

8004240443 

50-250        R 

SCHMIDT,  A   D 

8004240463 

50-350        R 

SCHMIDT,  A  D 

8004240436 

50-250        R 

SCHMIDT.  A  D 

8004240418 

50-250        R 

SCHMIDT,  A  D 

8004230330 

50-230        R 

SCHMIDT,  A  D 

B004330484 

30-230        R 

SCHMIDT,  A  D 

8004230331 

30-250        R 

SCHMIDT,  A  D 

8004180924 

50-250        R 

SCHM1EDER,  J   R 

8004090354 

50-206        Q 

AUTHOR 

ACCESSION 
NUMBER 

SUBJECT 
CATEGORY 

SCHMIDT,  E  W 

8004040204 

RES 

SCHMIDT,  A  D 

B0041B05E9 

SO-250    R 

SCHMIDT.  A  D 

8004020377 

50-251    3 

SCHMIDT,  A  D 

B004030282 

50-335    B 

SCHMIDT,  A  D 

8004030249 

50-250    S 

SCHMIDT,  A  D 

S0040B0601 

30-250    S 

SCHMIDT,  A  D 

B0041  80373 

50-25O    R 

SCHMIDT,  A  D 

8004240309 

50-250    8 

SCHMIDT.  A  D 

8004240334 

50-335    S 

SCHMIDT,  A  D 

B004240369 

50-335    B 

SCHNEIDER,  F  U 

B0040B0318 

50-272    Q 

SCHNEIDER,  F  U 

8004100236 

50-272    Q 

SCHNEIDER,  F  H 

8004100247 

50-272    Q 

SCHNEIDER.  F  U 

8004300488 

50-272    Q 

SCHNEIDER,  F  U 

8004240494 

90-272    Q 

SCHNEIDER,  F  U 

8004280134* 

50-372    0 

SCHNEIDER.  T  II 

B004280207 

50-272    Q 

SCHNEIDER,  F  W 

6004070225 

90-272    I 

SCHNEIDER,  F  W 

B004  160249 

50-272    0 

SCHNEIDER,  E  J 

B0041  60246 

50-372    0 

SCHQPPMAN.  M  A 

B004020391* 

50-251    8 

3CHOPPMANN,  M  A 

80Q40302B9* 

50-335    S 

8CHOPPMANN,  M  A 

B004030356* 

50-250    S 

SCHQPPMANN.M  A 

B00408060B* 

50-250    S 

8CHDPPMANN.M  A 

8004240317* 

50-250    B 

SCHOPPHANN,  M  A 

B004240343* 

50-333   S 

SCHOPPMANN,  M  A 

8004240375* 

50-335    S 

8CHROCK,  C  A 

B004010492 

50-303    P 

SCHUESSLER.U  J 

8004310153 

90-466    G 

BCHULTZ.U  H 

8004220186* 

FOIA 

SCHULTZ.  W  H 

8004230050* 

FOIA 

SCHULTZ,  W  D 

B004010294 

90-367    G 

SCHULTZ,  W  B 

B0040  10300* 

50-367    G 

SCHULTZ,  Q  R 

800*330006 

50-387    0 

SCHUMACHER,  M  C 

8004100377* 

SO-  1  5O    Q 

SCHUMACHER,  V. 

B0040B0571 

50-3B7    G 

SCHUR,  D  H 

80040801  BB* 

FOIA 

SCHWARTZ,  W  B 

8004220635* 

FDIA 

SCHWARTZ,  B  A 

B004  110553 

State  Prog 

SCHUARZ.M  D 

8004030136 

3O-49B   G 

8CHUARZ.M  D 

8004020136 

50-498    fl 

SCHUENCER,  A 

8004180286* 

50-247    E 

SCHWENCER,  A 

B0040B0325" 

90-2BO   P 

SCHWENCER,  A 

B0040B0330* 

50-280   P 

SCIHUEIBINZ.E  R 

8004040419* 

50-546   Q 

SCHWENCER,  A 

B004340S04* 

30-2B6    P 

BCHUENCER,  A 

B0040304S7 

50-319   P 

SCHUENCER,  A 

8004020460 

50-372    P 

SCHWENCER,  A 

B0040B0463 

90-295    P 

SCHUENCER.  A 

8004140087 

50-266    P 

SCHUENCEfi.  A 

8004190318 

50-334    P 

ECHWE1BINZ.E  R 

BOO41  10300* 

50-496    Q 

SCHWENCER,  A 

8004030276 

SO-338    F 

SCHUENCER.  A 

8004110089 

30-295    F 

SCKUENCER,  A 

80041  SOI  38 

50-315    P 

SCHWENCER,  A 

8004020257 

50-293    P 

BCHWENCER,  A 

8004030262* 

30-295    P 

SCHUENCER.  A 

8004020266* 

30-395    P 

SCHUENCER,  A 

6004020270* 

30-295    P 

SCHUENCER,  A 

8004110520 

30-2B2    P 

BCHUENCER,  A 

8004110324* 

90-282   P 

SCHUENCER.  A 

80041404BI 

50-380   P 

BCHUENCER,  A 

8004140490 

50-305   F 

BCHWENCER,  A 

8004220192 

50-295   P 

SCHWENCER.  A 

B0040100D4 

50-393   P 

SCHUENCER,  A 

8004020070 

50-302   P 

SCHWENCER,  A 

6004020073* 

80-282   P 

BCHWENCER.  A 

0004020075* 

50-282   P 

SCHUENCER.  A 

8004020079* 

50-282   P 

SCHUENCER,  A 

B004140050 

90-334   P 

BCHWENCER.  A 

B004140054* 

50-334   P 

SCHWENCER,  A 

8004140058* 

90-334   P 

SCHUENCER,  A 

B004150041 

80-280   F 

SCHWENCER,  A 

8004040260 

50-286   P 

BCHWENCER,  A 

8004040423 

30-286   P 

SCHUENCER,  A 

0004280217 

30-295   P 

BCHUENCER,  A 

8004280223 

50-206   P 

BCHWENCER.  A 

8004030271 

SO-250   F 

SCHWENCER,  A 

8004090166 

SO-250   P 

SCHUENCER,  A 

8004090169* 

50-250   P 

BCHUENCER,  A 

8004090174* 

50-330   P 

BCHUENCER,  A 

8004040190* 

90-250   P 

SCHWENCER.  A 

8004080003 

50-395   P 

SCHUENCER,  A, 

B0040B0013* 

50-295   P 

SCHUENCER,  A 

8004280148 

50-H61    P 

AUTHOR 

ACCESSION 
NUMBER 

SUBJECT 
CATEOORV 

SCHUENCER,  A 

8004280151* 

50-261 

P 

SCHUENCER,  A 

80042B0136* 

50-261 

P 

SCHHENCER  p  A 

9004040179 

50-290 

P 

SCHUENCER.  A 

aoo4040ia3* 

50-250 

P 

SCHWENCER,  A 

8004240251 

50-330 

P 

BCHUENCER,  A 

6004340263= 

50-3SO 

P 

SCHUENCEfi,  A 

8004240233" 

50-23O 

P 

8CHUEID,  8 

800403001  E 

50-312 

H 

SCHUENCER.  A 

0004090322 

50-344 

G 

SCHWENCER.  A 

S0042200B7 

50-341 

P 

SCHWENCER.  A 

8004240442 

50-344 

F 

SCHUENCER,  A 

6004030330 

50-380 

P 

SCHUENCER,  A 

B004240462 

50-315 

P 

SCHWENCER,  A 

8004300276 

50-366 

P 

SCHWENCER.  A 

B0043Q02BO* 

50-266 

P 

SCHWENCER.  A 

SQ04300287* 

50-266 

P 

BCHUENCER,  A 

B004310194 

50-395 

P 

SCHUENCER,  A 

6004240163 

50-347 

P 

SCHUENCER,  A 

8004340175* 

50-3-17 

P 

BCHWENCER.  A 

B004020096 

50-361 

P 

SCHWENCER,  A 

8004100269 

50-250 

P 

BCHUENCER,  A 

6004100275* 

50-230 

P 

BCHHENCER.  A 

B004  100284* 

50-250 

P 

SCHUENCER,  A 

80041004  SB 

50-251 

P 

SCHUENCER.  A 

B004  100467* 

50-25  1 

P 

SCHWEHCER.  A 

S004  100475* 

30-351 

P 

SCHWENCER,  A 

8004110001 

50-236 

P 

SCHUENCER,  A 

S0042S017B 

50-2BO 

P 

BCHUENCER,  A 

8004290193* 

30-2BQ 

P 

SCHUENCER.  A 

8004350212* 

50-2BD 

P 

SCHUENCER,  A 

8004230004 

50-306 

D 

SCHWENCER.  A 

80042301  3S 

50-295 

F 

SCHUENCER  i  A 

8004110547 

50-338 

0 

BCHUENCER,  A 

8004210014 

50-344 

F 

SCHUENCER,  A 

BQQ4240445 

30-334 

P 

BCHWENCER,  A 

8004240456 

50-315 

P 

SCHWENCER,  A 

B004  140086 

SO-305 

F 

SCHUENCER,  A 

8004140039 

50-372 

F 

SCHWEITZER,  D   0 

8004290063 

RES 

BCHHENCER,  A 

8004350029 

50-261 

P 

SCHUENCER,  A 

8004160016 

5O-3  1  6 

P 

SCHUENCER,  A 

BD04210010 

so-seo 

P 

SCHUENCER,  A 

8004240096 

50-26.6 

P 

SCHUENCEfi.  A 

B0042B0393 

50-266 

P 

SCHHENCER,  A 

B0042BO299* 

30-266 

P 

BCHWENCERrA 

8004330304* 

50-366 

P 

BCHUENCER,  A 

8004290077 

50-330 

F 

SCHUENCER,  A 

8004300502 

50-303 

F 

SCHWENCER,  A 

B004  180045 

30-334 

P 

SCHUENCER,  A 

3004210032 

50-27S 

P 

BCHUENCER,  A 

8004220117 

50-247 

P 

SCHUENCER,  A 

8004330010 

50-266 

0 

BCHUENCER  ,  A 

8004350002 

50-334 

P 

SCHUENCER,  A 

8004300350 

90-344 

P 

SCHUENCER,  A 

8004300255* 

50-344 

P 

SCHWENCER,  A 

8004300264* 

50-344 

P 

SCHUENCER,  A 

8004280062 

so-aso 

P 

SCHUENCER,  A 

8004300162 

90-334 

P 

SCHUENCER,  A 

8004300168* 

50-334 

P 

SCHWENCER,  A 

8004300183* 

50-334 

P 

SCHUENCER,  A 

8004250020 

50-34B 

P 

SCHUENCER,  A 

8004250167 

90-286 

P 

SCHHENCER,  A 

80042901  SB 

50-247 

P 

SCHWENCER,  A 

BOQ4B80113 

$0-386 

P 

BCHUENCER,  A 

8004240458 

30-B47 

P 

SCHUENCER,  A 

8004300072 

50-280 

F 

SCHWENCER,  A 

8004280199 

30-3 

P 

BCIANDRA,  J 

8004210093* 

50-3 

Hi 

SCINTO,J  F 

B00402029B 

M1SC 

SCINTO,  J 

00041  S009B 

90-986 

0 

SCINTO,  d 

8004290233 

50-372 

0 

SCOTT 

8004140195* 

50-339 

H 

8COTT,  A 

8002290321 

50-327 

0 

SCOTT,  J 

8004330035 

30-466 

Q 

SCOTT,  H  J 

S004  150461 

50-367 

p 

6CRABIAN,  J 

8004090027 

50-213 

a 

BCRANTON.  U  W 

8004070013* 

50-320 

p 

BCHENCERrA 

8004140014 

50-296 

p 

SEAL,  H  M 

80041400260 

50-155 

H 

SEAL.M  M 

8004070077" 

50-327 

H 

SEAL,  M  M 

B004  140097* 

90-339 

H 

SEAL,  H  H 

8004140190* 

50-339 

H 

SEAL,  M  M 

8004210031* 

30-339 

H 

SEIDLE-W  C. 

8004290492 

50-445 

a 

BE  I  DIE,  VJ  C 

8004180214 

9Q-49B 

0 

rtUThon 

ACCESSION 
HUMUm 

SUBJECT 
CATEGORY 

SEiOLE.U    C 

fi004110Ofle 

50-450 

0 

SEIDLE   U   C 

80041600.)! 

50-445 

0 

set  DUE  w  c 

SOOH22Q232 

50-445 

0 

SEIDLE.W    C 

8001040  OBI 

50-445 

Q 

BE  I  OLE.  W    C 

8001040098 

50-445 

Q 

SE1DLE.W    C 

8Q040700b7 

50-498 

0 

SEIDLE.  U   C 

aoo4SOQO2B 

•50-498 

Q 

EEIDLE.  W   C 

B004P50079 

50-445 

Q 

SEIDLE,  W   C 

B004:iGO!jl4 

50-49B 

Q 

SEIUTS.  M   G 

B004  100006 

50-352 

F 

SEISEL.l)    I 

BOQ42103P8 

50-26-? 

P 

SEIKEN.  8    J 

60041BO352 

50-403 

A 

EEW.ULA.  P 

6004100078* 

90-23=; 

Q 

SEKULER,S    I.1 

8004210447 

70-130S 

SEt-CHO.H   S 

6004100378 

RES 

SELLS,  D    E 

80040202EJ6 

50-320 

H 

SELLS,  D    £ 

QOQ4O2Q12,1 

SO-32O 

H 

SELLS^D    F 

BOQ403Q265 

50-320 

H 

SELLS,D    E 

Boo409or6B 

50-320 

H 

SELLS,  D    E 

B00409O276 

50-3SO 

K 

SELLS,  D    £ 

BOQ4Q30153 

50-330 

H 

EELLS,D    fc 

B004O4Q?30 

50-320 

H 

SELLS,D    £ 

6004320079 

90-3B7 

0 

SELTZER,  A   11 

6004090478* 

50-32O 

! 

SELTZER,  A   H 

BQO-1-09C479* 

30-33O 

I 

SELTZER,  A   M 

8004Q904BO* 

50-320 

1 

SELTZER,  ft   M 

800409O4BI* 

50-320 

I 

SEHECtWL.M   E 

80Q42-300BB 

50-282 

0 

SENECHAL.M   E 

QQ04230100 

50-282 

G 

SEHABJAN.J  A 

BQ04210070* 

50-2B6 

Q 

SETHNESS-E  D 

8004020057 

UABTE    MG1 

SETIER    H    R 

8004230336* 

70-2623 

SEWELL.fi    B 

8004100462* 

50-155 

0 

SEYFHIT,  K   V 

8004290191* 

QA999 

SEYFRIT,  K   V 

800409O07B* 

Qft99f 

SEVFRIT,  K    V 

3004100093 

50-29H 

0 

SEYFRIT,  K    V 

B004290179* 

QA991? 

SeYFfllTr  K    V 

600419023! 

90-313 

0 

SEYFfUT.  K    V 

800*150233 

50-29B 

0 

SEVFfUT,  K   V 

000*130234 

SO-3B5 

0 

BEVFRIT,  K   V 

SOO  4150237 

90-367 

0 

SEYFRIT.  K   V 

80040B06i6 

50-313 

0 

SEVFRIT.  K    V 

80040B064B 

50-S1B 

0 

SEVFRIT,  K    V 

8004090670 

50-2B5 

0 

SEVFRIT,  K    V 

B004QB0673 

50-267 

0 

SEVFRIT,  K    V 

B004!  10097 

50-313 

0 

SEYFRir,  K    V 

BOQ4110101 

50-293 

0 

SEVFRIT,  K    V 

B004I  1O1O2 

50-2B5 

0 

SEVFRIT,  K    V 

B004I  10104 

50-267 

0 

SEYFRIT.K    V 

BOO  4!  804-73 

50-313 

Q 

SEVFRIT,  K   V 

8004100494 

50-29B 

Q 

SEVFRIT.  K    V 

80041  B04-?6 

50-235 

Q 

SEVFRIT,  K   V 

B004iaofl"?9 

50-267 

Q 

SEYFRIT,  K   V 

6004320206 

50-45B 

Q 

SEYFRIT,  K    V 

6004240216 

50-49S 

a 

SEYFRIT,  K    V 

BOO  4  24021  3 

50-482 

a 

SEYFRIT,  K    V 

8004340350 

50-3B2 

Q 

SEYFRIT.  K   V 

800  4  240225 

50-415 

0 

SEYFRIT.K   V 

80041B01S8 

50-2BS 

0 

SEYFRIT,  K    V 

80Q41B0159 

90-313 

0 

SEYFRIT.K   V 

80041  801  62 

50-267 

0 

SEYFRIT,  K    V 

B004180145 

90-298 

0 

SEYFRIT,  K    V 

B004  220297 

50-4B2 

0 

SEYFRIT.K   V 

8004320260 

50-496 

Q 

SEYFRIT,  K   V 

B00422O26I 

SO-3B2 

Q 

SEYFIUT,  K   V 

8004230268 

50-4SB 

Q 

8EYFRTT,  K   V 

8004220320 

50-445 

Q 

EEYFR1T,  K  V 

80042901,68 

QA999 

SEYFRIT,  K  V 

8004110006 

50-29B 

Q 

SEVFfUT,  K  V 

BOO  4  220770 

90-455 

0 

SEVFRIT,  K   V 

BOO  4220777 

50-498 

0 

SEVFRIT.  K    V 

600-4220779 

30-445 

a 

SEVFRIT,  K    V 

BOO  41320783 

50-3G2 

a 

BEVFRIT,  K   V 

600-4230334 

50-313 

Q 

SEVFRIT.  V.  V 

BQ042303S7 

30-299 

Q 

SEVFRIT,  K  V 

6004330350 

90-267 

0 

SEVFRIT,  K  V 

BOO  42303  54 

50-2B5 

Q 

SEYFRIT,  K   V 

BOO  4320209 

90-445 

a 

&EYFRIT,  K  V 

6004230229 

50-302 

a 

SEYFRIT.K    V 

BOO  4220233 

50-49B 

Q 

SEVFRIT,  K   V 

BOO  4230237 

SO-49B 

Q 

SEVFRIT,  K  V 

BOO  4  220241 

50-132 

0 

SHA,W    T 

BOO  4  150324 

HUREG 

SKArW   T 

8004290017 

NUSEO 

BHALEK,  R  J 

8003220130* 

FOIA 

AUTHOR 

ACCESSION 
NUMBER 

SUBJECT 
CATECDRV 

SMALLER,  D  V 
SMALLER,  D  V 
SMALLER,  D  V 
SMALLER,  D  V 
SMALLER,  D  V 

B00401Q4/& 
B004010493 
B0040S0510 
B00414043B 
B004  150363 

50-316    S 
50-316    S 
50-316    S 
50-319    S 
50-316    R 

SMALLER,  D  V 
SMALLER,  D  V 
SMALLER,  D  V 
SMALLER,  D  V 
SMALLER,  D  V 

3004150349 
8004230430 
0004330351 
G004330438 
8004290417 

50-315    R 
50-316    S 
50-316    3 
50-315    B 
50-3  IS    8 

SHANAMflN,  B 
SHANAMAN.  S 
SHAWAMAN,  S 
SHAMAHAN,  S 
SMANDAKY.M  H 

800409047B-> 
6004090479= 
BOOfl0904QO" 
B0040704BU 
B0040S0352» 

50-320    I 
50-3EO    I 
50-320    I 
50-320    I 
50-317    Q 

SHANK,  R  D 
SHANK,  II  J 
SHAPAR,  H  K 
SHAF>AR,H  H 
SHAPAR,  H  H 

790B010479i> 
7906010475 
B004  100039* 
B004080209 
6004140245 

50-330    M 
50-320    H 
10CFR 
50-327    G 
PRM 

SHAPAR,  H  K 
SMAPAR,  H 
SHAPAR.  H  V. 
SHARP,  D  R 
SHAUG.E  T 

B004080C47 
B004250003 
H0041B02B3 
80040204328 
8004060599* 

50-309    P 
50-556    0 
90-416    M 
TDPREP 
70-364 

SHAUB.E  T 
SHAUB,  E 
SHCWEMCER,  A 
SHEA,  J  R 
SHEA,  J  R 

8004090211* 
BQ04070119« 
6004240493* 
B004210078* 
B004010051 

50-1  B4    Q 
70-39B 
50-2B6    P 
70-3478 
SECY 

SHEA,  K  H 
SHEA,  J  Ft 
SHEA,  J  J 
SHEA,  K  H 
SHEA,  J  n 

Q004030EBO 
8004240161 
80040400/6 
8004020092 
8004020092 

50-367    Q 
70-2805 
50-409    A 
50-367    0 
50-367    0 

SHEA,J  R 
SHEA.  J  R 
SHEA.J  R 
SHEA,  J  R 
5MEA,  J  J 

8004070029 
B004070034* 
B00407014B 
600411053B 
B004  170332 

XPOJ1TL1C 
XPCMTLIC 
SECV 
XPOHTLIC 
50-244    F 

SHEA,  K  H 
SHEA.K  H 
SHEft,  J  R 
SHEDLQSKY,  J  T 
SHELDON,  K  P 

B004230105 
B004240194 
5004250023 
8004180147* 
8004060364 

50-367   0 
PRM 
XPORTLIC 
90-24S    Q 
50-443    0 

SHELDON,  K  P 
SHELDON.  K  P 
SHELDON,  «  P 
SHELLEV,H  J 
SHELLY,  H  J 

8004160138* 
B0042B0026 
8004280036 
80040B015B 
B004110563 

50-239   0 
50-289    0 
50-269    0 
40-3061 
70-929 

SHELLV,  F  L 
SHERIDAN.C  F 
SHERwaOD,  0  0 
SHERWOOD,  A  L 
SHERWOOD,  A  L 

8004180249 
Q004210316 
8004100061 
B004S30302* 
8004230317* 

50-367    0 
50-443    F 
PT21 
PROJ 
PRQJ 

SHEW!"!AK£R,R  E 
SHIELDS,  B  U 
SHIELDS,  B  U 
SHIELDS,  3  W 
SHIELDS,  S  U 

8004060671 
8004080168* 
8004100291* 
8004110556* 
8004210131 

50-546    A 
50-946    A 
50-546    Q 
90-946   Q 
50-946    Q 

SHIELDS,  S  U 
SHIELDS,  S  W 
SHIELDS.  S  W 
SHIELDS,  S  W 
SHIER,  W  0 

6004090146* 
BQ04100371 
B0042904S6 
B00430034B 
B004  190473 

90-54i    Q 
50-546    Q 
90-546    A 
50-B46    ft 
RES 

SHILLHAN,  0  R 
SHILODDD,  D  S 
SHINEFLUQ.  M 
SHINHO,  M  S 
BHIVELY,  C  N 

8004160184* 
80040904B6 
8004140456 
B0040B06B4 
6004030353* 

50-320    P 
FOIA 
90-10    U 
RES 
90-313    8 

SHIVELY,  C  N 
SHIVELY.C  N 
SHIVELY.C  N 
SHOLLV,  S  C 
SHOLLY,  S  C 

8004060596* 
8004150618* 
6004220703* 
6004010036 
600401  OO40* 

50-368    B 
50-368    B 
50-368    B 
50-269    0 
90-2B9    0 

SHOLLY,S  C 
BHDLLY.S  C 
SHOLLV,  S  C 
SHQLLY.S  C 
SHOLLY,  S  C 

6004010042* 
B004010044» 
B004  110541 
8004110546* 
8004020044 

50-2B9    0 
90-289   0 
50-2B9   0 
50-299   0 
50-237   0 

SHOLLV,  S  C 
SHOLLY,  S  C 
SHOTKIN,  L  M 
SKULL,  0  a 
BHUM,  E  Y 

8004090189 
6004110184 
7907300096 
B0040B008H 
60041B009B 

50-2B9   0 
50-330   6 
HIBC 
RES 
70-2909 

AUTHOR 

ACCESSION 
NUMBER 

SUBJECT 
CATEGORY 

SHURTS,  S  J 

8004150571' 

5Q-263   B 

SHURTS,  S  J 

80041505BO* 

90-363   B 

SHURTS,  S  J 

80041505B9» 

50-263   B 

SHURTS,  S  J 

8004150598* 

50-263   9 

SIEGEL.Q 

8004030313 

ACRS 

SILBERO,  J  E 

8004100090 

PR 

SILBERO,  J  E 

9004220006 

50-320   H) 

SILBERO,  J  E 

8004220008 

5O-320   0 

SILDERO,  J  E 

8004220102 

50-320   0 

SILBERO,  J  E 

8004220102 

50-320   0 

SILBERO,  J  E 

8004210085 

50-320   0 

SILBERG,  J  E 

80042100B5 

3O-32O    0 

SILKER.W  B 

8004110065 

WUREQ 

SILVER,  H 

8004070141 

50-2H9   P 

SILVER,  R  D 

8004030182 

50-155   P 

SILVER,  R  D 

8004100166 

50-255   P 

3IHCHUCK,0 

6004090135 

WASTE  MOT 

SIMMONS,  D  D 

8004230429* 

40-B602 

SIMMONS.  D  D 

6004280427* 

40-0602 

SIMMONS 

8004010379* 

50-327    0 

SIMMONS 

8004170159* 

50-337    Q 

SIMON.  P 

BQ041401BQ* 

so-to   u 

SIMPSON,  A  K 

8004080314* 

40-  1  34  1 

8INQER.D 

8004220598* 

FOIA 

SINOER.D 

8004320591* 

FOIA 

SINGER,  L  N 

8004020104 

50-209    0 

SINQER.L  N 

8004020107* 

SO-2H9    C 

SINGER,  L  N 

8004010287 

50-2B9    0 

SINGER,  L  N 

8004100452 

50-309   0 

8INSER.L  N 

80040B0045 

50-207    0 

SINGER,  L  N 

8004080025* 

3O-2U9    0 

SINOER.L  N 

8004100589 

5&-HEJ9    <3 

SINGER,  L  N 

8004170098 

30-289    H3 

SINKIN,  L 

80042B0069 

50-491)    C 

SIPE,  L  M 

80040B0106 

30-320    II 

SMMNEH,U  F 

8004210333 

90-320    P 

3KISLAK,  S 

B004300039* 

50-307    0 

BKQLDSiJ  L 

6004100416* 

30-393    0 

8KOLDS.J  L 

B0042B0014* 

50-39S    0 

SKOVHQLT,  D  J 

6004220039 

MISC 

SLICKER,  F  V. 

B004090164 

SO-44D   H 

SLICKER,  F  K 

B004090179 

90-443   h 

SLICKER,  T  K 

S004090190 

30-4-19   H 

SLICKER,  F  K 

8004100221 

50-44S    H 

SLICKER.  F  K 

8004090164 

5(1-445   H 

SLICKER.  F  K 

8004090173 

50-445   H 

SLICKER,  F  K 

SQ04090I80 

50-410   H 

SLICKER,  F  K 

8004100221 

SO-44S   11 

SLIDER.J  E 

8004180197* 

COMMISSION 

SLOAN,  D  E 

B004280246 

PT21 

8LOBQD1EN,  M  J 

800421005S* 

FOIA 

SLOSB.  C  S 

8004080133* 

FOIA 

SLYVIA,  B  R 

8004100410 

50-339    0 

SMEDIRA,  C 

8004090119 

71-IB1 

BMEDIRA,  C 

8004090121* 

71-121 

SMITH,  C  U 

8004010195* 

70-130B 

SMITH,  0  M 

80042H0374* 

FOIA 

SMITH 

8004240084* 

70-135 

SMITH,  C  V 

8004240190* 

70-135 

SMITH,  0  H 

6004210139* 

70-1  100 

SMITH.  0  H 

B004020131* 

ACRS 

SMITH,  8  H 

6004210064* 

90-206   Q 

SMITH,  G  H 

B004070392* 

70-361 

SMITH,  0  H 

6004.100373* 

50-334   Q 

SMITH.  G  H 

B004  100009* 

50-104   Q 

SMITH,  J  D 

8004230019 

FOIA 

SMITH,  6  H 

8004210214* 

70-133 

SMITH,  G 

8004070207* 

70-1100 

SMITH.  0  C 

8004090419* 

70-133 

SMITH,  G  C 

B004070217* 

70-135 

SMITH,  G  H 

8004210135* 

70-1100 

SMITH,  fi 

6004090159* 

50-313   Q 

SMITH,  G  H 

B004070394 

50-293   Q 

SMITH,  0  H 

B004070109 

70-1100 

SMITH,  G,  H 

8004100223* 

50-301    Q 

SMITH,  G  H 

6004300232* 

30-344   Q 

SMITH,  E  H 

8004100063 

PR 

SMITH.  E  H 

B0041  00443 

PR 

SMITH,  E  J 

B0041  00448 

50-244   F 

SMITH,  0  H 

8004210133* 

70-1  100- 

SMITH,  T,  H 

8004080490* 

50-213   Q 

SMITH,  0  H 

8004000271* 

90-333   0 

SMITH,  R 

8004040140* 

50-267   Q 

SMITH.  0  H 

8004100162 

50-S20   0 

SMITH.  I  H 

8004230390 

50-287   0 

PERSONAL  AUTHOR  INDEX 


437 


AUTHOR 

AC  i.  CSS  I  ON 
NUtiDER 

SUBJECT 
CATEGORY 

SMITH.  G   H 

a0040/OJB3 

'0-364 

SMITH,  G   H 

G004IGQ347 

50-334 

Q 

SMITH,  0   H 

000421QOB4 

7O-1143 

SMITH,  G   H 

900421OI6? 

50-293 

O 

SMITH.  G   H 

BQ0416Q165 

50-277 

Q 

SMITH,  R 

9004210179* 

50-445 

a 

SMITH,  R 

B00431043B" 

50-445 

Q 

SMITH,  R   L 

B004O4O465 

71-6375 

SMITH,  J   D 

S0041  102451 

30-266 

Q 

SMITH,  0   H 

80O41000O3 

50-1B4 

Q 

SMITH,G   H 

8004210027 

70-1  100 

SM1TH.Q   H 

6004210029 

40-672 

SMITH,  G   H 

8004210074 

50-272 

Q 

SMITH,  0  H 

S0042  10079 

50-277 

Q 

SMITH,  G   H 

6004210115 

50-289 

Q 

SMITH,  G   H 

G004210J34 

50-333 

Q 

SMITH,  0   H 

6004210343 

50-243 

0 

SMITH,  G   H 

600422037? 

70-1143 

SMITH,  0   H 

8004?BO?SQ 

50-317 

Q 

SMITH,  H 

9004090294 

50-155 

U 

SMITH,  A   E 

B0040?007S 

50-320 

R 

SMITH,  R   L 

B0040B0261 

50-271 

Q 

SMITH,  Q   F 

B004300322* 

50-225 

Q 

SMITH,  J 

9004040235 

50-320 

T 

SMITH,  I    U 

B004080022 

50-309 

G 

SMITH.  A   C 

8004  1G041?? 

50-320 

P 

SMITH,  R    D 

3004020132 

27-39 

SMITH.  C 

8004090037 

50-313 

8 

SMITH,  M 

8004040228 

50-556 

H 

SHITH.  I    W 

8004100476 

50-389 

G 

SMITH,  I    W 

S0040B0676 

50-289 

0 

BMITH.Q   H 

B004100214 

50-201 

Q 

SMITH,  G 

6004210126 

70-1100 

SMITH,  I    W 

BOQ40B0026 

SO-209 

G 

SMITH,  0   H 

90040B025B 

50-333 

Q 

SMITH,  D 

0004300063* 

50-307 

0 

SMITH,  A   E 

B004QIQ444 

50-320 

R 

SMITH,  Fi    L 

B0040  10237 

50-271 

P 

SMITH.  I    U 

BOQ4080630 

30-20? 

G 

SMITH,  A  E 

0004010490 

50-320 

ft 

SMITH,  6  H 

B0042100S6 

50-206 

0 

SMITH,  0  H 

B004  300223 

30-244 

Q 

SMITH,  A  E 

9004070233 

50-320 

R 

SMITH,  I    W 

8004090403 

30-20? 

G 

SMITH,  A   M 

8004P90028 

NUREO 

SMITH,  I    W 

B004  100232 

50-2B? 

G 

SMITH,  G   H 

9004210015 

50-320 

0 

SMITH.  R   I. 

8004090376 

30-271 

H 

SMITH,  I    W 

8004000379 

30-289 

G 

SMITH.  I    W 

8004000506 

50-289 

G 

SMITH,  I    W 

Q004100010 

50-2B? 

a 

SM  I  TH.  I    U 

0004100021 

50-209 

0 

SMITH,  I    U 

B004  100024 

50-2B? 

0 

SMITH,  I    U 

0004100304 

50-39? 

G 

SMITH,  E  R 

BOO-U  70052* 

SO-33B 

R 

SMITH,  R  L 

S0040S0490 

30-271 

P 

SMITH.  I   W 

B004210II4 

50-20? 

& 

SMITH.  I   W 

8001130176 

50-2B? 

Q 

SMITH,  I   W 

0004240176 

50-30? 

G 

SMITH.  I   W 

0001210094 

50-29? 

0 

SMITH,  0  H 

0001300317 

50-2H5 

Q 

SMITH,  I   W 

BOQ42301I5 

50-20? 

G 

SMITH,  A  E 

0004220415 

30-330 

R 

SMITH,  R  L 

8004230301 

90-271 

R 

SMITH,  R  L 

8004280506 

SO-S71 

P 

SMOKOHSKI.R   T 

8004100096 

30-501 

P 

SNAPP.C 

8004030015 

50-375 

G 

SNIEZEK,  J 

0004210433 

50-304 

S 

SNIEZEK,  J 

B0042  10440 

50-247 

a 

8NIEZEK,  J 

0004210441 

30-335 

a 

SNIEZEK,  d 

0004210224 

50-344 

8 

SNIEZEK.  J 

B0041B05I7 

50-346 

8 

SNIEZEK,  J 

0004180510 

50-25? 

B 

SNOW,  B  A 

8004150380 

50-244 

R 

SNQWE.O  J 

0004140304* 

50-30? 

U 

SNVDEfl,  I   E 

S004040257" 

50-320 

H 

SNYDER.M  G 

8004070357 

50-320 

M 

BODEN,  R 

8004020357- 

50-B54 

S 

SQHINKI.S  M 

800403031? 

50-466 

G 

SOWNKIiS  H 

8004090336 

50-466 

0 

SQHlNKIiS  M 

8004090031 

30-437 

Q 

SQHINKI.S  11 

8004080016 

50-466 

G 

SOHlNKIiS  (1 

8004  1  901  Bl 

50-466 

G 

SOHINKI-S  M 

8004170307 

50-466 

G 

SOLBRIO,  C  U 

8004100370 

RE6 

..UTHOR 

ACCESSION 
NUI1BFR 

SUBJECT 
CATEGORY 

5GLBRIC,C  U 

B0040BOOH2 

OEB 

SOLtNBERGER.  R 

BQ043(50'192 

50-307 

A 

SQUCY,  A  R 

B004010395 

50-29 

I 

SGUDEH.J  L 

B0040703M 

50-367 

H 

9QUDER,  J  L 

S0040BuOu4 

50-2B9 

G 

SC1UDER,  J  L 

00041  10577 

50-4B3 

A 

SOWDON,  T  L 

9004030524. 

5O-2?3 

R 

SPANGLER,  R  0 

800409015'7a 

50-313 

Q 

SPANGLER,  R  G 

50042103173 

50-2?B 

Q 

SPANGLER,  M  B 

0004170337 

NUREfi 

SPARGD.L  L 

8004220303 

70-2623 

SPELLHAN.  K 

Q0041  10105* 

MISC 

SPENCER,  G  S 

Q004230373= 

50-460 

Q 

SPENCER,  G  S 

P004Q20!6Bi> 

50-9S8 

0 

SPENCER,  G  S 

8004300117 

50-328 

Q 

SPENCER,  G  S 

B004040H&1 

50-312 

0 

SPENCER,  0  S 

0004020054s 

50-361 

Q 

SPENCER,  G  S 

6004240508" 

50-52B 

Q 

5PENCER.G  S 

B0042302S3* 

50-46O 

Q 

SPENCER,  0  S 

BOO430O293 

5O-3?7 

Q 

SPENCER,  G  S 

8004280016 

50-275 

Q 

SPENCER.  G  S 

Q00420016B 

50-312 

Q 

SPENCER.  G  5 

8004210101 

50-361 

0 

SPENCER,  G  5 

8004210412 

50-361 

0 

SPENCER,  G  S 

8004020045 

50-361 

Q 

SPENCER,  G  S 

8004020153 

50-52B 

Q 

SPENCER,  C  8 

Q004040126 

50-313 

0 

SPENCER,  G  S 

B0042BOOB3 

50-460 

Q 

SPENCER,  G  S 

B0042BOOfy2 

30-361 

Q 

SPENCER,  G  S 

BOO421O422 

50-312 

Q 

9PENCER,  W  C 

00040  1O3B4 

50-2BO 

P 

SPENCER,  U  C 

B004030126 

30-280 

P 

SPENCER.  G  S 

BOO423O239 

50-46O 

0 

SPENCER,  G  S 

B004240493 

30-528 

Q 

SPENCER,  W  C 

BOO414O2I9 

50-2HI 

P 

SPERROFF,  R 

B0040B056U 

50-249 

5 

SPEflflDFF,  fl 

B004220700* 

50-349 

S 

SPESSARD,  R  L 

B004  1004320 

50-10 

a 

SPES8ARD,  R  L 

8004080625* 

50-254 

a 

SPE3SARD,  R  L 

8004180203= 

50-373 

a 

BPESSARD,  R  L 

6004060573 

50-265 

s 

SPESSARD,  R  L 

0004030110 

30-24? 

s 

BPETH,  G 

6004030335 

COMMISSION 

SPIEGEL,  G 

B0040?01S3 

50-145 

M 

BP1EQEL.O 

B004  100433 

50-445 

11 

SPIEGEL,  0 

8004100433 

50-443 

n 

SPIEGEL.G 

B004090189 

30-445 

n 

BPIEGEL.O 

S004030360 

50-449 

n 

SPIEOO.,0 

800410042B 

50-445 

M 

SPIEGEL.G 

000410042B 

50-445 

M 

SPIEGEL,  G 

8004130032 

50-443 

M 

SPIEGEL.G 

S004  1900500 

50-449 

M 

SPIEGEL.G 

0004130030* 

50-443 

11 

SPITALNY.B  S 

EI004160199* 

50-269 

G 

BPRAUL,  J 

7?04130I16 

MISC 

BQUITIERI,  R  J 

6004 

STAENQURG,  H  R 

B004 

STAENDERO.  M  I! 

0004 

9TAHL,  D  M 

B004 

STAHL.  D  M 

0004 

STAHL.D  M 

8004 

STAHL,  D  H 

8004 

BTAHL,  D 

0004 

STAHL,  D 

8004 

STAHLE.C  R 

0004 

STAHL,  D  M 

G004 

STAHL  ,  D  K 

9004 

STALLINGS,  C  M 

8004 

STALLINOS,  C  M 

S004 

BTALLINQS,  C  M 

8004 

STALLINOS,  C  (1 

6004 

STALLINGS.  C  M 

9004 

STALLINGS,  C  M 

8004 

STALLINGS,  C  11 

0004 

STALLINGS,  C  H 

8004 

STALLINCS.  C  M 

0004 

STALLINOS.  C  H 

B004 

STALLINOS,  C  11 

0004 

STALLIN03,  C  M 

6004' 

STALLINGS,  C  11 

0004 

STALLINGS,  C  M 

B004' 

STALUNGS.C  M 

6004' 

STALLINGS,  C  M 

5004' 

STALLINGS,  C  [1 

B004' 

STALLINGS,  C  M 

6004' 

AUTHOR 

ACCESSION 
NUMBER 

SUBJECT 
CATEGORY 

STALLIIJGS,  C  II 

6004030210 

50-33B 

Q 

STALLWC3,C  11 

000403023(3 

50-333 

R 

STALLIHaS.C  11 

3004070232 

50-338 

Q 

BTAMPLEf.N  L 

S004  100439 

PR 

srAMPLEV,IJ  L 

8004090254 

REGOD 

STAMPLEY.r,'  L 

3304101)541 

flFQGD 

STAMPLEY.N  L 

83O4090341 

50-416 

A 

STAMPLEY,N  L 

BOO4  150200" 

50-416 

H 

STAMPLEY.tJ  L 

0004320239 

50-116 

C 

STAFIKEY.n  B 

B004140H68" 

50-261 

a 

STARKEY.R  B 

80042502ft  1* 

50-261 

a 

STARHEY.  R  B 

8004030171 

50-261 

s 

ETARKEY,  R  H 

6004040305 

50-261 

R 

STARKEY,  R  3 

6004100340 

30-361 

s 

STAHKEY,  R  H 

8004100345" 

50-261 

s 

STARHEY,  R  B 

800415u374 

50-261 

R 

STARHEY.  R  B 

0004180419 

50-261 

0 

STARKEY,R  B 

80041804?5» 

50-261 

S 

STARHEY,  R  B 

3004230520 

SO-261 

s 

STARMEY,R  B 

8004230525* 

50-261 

s 

STARKEY.  R  Q 

6004240362 

50-261 

s 

STAHKEY,  R  Q 

B0042403A6" 

30-261 

B 

STAUDT,H  R 

7906  140247* 

COMMISSION 

STEARNS,  C  U 

7911140251 

Docket 

30 

STEBER,  P 

B004O70421* 

50-10 

H 

STEELE,  P  W 

80O4210176* 

70-1113 

STEINDLER.n  J 

9004150122 

ACRS 

STELLO,  V 

80O4020110" 

50-3 

G 

STELLQ,  V 

6004140022 

50-155 

H 

STELLO.  V 

B004010017" 

10CFR 

STCLLQ,  V 

B004070425 

50-213 

a 

STCLf-d,  V 

B0041  70109 

50-312 

G 

STELLO,  V 

6004  170  129* 

50-312 

G 

STELLOx  V 

B004240485 

50-272 

G 

STELLO,  V 

0004240490* 

50-272 

G 

STELLO,  V 

8004240495* 

50-272 

G 

STELLO,  V 

Q004240510 

50-247 

Q 

STELLQ,  V 

0004240512 

50-267 

0 

STELLQ,  V 

800424051  4» 

50-267 

0 

STELLO,  V 

0004240517* 

50-247 

0 

STELLQ,  V 

B004240532 

50-219 

G 

STELLO,  V 

B004240537» 

50-219 

Q 

STELLQ,  V 

B0042M336 

50-2? 

G 

ETELLd,  V 

0004250339" 

50-29 

G 

STELLQ,  V 

B0042R0019 

50-206 

0 

STELLQ.  V 

9004280021' 

50-206 

G 

STELLQ,  V 

3004290002 

50-2B6 

0 

STELLO,  V 

9004290006= 

50-2B6 

G 

9TELLQ,  V 

8004290460 

50-321 

G 

STELLQ.  V 

8004290466* 

50-301 

G 

STELLO,  V 

Et0042?04/7" 

50-321 

G 

STELLO,  V 

B004280136 

QA?99 

STEPHENSOU.  Q  B 

8004140330 

50-10 

n 

STEPHENSOH,  B  D 
CTCoucMcnn  n  n 

8004140423 

50-237 

3 

438 


PERSONAL  AUTHOR  INDEX 


AUTHOR 

flCCESSION 
NUMBER 

SUBJECT 
CATEGORY 

5TEVEUSOM.  fi    L 
STEVENSON,  R    L 
STEVENSON.  R    L 
STEVENSOM.  R   L 
STEWART,  a    L 

G004  140075 
B004  170311 
BOO*  100593 
Q004  150305<i 
7909250007 

7C-1  S13 
70-371 
70-1113 

70-820 
50-2BJ         Q 

STEWART,  W    P 
STEWART.  W    L 
STOQEFl,  Q    J 
STOHR,  J    P 
STOHR,  J   P 

8004300164* 
B004O3027O* 
S004020139 
7908010063 
B004210070* 

50-302         Q 
50-2BO         S 
I4W1EQ 
HISC 
50-2B6         0 

STOHR,  J    P 
STQHR  ,  U   P 
9TQHR,  U    P 
STOHR  ,  J    P 
srtJHfl  .  J    P 

a0040«lO35lii 
60040BOO27* 
B00.10S0034" 
8004O40130 
B00429012B- 

&0-25O         0 
50-250         0 
50-343         Q 
70-27 
5O-G24         Q 

STOHR,  J    P 
STOHR.  J   P 
STBHR,  U   P 
STOHR.  U    P 
STOHR,  J    P 

80040-103B3« 
B0040401B2 
00040'?  0294 
6004090130 

soofloaoias 

50-269         0 
50-333         0 
70-12O1 
50-339         Q 
27-47 

STQKFt,  U    P 
STOHR.  J    P 
STQHR,  J    P 
STOHR,  J    P 
STOHf),  J    P 

B004140473!i 
B0040B0115 
BOO-1090173 
BQ041100ia-> 
B004250275-H 

5O-261          a 
27-47 
50-330         0 
70-1151 
50-261          a 

STOHR,  0    P 
STOHR.U    P 
ETOHR.J    P 
ETOHR.  J   P 
STOHR.  J    P 

80042S0247 
9004030021 
6004040328 
80040B0010 
9004140-162 

70-1319 
50-34B         0 
50-250         0 
50-230         0 
90-261          fl 

BTQHR.J  P 
STOHR,  J   P 
STOKELY,  M   F 
3TOL2,  J    F 
STOLI.J   F 

6004250251 
BOC4290116 
79093006-23 
9004020243 
6004150223 

50-24.1          Q 
50-324         Q 
30-32O         G 
30-341          A 
50-461          A 

STOLI.  U   F 
STOL  I  ,  U    F 
BTOL.  Z  ,  J    F 
STOLZ.J    F 
STOLZ,  J   F 

6004070237 
9004090260 
8004230193 
9004240920 
6004250043 

50-522.         A 
50-556         H 
50-341          A 
50-275         A 
50-364         A 

STOLZ.U   F 
STONE  BURNER,  U 
STONE,  R 
STONE,  R    J 
BTQTZ,  J 

B004290165 
8004210073 
9004220019 
8004110523 
B00411O3B6* 

50-34  1          A 
70-247B 
50-209         H 
PR 
50-346         S 

STOTZ,  J    C 
9TOUDT,  T 
STRASMA.  J 
BTRASHA.  J 
STRA3BER,  J   A 

60042  1O267" 
9004070030 
8004220216" 
6004220435* 
B004170117" 

50-346         S 
30-352         H 
FOtA 
FOIA 
C  OHM  IBS  I  ON 

STRASMA.  R    J 
ST«ATMAN,R    fi 
BTRATMAN.R    ft 
STRAUSS,  P   L 
BT-REETER    J   F 

80042806S4 
8004010417* 
900422  Qdi79» 
800-122  0263» 
8Q043  00022* 

30-293         5 
50-336         8 
50-336         S 
FOIA 
50-390         Q 

STRINOFIELD.  H 
STRONOrT    R 
STRONG,  T    R 
ETRQSNIDER,  J 
BTftUMWABSER.H 

B0040  70021 
B004240139 
B004290507 
8004150043 
Q004230317-H 

71-IB5 
Stata   PTOJ 
WASTE  MOT 
NUREO 
PROJ 

ETUKeNBRQEKER.G 
BTUKENBRDEKER.Q 
SULLIVAN!.  W   H 
SUHI1ERS,  R 
SUMMERS,  R    J 

B0040BOO&9 
80041  40010 
SOO'1020142 
80040902B5» 
B0040902!  1* 

XPOflTLIC 
XPOftTLIC 
RE3 
70-135 
50-104        0 

BUMMERS.  R 
SUN.  E) 
BUNDARAM.R    K. 
SUTHERLAND,  J   T 
SUTHERLAND,  R 

BQ04070119. 
S0042200B3 
8004040027 
B004040I44* 
9004220362* 

70-39B 
40-1162 
RES 
70-27 
7O-2423 

BUTTON,  J  14 
SvESLQSKV,  F 
BMAN.  M    B 
SWANBY,  0  T 
EWAHSONrD    T 

8004110037* 
90041501<?3» 
8004O9C400H 
9004220099 
BO04010311 

OA999 
50-361          H 
50-316        Q 
-40-3433 
90-338         0 

BWANSOM,  D   T 
BUANSONiD   T 
BWANSDN-D   T 
SWrtNSON.  D   T 
SHANSQN.D    T 

8004080-051* 
8004100999 
9004170249 
8004220291 
S0042B0249 

90-299         0 
SO-2B9-        8 
50-522         0 
50-SB9        0 
BO-2B?         8 

SWfiRT,  F  E 
BWART,  F  E 
SWART  Z,  L   L 
SWARTZrL   L 
SWARTZrL   L 

B004240469 
8004210354 
Q004020018 
B0040IO315 
6004010914 

50-267         Q 
50-267        Q 
5O-2B9         8 
5Q-SB9        0 
9Q-2B9        8 

AUTHOR 

ACCESSION 
NUMBER 

SUBJECT 
CATEGORY 

SIWRTZ.L    L 
SWAflTZ.L    L 
SWAHTZ.L    L 
SWEET,  W    J 
SHETLAND,  P    1) 

BQCMOaoOSii 

BOO')  190349* 
90042  100  S3* 

50-269        G 
50-269        C 
50-299         G 
50-23O        F 
50-309         Q 

SVLVIA.  B   R 
SYLVIA,  D    R 
SYLVIA,  B    R 
SYLVSA.  B    R 
SYLVIA,  B    R 

6004030334 
6004030163 
B004070261 
8004080312 
90040B0392 

so-aso      P 

50-339         A- 
50-339         A 
50-339         A 
50-33B         a 

SYLVIA.  H    n 
SYLVIA.  !3    R 
3YLV1A,  B    R 
SYLVIA,  B    R 
SYLVIA,  B    fl 

B00409092B 
BO  040806  21 
6004170050 
8004040302 
B00411Q47H 

50-338         S 
50-338         P 
5O-33B         R 
50-339         A 
50-290         8 

SYLV  1  A.  B    R 
SYLVIA,  B    R 
SYLVIA.  H    P. 
SYLVIA,  D    R 
SVLV  I  A,  B    R 

6004110202 
8004140167 
8004140446 
B004  150342 
B004  170210 

50-330         G 
50-339         B 
50-33B         Q 
50-339         B 
50-330         R 

SYLV  I  A,  R    D 
SYLVIA,  R    B 
SYLV  1  A,  B    R 
SYLV  1  A,  B    R 
SYt-VIA.  B    R 

9004170241 
BO04  1B0232 
B0041B0444 
B004280472 
Q004  180299 

50-260         R 
30-338         J 
30-339         3 
50-339         8 
50-2BO         Q 

SYLVIA,  n    R 
SYLVIA,  B    ft 
SYLVIA,  B    R 
SYLVIA.  B    R 
SYLVIA.  B    L 

3004210177 
BQQ4E2031  1 
8004220318 
B004220493 
9004230337 

50-339         A 
9Q--280         F 
50-  280         P 
30-33B         0 
90-331?         P 

SYLVIfl.B    R 
BYLVEA,  D    H 
SYLVIA.  B    R 
SYLVIA,  D    R 
SYLVIA.  Q    R 

3004230231 
900-1230519 
3004250371 
8004390334 
B004300472 

50-339         P 
90-338         P 
50-380         S 
90-280        Q 
90-280         P 

BYNAR,  M 
SZWftJKOUSKI.R 
SZWAJKOUSKIiR 
T'NIEMI,  W   D 
TAH0ERT,  J   L 

B004290175 
80043B0309 
8004260305 
B00402Q412* 
BO04110490* 

30-556        H 
70-1308 
70-1308 
50-304        S 
50-346         8 

TACY.H 
TAKAHASHI.H 
TAM,  P 

TAMrP 

TAMBLINS.T   M 

a004300S56 
B0042B0032 
BOO  4030260 
B004040233 
S004100022* 

PT21 
RES 
50-320         0 
ACRB 
30-346         a 

TAPIA,  J    I 
TAUBER.H 
TAYLOR.O   H 
TAYLCR,G  C 
TAYt-OR.G   C 

S0041  60050* 
B00404027B 
B0040B0192* 
B004B20429* 
B0042206O9* 

30-445         » 
50-341          A 
FOIA 
FOIA 
FOIA 

TAYLOR,  Q   C 
TAYLOR.O   C 
TAYLOR,  H  A 
TAYLOfl.J   H 
TAYLOR.O   0 

a0042202l2» 
8004330602* 
3004100521* 
B0040B0661* 
6004040108 

FDIA 

FOIA 
30-320         O 
ACRS 
40-2061 

TAYLCR,M  f\ 
TAYLOR.  J  H 
TAYLOR,  J  H 
TAYLOR,  J  H 
TAYLOR,  R   R 

BO  04240  5  IB* 
800.1010404* 
80Q4020459 
B004020469* 
6004030354 

50-2B6         P 
50-329         S 
50-329         8 
TOPfiEP 
71-9142 

TAYLOR.J   It 
TAYLOH,  J   H 
TAYLOR,  J   H 
TAYLOR.  J   H 
TAYLOR,  J   H 

600424051  1* 
6004150209 
6004300970 
8004090461 
a  004100199 

50-313         P 
50-438        S 
50-438         3 
TDPREP 
TOPREP 

TAYLOR,  J   H 
TAYLOR.  J   H 
TAYLOR,  J   H 
TEDESCQ.K   L 
TED  FORD  jC    F 

-B-004210244 
B00421O348 
B00429O517 
B004290137 
B004IB007B* 

TOPREP 
TOPREP 
50-313         P 
50-320        P 
COMMISSION 

TEETS,  T  A 
TELFORD.,  F   T 
TELFORD,  C    F 
TELFORD.  J  T 
TELFORD,  J  T 

B004040294 
8004110969 

900424O4B9", 

50-320         H 
S  0-295        P 
COMMISSION 
90-286        P 
50-2B6        P 

TELFORD.J  T 
TELFDRD,  J  T 
TELFORD.J  T 
TELFDKD.  J  T 
TERC,  N  M 

B004030309 
B0040B0377 

S00402025? 
B0040701  12* 

50-293        P 
90-2B6        P 
50-247        P 
70-1  100 

TERC,H  M 
TERPBTRA,  0   L 
TERRELL,  D 
TERRELL,  Q  D 
TEflRY.S   H 

B001300328* 
0004010440* 
800410O441 
B00403DOOB 
B004010227 

90-225        O 
50-327        S 
PR 
30-275        H 
50-294        P 

AUTHOR 

ACCESSION 
NUMBER 

SUBJECT 
CATEGORY 

TERRY.  J   H 

BOO-1320559 

50-410       3 

THADANI,  A   C 

79030B0164 

MISC 

THIES,A   C 

8004020331 

50-249         ] 

THIES.A   C 

9004240294 

50-269        9 

THDM.  T 

800424O415* 

90-259        F) 

THOMAS,  C    U 

6004110065 

NUREQ 

THOMAS,  K   C 

B004290371* 

50-537        A 

THQUAS,  L   H 

800410O173* 

50-220        « 

THOMAS.  H 

Q004230Q.16* 

50-390        Q 

THOMAS,  R    D 

BOQ4O4Q05S* 

90-313        Q 

THOMAS,  M 

6004210121* 

SO-  546        Q 

THDMAB,  R    & 

B00410O017 

IbE 

THOMAS,  R    I> 

80Q4OS09B4 

IfcE 

THOMAS,  C   0 

8004100237 

TOPHEP 

THOMAS,  C    0 

B0042  10405 

50-466         ft 

THOHAS,  C    Q 

9004300074 

50-466         A 

THOMAS,  C    0 

8004240557 

50-046        A 

THOMAS,  E   Q 

8004220464 

50-220        P 

THOMPSON,  » 

B004220472* 

FOIA 

THOMPSON,  D 

B004  140202 

ItE 

THOMPSON,  D 

6004220292* 

FOIA 

THOMPSON.  D 

B004  100510 

PT9 

THOMPSON,  D 

B004220361* 

FOIA 

THOMPSON,  D 

600422043-9* 

FQIA 

THOMPSON,  D 

8Q0422Q3S6 

50-275       S 

THOMPSON,  D 

8004220249 

50-2,6-3       G 

THOMPSON,  D 

B0042  10429 

50-331         G 

THOMPSON.  D 

B0042B0146* 

QA999 

THOMPSON,  G  A 

8004140466 

ACRE 

THOMPSON,  0    A 

8004150230 

ACRE 

THOMPSON,  F 

8004300070* 

90-3B7       0 

THOMPSON,  S   (i 

80041B0197* 

COMMISSION 

THOMPSON,  0   0 

B004  130047 

50-367        A 

THOMPSON,  D  0 

9004240502 

SO-367        A 

THONUS.L   H 

B0041O0391* 

50-334         9 

THONUB.L  H 

aOQ40B02B2« 

50-333        9 

THONUB-L   H 

B0042  10173* 

90-2.93        Q 

THORNBURG,  H   D 

BOQ403Q3ai» 

FOIA 

THORNBURQ,  H  D 

B0042202S3* 

FOIA 

THORPEjJ   R, 

3004130621 

30-289        a 

THURMAN,  D    S 

B004240UO* 

70-133 

THUHMAN,  D   S 

80042401  Ort- 

70-133 

THUflHAN,  D   S 

0004240095* 

70-135 

T1DBETTS,  D  L 

S0040902B6 

50-399       A 

TIBDITTB,D  L 

8004140069 

90-332       A 

TIBBITS,  D 

6004090054 

90-393       A 

TIBETT-S.L 

0001070116 

50-994       II 

TIDRICK.O   A 

8001010437 

50-275       A 

TIERNAN.M  W 

3004020059" 

71-63B7 

TILLMAN,  A 

B004290177* 

30-339        0 

TIMKO,  D  11 

90042903S5* 

50-334       R 

TIPTOW,  T  E 

0001160376 

50-219        P 

TOALSTON,  A 

30041  10IH1 

90-482        H 

TDALSTON.A 

S00413QI97 

90-4  It       H 

TOBIN,  H   J 

8004040047" 

70-143 

TOBIN,  W  J 

B004030362* 

70-2473 

TOBIN,  W  J 

3004090361* 

70-143 

TOBIN,  W  J 

BOQ411O949* 

70-2479- 

TOD  IN,  U  J 

0004110966* 

30-302        0 

TDBIN,  U   J 

9004220204' 

90-269        0 

TODD.  O   A 

S004040021" 

70-1201 

TOLDERT.P   E 

B004140112 

PR 

TOLER,  L  0 

13004010104 

27-39 

TOLLIBONi  A  C 

60042901  S2» 

50-324       fl 

TOLLiaON,  A  C 

8004020297 

90-324       B 

TOLUSQN.  A  C 

8004030176 

90-324       B 

TOLLISON,  A   C 

6004010333 

50-323       8 

TQLUBON,  A  C 

6004010390* 

50-323       S 

TOLL  1  SON,  A  C 

6004010374 

90-324       B 

TOLUSON.  A  C 

6004010400* 

50-324        B 

TOLL1SON,  A  C 

8004010461 

50-324       R 

TOLL1BON,  A  C, 

B0040B043B 

90-324       S 

TOtLIBON,  A  C 

B004QB0464* 

50-384       S 

TOLLISON,  A  C, 

B0040B0966 

90-325       S 

TOLLISON.  A  C 

80040905-73* 

30-329       S 

TDLLISON,  A  C 

8004080337 

50-324       B 

TOLUIBON,  A  C 

BOO  4090332 

90-324       B 

TOLLI80N.  A  C 

B0040B0453 

50-323       8 

TOLLISDN,  A  C 

9004080434* 

30-323       6 

TOLLISON.  A   C 

8004070333 

50-324        B 

TOLLISON.  A  C, 

8004070337* 

50-324        8 

TOLLISON,  A  C 

S004  140443 

SO-324       R 

TOLLISON,  A  C 

6004150466 

50-334       fi 

TOLLISQN,  A  C 

BOO  4  150504 

50-324       5 

TOLLISONi  A  C 

8004130444 

50-324       B 

PERSONAL  AUTHOR  INDEX 
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AUTHOR 

ACCESSION 
NUMBER 

SUBJECT 
CATEGORY 

TOLLISON,  A  C 

8004150440" 

50-324    S 

TOLLISON,  A  C 

8004210293 

50-324    Q 

TOLLIGON,  A  C 

S004220572 

50-324    S 

TCLLISON.fi  C 

80042205B3* 

50-324    3 

TOLLISDH,  A  C 

800422O599 

50-325    S 

TDLLISEJN.  A  C 

8004220676 

50-325    8 

TOLLISON,  A  C 

B004220732 

SO-3H4    B 

TQLLISON.  A  C 

8004220538 

50-325    8 

TOLLISON.  A  C 

(3004230547* 

50-325    S 

TOLL1SQN,  A  C 

B00428O576 

50-325    B 

TOLLISON.A  C 

0004280586* 

50-325    8 

TOU,tSON,A  C 

8004280587 

50-324    9 

TOLL1BON.A  C 

8004200999* 

50-324    S 

TOLLISON,  A  C 

00042B05B3 

50-334    S 

TOLLISQN.A  C 

8004200992* 

50-324    S 

TOLL1SDN.A  C 

8004290397 

50-329    S 

TOLLISON.A  C 

B00429040U 

50-325    S 

TOLLISDN,  A  C 

8004290437 

50-329    S 

TOLLISON,  A  C 

8004290494* 

50-325    S 

TOLMftN,  E  L 

8004100370 

RES 

TDMKIN5.  D 

8004O9O050 

FOIA 

TOMLINSON,  D  P 

8004180218* 

50-499    Q 

TONDI.D 

79O83O01  12 

MISC 

TDNDI.D 

7908280821 

MISC 

TONGUE,?  H 

8004100432* 

50-10     0 

TOOKER.D  W 

B004040413* 

50-331    S 

TOOKER.D  U 

£3004000931* 

50-331    B 

TCJOKER.D  W 

00041  403691 

50-331    8 

TUOKER.D  W 

H004  140452* 

50-331    S 

TOOLE.R  J 

00040  1033B 

50-289    9 

TOTH.A  l> 

80043303909 

50-460    Q 

TOURIGNY.E  0 

SOQ4280263 

NUHEG 

rouRTELLorre.  j 

8004020104 

50-S09   0 

TOURTELLOTTE,  J 

B004020107* 

50-289   0 

TQWNEND,  F 

0004140100* 

Pfi 

TDWNEND,  F 

B004090300 

PR 

TOWNEND,  F 

B004  140096 

PR 

TRAGE6ER.C  tl 

0004290109 

CONTRACT 

TRAhHELL,  C 

0004100307 

50-344   P 

TR  AUGER,  T  C 

0004100556 

PRQJ 

TRAVIS.H  H 

8004070247 

71-98S3 

TItAVIS.C  C 

0004160008 

RES 

THEBY.S  A 

8004210414 

50-498    0 

TREBV.S  A 

8004130226 

50-320    0 

TflEVlWO,  T 

3004030037* 

CONTRACT 

TREV1NO,  T 

8004040186* 

CONTRACT 

THIMBLE.  D  C 

8004110500 

50-313   P 

TRIMDLE,  D  C 

B004250044 

50-313   Q 

THIMBLE.  D  C 

6004040276 

71-9080 

TRIMBLE,  D  C 

8004090148* 

50-313    Q 

TRIHBLE,  D  C 

8004250103 

50-369   Q 

THIMBLE.  D  C 

80040701  IB" 

50-368    Q 

TRIHBLE.  D  C 

00040  10301 

50-313   P 

TRIHBLE,  D  C 

8004330303 

71-9044 

THIMBLE,  D  C 

8004010216 

BO-313   R 

TRIMBLE,  D  C 

8004010306 

50-3(3   F 

TRIMBLE.  D  C 

800-1020343 

50-360   B 

TRIMBLE,  D  C 

8004020349 

50-313   8 

TRIMBLE,!)  C 

8004030209 

50-313    P 

TRIMBLE,  D  C 

8004070287 

50-313   P 

TRIMBLE,  D  C 

8004  1  50304 

50-313   P 

TRIMBLE,  D  C 

8004  1  70086 

50-313   P 

TRIMBLE,  D  C 

8004080377 

SO-36B    8 

TRIMBLE,  D  C 

8004070344 

50-313    P 

TRIMBLE,  D  C 

Q004  140328 

SO-313    S 

TRIMBLE,  D  C 

8004150630 

90-313   3 

TRIMBLE,  D  C 

B004  140396 

50-313    S 

TRIMBLE,  D  C 

0004130941 

30-313    9 

TRIMBLE,  D  C 

0004150567 

50-369    F 

THIKBLE,  D  C 

8004150233 

50-313    I 

TRIMBLE,  D  C 

8004  1  S060S 

50-368   9 

THIMBLE,  D  C 

8004160185 

50-313    P 

TRIMBLE,  D  C 

8004210148 

30-313   P 

TRIMBLE,  D  C 

8004210217 

50-313    R 

TRIMBLE,  D  C 

8004210274 

SO-36B   R 

TRIMBLE,  D  C 

0004220691 

50-368   8 

TRIMBLE,  D  C 

8004220427 

30-313   F 

TRIMBLE,  D  C 

800422047  1 

50-313   P 

TRIMBLE,  D  C 

B004S3047I 

50-313   S 

TRIMBLE,  D  C 

0004290450 

50-368   R 

TRIMBLE,  D  C 

0004290374 

50-313   S 

TRIMBLE,  D  C 

8004390244 

50-313   P 

TRIMBLE,  D  C 

8004290361 

50-3  1  3    R 

TRIPLETT.M  P 

0004100520* 

OHO 

TR1PLETT.M  P 

8004140000* 

ORC 

AUTHOR 

ACCESSION 
NUMBER 

SUBJECT 
CATEGORY 

TRIPP.L  E 

B004O90401* 

50-293    0 

TFHPP.L  E 

S004100512* 

50-309    Q 

TROFE,  T  W 

8004140455 

NUREG 

THOSKOSKI.W  11 

0004210151* 

50-322    G 

TRQUP.O  L 

8004110027* 

70-1151 

TROHBRIDGE.G  F 

0004090096 

50-289    G 

TROUGH  IDGE,  0  F 

B00409Q096 

50-289    G 

TRQUDRIDGE.G  F 

B004010519 

50-400    G 

TROUBRIDGE,  0  F 

8004080425 

50-209    G 

TRQUHR1DGE,  G  F 

B0040B0720 

50-2B9    G 

TROHHRIDGE,  G  F 

0004110029 

50-2B9    G 

TROWQRIDQE,  G  F 

8004010319 

50-400    G 

TROUaRIDGC,  G  F 

80040B0425 

5O-2B9    Q 

TROUBRIDOE,  G  F 

8004000720 

50-209    G 

TRPNQRIDGE,  G  F 

B004110029 

50-2B9    G 

TRQIJBR1DGE.G  F 

B004  100308 

90-2B9    G 

TROWHRIDQEiQ  F 

800410030B 

50-289    6 

TROUBRIDOE,  0  F 

13004100479 

30-289    0 

TROUQRIDGE,  0  F 

B004100479 

50-209    0 

THOWBRIDGE.G  F 

B004  110516 

50-299    G 

TROWBRIDGC.  G  F 

8004110516 

50-2B9    G 

TROWBRIDOE,  0  F 

8004230030 

50-289    G 

TRQWBRIDGE,  G  F 

0004230030 

30-209    Q 

TROWBRIDGE,  G  F 

0004140007" 

50-289    G 

TROWBRIDGE,  G  F 

B004140013* 

90-2B9    0 

TRQUBRIDQE,  G  F 

B004140017* 

90-289    0 

TROUDRIDQE.Q  F 

0004140019* 

50-2B9    0 

TRQUHRIDGE,  G  F 

8004140023" 

30-289    0 

TROWHRIDGE.G  F 

B004  140028* 

50-289    0 

TROUDRIDGE,  G  F 

B004  140032* 

50-289    0 

TROWBRIDQE,  Q  F 

B0041  40030* 

50-299    Q 

TRQWBHIDQE.  G  F 

8004140045* 

50-209    G 

TROWGRIDGE.G  F 

B0041  40091* 

30-289    0 

TnOWBRIDGE.  G  F 

B0041  40057" 

50-289    G 

TROUBRIDGE,  G  F 

B004  140062* 

50-239    G 

TROWBRIDGE.  Q  F 

B0041  40065* 

SO  -289    G 

TROWBRIDGE,  G  F 

8004170273 

50-289    G 

TROWBRIDQE,  Q  F 

Q004170291* 

50-289    G 

TROWBRIDOE,  G  F 

0004140007* 

50-289    G 

TROWBRIDOE,  Q  F 

8004140013* 

30-289    G 

TROWBRIDQE,  G  F 

B0041400I7" 

50-289   0 

TROWBRIOGEiG  F 

8004140019" 

30-389   8 

TROWBHIDGE.  G  F 

B004  140023* 

50-289    0 

TfldHBRIDCE.  G  F 

8004140020* 

50-B89    G 

TROUDRIDGE,  0  F 

B004  140032* 

90-289    0 

TROWBRIDGE,  G  F 

£3004140038* 

50-289    G 

TfiOWBRIDGE,  0  F 

8004140049* 

90-299    Q 

TROWBRIDGE,  0  F 

8004  140051" 

50-389    « 

TROWBRIDCE.Q  F 

8004  1  40057" 

50-289    0 

TROWBRIDQE.Q  F 

B004  140062" 

30-389    G 

TROWBRIDGE,  0  F 

B004  140065" 

50-289    G 

TROWBRIDQE.  0  F 

8004170281* 

30-389    0 

TROWBRIDGE,  0  F 

8004HI04H1 

50-289    G 

TROWBRIDGE,  0  F 

8004210421 

30-289   0 

THOV,  M 

9004090026 

FOIA 

TRULL,  D 

8004080213* 

70-2234 

TRUSSELL,  H  H 

8004080198 

40-8064 

TRZVNA,  G 

B004020376* 

30-293    8 

TSCHAECHE,  A  M 

8004100523" 

70-1007 

TBUJI.N 

8004240202" 

70-2805 

TUN3TALL,  J  E 

8004080241" 

CONTRACT 

TUN8TALL,  J  E 

8004100576* 

CONTRACT 

TUNBTALL,  J  E 

8004210119" 

CONTRACT 

TURK,  8  E 

8004210424 

50-448   0 

TURK,  8  E, 

9004130464 

30-341   0 

TURK,  B  E 

0004150484 

50-341   0 

TURK,8  E 

8004300366 

70-2909 

TURK,  3  E 

8004300371* 

70-2909 

TURK,  8  E 

0004300370" 

70-2909 

TURNER,  L  J 

8004290450* 

50-390   A 

TURNER,  E  A 

8004070062 

50-498   0 

TURNER,  E  A 

8004070060" 

30-498   Q 

TURNER.  E  A 

8004300523* 

50-498   Q 

TURNER,  E,  A 

8004010126 

50-498   Q 

TURNER.  E  A 

B004I40107 

50-498   Q 

TURNER,  E  A 

B004010332 

50-498   S 

TURNER,  E  A 

8004180394 

50-498   8 

TURNER,  E  A 

8004180423 

50-498   S 

TURNER,  E  A 

8004180431 

SO-498   S 

TURNER,  E  A 

8004290390 

30-498   S 

TURNER,  E  A 

B0042E0763 

30-498   K 

TUTHILL,  E 

8004070122 

50-322   H 

UDALL,  H  K 

80040B0066* 

COMMISSION 

UDY,  A  C 

8004080641 

30-270   P 

UDY.  A  C 

8004140138 

RES 

AUTHOR 

ACCESSION 
NUMBER 

SUBJECT 
CATEGORY 

UDV.A,  C, 

8004170389 

DES 

UDV.A  C 

8004170334 

RES 

UHfUQ.R  E 

8004040003 

80-250 

a 

UHRIG.R  E 

B004040347B 

50-250 

a 

UHHIG.R  E 

B0040B0023* 

50-230 

a 

UHRIG.R  E 

8004040173* 

50-389 

G 

UHRIG,  R  E 

8004080019* 

50-23O 

0 

UHRIG.R  E 

9004020381 

50-333 

8 

UHRIG,  R  E 

8004080297 

SO-333 

R 

UHRIG.R  E 

8004240378" 

50-250 

G 

UHfilO.R  E 

8004220339 

SO-3B9 

A 

UHRIG.R  E 

8004220248 

50-389 

K 

UHfMO.R  E 

8004220313 

50-3B9 

C 

UHRIG.R  E 

8004210170 

SO-3B9 

8 

UHRIG.R  E 

8004230337 

50-333 

0 

UHRIG.R  E 

8004240030 

90-250 

G 

UHHIGiR  E 

8004010210 

50-290 

P 

UHRIG.R  E 

80040302B9 

90-230 

P 

UHRIO.R  E 

8004040425 

50-333 

n 

UHRIG,  F!  E 

8004110933* 

50-230 

e 

UHRIG.R  E 

B004240219 

50-3B9 

a 

UHRIG.R  E 

8004030229 

30-399 

F 

UHHIO,  R  E 

8004O40380 

30-250 

R 

UHRIG.R  E 

8004070279 

SO-333 

F 

UHRIO.R  E 

8004090217 

30-335 

R 

UHRIG.R  E 

8004230243* 

30-389 

A 

UHRIG.R  £ 

8D040B03B6 

30-333 

P 

UHRIO,  R  E 

B004  130341 

50-333 

P 

UHRIG.R  E 

8004080452 

50-250 

P 

UHRIG.R  E 

B004  150406 

50-250 

I 

UHHI6.  Fl  E 

8004300583 

30-290 

a 

UHRIO,  R  E 

0004140229 

30-333 

F 

UHRIG.R  E 

8004300977 

30-333 

a 

UHRIG.R  E 

8004130919 

50-250 

F 

UHRIG.R  E 

8004230461 

30-333 

P 

UHRIG.R  E 

8004280269 

50-3SO 

P 

ULLRICH.  W  T 

8004220433 

50-279 

8 

ULLRICH,  W  T 

8004290439 

SO-277 

S 

ULLRICH.  W  T 

BOQ4S90443 

50-277 

a 

UPRIGHT,  C  M 

00040402B9* 

30-280 

0 

UPRIGHT.  C  M 

0004020263* 

50-239 

a 

UPRIGHT,  C  M 

BO04090049" 

50-321 

G 

UPRIGHT,  C  M 

B004040452" 

30-302 

G 

UPRIGHT.  C  M 

8004100202" 

50-29O 

a 

UPRIGHT,  C  M 

8004100182* 

30-333 

G 

UPRIGHT.  C  M 

8004240413* 

50-280 

Q 

UPRIGHT,  C  M 

8004210113" 

50-302 

Q 

UPRIGHT,  C  M 

8004200143* 

50-349 

fl. 

USTICK,  N 

8004000640* 

30-263 

Q 

USTICK.N  R 

8004040132" 

90-346 

a 

UTLEY.E  E 

0004010324 

50-261 

P 

UTLEY.E  E 

8004040293 

50-261 

P 

UTLEY,  E  E 

8004080648 

30-261 

P 

UTLEY.  E,  E 

8004070313 

50-261 

F 

UTLEY,  E  E 

8004080383 

50-324 

P 

UTLEY.E  E 

8004080472 

50-324 

F 

UTLEY.E  E 

8004140413 

50-261 

P 

UTLEY.E  E 

8004160282 

50-324 

P 

UTLEY.E  E 

B004170019 

30-324 

P 

UTLEY.E  E 

8004250410 

30-324 

P 

UTLEY,  E  E 

8004280497 

50-324 

P 

UTLEY.E  E 

B004300323 

90-324- 

P 

UTLEY.E  E 

8004300443 

50-261 

P 

UTLEY.E  E 

8004300443 

90-324 

H 

VACCA.  P  C 

8004220479* 

FOIA 

VACCA.  P  C 

8004220476* 

FOIA 

VACCA,  P  C 

B004220473II 

FOIA 

VACCA,  P.  C 

7911200274 

Docks  t 

30 

VADENBUROH,  D. 

8004210110 

PR 

VAHRENUALD.  J 

8004030427* 

90-234 

B 

VAHRENWALD,  J 

8004020443* 

SO-265 

B 

VALENTE,  J  V 

8004140439 

90-322 

A 

VALLERIO.  J 

80040B0208" 

FOIA 

VALORE,  C  J 

8004100466 

50-311 

0 

VALORE.  C  J 

8004100466 

50-3  11 

0 

VALORE.  C  d 

80042  10S91 

50-272 

0 

VAN  BRUNT,  E  E 

8004020162* 

50-  928 

G 

VAN  BRUNT,  E  E 

B004070253* 

30-328 

8 

VAN  BRUNT,  E  E 

0004010350 

30-92H 

9 

VAN  BRUNT,  E  E 

0004U04B4 

PR 

VAN  BRUNT,  E  E 

0004300332 

PR 

VAN  BRUNT,  E  E 

8004240901* 

30-S2S 

Q 

VAN  BRUNT,  E  E 

8004010244 

30-328 

K 

VAN  BRUNT,  E  E 

8004130566 

30-323 

F 

VAN  BRUNT,  E  E, 

8004170043 

50-92E) 

9 
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VAN    NESS,  S    C 

BOO-1D900081 

50-272 

0 

VAN    ROOYEM.  0 

BOOJ040459 

nun  EG 

VAN    ROQYEN    D 

S00408iiO?'l 

REb 

WAN    SICHEL,  J 

00042203b9. 

50-331 

R 

UAN    SICHEL,  J 

8004330343* 

50-331 

R 

VAHDENDURGH.  D    E 

00042301  1S» 

COMMISSION 

VANDENDURCH,  D 

800416010^' 

Pfi 

VAMDEL,  T    E 

80O421O142* 

50-358 

Q 

VANDENBURGH.D 

BOO-1  1  i.0096 

PR 

VANDEL,  T   E 

B004IOO^i7« 

50-329 

a 

VAMDENBURGH,  D   E 

S00411O444* 

50-29 

P 

VftNDENQUFiCH,  D 

BOO  4220522 

3O-3C9 

P 

VANDQORN,  P    K 

80O4O7O177* 

50-43S 

O 

VANDDORN   P    H 

8004040223* 

30-416 

0 

VANDODFtN,  P    « 

eOO411O314» 

50-259 

0 

VANHCDHtSSEM,  J 

8004010161* 

50-26S 

P 

VARAN  I  MI.  E    E 

S004040C08« 

PR 

VARELA.  A   A 

GO&407O111* 

5O-443 

Q 

VARELA,  A   A 

Q0041001A8* 

SO-354 

0 

VAHELA,  A    A 

BOO-11O0112" 

50-332 

a 

VARELA,  A    A 

SOQ41OOQ4Q* 

50-443 

a 

VAROA.  S    A 

&004210098 

ursc 

WROA,.  S    A 

S0040201  17 

50-209 

H 

VARGA,  S   A 

0004250333 

50-28? 

H 

VARGA,  6    A 

3004O2GI24 

50-443 

A 

WARGA.  B   A 

8004110557 

50-339 

H 

VARQA,  S   A 

B0041-10093 

50-339 

H 

VAROA,  B   A 

B0041401B6 

50-339 

H 

VARQA,  S   A 

B0042100P8 

50-339 

H 

WAF10A,  S    A 

6004110052 

50-443 

H 

WARGA,  S    A 

8004110060 

50-443 

H 

WtRGA,  S    t< 

80041  10067 

50-443 

H 

WARGA,  S    A 

S004IS0131 

SO-443 

H 

VARGAi  S    A 

8004250366 

50-29 

0 

VETTE.R.  W    E 

BOO-10£O12e» 

ACRS 

VILLFORTH.  J   C 

H  004220677 

50-3SO 

P 

<J[]ELW.ER.L    E 

800410002S 

(4URE& 

UOLOENAU,  E 

B  004220  132" 

FOIA 

UDLGENAU,  E 

HOO422O4Q9" 

FOIA 

UDLGENAU,  E 

S  004030  166 

BECY 

VOLKEHA,  R    II 

80042303971 

FOIA 

YDLLEN.  H    J 

80042300-91 

50-367 

0 

VOLLEN.  R    J 

Q00423O1O1B 

50-367 

G 

VDLLEN.  R    J 

8004040069 

50-367 

C 

VOLLEN,  R    J 

SOO4020^1A 

50-367 

0 

VDLLEN-R    J 

0004020  4  7B 

50-367 

0 

VOLLMER.R    H 

80G4020227 

50-330 

H 

VDLLHER.  R    H 

8004030272 

50-320 

P 

UOLLMER.R    H 

S00403O279" 

50-320 

P 

VOLLHER.n    H 

8004030283" 

50-320 

P 

VOLLHEfi.  R    H 

8004070418 

30-10 

H 

VOLLMER.R    H 

8004210253 

30-10 

H 

VOLLMER.  R    H 

8004210260 

50-10 

H 

VOLLMER.  R    H 

80042  10272 

30-10 

H 

VOLLMER,  R    H 

8004210297 

50-10 

H 

VOLLMER.R    H 

8004210275 

50-10 

H 

VOLLMER.  R    » 

BOOq21O2?9 

50-  1O 

H 

VOLtMHR.n    H 

80042  1-0  302 

50-10 

H 

VOLLHEfi.  P    H 

BO0421430S 

50-10 

H 

VOLLMER,  n    H 

6004140091 

50-320 

H 

9004  100047 

30-339 

H 

3004180442 

50-320 

H 

TO0421Q319 

50-320 

H 

'004210334 

50-320 

H 

•52 

50-320 

H 

50-320 

H 

50-320 

H 

50-320 

H 

50-320 

P 

' 

30-320 

P 

50-330 

P 

50-10 

H 

50-526 

a 

70-687 

50-306 

a 

FOIA 

FQIA 

FOIA 

HUREO 

50-460 

<3 

30-320 

P 

50-312 

0 

30-312 

0 

50-327 

F 

50-373 

0 

AUIHQfl 

ACCESSION 
J1UI1BER 

SUBJECT 
CATEGORY 

WALKER,  J   R 
WALKER,  J   fi 
WALKER,  J   fi 
WALKER,  F   H 
WALKER.  J    R 

80Q4I70229* 
S004I70231' 
Q004!7O234fl 
30  04  1  80394" 
B004150M5» 

50-327         f 
30-327          F 
50-337          F 
50-327          R 
50-337         P 

WALLACE.  A   T 
WALLENSTROM,  R 
WALLETT.  E   A 
HALTERS.  E 
WALTON,  0 

B004220519 
B004030OQ3' 
B004250Q14 
8004070350 
B004I50143* 

50-331          P 
40-9749 
CONTRACT 
50-320         H 
30-352         Q 

WALTON,  G   A 
WALT  ON,  0   A 
WAMHACH.  T   V 
WAMBACH.  T   V 
WAM>KE,N   E 

B004090401" 
B004300607" 

aoo4oao4i2<> 

8004170261 
0004110087 

50-293         Q 
50-293         Q 
50-255         P 
50-244         P 
30-304          Q 

WAHDKE,  N 
WANDKE.N    E 
WANDKE.N    E 
WAN  DUE.  N    E 
WANDKE,  H    E 

60-0402031  1 
ea0402O3i.9 
B004  140306 

6004020307 

6004150472 

50-295         S 
50-395         9 
50-295         R 
50-304         S 
50-304         B 

WA^DKE.  N    E 
WANDKE.  N    E 
WAfJDKE.  N    E 
WANDKE.N    E 
WAN  DUE.  N    E 

eoo4i5osia 

6004220SB6 
6Q04220fc60 
8004220694 
8Q042904S6 

30-304         8 
30-&9S         E 
50-293         S 
30-304          B 
50-295         B 

WANDKE.N    E 
WANS,  P    C 
HA  KG-  A 
HARD.  W   J 
WARD,  H   J 

0004290473 
9004240S66 
8004290137 
9004290146* 
•aOQ42E!0153<* 

30-295         B 
HUREO 
30-313         P 
QA999 
QA999 

WARD,  C    E 
HARD,  J   £ 
1JARD,  D    T 
WARD,  W   J 
WARD.  J   E 

aoo4i5027B* 

8004020123° 
•B  004040292* 
3004280149* 
800-1060149 

71-49 
ACRS 
ACRS 
OA999 
PR 

WARD,  J   E 
WARD,  K   D 
WARDEN,  W   0 
WAfiEMBOURC,  D 
WAREMBOUfiG.  D 

B004I00515 
Q0041  00207= 
B00406Q065 
8004060399 
9004080422 

PR 
50-254         Q 
50-307         H 
50-267         F 
90-267         B 

HAftEHBOUflO,  D 
WAREMBOURG,  D 
WflREMBQUflQ,  D 
WAREMDOUnO,  D 
WAREMBDURQ,  D 

9004080503 
3004150333 
8004  15  0336 
3004150432 
9004150542 

SO-267         B 
50-267         R 
50-267        R 
50-267          S 
50-267         B 

HAftEMBOUilQ.  P 
WAREHBOURC,  D 
UAREMBOURG,  D 
WAREMBOUitO,  D 
WAFIEMBOURO,  D 

B0041305B2 
BOQ4150626 
80042  10374 
8004210268 
B004220773 

50-267         S 
50-267         8 
50-267         8 
50-267         R 
50-367          1 

WAREMDOURO,  D 
WARNICK.lt   F 
WARWICK,  R   F 
WARFllNEfl.G   H 
WATFORD.  (1  L 

8004240323 
BOOH  14  0202 
H001110245B 
8004040323a 
8004150376* 

50-367         8 
ItE 
30-366         Q 
50-261         F! 
SO-B61         R 

WATSON,  A    P 
WATSONjJ1   F 
WATSON-  J    F 
WATTENBARGER.S 
WATTS,  T   E 

aoQ4t60068 

B0043Q0297 
8004300397 
B004C30345 
B004150416 

REE 
HASTE   HOT 
WASTE   HOT 
XPDRTLIC 
50-373        A 

WATTSDN,  P 
WEAVER.,  J 
WEAVER.  K 
WEBB,  D  H 
WEBB,  R    E 

B004  150347* 
9004090063* 
9004110116 
B004  130396* 
900431  0399* 

50-306         R 
COMMISSION 
HASTE   MOT 
50-953         R 
50-320         H 

WEBSTER,  E   H 
WEEKS,  E    D 
WEONERj  W 
HEIGAND.  J   0 
HEIGAND,  J   0 

9004290125* 
3004170233 
9004030005 
3004040335 
9004040363 

50-250         Q 
50-133         R 
NUREO 
50-453         A 
50-459         A 

HE  I  BAND,  J  0 
MEIQAMD,  J  0 
WE  I  SAND.  J  Q 
WEtCAHD,  J  0 
WEIOAND,  J  G 

9004040056 
9004040106 
9004040370 
9004010013 
9004010023 

50-453         8 
90-459          0 
50-458         A 
90-459        0 
30-4  BS        Q 

WE  I  SAND,  J  G 
WEIOAND,  J  0 
WE  1  SAND,  J  G 
WEIOAND,  J  Q 
WEIOAND,  J  0 

9004010041 
9004040370 
9004190102 
900421  01  S3 
aOO'l2B053<? 

SO-43B        Q 
50-456        A 
30-490        A 
30-458         I 
50-450        R 

WEIOAND,  J  G 
WEIUENSBERG,  I 
WEIL.  C   H 
WE  ILL.  S   11 
WEISS,  E   R 

90042905439 
3004230616* 
H004100S5H 
9004070071  » 
790601  OUB 

50-458         R 
FOIA 
40-261 
50-483         H 
BO-334         Q 

AUTHOR 

ACCESSION 
NUMBER 

SUBJECT 
CATECDfty 

WEISS.D 
UEISS.E   R 
UEISS.E   R 
WEISS,  E   R 
UEISa,  D 

8004210083* 
3004100100 
8004080373 
6001060=118 
8004240339* 

7O-133 
5O-3            F 
50-289      0 
50-333       0 
7O-130B 

WEISS,  J    D 
UEISS,  J   M 
UEISS.E   R 

weisa.E  R 

UEISS,£   R 

9004210042* 
8004000031 
3004020099* 
8004020091 
6004020099* 

71-6717 

TOP  HEP 
50-3          0 
50-3            O 
50-3            0 

HE  I  S3,  £    R 
HE  IBS,  E   R 
UEISS,  E    R 
WEISS,  E   R 
HE  I  SB,  J   D 

aoo4oao67a 

S004030&7S 
S004  100562 
9004100363 
8004020101 

SO-2Q9       0 
50-3B9       S 
5O-SB9       ffl 
3O-2B9       O 
7D-6Q7 

UEISS,  E    R 
UEISS,  E   R 
UEISS.E    R 
UEISS,  J   O 
WEISS,  J   D 

S004  100299 
8004100299 
B004110O45 
8004080609 
0004030612 

7-0-143 
70-L43 
50-3            1* 
7O-1357 
70-572 

UEISS.E   R 
UEISS,  D 
WEISSBERO,  S 
UEISS,  D 
UEIS8,  D 

0004000&95 
0004070380 
8004020209 
8004170108 
3004140009 

50-3            F 
70-L42h 
3  tat  a  Pros 
70-207S 
7O-627 

WEI8S,  D 
UEISS  ,  D 
UEISS,  D 
WEISSiD 
WEISSBERO,  S 

0004140176 
8004  1  50  J  79 
B0041501B2 
8004220062 
8004240151 

7O-27 
70-H20 
7O-Q24 
70-1739 
8tata  Prof 

UEISS,  D   J 
WEISS,  J   D 
UEISS,  E   R 
WEI9S.E   R 
WE  I  SB,  E   R 

8004160107 
000424010S 
0004150101 
3004130101 
8004220462 

7O-143 
4O-B76B 
50-374       0 
30-374       0 
90-247      E 

WENQER,L    0 
UEN5LAUSKt,F 
UENSLAH9KI.F 
UERLINO,  J   A 
WERLINO,  J   A 

8004170221* 
B004040030 
80040404  IS 
8004260078* 
8004020002 

30-317      fl 
50-70        8 
50-70         a 
30-334       P 
30-334       B 

WERLINO.  O   A 
WERLING,  J   A 
WERLINO.  J  A 
WERLING,  J   A 
WERLINO,  J   A 

6004220997 
6004030196 
6004030191 
6004070341 
0004070346» 

5O-334       B 
5O-334       B 
SO  -334       B 
SO-334       8 
SO  -334      B 

UERLINO.  J  A 
UERLINO.  J  A 
UERLINQiJ   A 
UERLINO.  J   A 
UERLINO.  J   A 

0004070375* 
6004110365 
0004140329 
0004140381 
3004180516 

SO-334      B 
5-0-334        B 
3O-334        B 
90-334       B 
30-334       B 

UERLINO.  J   A 
UERLIND.  J   A 
UERLINO,  J   A 
UERLINO,  J   A 
UERLINO,  J  A 

B0041S05E9* 
0004190534* 
B004  150545* 
6004230217 
B0041  70323 

3O-334       B 
50-334       B 
30-334       S 
5O-334       6 
30-334       6 

WERLINO.  J   A 
UERLINO,  J   A 
HERLINO.  J  A 
WERLINO,  J  A 
HERLINO.  J   A 

6004230208 
0004240333 
8004290503 
B004270SOB* 
8004290369 

30-334       8 
30-334       S 
30-334       8 
3O-334       & 
30-334       G 

WERLINO.  J  A 
WERNER,  B    J, 
WESCOTT.  H 
WEST,  B 
WEST,  W   £ 

8004290393* 
80042B0346* 
9004040039 
80042B0352* 
8004140463 

50-334       S, 
5Q-346      S 
3O-461       S 
50-365      H 
90-490      A 

WESTERN,  P 
UESTERN.  F 
UEBTERMAN,  T    F 
WESTERHAN,  T    F 
UE8TERMAN,  T    F 

8004080196* 
80040B0516* 
8004090159+ 
0004040262* 
B00410033S* 

FOIA 
FOIA 
30-313      Q 
90-285      0 
3O-313       Q 

HE8TERMAN,  T    F 
HE8TERHAN,  T    F 
UESTERMAN,  T    F 
UEBTERMAN,  T-  F 
UESTERMAN,  T.  F 

6004210219* 
B004080696* 
3004040140* 
B0040BO&02* 
8004210179* 

SO-299      Q 
30-235      0 
SQ-267      a 
90-267      0 
3O-443      O 

UESTERMAN.  T    F 
UESTERMAN,  T    F 
WESTERMAN,  T    F 
WEaTNEDGE,  T 
WE8TQN,  K 

8004210439* 
B004230299* 
6004040023 
8004040166 
6004300006 

90-449      Q 
50-313      0 
30-H9S      9 
50-307      H 
50-3B7      9 

UETHV.C   11 
UETTERBAHN,  M   J 
HETTERHAHN,  M  J 
UETTERHAHN.M  J 
WETTERHAHN.M   J 

6004030167 
0004030339 
0004030338 
0004150027 
0004190030* 

30-338       B 

go-ssa     -o 

90-359      0 
5O-272      -9 
50-873       G 

PERSONAL  AUTHOR  INDEX 
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AUTHOR 

ACCESSION 
NUMBER 

SUBJECT 
CATEGORY 

HETTERHAHM.H  J 

0004150030* 

50-272    G 

HETrERHAHN.M  J 

B00415Q4b6 

50-311    C 

UEILER.D 

B00403O34O" 

COMMISSION 

NHITCONB.D 

8004020;J79 

50-320    H 

UHlTErT  J 

800422035i3o 

50-259    P 

WHITE,  M  P 

BO04  160046 

ACRS 

HHITENER.H  L 

8004020263* 

50-259    Q 

WHITESELL,  D  E 

8O040403610 

OA999 

HHITESELL.D  E 

60040401  330 

QA999 

WHITEBELL,  D  E 

EOO402O434" 

QA999 

UHITESELL.  D  E 

B00409O310" 

QA999 

HHITESELL,  D  E 

0004100034* 

OA999 

WHITE-SELL.  D  E 

B0041OOOO5" 

QA999 

WHITE.L  D 

8004090445 

50-244    0 

WHITESELL.  D  E 

80041  10057* 

QA999 

UH1TE,  W  W 

80010«)0067* 

50-344   T 

WHITE,  L  D 

G004230003 

50-244    0 

WHITE,  U  D 

6004010355 

50-344    P 

WHITE,  L  D 

B0041  10195 

50-244    F 

WHITE,  L  D 

BQQ4150434 

50-344    P 

WHITE,  L  D 

8004150331* 

50-244    P 

WHITE.  L  D 

60O415O459 

50-244    P 

WHITE.  L  D 

B00418045B 

50-244    8 

WHITE,  L  D 

800423037! 

50-244    P 

WHITE,  L.  D 

B004230389 

50-244    P 

WHITE.  L  D 

8004290378 

50-244    P 

WHITE,  L.  D 

BQ043001Q7 

50-344    Q 

WHITMAN,  F  H 

8004220341* 

FOIA 

WHITNEY,  0  0 

B004230499* 

50-293    R 

WHITSHUJ1ST.C 

B0040B0165 

50-367    H 

WH1TT,  K,  W 

B004  140102 

ItE 

WHITT,  K  W 

B0042  10429 

50-331    S 

WHITT.  K  W 

8004220004 

50-272    8 

WHITTLE,  A  J 

8004210397* 

70-143 

W1CHER3,  D  L 

B004070235 

40-S502 

HICHERS,  0  L 

B004070244 

40-9502 

WICKERS,  D  L 

8001070196 

10-8502 

WICHERS,  D  L 

BQ04Q80219 

10-B502 

WICKERS.  D  L 

B004090070 

10-8502 

WICHERS.  D  L 

B004310413 

40-8502 

WIDNER.I  IJ  A 

8004010112 

50-321    0 

WIDNEft,  W  A 

BOOH  I  50072" 

50-321    0 

WIDNER,  W  A 

8004090035" 

50-321    0 

WIDNEft,  W  A 

BOQ4150I36* 

50-321    0 

WIDNER.  W  A 

BOQ4110565 

50-321    Q 

WIDNER,  W  A 

B004150198 

50-321    0 

WIDNER.  W  A 

80Q417029B 

50-321    Q 

WIDNER,  W  A 

8004030237 

50-321    P 

WIDNER.  W  A 

8004150358 

50-321    P 

WIDNER,  W  A 

8004230467 

50-321    Q 

WIDNER,  U  A 

Q0042B0452 

50-321    Q 

WIDOFF,  M  P 

80040B0139 

5Q-2B9    0 

WE  DOFF,  M  P 

80040BQ146" 

SO-2B9    0 

WIDOFF,  M  P 

80040B0190* 

50-2B9    0 

WIDOFF,  n  P 

SOQ408Q167* 

50-389    Q 

UIDOFF.M  P 

8004.080176* 

SO-289    G 

HIDOFF.M  P 

8004080139 

50-289    G 

HIDOFF.M  P 

BOQ4080146* 

50-287    0 

WIOOFF.M  P 

8004080150* 

50-269   G 

UIOCIFF.M  P 

BQ04Q80167* 

50-289   0 

WIDdFF.M  P 

6004090176* 

90-289   0 

HIGQINS,  Ft  M 

B004O70I8S 

50-3B7    H 

HIQQINS,  R  M 

0004300067* 

50-3B7    0 

WIG01NB,  E 

B0040B0105 

CONTRACT 

HIB3INTON,  D 

B004220012 

50-316    P 

HISQINTON.  D 

8004090264 

50-334    P 

WIGQ1NTQN,  D 

S0042400B7 

50-334    P 

Ml  (JOINS.  E 

8004030011 

CONTRACT 

mooing,  E 

8004080603 

CONTRACT 

W1LBDRH.  L 

BQ04040104* 

OA999 

HILBUR.H  A 

B0042B0149* 

OA999 

UILCOX,  J  D 

B00409Q3749 

50-280    Q 

HILCOX.L 

B004010001 

50-312    H 

MILKENS,  P  C 

Q004  100461 

50-244    P 

MimiNSON.R 

8004010227 

50-294    P 

HILLH1TE.S 

8004070149 

90-556   S 

tJIU.IAK8,  R  A 

8004240056* 

70-133 

WILLIAMS,  R  A 

S00424002B 

70-135 

HILLIAMS,  R  A 

8004240073* 

70-135 

WILLIAMS,  R  A 

8004240016s 

70-1  3B 

WILLIAMS,  R  A 

8001240159* 

70-133 

WILLIAMS,  R  A 

B004340Q3B* 

70-135 

WILLIA(1S-ON,P  W 

7907250343 

30-443    H 

MILLIONS,  C  C 

8004040040* 

50-373    Q 

WILLIAMS,  C  C 

8OO4I1OI76* 

90-440   0 

AUTHOR 

ACCESSION 
NUMBER 

SUBJECT 
CATEGORV 

WILLIAMS,  C  E 
WILLIAMS,  C  C 
WILLIAMS,  C  C 
WILLIA1S,  C  C 
WILLIAMS,  M 

6004220225 
6004090273* 
B001040149* 
£50041  10300* 
80040B0226 

71-9010 
50-373    Q 
50-500    0 
50-456    0 
WASTE  MGT 

WILLIAMS,  C  C 
WILLIAMS.  C  E 
WILLIAMS,  J  L 
WILLIAMS,  E  F 
WILLIAMS,  H  P 

S0042H0074« 
S0043B0166 
8004010000 
80042500721 
S001O90247 

50-454    Q 
71-9010 
50-344    Q 
State  Prog 
Pft 

WILLIAMS,  C  C 
WILLIS,  C 
W1LLODSGN,  A  F 
WILLSEY,W  It 
WILSON,  R  D 

0004300536* 
8004140147* 
B004090172 
8004070370 
BQ040B02/2* 

50-546    Q 
50-324    R 
PR 
50-277    R 
QA999 

WILSON,  R 
WILSON,  R 
WILSON,  D  I) 
WILSON.  R  D 
WILSON,  ft  F 

Q004  100554 
B004  140002 
Q004O20IJ71* 
B004060262* 
0004040231 

ACRS 
ACRS 
XPORTLIC 
QA999 
50-330    P 

WILSON,  R  F 
WILSON,  R  F 
WILSON.  J  H 
WILSON,  Q  D 
WILSON.  0  D 

B004040318 
8004040321 
B004O20163* 
B004020167 
0004030274 

50-320    P 
50-320    P 
50-272    P 
XPORTLIC 
XPORTLIC 

WILSON,  B  D 
WILSON,  R  F 
WILSON,  R  F 
WILSON,  R 
WILSON,  R  E 

B00403028Q* 
B004040325 
8001040330 
8004140321 
8004020012 

XPORTLIC 
50-320    P 
50-320    P 
50-247    P 
50-320    S 

WILSON,  J  N 
1IIL&ON.W  R 
WILSON,  W  R 
WILSON,  W  R 
WILSON,  H  R 

8004020464 
0004100442 
8004100144* 
B004100447* 
B004100442 

TOPREP 
50-498    M 
50-498    M 
50-498    M 
90-498    H 

WILSON,  W  R 
WILSGM,  U  n 
WILSON,  fi  F 
WILSON,  R  F 
WILSON,  R  r 

8004100444* 
8004100447B 
8004010344 
3004040304 
8004070219 

50-498    H 
50-49B    M 
SO-320    P 
50-320    P 
50-320    0 

WILSON,  R  F 
WILSON.  R  T 
WILSON.  R  F 
UILSON.R  F 
WILSON,  R  F 

8004070301 
800407031  B 
8004I10B9B 
B004110362 
8004110i17] 

90-320    P 
50-320    P 
50-320    Q 
50-320    Fi 
50-320    P 

WILSON,  11  L 
WILSON,  0 
WILSON,  J  H 
WILSON,  J  W 
WILSON,  J  L 

8004070297 
B004  170234* 
B0043006OO* 
B0040B0474 
B00400G4S2* 

50-334    I 
50-327    F 
50-272    0 
50-280    S 
50-280    5 

WILSON,  J  L 
WILSON,  J  N 
WILSON,  R  F 
WILSON,  K  R 
WILSON,  J  H 

8004080486* 
80041803/0 
8004140372 
0004170208" 
8004300049 

50-280    S 
50-546    A 
50-320    8 
50-269    S 
50-322    A 

WILSON.  J  L 
WILSON,  J  L 
WILSON.  J  L 
WINDSCHILL,  J  E 
WINTER,  A  J 

B0043B0612 
8004280616* 
8004280626* 
0004150617" 
80043000P5" 

50-280    B 
50-2BO    S 
50-380    S 
50-263    S 
30-387    G 

WIZNEfi.D  G 
WOFFORD.A  W 
WOGMAN,  N  A 
WOLFE.  S  J 
WOLFE,  B  J 

B0040B0529* 
8004070117* 
B004110065 
8004010517 
8004090126 

50-316    S 
50-322    Q 
NUREfi 
90-443    M 
50-445    11 

WOLFE,  S  J 
WOLFE,  8  J 
WOLFE,  S  J 
WOLFE,  8  J 
WOLFE.  S  J 

B004090456 
8004100243 
60041500B3 
B004230055 
B004230094 

50-44S    M 
50-445    n 
50-445    M 
50-466    G 
50-466    G 

WOLFF,  C  C 
WDLLETT.  S  A 
WOLTNER,  E 
WOLTNER,  E 
WONG,  T 

8004070242 
BOO423O523 
8004100030* 
8004220041* 
B004090347 

40-8602 
CONTRACT 
70-B20 
70-371 
40-299 

WOOD,  J  C 
WOOD,  J  C 
WOOD,  J  C 
WOOD.  E  C 
WOOD.  E  C 

8004090421 
8004090421 
8004110024 
B0041B0489 
80042102/7 

50-498   M 
50-498    M 
50-498    M 
50-309    S 
50-309    S 

WDODFIN,  R  L 
WDODI(ALL,C  D 
WQDDHEAD.C  P 
WOODHEAD.  C  P 
WOODMAN,  D  P 

8004100038 
8004030P99 
8004100361 
B004300403 
6004170323" 

NUfiEQ 
PR 
50-409   G 
50-466    0 
50-317    F 

AUTHOR 

ACCESSION 
NUMBER 

5UBJECT 
CATEGORY 

WOODRUFF,  R   L 
WOODRUFF,  R    L 
WOODRUFF,  d    I 
WOODRUFF,  R    L 
WOODRUFF,  R    L 

8004200DB8* 
0004210034* 
8004210076* 
8001210062" 
S004210339* 

SO-317         O 
70-11OO 
50-372         0 
50-277         Q 
50-333         O 

WOODRUFF,  R   L 
WOODRUFF,  R    L 
WOODRUFF,  R    L 
WOODRUFF,  R    I 
WQOLEVER,  E   J 

80042103450 
6004220403* 
B004040023* 
8004100403' 
3004380  1QG 

50   245-         Q 
7U-1143 
50-10            0 
50-10            G 
50-4  1  2         Q 

WOQLEVER,E    J 
WODLEVEflrE    J 
WOOLEVER,E    J 
WDOLEVER.E   J 
WOOLSEV,  R    T 

6004070336 
B004070277 
eo042204B3 
8004230439 
8004280312 

50-412         A 
30-334         R 
50-4(2         0 
50-412         & 
40-lli2 

WRAV.J   R 
WRAV.  J   R 
WRIGHT,  K   H 
WRIGHT,  G   C 
WRIGHT,  R    W 

60040B003B* 
B004250291* 
Q0043000i,5* 
8004080591* 
8004160062* 

50-250         0 
50-261          0 
40-4492 
SO-  155         Q 
50-553         Q 

WRIGHT,  K   H 
WRIGHT.fi   W 
WRIGHT,  A   L 
WU,  D    J   C 
WU,G 

6004300053« 
B0040B0563 
6004280023 
80042BQ038 
Q004070361 

40-4492 
30-430         B 
NUREQ 
RES 
40-8647 

UU,  0 
WU,  J 
WU,K 
WULLER.G   E 
WLJLLER,  0   E 

6004070376 
0004210201* 
8004030043 
8004010249 
8004010328 

40-8727 
50-3               H 
KPORTLIC 
50-461          A 
50-461          F 

WULLER,0   E 
WULLER.G   E 
WUflTZ,C    B 
WYDLER,J   W 
WYDLER.J   W 

6004140109 
S004150190 
8004210358* 
8004090460 
8004180319" 

50-461          Q 
50-461          Q 
50-320         P 
PR 
COMMISSION 

WVDLER,J   W 
WYDLER.J   W 
WYDLER,  J   W 
WYKOFF,  D 
YAMAGUCH1,  T 

80O4  180220* 
B004  100449 
B004  140035 
0004150467" 
8004O20484 

C  OHM  I  SB  I  ON 
PR 
PR 
50-294         & 
KPORTLIC 

YANDELL,L    A 
YANICHKQ,  S   E 
YATES.S   R 
VBARRDNFJO.L    J 
VBARRONDO,  L   -J 

8004210219" 
8004240397* 
8004140215* 
8004100029 
OOO41S0153 

&0-29B         Q 
50-E06         P 
50-10            U 
NUREG 
RES 

VIN,  I    T 
YIN,  I    T 
YIN,  I    T 
YIN,  T 
YOUNG,  R 

B0040404IO* 
8004080647* 
8004100130" 
0004040150' 
0004030277 

50-263         Q 
50-373         Q 
50-305-         Q 
90-346          0 
PR 

YOUHO.  T 
YOUNG.  D   W 
YOUNO,  F   W 
YOUNU.F   W 
YOUNGOLOOD.B    J 

B004070178* 
B004E803B9* 
tJ004O20170 
8004020080 
B0041B0196 

50-275         Q 
50-389         H 
State    Prog 
State    Prog 
50-352         H 

YTHIER,P 
¥THIER,P 
VUHAS.G   P 
VUHAS.G   P 
VUNDT.C    P 

8004100576* 
00042101190 
80O4300244* 
8004210103* 
80040B0442 

CONTRACT 
CONTRACT 
30-244          Q 
50-320         0 
50-344          H 

YUNDT.C   P 
YUNDT.  C    P 
YURLSICH.  D 
ZAHLER.R   E 
ZAHLER.R    E 

6004150440 
B004290471 
80O429Q06B* 
B004  100090 
8004110212 

50-314          S 
50-314          B 
50-330         H 
PR 
30-289         0 

ZAHLER.R   E 
ZAHLCR,R   C 
7AHLER.R   E 
ZAHLER.R   & 
ZAHLER.R   & 

8004110155 
8004110162* 
8004210235 
0004310250* 
8004110162" 

5HJ-2B9         Q 
5O-2B9         Q 
5G-2B9         G 
SO-  2  89         G 
50-2B9         G 

ZAHLER.R    E 
ZAHLER.R   E 
ZAHLER.R    t. 
ZAHLER.R  F 
ZAHLER.R    E 

000421O25QO 
8004100435 
6004100436* 
B004100437* 
6004100435 

50-289         G 
90-389         G 
50-309         0 
50-389         G 
50-289         0 

ZAHLER.R   E 
ZAHLER.R   E 
ZAHLER.R   G 
ZAHLER.R   £. 
Z  ABLER,  H   C 

80041004360 
B004  100437* 
600,1080195 
8004080200* 
6004090261 

50-289         G 
50-289         G 
50-389         G 
50-289         G 
50-289        0 

ZAHLER.R   C 
ZAHLEU,  R   E 
ZAHLER.R   E 
ZAHLER.R   C 
ZAHLER,R   E 

BO  O4  0902  B  9 
8004090293" 
BOOHOO^/9 
80041002B5* 
8QO-10B020Q1 

50-289         C 
50-2B9         G 
50-289         0 
SO-  269         G 
50-2B9          G 
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AUfHOrt 

ACCESSION 
MJMBfcR 

iUIt  JECT 
CATEGDRV 

ZAHLER.  R  F 

e00409QL'03i 

50-289 

G. 

ZAHLER,  R  E 

faOO-lO  702951 

5O-2B9 

0 

ZAHLER.  R  E. 

600-1  100=85" 

50-289 

O 

ZAHLER,  fi  E 

BOO-ll  1007"' 

50-289 

G 

ZAHLER.  R  E 

90041  100Q5 

50-3B9 

G 

ZAHLER,  R  E 

90041  1U100 

50-2B9 

Q 

ZAHLEfl,  R  E 

Q0041  1U095 

50-289 

G 

ZAHLER,  R  f 

B004110100 

50-289 

Q 

ZAHLER,  R  E 

GOO4100O10 

50-289 

e 

ZAHLER.  R  E 

5C0410QOI5" 

50-289 

c 

ZAHLER,  R  E 

8004100104 

50-289 

a 

ZAHLER,  R  E 

9004100010 

50-2B9 

G 

ZAHLER,  R  F 

0004100015* 

50-269 

Q 

ZftHLER,  R  E 

9004230001 

30-289 

Q 

ZAHLER,  R  E 

8004230097 

50-289 

Q 

ZAHLER,  R  F 

8004230127 

50-269 

0 

ZAHLER,  R  E 

8004230131 

50-289 

Q 

ZAHLER,  H  E 

B00423QOQ1 

50-289 

Q 

ZAHLER.  R  E 

0004140007* 

50-289 

& 

ZAHLER,  H  E 

S004140013>- 

50-289 

O 

ZAHLER.  R  fc 

90C414OOI7*- 

50-289 

O 

ZAHLER,  R  E 

8004140023" 

50-299 

C 

ZAHLEfi,  R  E 

8004140038* 

SO-2B9 

Q 

ZAHLER,  R.  E 

B0041400-J5" 

50-269 

C 

ZAHLER,  R  E 

6004140051* 

50-289 

O 

ZAHLER,  R  C 

6004140007* 

50-289 

0 

ZAHLER.  R  E 

B0041400J3* 

50-269 

& 

ZAHLER,  R  E 

6004140017" 

5O-2B9 

O 

ZAHLER,  R  E 

B0041  40023* 

50-269 

0 

ZftHLER.  R  E 

8004140D38* 

50-389 

0 

ZftHLER.  R  E 

600414004S* 

50-289 

0 

IAHLER,  R  £ 

8004  14003  H 

50-289 

0 

ZARAKAS,  P 

9004030165 

50-3 

0 

ZARIN,  M  B 

8004080124* 

FOIA 

ZECH.  O  O 

QOO4O9024O 

MISC 

ZEFF.D  W 

8004010157 

70-1201 

ZEFF.D  W 

BOO  4  220  169 

70-1201 

ZEFF.D  W 

BOO42B0337 

70-1301 

ZEFF.  B  W 

BOO  4280243* 

70-1201 

ZEFF.D  W 

6OO<1O4O013» 

70-1201 

AUrHDIi 

ACCESS  1  Of) 

NUMBER 

SUBJECT 
CATEGORY 

ZIQULSKY.H 

600409023  5' 

70-135 

ZIBULSKY,  H 

SOO41Q0092' 

70-3i4 

ZIBULSl'V,  H 

6004230041* 

70   371 

ZIECLER 

80040103/9" 

50   327 

a 

Z1E&LER 

60Q4170I55* 

50-327 

a 

ZIEttANN.  D    L 

8QQ403Q34i5 

50-213 

p 

ZIEMANN.  D    L 

BOQ4090242 

5O-20i 

p 

ZIEMANN.  D    I 

60G410Q3O2 

50-10 

p 

ZIEflANN,  fl    L 

0004100305 

50-213 

p 

ZIEMAMN.  0    L 

BOQ4I00311 

50-245 

p 

ZIEMANN.  D    L 

8004100312 

50-155 

p 

ZIEMANM.  D    L 

BOQ4100314 

50-4O9 

p 

ZIEMANN,  D    L 

eot>4ioo3ii 

50-344 

p 

ZIEMANN,  D    L 

60041003  17 

30-219 

p 

ZIEMANN,  D    L 

BCQ410051  1 

50-39 

p 

Z1EMANN.  D    L 

B004150133 

50-295 

p 

1  1  EM  ANN,  D    L 

B004080I5S 

50-409 

p 

ZIEWANN.  »    L 

9004080159 

50-29 

p 

2  1  EH  ANN.  D    L 

8004080163 

50-319 

p 

ZIEflANN.  D   -L 

90040B0699 

3Q-20i 

f 

ZIEMANN.  D   L 

6004090335 

50-10 

p 

ZIEMANN.  D   L 

6004090339 

50-213 

p 

ZIEMANN,  D   L 

B004090346 

50-I5S 

p 

ZIEKANNrD   L 

BOC4100559 

50-344 

p 

ZIEMANN,  D   L 

B0041005iB 

50-345 

p 

ZIEtfANN.  D   L 

9004020001 

50-155 

p 

ZIEMANN,  &   L 

8004020QQ3 

50-409 

p 

ZIEHANN,  D   L 

9004020004 

50-29 

p 

ZIEHAHN,  B   L 

9004020007 

50-213 

p 

ZIEttflNN,  »   L 

9004020009 

50-219 

p 

ZIEMANN,  D   L 

8004030010 

50-10 

p 

ZIEMANN.  D   L 

B004020O13 

50-206 

p 

ZIEMANN,  D   L 

BOO  40300  1  4 

50-244 

p 

ZIEMANN,  D   L 

B0040aOQ15 

50-245 

p 

ZIEMANN,  D   L 

eoofloaoios 

50-2SS 

p 

ZIEMANH,  D   L 

80040BQ40-3* 

50-355 

p 

ZIEMANN,  D   L 

BOO  404003  6 

50-219 

p 

ZIEMANN,  D   L 

6004090193 

50-39 

p 

ZIEMAWN,  D   L 

BOO-403026B 

50-24S 

F 

ZIEMANN,  D   L 

B004080426 

50-255 

F 

AUTHOR 

ACCESSION 
NUMBER 

SUBJE-CT 
CATEGORY 

ZIEMAtJN    D   L 

0004090147 

5O-2'45 

p 

ZIEMftNN,  D   L 

BOO4  100236 

50-15S 

F 

ZIEMANN,  D    L 

G0043207BO 

SO  -34  4 

P 

ZIEMftNN.  D    L 

8004080444 

SO-S4S 

F 

ZIEMANN,  0   L 

B004090143 

5O-206 

P 

ZIEMANH,  D   L 

8004110022 

3O-2S9 

F 

ZIEHANN,  D   I. 

BOOA11O145 

3O-29 

F 

ZIEMANN,  D   L 

8004110148 

30-3O6 

F 

ZIEHANN,  D   L 

BOO  41  BO  094 

5O-244 

P 

ZIEMANN,  D   L 

B00423021& 

5O-2EO 

F 

ZIEMANN,  D   L 

B004S30226 

SO-  2  37 

P 

ZIEMANN,  D    L 

0004230234 

SO-219 

P 

ZIEMANN,  D   L 

BOO4240497 

5O-245 

P 

ZIEHANN,  D   L 

8004170279 

30-10 

P 

ZIEHANN,  D   L 

8004210135 

SO-  I  S3 

P 

ZIEMANN,  D   L 

6004210127* 

5O-  1  53 

P 

ZIEMANN,  D  L 

8004SIOI33" 

5O-159 

P 

ZIEMANN,  D   L 

80041702B5 

3O-219 

P 

Z1CMANN,  D  L 

8004170290 

90-409 

P 

ZIEMANN,  D   L 

8004170397 

3O-20ii 

P 

ZIEMANN,  D  L 

Q0041  70303 

50-245 

P 

ZIEHANN,  D   L 

80041  7030H 

5O-29 

P 

ZIEMANN,  D   L 

8004210190 

5O-IS5 

P 

ZIEHANN,  D   L 

8004210227 

SO-313 

P 

ZIEHANN,  D  L 

8004330173 

5O-IO 

P 

ZIEMANN,  D  L 

6004240003 

90-244 

P 

ZIEHANN,  D   L 

B004330103 

3O-29 

P 

ZIMMERMAN,  R    P 

80041B0147* 

SO-249 

0 

ZIRWAS,  K    R 

80040203  10> 

30-249 

a 

ZITTEL,  H    E 

60O4150O29 

REB 

ZUGER,  N 

9004100495 

REVIEW  OR 

p 

ZUDANS.  Z 

60040BO&4&* 

ACHS 

ZUDANS,  Z 

B004020S41 

Acns 

ZUFELT,E 

B0040903SO* 

50-333 

R 

ZURfWOW9KI,P    R 

B004030247" 

30-393 

0 

ZHETZIO,  Q    H 

00042  10?29« 

so-a  i  a 

a 

ZUETZIO,  0    D 

B004280226* 

so-3ia 

a 

ZWETZIO,  O   Q 

130042802:14 

90-312 

a 
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The  subject  category  column  in  this  index  gives  the  docket 
number  and  the  symbol  for  the  category  of  information 
within  that  docket;  for  example,  50-320  P.  The  docket  sub- 
ject categories  are  defined  in  Appendix  A. 

Subject  categories  for  nondocketed  items  are  also  entered 
in  this  column  by  symbol;  for  example,  ACRS.  These  cate- 
gories are  defined  in  Appendix  B  and  listed  in  the  Contents. 


An  asterisk  following  the  accession  number  in  this  index 
indicates  that  the  document  is  an  enclosure  to  another 
document.  To  obtain  the  accession  number  of  the  principal 
document  under  which  the  enclosure  is  listed,  refer  to  the 
index  entitled  "Cross  Reference  of  Enclosures  to  Principal 
Documents." 


AUTHOR 
AFFILIATION 

ACCESSION 
NUMBER 

SUBJECT 
CATEGORY 

AAI  Corp   Isubs   of  United  Industrial 

B004240063 

XPDRTLIC 

Corp  } 

B004240067* 

XPOFITUC 

AFL-C1O 

8004oeQi9a* 

FOIA 

ARMCQ  International.  Itic 

SOO'1090207* 

OA999 

Academy  op  Natural  Sciences  of  philadelp 

8004210197* 

90-317 

R 

hia 

Administrative  Confurence  of  the  U  a 

8004160030* 

COMMISSION 

Advanced  Energy  Systems 

8004030313 

ACRS 

Advanced  Technology,  Inc 

8004020192 

FOIA 

Aerntost  Operations 

0004  170005 

50-228 

P 

Akin,  Gump.  Hauer  b  Fold 

0004050174 

30-445 

M 

000-1080171 

SO-445 

M 

BOQ4080174 

50-445 

N 

8004080174 

30-445 

M 

800410049B 

50-445 

M 

B00410049S 

50-445 

M 

0004100493 

50-445 

M 

8004100498 

50-443 

11 

Alabama  Power  Co 

B0040  10372 

SO-348 

P 

0004010435 

50-348 

P 

0004010307 

50-340 

8 

800401  OS  10» 

50-34B 

8 

8004010513* 

50-348 

S 

90040301-72 

30-340 

P 

B004030194* 

SO-34B 

P 

8004030212 

90-348 

R 

00040302140 

30-348 

R 

B004070267 

5Q-34B 

F 

80040BQO29* 

30-348 

a 

8004000403 

30-348 

P 

Q0040B0492 

30-348 

Ft 

B0040S05QU 

50-348 

R 

8004080340 

50-34B 

3 

8004080547* 

50-340 

B 

8004000554* 

SO-34B 

S 

80040B0651 

50-348 

P 

BQ040B0637 

30-348 

P 

0004100096 

50-348 

a 

0004100330 

30-364 

A 

8004110003 

50-348 

a 

BQ0414032B 

50-313 

s 

0004140333* 

30-313 

B 

0004140356 

50-313 

s 

0004140360. 

50-3  1  3 

B 

0004  130426 

50-348 

ft 

8004150420* 

50-348 

R 

8004150447 

50-348 

p 

0004150447 

30-348 

p 

B004  150452" 

50-349 

p 

Q0041S0452K 

50-34B 

p 

0004160242 

50-364 

s 

8004220729 

50-34B 

s 

8004230738* 

50-348 

s 

8004220746* 

50-340 

8 

AUTHOR 
AFFILIATION 

ACCESSION 
NUMBER 

SUBJECT 
CATEGORY 

8004250401 

50-364         Q 

0004200434 

50-319         P 

B0042B0434 

50-349         P 

0004290204 

50-3'10         P 

B0042902B6* 

50-348         P 

0004290367 

50-340         S 

8004290369* 

50-340         S 

8004300594 

50-3-1B         Q 

Alabama,    State    of 

8004020116* 

ACR8 

80043003B1' 

70-2709 

Albright   College 

8004160151* 

70-1291 

Aldrich   Chemical    Co   ,     Inc      (subs      of 

S004080643 

XPOHTLIC 

Bigma-Aldrich    Corp    ) 

Allied   General    Nuclear   Service! 

B004210041 

FOIA 

Al  lis-Chalmuri    Corp 

80042204314 

50-313         F 

S004S20436* 

30-313         F 

8004330440B 

30-313         F 

80042204470 

30-313         F 

B004220490* 

50-313         F 

0004220453* 

90-313         F 

8004220434* 

50-313         F 

American    Electric    Pouier    Co    ,     Inc 

aoo4oaoiao* 

ACRS 

0004210150 

PR 

American   Warming    &  Ventilating,     Inc 

8004280248 

PT21 

Anaconda   Co      (»ub»      of   Atlantl  c-Richf  iel  d 

800408022& 

WASTE   MOT 

Co    > 

Anaconda   Co   -    Anaconda   Copper    Co      Div 

8004240060 

WASTE   MOT 

Anaconda   Co   ,    Anaconda    Industrie!   Wire   t> 

8004070079* 

OA91?1? 

Cable    Div 

8004070001* 

QA999 

Anafco.  Inc 

80042B0235* 

50-337        P 

Anti-Nuclear   Group    Representing    York 

8004030322 

50-289        Q 

B004  100363 

50-3B9        Q 

8004100565* 

50-307        G 

0004100567* 

30-2B9        G 

0004110095 

50-209        0 

Applied    Diology.     Inc 

0004040443* 

50-339         R 

8004O4044B* 

50-339        R 

Aquatic*  Inc 

B0041B0371* 

50-271        R 

Argonne   National    Laboratory 

7902060388* 

MISC 

B0040S0226 

ACRS 

8004030294 

PR 

B004030328* 

FOIA 

0004030330* 

40-20A1 

8004040469 

30-aQ6        O 

0004000639* 

ACRS 

8004100586 

NUREG 

0004100591 

NUF1EQ 

0004140470 

NUREG 

B004I50122 

ACRS 

0004150326 

NUHEO 

0004390017 

NUREG 

Aruona   Public    Service  Co 

8004010244 

50-529        K 

8004010244 

50-5SB        V. 

8004010244 

50-536        K 

443 


444 


CORPORATE  SOURCE  INDEX 


AUIHQR                     ACCES51QH 
AFFIL1ATICM                    NUMBER 

SUBJECT 
CATEGORY 

S004010247* 

50-53B   K 

0004010347* 

50-528    K 

B004010247* 

90-33B   H 

90040103SO 

50-539    S 

BQ0401035Bi> 

50-538    B 

B004020163* 

50-358    Q 

8004070253" 

50-53B    B 

B00407025Q* 

50-53B    S 

9004U04B4. 

PR 

9004150566 

50-52B    F 

9004170045 

50-52B    S 

600ill70051» 

50-539    S 

S004240S01* 

50-S28    Q 

8004300532 

PR 

Aniona,  State  of                          6004090229 

pn 

g0041B007B» 

COMMISSION 

3004360439* 

COMMISSION 

Ai-liona,  Unlv   of                          B004070100* 

CONTRACT 

Arkansas  Pou&r  J-  Light  Co                  S004010216 

30-313   R 

9004010217* 

30-313   R 

8004010301 

50-313   P 

900401D3Q6 

50-313   F 

B004010416 

30-313    Q 

9004030342 

50-34B    S 

8004020346* 

50-369    S 

9004020349 

50-313    6 

BOO  40203  5  3* 

50-313    S 

9004030209 

50-313    P 

B004030209 

50-313    P 

B004040276 

71-9030 

B004070UB* 

50-366   0 

9004070297 

50-313   P 

B0040702B7 

30-313   P 

B004Q70344 

50-313   P 

B004070403* 

50-313   P 

B004070403* 

&0-313   P 

B0040BOS77 

50-369    S 

90040B0596* 

30-368   8 

B00409014B* 

50-313    Q 

30041  10509 

50-313    P 

B004  150233 

30-313    1 

B0041S0235 

30-313    I 

9004150339* 

30-313    I 

B0041  3023=7* 

50-313    I 

9004150304 

30-313    P 

B004  150304 

50-313    P 

B004  150541 

50-313   B 

B00415054'!* 

50-313    6 

B0041S0567 

SO-3iB    F 

9004150579* 

30-369    F 

aOOH150i01* 

50-369   F 

B0041  50603 

30-36B    9 

aOO'1150ilH* 

50-368    3 

B004  130630 

50-313    S 

a004150&41« 

30-313    S 

B0041601B3 

30-313   P 

B004  170006 

30-313   P 

B004170QB6 

30-313   P 

B004Z10148 

30-313   P 

90042  102  17 

SO-313   R 

9004210220* 

50-313   R 

B0042  10274 

50-366   R 

9004210390* 

50-368    R 

8004230437 

50-313    F 

BQ04E20471 

30-313    P 

B004220691 

50-369   B 

0004220703* 

5Q-36B   B 

8004230471 

50-313   S 

B004230473* 

30-313   B 

B004S403BO 

30-313   P 

B004SS0044 

30-313   Q 

B0043S0103 

50-36Q   Q 

B004S50303 

71-9044 

8004350347 

50-392   3 

Q0042503S2* 

30-363   B 

B0042S03&5 

30-392   1 

B004S50369* 

50-362   I 

B0042904B7 

50-313   9 

90042BOS21 

50-368   B 

8004290244 

30-313   P 

8004290361 

30-313   R 

B0042903±6» 

50-313   R 

8004290374 

50-313   S 

B004  290393* 

50-313   S 

9004290450 

50-369   R 

AUTHOR 
AFFILIATION 

ACCESSION 
NUMBER 

SUBJECT 
CATEOOnY 

8004290451* 

50-36B 

R 

Arkansas,    State    of 

B0040BOiB2 

PR 

ArmypDept    of,    Corpi   of   Engineers 
Arnnj-DBpt   of,    MatU     &  Mechanics   Research 

0004330355 
8004100561 

50-339 
REQQD 

A 

Center 

Arthur  Young   L  Co 

3004090433* 

50-320 

1 

Aaher.T   R    ,     PC 

B0040B0689 

30-374 

O 

Atlantic    Electric    of    Neu   Jetaai, 

8004130235* 

SO-377 

1 

Atlas   Minerals 

B0040B0055 

40-34S3 

90040B0037* 

40-3433 

B004220099 

40-3433 

B004290449 

40-3453 

9004290432* 

40-3433 

Atomic    Industrial   Forum 

BOQ4020123* 

ACRB 

90040B0136* 

FBI  A 

SOQ4090149 

PR 

B0041Q0919 

PR 

9004170350* 

10CFR 

B004  170332* 

10CFR 

900421  OS25 

NUREO 

B0043B0493 

50-330 

P 

Austin.    TX 

9004100535 

SO-443 

M 

Au  s  t  r  a  H  a 

8004170270 

XPORTL-tC 

Oabtncfc   !,   Ullcoi   Co 

9004010137 

7o-iaoi 

B004010404* 

90-339 

a 

9004010404* 

30-329 

a 

9004010404* 

30-321? 

B 

B00401Q404* 

30-329 

s 

8004010404* 

50-327 

B 

B004010404* 

30-329 

a 

8004020499 

30-33,9 

B 

BOQ402Q4S9 

30-339 

B 

9004020459 

50-329 

H 

BOQ4020439 

30-337 

B 

0004020439 

50-329 

B 

8004020439 

30-3  S9 

a 

B0040ao469» 

TOPREP 

BOQ4Q20473* 

TOPREP 

B004040019* 

70-1201 

9004040137* 

70-27 

B00407O39B* 

70-36  4 

BOQ4080661* 

ACUB 

9004090461 

TOPRep 

B0040<?Q464» 

TOPREP 

9004100199 

TQPREP 

800415020? 

30-430 

D 

80041502Q9 

30-433 

B 

B004I50S10* 

30-433 

e 

B0041SOS10* 

50-430 

D 

B0041BOOB6 

70-13H 

90041B0099 

70-364 

0004  180395 

30-13 

J> 

60041QOS33 

70-364 

Q0041  90534* 

70-3*4 

B004B  10307* 

70-133 

BD04210344 

TOPREP 

B004ai03iB 

TOPT1EP 

B0042a0127 

71-A400 

9004320  Ii9 

7Q-1UOI 

600424023*. 

70-024 

8004340911* 

30-313 

p 

B004S803S4* 

so-aoa 

p 

9004290917 

5o-3ia 

p 

B004300570 

80-430 

B 

8004300970 

SO-13B 

Q 

Babeock   1   WlUoi  Co   <    Naval   Nuclear   Fgil 

9004070153 

7Q-K7 

Div 

B0042S0337 

7O-1HO1 

0004260243* 

70-120;! 

Babtock   d  WiUoi  Co    •    Nuclear  Material 

9004  1  40004 

70-3S.1 

Dlv 

B004.1B0034 

70-3&1 

80042  JOOBJ 

70-135 

B00421pDflt» 

70-135 

8004340039 

70-138 

Q004S4003B* 

70-1DS 

BD0424004&* 

70-135 

8004240046* 

70-13S 

800424003fc* 

70-135 

B004240073* 

70-133 

B004240155* 

7O-J35 

B00424.0170* 

7O-  139 

80042^01  77* 

70-135 

8004240177* 

yo-ias 

8004240177* 

70-139 

CORPORATE  SOURCE  INDEX 
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AUTHOR                     ACCESSION 
AFFILIATION                    NUMBER 

SUBJECT 
CATEGORY 

6004240133* 

70-135 

B004240183* 

70-135 

80043401  S3* 

70-133 

8004240187* 

70-135 

B004290061 

70-13S 

S00429O105 

70-364 

Hiker  fc  Dotts                               6004020136 

50-496 

Q 

8004020208 

50-445 

M 

6004020232 

50-466 

0 

80040B0073 

50-445 

M 

8004060244 

50-466 

0 

B004080273 

50-445 

M 

6004080273 

50-445 

11 

B004QB0273 

50-445 

M 

8004060285* 

90-445 

M 

8004080365* 

30-445 

tl 

B0040B028S* 

50-445 

M 

B0040B0370 

90-445 

M 

BQQ4QB0687 

50-466 

Q 

800410007B 

30-466 

0 

6004100371 

50-445 

M 

6004100871 

50-445 

M 

8004100371 

90-445 

M 

B004  100274 

30-49B 

0 

8004100374 

50-498 

0 

8004100378* 

50-445 

M 

8004100276* 

50-445 

M 

8004100376* 

50-445 

M 

B004100&32 

50-466 

0 

8004  100552 

50-443 

M 

8004100392 

50-445 

M 

8004100552 

50-443 

M 

8004100557 

50-466 

0 

8004100560* 

90-443 

M 

6004100560* 

50-443 

M 

8004100560* 

50-445 

M 

8004110169 

50-449 

M 

8004110169 

30-445 

M 

8004  1  40003 

50-443 

M 

B004  140003 

50-445 

M 

B0041  40003 

50-445 

M 

600414000B* 

50-445 

M 

B004  140006* 

50-449 

M 

800414000B* 

50-445 

M 

B00414041S 

50-464 

0 

8004170312 

50-449 

M 

60042  10392* 

50-443 

M 

B0042  10392* 

SO-443 

M 

6004210392* 

90-443 

M 

B0042  10400* 

30-443 

M 

80042104000 

50-445 

M 

8004S10400* 

50-443 

M 

8004220003 

50-466 

0 

8004330022 

50-466 

0 

8004330074* 

50-443 

M 

6004230074* 

50-445 

M 

B004230074* 

30-44S 

M 

8004230194 

30-445 

M 

8004230194 

50-443 

M 

8004230134 

30-445 

M 

8004240188 

90-466 

0 

Baltimore  Qai  t-  Electric  Go             6004010212 

3Q-31B 

P 

0004010342 

50-318 

S 

600401  0391* 

50-310 

S 

0004010364 

30-318 

S 

0004010368* 

50-318 

S 

8004010376 

30-318 

B 

8004010380 

30-318 

3 

8004010383* 

90-318 

B 

80040  1Q3BB* 

50-318 

a 

8004010430 

30-317 

8 

8004010435* 

50-317 

a 

8004010439 

50-318 

8 

8004010448* 

50-318 

s 

8004010463 

50-317 

p 

B00401Q463 

50-317 

p 

B004030311 

BQ-317 

a 

6004030311 

30-317 

a 

6004040291 

30-317 

0 

BQ0404029B* 

ACRS 

8004070273 

80-317 

n 

8004070275 

30-317 

R 

8004070276* 

30-317 

fl 

8004070276* 

50-317 

R 

8004080333* 

30-317 

a 

AUTHOR 
AFFILIATION 

ACCESSION 
HUM  HER 

SUBJECT 
CATEGORY 

6004080335 

50-317 

0 

B004080339 

50-317 

0 

S004080391 

50-317 

F 

S004  080465 

50-317 

P 

B0040B046S 

30-317 

P 

B004080480 

30-3  1  8 

S 

8004oao4aa» 

5O-31B 

S 

S004080500 

50-31  i 

S 

80Q40B0507* 

90-317 

S 

B004090139 

50-317 

Q 

B00409O243 

50-317 

0 

B004090359 

90-317 

P 

6004100227 

50-317 

P 

8004100265 

90-317 

Q 

8004130483 

30-3  IS 

S 

8004190486* 

5O-318 

S 

6004150606 

50-317 

5 

8004150620* 

50-317 

5 

6004150624 

50-318 

B 

8004150636* 

50-316 

S 

8004170111 

MISC 

8004  170219 

90-317 

S 

6004170221* 

90-317 

B 

8004  1  70236 

50-317 

P 

80Q417023B 

90-317 

P 

B004210193 

50-317 

R 

8004210197* 

50-317 

n 

8004210197* 

50-317 

R 

8004210323 

50-317 

S 

8004210323 

30-317 

S 

8004220441 

50-317 

o 

8004220614 

50-317 

S 

8004220621* 

50-317 

S 

8004220708 

30-317 

S 

B0042207I9* 

50-317 

3 

8004220745 

50-318 

B 

800422075B* 

50-318 

S 

800422078S 

50-317 

p 

8004220788 

50-317 

p 

8004230406 

50-317 

R 

8004250407* 

50-317 

R 

8004250407* 

90-317 

R 

8004390411 

30-318 

S 

0004250417* 

50-318 

S 

80042B0435 

50-317 

P 

8004290345 

50-318 

B 

6004S90350* 

50-318 

S 

8004290372 

90-317 

S 

8004290377* 

50-317 

S 

8004290382 

50-317 

B 

B0042903B9* 

30-317 

S 

BQ04290410 

50-318 

S 

6004290416* 

90-318 

a 

8004290433 

50-317 

B 

800429O433* 

90-317 

a 

B004290440 

50-G17 

B 

8004290447* 

50-317 

a 

8004290499 

50-317 

a 

B004290472* 

50-317 

B 

B004290475 

50-317 

3 

8004290464* 

50-317 

B 

8004290490 

30-317 

S 

6004290499* 

50-317 

8 

8004300079 

71-383 

Barry,  David  H   III 

800409020B 

PROJ 

Basic  Energy  Technology  Associates 

6004030005 

NVJREG 

HattBlle  Memorial  Institute 

6004100497* 

REViEU 

(JRP 

Battelle  Memorial  Institute,  Columbus 

3004040204 

RES 

Laboratories 

8004  100035 

NUREO 

6004300192 

NUHEO 

Battalia  Memorial  Inttituta,  Pacific 

8004040023 

RES 

NorHmit  Laboratory 

Q004040210 

RES 

8004040270 

RES 

Q00404Q342 

RES 

B004070093 

ACFfS 

Q0040802Q3 

RE9 

3004110065 

NUREO 

5004210298 

NUflEO 

6004210301 

NUREO 

9004250409 

TOPREP 

B004290050 

NUREQ 

Btjttg,  Livin.  Hoi  land,  HiioPin  t  Qarsany 

0004100037 

50-494 

Q 

Bsctitol  Carp 

S004010467* 

50-317 

P 

446 
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iniUCA 


AUTHOR 
AFFILIATION 

ACCESSION 
MUI1BEH 

SUBJECT 
CATEGORY 

8004510471* 

50-317        P 

8004030186* 

50*361         A 

8004040065* 

50-344         T 

8004040067* 

50-344         T 

3004320456* 

50-313        F 

3004380376* 

50-416        V, 

600439061  7« 

50-255        F 

6004330621* 

50-255        f 

B004aao625* 

50-255        F 

Be-chtel     Pouer    Corp        (subs      of    Bechtpl 

0004040067* 

50-344        T 

Corp     ) 

8004090377* 

QA999 

BOO.I0903B6HI 

QA999 

Q004a5043B» 

30-373        A 

HfflgLum 

B004H0359 

REGGD 

Beltway    Limousine    Service,     Inc 

8004080610* 

CONTRftCT 

Bur  IB  [ay.     CA 

6004330340 

50-334        G 

Black    fc    Veatch 

BOQ4  180439* 
6004140179 

50-320        H 
RCSQD 

Black    !,    Veatch,     Southern    Sciante 

8004180533 

REOQD 

Appl  (cat  ions,  Inc    ,  Dl  / 

alack   Hil  Is    Al]  tance 

3004020043 

40-1341 

Blnonnber-9    State    Colleoe 

80042B0492 

50-387        A 

Qoeing    Computer    Services.-     !nr       (subs       of 

8004040163* 

CONTRACT 

Hoeing    Co     I 

Oorg    llarner    Corp    ,     Bryan    Jackson   Pump 

B004oa0240 

XPDRTLIC 

Dl  ' 

3004020246 

XPORTLIC 

Boston    Ed  ison   Co 

SOO^O  1001  3 

30-393        Q 

8004070304 

50-293        P 

80040B039B 

50-293        P 

S0040B03II 

50-293        R 

aoo4oao534» 

50-293        R 

Q004Q90470 

50-293        P 

B00409047S* 

50-393        P 

B004  100386 

50-293        P 

BO  04  100389* 

50-293        P 

9004  1  004  14 

30-393        P 

8004110079 

50-2?3        0 

80041  10310 

30-393        P 

8004140311* 

50-293        P 

80041  40337 

30-393        8 

9004  140342* 

50-293        8 

8004150576 

30-393        S 

8004130583* 

50-393        E 

8004160133* 

50-393        0 

8004170194 

50-393        S 

0004170191* 

50-293        S 

8004180363 

50-393        P 

aoo4aioaa9 

50-293        8 

S0042IOS93* 

50-393       8 

8004330380 

30-393       P 

6004320634 

50-293        S 

B004aa0631» 

50-393        8 

8004330469 

50-293        P 

B004H30477 

50-293        G 

8004230497 

50-293        R 

800423049?* 

30-293        R 

8004340357 

50-293        0 

QOoiasoist 

SO-293       Q 

6004390434 

SO-293        F 

B0043B0004 

50-395        H 

.  Bart  an  t.   EC  tier 

8004330137* 

FOIA 

tonal    Laboratory 

600401032? 

50-171        F 

50-  1  71        F 

50-266        F 

50-266        F 

50-295       F 

50-409       F 

50-29         F 

NUREO 

50-333        F 

30-234       F 

REB 

RES 

RES 

RES 

30-331        F 

30-206       F 

50-206       F 

RES 

ftes 

71-9019 

nes 

AUTHOR 
AFFILIATION 

ACCESSION 
NUMBER 

SUBJECT 
CATEOORV 

S0040(?032i* 

RES 

0004100258 

REB 

8004100333 

TOPREP 

80041003-79 

TDPREP 

80041  005-87 

REB 

80041005^0 

RES 

6004100591 

RES 

8004100999 

RES 

8004110921 

RES 

9004H04O3 

50-371         F 

0004150O15 

REB 

0004150020 

RES 

8004150021 

HE8 

S0041  504-7S 

RES 

8000320574 

HEVIEU   QRF> 

800423031B 

50-293        R 

8004230320 

50-206        F 

8004230320 

50-H06        F 

BD042303B7 

50-263       F 

B0042304S3 

50-317        F 

8004230510 

50-271        f- 

B00423Q924 

BO-234       R 

B0042404&0 

RES 

00042409A6 

NUREG 

00042903Q2 

50-286       F 

8004250385 

50-331         r 

80042B0032 

REB 

G004200O30 

RES 

Booflaaooni 

REB 

6004260063 

RES 

B0042BOO71 

RES 

8004290OO7 

NUflEO 

G004300O32 

RES 

Broun  t  Caldueli 

8004070319* 

30-206        R 

8004O70319* 

50-306        fi 

8004070319* 

50-306        R 

B00407Q397* 

30-206        R 

B0040703S7* 

90-206        R 

B004070337* 

30-206        R 

Grnuin  fc  Root   Corp      Iiulia      of   Halliburton 

8004010311 

TQPHEP 

Corp    ) 

[)roun  Dover!   Corp      (subi,    Brouin   Qouveri    ti 

H004220O17* 

50-316        P 

Co    ,  Ltd    ) 

800<iaS0023* 

50-316        P 

6004230027* 

50-316        P 

Q0042E0034* 

30-316        P 

8004220O37* 

30-316        P 

BroiunivUle.TX 

3004100420 

30-443        H 

8004100430* 

90-443       M 

BQ04100433 

50-445       H 

B0041S0030* 

90-443       M 

Bruce  Norton 

8004080713 

30-273       0 

B  ruth  -Mel  l<nan<     Inc 

BQ043OO243 

40-Q7S2 

Dunker-Ramo  Corp    ,    Amphanal    North   Amarica 

770B140247* 

COMMISSION 

Dlv 

Burns   ti  Roe   Ca 

3004010292 

FOIA 

8004070370B 

30-397       A 

8004070371  » 

30-397       ft 

BOM07037S* 

50-397       A 

8004070374* 

50-397       A 

B004240O4U 

CONTRACT 

C-E  Power  Bystoma 

9004010499 

TQPREP 

3004010501* 

TOPREP 

60041102  16 

TOPREP 

Booiuoaaa* 

TOPREP 

8004110225* 

TOPREP 

Q004210130I* 

70-1100 

800421D130» 

70-1100 

8004230313 

TOPREP 

8004240169 

70-1100 

BD0428O400 

TOPREP 

California    Institute   of  Technolagy 

6004180003 

ACRS 

California  polytechnic   Btatn   Unlv 

B004220fa01 

30-384       P 

Callfornlai    State  op 

8003190734* 

30-12S       P 

B00404OO07 

PR 

B00404OOOB* 

PR 

800409Ot87 

50-312       0 

B004100S40 

PR 

BQG4  100342 

30-312       T 

8004220570 

30-206       P 

8004230317* 

PRQJ 

Cat  i  forniai    Unlv     ofi    Davis 

0004250)047 

NUREO 

California.    Unlv      ofi    San   Di*go 

8004210329* 

SO-275       0 

8004230613* 

FOIA 

Californiai    Unlv     of,    Banta   Barbara 

800407032B 

30-433       R 

CORPORATE  SOURCE  INDEX 
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AUTHOR                      ACCESSION 
AFFILIATION                    NUMBER 

SUBJECT 
CATEGORY 

B00407O329" 

30-433 

ft 

California,  Unlv   of,  Santa  Crui          0004210339" 

50-273 

O 

Camp  Dreiser  t,  McHee,  Inc  .Environmental    B00402OO57 

WASTE  MGT 

Sclancei,  Dlv 

B004020061* 

WASTE  MOT 

Carolina  Power  t  Light  Co                  8004010324 

30-361 

P 

B0040  10385 

30-325 

S 

Q0040  10390* 

50-323 

s 

6004010394 

50-324 

S 

B004010400* 

50-324 

S 

8004010405 

50-261 

I 

8004010405 

50-261 

I 

8004010409* 

50-261 

I 

8004010461 

50-324 

R 

8004010461 

50-324 

R 

800401  046B* 

30-324 

R 

8004010319 

30-400 

0 

B00402Q297 

50-334 

S 

B004030171 

30-241 

S 

B004030174 

50-334 

a 

B004030217 

50-235 

R 

8004040293 

50-241 

P 

8004040297" 

90-241 

P 

8004040303 

30-261 

R 

8004040323* 

50-261 

R 

B004040461 

30-324 

Q 

3004070035 

30-400 

Q 

8004070134 

50-241 

Q 

B00407029S 

50-400 

Q 

B004070313 

50-241 

F 

B004070333 

30-324 

S 

B004070337* 

SO-324 

S 

8004080357 

50-324 

3 

B0040S0357 

90-324 

S 

8004080383 

50-324 

P 

SO  04  0803  83 

90-324 

P 

9004090431 

30-400 

A 

6004000433 

80-323 

3 

B004080434* 

30-323 

3 

BOQ40B045B 

90-334 

B 

B0040B0464* 

50-324 

8 

8004QB0473 

30-324 

F 

BOQ4080472 

30-324 

F 

0004080366 

50-325 

S 

B0040S0373* 

30-335 

a 

80040B064B 

30-261 

p 

B00409Q03B 

30-400 

Q 

8004090332 

50-324 

8 

B004  100340 

30-261 

8 

B004  100343 

50-241 

0 

B004  100345* 

50-241 

B 

8004140413 

30-261 

P 

9004140445 

50-324 

R 

8004140445 

50-324 

R 

8004140447- 

30-324 

R 

8004140447* 

30-324 

R 

B0041  4046B* 

30-841 

Q 

B004  (50374 

50-241 

H 

B004  190374* 

30-241 

R 

8004130444 

30-324 

3 

B004  180448* 

50-324 

B 

B0041  30466 

30-324 

B 

8004150466 

30-324 

3 

8004(50304 

30-324 

S 

8004150904 

30-324 

S 

B00416Q2B2 

30-334 

P 

0004160202 

30-324 

P 

B004170015 

30-324 

P 

8004170019* 

50-324 

P 

B004  170047 

50-400 

A 

B004  170053 

90-400 

3 

B004180344 

50-261 

J 

B0041B041B 

90-261 

8 

8004190439* 

50-261 

B 

0004210293 

30-3H4 

Q 

8004220491 

30-400 

A 

800432045  I 

30-400 

A 

8004220431 

30-400 

A 

0004220431 

30-400 

A 

B00432053B 

30-323 

S 

B004S2Q347* 

90-335 

8 

8Q0422QS73 

50-324 

S 

0004220583" 

30-334 

B 

BQ04S20399 

30-329 

8 

0004220600* 

50-323 

S 

AUTHOR 
AFFILIATION 

ACCESSION 
NUMBER 

SUDJECT 
CATEODR1 

f 

B004220676 

50-325 

S 

B0042206B7" 

30-323 

S 

BOQ4320732 

50-324 

S 

B004220740* 

30-324 

B 

B0042300Q7* 

50-445 

M 

S004330076 

50-324 

Q 

800423032B 

50-4OO 

A 

B004230328 

30-4OO 

A 

0004230323 

50-400 

A 

B004230338 

30-400 

A 

8004330520 

30-241 

a 

8004230325" 

50-S61 

a 

8004240363 

90-241 

3 

0004240366* 

50-24  1 

3 

B004240379 

50-241 

j 

8004230261" 

50-241 

Q 

8004250410 

50-334 

p 

8004250410 

50-334 

p 

B004250412* 

50-324 

p 

B004250412* 

50-324 

p 

B004380497 

50-321 

p 

B0042S0560 

30-400 

s 

0004290561 

50-40O 

g 

B0043B0576 

30-335 

s 

0004200533 

50-324 

B 

BQ042B03B60 

50-323 

3 

80042B05B7 

50-324 

B 

3004380592" 

50-324 

3 

B0042B0591?* 

30-324 

s 

B004290122* 

50-324 

0 

B004290397 

50-333 

s 

B0042'?0401" 

50-325 

s 

B0042904B7 

90-325 

s 

8004290494" 

50-323 

s 

B004300323 

90-334 

p 

8004300443 

SO-261 

p 

8004300445 

30-324 

H 

Catholic   Unlv 

B004070099* 

40-6329 

Canter    for  Laiu   In    the  Public    Interest 

B0040S0133 

30-275 

0 

B004020133 

30-275 

0 

B0040SOS56 

50-275 

0 

BOD40B0936 

30-275 

0 

0004090030 

30-273 

0 

B00409003B 

30-275 

0 

0004090132 

50-275 

0 

8004090132 

30-275 

0 

B004090137" 

30-275 

0 

8004090137" 

50-275 

0 

0004210322 

30-275 

0 

8004210322 

50-273 

0 

Central   it  Sou  thus  it  Corp 

8004030153 

50-449 

M 

8004080360 

30-443 

M 

8004080339 

30-445 

M 

8004000399 

30-44S 

M 

B0040903B7 

50-443 

M 

B0040903B7 

30-443 

M 

8004230002 

SO-449 

M 

Central    It  BouthuiBlt  Services,     Inc 

0004220120 

50-445 

M 

Central    Power   &  Light  Co 

8004160147* 

50-445 

M 

Charles    G      Hurti 

8004210353* 

50-320 

P 

Chai-livoiH.MI 

0004030363 

50-155 

0 

Cham-Nueltar   Systems,     Inc 

8004070254 

71-9122 

B004090091 

71-912.2 

Chtrrij.    M      M   /Cherry    Fttfnn  4  Kanfcer 

8004020033 

30-454 

0 

6004020033 

50-454 

0 

8004090429 

30-454 

0 

8004080429 

30-454 

0 

8004080439* 

50-434 

0 

8004080435» 

30-434 

0 

8004090177 

30-454 

0 

B004090177 

30-454 

0 

Chei'peakt  Energy    Alliance 

8004030320 

50-239 

0 

8004090190 

30-239 

0 

8004110157 

30-337 

G 

B004110144* 

30-2B9 

0 

8004110146* 

90-289 

0 

8004110175 

90-2B9 

0 

000423003? 

50-2B9 

0 

Chicago,    City    of.     IL 

B0040B0093 

40-2  Oil 

B0040B0177 

40-2061 

Chick*rlng    b  Gregory 

B0040B022B 

PR 

B0040901BB 

PR 

B004090196* 

PR 

8004100477 

50-361 

0 

B004100537 

50-361 

0 

AUTHOR 
AFF]LIAT10N 

ACCESSION 
NUMBER 

SUBJECT 
CATESORV 

Cfionin.fi 

Chrlsta-Ujrta 
Cine  inna  1  1    £33    ',    El  *c  trie    Co 

B0040B0239 
aOO-J2400Bt 

eoo-tnoosu 

8004030338 
S004O40340 

50-250         0 
50-250         G 
50-159         H 
50-359         0 
50-359         1 

B00')0-10343* 
BOOfl  150301 
6004160009 
BQO<1220lSi 
B0042B0317 

50-359         I 
50-299         A 
50-353         0 
50-353         Q 
50-359         F 

Cintmnati     general    Ho!p       C  i  nc  L  ntia  1  1  ,  OH 

SO  042803^3  a 
B004300A04* 
B0043200J4* 
B004220097* 
BO(J4320242» 

30-358         F 
5Q-35&         0 
FdlA 
fOlA 
FOlfl 

Cincinnati,    Univ      of.     Mtdttal    Sclioo.] 

G0042E0397* 
BOO  422Q3i?l* 
B004S20-J04* 
BO-04220ID1* 
B0042201EO* 

FOIA 
FDIA 
FOIA 
FQ  I  A 
FOIA 

Citiien*    Action    For    Safe    EneT  g  ij 

B004070149 
B004100&03* 
B00410O605H 
B004100610* 
S004100iJO» 

50-55A         0 
30-554         0 
50-59i         0 
30-556         Q 
50-55A         0 

Ci     i     ers    Again  5  1    Nuclear    Dangers 
Ci     i     en*    Cancel-naif    ftbout    Nuclear    Power. 
I     c 
Ci     i     ens    En»rgy    Forum 
Ci     L     em     for    Fair    Utility    Regulation 
Ci     i     ant     For    a    Butter    Environment 

BOO  4  020040 
B0042B0069 

aoo4aeo?!  t 

3004340424* 
B00fl090271 

90-3B7         0 
90-49B         Q 

30-338         0 
50-445         0 
PR 

Clave-  lard    Else  trie     Illuminating    CD 

Coalition    far    Eifo    Pauar 
Cghni     D    B 

9004150471 
8004230353 
8004BGQ3B6* 
9004230030 
B0040  10S94 

90-346         I 
50-440        3 
50-346         I 
90-344         0 
90-367         Q 

Colorado   State    Univ 
Colorado,     State    of 

a004010300* 
eoO')2B0450* 
B00'l2fl0425it 
eo042SO437* 
8004070359* 

90-367         0 
40-6681 
40-B602 
40-B60S 
WASTE   MOT 

Colt     Intfustf  ie  s,      Inc 

B00111011S 
8004110146* 
90042'lOtli. 
8004300254 
B004020455 

WASTE   MOT 
HASTE   MQT 
WASTE   HOT 
WASTE   MOT 
50-393         B 

Enyine    Div 

Columbiia    t-   Southern    Ohio    Electric    Co 
Commerce,  Ben  t    of.     National     Bureau    of 
Standard  i 

QOO'SOBOS'?7* 

BOO-414015A 
OOO  40403  50* 
9004090J94* 

B004  100007* 

OA?9*? 

30-483         6 
50-35B          1 
50-1B4         Q 

SO-IB4         0 

Cofflmarc*iDept    of,     National     Marine 
Flsrterlos   Service 
Cnminonuaa  1  th    Ed  1  »on    Co 

B004  170250 

BO0401035S 
3004010339 
3004020177 
B004020I99 

50-272         P 

30-373         F 
50-237         P 
50-39?         A 
30-373         P 

30040  20  IB1? 
9004020309 
B004020310» 
3004020311 
8001020313* 

50-299         P 
50-249        S 
50-249        S 
50-2  95        E 
30-399         S 

fi  004020332 
8004020337* 
6004020350 
B004020393 
90040203SS* 

30-H49        B 
50-249        B 
30-H54        S 
30-265         S 
50-3A5         B 

B004020357* 
80040203  A  3 
B004020367* 
6004030349 
800402037  6.» 

50-S54         S 
50-349         S 
50-249         3 
30-K9S         & 
50-295        S 

8004020-107 

aoo4oao4i2* 
eoo4oao4aa 

B004  020427* 
9004030430 

50-304         B 
50-304         3 
50-234        S 
50-234        B 
5O-265         3 

9004020435 
SOQ402D443* 
0004020445* 
8004O30027 
80O403&173 

50-24,3         S 
30-24,3         3 
50-265         S 
50-237         P 
5O-  1  0           F 

S004O30172 


AUTHOR                                                      ACCESSION 
AFFILIATION                                                   NUMBER 

SUBJECT 
CATEODfi' 

f 

B004040341 

90-10 

P 

8004070227 

30-10 

P 

8004070245 

50-237 

P 

8004070273 

50-234 

F 

8004070273 

50-2S4 

F 

8004070273 

30-234 

F 

8004070273 

30-334 

F 

8004090214 

50-295 

P 

8004080214 

50-295 

P 

8004030235 

50-237 

P 

8004090256 

30-247 

Q 

8004090397 

50-454 

K 

B004Q0042B 

50-434 

0 

B0040B0428 

30-454 

0 

8004080456 

30-249 

B 

8004090463* 

30-249 

3 

8004090525 

50-373 

K 

8004000322 

50-373 

K 

60040S0541 

50-10 

B 

8004090549* 

50-10 

8 

8004000552 

50-249 

S 

8004000561* 

50-249 

a 

8004100129* 

BO-10 

0 

8004100322 

50-434 

0 

8004100338 

80-295 

P 

8004110087 

50-304 

G 

8004110399 

30-237 

F 

8004110488 

30-237 

P 

8004140119 

50-10 

Q 

8004140119 

30-10 

Q 

8004140119 

50-10 

a 

8004140119 

30-  1O 

a 

8004140119 

30-  1O 

a 

B004140213 

50-373 

i 

8004140306 

30-393 

(i 

8004140330 

30-10 

ft 

8004140393 

50-237 

P 

8004140423 

50-237 

a 

B004140429* 

30-237 

a 

8004140441 

30-436 

A 

8004140449* 

50-436 

A 

8004150004 

50-234 

R 

8004150316 

30-10 

p 

B004150316 

50-10 

p 

8004150316 

30-10 

p 

80041  503  U 

50-  1O 

p 

8004150316 

SO-1O 

p 

8004150328* 

30-10 

e 

8004150344 

30-10 

f 

8004130382 

50-1O 

R 

0004150383 

50-10 

It 

8004150387. 

50-10 

R 

B0041  50387* 

50-10 

R 

S00415041A 

50-G73 

A 

0004130419* 

30-373 

A 

9004150457 

50-234 

B 

6004150463 

SO-254 

B 

9004150467* 

50-234 

B 

900415046B* 

50-234 

B 

0004150472 

50-304 

e 

B0041  30477* 

50-304 

B 

8004130482 

SO-SbS 

B 

0004150498* 

50-263 

B 

8004150503 

30-237 

B 

9004150313* 

50-337 

8 

0004150318 

50-304 

8 

3004130526* 

50-304 

B 

8004180217 

30-10 

P 

80041B0217 

50-10 

P 

80041  BOB  1  7 

30-10 

P 

I 

8004180217 

50-10 

P 

8004180217 

50-10 

P 

8004180372 

30-249 

P 

8004180389 

50-247 

P 

8004180389 

30-247 

P 

B0041B03B9 

50-247 

P 

8004100389 

50-247 

P 

8004180393* 

30-247 

P 

B004  180395* 

50-247 

P 

8004180393* 

50-247 

P 

8004180393* 

50-247 

P 

B0042102B6 

SO-249 

a 

9004210298* 

50-249 

a 

8004320299 

50-837 

F 

8004220299 

30-237 

F 

CORPORATE  SOURCE  INDEX 
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AUTHOR 
AFFILIATION 

ACCESSION 
NUMBER 

SUBJECT 
CATEGORY 

3004220333 

50-10 

P 

0004230333 

30-3S4 

R 

3001220333 

50-234 

R 

3004330348 

50-237 

P 

6004320356 

50-295 

F 

0004320336 

50-293 

F 

B0042205B6 

50-295 

S 

0004320596* 

50-295 

S 

S004220613 

50-265 

S 

0004330623* 

50-265 

8 

6004320630 

SO-  10 

3 

BQ04320660 

50-295 

S 

8004220660* 

50-295 

S 

3004220691* 

50-10 

3 

8004220693 

50-249 

S 

8004230694 

50-304 

a 

0004320700* 

30-249 

S 

8004220702* 

30-304 

a 

8004230072 

30-10 

p 

8004230367 

50-10 

F 

9004230367 

50-10 

F 

0004230367 

30-10 

F 

8004230479 

50-373 

A 

B004240412 

30-365 

P 

HQ04290353 

30-249 

P 

Q0042S04B7 

30-373 

A 

B004S80410 

30-373 

A 

B0043S0412" 

50-373 

A 

B0043B0414* 

80-373 

A 

8004280309 

30-295 

P 

8004280509 

50-299 

P 

B0042903SO 

50-265 

G 

8004290407* 

50-265 

S 

0004390422 

50-349 

3 

8004290429- 

50-249 

8 

8004290473 

50-295 

S 

BOQ429Q4B3* 

30-293 

S 

8004290496 

30-293 

S 

800429049i» 

30-295 

S 

0004390502 

30-295 

P 

3004290903 

50-293 

P 

8004290306* 

30-293 

P 

8004290306* 

30-293 

P 

8004300416 

50-247 

P 

80043004  1  <?* 

50-347 

P 

0004300423* 

30-247 

P 

8004300429 

90-247 

P 

Conei  Oucni  Wjgnar,  Nugenti  Johnson. 

BQ0407000B 

FOIA 

Hftiourl  k  Roth 

Connicticut  Light  &  Power  CD 

3001080364* 

30-245 

I 

8004130332* 

30-243 

I 

Conntctlcut  Van  We  Atomic  Power  CD 

8004010362 

50-213 

8 

8004010369" 

50-213 

B 

B004020372 

30-S13 

R 

8004020374" 

30-313 

R 

8004030311 

30-213 

0 

0004040066 

50-213 

P 

8004040331 

30-213 

R 

B00404033B* 

50-213 

R 

8004070274 

30-213 

P 

8004070274 

50-213 

P 

8004080298 

30-ai3 

I 

8004110012 

50-313 

Q 

8004150397 

30-213 

P 

B0041  30487 

50-213 

R 

8004170012 

30-213 

P 

80041700(2 

50-213 

P 

0004180224 

50-213 

P 

8004180346 

90-213 

P 

800421  OB51 

50-213 

R 

8004210253* 

90-213 

R 

3004210411 

90-213 

P 

8004230399 

50-213 

F 

B004240437 

50-213 

R 

8004240439" 

90-213 

R 

8004390132 

30-213 

0 

8004230143* 

30-213 

Q 

BOQ4SB0465 

50-313 

P 

8004290264 

50-213 

R 

8004290442 

30-213 

P 

Connecticut,  State  of 

B004070426* 

BUto  Pr< 

>fl 

8004090116 

PR 

8004100445 

PR 

Connir,  Moor*  d  Corb«r 

8004030339 

30-398 

0 

800408040? 

30-395 

0 

AUTHOR                                                     ACCESSION 
AFFILIATION                                                  NUMBER 

SUBJECT 
CATEGORY 

8004110574 

50-445 

M 

3004150027 

90-272 

G 

8004190030* 

50-372 

0 

6004  150456 

3O-311 

Q 

8004150469* 

50-31  1 

a 

8004220156 

50-358 

a 

Consolidated    Ediion   Co      of    Mem   Yor'.                    B004030165 

50-3 

0 

8004070205* 

50-3 

H 

B004070200* 

30-3 

H 

8004070214* 

50-3 

U 

8004070224* 

5O-3 

H 

8004070239* 

30-3 

It 

8004070233* 

50-3 

H 

B004080410 

5O-S47 

P 

B0040B0417 

50-247 

P 

B004  150433 

30-347 

P 

80041  90S99 

50-3 

R 

8004150599 

30-3 

R 

8004150599 

50-3 

n 

8004150609* 

50-3 

n 

8004150609* 

30-3 

R 

8004150609* 

50-3 

R 

B0041B03B9 

50-247 

P 

80041803S9 

50-247 

P 

80041Q0339 

SO-  347 

P 

8004180393* 

50-247 

P 

8004180395* 

30-347 

P 

S004180399* 

5O-247 

P 

8004210255 

5O-247 

R 

BD0421O23B* 

3O-247 

R 

8004210269 

50-3 

R 

Q004210249 

5O-3 

R 

8004310269 

5O-3 

R 

0004310274* 

50-3 

n 

8004210276* 

50-3 

R 

80042I0276* 

SO-3 

R 

8004230389 

30-347 

F 

Q004320627 

50-247 

P 

8004240410 

50-247 

P 

8004300307 

30-247 

P 

80043004  It 

50-247 

P 

Consumers   Pauiar   Co                                                       8004O103B? 

50-255 

P 

8004010397 

50-329 

G 

8004020166 

90-399 

P 

B004030283 

50-155 

R 

B004020289* 

SO-  IBS 

R 

8004030220* 

30-255 

Ft 

8004040309 

50-135 

P 

8004040311* 

30-IS9 

P 

8004040327 

50-153 

P 

6004040371 

30-255 

R 

8004040376* 

50-235 

n 

8004070293 

50-339 

R 

8004070293     . 

30-329 

R 

B004070294* 

50-339 

R 

8004070294* 

50-339 

R 

8004070305 

90-235 

P 

8004070320 

30-353 

P 

8004070322* 

50-255 

P 

B004060186" 

90-159 

0 

8004090233 

90-233 

P 

80040S0404 

50-329 

A 

8004000404 

50-329 

A 

8D040Q0431 

30-329 

A 

8004000431 

30-339 

A 

B004000436 

50-233 

R 

B0040B043B* 

50-255 

R 

80040B0470 

50-153 

8 

80040B0479* 

50-153 

S 

8004090348 

30-329 

K 

B00409024Q 

50-339 

K 

B0040903B1* 

30-329 

K 

8004090251* 

50-329 

K 

B004090358* 

50-329 

K 

800409023S* 

30--329 

K 

B0040903S3* 

30-355 

Q 

8004090389 

50-255 

P 

8004100393 

90-153 

C 

B004  100296* 

90-159 

0 

B004I00298f 

50-1S5 

0 

B004  100368 

50-329 

0 

S0041003B4 

30-339 

A 

80041003B4 

50-329 

A 

S0041003B7* 

50-329 

A 

8004100387* 

30-329 

A 

IbU 
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AUTHOR 
AFFILIATION 

ACCESSION 
NUMBER 

SUBJECT 
CATEGORY 

8004  1  00390* 

30-339 

A 

B004IOO39O* 

50-329 

A 

3004100396 

30-355 

S 

3004  10039=?* 

50-239 

B 

3004100-103 

30-255 

S 

B004  100404* 

30-355 

5 

B004I00413 

50-255 

3 

e0041G04!5* 

50-235 

S 

flOOfl  100455* 

50-153 

S 

SQQ4100<lia« 

50-155 

0 

eOQ<110Q469« 

50-133 

G 

BQ0410CHBO» 

30-155 

0 

6004110309 

50-155 

P 

B004H030B 

50-155 

P 

80041  10503 

PR 

8004140309 

50-13S 

P 

G  004  140334 

50-255 

Q 

B004  1-10391 

50-329 

K 

BG04IEOG12 

50-235 

S 

B004150G1?* 

50-2S5 

S 

8004150315 

50-255 

P 

B004150396 

50-329 

S 

BQG41S03S6 

SO-329 

s 

B004  1  50398 

50-393 

p 

B004150474 

50-255 

p 

B004150477» 

50-2S5 

p 

B0041  50530 

30-S55 

s 

B004150537* 

50-295 

3 

BOO  4  15054  4 

30-355 

S 

BOO  4  150596* 

50-253 

B 

0004150627 

50-235 

P 

B0041700H3 

90-329 

9 

BO04  170083 

50-329 

S 

B0041B04B7 

90-255 

Q 

B00421015G 

50-2S3 

P 

8004210318 

50-329 

a 

BO042SOS73 

80-135 

0 

B004Z20581* 

50-1  S3 

a 

B0042205S8 

30-253 

Q 

B001  230393 

50-155 

H 

8004330383 

30-135 

H 

B00424037H 

30-1  S3 

P 

8004240450 

50-293 

P 

B0042S0313 

30-255 

0 

8004230350 

50-293 

S 

3004290334 

50-355 

B 

8001250358* 

50-2S9 

B 

B004250399* 

50-255 

S 

E004E50423 

50-293 

P 

B004B50426 

SO-253 

P 

8004EB  0402 

SO-255 

a 

8004280460 

50-339 

F 

G004280519 

50-255 

P 

, 

e0042B0555 

50-159 

F 

aoo4seos37» 

90-155 

F 

8004280614 

30-H55 

F 

BO  04290321 

30-193 

a 

BO  04390501  » 

50-369 

A 

Control    Data  Corp 

H004I50990« 

30-366 

F 

Coordination  Council    +01-   North    Amarlcjn 

8004030043 

XPDRTLIC 

Affalri 

Crear»i     Inc 

BOO4140478 

NUREO 

Critical   Maa»  Energy    Project 

8004090153 

PR 

Dalri)Iand  Pouer   Coaperatlva 

8004010108 

50-409 

a 

B004090369 

90-409 

p 

BQQ4140313 

50-409 

p 

B004140314* 

80-409 

p 

B004M0365 

50-409 

R 

8004140367* 

50-409 

R 

80041  SOI  19 

71-idOO 

B004  1  90304 

90-409 

P 

S0041904BB 

SO-409 

B 

80042  f  O200 

50-409 

3 

3004220584 

50-409 

S 

B0042<?0341 

5O-409 

& 

8004300456 

30-409 

S 

BOQ43004&3* 

5O-409 

B 

a004S300B2 

50-556 

<0 

S0040  HJ250H 

50-4  bd 

A 

8004040337- 

90-350 

R 

B004S  10409 

50-409 

P 

8004240499 

40-397 

G004040355M 

5O-3S9 

I 

spans  Itle 

8004100027 

SO-454 

0 

AUTHOR 
AFFILIATION 

ACCESSION 
NUMBER 

SUBJECT 
CATEOOHV 

Deoevoise  t,  Lloerman 

B003350002 

NUREO 

soo404ooaa 

50-443 

0 

eoo4QBoii9 

PR 

B0040BQ231 

50-445 

0 

BOQ40B0247 

50-449 

M 

60040B0247 

50-443 

M 

8004080047 

30-443 

H 

6004030401 

50-445 

M 

8004080401 

30-443 

M 

3004080401 

50-445 

M 

B004QB063B 

90-443 

M 

BQQ4090331 

PR 

0004100914 

30-443 

M 

S004100914 

30-443 

M 

0004100911 

90-449 

M 

0004100933* 

30-443 

H 

6004100925* 

90-445 

H 

0004110133 

70-26H3 

800414000S 

PR 

8004160SB9 

90-397 

A 

0004160235 

90-377 

A 

0001160205 

50-397 

A 

0004180131 

90-449 

M 

0004S30012 

70-2423 

0004230033 

90-443 

M 

3004330033 

SO-449 

M 

8004340173 

90-443 

M 

0Q04240S62 

90-449 

H 

0004250049 

90-445 

n 

0004280  I  B9 

90-536 

a 

Dalmarva  Po-tuer  t.  Light  Co 

B004  150260* 

90-277 

i 

Detroit  Ed  i  son  Co 

8004020403 

90-3*1 

3 

S00404027B 

SO-34  1 

A 

0004070135* 

50-341 

a 

B0040B0649* 

50-341 

a 

3004230439 

50-341 

3 

8004300382 

BO-341 

a 

Doctors  Hoip  Co  lurnbin,  OH 

S004230029* 

FOIA 

Dohertw.  J  F 

8004240548 

30-466 

0 

Doughirtij'  J  B 

6004190101 

50-574 

0 

B004  1  30206 

FOIA 

B004280B11 

30-33Q 

0 

Dresser  Industries.  Inc 

8001300996 

PT21 

Duts  Poiuer  Co 

8004010470 

50-269 

p 

S00401047O 

30-269 

p 

B004010470 

50-269 

p 

0004020019 

30-413 

0 

B004020334 

30-269 

I 

B00403Q33S* 

90-269 

I 

8Q0402034B 

50-369 

a 

B00402034B 

30-369 

s 

SQQ402035B* 

30-369 

8 

B  004  0203  38  » 

50-369 

B 

0004030192 

90-369 

F 

B00403Q153 

30-369 

F 

8004030157 

50-269 

F 

8004030137 

50-269 

F 

B004030157 

50-269 

F 

B004030199 

50-269 

P 

B004030199 

50-269 

P 

8004030199 

30-269 

P 

8004030302* 

30-269 

P 

8004030323 

50-287 

8 

8004030224* 

SO-8B7 

B 

B00404039B 

50-269 

Q 

B004070234 

50-369 

A 

BD04070234 

30-369 

A 

B004070236* 

50-369 

A 

8004070236* 

30-369 

A 

8004070327 

30-269 

S 

80040703  JO* 

50-269 

8 

8004070362 

50-269 

Q 

B004050101 

50-369 

8 

B0040B0125 

PR 

BOQ4G80293 

30-269 

a 

8004030366 

90-369 

A 

SQQ40B0366 

50-369 

A 

B0040B0432 

50-2B7 

a 

S0040B0495 

30-369 

A 

B0040a0459» 

30-369 

A 

80040B0461* 

50-369 

A 

80040B0461* 

90-369 

A 

8004080471 

30-269 

Q 

BOQ40B0476* 

50-269 

a 

BQ040B09S9 

50-269 

F 

CORPORATE  SOURCE  INDEX 
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AUTHOR                     ACCESSION 
AFFILIATION                    NUMBER 

SUBJECT 
CATEGORY 

300403061  4 

50-26? 

P 

BQQ4090241 

PR 

B004100391 

50-269 

O 

B00410059B 

70-2623 

0004110133 

70-2623 

80041I05SB 

PR 

BOQ414034B 

50-369 

A 

80041  40430 

50-269 

P 

S004  140430 

50-369 

P 

8004140430 

50-269 

P 

8004140430 

50-269 

P 

8004150465 

50-269 

P 

6004150465 

50-269 

P 

Q004  150465 

50-269 

P 

0004160116 

50-413 

Q 

500416032? 

50-287 

S 

8004160232* 

50-287 

S 

Q004  160272 

50-2B7 

5 

BD04170164 

50-269 

F 

800-1170203 

50-269 

5 

B004  170208* 

SO-269 

S 

BOQ4  170327 

50-269 

P 

BQ04  100273 

30-369 

F 

B004100396 

90-269 

P 

8004130516 

90-369 

a 

8004210164 

90-413 

0 

8004310173 

F1EOGD 

S004210191 

90-269 

0 

8004210191 

50-269 

0 

8004210191 

90-269 

a 

B0042  10234 

90-413 

Q 

B00422010S 

50-491 

a 

8004220105 

50-491 

0 

8004220105 

50-491 

a 

B004220443 

50-269 

F 

8004220443 

SQ-369 

F 

B004220443 

50-269 

F 

0004320302 

SO-269 

P 

8004220902 

90-269 

P 

8004220640 

50-269 

P 

8004220640 

90-269 

P 

BQ04220649 

90-270 

P 

B0042206S2 

90-269 

S 

B  00  4  220690  it 

50-269 

B 

0004220720 

50-369 

A 

8004230013 

70-2623 

80042300B5 

50-4BB 

Q 

8004230236* 

50-269 

Q 

800424003S 

30-269 

0 

80042-10396 

90-269 

0 

B004240426 

50-491 

a 

8004240426 

90-491 

0 

B004240426 

90-491 

Q 

8004250334* 

50-269 

a 

B004B80473 

PR 

BOQ4290493 

30-369 

A 

B0042903Q1* 

50-369 

A 

8004300214" 

90-269 

Q 

Duquesn*  Lf8»it  Co                       8004010439 

50-33-1 

P 

B004020Q02 

50-334 

B 

G004030191 

30-334 

B 

8004030196 

30-334 

R 

8004030197* 

50-334 

R 

800403019B 

90-334 

8 

8004030201 

50-334 

P 

B004040165* 

50-334 

Q 

8004040334 

50-334 

F 

BQQ4040399* 

50-334 

F 

B004070199* 

50-334 

a 

8004070277 

30-334 

R 

B0040702BO* 

30-334 

II 

B004070336 

30-412 

A 

B004070341 

30-334 

S 

8004070346* 

50-334 

S 

B004070373* 

50-334 

3 

8004090009 

50-334 

Q 

8004100350* 

90-334 

0 

8004110140 

30-334 

0 

8004110389 

90-334 

S 

8004110432 

90-334 

P 

B004  1  40329 

30-334 

5 

B0041403B1 

30-334 

S 

B004  13022.1 

SO-334 

0 

8004190516 

30-334 

S 

B004I905S9» 

90-334 

B 

AUTHOR 
AFFILIATION 

ACCESSION 
NUMBER 

SUBJECT 
CATEODHY 

S0041  50534" 
B00415O545» 
8004170223 
8004210261 
30042102669 

50-334        S 
SO-334         S 
50-334         S 
SO-334         f» 
50-334         » 

0004210203 
B004220433 
B004230594 
B004220597 
BG0423Q208 

50-334         P 
30-412         0 
5O-334         P 
30-334         S 
50-334         9 

8004230217 
3004230439 
B004230517 
BOQ434OQ91;* 
BOO43403B5 

50-334         S 
50-412         S 
5O-334         J 
S-O-334         P 
5O-334         S 

80043B007B* 
80042B018B 
8004290354 
80042°035S» 
8004290389 

50-334         P 
50-412         Q 
30-334         R 
5O-334         fl 
50-334         S 

E     L      Canmell    i    Co 

8004390393* 
B004290503 
B004S9090a» 
B0042  10066 
B004210073» 

50-334         B 
50-334         S 
50-334         S 
71-391 
71-3B1 

E    1    du  Pont   da   Nemours  fc  Co   .     Inc 
EDS   Nuclear,     Ine 
EG   «.    0.     Inc 

B004140121 
Q004220273" 
8004020142 
900403030B* 
80040Q0075 

ACRS 
50-331         F 
F1ES 
FOIA 
HE3 

B0040800B2 
BOO  408  0242 
B0040B0641 
B0040B0641 
B0040B06B4 

RE3 
RES 

30-270        P 
50-270         P 
F1E3 

800409006B 
9004100029 
BQ0410032B 
B004I0037B 
8004140138 

t?ES 
NUREO 
RES 
REB 
RES 

B004  190023 
80041  50039 
B004I  50056 
B004170120 
B004170274 

90-133        P 
30-371        P 
RES 
RES 
REB 

8004170276 
B0041702B1? 
B004  170334 
B004210340* 
80043  10344» 

REB 
REB 
RES 
50-320         P 
50-320         P 

8004210347B 
B0042  10349* 
900434046B 
B004240S65 
8004330364 

90-320         P 
90-320         P 

nee 

NUF1EG 
50-295        P 

ETA  Eng  inter  Ing,  Inc 
Earth    Sciences   Associates 
Ebagco  Services,     Inc      (tubs      of  Enaerch 
Corp    ) 

Eberlinu    Instrument  Corp 

B004I90920> 
8004090020 
B00410058B 

8004140224* 
B004040090 

SO-315        P 
WrtSTE   MOT 
PR 

SO-2BI        P 
XPOHTLIC 

Eckert.    Sesmans,    Cher  in  rf  Mellott 

8004100306 
6004140322" 
8004140340" 
8004150007* 
80042EJ0036 

XPOHTL1C 
SO-395        R 
90-10          R 
30-334        R 
90-574         O 

Edsrer.     Inc      (subs      of  Formac    Internatlo 
nali     Inc    ) 

Edison  Electric    Institute 

8004020267 

8004020371* 
80040B0245 
8004100513* 
8004110367 

TGPHEP 

TDPREP 
PH 
COMMISSION 
PR 

Edlgu    International    Co 

8004040135 
8004040422* 
8004040437* 
8004040437* 
8004040442* 

xparaTLic 

FOIA 
FOIA 
FOIA 

FOIA 

Eichhorn,  Ei  chhorn   't  Lint 
Elbert   P      Epler 
Ellis   Flschel    St      Cancer  Hoip      Columbia. 
HO 

80040B0032 
80042B0096 
8004020092 
8004030295 
8004010789* 

XPORTLIC 
XPORTLIC 
50-367        0 
ACRS 
PT? 

Energy    Enginosnng    Group 
Energg    Fuels   Nuclear.     Inc 

8004150133 
8004020487 

RES 
40--B6B1 

AUTHOR 
AFFILIATION 

ACCESSION 
NUMBER 

SUBJECT 
•CATEGORV 

Energy,  Dtp  t    0  f               * 

B004  020095 
BOC4  020059* 
6004020469* 
BOQ403005'!* 

6004030063* 

71-63B7 
71-63B7 
30-320         H 
50-330         H 
30-320         H 

B004  030071* 
BOQ4030D93* 
BQ04040233* 
B004  040237* 
B004  040315* 

50-320         H 
50-320         H 
50-320         H 
30-320         H 
50-320         H 

BQ0404034B* 
B004-Q40253* 
B004040258* 
BQQ40402&3* 
BOO404026S* 

50-330         H 
50-320         H 
SO-320         H 
50-320         H 
BO-320         H 

B004040431* 
B004  070217 
B0040703B9 
B004-0900Ba 
6004090087 

BO-320         H 
71--JB53 
71-9067 
ORG 
DRO 

B004090261;* 
BOQ4I00573* 
3004110533 
S004  130200 
B004130B07" 

SO-996         H 
50-320         H 
PR 
XPBRTL.IC 
XPOHTLIC 

300-1210026 
8004210149" 
300-1210282* 
8004210353 
800421  0359* 

XPOF1TLIC 
XPOHTLIC 
50-546         H 
PR 
70-113 

9004210361* 

9004220010 
9004220124* 
9004220143* 
8004220191* 

PR 
NUflEO 
50-330         H 
50-320         H 
SO-320         H 

800-1230129 
8004230133* 
8004240339 
300-1240568 
80O423O172 

XPOHTLIC 
XPOHTLIC 
NUflEO 
PR 
PR 

Energy,  Dept    of,     Clinch    River    Breeder 
Reactor    Plant 

ETIVI  ro  1  ojicai     S\p*tems,      inc 
En  fi  ronmental    Coalition   on   Nuclear   Pouer 

8004150473 

0004290364 
9004090140* 
B0040Q0143 
B0040B.OI43 

50-337         A 

50-  337         A 
WASTE   MOT 
SO-  387         0 
50-397         0 

6004030697 
B00-I0a0i,97 
B00411Ofl77 
BOQ4  140061 
S004140067* 

50-397         0 
30-3B7         0 

PR 
50-320         0 
30-320         0 

Environmental    Defense    Fund 
Environmental    Lau    Institute 

80041  40076* 
9004230073 
9004240944 
3004040346 
8004030340* 

50-320         0 
PR 
50-297         G 
50-275         H 
COMMISSION 

Environmental    Pulley    Center 
Envtponm*n  tal    Protection   Agencg 

8004070350 
900401  034  5» 
G004D1D444 
90Q40IO490 
6004030393 

50-330         H 
30-909         A 
50-320         R 
30-320         H 
PR 

6004040139 
B004070232 
3004070332 
8004090073 

8oo4ioooso» 

40-2061 
50-320         H 
50-320         R 
SO-3SO         R 
PR 

BOD4100090* 
6004100059" 
E004100099<< 
BOO-1100497 
8004140246 

PR 
PR 

PR 
30-320         P 
30-280        P 

.i  tchen 

B004aa0415 
B004330375 
B&04230379 
B004250370 
HO  04220  152 

SO-320         R 
30-320        R 
50-330        R 
NUREO 
50-443        M 

ubs      of    Exion 

B004070154 
60040901^6 
3004290403 
B0042905S6 
BO  04020307 

40-8102 
40-B044 
40-B102 
40-8103 
50-261        P 

8004020404 
0004  0702  li 
8004090102 

TDPREP 
71-9009 
70-1357 

AUTHOR 
AFFILIATION 

ACCESSION 
NUMBER 

SUBJECT 
CATEOORV 

9004090106* 

70-1257 

8004090112* 

70-1257 

9001090370 

70-1257 

9004090379* 

70-1257 

9004100066 

70-1237 

8004100073 

70-12S7 

9004140439 

70-1257 

8004140464* 

70-1237 

9004190072 

70-1227 

FBF,      !nc 

8004070021 

71-189 

9004070022* 

71-1B5 

FOI    Sarvico 

8004020390 

FOIA 

9004100092 

FDIA 

8004210017 

FOIA 

Fsderal    American   Partner! 

9004300033* 

40-4492 

9D04300069* 

40-4492 

Fuderal   Emsrgoncij    Management   Agencg 

8004030026 

30-32O 

0 

9004040379 

JAJREQ 

6004170202 

PB 

Federal    ai^nal    CDTP   .    Signal    Div 

9004230436 

NUREO 

Feldmani    Hall,    Frdtideni    Rood   >r  Uoodiijard 

9004100S9S 

90-956 

& 

9004100593 

50-556 

0 

8004100605* 

50-556 

0 

3004100605* 

SO-55& 

a 

8004100610* 

50-556 

0 

8004100610* 

50-396 

0 

Finland 

9004230009 

XPORTL1C 

Flro   Eiquifmenti     ITIC 

8004230309* 

50-313 

F 

8004230313* 

50-B13 

F 

8004230316* 

50-213 

F 

Flfischal  er,     D      S 

B004020133 

30-275 

0 

8004020133 

50-375 

0 

S004080S96 

50-375 

0 

8004080356 

30-375 

0 

9004090039 

30-375 

0 

9004090039 

90-275 

0 

8004090132 

30-275 

0 

8004090132 

90-375 

0 

8004090137* 

50-375 

0 

8004090137* 

90-275 

0 

8004210322 

90-375 

0 

8004210322 

50-273 

0 

8004230107 

50-375 

0 

8004230107 

SO-37S 

O 

Florida   Citiei 

8004220152 

30-445 

H 

8004230176 

50-389 

M 

Florida  PDUBT    *    Light  Co 

8004010210 

50-290 

P 

8004010210 

SO-35O 

P 

8004010214* 

30-250 

F' 

B004010214* 

50-25  O 

P 

8004010497* 

50-30B 

Ft 

8004020011* 

50-389 

0 

9004020269* 

SO-3B9 

a 

8004020377 

50-231 

3 

8004020391 

90-335 

a 

8001030384* 

50-333 

a 

8004020391* 

50-351 

a 

8004030167 

90-335 

a 

8004030329 

90-3B9 

F 

9004030249 

30-390 

a 

8004030256* 

30-390 

a 

8004030263 

30-33  S 

a 

B004030S6S* 

50-335 

8 

6004030389 

50-250 

P 

BOQ40302B9 

30-35  D 

P 

B004040003 

50-25  O 

a 

B004040003 

90-25  O 

a 

6004040173* 

30-3B9 

G 

6004040347* 

3Q-2SQ 

a 

B004040347* 

90-23O 

a 

B004040380 

90-25O 

H 

6004040380 

30-2&0 

R 

6004040397* 

SO-S5-O 

R 

6004040423 

50-333 

H 

B004040434* 

90-333 

R 

8004070379 

90-339 

F 

S004080015* 

90-290 

G 

B0040S0033* 

30-250 

a 

B004090357 

SO-33S 

R 

6004080363* 

50-335 

R 

6004090366 

50-33S 

P 

6004080452 

90-25O 

P 

8004090601 

50-290 

S 

B00406060B* 

90-25O 

S 

6004090217 

30-335 

R 

CORPORATE  SOURCE  INDEX 
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AUTHOR                      ACCESSION 
AFFILIATION                    NUMBER 

SUBJECT 
CATEGORY 

S004Q9O219* 

50-335 

R 

B004090247 

PR 

8004110333* 

50-250 

0 

8004110533* 

50-250 

0 

a00411O336* 

50-250 

G 

8004110336* 

50-250 

G 

8004140229 

50-335 

F 

8004150156* 

50-335 

P 

Q004  150341 

50-335 

P 

8004  150404. 

50-250 

I 

0004150406 

50-350 

I 

B004  150406 

50-250 

I 

8004150411" 

50-230 

I 

B0041505I9 

50-250 

F 

B0041B0373 

50-250 

R 

e0041B0373 

50-230 

R 

8004180373 

50-23O 

R 

8004180374* 

50-250 

R 

80041B0374* 

30-250 

R 

S0041B0374* 

50-250 

R 

8004180524 

50-250 

R 

80041BQ524 

30-250 

R 

B004  1B0324 

50-250 

R 

800418052B* 

30-250 

R 

8004180528* 

30-250 

R 

8004180528* 

50-250 

R 

8004180529 

50-250 

R 

8004180529 

50-250 

R 

0004180529 

50-230 

R 

6004180530* 

50-250 

R 

6004180530* 

50-250 

R 

9004  180530* 

50-250 

R 

8004310170 

50-389 

S 

80Q4210184* 

50-389 

S 

8004220141 

50-309 

0 

8004220239 

50-389 

A 

8004220213* 

50-389 

A 

800422024B 

50-389 

K 

8004220290* 

30-389 

K 

80042202S6 

50-389 

V, 

0004330250 

50-389 

V. 

8004220261 

50-389 

K 

3004230361 

30-389 

K 

8004  220266 

50-389 

K 

8004230271 

50-389 

K 

B004330275 

30-389 

K 

8004220279 

50-389 

K 

0004220283 

50-389 

K 

8004220287 

50-389 

K 

B0042B0296 

50-389 

K 

8004220298 

50-389 

K 

0004220300 

50-399 

K 

8004220305 

50-389 

K 

0004320304 

30-3S9 

K 

B00422030B 

SO-389 

K 

00042S0309 

50-389 

K 

8004320313 

30-389 

C 

B004220317* 

50-389 

C 

8004220321* 

30-3B9 

C 

8004330331 

90-230 

R 

8004230321 

30-230 

H 

0004230321 

50-250 

R 

8004330326* 

90-250 

R 

0004330326* 

90-290 

R 

8004330326* 

90-230 

n 

BOO'1  330330 

90-250 

n 

0004230330 

30-290 

R 

8004330330 

90-230 

R 

8004530332* 

90-230 

R 

8004230332* 

30-250 

R 

0004230332* 

30-250 

R 

8004330461 

30-335 

P 

8004230464* 

30-335 

P 

8004230494 

50-250 

R 

0004230484 

50-250 

R 

8004230484 

50-250 

R 

0004230490* 

30-250 

R 

8004330490* 

50-290 

R 

8004230490* 

50-250 

R 

8004230537 

90-333 

0 

8004340030 

90-290 

Q 

0004240030 

30-250 

0 

8004340219 

50-389 

Q 

BQO-1240309 

50-350 

S 

8004240317* 

50-230 

a 

AUTHOR                     ACCESSION 
AFFILIATION                    IJUMDEH 

SUBJECT 
CATEGORY 

0004240334 

50-335 

S 

8004240343" 

50-333 

S 

0004240350 

50-250 

R 

8004340350 

50-250 

R 

0004240330 

50-350 

R 

0004240356* 

50-250 

R 

B00424039A* 

50-250 

R 

8004240356* 

50-250 

R 

B004240359 

50-250 

R 

8004240359 

30-230 

R 

8004240339 

50-250 

R 

80042403630 

50-250 

R 

B004240363* 

50-250 

R 

8004240363* 

50-350 

R 

B00424036B 

50-350 

n 

B00424Q369 

50-335 

S 

B004240374* 

50-250 

R 

8004240375* 

30-335 

S 

B00424037S* 

50-250 

G 

8004240418 

SO-S50 

K 

8004240418 

50-250 

R 

8004240418 

50-250 

R 

B004240423" 

50-250 

R 

8004240422* 

50-350 

R 

B004240423<! 

50-350 

R 

8004240436 

50-250 

R 

8004340436 

50-250 

R 

0004240436 

SO-250 

R 

8004340440" 

50-230 

R 

8004240440* 

50-250 

R 

B004240440* 

50-350 

R 

8004340443 

50-250 

R 

8004240443 

5O-250 

R 

8004240443 

50-250 

R 

8004240444" 

50-250 

R 

8004240444* 

SO-2SO 

R 

8004240444* 

50-2SO 

R 

8004240448 

50-250 

R 

8004240148 

50-350 

R 

8004240448 

30-250 

R 

8004240492* 

50-230 

R 

8004240452* 

30-230 

R 

8004240452* 

50-350 

R 

80042404S5 

30-250 

R 

8001340455 

30-H50 

R 

B004240495 

50-250 

R 

8004240459* 

50-250 

R 

8004340439* 

50-B30 

R 

0004240459* 

50-350 

R 

8004240463 

50-250 

R 

8004240463 

50-350 

R 

8004240463 

30-250 

R 

8004240166* 

5O-250 

R 

8004240466* 

50-250 

R 

D 

Florida    Poui 


AUTHOR 
AFFILIATION 

ACCESSION 
NUMBER 

SUBJECT 
CATEOOHV 

B004160239 
B0041B04A2 
B0041E0464* 
800421OI  11 
800421023B 

50-302         P 
50-302         I 
50-302          I 
S  0-302         0 
S  0-302         f) 

8004210240* 
BOO  4  220534 
B004240467 
80042BO351 
8004280567 

50-302         It 
90-302         Q 

5o-aoa      P 

50-303         P 

30-soa      P 

8004280566* 
8004300571* 
B0042904BO 
8004290486* 
Q0043001S1* 

B  0-302         P 
50-302         P 
50-302         S 
50-302         S 
50-302         Q 

Florida    State    Ulnlv 
Florida,     Unlv       at,     Dainetville 

Ford    Bacon   1    Davis    Utah.     Inc 

B00430O1&4* 
BOO-4  300331 
B004  1  003i9* 
8004220213 
B004300219*- 

50-302         0 
50-302         0 
CONTRACT 
70-1068 
WASTE   MOT 

Franklin    Insti  tute/Franl  lln   Researeh 

80040H0241 

ACRS 

aoo-ioioiao» 

B004070042* 
B00408O494 
80040B064A* 

CDNTRACT 
50-271          P 

30-254         Q 
ACRS 

Fried.     Frank,     Harri*,     Shriver    J,    Kampelman 
Friends   United    for    S-afa   En-erg  ij 
Fnendi    of    th«    Eartn 
OTE   Sylvania,     Inc       liubi      of    General 
Telephone    fc  Electronics   Corp     ) 

B004H0500» 
50042^0353* 
6004170323* 

80-272         Q 
COhKISSIDN 
90-320         H 
50-3B7         G 
50-317         F 

Oag  B-Babcoc  t    Associate*,     Inc 
Gamma    Carp 
Gear  hart-Omen    Industries.     Inc     ,     GQ 
Wireline    Sot-vice*    Div 
General    Atomic    Co       (tubs      of    Gulf    Oil 
Co    ) 

6004140236 
Q  0042  1  0037 
B0040BO650 

80040B0009 

50-336         F 
71-6717 
XPDRTLIC 

QA999 
XPOIlTLrC 

Qeneral    Atomic    Co       (luoi       of    Gulf    Oil 
Corp    > 

B004  1  7036O 
8004210196 

XPORTLIC 
9O-9B3         A 
XPORTLIC 

XPDRTLIC 

Ooner-al    Eloc  trit    Ca 

8004210159* 
8004010066* 

aooioioiei* 

XPORTLIC 
71-9049 
71-9049 

7O-1309 

8004020129 
SOO4020137* 
3004O3016& 
80040202-54 
8004020467 

71-3939 
71-5939 
50-70            P 
TQPREP 
XPORTLIC 

B004020471* 
B004  030274 
8004030280* 
8004040112 
8004040326 

XPORTLIC 
XPORTLIC 
XPOHTLIC 
SO-331         P 
TO  PREP 

8004040333* 
800-4040337+ 
3004070136 
8004070317 
8004070321* 

TOP-REP 
TOPREP 
70-2786 
SO-1B            : 
50-1  B            I 

H00407039B 
9004030031 
8004080036* 
800*080217 
5004080220* 

71-330 

TOPREP 
TOP  REP 
50-IB3        R 
50-1B3        R 

6001080286 
60040802B9" 
B0040B0308 
8004080313* 
H0040B034B 

50-18          R 
SO-1B          R 
30-73           R 
50-73           R 
50-70          R 

B0040S0359* 
B0040806S5* 
H004090059* 
SO  01090072* 
SOO409047i» 

50-70          R 
ACRS 
QA999 
QA999 
50-293        P 

80041  000  B  a 
B004100433 
9004140116* 
8004150063 

P^l 
PR 
70-754 
TOPREP 
RES 

AUTHOR 
AFFILIATION 

ACCESSION 
NUMBER 

SUBJECT 
CATEGORY 

8004150393 

TflPBEP 

8004170020* 

90-334 

P 

B004I70044 

50-73 

P 

800417004&* 

50-73 

P 

8004  1  70049* 

50-73 

P 

80041702S4 

50-70 

P 

Q004170S57* 

50-70 

P 

B004  170260» 

30-70 

P 

BOO  4  170287 

REB 

0004100525" 

70-1007 

8004310162* 

70-1113 

8004210304" 

TOP  REP 

8004210307* 

TOP  REP 

8004S20497 

TOP  REP 

8004S30343* 

90-2(9 

P 

8004240267 

70-  1  308 

B004240277* 

70-  1  308 

8004240594* 

70-  1  30S 

8004250084 

71-5971 

8004250284 

71-3739 

80042Q0305 

70-1308 

800428031  1 

90-70 

P 

8004280422 

50-590 

A 

B004SB0504 

TOPREP 

80042SOS07* 

TQPREP 

BO  04  3000  56* 

50-70 

P 

80043000S6* 

90-70 

P 

S004300092* 

QA999 

8004300107* 

OA999 

General  Electric  Co  i  Nuclear  Energy 

8004020143 

71-9019 

Produtti  Dlv 

8004090149 

70-1113 

8004090316 

TOPREP 

B004110109 

PR 

B004I40070* 

7O-130B 

B004  140073* 

70-1308 

8004140082* 

70-130B 

8004190270 

TOPREP 

5004150280* 

TOPREP 

800416007B 

PR 

6004180121 

70-1113 

B004180124* 

70-1113 

B0041B0133 

70-130B 

8004180519 

70-1007 

8004180315 

70-1007 

8004180522* 

70-1007 

8004180523* 

70-1007 

8004220709 

71-9019 

S004S2079Q* 

71-901? 

8004230163 

70-1113 

8004390468 

TQPREP 

80043000S2 

50-70 

P 

Oonaral  Eltctric  Qptratinn  Plant  Owner* 

8004220499* 

TOPREP 

Group 

Oeneral  PuUtt  Utllitm  -  OPU  Service 

8004090477 

9O-320 

I 

Carp 

8004090483* 

90-320 

I 

B004100396* 

30-219 

t 

8004140250 

50-320 

n 

8004190621 

90-289 

a 

8004380638* 

50-330 

I 

Oeo-C»nten,  Inc 

8004230328* 

CONTRACT 

Oeorgi*  Inititute  ai  Technology 

8004380477 

30-160 

e 

80042S04S6 

30-160 

s 

Q004280912 

90-160 

B 

ffeorqla  Pousr  Co 

8004010113 

30-321 

a 

8004010321 

30-3Z1 

R 

8004010321 

30-321 

R 

8004010326* 

90-321 

R 

B004010326* 

90-321 

R 

8004010349 

90-42* 

S 

3004010349 

30-424 

B 

8004010474 

90-321 

B 

8004010477* 

50-321 

B 

8004030187 

30-424 

a 

8004020319 

50-366 

B 

80040303  17» 

9Q-3&6 

8 

8004020325 

50-3i6 

B 

8004020330* 

50-36.6 

S 

8004020333 

50-424 

S 

8004020333 

50-4  24 

B 

8004020340* 

50-424 

S 

8004020340* 

50-424 

B 

6004020343 

50-366 

B 

8004030347* 

90-366 

B 

CORPORATE  SOURCE  INDEX 
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AUTHOR                      ACCESSION 
AFFILIATION                    IJUMBCR 

SUBJECT 
CATEGQR' 

1 

EJOG4020354 

50-321 

5 

30QH03035t» 

50-331 

s 

B004O20361 

50-366 

S 

8004020365* 

50-366 

5 

BQQ4O2039O 

50-424 

S 

Q00402O39Q 

50-424 

5 

S004G2042B 

50-366 

S 

8004020437" 

5O-366 

S 

9004030227 

50-321 

P 

8004040416 

50-33! 

S 

5004040420 

50-424 

Q 

B004Q40426* 

50-331 

S 

00040-10429 

50-366 

S 

B00404Q43B" 

50-366 

S 

B00407019B 

50-424 

0. 

0004070281 

50-321 

S 

B004O7O283" 

50-321 

S 

0004070314 

50-366 

3 

B00407O324* 

50-366 

S 

0004090035* 

50-321 

Q 

000410034B 

50-424 

Q 

Q0041  10472 

50-366 

B 

B00411Q476» 

50-366 

8 

B00411O479 

50-366 

S 

B0041104B3* 

50-366 

a 

0004110565 

50-331 

a 

B004  110565 

50-321 

a 

B0041  40336 

50-424 

A 

3004150072* 

50-321 

0 

H004150136* 

50-321 

0 

B00415019B 

50-321 

0 

B00415019B 

50-321 

Q 

BOQ415035B 

50-331 

p 

fl0041S03B3 

50-366 

R 

BQ041503B5* 

50-366 

n 

B0041503BB 

50-321 

R 

0004150390" 

50-321 

n 

8004150393 

50-366 

Fl 

B0041S0399 

50-321 

R 

B004  130404* 

50-321 

R 

8001150410 

50-366 

3 

8004130421 

50-429 

s 

8004150425 

50-366 

a 

0004150427 

50-424 

s 

8004150427 

30-424 

8 

B0041  50451 

50-366 

B 

B004150454 

50-366 

B 

B004150455K 

50-366 

s 

B0041  50460" 

50-366 

3 

BOQ4150476 

50-366 

B 

B004150481« 

50-366 

B 

B004  150562 

50-366 

S 

B004  190572" 

50-366 

B 

B00417029S 

50-321 

0 

0004170298 

50-321 

Q 

B004220615 

50-366 

3 

S004220617* 

50-366 

B 

0004220628 

50-366 

a 

8004230636* 

50-366 

8 

8004220632 

30-366 

S 

B004230658" 

50-346 

S 

B004220662 

30-366 

S 

BQ04220664 

30-366 

B 

B004220667* 

50-366 

3 

aQ04a3067i« 

50-366 

B 

8004230675 

50-321 

B 

8004220684« 

90-321 

3 

8004230689 

50-321 

B 

8004330703 

50-366 

B 

8004220706 

90-366 

S 

B004220710* 

90-321 

B 

80042307  1  3 

50-321 

B 

S004220717* 

90-366 

8 

8004220718* 

90-366 

8 

8004330731* 

50-331 

S 

8004230726 

30-366 

S 

S00422072B 

50-366 

B 

8004320735* 

50-366 

B 

8004320736" 

30-366 

B 

6004230467 

50-321 

Q 

8004230467 

50-331 

0 

B004240344 

30-424 

0 

B0042BD416 

50-366 

8 

B0042B0419* 

50-366 

S 

B0042B0441 

50-366 

S 

AUTHOR 
AFFILIATION 

ACCESSION 
NUMBER 

SUBJECT 
CATECORV 

B0042B0447* 

50-366         S 

B004260452 

50-321         Q 

B0042BQ453 

50-321         Q 

G00428049I 

50-424         S 

B0042B049I 

50-424         B 

S00428053I 

50-366         S 

5004280566* 

50-321         S 

BOO42S0570 

50-321         S 

0004280582 

30-321         S 

B0043B0589* 

30-321         S 

Georgia.    Stato    of 

B004110I29 

PR 

Geotechnltal    Eng  Iniiera,  Inc 

B004300239 

WASTE    MOT 

Gerlach.F    T 

8004220003 

FOIA 

Getty    Oil    Co    ,     Petrotomics    Co      Div 

H004070144 

4O-6659 

8004070155* 

40-6659 

60040701  59* 

40-6659 

B004070164* 

40-6659 

B0040701i9» 

40-6659 

Oibion,     Dunn   &   Ccutcher 

B00409020B 

PROJ 

01  Ibert/Commornuoalth    Cm 

B004070343* 

30-33Q         R 

B004090494* 

30-330         I 

Oorsuch.     Kirgis,     Campbell,     Walker    & 

B004300297 

WASTE    MOT 

Orover 

Government   Services,     Inc 

B004240526* 

SO-346         F 

Graham,     R      L 

B004230091 

50-367         0 

BQ04230101* 

30-3A7         G 

Grass    Roots    Qroaniilno.    Workshop 

B004O70002 

FOIA 

Gulf   Oil    Corp    ,     Gulf    Mineral    Resources 

B004O70346 

UA8TE   MOT 

Co 

B004O90115 

UftSTE   MOT 

Gulp    States    Utilities    Co 

B004010018 

50-4  5H         O 

B00401001B 

50-458         Q 

B004010023 

50-450         Q 

B0040  10023 

50-4SH         Q 

8004010041 

50-4SB         Q 

B0040  10041 

50-4SH         Q 

8004040056 

50-4SB         B 

S0040401O6 

30-453         Q 

9004040335 

50-453         A 

8004040363 

SO-45B         A 

B004040370 

50-453         A 

S00404037B 

50-438         A 

8004180102 

50-459         A 

B0042101B2 

50-45B         I 

80042101B2 

50-43H         I 

B0042101BS* 

30-45B         I 

B0042101BS* 

30-43B         I 

B0042BGS39 

50-45B         H 

B0042B0343* 

50-4SB         R 

HCU,  Dept    ot,     Food    &   Drug    Administration 

B004220028* 

FOIA 

B004220677 

50-330         P 

Hanford   Engineering    DovBlopment 

B004  110048 

NUREO 

Laboratory 

Hanaei    Hoi  ley   &  Uriflga,     Inc 

S004040070* 

50-344         T 

Harnagei  II  H 

B0040B0239 

50-290         G 

B0040BOB3? 

50-350         0 

80042400B6 

50-250         G 

B0042400B6 

50-250         0 

Hartford   Electric    Light  Co 

B0040B05B1* 

50-245         I 

00041  30325* 

50-24  3         I 

Hertford    Insurance   Group 

B004080I15B 

FOIA 

Ha  Hi    Technology   Corp    .    Process   Systems 

B0041B0310" 

XPOfJTLIC 

Div 

B0041Q0314" 

XPQRTLIC 

Hill    t<  Knowl  tnn,  Inc 

8004170117" 

COMMISSION 

Hill    Christopher  b  Phillips 

S004090033 

50-279        G 

Hittman  Corp 

8004220043 

71-379 

B004220053* 

71-379 

htittman  Nuclear   I   Development  Corp 

B004090234 

71-21 

(subs      Hlttraan   Corp    > 

BD04220274 

71-6574 

Hodden  (1  H 

B004020339" 

50-331         G 

B004020272" 

50-33?         G 

Home  i  take  Mining    Co 

0004090135 

WASTE    MOT 

B004300397 

WABTE  MOT 

Housatonlc    BaPe   Energy   Alliance 

B004220754 

50-3             Q 

B004220762) 

50-3              G 

House    of  Rep 

B004030013 

50-275         U 

8004040243 

PRM 

80040B0164« 

50-  149        U 

80040B021B<i 

50-387         U 

B00414036S" 

SO-3SS        U 

8004140304" 

50-309        U 

Q0041B0220» 

COMMISSION 

B0042101S4 

PR 
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AUTHOR 
AFFILIATION 

At  CESSION 
DUMBER 

SUBJECT 
CATEGORY 

B00422O3S9" 

FOIA 

0004290146 

50-S75         U 

BOO'1290175 

30-556         H 

House    of    !>ep     •     App  i  o-pria  t  L  ons 

BOC-4140215* 

50-10            U 

House    if    !tep     •     Education    &    Labor 

BOO41401BO* 

SO-  10            U 

House    of    Rep     *     Foreign    Affairs 

BOO414O197" 

30-10            U 

B004300299B 

50-3              U 

House    af    Rep    .     Interior   i,    Insular    Affairs. 

S0040B0063* 

COMMISSION 

B0040BOO(,6a 

COMMISSION 

House    of    Rep    ,    Merchant   Marine    & 

GOQ40S02aO» 

50-320         U 

Fi  sher  i  es 

House    of    Rep    ,     Science    &    Technology 

Q004030343 

PR 

8004090460 

PR 

BO  04100449 

PR 

BO  04  140025 

PR 

BOO41BO319N 

COMMISSION 

Houston    Llfihting    t,    Pouier    Co 

aootoioiat 

30-493         Q 

0004010342 

50-466         A 

SOO4010332 

50-49B         S 

8004010332 

50-47B         S 

8004010377 

50-493         A 

BOO402Q1  199 

50-445         M 

B004020119* 

30-443         M 

B0040S01  19" 

50-445         M 

BO040a01  19» 

50-445         M 

BO040E0136 

5O-49B         0 

G004020208 

50-445         H 

6004020232 

50-466         C 

B0040401Q4 

50-443        M 

B0040401B4 

30-445         M 

B0040401B4 

50-443        M 

B004040240 

50-493        A 

8004040240 

50-478        A 

S004040390 

50-493         S 

8004040370 

50-47B         S 

S004040394 

50-47B         9 

B004O4O394 

50-49B         S 

B004040409* 

50-479         B 

B004040409-* 

SO-49H         S 

B0040700&0* 

50-49B         Q 

B004O7OO62 

50-49B         0 

BO040S0073 

BO-44S         M 

B0040S0073 

50-445         H 

B0040SOQ73 

50-445         M 

B0040S0073 

30-445         M 

B0040S0273 

90-445         M 

0004030273 

50-445         H 

B0040S0273 

50-445        M 

0004030273 

50-445        M 

8004080283* 

SQ-443        M 

00040802a5« 

5O-443        M 

800-1090293* 

50-443        H 

8004080370 

50-445        M 

0004080697 

90-466        0 

8004100078 

50-466        C 

Q004  100271 

80-443        M 

BOO4  100271 

80-443        M 

B004  100271 

SO-445         M 

B004  100271 

80-445        H 

B004  100274 

50-49B        0 

B004  100274 

SO-49B        0 

B004  100278* 

50-445        M 

B004  1002780 

30-443        M 

8004100578* 

SO-445        M 

8004100278* 

80-445        H 

8004100532 

50-466        0 

S004  100352 

50-445        H 

8004100552 

30-445        M 

8004100352 

50-445        M 

8004100552 

90-445        M 

8004100357 

50-466        0 

8004100360* 

50-445        M 

8004  100560* 

50-445        M 

000410-0560* 

50-445        M 

8004100560* 

90-445        M 

0004140003 

50-445         M 

B0041  40003 

50-445         M 

B004  140003 

SO-445        M 

8004140003 

50-445        « 

8004  140008" 

30-445        H 

SQ0414G009* 

50-443        H 

6004140006* 

90-443        M 

B00414QOOB* 

50-449        M 

B004I40I07 

50-473        Q 

B004140107 

30-499        Q 

AUTHOR 
AFFILIATION 

ACCESSION 
NUMBER 

SUBJECT 
CATEGORY 

8004140415 

50-466 

0 

8004170312 

50-445 

H 

8004100167* 

90-449 

H 

8004180167* 

50-445 

M 

B004  180304 

80-479 

0 

B0041B0421 

30-473 

S 

00041B0423 

50-49E 

B 

B004210147 

50-443 

11 

0004210392* 

50-445 

H 

B004210392* 

SO-443 

H 

8004210392* 

30-443 

H 

0004210392* 

50-445 

M 

8004210400* 

50-443 

11 

0004210400* 

50-445 

H 

8004210400* 

SO-443 

H 

8004210400* 

30-443 

H 

B004220003 

50-466 

0 

8004220763 

50-49B 

X 

B004220763 

SO-49B 

K 

B004220769* 

SO-49B 

R 

B004220767* 

50-478 

rt 

8004230022 

50-466 

0 

8004230074* 

50-445 

M 

0004230074* 

50-449 

M 

0004230074* 

50-445 

H 

8004230074* 

50-445 

» 

8004230154 

00-443 

M 

5004230134 

30-445 

H 

B004230134 

50-449 

M 

8004230134 

30-445 

M 

8004240061 

SO-445 

M 

0004240061 

30-445 

H 

B004B4006I 

50-445 

H 

0004240189 

50-464 

0 

800424053B 

50-46  & 

0 

800429039B 

50-49  Q 

a 

0004300523* 

50-498 

a 

Hun  ton   i.   Williams 

8004080692 

90-33  B 

0 

8004250301 

50-33  B 

a 

ITT   Qansral   Control*.    Division    of    Ititl 

B004000521* 

50-3B7 

a 

Tel      t*  Tel      Corp 

Idaho.    State    of 

B0041  10544 

State    Prat 

Idaho,    Unlv      of 

B0041  10143 

PHH 

1  1  1  inais   Punier   Co 

B004010249 

30-461 

A 

0004010249 

50-461 

A 

8004010320 

BO-461 

F 

8004010328 

30-4i  1 

F 

S004140109 

30-46  1 

Q 

8004140107 

30-4  tl 

Q 

B0041S0190 

30-461 

Q 

B004150I70 

30-461 

Q 

Illinois   Safe    Energy    Alliance 

BOD41  40456 

30-10 

U 

Illinois,    State   of 

B004020273* 

40-2O61: 

5004030302 

FOIA 

B0040B01B1 

40-206  i 

B004140125 

30-367 

0 

B004140130* 

50-367 

0 

0004150461 

30-367 

P 

0004230307* 

NlfflEG 

8004230394* 

30-1O 

H 

Illinni*,    State   of.    Dopt      of   Public 

8004170341 

NUREG 

Health 

Indiana  h  Michigan  Electric    CD. 

8004010323 

50-3  1  5 

P 

B0040  10325 

90-315 

P 

B004010420 

30-313 

P 

0004010420 

30-315 

P 

B004010476 

30-3  1  6. 

8 

0004010481* 

30-3  1  6 

S 

8004010406 

50-315 

P 

8004010406 

30-3  1  5 

P 

0004010493 

30-316 

8 

8004010500* 

30-316 

8 

8004030204 

30-315 

P 

S0040704  1  1 

30-315 

Q 

B0040S0304 

30-319 

S 

B0040S0304 

50-315 

ft 

8004080367 

50-316 

P 

B004030S10 

30-316 

B 

B0040805SO 

SO-316 

P 

8004080929* 

50-316 

B 

B0040B0534 

80-315 

P 

0004080534 

50-3  1  5 

P 

0004080544 

50-3  1  5 

F 

0004000544 

50-31  5 

F 

8004080343* 

30-316 

a 

CORPORATE  SOURCE  INDEX 
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AUTHOR 
AFFILIATION 

ACCESSION 
NUMBER 

SUBJECT 
CATEGORY 

8004110443 

50-315 

R 

B004  110445 

30-313 

fl 

800411O449" 

30-313 

n 

B0041  10449* 

30-315 

R 

8004140324 

90-315 

J 

B004  140334 

30-315 

J 

8004140438 

30-315 

a 

B004  140444* 

50-315 

B 

8004150363 

50-316 

a 

B004150365* 

50-316 

R 

8004  150368 

50-315 

R 

8004130371* 

50-315 

R 

8004150307 

50-313 

F 

8004130507 

50-315 

F 

8004150309 

30-313 

P 

B0041  50309 

30-313 

P 

8004150510* 

30-313 

F 

8004150510* 

30-315 

F 

8004180181* 

30-315 

Q 

8004310413 

30-315 

P 

8004330331 

30-316 

S 

8004230355* 

30-316 

a 

8004330357* 

30-316 

s 

8004230430 

30-316 

s 

B004330433* 

30-316 

S 

800423043Q 

30-315 

s 

6004230444* 

50-31  S 

8 

8004330447* 

30-315 

a 

8004280398 

50-313 

Q 

8004280398 

30-319 

Q 

8004290417 

30-315 

B 

8004300611 

50-315 

0 

8004300611 

30-315 

Q 

Indiana  k  Michigan  Pouier  Co 

8004230369 

50-315 

F 

Indus  tr  ial  Dynamics 

7905190090 

MI8C 

Interior,  Dept  of 

8004010104 

37-39 

8004070230 

40-4493 

Inter  lor.  Dept  of.  Bureau  of  Land 

8004290070 

40-1341 

Management 

Interion  Dspt  at.  Fish  &  Wildlife  Service 

B004030003* 

40-6743 

Interior  i  Dapt  of.  Geological  Survey 

6004010106* 

37-39 

8004020363 

50-273 

A 

8004280218 

PR 

International  Dullness  Servicos,  Inc 

0004060241* 

CONTRACT 

International  Verbatim  Reporters.  Inc 

6004040233 

30-320 

T 

Iowa  Electric  Light  &  Power  Co 

0004030160 

30-331 

R 

8004030161* 

30-331 

R 

8004040400 

30-331 

6 

8004040413* 

50-331 

Q 

8004070333 

50-331 

R 

0004070236* 

90-331 

n 

0004060318 

90-331 

8 

8004060331* 

30-331 

8 

8004060605 

90-331 

8 

8004090447 

30-331 

8 

8004140363 

90-331 

8 

6004140369* 

30-331 

8 

8004140380 

90-331 

P 

8004140383* 

90-331 

P 

8004  1404  SO 

30-331 

a 

0004140453* 

90-331 

8 

8004150340 

SO-331 

a 

8004160005 

30-331 

Q 

8004330268 

30-331 

F 

8001220395 

30-331 

R 

8004220389* 

90-331 

R 

8004330507 

90-331 

P 

8004230346 

90-331 

R 

8004230348* 

50-331 

R 

8004360434 

90-331 

F 

BOQ42B0461 

50-331 

P 

Iowa,  State  of 

8004030136 

PR 

8004220319 

50-331 

P 

Iihamj  Lincoln  it  Dealt 

8004020278 

30-135 

0 

8004060153 

30-443 

M 

80040B0180 

30-133 

0 

8004060186* 

30-153 

0 

80040B0191 

30-133 

0 

80040B0360 

30-445 

H 

80040B0428 

50-434 

0 

8004090387 

90-445 

tt 

8004090367 

30-443 

M 

8004090411 

50-454 

0 

8004100293 

30-133 

0 

0004100296* 

30-135 

0 

AUTHOR 
AFFILIATION 

ACCESSION 
NUMBER 

SUBJECT 
CATEOORY 

8004100296* 
S004100310 
3004100322 
6004100451 
8004100435* 

50-155         0 
80-335         0 
50-4S4         0 
90-155         0 
30-193         0 

8004100370 
B004110030 
6004160161 
B004210401 
6004210420 

50-199        0 
30-44.5         M 
50-3  S6         0 
50-135         0 
50-133         0 

8004220123 
B0042S0334 
6004230002 
0004250372 
B00420001S 

50-449        M 
50-356         0 
50-44  9         M 
30-356         0 
30-1  S3         F 

Island   Closeup    Neuit    Service 

Iiomedii,     Inc      (subi      of  Maesfleld 
EnterpriiBir     Inc    ) 
Isotope   Prnducti   Laboratories 
Israel 

8004290009 
8004290166 
8004090330 

80041701B3 
B004110117 

FOIA 
FOIA 
71-9 

XPOHTL1C 
XPORTLIC 

J  H     Kliinfeldcr   (.  Associates 
Jack    Ft      Benjamin   d   Asioc  lutes,  Inc 
Japan 
Jeriey    Central    Power   &  Light   Co 

0004100023* 
8004040133* 
8004070026 
6004010480 
800401  0485* 

CONTRACT 
SO-7O          P 
XPORTLIC 
30-219         8 
50-319        B 

6004010903 
0004010509* 
6004020006 
B004030319 
6004020320* 

30-31?        B 
50-21?        B 
50-3&3        Q 
50-219         P 
30-219         P 

6004020303 
8004020366* 
8004040204 
80040402B8* 
0004060431 

30-219         R 
50-219        R 
50-219        S 
50-219         8 
30-219        0 

8004090246* 
8004090329 
8004090330* 
8004090482* 
0004100353 

90-219        Q 
30-319         P 
30-219        P 
90-330        1 
30-21?        I 

0004100335* 
6004100424 
6004110423 
B004  160276 
8004220308 

30-21?        1 
BO-31?        0 
50-21?         0 
30-21?        P 
30-319        P 

8004220311* 
8004220314* 
8004230341 
8004340423 
8004240432* 

30-B1?        P 
30-21?        P 
50-219        P 
30-21?        fi 
30-319        R 

John  A      Blums  &  Associated    Enginean 
Uub«      URB  Corp    ) 
John  F      Holman   &  Co   <     Inc 
Johnson   Controls,     Inc 

00042B0313 
8004090394* 

6004100342* 
60040B0262* 

30-219        P 
SO-2S3        P 

CONTRACT 
OA997 

Jonni,  Drown  b 
Justus,  Dipt  o 
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AUTHOR 
AFFILIATION 

ACCESS  I  Of) 
NUMBER 

SUBJECT 
CATEQGRV 

80011030033* 
30010000330 
a0040B0033- 
B0040B0559 
B0040B0939 

50-445         M 
50-1145         M 
30-445         M 
50-445         M 
30-445         M 

B0040BO5S9 
800408059^ 
BOO  •1090204 
8001090304 
0004090204 

30-445         M 
50-443         M 
90-445         M 
50-44S         M 
&0-445         M 

5004090204 
B004090475* 
BOO4  10Q084 
BOC-4100177 
8004100219 

50-415         M 
50-293         M 
50-445         M 
30-443         M 
50-445         M 

6004110056 
B0041IO056 
B004110056 
B00411C05t 
00041101391" 

50-445         M 
50-445         M 
50-445         M 
50-445         M 
50-482         M 

JuitlcBi  Defit   of,     Attorney   General's 
Office 

B004170340 
B  004210437 
8004210447 
BC-0425037S 
B004030207 

50-415         M 
50-449         M 
70-1303 
30-514         0 
50-403         M 

K  F   Indui  tries.  I  nc 
KHC  ,     I  ne 

Kansas  Gai   I.  Electric   Co 

B004140104- 
790B210253« 
7907250253 
8004250071 
8004010030 

50-443        M 
50-32  C-        H 
MISC 
PR 
50-482        Q 

8004010034 
B0040402&4 
800407-0392 
3004170172 
3004320730 

50-4S3        S 
SQ-482        8 
50-4  Ha        6 
SO-4B2         S 
50-4  B2         I 

Kansas,    Univ      o-f 
Kag-Raij.     Inc 
Kerr-McOee   Corp 

0004220747" 
B004220759* 
BQ04240051» 
BO010B0332 
B0040701SI 

50-4  B2         I 
SO-4B2         I 
CONTRACT 
XPORTLIC 
40-2061 

Horr-McGee   Hue  1  ear    Corp 
Krlemlmeij  er,  H 

B0040BD163* 
0004IQ0061 
B00431D34B 
a0040BO15S 
8004050)2790 

40-2061 
40-2061 
40-2061 
40-2061 
50-320        H 

LaHaccMa,    P  J 
Lake   Michigan    Federation 
Lakeside   Bridge    &   Steel   Co 
Laudlgi    & 
Laurence  Livermare   Laboratory 

aoois^ona* 

300-1230028 
B004030237* 
B004150319 
B004030002 

CONTRACT 
30-367        0 
OA999 
F01A 
NUfiEO 

LeRoeufi     Lamb'     Leiby    tt   MacFCac 

B004B10465 

aooiasooifc 

80042  300S«? 
8004010040 
S0041104BO 

REB 
TOPREP 
flEB 
FDIA 
PR 

League  of   Women   Voturt   of   Rocltford..  IL 

B004  1  50329 
B004220464 
B00425Q05Z 
B004020033 
B004020033 

SO-244         P 

50-220         P 
MURES 
50-434         0 
50-454        0 

League   of  Woma-n  Vfltffr*    of    San   Luif 
Qbiipa.CA 

9004030435* 
BQ04C-S0435* 
B004090177 
B004070177 
B0041  40419 

50-494        0 
50-434         0 
50-454         0 
50-454         0 

PR 

Loed,R  M 
Leesburgi  FL 
Lehlgh   Univ 
Lockhieil   Center    for   Marine    Research 
Logical    Technical    Service    Corp 

BQ0414D112 
B0041BD491* 
B004040027 
B00407035SN 
G004  100194* 

PR 
50-302        I 
RES 
50-206       R 
CONTRACT 

Long    Island   Lighting  Co 

B004040314 
B004070117* 
B004090004 
8004140*39 
B00422003A 

BO-322       A 
50-322        0 
50-322       Q 
50-322        A 

50-916        0 

Los   Alantot  Scientific   Laboratory 

BD0433Q&20 
80040  H0007 
3004150140 
B0041SD14H 
9004&40475 

50-323       A 
71-9029 
MURED 
NUREO 
RES 

Lout  liana  Power    (-  Light  Co 

B004E  90001 
8004290520 
B0040  10343 

NUREO 
WASTE  MOT 

50-392        B 

AUTHOR                                                      ACCESSION 
AFFILIATION                                             NUMBER 

SUBJECT 
CATEGORY 

8004010347* 

50-382 

a 

B00407030B 

50-302 

8 

B0040703IO» 

50-382 

s 

6004150420 

50-3B2 

A 

00041  30424» 

90-3Ha 

A 

80042BOS96 

30-382 

e 

8004280603* 

so-aes 

n 

LouiensteimNeumaTuftBis.  Aielrad   !-  Toll             B00402O092 

SO-  3,67 

0 

B004020H3 

50-445 

h 

B004030113 

50-449 

H 

0004030113 

50-445 

n 

BQ040201  13 

30-449- 

H 

8004020119* 

30-443- 

H 

9004020119* 

90-445 

H 

B004Q20H9* 

30-443- 

H 

8004020136 

30-49B 

0 

8004020229 

30-344 

0 

B004020232 

50-4  66 

0 

B0040202&9* 

50-3B7 

0 

B004Q202BO 

50-367 

0 

BOQ4040053 

50-367 

0 

8004040193* 

50-445 

H 

8004040  19B* 

50-445 

H 

B00404019B* 

30-445 

H 

B004040198* 

50-443 

H 

B0040B0073 

50-413 

M 

80Q40B0073 

90-443 

H 

8004080073 

30-443 

M 

8004080273 

30-44B 

n 

B0040S0273 

30-44.3 

H 

B0040B0273 

50-443 

H 

B0040B02B3* 

50-445 

H 

B0040B02B5* 

50-143 

H 

B0040B02B5* 

30-44B 

H 

BQ04OB0370 

90-443 

H 

8004090439 

90-415 

H 

B004090439 

9Q-44H 

H 

B004090439 

SO-44S 

H 

B004090439 

30-443 

H 

B004  100271 

50-445 

N 

B004  100271 

90-443 

H 

3004100271 

30-449 

-n 

SQ0410027B* 

90-443 

M 

BOQ410027B» 

30-448 

H 

B004100278* 

50-445 

H 

B004  110929 

90-23  O 

0 

8004  140003 

50-443 

H 

8004140003 

90-449 

n 

8004140003 

50-44  S 

n 

B004  140008* 

30-443 

H 

B004  140008* 

30-143 

M 

B00414000B* 

50-449 

M 

B004160111 

50-445 

H 

B004160111 

90-445 

H 

B004160111 

30-443 

n 

8004210147 

90-443 

H 

8004210386 

90-443 

n 

60042  103B6 

30-443 

H 

B0042103B6 

30-443 

M 

B004B103B6 

30-14-S 

H 

0004210392* 

50-449 

n 

8004210392* 

90-44  S 

H 

8004210392* 

90-445 

M 

B0042  10397* 

90-415 

M 

B0042  104001 

30-443 

h 

B004210400» 

30-449 

M 

8004210400* 

90-44  S 

H 

B004S20003 

90-4&b 

0 

B004220141 

90-307 

0 

B004230022 

30-4  bit 

0 

B004230066 

SO-44S 

rt 

8004230066 

50-443 

-H 

B004230066 

90-443 

H 

8004230066 

50-443 

H 

B004230074* 

90-445 

M 

BOQ4230Q74* 

90-443 

M 

B004230074* 

30-443 

H 

B00423010S 

30-367 

0 

B0042401BB 

50-466 

0 

B004240194 

PRH 

80042404B4 

50-23O 

0 

S004250106 

90-443 

H 

LoiueT   Allouayi   Creek-    NJ                                          8004100466 

90-31  1 

0 

B004  100583 

90-31  1 

0 

Luierne   County,  PA                                                           B004140096 

PR 
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AUTHDR 
AFFILIATION 

ACCESSION 
NUMBER 

3UUJECT 
CrtTFGCFiV 

MHH  Technical  Asioclates 
Maine  Voice  of  Energy 
Maine  Yankee  Atomic  Pouiar  Co 

BOO'!140[QG* 
B004310393* 

8004080653* 

8004020016 
0004020345 

PR 
5O-J75    G 
50-309    H 
50-309    O 
50-213    P 

B0040B0263 
B0040B0339 
6004060351 
B0040B0406 
80040B04I  la 

50-309    0 
50-309    H 
50-309    0 
50-309    R 
50-309    R 

BQ04  080634 
B00409Q45B 
BQ041G040(i 
B004  100422 
B0041401S4 

50-309    P 
50-309    0 
50-309    0 
50*309    0 
50-309    R 

6004140157% 
fl0041403Oa 
8004150390 
8004150367 
S004  150370* 

50-309    R 
50-309    P 
50-309    1 
50-309    R 
50-309    R 

B0041B043B 
B0041B0489 
G0041B0492* 
B004210044* 
B004210277 

50-309    P 
50-309    B 
50-309    S 
30-309    Q 
50-309    S 

BD0421027Q* 
S00422053S 
80042B0530» 
8004230005 
8004280562 

50-309    S 
50-309    P 
50-309    P 
50-309    Q 
50-309    R 

M«lnei  State  af 

Marchand  Coni  truct  ioni  Inc 
Marine  Biological  Consultants.  Inc  , 

B001080674 
B004SQOS64" 
B004H90514* 
QOO-J020458" 
BOO-107034S* 

PR 
50-309    R 
CONTRACT 
50-330    H 
50-206    R 

Hanh  tf  McLsnnnn.  Inc  ,  M  t<  M  Nuclear 
Cnnisjl  tan  tip  Inc   Dlv 

Q004010323 

B0040B02B1 
B0040B04B5 
B004H0346 
SOQ4H044a 

50-18     J 

50-250    J 
50-34B    J 
50-346    J 
50-337    J 

Harvln  Enulneering  Co  ,  Inc 
Mjryland,  State  of 

EI0042B0419 
B004B90176" 
BOO'I290186» 

aooioaoi?i. 

S004040375 

90-250    J 
OA999 
QA999 
Stato  Prog 
90-330    P 

Maryland.  Unlv  of 
Mauichu*ettt  Inttltute  of  Technology 

8004100079 
790B020467 
80040B0050 
B0040I0413 
BOOflOI0422« 

PR 
50-li6    H 
50-166    H 
FIEB 
HCS 

Hafchnon  0*t  Producti 
Hattheuii  MauHni  Macfarlane  t<  Barrett 

B004290043B 
0004210426 
SQD4090421 
8004100442 
S00410044K 

CONTRACT 
XPORTLIC 
50-49H   M 
50-49B   M 
50-498   M 

H*y»r,  Broun  b  Plant 

6004100444* 
B004100444» 
6004100447" 
B004100447* 
B004  140060 

90-49B    M 
50-49B    M 
90-49B    H 
90-49B    M 
70-1308 

HcCutchtii'  Doijlii  Brown  tt  Emerten 
MtOr-ath,  E   J 

B004  140070 
8004SB0309 
B0040Q0012 
80040B0132 
B004300S1S 

70-1  30B 
70-1  SOB 
PPBJ 
PROJ 
WASTE  MOT 

Nital  Del  loui  Corp 

Mithodiit  Hidled  Ctnter  at  Illinoii 
P«orU,  IL 
Nttropolitan  Edison  Co 

flOOIlSOOBQ 
B004  100089" 
00041B0092* 
G004220616HI 

8004010330 

XPORTLIC 
XPORTLIC 
XPOFtTLIC 
FOIA 

50-289   S 

8004010344 
B0040I0412 
B0040B0012 
B004030056 
8004020202 

30-320   P 
50-289   P 
30-320   S 
50-2S9   Q 
50-289   0 

S004030B41 
B004030241 
EJ004040231 
B004040304 
B004040318 

30-320    I 
50-320    I 
30-320   P 
30-320   P 
30-320   P 

B004040321 
8004040325 
8004040330 

30-320   P 
30-320   P 
90-320   P 

AUiHOH                    ACCESSION 
AFFIL1ATI1W                   NUMBER 

SUBJECT 
CATECORy 

G004040336 

50-320 

S 

8004040336 

50-320 

S 

B00<)040344* 

50-330 

5 

300.104034  4« 

50-320 

S 

O004040349* 

50-320 

5 

e004010349"t 

50-32O 

S 

B004070319 

50-320 

0 

B004070219 

50-330 

O 

B0040/02B4 

50-2B-! 

P 

B00407O2B5» 

50-289 

P 

S004070290 

50-2B9 

P 

80040/0391. 

90-289 

P 

B004070301 

5O-32O 

P 

8004070306* 

50-2B-7 

P 

B00407031B 

50-33O 

P 

B0040703ES 

50-320 

P 

B0040703I9 

50-3B9 

P 

B004070323* 

SO-2B9 

P 

H004070325" 

30-289 

P 

8004070335 

50-320 

R 

8004070335 

50-320 

R 

B004070339» 

50-320 

H 

6004070416* 

50-3B1 

0 

8004070420* 

50-2B9 

Q 

B004080200* 

50-289 

0 

B0040Q0425 

50-289 

0 

80040B0560 

50-289 

P 

80040B0703 

50-289 

P 

8004080707* 

50-289 

P 

B0040Q0716* 

50-389 

P 

B0040a07BO 

50-289 

0 

BOO4090013 

50-289 

Q 

B004090096 

50-2B9 

Q 

8004090283* 

50-28? 

Q 

8004090395* 

5Q-3B9 

0 

B0040904S2* 

30-320 

I 

B0040904B2* 

50-320 

I 

BO0409O482* 

90-320 

I 

B004  100010 

50-387 

Q 

B004  100015* 

50-289 

0 

80041002B5* 

50-2B9 

0 

8004100308 

50-2B9 

0 

8004100350 

50-330 

F 

8004100350 

50-330 

F 

8004100435 

30-289 

G 

B004100436" 

50-3B9 

0 

B004I  00437* 

50-289 

Q 

B004100479 

30-3B9 

0 

6004  100549 

50-209 

G 

D004  100366 

50-2B9 

G 

8004110029 

50-289 

G 

80041  1009U 

50-28? 

C 

BOO 

BOf 

f" 
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AUTHOR 
ftrFlLIATlON 

ACCESSION 
NUMDER 

SUBJECT 
CATEGORY 

6004150436 
B00415Q446 
B004  150446 
B00415047B 
B004190499 

90-330        P 
90-320        P 
50-320        P 
90-320        H 
50-320        0 

8004190499 
6004160179 
S0041601B4* 
6004160290 
e0041i029B» 

SO-330        G 
90-320        P 
50-320        P 
SO-320        P 
50-320        P 

B004  170023 
0004170039 
6004170048 
B004170104 
8004170106* 

50-330        P 
50-320        P 
50-320        P 
50-289        P 
90-3B9        P 

eooii7oaai» 

B0041BOa3B 
B0041B0339* 
S004  160473 
6004210089 

50-289        G 
90-320        R 
50-320        R 
9Q-2B9        0 
50-320        0 

8004210350' 
6004210421 
E00432000B 
8004220102 
SQQ42S0323 

50-209        0 
50-269        0 
50-320        S 
90-320        0 
90-3B9        P 

8  00  42  2  0224" 
BO  04  220393 
8004220405 
B004S20542 
6004220945* 

5Q-2H9        P 
50-320        Q 
50-320        0 
90-2B9        P 
30-289        P 

B004220552* 
S004220654 
B004330001 
6004230030 
B004230406 

90-2B9       P 
50-289        P 
90-289        G 
50-2B9       G 
50-289        S 

8004S30411* 
B00423Q493 
8004230499" 
B004240399 
8004250356 

50-269        S 
50-339        S 
SO-2B9        R 
50-320        P 
30-320        P 

B00425Q360 
0004250367 
9004250377 
B0042903B9* 
8004250433 

30-320        Q 
SO-2Q9        P 
50-320        8 
50-330        S 
50-330        P 

60042G0630 
Q0042B0633S 
BO  04280  633* 
B004H90510 
6004300409 

50-330         1 
50-330        I 

so-aao      i 

50-320       S 
90-330       F 

Hiami    Valley    Poiuer    Pioject 
Miami,     FL,     Unlv      of 

Michigan  State  Unlv 

8004300586* 
B004090197 
a00402023<J» 
8004020272" 
8004010227 

90-269       0 
50-358       H 
30-309        Q 
50-309        G 
90-294        P 

Michigan.    State    n-f 

6004010229« 
S004U0039* 
B004240479* 
B0040S0237* 
fl00409036B* 

90-294        P 
30-320        P 
50-3EO        P 
State  Prog 
90-416       M 

11  i  c  h  i  9  a  n  i    L)n  i  v      of 

8004150531* 
7904110103 
B004030300 
80040403B5 
6004040389* 

50-315        P 
90-2            P 
ACRS 
50-2             P 
90-2             P 

Middle    South    Uti  J  i  t  IBI.  I  ne 
Mike  Au»r  Conitfuction  Co 
Miller.  Qalu   !<  O'Wptl 

B00423QB35 
8004020276* 
B004240043 
8004240043 
8004240043 

50-313         1 
40-2061 
90-449       M 
50-445       M 
50-149       M 

B004240045 
6004240049 
0004240045 
8004240045 
6004240033 

50-445        M 
50-443       M 
90-449        M 
50-445       M 
50-445       M 

Minnesota,     Gtite    of 

8004240053 
B004240093 
6004090196 
9004210160* 
9004930083 

90-445       M 
50-449       M 
PR 
PR 
90-282       0 

MInn»s.ata.     Unlv      of,    Miimsapol  it 

8004330088 
0004230100 
EI004230100 
B004080713 
6004100363* 

50-362       0 
50-262        0 
50-BB2       G 
PC  I  A 
CONTRACT 

AUTHOR 
AFFILIATION 

ACCESSION 
NUMBER 

BUDJECT 
CATCOORV 

Mississippi   Puuitr   t-  Light   Co 

9004090254 
S004090341 
BQ0409Q341 
3004090345* 
BQ  04  0903  4  SB 

REQOQ 
50-416         A 
90-416         ft 
50-416         A 
90-416         A 

8004  100362 
6004100439 
8004100941 
B004  150200* 
0004150200* 

SO-41&         H 
PR 
REGQD 
50-416         H 
90-41  A         H 

B0041S096Q 
8004130566 
8004170071 
B004  170071 
B00417O074* 

50-414         8 
90-4  14         B 
SO-fllfr         B 
50-416         S 
50-416         S 

8004  I  7007  If 
0004170343 
9004170243 
0Q0421032B 
6004220287 

90-416         B 
90-41  h         A 
50-416         A 
30-416         A 
50-416         C 

6004320287 
8004230293* 
6004220293" 
0004230421 
8004230421 

50-416         C 
90-4  It,         C 
90-416         C 
50-41i         C 
90-416         C 

9004230070 
8004230332 
0004230322 
B0042B0365 
8004280369 

50-416         d 
90-416         0 
50-416         0 
50-416         K 
90-(H6        K 

6004280371* 
80042S03Q1* 

8004260301* 

B0042B04Q1 
0004980481 

90-4  Ifr        K 
50-416         K 
90-416         K 
90-416         S 
90-4  1  6         3 

B0043B04B4 
00042804fl4 
fi004ae04')9 
8004300499 
8004360301 

90-416         S 
90-416         B 
90-416         fi 
90-416         B 
BO-416         « 

B004S80501 
6004800917 
B0042B0317 
80042B0520 
B0042Q0920 

90-416       S 
50-416         B 
90-416         B 
50-416         B 
90-416         S 

6004300923* 
00042B05B2* 
8004500941 
6004360341 
8004200606 

50-416         B 
90-116         fl 
90-416         3 
BO-416        B 
90-416       fi 

B004SB06Q6 
0004200610 
0004260610 
B00428061B* 
6004HB061B* 

50-4  1  1.       9 
90-416       B 
50-4  1&       8 
50-416       Q 
90-416       9 

Mlsiourli    Uuiv      of,    Colurah  ia 
Hi  1  1  our  i.    Unlv      of,    Rolla 
Mitsut   i,  Co    ,    Ltd 
Mobile  SijstBma 
Monsanto  Research   corp 

B004300S03 
0004290005* 
B004130S4S 
6004030014* 
8004030334 

70-754, 
90-123       Q 
XPQRTL.1C 
CONTRACT 
71-9112 

Mnntanai    Univ      of 
Morgan.    Luuli   t<  BocHu* 
Kurphij   it  Parish 
NL   InilustrtB*i     Inc 

8004030399* 
0004030307 
8004070303 
B001100471 
0004060148* 

71-9142 

FQIrt 
90-409       P 
50-35B       H 
FOIA 

NL   Industries.    NL  Nuclaar    Div 
NU3  Carp 

6004080069 
8001140010 
B0042202E3 

aooiaaoiit 

B004070347* 

XPORTUC 
XPORTLIC 
71-9010 
71-^tHO 
50-320       R 

NU0AC,  Inc 
National   Wlldltfs  Federation 

Natural    Resource*   Defen*B   Council 

800410046S* 
B00409Q4B5* 
6004020093 
8004070181 
0004100299 

90-155       0 
CON  TRACT 
40-4172 
40-4492 
70-143 

Navui  Dept   of 

8004190101 
6004310392 
8004290184 
B00415027B* 
80041  SOK84* 

SO  -574       0 
70-143 
FOIA 
71-4-7 
71-47 

NavijiDapt    of.    Naval    Nucltar   Power   Unit 

9004210357i 
8004300082 
0004150099 
9004150103* 
8004150106* 

70-143 

71-9043 
71-273 
71-B73 

71-273 
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AUTHOR 
AFFILIATION 

ACCESSION 
NUMBER 

SUBJECT 
CATEGORV 

BOO-J150H2 
QOQ415O117' 
8004150121* 
8001150123 
S004150125* 

71-367 
71-367 
71-367 
71-lli 
71-114, 

8004150127" 
0004150272 
B004240314 
0004240322" 
0004240331* 

71-116 
71-49 
71-107 
71-107 
71-107 

Navy-Copt  of,  Naval  Research  Laboratory 
Nibrasta  Public  Power  District 

8004290009 
9004010454 
8004010457* 
0004040396 
0Q0409O303 

NUHEG 
50-298    R 
50-298    R 
50-298    R 
30-29B    R 

0Q0409O304* 
6004140479 
0004230192 
0004230457 
B0042S0077 

50-S90    R 
30-298    Q 
SO-29Q    0 
90-298    P 
SO-29B    0 

0004250240 
8004250391 
00042B0184 
B0042B01S6* 
B0042B0574 

RECQD 
50-29B    F 
SO-29S    0 
50-29B    0 
50-298    B 

N*bra»k«.  State  of 
Heutron  Products,  Inc 

8004260979* 
8004110127 
0004230417 
8004090119 
0004090121* 

50-298    S 
REGOD 
NUREO 
71-121 
71-121 

Nevada,  State  of 

Htiu  England  Medical  Center  Bottom  HA 
N«u  Hamp-ih  ire.  State  of 

B0040B0699 
8004240077 
B004240081* 
B0040B0213* 
B0040701Q7 

PR 
State  Prog 
State  Prog 
70-2254 
PR 

Boo407oaoa* 

0004100604 
80041006091 
8004100612* 
B004  170294 

PR 
PR 
PR 
PR 
PR 

Niu  Jtr*eii,  State  of 

80040B0633 
8004090003 
6004090008* 
8004140108 
8004140149 

30-273   G 
50-272    0 
50-272    0 
PR 
PR 

litu  Meiico,  State  at 

8004210140 
0004020159 
8004020182 
0004020196 
8004070340 

PR 
WASTE  MOT 
WASTE  MOT 
WASTE  MOT 
WASTE  MOT 

Nta  fork  Univ 
Hi  a  York,  Skate  Unlv   of,  Buffalo 
N«u  Vork,  State  of 

9004180298* 
80040100090 
7903190094 
8004020144* 
80040001  52 

COMMISSION 
CONTRACT 
30-97    P 
ACRB 
PR 

N*ui  Vork.  NY 

8004100003 
BQ04100443 
8004100448 
8004230190* 
B004070Q980 

PR 
PR 
30-244   F 
50-3     » 
30-3     P 

Nl«gara  Kohaufc  Pouer  Corp 

80042100930 
Q004010330 
8004010373 
8004010392 
Q004040404 

30-3     H 
30-220   P 
30-220   0 
30-220   Q 
90-220   R 

B004070SA9 
80040804  IS 
8004080642 
0004090239 
0004090309 

50-220   F 
SO-S20   Q 
50-220   Q 
50-220   Q 
PR 

B004  100401 
8004110053 
8004140406 
00041404110 
8004180343 

50-220   a 
50-220    Q 
50-220   R 
30-220   R 
50-220   F 

B0041B034<?o 
8004210407 
00042203010 
80042203060 
00042B0539 

90-220   F 
50-220   P 
30-2SO   P 
90-S20   P 
50-410   S 

B0042203770 
8004230419 
8004SB0396 
8004280440 
8004890363 

SO-410   S 
50-410   A 
30-410   H 
30-220   H 
30-220   H 

AUTHOR 
AFFILIATION 

ACCESSION 
NUMBER 

SUBJECT 
CATEGORV 

800430029Q« 

50-4  1O 

0 

Niisho-Iiuai    American    Corp 

8004240190" 

70-2aOS 

B004240202* 

70-2305 

Nondastruc  tivH     Inspection   Service 

0004150132 

71-97 

B004  150133* 

71-97 

North    Carolina    State    Unlv 

B00422055B 

50-111 

It 

8004220560= 

90-1  11 

R 

B004220963» 

50-1  11 

R 

North   Carolina,    Unlv      of 

8004140453 

NUREO 

8004150171* 

CONTRACT 

NorUcutt   eiu 

B004Q8001B 

50-145 

M 

8004090427 

50-445 

M 

Northeast    Nuclear    Energy    CD       (subs      of 

B004020331 

50-345 

P 

Northeast   Utilities) 

8004030232 

50-33& 

P 

B004030390* 

50-336 

P 

B0041006OBO 

50-423 

S 

80041(0457 

50-245 

P 

B0041104630 

50-S45 

P 

8004110375 

50-245 

Q 

8004150409" 

50-245 

I 

60041^0254 

50-245 

J 

0004160254 

50-245 

J 

B004160354 

50-245 

J 

B004170012 

50-213 

P 

B004170012 

50-213 

P 

B0041B0383 

50-245 

R 

B0041B03BS* 

50-245 

R 

8004190390 

50-336 

S 

B004  180404" 

50-33A 

S 

S0042203{,4 

30-336 

P 

B00422041  1 

30-336 

R 

8004320413" 

50-336 

f) 

8004320670 

50-336 

5 

0004220679" 

50-336 

S 

8004330413 

50-423 

A 

0004340373 

50-245 

P 

B0042S0362 

50-245 

P 

0004360923 

50-336 

6 

8004290057 

50-245 

Q 

0004290651 

30-245 

P 

Northeast   Utilities 

8004010407 

50-336 

S 

0004010417* 

SQ-336 

8 

8004010433 

50-336 

S 

B004010429* 

50-336 

3 

8004020408 

50-313 

F 

800402040B 

50-313 

F 

B00402040B 

90-213 

F 

8004030313 

50-345 

P 

0004030361 

50-213 

a 

0004030293 

50-313 

p 

0004040203 

50-245 

n 

B004040206* 

30-243 

R 

0004040206* 

50-245 

R 

0004040206* 

90-245 

R 

8004040249 

50-336 

p 

8004040354" 

50-336 

p 

8004040306 

30-245 

p 

8004070319* 

30-245 

0 

8004070365 

30-213 

p 

8004070365 

50-213 

p 

8004090309 

50-336 

p 

0004000537 

90-245 

1 

6004090308 

50-336 

S 

80040903110 

30-336 

S 

B004090466 

30-336 

Q 

8004100417 

90-334, 

Q 

0004140129 

50-245 

Q 

8004  1  S0320 

90-245 

I 

B004  1  50320 

50-245 

I 

6004190379 

30-213 

J 

8004170194 

30-336 

8 

8004170199* 

50-336 

S 

8004170224 

50-336 

S 

80041702260 

90-336 

8 

8004190408 

90-33A 

8 

8004190411* 

50-336 

8 

8004190437 

90-245 

S 

8004180440* 

90-243 

5 

8004210246 

50-245 

R 

8004210249* 

50-245 

R 

B0042B0530* 

30-336 

8 

8004290299 

90-245 

3 

8004290303* 

50-249 

S 

Northiait   Utilitle*   Service   Ce 

8004020418* 

90-2J3 

F 

I  C 


AUTHOR                    ACCeSSIOtJ 
AfFlLlATIOfi                   NUMBER 

SUBJECT 
CATEGORY 

800402041  B» 

50-213 

F 

900402041  B« 

50-213 

F 

B004  150327 

50-24S 

H 

8004150337 

50-245 

R 

80041SQ493* 

30-213 

H 

Northern  lllinon  Univ                    B0042B0366* 

50-10 

H 

Noi-tharr  Indiana  Public  Service  Co        B004030092 

50-367 

0 

B004040053 

50-367 

0 

B0040BQ331 

50-367 

R 

B004150453 

50-367 

R 

SOQ422Q553 

50-367 

R 

6004280494 

50-367 

R 

0004300431 

50-367 

R 

Hoi  them  States  Pomei-  Co                8004010151 

50-306 

Q 

BOO  40  104  52 

50-263 

S 

8004010455* 

50-263 

S 

BOO  40403  19 

50-263 

P 

8004040436 

50-263 

Q 

800407005B 

50-262 

Q 

800407003B 

50-2B2 

Q 

8004070210 

50-2B2 

Q 

B00407O210 

50-2B2 

0 

0004080325 

50-282 

F 

3004090369 

50-263 

F 

BQ04DB0373 

50-263 

P 

B0040B0400 

50-263 

P 

BOQ40BQ47S 

50-282 

S 

B0040B0479 

50-263 

F 

B0040BQ484* 

50-262 

S 

B0040B0508 

50-263 

F 

3004090233 

50-263 

F 

8004  100070* 

SO-2B2 

0 

800414033? 

50-3B3 

R 

80041  40339 

SO-2B2 

R 

8004140344* 

50-3B3 

R 

Q004  140390 

50-363 

S 

8004140431 

50-363 

8 

8004140435 

30-2B3 

a 

0004140437* 

50-263 

S 

8004140440" 

50-283 

S 

B004  130339 

30-282 

P 

8Q04IS0401 

50-263 

R 

60041SO405* 

30-263 

R 

8004150343 

50-263 

S 

8004130555* 

30-263 

S 

B0041  50364* 

50-263 

S 

B00415057U 

50-263 

3 

B004  150380* 

SO-263 

S 

BQD4150587 

50-282 

3 

B0041505B9* 

50-263 

S 

800-H5Q59B* 

SO-263 

6 

8004150603* 

50-2B2 

S 

80041506)0* 

50-263 

8 

80041506(7* 

50-263 

S 

8004150623* 

50-263 

S 

8004160013 

50-282 

0 

B004I7O056 

30-282 

r 

B004  170036 

50-283 

F 

BQ04  170059* 

30-283 

r 

8004170059* 

50-282 

F 

0004160296 

50-306 

Q 

80041B0307* 

50-306 

Q 

B004I  00341 

SO-2B2 

ft 

8004  180342* 

50-282 

ft 

B004  180342* 

50-283 

P 

80041B0357 

30-363 

P 

80041B0360* 

50-363 

F 

B0041B03BO 

50-306 

S 

8004100386* 

50-306 

5 

50-263 

3 

50-263 

S 

50-2B2 

Q 

90-382 

S 

50-283 

Q 

50-283 

Q 

50-382 

Q 

50-2B2 

Q 

30-388 

P 

50-306 

Q 

CONTRACT 

XPORTLIC 

PR 

71-669B 

>11SC 

AUTHOR 
AFFILIATION 

ACCESSION     SUBJECT 
NUMBER        CATEGORY 

B0040B0117*   FCJ1A 

Nuclear  Energy  Service,  Inc 

0Q0409037i»    50-409    P 

Nuclear  Fuel  Services,  Inc   (subs   of 

8004040041*    70-143 

Qettij  Oil  Co  1 

B004070049*    70-143 

8004070432     70-143 

B004090235*    70-143 

8004090337*    70-143 

8004100219*    50-201    fl 

8004140024    71-247 

8004140027*   71-349 

B004130062     50-301    R 

8004150071*   30-301    II 

8004180096     50-201    P 

6004180143     70-143 

8004180213     70-1*13 

8004180482     70-143 

0004210190    70-143 

8004220081    70-143 

8004320133    70-143 

8004220219    70-143 

8004230053    30-301    R 

0004230060*    30-30]    R 

8004300003    70-143 

0004300024*    70-143 

8004300083     70-143 

Nuclear  Medicine  ASBOC  iates,  Inc 

8004230032*    FOIA 

Cleveland,  OH 

Nuclear  Patiaging,  Inc 

0004320184    71-9130 

B0042201B9*    71-9130 

8004230193*   71-9130 

Nuclear  Pharmacy,  Inc 

B0040903&B    FOIA 

8004390173    FOIA 

Nuclear  Services  Corp 

8004380624*   50-255    F 

Nuclear  Sustems,  Gamma  Industries  Div 
Oak  Ridge  National  Laboratory 

0004300627*    30-353    F 
8004020023    71-9133 
8004030291    ACRB 

8004040369    RES 

B004070143     REB 

8004100399    REB 

8004100411     REB 

8004110466    TOPREP 

8004130039    RES 

B0041SQ036    RE8 

8004160088     RES 

8004160093    RC8 

8004170339     NUflEO 

0004170336     NUREO 

8004330303*   NUREO 

B0048404B7    REB 

0004300024     NUREO 

8004300020    NUREO 

Ocean  Countg,  NJ 

8004280049    NUREO 
8004110533    Pfl 

Ogle  Petroleum,  Inc 

8004210446    Pit 
6004030001    40-8749 

6004S40S63    40-8743 

Ohio  EdUon  Co 

000-1080499    30-334    1 

Ohio  State  Univ 

0004000502*   30-334    1 
B004080090*   50-150    J 

Oklahoma  State  Univ 

8004230314    30-320    It 
8004000000*   FOIA 

Oklahoma,  State  of 
Omaha  Public  Power  District 

0004200030    30-556    G 
8004010346    50-205    P 

8004140021    30-285    0 

8004140368    30-203    P 

8004130391    80-283    R 

800413039B*   90-283    H 

0004220361    30-285    P 

Omni  dine  Corp 

8004S30006    30-283    O 
8004020179*   COMMISSION 

9" 

0004080239     80-230    0 

8004080239    80-H30    0 

8004080350    80-330    0 

8004840096    80-230    0 

Oregon,  State  of 

8004S40086    30-330    0 
8004E90300    SO-314    D 

Orlando,  FL 

6004  100474*   50-303    I 

Q 

8004180478*   50-302    I 

' 

8004830091    50-367    0 

PRC  Bitterns  Services  Co 

8004830101*   50-367    0 
80048403B9*   50-275    F 

PSE  ti  0  Research  Corp 
PUR  Sustem  Div  PA/PI 
Pacific:  Gas  &  Electric  Co 

8004080391*   SO-S.73    P 
8004890066    50-518    B 
8004010436    30-273    A 

CORPORATE  SOURCE  INDEX 
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AUTHOR 
AFFILIATION 

ACCESSION 
NUMBER 

SUBJECT 
CATEGORY 

BQ04010437 

50-275   A 

8004O10441* 

30-273    A 

B004010441* 

5O-275    A 

B004030317 

PRDJ 

S00404005B 

PROJ 

BQ04040Q65* 

50-344    T 

B004040068* 

PflDJ 

B004040131 

50-275    8 

B0040402B1 

50-275    A 

B0040403B1 

30-279    A 

B004QBOOI2 

PROJ 

B0040BOi32 

PROJ 

BQ04QB0443 

50-275    A 

B0040B0443 

50-275    A 

B0040B0447 

50-344    P 

(3004080466 

50-275    A 

8001080401 

5O-133    B 

SQ040B04S7* 

50-  1  33    S 

BOD4  100233 

SO-  133    1 

B004  100233 

50-133    1 

8004100233 

50-133    I 

S004100S44* 

30-133    I 

B004I  50003 

50-133    0 

B004  150337 

50-275    A 

B004  150337 

50-275    A 

8004130343 

50-275    A 

6004150343 

50-275    A 

B004  150439 

50-275    A 

G00415Q441* 

50-275    A 

B004  160253 

50-275    A 

6004160353 

50-275    A 

BQ04160296* 

50-275    A 

BOQ4  160259* 

90-275    A 

B004  160260* 

50-275    A 

80D4160264* 

30-275    A 

B004  160267* 

50-275   A 

6004160271* 

50-275    A 

S004  170076 

50-275   A 

B004  170333 

50-133   R 

B004  170236*  ' 

50-133    fi 

3004520406 

30-275    A 

B004320692 

30-273   A 

BQQ4220697* 

BO-275   A 

8004220697* 

30-27S   A 

B004220704* 

50-275   A 

B00422Q704* 

50-27B   A 

B004220716* 

50-275   A 

8004220716* 

50-279   A 

8004220727* 

SO-275   A 

B0042207271 

30-S73   A 

8004220737* 

50-275   A 

8004320737* 

90-275   A 

6004220744* 

90-275   A 

BQ04S20744* 

SO-275   A 

B004220751* 

50-273   A 

8004220731* 

30-275   A 

8004220799* 

30-273   A 

6004220733* 

50-279   A 

B004B403B4 

30-275   F 

B004240334 

50-275   P 

8004200373 

90-279   A 

Pan  Aw  trie  in  World  Airway*.  Inc 

BQ041S0062 
B0041B0061?* 

71-96 

71-96 

Par  Si/«t«(Tit  Corp 

B004040I41 
S004040I92* 

XPORTL1C 
XPDRTLIC 

Pathfinder  Mlnof  Corp 

B004020291 
B004E90444 

40-2359 
40-6622 

Pe*nnii;lvaiila  Power  b  Light  Co 

B0040703S2* 
80040B0363 

50-387   Q 
30-3B7   8 

80040B09U 

50-387   8 

B0041000?B* 

50-3B7   Q 

30041  40392 

30-3B7   A 

8004210335 

50-320   P 

8004290394 

50-387   S 

8004290394 

30-397   S 

B004290379« 

BO-3B7   S 

B0042903T9* 

30-387   B 

B004300374 

30-397   S 

8004300374 

SO-3B7   B 

B0043003B3* 

30-3B7   8 

B00430D3B3K 

90-397    B 

P*nn»vlv«ni«  Power  CD 

S004070297 
6004070298* 

SO-334    I 
50-334    I 

P*nn|.<|lv*nt«r  8l*te  of 

B00401042& 
B004070013* 

90-334   0 
30-320   P 

AUTHOR 
AFFILIATION 

ACCESSION 
NUMBER 

SUBJECT 
CATEGORY 

8004090196 

PH 

8004090476* 

50-320 

I 

0004090479* 

90-320 

I 

B0040904BO* 

50-320 

I 

B0040904B1* 

50-32O 

I 

B0041  00339 

50-289 

0 

8004  140074 

50-299 

0 

S004  140077* 

50-289 

0 

B0041400BO* 

30-239 

0 

B004140oa4» 

50-289 

0 

600414026B 

50-387 

A 

B004210493 

50-239 

0 

8004290092 

90-334 

T 

8004290093* 

30-334; 

T 

B004E90101* 

30-334- 

T 

People  Againit  Nuclear  Energy 

6004160133* 

30-289 

0 

8004230036 

50-239 

0 

Perionnel  Assestmtnt  b  Selection 

8004170139 

FOIA 

Service.  Inc 

Petersoni  Ron  t~  Sthloerb  S  Soidtl 

8004090176 

90-320 

P 

Philadelphia  Electric  Co 

8004010406 

90-277 

P 

B004070270 

50-277 

R 

8004070270 

50-277 

R 

8004070271* 

50-277 

R 

3004070271* 

30-277 

R 

B00407031I 

50-270 

S 

3004080349 

30-277 

P 

B0010B0349 

30-277 

P 

B0040B0933 

90-277 

P 

B0040B053B 

SO-277 

P 

8004080543 

30-277 

P 

80040B0543 

90-277 

P 

6004080343 

50-277 

P 

B004100211 

90-277 

Q 

8004100261 

30-171 

Q 

BOD4  100421 

SO-352 

0 

B004  1  40064 

90-277 

Q 

B004140273 

90-277 

P 

8004140317 

90-332 

1 

3004140319* 

SO-352 

I 

B004  1  50346 

50-277 

I 

B004  130250* 

90-277 

I 

1 

8004150267 

30-171 

I 

B004  150470 

50-277 

I 

B004  150470 

50-277 

I 

6004  1  30560 

SO-277 

B 

8004160187* 

50-277 

0 

8004170220 

90-277 

R 

3004170228 

50-277 

R 

8004170230* 

50-277 

R 

B004  170230* 

90-277 

R 

8004170246 

50-277 

P 

8004170246 

30-277 

P 

B00417025S* 

90-277 

P 

8004  170293* 

50-277 

P 
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AUTHOR 
AFFILIATION 

ACCESSION 
NUMBER 

SUBJECT 
CATEGOR' 

1 

8004040306* 

50-45B 

A 

Pi  Us'iurgh,  Univ  of 

B004  15007'! 

NUREG 

Plateau  Resources,  Ltd 

800428004.4 

40-6698 

Pollution  I  Environmental  Prat  lernn,  Inc 

8004010171 

FQIA 

Pollution  Environmental  Problems 

8004150031 

50-268 

P 

B0042B0590 

50-295 

Q 

Porter-Gai-ti  Consultants,  Inc 

9004110420 

50-330 

R 

0004250395 

50-320 

R 

Portland  General  Electric  Co 

aoo4oioooe 

50-344 

0 

BOQ4010334 

50-344 

P 

0004020235 

50-344 

G 

8004030409 

50-344 

P 

6004030240 

50-344 

P 

00040302431 

50-344 

P 

800404004.3 

50-344 

T 

B004040073* 

50-344 

T 

BQ040a03Ba 

50-344 

P 

0Q040B0442 

30-344 

R 

80Q40S0446* 

50-344 

R 

BOQ408Q5Q6 

50-344 

P 

BQ040B05Q9* 

50-344 

P 

8Q040B0542 

50-344 

Q 

800-11003736 

30-344 

Q 

BQ041004S9 

50-344 

P 

0004130440 

90-344 

S 

8004150442* 

50-344 

8 

9004160399 

30-514 

F 

6004  180361 

50-344 

P 

0004180362* 

50-344 

P 

8Q041B0364* 

50-314 

F 

B004  190366* 

50-344 

P 

9Q041B0466 

50-344 

P 

B0041B0467* 

50-344 

P 

80041  904  70» 

50-344 

P 

9004220695 

50-344 

P 

0004280296 

50-344 

P 

8004290471 

50-344 

S 

G00429Q47B* 

30-344 

8 

B0043003BO 

50-344 

P 

0004300397 

30-344 

0 

Potomac  Al  liatice 

B0042B02  1  1 

50-338 

0 

Power  Authority,  of  the  State  of  N«u  York 

8004010259 

50-333 

P 

0004010367 

50-333 

P 

8004020219 

50-333 

J 

9004030216 

30-333 

8 

B004030E1B* 

30-333 

S 

8004030267 

50-296 

Q 

8004030273 

50-333 

B 

B004030H7B* 

30-333 

0 

6004070396 

50-333 

R 

8004070300* 

50-333 

R 

BQ040B0124» 

FOIA 

6004080366* 

50-333 

0. 

6004080328 

30-296 

a 

9004000381 

SO-2B6 

p 

00040B0419 

30-333 

G 

6004000473 

50-333 

p 

6004000632 

80-2B6 

0 

9004090133 

50-333 

Q 

B00409031B 

30-333 

R 

6004090320* 

50-333 

R 

9004090354 

50-SB6 

0 

S00409Q436 

50-333 

8 

B004090440* 

50-333 

S 

6004090452 

30-333 

0 

8004100434 

PR 

B004110437 

50-2B6 

S 

B004tl0442« 

50-286 

B 

6004140398 

50-333 

S 

8004140416 

50-286 

8 

B0041  40422* 

30-206 

S 

0004150364 

50-333 

P 

8004150458 

90-286 

Q 

9004150508 

50-333 

S 

S004  170061 

50-236 

P 

B004I70064 

50-333 

P 

8004100343 

90-206 

P 

8004100350 

50-286 

P 

0004100389 

50-247 

P 

3004180309 

50-247 

P 

B004  180399 

50-E47 

P 

8004180395" 

30-247 

P 

0004180395* 

50-247 

P 

B004IB039S* 

50-247 

P 

8004180426 

90-2B6 

R 

AUTHOR 
AFFILIATION 

ACCESSION 
HUMBfcR 

SUBJECT 
CATEGORY 

8004160434* 

50-286    R 

9004100448 

50-396    S 

B004190461» 

90-286    S 

8004210061* 

SO-2B6    Q 

9004220445 

50-333    Q 

0004320741 

50-286    S 

8004  2207491* 

50-29b    8 

B0042E0767 

30-333    3 

0004220771* 

50-333    S 

8004320787 

50-286    Q 

00042B0552 

50-333    S 

0004280559* 

50-333    8 

8004290476 

50-333   S 

8004290402* 

30-333    8 

B004290S04 

30-333    3 

8004290511* 

50-333    0 

B0043Q0041 

30-296    Q 

8004300044* 

30-286   Q 

Poiuer  Reactor  >i  Nuclear  Fuel  Development 

8004020484 

XPQRTLIC 

Corp 

President  at  US  1  Eiecutivo  Offices 

8004030335 

COMMISSION 

B004070077* 

50-327   H 

000414.0026* 

90-155   H 

8004140097* 

50-339   H 

8004140190* 

50-339   H 

8004210031" 

30-339    H 

President'i  Comm  for  Bt<JtS,<i  of  Ethical 

B004300606* 

COMMISSION 

Prob  In  hied  (,  Qlome  &  Behav  Reiearch 

Princeton  UnlV 

8004100127* 

30-3      F 

Public  Interest  Lain  Center  of  Philarfelph 

8004170239 

50-320    P 

la 

8004250378 

90-320    P 

B0042902B9 

SO-320    P 

Public  Lain  Utilities  Group 

8004B30466 

30-458   M 

Public  Service  Co   of  Colorado 

8004010450 

50-267   P 

8004030130 

50-267   Q 

8004030131* 

50-267    Q 

8004030132* 

50-267   Q 

' 

8004030133* 

50-267   Q 

0004030134* 

50-267   0 

8004030136* 

SO-267   Q 

9004070286 

90-267   P 

8004080399 

90-267   F 

0004080422 

30-267    8 

8004090427* 

30-267   S 

B004QS0303 

50-267   B 

9004000312* 

90-267    B 

S004  130333 

90-267   R 

0004150336* 

50-267   R 

8004.1  50338 

50-267   R 

8004130432 

50-267   8 

0004150438* 

50-267    9 

0004150S42 

90-267    S 

B004130532* 

90-267    B 

B0041SOSB2 

SO-267    S 

0004150611* 

90-267   8 

8004150626 

50-267   6 

8004130634* 

50-267   B 

0004310166* 

BO-267   fl 

8004510260 

SO-S67   R 

0004210271* 

50-267   R 

8004210294 

50-267   8 

8004210296* 

90-867   9 

8004210354 

50-267    Q 

80042E0773 

50-B67    I 

8004220778" 

30-867    I 

0004S40323 

50-867    B 

8004240328* 

30-267   B 

8004240469 

90-S67   Q 

8004290390 

90-B67   0 

Public  Service  CD  of  Indiana-  Inc 

80040B0160 

50-846   A 

8004.080  16B> 

90-546   A 

9004090146* 

50-346   Q 

B004  100291* 

90-94.6   0 

8004.100291* 

90-346   Q 

8004100371 

30-B46   a 

9004110956* 

50-546   Q 

B0041105S6* 

30-546   Q 

8004180223 

50-546   0 

9004.210131 

50-346   Q 

6004290426 

90-346   A 

8004300348 

90-546   A 

B004Q0034Q 

50-946   A 

B0043003SO* 

50-546   A 

8004300350* 

30-346   A 

CORPORATE  SOURCE  INDEX 


AUTHOR 
AFFILIATION 

ACCESSION 
NUHBER 

SUBJECT 
CATEGORY 

Public  SflrvicB  Co   of  Neui  Hampshire 

8004070106* 

50-443 

0 

Q004070303* 

30-443 

I 

Public  Service  Co   of  Oklahoma 

8004160161 

50-356 

C 

B004220334 

90-556 

G 

Public  Service  Electric  &  Gas  Co   of  Neu 

B0040  10322 

50-272 

S 

Jersey 

B004O10331 

SO-273 

R 

B004010337* 

50-272 

R 

8004010348* 

50-273 

S 

9004010356 

50-272 

8 

B004010370* 

50-272 

S 

B00401043B 

50-31  1 

A 

8004010443 

50-311 

A 

8004010447 

50-311 

Q 

8004010449 

30-311 

A 

B0040  10433 

30-311 

A 

B004040282 

30-311 

A 

8004040313 

50-31  1 

A 

B004040317 

30-272 

S 

8004040334* 

30-273 

S 

9004070225 

50-272 

I 

B004070230 

5O-31  1 

A 

B0040B0114* 

50-354 

S 

B0040B031B 

50-272 

Q 

B0040B0390 

50-272 

P 

80040B0525 

90-272 

S 

80040B0333* 

50-272 

S 

B004090317* 

50-353 

S 

8004100157" 

50-354 

Q 

8004100217 

90-273 

0 

8004100256 

90-272 

Q 

8004100613* 

50-311 

8 

8004110303 

50-311 

A 

8004110426 

30-311 

A 

B0041  10431 

50-31  1 

A 

8004110468 

30-311 

A 

8004110474 

50-311 

A 

B004110475* 

50-311 

A 

B004  110492 

50-272 

8 

0004110494* 

50-273 

B 

B0041  10497 

90-272 

0 

8.004110300* 

90-272 

Q 

8004140320 

90-373 

S 

S004  140323* 

50-272 

B 

8004140109 

50-373 

S 

B004140412* 

30-272 

8 

B0041  50030" 

50-272 

Q 

00041  50852* 

50-377 

I 

8.004130386 

90-272 

R 

S0041503B9* 

50-273 

R 

5004150469* 

30-311 

0 

B004130S93 

30-272 

B 

00041  SOiiSB" 

30-372 

S 

0004160246 

30-272 

0 

0004160H49 

50-273 

Q 

6004170060 

30-272 

P 

0004170063 

30-872 

P 

B00423Q33S 

30-311 

P 

0004340369 

30-311 

F 

9004240377 

50-311 

F 

8004340494 

50-373 

0 

B004E40494 

30-272 

Q 

B0042S0234 

SO-354 

Q 

8004250366 

50-373 

P 

9004230366 

50-272 

P 

8004290393 

50-311 

A 

BQ042B0124* 

50-372 

Q 

B0042B0174* 

50-354 

a 

8004280307 

50-273 

0 

B0042B0225 

50-272 

8 

8004290489 

50-272 

R 

8004290497* 

50-373 

R 

B0043004B8 

50-272 

Q 

Puget  Sound  Pouer  b  Light  CD 

8004030351 

PR 

R  F  Denoncourt 

8004210366* 

50-320 

P 

R  W  Back  fc  Associate 

8004100357* 

CONTRACT 

Reillg  (,  Like 

8004100041 

PP. 

Rensielier  Polytechnic  Inmt 

B00430O320* 

50-325 

0 

Resources  Publlthlng  Co 

6004070016 

FOIA 

Reuttt—  Stokesi  Inc 

8004100543 

REGOD 

8004220210 

REQGD 

Rhode  Iiland.  SUt«  of 

Q004  100494 

PR 

8004160059 

PR 

Riveriidi  hUthodiwt  Koip   Columbus,  OH 

79U1403B1 

Docket  30 

8004220075* 

FOIA 

AUTHOR                                                      ACCESSION 
AFFILIATION                                                   I4UMHER 

SUDJECT 
CATCGDRY 

0004220072* 

FOIA 

BOD-i230iOft 

FOJA 

S004220312* 

FOIA 

aoo-i3aosai.a 

FDIA 

BO04220346» 

FOIA 

BDO4220444* 

FOIA 

8004230448* 

FOIA 

8004220458* 

F03A 

800432046  1« 

FOIA 

BOO4  2204.6  3* 

FOIA 

B004220533* 

FOJA 

8004230533* 

FOIA 

BOQ422Q539» 

FOIA 

0004320349* 

FOIA 

8004330562* 

FDIA 

800423054,7* 

FOIA 

60D4220573* 

FD1A 

8004320602" 

FOIA 

BOO  42206  06* 

FOIA 

BOO422060?" 

FQEA 

8004220612" 

f-QlA 

8004320625* 

FOIA 

BOO  4220629* 

FOIA 

BOQ4220635* 

f-OlA 

B004220644" 

FOIA 

Rochester   Qai   &  Electric    Corp                               8004010355 

50-244 

P 

B004090445 

50-244 

0 

600410046! 

SO-244 

P 

8004110195 

50-244 

F 

8004130331* 

50-244 

P 

B004I  50332* 

50-244 

P 

B.004  1  5033«J* 

50-344 

P 

8004150335" 

50-244 

P 

BOQ415Q3BO 

50-244 

R 

B004I503B4* 

50-244 

R 

E1004  150434 

50-244 

P 

80041  50fl59 

SO-244 

P 

5004150502 

5O-244 

I 

Q0041S04SB 

90-244 

S 

9004180471* 

50-344 

S 

Q00423011C 

5O-244 

P 

9004230003 

50-244 

Q 

9004330371 

30-244 

P 

9004230373 

50-344 

a 

B0043303B9 

90-244 

p 

9004290378 

50-244 

p 

8004290331* 

50-344 

p 

B004300227* 

50-244 

a 

B0043004Q7 

50-244 

a 

FlockUhd    Mobililation   for   Survival                    B0040B0206* 

50-3 

u 

Rockwell    International    Corp                                    G0040C03B9 

REOOD 

HOO4O40103 

XPDBTLIC 

Rockwell    Inbe 
SijtbeniB    Div 


Rockij   Mount*!- 


CORPORATE  SOURCE  INDEX 


AUTHOR 
AFFILIATION 

ACCESSION 
NUMBER 

SUBJECT 
CATECDRV 

B00421025-? 

50-312         S 

8Q0421O2A2* 

SO-312         S 

B00421O314 

50-313         P 

BO0422056S 

30-313         P 

3004230709 

50-312         P 

B00423073I 

50-312         S 

8004230496 

50-313        P 

8004280526 

50-312         F 

800-1290336 

30-312        P 

3QD42'?Q45'> 

50-312        3 

800427046  5« 

50-312        S 

B0042704B5 

50-312        S 

8004290491* 

50-312        S 

Q004270S2A" 

50-312        P 

8004300421 

30-312        S 

80043  OO43-3* 

50-312        Q 

San   Antonio,     TX 

3004090431 

SO-99H         H 

8004070421 

50-49B         M 

B004  100442 

50-4<?a         M 

9004100442 

50-493         M 

80041004-14* 

50-493         M 

BOQ41  O044  4  » 

50-49B        M 

B00410Q447* 

SO-493        M 

B0041OQ447* 

50-49B        M 

8004  11  0024 

50-49B        M 

3004110024 

50-49B        M 

San    Diego   Gaa    It   electric    Co 

8004090324 

PRM 

San   Luii    Qblspo   Mothers    for    Paac-B 

8004210333 

50-273        G 

San   Lul  i    Qbigpo.  CA 

30042BOS45* 

50-330        H 

Santfla    Laboratories 

8004030377 

PR 

B0040303B1 

PR 

3004030384 

PR 

80040  302B7 

PR 

aoo40303Bfl 

PR 

8004070413 

RES 

8004100028 

NUREG 

300410031'? 

NUKEQ 

30041100510 

BO-3              P 

300415003= 

NUREQ 

9004150028 

NUBJEO 

8004  IS  0033 

NUREO 

3004150019 

NUREG 

8004150066 

RES 

B0041  50074 

NUREQ 

B004  1  S007B 

NUREQ 

BOQ424Q454 

NUFiEO 

a  004240464 

MURES 

30Q4H40505 

50-296         P 

fl  00424  0921 

TOP  REP 

S00424Q5B3 

TOP  REP 

6004240527 

TQPHEP 

800424054? 

TQPREP 

eQ042H0034 

NUREQ 

80042B0033 

NUREQ 

BQ042eQB06* 

REVIEW   GRP 

B  004300  574 

RES 

Sargent    4    Lundij,     Inc 

8004100546 

REOOD 

8004290474* 

TOP  REP 

Sargent    I  ndustrie*'  Sisisenet)    Div 

8004020236 

XPORTLIC 

Sassafrai  Audubon  Society 

80Q40E0490 

30-946        H 

.     U   D 

BOQ40tO29fl 

50-  Si?        0 

B00401  0300« 

50-367        0 

•  '»i     Inc 

B004Q30037* 

CONTRACT 

S004040IS4* 

CONTRACT 

B004300Q69K 

50-3  B7        0 

a0041B05QO» 

30-303         I 

d 

SQ043B0045 

XPDRTUC 

S0042B0053- 

XPDRTLIC 

ttve.  Inc 

9004180469* 

30-aoa      i 

790911O279 

MIBC 

i» 

50-2  B9        U 

\* 

30-4O?        U 

* 

40-1341 

PR 

50-10          U 

50-40?       U 

90-2A6       U 

1I8C 

50-2B9        H 

50-320        U 

50-145        H 

50-309         H 

:OMMISSIQH 

10-1341 

^0-143 

AUTHOR                     ACCESSION 
AFF1LIATIOIJ                    NUMBER 

SUBJECT 
CATEGORY 

B004180016* 

COMMISSION 

Senate,  Foreign  Relations  Committee        6004090323* 

COMMISSION 

Shaui,  Pittrnan.  Potta  !.  Troubridge         B004O10519 

30-400 

0 

eoo40202oa 

50-209 

G 

B0040S019S 

SO-2B9 

0 

B0040B0200* 

30-2S9 

G 

B0040B0425 

30-3B9 

0 

B0040B0705 

50-312 

Q 

B0040B0720 

50-309 

0 

8004090096 

50-209 

G 

8004090281 

30-209 

0 

30040902B9 

50-209 

0 

B00a090295* 

50-209 

0 

0004100010 

SO-2S9 

Q 

B004100015* 

50-309 

0 

B004  100090 

PR 

B004  100279 

50-309 

0 

B004  100285* 

50-209 

a 

B004  100303 

50-209 

G 

B004  100435 

30-209 

G 

8004100434" 

50-289 

0 

B004  100437* 

50-209 

G 

H004  100464 

50-209 

G 

B004100479 

50-289 

G 

3004100549 

30-299 

0 

3004100566 

90-289 

0 

8004110029 

SQ-281? 

0 

0004110077 

50-289 

0 

8004  110085 

50-289 

Q 

9004110100 

50-289 

0 

B00411015S 

50-289 

Q 

8004110162* 

50-289 

S 

B004I  10316 

50-2B9 

0 

B0041  10561 

30-209 

0 

B004110S&7* 

BO-309 

G 

8004140004 

50-209 

0 

9004140007* 

50-2B9 

Q 

8004140013* 

30-289 

0 

8004140017* 

50-2B9 

G 

80041400(7* 

50-2B9 

Q 

8004140023* 

50-289 

0 

B00414005B* 

50-289 

0 

8004-140033* 

50-289 

0 

B00414003B* 

50-289 

O 

8004140049* 

SO  -28  9 

0 

8004140031* 

50-289 

G 

B004  140057* 

50-289 

Q 

8004140062* 

30-289 

0 

B004HOOi5* 

30-289 

0 

B004  170273 

50-289 

0 

B0041702B1* 

50-3B9 

0 

B0042100B5 

50-330 

a 

3004310335 

50-3B9 

G 

80042  102SO* 

30-209 

G 

Q0042104H1 

50-2B9 

G 

B0042200QB 

50-320 

G 

8004220102 

30-320 

G 

9004320405 

50-320 

0 

8004230001 

30-2B9 

0 

9004230030 

50-2B9 

0 

9004230090 

50-312 

0 

B004-S30097 

50-289 

0 

800+S30127 

50-289 

0 

8004230131 

50-289 

0 

Sheldon,  Harmon  &  Weiii                  79060101)8 

50-334 

Q 

8004030091 

50-3 

0 

B004  030091 

50-3 

G 

8004020091 

SO-3 

0 

B004020099« 

50-3 

0 

B004030099* 

30-3 

0 

B004  020099* 

50-3 

0 

80040B0364 

30-443 

0 

B0040B0375 

50-289 

S 

8004  0604  IB 

SO-33B 

0 

30040B0678 

50-289 

0 

Q0040B0695 

50-3 

F 

8004100100 

SO-3 

F 

B004  100399 

70-143 

B004100S62 

SQ-2B9 

& 

B004  110045 

30-3 

P 

9004150101 

50-574 

0 

8004160131 

SO-2B9 

G 

3004160133* 

50-209 

G 

B004S2Q462 

50-347 

E 

9004230026 

50-209 

Q 

CORPORATE  SOURCE  INDEX 


467 


AUTHOR 
AFFILIATION 

ACCESSION 
HUMHER 

SUBJECT 
CATEGORY 

Shoreham  Opponent!  Coalition 

800431  0009* 

50-322    G 

Sigma  Chemical  Co   (subs   of  Stgrna-Aldn 

S00404O1O7 

XPCRTLIC 

ch  Corp  ) 

S00421O090 

xpoiiTLic 

0004210092 

KPORTLIC 

B004300454 

XPQRTi-tC 

Binnissippi  Alliance  for  the  Environment 

B004  100027 

5O-454    Q 

ISftFE) 

Sfliall  Business  Administration 

6004000241* 

CONTRACT 

S004100194H 

CONTRACT 

8004100576" 

CONTRACT 

8004210119* 

CONTRACT 

Social  Research  Applications  Corp 

90010701-10* 

CONTRACT 

Sourca  Production  &  Equipment  Co  ,  Inc 

80040BOOS0 

71-102 

South  Carolina  Electric  &  Qas  Co 

8004020035* 

50-395    0 

Q004020O7B 

30-395    K 

60040-20201 

50-39S    0 

6004020292 

50-3?5    S 

B004  020321 

30-399    S 

BQ01020322* 

50-39S    B 

SQ04Q3Q175 

50-39S    W 

80Q4030I7B* 

50-395    K 

8004040467 

50-399    0 

B004  100359 

50-393    0 

B004  100403* 

30-395    Q 

8004110161 

50-361    0 

B004140174 

50-399    S 

S004150501 

90-399    6 

8004150549 

50-395    S 

B004160110 

50-395    0 

B0041  70004 

50-395    S 

B0041700B5 

SO-393    B 

BOQ4220049 

50-395    8 

8004220455 

50-395   Q 

S0043204S9* 

80-395    0 

S0042S0404 

50-375    S 

6001350429 

80-399    S 

8oo420049a 

30-393    S 

B00430Q1I9* 

30-395    0 

B00430047B 

50-373    Q 

8004300561 

50-395    S 

South  Carolina,  State  of 

BQ04250072* 

State  Prog 

South  Mississippi  Electric  Power 

60010903  SO" 

50-416    A 

Association 

Southern  California  Erf  lion  Co 

8004020049* 

30-361    0 

B004020327 

50-206    P 

6004030140 

50-206   P 

0004030141* 

50-206    P 

8004030145* 

50-206    P 

0004030181 

50-361    A 

BOD403Q1S1 

50-361    A 

G00407033B 

50-206   R 

BOQ407033B 

50-206    R 

8004070342* 

50-306   R 

S004090395 

50-206   F 

6004090395 

SO-206    F 

B0040S0395 

90-206    F 

8004000477 

50-206    S 

BOO408Q4B3a 

50-206    S 

B0040S0491 

SQ-206    P 

8004000496* 

50-206    P 

S004QB0504* 

90-206   P 

8004080539 

30-206    S 

8004090208 

PHO.J 

S004090326 

SO-206    P 

BOOfll  00477 

50-361    0 

0004100500* 

90-361   3 

B004  100337 

50-361    0 

6004150345 

50-206    R 

8004190347* 

90-206   R 

S004150449 

50-206   P 

B0041S053B 

50-361   S 

B004150S3B 

30-361    a 

8004150546* 

50-361   S 

60041  50546* 

90-061   S 

BQ041B0450 

50-306   S 

BQ041S0454* 

50-206   9 

8004210254 

50-206    3 

B004210S97* 

50-306    S 

BQ04S1027Q 

50-206    S 

8004210273* 

90-206   S 

B004220446 

50-206    P 

8004220503 

30-206    P 

0004320634 

30-806    P 

B004230302* 

PROJ 

AUTHOR 
AFFILIATION 

ACCESSION 
NUMBER 

SUBJECT 
CATEGORY 

6004230317* 

PROJ 

0004230335 

50-206 

S 

8Q04330'J9') 

50-3O6 

P 

000'!  240394 

50-2O6 

P 

0004240395* 

90-206 

P 

00042504  IB 

50-206 

8 

eOQ42S0420« 

50-206 

S 

Q004290640 

50-3il 

A 

8004290640 

90-341 

A 

000430001  1 

50-361 

A 

B00430001  1 

50-3A1 

A 

800430036J 

50-2O6 

F 

S004300375 

50-361 

D 

Southsm    Co   Services,  Inc 

6004150.127 

50-424 

S 

B004250390 

50-321 

P 

Southueit    Fabricating    {•   Welding    Co 

8004290023- 

OA999 

(tubi      oP    IU    International    Corp    ) 

Southwest    Research    Institute 

B0040402BO* 

SO-341 

A 

S00404029S* 

50-317 

0 

6004040296* 

50-317 

0 

B004040301* 

50-317 

Q 

Southuejt    Research    and     Information    Centi 

!r    8004230148 

WASTE    MOT 

Southwest   Tfiiai   Electric    Cooperative 

B004240043 

50-445 

M 

B004240043 

50-445 

M 

8004240043 

50-445 

H 

8004340043 

50-4  45 

M 

B0042400S3 

30-445 

M 

B0042400S3 

50-445 

11 

8004240053 

SO-145 

M 

8004340053 

50-445 

M 

Spiegel    fr    McDiarmid 

B0040B0044 

30-445 

M 

B0040Q0445 

PRDJ 

B004090185 

50-445 

M 

8004090105 

30-4-45 

M 

B0040901B5 

50-445 

H 

0004090363 

50-4(6 

M 

B0040903&B* 

50-4  I* 

M 

8004090134 

50-445 

H 

6004090434 

50-445 

H 

0004090434 

50-443 

K 

B0041O042B 

50-445 

K 

B004100433 

60-445 

M 

8004  100433 

SO-44& 

M 

8004100433 

50-445 

M 

S004  100547 

PflQJ 

8004100556 

PROJ 

8004130033 

50-415 

M 

H004  150032 

50-445 

M 

600-1  1  50032 

50-449 

M 

8004190032 

50-443 

M 

Q004150050M 

SO-44S 

M 

St; 

Si 


State, nept    gf,     Bureau    of    Oceans    8, 
Internatl    Environ     &  Bcienfcif ic    Affairs 


800401 04  7B*         SECY 


Steal,     Hector    (    Davis 


Stone  t>  Webster  Engineering   Corp 

Stone   d  Hebiter.     Inc 
Storch   Engineers 


Suffolk    Countu,    NV 


BO04020368 
B004040I47 

80040301  IB 
0004000126 
B004080131 
6004060139 
B004 100044 

BO0410005B 
BO04 100060 
B004020003 
B004020365* 
8004170330 

80040301581 
BO04040057* 
B004290474* 
B00402041B* 
B004020424* 

9004100046* 
8004100046" 


XPORT1-1C 
XPORTHC 

X  FORTH  C 
J(PORTUrC 
XPORTLIC 
XPORTU.IC 
XPQRTUIC 

XPDRTLIC 
XPORTtIC 
SO -38? 
50-3B-7 
50-250 

SO-2SO 
50-450 

TOPREP 
30-213 
50-213 

PR 
PR 


468 
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AUTHOR 
AFFILIATION 

ACCESSION 
NUMBER 

SUI1JECT 
CATEGORY 

8004100440 
8004100441 
8004100430" 
B004  100450" 
8004  !  00460* 

30-322    T 
PR 
30-516    T 
30-316    T 
50-516    T 

Susquehanna  Alliance 
Suiquehanna  Environmintal  Advocate* 

8004100460« 
8004100472" 
B004  100472" 
6004090463 
9004230006 

50-516    T 
50-516    T 
50-516    T 
PR 
50-367    C 

Sweden 

Tallahanei  FL 
Tech/dp*  (Technical  Operations.  Inc  ) 

6004030298 
B0042804BB" 
8004180503* 
B004  100536 
3004300129 

PR 
COMMISSION 
50-302    I 
FiEQQD 
71-9039 

Teconasioc  iatei*  Inc 

Technology  for  Energy  Corp 
TelinBkron  RBSearch.  Inc 

8004230133" 
B004  100376" 
B004210119* 
0004300612 

71-9039 
CONTRACT 
CONTRACT 
30-320    T 
CONTRACT 

Teknekron,  Inc 
TeiBdyne  liotopei 

Teledyns  Wah  Chang  Albany 

B0041B0197* 
B004040406* 
8004100495 
B004030050 
8004080345 

COMMISSION 
50-296   B 
XPORTLIC 
XPORTLIC 
XPDRTLIC 

Tennessee  Valley  Authority 

9004010320 
8004010360 
6004010371* 
0004010374 
8004010375 

NUREQ 
30-327    B 
50-337    B 
50-327    0 
SO-327    S 

6004010379* 
B0040  10381" 
8004010393 
8004010399 
B004010402" 

90-327    Q 
50-327    S 
50-296    8 
50-327    3 
50-396    S 

8004010403" 
600401040B 
B004010433 
9004010440" 
8004010431 

50-327    8 
30-327    P 
30-327    8 
30-337    S 
30-239    B 

80040104S8* 
8004010460 
8004010464 
8004010466* 
B004010473* 

50-259    a 
30-260    8 
30-327    3 
30-360    S 
30-327    8 

80040  104S7 
8004010491" 
B004010502 
8004010506" 
80040S0193 

50-259    8 
50-359    S 
50-327    8 
50-327   B 
50-333   A 

8004020197* 
8004020197* 
B004020203* 
8004030303* 
8004020204" 

50-553   A 
50-553   A 
90-S53   A 
50-953   A 
50-593   A 

8004020204" 
B004O20207» 
8004030249* 

90-393   A 
30-393   A 
30-239   Q 
50-327   S 
8 

S 
8 

a 

5 

9 
9 
S 

AUTHOR                     ACCESSION 
AFFILIATION                    NUMBER 

SUBJECT 
CATEGORY 

8004020440 

50-327 

3 

8004020447" 

30-327 

8 

8004030222 

50-327 

3 

8004030233 

50-327 

8 

8004030249 

50-327 

S 

B00404018U 

50-259 

Q 

B004040377 

90-438 

3 

0004040377 

50-438 

8 

80O4040391" 

30-438 

8 

8004040391" 

SO-438 

a 

B0040702aa 

50-260 

a 

B0040702S9* 

50-260 

a 

8004070360 

TOPREP 

8004070363" 

TOPREP 

8004080207 

40-1341 

B0040B0210* 

40-1341 

B0040B0519 

90-327 

B 

B0040B0526" 

30-327 

s 

8004080553 

50-533 

A 

8004080616 

90-327 

S 

B0040BQ623" 

30-327 

8 

8004090160 

PR 

B004090223 

50-327 

P 

8004090228 

30-327 

P 

8004090333 

50-327 

3 

BQ04090336* 

90-327 

8 

B0040904I8 

50-327 

S 

8004090426> 

30-327 

B 

B004Q90429 

50-327 

B 

8004090433* 

90-327 

S 

6004090453 

50-327 

S 

B004090437- 

50-327 

S 

8004100294 

PR 

S004  100364 

50-259 

Q 

8004100364 

30-259 

0 

B004100364 

50-259 

Q 

8004100493* 

90-566 

Q 

8004110186 

SO-327 

F 

8004110425 

50-390 

A 

8004110425 

50-390 

A 

8004140327 

50-327 

P 

8004140332* 

30-327 

P 

Q00414038B 

OEN  TEC 

15 

8004140428 

50-327 

S 

8004140432" 

50-327 

S 

8004140433 

50-260 

B 

8004140436* 

50-260 

B 

8004190392 

50-993 

R 

80041  50396* 

50-353 

Ft 

B004190402 

30-327 

S 

900415040B 

90-327 

S 

8004130413 

50-390 

a 

B004190413 

50-390 

s 

B0041S0414 

50-510 

s 

8004150414 

50-518 

B 

8004150414 

90-519 

B 

8004150414 

50-51B 

B 

B004150417* 

50-5  IB 

B 

B004190417» 

50-5  IB 

B 

B004150417* 

50-5  IB 

B 

8004150417* 

30-518 

8 

80041  504  IB 

50-327 

8 

8004150423 

50-239 

P 

8004150423 

50-259 

P 

8004150423 

50-259 

P 

B004  150437 

90-390 

B 

8004150437 

50-390 

a 

B004  150450* 

90-390 

B 

8004150490* 

30-390 

S 

8004150489 

50-933 

S 

80041504BS 

50-353 

B 

80041S0494" 

30-333 

3 

8004150494* 

90-353 

a 

8004150500 

90-327 

8 

8004190512* 

50-327 

B 

80041SOS19 

30-260 

B 

8004150925" 

90-260 

B 

8004150523 

50-259 

S 

B0041  50325 

30-239 

S 

8004150928 

50-327 

S 

8004190333* 

90-327 

8 

8004130535* 

90-259 

3 

8004150536* 

50-239 

8 

9004150539 

50-327 

S 

3004150347* 

50-327 

S 
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AUTHOR                     ACCESSION 
AFFILIATION                    NUMBER 

SUBJECT 
CATEGORV 

BOQ41  50351 

50-327 

P 

00O4  150551 

30-337 

P 

B004I  30354 

50-027 

S 

H004  150537 

50-259 

P 

8004130557 

50-259 

P 

BQ041  30557 

50-239 

P 

B0041  50557* 

50-327 

P 

0004150559* 

50-327 

P 

0004150565* 

50-327 

S 

BOQ4150573 

50-259 

S 

00041505B5* 

50-359 

S 

8004150608 

50-327 

P 

B004  150608 

30-327 

P 

SQ04I50615* 

50-327 

P 

6004150615" 

50-327 

P 

8004  1603  1  6 

50-51B 

S 

B004160S16 

30-518 

5 

BOQ4I6021B* 

50-318 

S 

SQ0416021B* 

50-510 

S 

8004160204 

50-327 

S 

8004160391 

30-439 

S 

8004J60S96" 

50-438 

S 

B004  170036 

50-327 

S 

0004170031* 

50-337 

S 

B004  170065 

50-337 

K 

8004170065 

50-327 

K 

0004170067* 

50-327 

K 

B004  170067* 

50-327 

K 

0004170069 

50-327 

P 

BQ04  170073" 

50-327 

P 

8004170134 

50-327 

P 

6004170140* 

50-327 

P 

0004170146 

50-327 

P 

0004170155" 

50-327 

Q 

0004170213 

50-390 

A 

6004170325 

50-327 

F 

BQ04  170327" 

30-327 

F 

8004170227* 

50-327 

F 

800417Q3E9" 

50-327 

F 

0004170231" 

50-327 

F 

B004  170231* 

50-327 

F 

800417O334" 

50-327 

F 

0004170234" 

30-327 

F 

B0041S0106 

50-336 

0 

B0041BQJ06 

50-32B 

0 

80041  BO  106 

50-329 

Q 

8004160106 

50-328 

0 

8004180106 

30-328 

Q 

0004160256 

50-533 

A 

8004100356 

90-553 

A 

9004180364" 

50-553 

A 

8004180331 

50-390 

R 

B004  180337* 

50-390 

Ft 

8004100365 

50-326 

8 

8004180367* 

50-3BB 

Q 

8004180377 

50-390 

S 

B004180377 

50-390 

8 

B0041B0381* 

50-390 

S 

8004100381* 

30-390 

a 

6004180391 

50-327 

Ft 

8004180394" 

50-327 

R 

B004  180399 

50-327 

S 

80041B0407* 

50-327 

S 

9004180444 

50-390 

S 

0004180444 

30-390 

S 

8004190451 

50-260 

B 

8004  1804  92 

50-396 

S 

0004160456* 

50-296 

S 

B004  180457* 

50-260 

8 

6004180160 

50-327 

S 

3004100465* 

50-327 

S 

9004210178 

50-259 

0 

3004210178 

30-299 

0 

6004210176 

50-259 

a 

3004210188* 

50-353 

a 

8004210203 

50-3S7 

p 

6004210202 

50-327 

p 

B0042I0205* 

50-327 

p 

0004520340 

50-259 

p 

B004220340 

50-239 

p 

8004220340 

50-259 

p 

000422034?* 

80-299 

p 

8004220349* 

50-259 

p 

S004220347* 

30-259 

p 

8004220358* 

30-239 

p 

AUTHOR                                                      ACCESSION 
AFFILIATION                                                   NUMBER 

SUBJECT 
CATEGORY 

B004330420 

50-43H 

S 

8004220523 

50-259 

P 

0004220523 

50-25^ 

P 

13004220593 

50-359 

P 

B004220533 

50-251? 

P 

8004230511 

50-43B 

S 

8O04220541 

50-430 

S 

B004220546* 

SO-43B 

S 

BQ0432O546* 

50-438 

S 

BQ04220669 

5O-36O 

S 

0004220690" 

SO-26O 

S 

G004230686 

50-259 

B 

BQ04220698 

10-327 

5 

9004330699* 

50-259 

S 

HOQ42207Q7» 

50-337 

S 

000-1320715 

50-337 

S 

S004220722* 

50-327 

S 

800423072'! 

50-5  IB 

S 

B004220734 

50-513 

S 

8004220724 

50-513 

S 

G004220724 

50-513 

B 

8004230724 

50-918- 

S 

6004330724 

50-510 

S 

B004220742 

50-259 

S 

BO04220750* 

50-259 

S 

B004220753 

50-327 

S 

BQ04220757* 

30-327 

S 

B004  220764* 

50-518 

S 

SOQ4230764* 

90-518 

S 

HO-04220764* 

50-51B 

S 

B004220764* 

5O-51S 

S 

0004230764* 

30-918 

S 

BO04220764* 

30-510 

S 

0004230347 

50-353 

Q 

0004230300 

30-436 

S 

O0042303BO 

50-43B 

S 

S0042303B2- 

50-438 

S 

Q0043303B2* 

50-438 

S 

0004230503 

50-438 

8 

S004230503 

50-438 

3 

8004230506 

30-259 

P 

B004330307* 

50-438 

S 

B004230507" 

50-430 

S 

£3004230527 

50-438 

S 

B004230527 

50-430 

B 

0004230529* 

50-43B 

S 

B004230329* 

30-43B 

S 

8004240386 

50-430 

S 

BOQ4240366 

50-438 

B 

80042403BBB 

30-43B 

S 

B0042403S3ft 

50-43B 

3 

30O4240405 

SD-390 

B 

0004240411 

50-SS9 

R 

8004240415* 

50-259 

R 

9004250374 

30-S66 

5 

B0042S0374 

50-566 

8 

&004250379* 

50-566 

B 

8004250379* 

90-Sfii 

S 

BQ042503BO 

50-43B 

S 

BQ042503BO 

5O-43B 

S 

B0042S0384* 

30-438 

S 

G004350384i> 

5O-4.38 

5 

B004250396 

50-2S9 

S 

S004350403 

50-566 

Q 

8004230405 

50-966 

0 

6004230408* 

50-259 

S 

6004250413 

50-390 

S 

B004250413 

50-390 

S 

BOO4350424* 

30-390 

5 

6004290434* 

90-390 

5 

8O04250431 

50-356 

S 

8O04230431 

50-556 

9 

0O04250433* 

50-556 

S 

8004230432* 

50-556 

3 

B0042B0001 

50-H59 

Q 

6004280056 

40-1341 

8004280060* 

40-1341 

80D4280170 

50-259 

Q 

80O4260170 

50-S59 

0 

6004E80170 

50-359 

Q 

6004380239 

50-327 

P 

800426036B 

50-390 

3 

800438038B 

50-390 

S 

6D042Q0432 

50-430 

S 

8004260433 

90-438 

B 

470 
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AUTHOR 
AFFILIATION 

ACCESSION 
NUMBER 

SUBJECT 
CATEGORY 

8004280436* 

50-43B 

8 

8004380436" 

50-43B 

5 

6004280439 

30-43B 

S 

6004380439 

50-438 

S 

80043B0442* 

90-438 

S 

B0043B0442* 

50-438 

E 

B0042B0453 

50-328 

E 

B0042B045B* 

50-328 

8 

soo42ao490 

50-327 

6 

B0043B049i* 

50-327 

8 

3004230503 

50-51S 

3 

8004230505* 

50-518 

S 

9004280508 

50-566 

n 

90042005109 

30-566 

R 

8004380516 

50-438 

9 

8004380516 

50-438 

B 

8004280524* 

90-438 

5 

8004280924" 

50-438 

S 

B0042BQ536 

50-390 

S 

B0042B0937 

50-390 

S 

800.1280544* 

50-390 

3 

8004280548 

50-390 

S 

8004280548 

50-390 

S 

B004E80393 

50-259 

S 

BOQ42B059B* 

50-259 

S 

6004290290 

50-337 

P 

8004390290 

50-327 

P 

8004290296 

50-390 

S 

8004290311 

50-327 

S 

8004290316* 

50-337 

B 

8004390329 

50-328 

S 

BQQ4290335* 

50-328 

S 

B004290346 

so-aaB 

S 

B004290346 

90-328 

S 

B004290346 

50-32B 

S 

B004290393* 

90-328 

8 

8004290353* 

30-328 

S 

8004290393* 

50-328 

8 

8004290379 

50-35<? 

0 

8004390379 

50-259 

Q 

8004290379 

50-259 

Q 

8004290379 

90-259 

0 

8004390400 

30-327 

0 

8004390400 

50-327 

Q 

8004290406* 

90-327 

0 

BQ04290439 

50-387 

S 

8004290446- 

50-327 

B 

8004290453 

50-390 

A 

80042904S3 

50-390 

A 

8004290453 

30-329 

B 

8004B9045B* 

50-390 

A 

S004290458* 

90-390 

A 

8004290461* 

90-328 

8 

8004390462* 

50-390 

A 

8004290462* 

80-390 

A 

B004290467* 

90-370 

A 

8004290467* 

50-390 

A 

6004290313 

71-227 

BOQ4290315 

90-327 

S 

8004390516* 

71-327 

8004290519* 

50-327 

3 

8004300096* 

50-366 

0 

8004300341 

30-337 

P 

8004300341 

30-327 

P 

8004300390 

90-318 

B 

B004300390 

50-518 

S 

8004300390 

50-518 

8 

8004300390 

50-318 

S 

8004300397* 

50-51B 

S 

B004300397* 

50-51B 

8 

B004300397* 

50-StB 

S 

8004300397* 

90-918 

a 

T 

8004300474* 
8004100534 

90-390 
90-445 

0 

H 

8004100945 

50-445 

M 

Teias  Initrument*.  Inc 

B004040408» 

50-230 

a 

Teias  Public  Interest  Reiearch  Group 

B00423003S 

50-446 

G 

Teia*  Utilities  Co 

B0040B0247 

30-443 

M 

BQQ4090164 

30-445 

M 

8004090164 

30-443 

M 

B004090164 

50-445 

M 

0004090164 

90-445 

M 

B004090175 

50-449 

M 

8004090175 

50-445 

M 

6004090179 

90-443 

H 

AUTHOR                  ACCESSION 
AFFILIATION                    NUMBER 

SUBJECT 
CATEGORY 

8004090175 

50-449 

M 

8004090180 

90-443 

M 

8004090180 

50-449 

M 

8004090180 

50-445 

» 

80040901  BO 

50-445 

M 

8004100221 

50-44B 

M 

8004100221 

SO-445 

M 

B004  100221 

30-445 

M 

8004100221 

90-445 

M 

Tmas  Utllitiai  Generating  Co            8004010147 

30-445 

a 

8004010295 

90-443 

S 

GOQ401Q29S 

30-445 

S 

8004010296 

30-443 

3 

8004010296 

50-443 

B 

800401029?* 

90-445 

8 

8004010299* 

SO-445 

3 

B00403029S 

50-445 

M 

8004040083* 

50-443 

0 

BOQ40400SB 

30-443 

0 

B00404Q101* 

90-445 

a 

8004070278 

50-445 

8 

8004090221 

50-445 

0 

8004080633 

30-445 

H 

8004100529* 

50-445 

M 

B004  150001 

50-445 

A 

9004130001 

90-445 

A 

B004130199 

50-443 

S 

8004150199 

30-443 

S 

8004130303* 

30-443 

8 

8004190202* 

30-443 

S 

8004160239 

90-443 

K 

8004160339 

30-443 

K 

8004  1  60243* 

50-445 

K 

80041&0343* 

30-445 

K 

80041B0477 

PR 

9004220021 

30-449 

M 

80042EOOS1 

30-445 

M 

8004220021 

50-445 

H 

8004220021 

50-445 

M 

8004220423 

50-443 

8 

8004220426 

90-449 

K 

8004230041* 

30-445 

M 

8004330041* 

50-445 

M 

8004230041* 

50-445 

M 

8004240071* 

50-445 

M 

8004240071* 

50-445 

H 

8004240173 

30-443 

H 

80042404241 

50-445 

0 

8004240424* 

50-449 

0 

8004240363 

90-449 

M 

8004240962 

50-445 

M 

8004240S62 

SO-445 

M 

8004240563 

30-445 

M 

8004230049 

90-449 

M 

8004230049 

30-445 

M 

80042B01B9 

50-956 

0 

80042B01B9 

30-996 

0 

B004290250 

90-443 

8 

8004290250 

30-449 

B 

8004290354* 

90-445 

8 

8004290234* 

30-445 

8 

8004290271 

50-445 

B 

8004290271 

90-449 

B 

8004290411 

SO-445 

8 

8004390411 

90-443 

B 

8004290430 

90-445 

8 

8004290430 

30-443 

8 

B004290437* 

30-443 

8 

BOQ4290437" 

50-443 

8 

B0042703E1 

30-443 

A 

8004290634 

50-445 

A 

8004290634 

30-445 

A 

8004300326 

30-443 

A 

8004300526 

30-445 

A 

Tixai,  State  of                        8004030344 

30-449 

M 

8004030344 

30-443 

M 

B004030344 

30-445 

M 

5004030344 

30-445 

M 

B004030360 

50-445 

M 

BOQ404007B 

30-449 

M 

B0040B0044 

90-449 

M 

8004090  IB5 

50-445 

M 

8004090  IBS 

90-445 

M 

B0040901BS 

50-445 

M 

80040901BS 

30-443 

M 
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AUTHOR 
AFFILIATION 

ACCESSION 
NUMBER 

SUBJECT 
cATeoony 

8004090434 
3004090434 
8OO4Q90434 
800409043'J 
B0041402B1 

50-445    H 
30-443    M 
50-449    M 
90-443    M 
50-446    Q 

Teiat.  Unlv   of 

TBtai.Umv   of.  Cancer  Canter 
Te  lat-Luui  «  iana  Electric  Cooperative,  Inc 

800-11  40463 
3004240416 
S0042404SO* 
3004220130a 
0004OB0010 

90-498    A 
50-138    FI 
50'  120    R 
F01A 
50-445    M 

0004030559 
0004090427 
90042400*1 
300424  0061 
0004240061 

50-445    M 
90-445    M 
50-449   M 
90-443    M 
50-443    M 

Tha  Analytic  Sciences  Corp 
The  Prti*  Binjhamp  toni  NY 

S004240071* 
8004240071* 
0004240071* 
0004300279 
3004230011 

90-449    M 
90-449    M 
50-44S    M 
PR 
FOIA 

Three  Mile  1  1  land  Alert 

3001030170 
3004040239 
8004OBQ139 
8004000146* 
B0040BO190* 

50-239    0 
30-239    8 
50-38?    0 
30-2S9    0 
50-289    0 

Toledo  Erf  i  ton  Co 

8004000167* 
8004030176* 
0004220011 
8004010419 
8004010427* 

90-3B9    0 
50-289    0 
50-289    0 
90-346    F 
90-346    F 

0004020139 
8004040495 
B0040S0514 
S004090424* 
8004100091* 

50-346    0 
50-346   0 
90-346    P 
50-346   0 
50-346    Q 

8004110370 
B0041103B6* 
30041  10433 
8004110437 
B0041104B0* 

90-346    S 
90-346   9 
90-346    3 
BO-346    8 
50-346    S 

B004110490* 
0004140390 
B004  140333* 
B0041  30963 
8004150570* 

90-346   3 
30-346    R 
50-946   R 
90-346   8 
90-346   S 

8004  1803  53 
8004210269 
00042  10267* 
0004220457 
B0042S0934 

50-346   F 
50-346   8 
50-346   8 
50-346   P 
30-346   P 

8004220657 
B004S20666* 
0004320792 
8004220761* 
800422076S 

50-346   8 
90-346   3 
50-346   8 
50-346   8 
90-346   S 

000422077S* 
B004250376 
8004230380 
S0042B03B3* 
0004280496 

50-346   3 
90-346    P 
50-346   I 
50-346   I 
30-346   F 

00042BOS3B 
8004200S'16« 
B0042B0972 
80042S057S» 
8004300617 

50-346   6 
50-346    3 
90-346    S 
30-346    S 
30-346    Q 

ToppiPi  Allouayi  Goodman,  DeLeone  fc  Duffeij 
Trinieomm,  Inc 
Tran*nuc  1  e*ri  Inc 

B00422Q  180» 
0004080340* 
8004010081" 
8004010091* 
8004010099* 

FOIA 
CONTRACT 
70-3845 
70-8845 
SECY 

BOD40I0097" 
8004010101* 
8004010105* 
8004020472 
8004020479- 

SECY 
SECY 
SECY 
XPOfiTLIC 
XPDRTtlC 

8004040110 
8004040114* 
00040700BS 
8004080020 
B004080039 

XPORTLIC 
XPORTLIC 
XPDRTLIC 
KPORTUC 
XPORTLIC 

8004030042* 
8004080079 
B004080089" 
8004080104 
8004090259* 

XPORTLIC 
XPORTLIC 
XPORTLIC 
XPQRTLIC 
XPORTLIC 

AUTHOR 
AFFILIATION 

ACCESSION 
NUMBER 

SUBJECT 
CATESOHY 

B004100093 

7O-1426 

8004310075 

70-247B 

U  S     Court    at   Appeals   9th    Circuit 

9004090167 

5O-313         0 

Underujpi  ten   Laboratory 

9004290023* 

CONTRACT 

Union   76  Mineral*  Eiploration   Co 

8004070363 

40-8594 

Union   Carbide    Corp 

8004020169 

HASTE    MOT 

Q  00  408  02  73 

WASTE    MOT 

B0040B054B 

50-54            R 

BO040B05S1* 

50-54            R 

8Q0409O347 

40-399 

B00409O375 

90-54            R 

6004090330" 

5O-S4            R 

6004  180042 

70-687 

B00429O1&1 

FOIA 

Union  Elec  trie    Co 

9004030203 

50-493         S 

8004040362 

50-403         S 

BG0404C-36B* 

90-493        S 

B0041103S9" 

5O-493        0 

Union   of   Concerned  Scientiitt 

8004030099" 

5O-3               0 

0004030678 

90-289        0 

Q004  1005A2 

5O-299        0 

B0041501OI 

5O-S74         0 

B0042I0072 

50-3SO        C 

United   Nuclear   Corp 

8004070242 

40-0*02 

Unit  ad   Nuclear   Corp    ,    UNC   Rucnvory 

H004  1B0020 

7O-B20 

Buitemi    Dlv 

B0041B0046 

70-B20 

B0041S0393 

70-B20 

B004230177 

7O-B20 

S004230533 

70-B20 

3004240160 

70-820 

Unittil  Nuclear   Corp    iNaval    Products    Div 

B004090154 

70-371 

B0042I0063 

70-371 

8004210067* 

7O-371 

United   SteilunrkeTi    of   America 

9004300133 

9O-367         0 

Utah,    State    of 

3004300067 

40-B681 

Valor*'     C 

8004100466 

50-3  1  1          0 

HQ042  10291 

50-272         0 

Vermont   Yankee  Nuclear   Power   Corp 

B0040  10537 

50-271          P 

8004010343* 

30-371          P 

800401  02  B6 

90-271         P 

30040104B9 

30-B71         3 

8004010199* 

90-371         S 

8004020356 

50-371          S 

0004030362* 

9O-27I          8 

0004040329 

BO-271          S 

B00404Q33S* 

50-271          S 

0004040465 

71-6375 

0Q0400023B 

50-S71         P 

BO040B0261 

50-271         0 

8D040802&9 

8004030376 

00040B03B4 

B0040B04S3 

800408049O 

CORPORATE  SOURCE  INDEX 


AUTHOfl                                                          ACCESSION 
AFFILIATION                                                       NUMBER 

SUBJECT 
CATEGORY 

BQ04O1O401 

3O-2BO 

Q 

8004010465 

50-404 

0 

BOQ4O1O504 

5O-33B 

5 

B004010305* 

50-33B 

S 

6004020027 

50-280 

a 

B00402OI57 

50-404 

R 

BGQ402O161* 

50-404 

R 

BO  04020  32B 

90-339 

s 

B004030336 

50-339 

s 

B004O2040O 

50-200 

H 

B00402Q400 

50-200 

H 

BOQ4Q204QO 

50-2BO 

H 

B0040204QO 

50-3BO 

H 

B-0  04030  126 

50-260 

P 

8  004030  1  S3 

50-339 

A 

8004030-185" 

50-339 

A 

E004030190* 

50-339 

A 

B004O30193* 

SO-339 

A 

BQ04030195* 

50-339 

A 

eooso30200-» 

50-339 

A 

eoowaoaos* 

50-339 

A 

SOQ4O30206* 

SO-339 

A 

8004030210 

50-339 

Q 

•8004030210 

SO-33S 

Q 

S  00403  O2  I  9 

50-339 

S 

B00403oa2t» 

50-336 

S 

SOD403>0235 

50-33B 

S 

B004Q3022i* 

50-338 

S 

3004030234 

50-2BO 

P 

0004030234 

50-3BO 

P 

B004Q  3Q23i 

50-33B 

R 

3004030336 

50-339 

R 

900403023  B« 

90-33B 

R 

B004  030238" 

50-339 

R 

B004  030262 

50-333 

B 

BQ04Q3026& 

M-aao 

S 

S  00  4  03  027  O* 

50-380 

B 

B004Q4O2430 

50-230 

Q 

B004  0403  0-2 

50-339 

A 

8004070019 

50-339 

S 

8004070261 

SO-339 

A 

S004O702B3 

50-339 

Q 

HQ04O702B2 

50-3  3  B 

Q 

8004070307 

50-339 

B 

B00407O309* 

SO-339 

S 

80040802  7O 

50-280 

0 

B004Q80313 

50-339 

A 

8004080336 

50-3HO 

0 

3004090392 

50-33B 

0 

8004060392 

90-33B 

Q 

8004050474 

50-280 

B 

B0040BQ474 

50-2BO 

B 

B0040804B3" 

50-260 

3 

B00408Q4aa» 

50-260 

B 

6004080486" 

50-200 

3 

8004080535 

50-339 

S 

8004080336* 

30-338 

a 

ao  04oao6Hi 

SO-339 

P 

8004080621 

30-339 

P 

80D41O0410 

50-339 

0 

80  041  102O2 

50-338 

Q 

8004110205 

50-338 

Q 

80041  1047B 

50-2  BO 

Q 

800414016,7 

50-339 

S 

8004140219 

50-2B1 

P 

3004140350 

50-280 

F 

80041  4025B 

30-230 

F 

aoofliioasa 

50-290 

F 

90041-104-44 

90-339 

0 

8004140446 

50-339 

a 

8004150164 

50-290 

0 

B004150342 

50-339 

s 

E004170050 

50-339 

R 

B004170Q52* 

50-339 

R 

B0041  70079 

50-EBO 

a 

B004170210 

30-339 

R 

B004170211* 

50-339 

R 

BO  04170213* 

SO-339 

H 

8004170241 

50-280 

H 

80041  7O244* 

50-280 

R 

80041702440 

50-3BO 

R 

8004IB033H 

50-339 

J 

80041  BOSS? 

30-380 

a 

6004160446 

50-339 

S 

B0042I0177 

50-339 

A 

AUTHOR 
AFFILIATION 

ACCESSION 
NUMBER 

SUBJECT 
CATEGORY 

6004310372 

90-338 

P 

600421  0376» 

50-338 

P 

B004220234 

30-404 

A 

6004220234 

50-404 

A 

B0043203U 

90-290 

F 

800422031  1 

50-280 

F 

0004220318 

SO-280 

P 

B  0043303  IB 

90-280 

P 

8004220399 

30-338 

0 

8004220399 

50-338 

a 

BOO-J220493 

50-338 

0 

6004220493 

90-339 

o 

B00422061  1 

50-404 

s 

600422061  1 

50-404 

3 

B004220641 

50-339 

P 

800422O646 

50-338 

3 

9004220653* 

50-338 

S 

9004230231 

30-339 

P 

9004230239* 

50-339 

P 

900423024&I 

50-339 

P 

9004230255* 

50-339 

P 

6004230260* 

SO-339 

P 

BOQ4230337 

50-339 

P 

6004230S19 

30-338 

P 

B00424O501! 

50-380 

a 

B004240909 

50-360 

0 

0004250041* 

90-280 

a 

8004250371 

90-290 

8 

90042503B7 

30-339 

j 

90042303B7 

90-338 

j 

90042S0472 

50-339 

s 

9004280549 

30-33B 

s 

9004S80534* 

50-336 

8 

6004260604 

90-330 

3 

60042B060B* 

50-338 

a 

Q004S80613 

50-260 

s 

6004280616* 

30-280 

9 

6004290636* 

30-380 

8 

6004290334 

30-280 

Q 

6004300415 

50-404 

a 

8004300436 

30-280 

j 

9004300436 

50-2BO 

j 

3004300472 

50-380 

p 

Virginia  Teth 

6003310406 

30-124 

B 

8003310408* 

30-134 

F 

8003310411* 

50-124 

D 

80033104  1S« 

50-124 

B 

800331  04  17f 

50-1S4 

B 

8003310421* 

50-  1  24 

B 

6003310437* 

30-134 

B 

B003310433* 

50-124 

B 

6003310439* 

30-124 

B 

B00404O468 

30-134 

F 

B004  150431 

30-124 

P 

Virginia,  Univ   of 

8004020213* 

CONTRACT 

Vol  kemaiPei*  !<  Sarap 

8004220397* 

POIA 

Veil  en.  R   J 

a004020EI4 

50-367 

0 

9004020478 

30-367 

0 

8004040069 

50-367 

0 

8004230091 

50-367 

0 

9004230101* 

30-367 

0 

Waihin^ton  Public  Power  Supply  System 

6004010340 

so-soa 

A 

8004020293 

30-397 

B 

6004020296* 

30-397 

S 

8004020302 

50-397 

8 

B004020305» 

50-397 

S 

6004020339 

30-397 

K 

8004030341* 

50-397 

K 

6004030341 

PR 

B004070367 

50-397 

A 

6004140345 

50-397 

K 

B004  190443 

30-308 

A 

8004150443 

50-508 

A 

8004.170207 

30-397 

A 

800431  02  13 

NUREO 

80043102B9 

90-397 

A 

80042  102BB 

30-397 

A 

8004310289 

90-397 

A 

9004230248* 

SO-460 

a 

9004230271* 

50-460 

Q 

90042S0466 

50-397 

s 

6004290469* 

30-397 

8 

9004280473 

50-397 

S 

9004290476* 

50-397 

8 

Washington  Univ 

80042  10096 

XPORTUC 

CORPORATE  SOURCE  INDEX 


AUTHDR 
AFFILIATION 

ACCESSION 
NUMBER 

SUBJECT 
CATEGOHV 

Washington-    State    of 

SOO424Q131? 

Stats    Prog 

B004290507 

WASTE    MCT 

Waihlngton,     Unlv       of 

8004020139 

WUREG 

West    Branch   Cnniervatlon   Association 

BOO4090213 

PH 

B004090213 

PR 

600-4090213 

PR 

BQ04180237* 

SO-3              H 

8004  180337* 

50-3              H 

B0041B0237» 

5O-3              H 

West    Chicago-     IL 

B004030147 

4Q-S061 

Western   Geophysical 

80041B034S* 

50-213         P 

Western   Manachuie  tts   Electric    Co 

80040B0590* 

50-245         I 

BOQ41504I3 

50-245         I 

Western   Nuclaan     Int       (subs      of    Phelps 

B0040B0606 

40-1162 

Dodge   Corp    ) 

8004090250 

40-1162 

B004090253 

40-1162 

Western   Piping   &  Engineering    Co    ,     Inc 

BOQ41I0037* 

GA9-J9 

Western    Washington   State   Collage 

600-10301  36» 

30-320         H 

We«  t  injhouse   Electric    Corp 

BOO-1020396 

TDPI7EP 

8004020402* 

TOPREP 

B0040BQ.132" 

TGPREP 

B004Q70332 

TOPREP 

8004030047 

70-1151 

B0040B0342 

XPQRTLIC 

B004090046 

71-9009 

B004090064 

40-1  163 

B0041  00063 

XPOHTLIC 

8004100463* 

70-1131 

B004110015 

70-1151 

0004110496 

PR 

8004140015* 

QA999 

0004140020* 

QA999 

B004140034* 

QA999 

0004140094 

PR 

B004  110210* 

50-30i         G 

S00415000B 

REB 

SQ0415048Q-" 

30-537         A 

B0011600fi4 

xpantnc 

G0041E0090 

7O-  39  09 

B004IB0464 

50-203         P 

B004210123 

XPORTL1C 

S00421O13& 

XPQRTLIC 

G004520111 

XPQRTLIC 

B0042202Q40 

30-301         P 

B004220434 

TOPREP 

8004240132 

RES 

0004280329 

TOPRGP 

B004290344« 

TOP  HEP 

90042903711* 

30-537        A 

3004300459 

XPORTLIC 

3004300439 

XPORTLIC 

Waitlnghouae   Electric   Corp    •    Nuclear 

Q004030343 

PR 

Energy    Bgstami 

B0041B047S* 

30-202        P 

B004  340397* 

50-206        P 

Westinshouse   Electric    Carp    .    PUR   3yitam« 

8004110209 

TOPREP 

Div 

3  004  170028 

TQPREP 

B  004  170035* 

TOPRBP 

6004390404 

50-327        P 

Mvitlnghouie   Electric    Carp    -    Wyoming 

8004040221 

4Q-B302 

Mineral    Corp 

6004040837 

40-6302 

BO040BOH19 

40-8302 

8004090070 

40~BSOa 

We»tinohou»»   Operating   Plants   Owners 

8004020429 

TOPBEP 

Group 

B004290434 

TOPREP 

White   Crosi    Hosp      Anociati-on   Columbus,  OH 

BO04220639* 

FOIA 

White-    M      P      Consulting    Engineer 

B0041i0046 

ACRB 

UldofF.    Reager,    BeUouJitl    <-   Adler 

B004O30170 

50-289        0 

B001O40229 

50-2Q9         0 

Q004OBOI39 

50-2B9         S 

B0040B0146* 

SO-2B9         0 

B0040B01SO* 

50-2B9         0 

8O04OB01&7* 

50-289        0 

8004OB0176* 

80-289         G 

B004O90399 

50-389         0 

Wisconsin  Electric   Powir    Co 

B004O  10223 

50-566         0 

8004010319 

50-266         P 

B004OI0319 

50-266         P 

S004O20326 

50-266         P 

BO04O20333 

50-266         8 

8004020344* 

50-266         3 

AUTHOR 
AFFILIrtTTDN 

ACCESSION 
NLJMUEfJ 

SUBJECT 
CATECQFIV 

SO  040204  1O 

50-266 

F 

0004020410 

50-266 

F 

B004030353 

50-366 

a 

8004040123 

50-366 

p 

S004070206 

5O-266 

o 

8004H0491 

PR 

B0042202-7B 

50-301 

p 

B004220475 

30-366 

p 

S004320475 

50-266 

p 

BOO1240419 

30-266 

Cl 

8004240419 

50-266 

a 

8004240449 

50-266 

a 

BOO4240441? 

SD-S&i 

a 

90042902^9 

5D-26A 

s 

BOO4  290306-t 

50-366 

8 

B004290307 

50-3A6 

B 

3004290310* 

50-266 

S 

B00437041B 

50-2,66. 

I 

3004290425* 

50-266 

1 

a00429042B 

50-2A6 

F 

0004290464 

50-301 

5 

0004290469* 

30-301 

S 

6004290470 

SO-301 

9 

8004S90479* 

50-301 

S 

Uiiconiin   Public    Service    Coip 

B004OlOfl9a 

90-305 

P 

B0040104'?5» 

50-303 

P 

B004OBO337 

50-305 

P 

S0040B0437 

50-305 

S 

30Q4O8  04624 

50-305 

S 

S004090467* 

50-303 

s 

8004100403 

50-305 

a 

80041SO354 

50-305 

R 

B0041503S3* 

30-305 

R 

8004130524 

90-303 

B 

SO  041  50532* 

50-305 

s 

B0041505B1 

50-303 

B 

B004150S96» 

50-305 

B 

B00417001S 

50-305 

P 

B0041Q04SB 

50-305 

P 

80041BO433* 

30-305 

P 

8004180479 

50-303 

P 

S0041804B3* 

50-309 

P 

8004210327 

30-303 

P 

000421033H* 

30-303 

P 

SO  04320642 

30-305 

3 

BO  0-4320  648  * 

50-305 

B 

0004220756 

30-305 

f 

BOO  4230  5  04 

50-305 

a 

B004230515- 

50-305 

B 

QQO  43703  21 

30-303 

a 

0004290327" 

50-305 

B 

3004290336* 

30-H05 

S 

Wiiconiln't   En  vironmanta  1    Decade 

8004010399 

30-H46 

O 

BQQ41B0130* 

50-301 

O 

W199,    Jannev    Elitner    t>   Aasoc  iat  Ion,     Inc 

B004040070* 

30-344 

T 

Worshamp     Forty  th  a    &  Samp  els 

BOO4O9O164 

50-445 

M 

B0040901A4 

50-445 

M 

S0040901(b4 

•50-445 

M 

S001O90175 

30-445 

M 

0004090173 

50-449 

M 

BO04090175 

50-445 

M 

6004090100 

30-445 

M 

80040901  BO 

50-445 

M 

6004070160 

50-445 

M 

S004  100221 

50-44S 

M 

B  004  100221 

50-44S 

M 

8004100231 

50-443 

M 

Wijl*  LJboratoriei 

BOO414O334* 

30-369 

A 

BO0414O354* 

SO-369 

A 

BO0414039B* 

50-369 

A 

BO0414039S* 

50-369 

A 

Wyomina    Mineral   Corp 

8004020(55 

•)0-Q502 

B004070196 

40'BSoa 

BOa4O7O335 

40-0302 

BOO-1O7024') 

40-0302 

B00409O2G1 

40-B5021 

BO0421O413 

40-B502: 

B0042E007& 

40-0902 

S00422009B 

40-0502- 

G00424O19Q 

40-B302 

0004240309* 

40-B502- 

3004280333 

4O-B304 

WijQmlng   Out  Jour  Council 

B0042103B7 

4O-  1  1  bS 

00t>4S]030au 

40-1162 

Wyoming-     State    of 

B004020064 

40-B743- 

CORPORATE  SOURCE  INDEX 


AUTHOR                                                         ACCESSION 
AFFILIATION                                                      NUMBER 

SUBJECT 
CATEGORY 

80040701B6 

4O-S3QO 

SOO429O075 

4O-B502 

Yankee    Atomic    Electric     Co                                                 EiOQflO  I  0395 

50-29 

I 

aO0101O39B* 

50-29 

I 

&00404029B* 

ACRB 

e0040a048<5 

50-29 

S 

BQO40aQQ9A» 

50-39 

5 

9004100370 

50-39 

R 

900411)0374* 

SO-31) 

R 

80041  10419 

50-29 

P 

«00411043'l 

50-29 

P 

900411O444- 

5O-29 

P 

3004140173 

50-2? 

F 

SOQ-HS035Q 

50-29 

R 

0004150353* 

50-29 

R 

AUTHOR 
AFFILIATION 

ACCESSION 
NUMBER 

SUBJECT 
CATEGORY 

9004160096 

PR 

B00116O102* 

PR 

3004210110 

PR 

9004330064 

50-29     P 

90042301189 
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BOO4O2Q26B 

BO/03/04 

4Q-20M 

B004020274 

800402036B 

BO/03/04 

40-2061 

8004020376 

8004020268 

BO/03/04 

40-2061 

B004020277 

B00402051B 

BO/03/06 

50-3B9 

0 

B0040303B2 

8004020218 

BO/03/06 

50-3B9 

O 

8004030389 

8004020235 

80/03/2B 

50-153 

R 

B004020296 

8004020393 

BO/03/31 

30-397 

8 

8004030305 

B004D20302 

80/03/21 

50-397 

a 

B00402031O 

B004020309 

BO/03/23 

5O-249 

B 

BQ04020313 

B004020311 

BO/  03/1  7 

50-293 

B 

B004030316 

6004020312 

80/O3/28 

50-327 

a 

BQ04020317 

8004020313 

80/03/23 

30-366 

a 

B004020320 

6004020319 

BO/03/31 

50-219 

p 

6004020322 

B004O20321 

BO/03/10 

50-393 

B 

8004020323 

8004020318 

BO/03/11 

50-302 

8 

8004020330 

B004020323 

BO/03/23 

30-366 

g 

SQ04020337 

B  004  O2  033  2 

80/03/26 

50-249 

B 

8004020338 

8004020331 

80/03/2B 

50-269 

i 

0004020340 

BQ04020333 

BO/03/03 

30-424 

B 

8004020341 

8004020339 

00/03/10 

30-377 

K, 

8004020344 

8004020333 

80/03/25 

50-266 

S 

8004020346 

8004020342 

80/03/2B 

50-360 

8 

8004020347 

8004020343 

80/03/24 

50-366 

8 

G004020353 

B004020349 

BO/03/2B 

30-313 

B 

8004020353 

8004020332 

SO/03/2S 

50-265 

B 

8004020337 

B0040203SO 

80/03/20 

SQ-S54 

a 

8004020390 

B00402034B 

80/03/27 

30-369 

0 

8004020399 

B0040303S4 

80/03/27 

30-321 

8 

8004020362 

8004020356 

80/03/28 

90-271 

B 

8004020364 

8004020360 

80/03/09 

71-2SO 

8004020363 

8004020361 

BO/03/24 

30-366 

Q 

8004020367 

8004020363 

00/03/29 

80-249 

S 

8004020371 

8004020366 

80/03/19 

30-327 

8 

8004020374 

8004020378 

80/03/1  4 

30-213 

It 

B004020376 

8004020369 

80/03/17 

30-295 

8 

B004020380 

0004020373 

80/03/OS 

71-13 

8004020384 

8004020381 

80/03/13 

50-333 

S 

8001020386 

B0040203B3 

80/03/28 

50-219 

R 

B00402038B 

B00402Q3B5 

80/03/24 

90-390 

A 

8004020391 

8004030377 

BO/03/17 

90-351 

B 

B004030402 

6004020376 

80/03/36 

TOPFiEP 

8004020412 

8004020407 

80/03/23 

90-304 

3 

B004030416 

8004020414 

BO/03/27 

30-438 

9 

B00402041S 

B00402040B 

80/03/31 

50-213 

F 

8004030418 

8004020403 

80/03/31 

50-213 

F 

8004020419 

8004020413 

80/03/10 

SO-373 

F 

8004020421 

8004020417 

80/03/BB 

30-438 

B 

B004020424 

8004020408 

80/03/31 

30-213 

F 

B004020427 

0004020423 

90/03/14 

30-234 

B 

8004020432 

B004020429 

80/03/31 

TOPREP 

8004020434 

8004020423 

80/02/14 

QA999 

8004020436 

8004020431 

80/03/27 

80-438 

8 

8004020437 

80040204BS 

80/03/25 

90-366 

3 

B004020443 

8004020435 

80/03/17 

30-263 

8 

B004020443 

B004020430 

80/03/24 

50-265 

B 

BQ04020447 

B004020440 

80/03/27 

80-327 

g 

S00402045B 

8004020456 

80/03/03 

30-320 

H 

8001020465 

8004020461 

BO/03/03 

80-320 

H 

8004020469 

6004020464 

80/03/10 

TQPREP 

80040S0471 

6004020467 

80/03/07 

XPORTLIC 

8004030474 

8004020468 

80/03/20 

SO-5B2 

0 

8004020475 

8004020464 

BO/03/  IB 

TOPREP 

8004020479 

8004020472 

80/03/19 

XPORTUIC 

8004020481 

8004020473 

80/03/12 

50-364 

A 

CROSS  REFERENCE  OF  ENCLOSURES 
TO  PRINCIPAL  DOCUMENTS 
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ACCESSION   NUMBER 


ACCESSION  HUMQER 


ENCLOSURE 

PRINCIPAL 
DOCUMENT 

DATE 
ISSUED 

SUBJECT 
CATEOOdV 

8004020482 

0004020477 

80/03/24 

40-7127 

3004020435 

0004030473 

BO/03/12 

50-364    A 

B004O30003 

BOO  4  030  001 

8O/Q3/06 

4Q-B715 

8004030014 

8004030011 

BO/03/26 

CONTRACT 

BOO  4  0300  1Q 

8004030016 

80/03/11 

50-3      H 

800-J03QQ23 

8004030020 

80/03/19 

CONTRACT 

B004030024 

8004030016 

00/03/11 

50-3      H 

6004030035 

0004030016 

80/03/11 

50-3      H 

0004030020 

0004030032 

80/03/03 

50-320    H 

BQQ4030Q33 

B0040300I9 

80/03/03 

50-320    H 

8004030037 

B004030033 

80/03/17 

CONTRACT 

0004030030 

8001030035 

80/03/03 

50-320   H 

0004030044 

0004030040 

80/03/05 

CONTRACT 

8004030046 

8004030043 

80/03/12 

XPORTLIC 

8004030094 

8004030052 

BO/03/03 

50-  3  2O    H 

0004030065 

0004030041 

00/03/03 

90-320   H 

B004030071 

8004030070 

80/03/05 

50-320    H 

0004030093 

90040300B7 

BO/03/03 

50-320    H 

B00403011B 

8004030102 

80/03/12 

50-320    P 

B004O30128 

0004030126 

80/03/28 

90-280    P 

800403012? 

8004030123 

80/03/03 

SO-320    H 

8004030131 

8004030130 

30/03/31 

50-267    Q 

8004030132 

8004030130 

80/03/31 

90-267    Q 

8004030133 

B004030130 

80/03/31 

50-S67   Q 

B004030134 

0004030130 

80/03/31 

90-267   Q 

8004030136 

8004030130 

80/03/31 

30-267   Q 

800403QI41 

8004030140 

80/03/31 

50-206    P 

8004030149 

8004030140 

80/03/31 

50-206   P 

0004030196 

8004030153 

80/03/12 

50-320   H 

8004030161 

8004030160 

BO/03/21 

30-331   R 

8004030160 

8004030166 

77/02/02 

BECY 

00040301  70 

0004030175 

80/04/01 

50-393   K. 

BOQ40301B5 

8004030183 

00/04/02 

50-339   A 

8004030166 

8004030101 

00/04/01 

50-361   A 

S004030170 

00040301B3 

BO/04/02 

BO-339   A 

0004030193 

8004030103 

80/04/02 

90-339   A 

0004030194 

8004030192 

0O/03/28 

50-348   P 

8004030195 

0004030103 

HO/04  /02 

50-339   A 

0004030197 

8004030194 

80/03/31 

50-334   R 

8004030200 

8004030103 

80/04/02 

90-339   A 

8004030202 

0004030199 

80/03/28 

50-269    P 

0004030209 

B004030103 

00/04/02 

50-339    A 

8004030206 

8004030103 

80/04/02 

30-339    A 

8004030214 

0004030312 

80/03/26 

50-348   R 

8004030213 

0004030216 

80/03/28 

90-333   S 

8004030320 

0004030217 

BO/03/31 

30-B59   R 

8004030221 

8004030219 

80/03/S8 

90-338   8 

8004030224 

0004030223 

80/03/31 

50-287    B 

0004030236 

BOQ4030225 

80/03/28 

50-338   9 

8004030237 

8004030835 

BO/03/19 

OA999 

8004030230 

B004030S36 

80/04/01 

90-338   fi 

000403053? 

8004030239 

80/03/19 

QA999 

8004030242 

8004030233 

80/03/19 

OA999 

800403024.3 

8004030240 

80/04/01 

50-344   P 

0004030244 

8004030235 

80/03/19 

CIA999 

8004030247 

0004030246 

80/02/29 

80-298   a 

8004030292 

8004030291 

SO/02/14 

50-306   0 

0004030299 

0004030291 

80/OB/16 

90-306   0 

800403QB56 

8004030K49 

80/03/26 

90-230   B 

8004030264 

8004030260 

79/11/13 

50-330   0 

8004030270 

8004030266 

BO/03/2B 

50-280   0 

0001030278 

BQ0403Q273 

80/03/27 

50-333   S 

800403027? 

0004030272 

80/03/12 

90-320   P 

BOQ4Q302BQ 

8004030274 

80/03/07 

XPORTLIC 

0004030283 

8004030272 

BO/03/12 

90-320   P 

8004030283 

0004030292 

80/03/25 

90-335   S 

0004030290 

0004030232 

80/03/31 

50-336   P 

0004030308 

8004030303 

BO/Q3/S7 

FOIA 

0004030312 

8004030303 

80/03/27 

FOIA 

S004030316 

8004030303 

80/03/27 

FOIA 

8004030317 

8004030303 

80/03/27 

rot  A 

8004030321 

8004030303 

80/03/27 

FOIA 

9004030324 

8004030303 

80/03/27 

FOIA 

8004030327 

8004030303 

80/03/27 

FOIA 

800403032B 

8004030303 

SO/03/27 

FOIA 

8004030330 

0004030303 

80/03/27 

40-2061 

0004030333 

8004030329 

90/03/BO 

90-312   0 

0004030340 

8004030339 

00/03/20 

COMMISSION 

8004030350 

0004030349 

00/03/24 

90-298   Q 

8004030389 

8004030394 

80/03/05 

71-9142 

ENCLOSURE 

PRINCIPAL 
DOCUMENT 

DATE 
ISSUED 

SUBJECT 
CATEGORY 

8004030362 

8004030323 

BO/03/11 

70-2478 

8004030366 

8004030365 

SO/  02/26 

50-213        P 

8004040004 

8004040002 

80/03/19 

50-289         H 

6004040003 

B004040007 

BQ/03/O3 

PR 

300-1040015 

3004040012 

BO/03/  13 

70-1201 

0004040018 

B004040012 

BO/03/13 

70-12O1 

B004040019 

8004040014 

BO/03/21 

30-10            0 

B004040021 

0004040012 

BO/03/13 

70-12O1 

8004040023 

B0040400I4 

SQ/03/2I 

50-10           0 

6004040026 

B004040022 

SO/02/12 

90-341          Q 

8004040031 

0004040029 

ao/02/ia 

50-254         0 

8004040035 

8004040032 

30/02/13 

9  0-23  S         0 

8004040040 

B004Q40036 

BO/02/15 

50-373         0 

B004040041 

8004040037 

80/02/08 

70-143 

8004040042 

0004040038 

QO/03/27 

XPORTLIC 

B004040044 

8004040037 

eo/oa/oa 

70-143 

B004040046 

8004040043 

fiO/02/13 

90-516         Q 

8004040047 

8004040037 

BO/OB/QB 

70-143 

8004040049 

B004040049 

BO/03/27 

XPQRTL1C 

8004040032 

BQ04040090 

BO/02/16 

90-341         a 

8004040099 

8004040094 

30/02/22 

50-312       Q 

8004040057 

8004040096 

HO/  02/01 

BO-49B        S 

8004040061 

B004040060 

BO/02/12 

30-433        Q 

8004040062 

8004040060 

SO/02/  13 

50-483        G, 

8004040065 

8004040063 

90/03/17 

90-344        T 

8004040067 

8004040063 

BO/03/17 

50-344        T 

8004040068 

8004040038 

BO/03/  13 

PROJ 

B004040070 

0004040063 

80/03/17 

80-344        T 

8004040071 

8004040064 

80/03/20 

50-483        Q 

8004040073 

B004040063 

BO/03/17 

50-344        T 

0004040079 

8004040064 

ao/03/ao 

90-483        0 

8004040083 

0004040081 

OO/03/11 

30-449        a 

8004040093 

8004040080 

BQ/02/OB 

70-1131 

B004040094 

8004040089 

80/02/24, 

50-313        Q 

0004040096 

8004040091 

BO/03/1O 

30-317        P 

8004040097 

B004040080 

80/02/OB 

7O-1151 

0004040101 

8004040098 

BO/03/11 

90-449         a 

0004040102 

8004040099 

80/02/07 

40-BI39. 

B004040104 

8004040100 

BO/02/2B 

OA999 

8004040109 

8004040091 

BO/03/  1C* 

3O-317         P 

0004040107 

8004040091 

BO/03/10 

90-317        P 

8004040114 

0004040110 

80/03/12 

XPDHTL1C 

8004040117 

8004040113 

BO/03/12 

70-143 

8004040120 

8004040116 

BO/  02/2O 

CONTRACT 

8004040  122 

8004040111 

80/02/06. 

OA999 

80040401  24 

0004040(21 

80/03/26 

71-9010 

8004040129 

8004040084 

0O/O2/12 

50-416        Q 

8004040132 

8004040113 

8O/O3/  18 

90-346         0 

8004040133 

8004040128 

BO/O2/19 

30-267        Q 

0004040136 

8004040120 

BO/02/19 

50-267         0 

8004040137 

8004040130 

80/02/06 

70-27 

8004040139 

8004040136 

BO/03/17 

50-312        Q 

8004040140 

B004040128 

80/02/19 

90-267        fl 

8004040144 

B004040130 

80/O2/06 

70-27 

800404'1  '  ' 

80040 

8QQ4C 

80041 

8000 

480 
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ACCESSION   NUMBER 


ACCCSSIOH   NUMBER 


ENCLOSURE 

PRINCIPAL 
DOCUMENT 

DATE 
I&SUEP 
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CATEGORY 

8004040177 

B004040191 

80/02/29 

CONfRACT 

801)4040198 

SQ0404O184 

BO/03/21 

50-445 

H 

8004040199 

6004040195 

80/02/1  i 

50-10 

0 

0004040306 

B004040205 

90/03/30 

50-245 

R 

800404Q20B 

8004040203 

BO/02/13 

50-566 

Q 

8004040213 

B004040209 

80/02/15 

70-B3 

8004040217 

6004040313 

BO/O3/19 

CONTRACT 

0004040323 

8004040201 

BO/03/15 

50-416 

Q 

B00404Q333 

8004040202 

80/03/03 

50-330 

H 

B004040234 

B004040225 

80/02/28 

50-320 

H 

8004040237 

BQ04040311 

80/03/03 

50-320 

H 

0004040243 

8004040333 

BO/03/05 

30-280 

Q 

BOG4G40349 

G00404O214 

80/03/03 

50-330 

H 

B00404024B 

8004040215 

80/O3/O3 

50  -320 

H 

8004040350 

S004040232 

ao/oa/os 

50-280 

Q 

8004040353 

8004040219 

80/03/03 

50-330 

H 

8004040294 

3004040249 

BO/03/26 

50-336 

P 

60040402S6 

B004040246 

80/01/29 

ACR8 

8004040257 

8004040247 

BO/02/3B 

50-320 

H 

90040402SB 

8004040220 

80/03/03 

50-320 

H 

0004040259 

B004040233 

80/02/05 

30-300 

0 

0004040262 

8004040232 

80/02/05 

30-235 

0 

0004040263 

6004040223 

BO/03/03 

50-320 

H 

8004040265 

B00404021B 

80/03/03 

50-320 

H 

0004040267 

8004040261 

80/O2/06 

50-409 

0 

0004040274 

B004040272 

80/03/11 

UUREfl 

6004040273 

B004040271 

00/01/17 

ACfiS 

8004040277 

6004040272 

BO/03/11 

NUREO 

00040402BO 

B00404027B 

80/03/28 

50-311 

A 

8004040287 

B0040402B3 

BO/01/17 

ACR3 

B00404028B 

8004040284 

80/03/37 

50-317 

S 

B004040389 

S00404033H 

BO/02/05 

50-200 

a 

B00404029H 

8004040283 

80/01/17 

ACRS 

0004040299 

B00404027I 

80/03/29 

50-317 

a 

BOO  4  04  0296 

GOQ404O291 

80/03/29 

30-317 

Q 

B004040297 

BO  04  04  0293 

80/03/31 

90-261 

p 

8004040293 

B004040283 

BO/Ol/17 

ACRS 

B00404029? 

B0040402B5 

BO/02/30 

90-313 

a 

B004040301 

B004040E91 

00/03/29 

50-317 

a 

B004040311 

BO  040  4  0309 

BO/04/02 

SO-1S3 

p 

8004040323 

8004040305 

80/03/31 

90-261 

H 

8004040334 

8004040317 

80/03/31 

50-272 

8 

8004040332 

8004040329 

80/03/31 

50-371 

3 

8004040333 

8004040326 

80/03/31 

TOPREP 

8004040337 

8004040326 

80/03/31 

TOPREP 

8004040338 

B004040331 

BO/03/30 

30-313 

ft 

B004040339 

B004040316 

BO/O2/20 

90-295 

Q 

B004040343 

B004040340 

80/04/01 

50-358 

I 

8004040344 

8004040336 

80/03/27 

50-320 

S 

0004040345 

B004040339 

80/01/22 

50-458 

A 

8004040347 

800404032B 

80/03/13 

50-290 

0 

S00404034S 

8004040476 

80/03/10 

QA999 

B004040349 

0004040336 

80/03/27 

50-320 

8 

B004040350 

B004040340 

60/04/0) 

50-358 

I 

600404035! 

0004040328 

BO/03/13 

50-350 

0 

B004040392 

B004040476 

80/03/10 

QA999 

800404035S 

B004040340 

00/04/01 

50-398 

r 

BOQ4040336 

B004040335 

BO/01/33 

50-458 

A 

B00404035? 

B004040354 

80/03/31 

50-334 

F 

S004040360 

BOO  4  040328 

BO/03/13 

50-230 

0 

B004040361 

B004040476 

SO/03/10 

QA.999 

8004040364 

8004040363 

80/01/30 

50-458 

A 

6004040369 

B004040328 

BO/03/13 

50-350 

a 

8004040367 

B004040363 

80/01/30 

50-4SB 

A 

800404036B 

8004040362 

80/03/27 

50-403 

3 

8004040372 

3004040370 

00/02/22 

90-450 

A 

8004040373 

B004040370 

80/02/22 

50-496 

A 

B004040376 

B004040371 

80/03/31 

50-255 

R 

6004040383 

8004040339 

BO/03/10 

50-269 

Q 

B004040384 

B004040378 

60/02/28 

30-450 

A 

8004040336 

800404037B 

00/02/28 

90-453 

A 

80040403B7 

9004040380 

BO/03/31 

50-250 

R 

80040403B7 

3004040385 

60/04/02 

90-3 

P 

8004040371 

3004040377 

80/03/37 

50-436 

8 

B004040397 

BO  04  04  03  80 

80/03/31 

50-250 

R 

8004040399 

S  004040393 

BO/02/13 

90-319 

0 

8004040402 

S  004040358 

80/03/10 

50-269 

0 

B004040403 

B00404039B 

00/03/10 

71-35 

6004040406 

6004040396 

60/03/28 

50-290 

R 

8004040408 

B004040404 

80/03/26 

30-230 

R 

ENCLOSURE 

PRINCIPAL 
DOCUMENT 

DATE 
ISSUED 

SUBJECT 
CATEQQRV 

00040110409 
8004040410 
0004040411 
BOQ4040413 
B004040418 

8004040374 
B004040405 
B004040407 
8004040400 
8004040414 

00/03/24 
00/02/16 
00/02/OB 
SO/03/31 
80/02/16 

50-493   B 
50-263   Q 
50-293   0 
50-331    S 
50-546    Q 

8004040433 
8004040421 
8004040436 
8004040427 
0004040430 

B0040404I? 
B004040420 
B004040416 
8004040419 
8O04O40420 

BO/O3/24 
00/02/06 
BO/04/01 
BO/03/24 
SO/OB/06 

FQIA 
90-424    0 
50-321    S 

roiA 

30-424    0. 

8004040431 
8004040432 
0004040434 
BQ04040437 
0004040438 

B004040421 
B004040419 
5004040435 
8004040419 
8004010439 

BO/03/05 
BO/03/24 
80/03/28 
80/03/24 
80/03/31 

50-320    H 
FDIA 
5O-339    fl 
F01A 
50-366    B 

8004040440 
B004Q40442 
80040404-13 
8004040444 
S004040445 

B004040436 
BOQ4Q40419 
8004040425 
8004040436 
8004040439 

BO/02/  16 
80/03/24 
BO/03/28 
QO/02/16 
80/03/1  B 

50-315    Q 
FOIA 
30-339    R 
50-315    0 
30-302    Q 

BQQ4040446 
B004040447 
8004040448 
B004040441? 
8004040432 

0004040419 
8004040439 
BO04040425 
0004040439 
8004040439 

BO/03/24 
00/03/18 
BO/OJ/28 
80/G3/1B 
80/03/IB 

40-0760 
50-302    0 
3O-333    R 
50-302    Q 
30-302    0 

8004040433 
8004040494 
B004040464 
B001Q40473 
8004040479 

0004040450 
8004040439 
B004040435 
B004040471 
8004040476 

BO/02/  13 
BO/03/07 
BO/03/07 
80/02/16 
80/03/10 

40-3061 
CONTRACT 
CONTRACT 
30-32?    0 
OA999 

8004070007 
8004070009 
B004070014 
B004070015 
8004070020 

0004070003 
B0040700O6 
8004070010 
B00407001I 
0004070010 

BO/03/07 
BO/03/14 
80/03/17 
BO/03/07 
BO/03/17 

CONTRACT 
CONTRACT 
71-9079 
30-3EO    P 
71-900D 

8004070022 
BOO-1070032 
BQ04Q70034 
8004070036 
800407003? 

8004070021 
8004070025 
000407002? 
B004070033 
0004070035 

90/03/10 

ao/03/ao 

BO/03/OB 
BO/03/19 
BO/03/07 

71-105 
CONTRACT 
XPORTLIC 
50-289    Q 
30-400    0 

B004070042 
B004070043 
S004070049 
8004070054 
8004070057 

0004070040 
8004070035 
8004070046 
8004070046 
B004070046 

80/03/21 
BO/03/07 
BO/03/03 
BO/03/03 
00/03/03 

90-271    P 
50-400   <J 
70-143 
70-143 
70-143 

B  001  0700  60 
B004070Q63 
8004070066 
B00407007I 
0004070077 

8004070057 
8004070056 
B004070096 
8004070070 
8004070075 

00/03/11 
BO/03/36 
00/03/26 
BO/03/17 
80/03/17 

50-498    0 
SO-aBl    0 
50-2B1    0 
30-483    H 
30-337   H 

8004070079 
80040700SI 
B0040700B3 
B0040700B7 
B004070070 

B004070076 
8004070076 
8004070076 
0004070076 
0004070076 

BO/03/04 
BO/03/04 
80/03/04 
00/03/04 
00/03/04 

OA999 
QA99? 
QA999 
QA999 
QA999 

8001070091 
0004070090 
8004070099 
8001070100 
8004070104 

8004070076 
8004070094 
800407000? 
B004070096 
80040700B9 

80/03/04 
79/12/31 
00/03/04 
80/02/22 
00/03/04 

OA99? 
50-3     P 
40-6329 
CONTRACT 
40-6339 

8004070106 
B004070107 
B004070109 
8004070110 
8004070111 

8004070102 
8004070009 
0004070102 
8004070102 
8004070102 

80/03/03 
BO/03/04 
80/03/03 
80/03/05 
.  80/03/05 

30-443   Q 
40-632? 
30-443   0 
30-443   Q 
30-443   Q 

0004070112 
B004070117 
80040701  10 
8004070119 
0004070120 

B00407010S 
0004070114 
0004070113 
8004070113 
8004070114 

BO/02/07 
80/03/04 
BO/03/11 
80/02/07 
80/03/04 

70-1100 
50-332   Q 
50-360   Q 
70-39B 
30-333   Q 

80040701B1 
80040701  S3 
0004070133 
B004070133 
8004070137 

0004070114 
B004Q70H4 
8004070139 
B004070130 
8004070129 

80/03/04 
80/03/04 
00/03/03 
80/03/06 
00/03/05 

30-322   Q 
30-322   0 
30-135   H 
50-341   Q 
30-193   H 

0004070140 
0004070  MS 
0004070152 
6004070135 
8004070153 

8004070125 
8004070(3? 
8004070147 
8004070144 
8004070150 

80/02/35 
80/02/29 
80/03/13 
00/02/20 
00/03/17 

CONTRACT 
50-293   0 
71-24 
40-6659 
50-43B   Q 

CROSS  REFERENCE  OF  ENCLOSURES 
TO  PRINCIPAL  DOCUMENTS 
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ACCESSION    NUMBER 


ACCESSION   NUMBER 


ENCLOSURE 

PRINCIPAL 
DOCUMENT 

DATE 
ISSUED 

SUBJECT 
CATEGORY 

BQ04070I59 

B004070144 

80/03/20 

40-6659 

8004070162 

8004070157 

BO/02/13 

SO-IO     Q 

BQQ4070164 

8004070144 

BO/03/20 

40-6659 

BQQ4070165 

B004O7016O 

80/03/10 

50-313    P 

0004070166 

8004070157 

BO/02/  12 

50-10     Q 

80040701  68 

8004070150 

BO/03/17 

50-438    Q 

B004070169 

B004070144 

80/02/20 

•10-6659 

0004070170 

8004070  16O 

BO/03/10 

50-313    P 

B004070I71 

8004070167 

00/02/tS 

50-483    0 

8004070173 

8004070167 

BO/02/15 

50-483    0 

0004070174 

8004070172 

QO/02/07 

50  -373    Q 

BG04070177 

B004070150 

QO/03/17 

50-438    Q 

0004070170 

B004070173 

80/02/20 

50-275    0 

B004070I80 

3004070148 

BO/03/  14 

6ECV 

8004O7OI83 

3004070179 

80/03/1"? 

30-250    F 

0004070100 

B004O70104 

80/03/04 

30  324    P 

B004070199 

B004070193 

BO/03/26 

30-334    Q 

8004070209 

8004070137 

BO/02/26 

PR 

8004070205 

8D04070194 

80/O3/19 

50-3      H 

8004070307 

B004Q702O3 

BO/02/07 

70-1100 

B004070208 

8004070194 

80/03/19 

SO-3      H 

8004070214 

3004070194 

SO/03/19 

50-3      H 

BO0407021/ 

B004070211 

BO/03/07 

70-135 

8004070210 

8004070313 

00/02/2S 

50-245    Q 

B004070223 

B0040703I3 

80/03/38 

50-345    0 

Q004070234 

B004070174 

80/03/19 

50-3      H 

8004070226 

8004070213 

BO/02/2H 

50-245    Q 

B0040702S9 

B004070I94 

80/03/19 

50-3      H 

800-1070231 

8004070213 

BO/02/?B 

50-245    Q 

B004070233 

6004070194 

SO/03/19 

50-3      H 

8004070236 

8004070234 

80/03/27 

50-369   A 

0004070241 

8004070339 

BO/01/10 

ACR8 

B0040702S5 

G00407025I 

SO/O3/12 

50-52B   B 

8004070356 

8004070232 

SO/03/25 

30-331    R 

8004070353 

B0040702B1 

80/03/12 

50-529    S 

0004070268 

8004070266 

60/03/13 

50-336    P 

B00407027I 

3004070270 

80/03/^6 

30-277    n 

8004070276 

8004070275 

80/03/2B 

30-317    R 

BOQ40702BO 

B004O70277 

00/03/31 

50-334    R 

B0040702B3 

B0040703B1 

BO/04/01 

50-331    S 

SOQ407028S 

B0040702B4 

00/03/31 

SO-SB9    P 

BOQ40702B9 

BOO  4  070  28  8 

00/03/31 

50-260    S 

8004070391 

8004070290 

00/03/31 

50-289   P 

B004070294 

6004070393 

80/03/31 

SQ-329   R 

8001070298 

B004070297 

ao/os/31 

50-334    I 

0004070300 

8004070296 

80/03/38 

50-333    R 

B004Q703Q2 

3004070399 

80/03/31 

50-443   I 

800-1070306 

8004070290 

80/03/31 

50-289   P 

H004070309 

B004070307 

00/04/OS 

30-338   B 

Q004070310 

800407030S 

80/03/3  1 

50-3B2   G 

8004070319 

8004070295 

80/03/06 

50-400   Q 

8004070316 

8004070312 

80/03/25 

50-313    S 

8004070321 

8004070317 

80/03/30 

50-18     I 

8004070322 

8004070320 

BO/03/31 

50-S33   P 

B00407Q3S3 

6004070319 

80/03/31 

30-2B?   P 

S004070324 

B004070314 

BO/03/26 

30-366   8 

8004070325 

800407031<7 

80/03/31 

BO-3B9    P 

000407032'? 

B00407032B 

SO/03/31 

50-433   R 

0004070330 

80040/0327 

80/03/SS 

50-269   S 

8004070331 

B004  070393 

80/03/06 

30-400   Q 

8004070337 

8001070333 

SO/04/04 

50-324   S 

8004070339 

3004070335 

80/03/31 

30-330   R 

8004070342 

B00407033B 

BO/03/31 

30-306   R 

B004070343 

8004070335 

80/03/31 

50-320   R 

8004070349 

BOQ407033B 

30/03/31 

50-206   R 

8004070346 

800407034  1 

BO/03/31 

50-334   8 

BQ04070347 

BQG4070335 

80/03/31 

50-380   R 

S00407034S 

B004070336 

30/03/31 

90-306   R 

8004070352 

B00407033B 

80/03/31 

30-806   R 

800407035S 

8004070333 

80/03/17 

WASTE  MOT 

8001070357 

8004070338 

SO/03/31 

50-206   ft 

800407035B 

B004070354 

80/02/05 

50-393   Q 

6004070359 

BOQ1070333 

BO/03/  17 

WASTE  MOT 

8004070363 

8004070360 

80/04/01 

TQPREP 

8004070370 

8004070367 

80/03/25 

50-397   A 

8004070371 

3004070367 

80/03/35 

SO-397   A 

0004070378 

3004070367 

BO/03/BS 

50-397   A 

8004070373 

B004070364 

BO/03/13 

50-367   H 

8004070374 

B004070367 

BO/03/33 

50-397   A 

S00407037S 

8004070341 

80/03/31 

50-334   8 

ENCLOSURE 

PRINCIPAL 
DOCUMENT 

DATE 
ISSUED 

SUBJECT 
CATESQRY 

B004070382 
B0040703B5 
S0040703B8 
BOQ4070391 
0004070392 

6004070379 
B004070379 
8004070383 
3004  070379 
80040703B3 

80/03/07 
BO/03/07 
BO/02  /37 
80/03/07 
BO/03/27 

50-3B7         Q 
30-3B7         Q 
70-364 
50-337        Q 
70-364 

BQ04070394 
8004070396 
B00407Q401 
8004070403 
6004070414 

B004  0703  83 
BD04070379 
S0040703B3 
80O40702B7 
B004070410 

BO/02/37 
80/03/07 
80/02/27 
BO/03/31 
BO/03/13 

70-364 
50-387        0 
70-364 
50-313         P 
37-47 

BOQ4070416 
B004070420 
8004070421 
B004070426 
B0040B0005 

S004070409 
0004070409 
8004O7041B 
0004070417 

aoo4oaooo3 

BO/03/O7 
80/03/07 
BO/03/13 
BO/03/  1  1 
BO/03/13 

50-289         Q 
50-2B9         0 
50-1O            H 
State   Prog 
SO  -395         P 

BQ0408000B 
8004080011 
B004080013 
S0040B0014 
8004080015 

00040B0003 
00040B0003 
3004080003 
00040800O9 
8004080010 

80/03/13 
BO/03/13 
80/03/13 
80/03/14 
80/03/19 

50-293         P 
30-293         P 
50-293         P 
XPDRTLIC 
50-250         Q 

8004060023 
BOQ40BOQ35 
B0040B0027 
8004080029 
0004000030 

00040B0010 
0004080019 
S004OB0010 
8004080031 
00040B0010 

BO/03/19 
BO/04/OI 
80/03/19 
BO/03/  H 
80/03/19 

50-350        Q 
50-269        0 
50-250        0 
50-34B         Q 
90-230        Q 

80040B0033 
8004080034 
B0040B0036 
B004080038 
80010B0040 

3004080028 
6004080031 
00040B0031 
B0040B0010 
8004080021 

80/03/13 
80/03/1  1 
80/03/07 
BO/03/19 
80/03/11 

30-445        M 
30-348        Q 
TOPREP 
50-350        Q 
SO-34B         0 

8004080042 
8004080043 
B0040B004B 
000408003! 
B0040800S3 

B0040B0039 
B0040B002I 
6004080037 
00040B0043 
B0040B0047 

BO/03/20 
80/03/11 
80/03/11 
80/03/31 
BO/03/21 

XPOF1TL1C 
30-348         Q 
COMMISSION 
50-289         0 
30-309        P 

80040BOQ57 
B0040H0059 
8004080060 
8004080063 
80040B0066 

B0040800S5 
B0040B0037 
B0040B0046 
8004080037 
8004080037 

80/02/SB 
BO/03/  1  1 
80/03/18 
HO/03/  1  1 
SO/03/11 

40-3453 
COMMISSION 
FOIA 
COMMISSION 
COMMISSION 

6004080067 
8004080074 
B0040B0076 
8004080080 
B0040BOQB3 

8004080062 
B0040BOD6S 
B0040B0046 
B0040B0046 
8004080078 

00/03/31 
BO/03/31 
BO/03/  IB 
80/03/18 
BO/03/13 

30-233         0 
50-295         & 
FOIA 
FOIA 
30-395        0 

B0040800B4 
800408QOSS 
B004080QP8 
8004080090 
B0040&0095 

8004080046 
80040B0079 
30040B0078 
8004080046 
8004080046 

BO/03/1B 
80/03/35 
SO/03/13 
00/03/1B 
00/03/16 

FO!A 
XPORTLIC 
30-299        0 
SO-  1  30        I 
F01A 

3004080097 
8004060098 
B004080103 
8004080108 
8004080110 

8004080093 
B0040B0046 
B004080046 
B0040B0091 
3004080046 

80/03/18 

00/03/1  a 

BO/03/  IB 
SO/03/14 
SO/03/18 

71-^019 
FPIA 
30-193        1 
COMMISSION 
FDIA 

8004080113 
8004080114 
80040801)3 
8004080117 
80040801  SO 

8001080107 
B0040B0109 
8004080046 
B0040B0046 
8004080046 

BO/03/  IB 
00/03/13 
00/03/1B 
SO/03/  IB 
00/03/18 

7J-90B9 
50-334        8 
FDIA 
FDIA 
FOIA 

B0040B0123 
8004080124 
8004080127 
8004080  1S9 
8004080130 

8001080016 
8004080046 
8004080  105 
8004080122 
8004080046 

00/03/18 
BO/03/  IB 
00/03/10 
30/02/25 
BO/03/  IB 

FOIA 
FOIA 

CONTRACT 
30-338        Q 
FOIA 

00040BOI33 
B004080134 
8004080136 
B0040BQ140 
8004080141 

8004080046 
B0040B0046 
B0040B0046 
8004080133 
8004080137 

ao/03/ia 

80/03/18 
80/03/18 
BO/02/23 
80/03/07 

FOIA 
FOIA 
FOIA 
27-47 
30-209        U 

8004080142 
BOQ40B0146 
B0040B0147 
80040B0148 
8004080150 

8001080016 
B0010B0139 
8004080145 
8004080046 
8004080139 

BO/03/  18 
BO/02/22 
80/02/Ei 
SO/03/  IB 
30/02/22 

FOIA 
30-289        0 
27-47 
FOIA 

80-389        0 

0004080163 
B0040B0164 
8004080167 
8004080168 
S0040QD173 

80040B013B 
8004080197 
B004080139 
8004080160 
8004080046 

79/OS/17 
80/03/13 
80/02/22 
80/03/11 
80/03/16 

40-3061 
30-143        U 
90-HB9        0 
30-516        A 
FOIA 

CROSS  REFERENCE  OF  ENCLOSURES 
TO  PRINCIPAL  DOCUMENTS 


ACCESSION  NUMBER 


ACCESSION  NUMBER 


ENCLOSURE 

Pfi  I  NCI  PAL 
DOCUMENT 

DATE 
ISSUED 

SUBJECT 
CATEQDHY 

B004040197 

B004040191 

9CVG2/29 

CONTRACT 

8Q0404019B 

80040401  84 

8O/03/2] 

50-443 

M 

B004040199 

B004040195 

BO/02/16 

50-10 

Q 

6004040206 

6004040205 

3O/03/3O 

50-245 

R 

8004040305 

B004040203 

00/02/13 

50-566 

Q 

6004040213 

B0040402O9 

BO/02/15 

70-83 

8004040217 

BC&40402I2 

ao/os/ig 

CONTRACT 

8004040222 

SC04040201 

90/02/15 

50-416 

Q 

8004040333 

BOC-4040202 

90/03/03 

50-320 

H 

8004040334 

BC04040225 

BO/02/28 

50-320 

H 

B004040337 

8004040211 

30/03/03 

50-320 

H 

8004040242 

0004040232 

30/03/05 

SO-280 

Q 

80040*0345 

8004040214 

60/03/03 

50-330 

H 

8004040248 

8004040213 

SO/03/03 

30-320 

H 

8004040250 

9004040233 

flO/02/05 

90-260 

Q 

B004Q40253 

BOO  40402  19 

a  0/03/03 

50-320 

H 

B004040234 

8004040249 

SO/03/26 

30-336 

P 

B004040256 

BOC4040246 

8O/01/29 

ACRS 

B004040257 

80040403-17 

80/03/28 

30-320 

H 

80040402SB 

8004040220 

60/03/03 

50-320 

H 

0004040259 

BOD  4040232 

BO/02/05 

SO-380 

Q 

8004040242 

BOO  4  04  02  52 

90/02/09 

30-263 

0 

B004Q40363 

BOC40402H3 

90/O3/O3 

50-320 

H 

8004040363 

8004040218 

8D/03/03 

50-320 

H 

8004040267 

8004040261 

6O/02/06 

50-409 

0 

0004040274 

8004040372 

eo/03/ii 

NUREO 

8004040275 

8004040271 

60/01/17 

ACR8 

8004040277 

B004040272 

0O/03/11 

NUHEG 

6004040380 

B004040H78 

60/03/28 

30-341 

A 

B0040402B7 

BQ040402B3 

BO/01/17 

ACRB 

BQ0404028B 

B0040402B4 

8O/03/27 

50-319 

B 

80040  40  2B9 

B004040S32 

6O/02/05 

30-260 

Q 

8004040393 

B0040402B3 

BO/01/17 

ACR3 

B004040295 

B004040291 

BO/03/39 

50-317 

0 

8004040276 

B004040291 

BO/03/29 

50-317 

Q 

6004040397 

B004040293 

BO/03/31 

90-26  1 

P 

B00404029B 

80040402B3 

BO/01  /17 

ACRS 

B004040399 

600-1040285 

00/02/30 

SO-315 

Q 

B004040301 

B004040291 

0O/03/29 

50-317 

0 

B004040311 

6004040309 

9O/04/02 

30-135 

P 

8004040333 

B004040305 

80/03/31 

30-261 

R 

B004040324 

B004040317 

BO/03/31 

90-273 

S 

8004040333 

B004040329 

60/03/31 

90-271 

3 

8004040333 

8004040326 

BO/03/31 

TOPREP 

B004040337 

8004040326 

00/03/31 

TOPREP 

8004040338 

6004040331 

80/03/30 

50-213 

R 

8004040339 

8004040316 

60/02/30 

90-295 

Q 

8004040343 

BQ04040340 

BO/04/01 

50-358 

I 

B004040344 

8004040336 

80/03/S7 

50-3SO 

8 

0004040345 

8004040335 

80/01/22 

50-458 

A 

B004040347 

80Q40403S8 

BO/03/13 

50-250 

0 

S004040349 

8004040476 

80/03/10 

OA799 

8004040349 

6004040336 

80/03/27 

SO-3SO 

S 

B004040330 

8004040340 

60/04/01 

50-358 

I 

8004040351 

9004040329 

BO/03/13 

50-230 

Q 

B004040353 

8004040476 

60/03/10 

OA999 

B004040359 

8004040340 

BO/04/01 

90-358 

I 

B004040356 

6004040333 

80/01/22 

50-43B 

A 

B004040339 

BOQ4Q40334 

80/03/31 

30-334 

F 

8004040360 

800  40403  28 

60/03/13 

30-230 

0 

6004040361 

6004040476 

80/03/10 

OA999 

B004040364 

6004  040363 

BO/01/30 

30-458 

A 

B004040365 

8004040328 

80/03/13 

50-250 

a 

8004040367 

8004040363 

80/01/30 

SO-45B 

A 

900404036B 

8004040363 

80/03/27 

50-493 

S 

B004040372 

6004040370 

80/02/22 

50-45B 

A 

8004040373 

6004040370 

80/02/32 

30-456 

A 

BOQ4040376 

B004  040371 

80/03/31 

50-253 

R 

B0040-103B3 

8004040358 

80/03/10 

30-369 

0 

B0040403B4 

BOO-4  040376 

80/03/28 

50-459 

A 

8004040386 

900404037B 

BO/02/28 

50-45B 

A 

90040403B7 

8004040390 

60/03/31 

50-350 

R 

80040403B9 

90040403BS 

BO/04/02 

50-2 

P 

B004040391 

8004040377 

BO/03/S7 

30-438 

9 

B004040397 

90040403BO 

SO/03/31 

50-250 

R 

8004040399 

6004040373 

90/02/13 

50-315 

0 

8004040402 

6004040336 

90/03/10 

50-369 

0 

B004040403 

6004040376 

80/03/10 

71-35 

8004040406 

B004040376 

80/03/38 

30-298 

R 

6004040408 

80040404O4 

80/03/38 

30-S30 

R 

ENCLOSURE 

PRINCIPAL 
DOCUMENT 

DATE 
ISSUED 

SUBJECT 
CATEQGRV 

B0040404Q9 
0004010*10 
8004040411 
B0040404I3 
8Q0404O41B 

0004040394 
8004040405 
9004040407 
3004040400 
0004040414 

80/03/34 
BO/02/16 
£30/02/03 
SO/03/31 
80/02/16 

50-498    B 
90-263    0 
50-293    Q 
50-331    3 
50-546    0 

B004040423 
B004040424 
B004040426 
8004040427 
B004040430 

0004040419 
0004040420 
B004040416 
B004040419 
B004040420 

80/03/34 
BO/02/O6 
BO/04  /Ol 
BO/03/24 
BO/03/06 

FOIA 
5O-424    0 
50-32  1    8 
FQIA 
90-434    Q 

8004040431 
0004040433 
0004040434 
B004040437 
000404043B 

8004040421 
9004040419 
0004040425 
0004040419 
0004040429 

80/O3/09 
80/03/24 
80/03/2B 
BO/03/24 
BO/03/31 

50-3HO    H 
FOIA 
5O-333    fl 
FOIA 
50-366    8 

B004O40440 
BOQ4040442 
B004040443 
8004040444 
8004040445 

B00404Q436 
B004040419 
3004040429 
9004040436 
0004040439 

BO/02/16 
BO/03/34 
80/03/38 
80/02/16 
80/03/18 

90-315    Q 
FOIA 
50-339    R 
50-315   Q 
50-302   Q 

0004040446 
8004040447 
000404044B 
0004040449 
B004040432 

0004040419 
0004040439 
0004040425 
0004040439 
0004040439 

00/03/24 
BO/03/10 
BO/O3/2B 
BO/03/  IB 
BO/O3/1B 

40-8760 
50-302   0 
90-335    R 
30-302    Q 
50-302    Q 

B004040433 
B004040454 
8004040464 
8004040475 
S00404O479 

BOQ4040450 
B004040435 
9004040438 
9004040471 
0004040476 

BO/02/13 
80/03/07 
80/03/07 
SO/02/16 
80/03/10 

40-2061 
CONTRACT 
CONTRACT 
50-3H9   0 
OA999 

0004070007 
B0040700Q9 
8004070014 
6004070015 
8004070020 

B004070003 
BO  0407  0006 
8004070010 
8004070011 
80040700  IB 

BO/O3/07 
80/03/14 
80/03/17 
80/03/07 
80/03/17 

CONTRACT 
CONTRACT 
71-9079 
50-320   P 
71-90BO 

0004070022 
B00407Q033 
B004070034 
8004070036 
8004070039 

B004070021 
B004070Q25 
B004070029 
8004070033 
B004070035 

BO/03/10 
BO/03/20 
BO/03/08 
80/03/19 
80/03/07 

71-1BS 
CONTRACT 
XPORTLIC 

30-sas   Q 

50-400    Q 

B004070042 
0004070043 
B004070049 
B004070Q34 
8004070059 

0004070040 
8004070039 
B004070046 
0004070046 
B004070046 

00/03/21 
BO/03/07 
BO/03/03 
BO/03/03 
BO/03/03 

50-271   P 
50-400   Q 
70-143 
70-143 
70-143 

B004070060 
9004070063 
8004070066 
B004070071 
0004070077 

8004070057 
8004070096 
8004070056 
0004070070 
8004070079 

90/03/11 
80/03/26 
80/03/36 
BO/03/17 
BO/03/17 

50-498   Q 
90-2B1   0 
50-281    0 
50-403   H 
30-327   H 

BOQ4070079 
8004070081 
8004070003 
80040700B7 
8004070090 

BQ04070076 
8004070076 
3004070076 
8004070076 
8004070076 

BO/03/04 
BO/03/04 
80/03/04 
80/03/04 
BO/03/04 

(1A799 
QA999 
QA999 
QA.999 
OA999 

B004070091 
B004070098 
B004070099 
8004070100 
8004070104 

8004070076 
B004070094 
8004070089 
B004070Q96 
B0040700S9 

80/03/04 
79/12/31 
BO/03/04 
BO/02/33 
BO/03/04 

QA999 
50-3     P 
40-6329 
CONTRACT 
40-6329 

0004070106 
B004070107 
B004Q70109 
B004070110 
8004070111 

8004070102 
8004070089 
8004070102 
8004070103 
0004070103 

80/03/05 
80/03/04 
80/03/05 
90/03/05 
.  80/03/03 

50-443   Q 
40-6329 
90-443   Q 
30-443   Q 
50-443   Q 

8004070112 
80040701  17 
80040701  18 
6004070119 
8004070120 

B004070105 
B004070114 
8004070113 
00040701  IS 
B004070114 

BO/02/07 
80/03/04 
BO/03/11 
80/02/07 
80/03/04 

70-1100 
90-332   Q 
50-36B   Q 
70-39B 
30-328   0 

B004070131 
B004070123 
8004070132 
8004070133 
B004070I37 

8004070114 
8004070114 
B004070129 
0004070130 
B00407O129 

BO/03/04 
BO/03/04 
80/03/09 
80/03/06 
80/03/03 

30-322   Q 
90-322   Q 
30-133   H 
50-341   0 
50-155   H 

6004070140 
8004070143 
8004070152 
B004070155 
0004070138 

9004070129 
0004070139 
8004070147 
B004070144 
B004070130 

BO/02/25 
80/02/29 
80/03/13 
80/02/20 
80/03/17 

CONTRACT 
50-293   0 
71-24 
40-6659 
50-43S   0 

CROSS  REFERENCE  OF  ENCLOSURES 
TO  PRINCIPAL  DOCUMENTS 
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ACCESSION   NUMBER 


ACCESSION   NUMBER 


ENCLOSURE 

PRINCIPAL 
DOCUMENT 

DATE 
ISSUED 

SUBJECT 
CATEOaRY 

6004070159 

B004O70144 

90/02/2G 

40-6659 

BQQ4O7O162 

8004070157 

8O/O2/I2 

50-10     Q 

B004070164 

8004O70  1  44 

SO/02/20 

40-6659 

B004O70165 

B004G70160 

90/03/10 

50-313    P 

B004070166 

S00407O157 

BO/03/12 

50-10     0 

QQ04Q7Q16B 

B004O70150 

00/03/17 

5Q-43B    0 

B00407O169 

B004O70144 

BO/02/20 

40-6659 

B004070L70 

8OO4O7016Q 

BO/03/10 

50-313    P 

B004Q70171 

S004O70167 

80/02/15 

50-4Q3    0 

B00407O173 

8004070167 

80/03/15 

50-4B3    Q 

8QQ4O70174 

BOQ4070I73 

BO/02/07 

50-373    0 

Q004070I77 

BOO-1070150 

BO/03/17 

50-43B    0 

BOO407O1  78 

B004O70175 

BO/O2/aO 

50-275    0 

B00407O180 

B004O70I4B 

BO/O3/1-J 

BECY 

B004O7O1B3 

BOO4O70179 

80/03/19 

50-250    F 

B00407O1BB 

B0040701B4 

BO/03/04 

50-334    P 

8001070199 

B004070I93 

BO/O2/?i 

50-334    Q 

6004070302 

B0040701B7 

BO/02/26 

PR 

600407O205 

B004O70194 

80/03/1*1 

50-3      H 

BQ04Q7O2Q7 

B004O70203 

80/02/07 

70-1100 

BQ0407Q2QB 

8004070194 

BO/03/  19 

30-3      H 

800107021'] 

BQ04070194 

BO/03/11? 

50-3      H 

8004070217 

B004070211 

80/02/O7 

70-135 

aoo407O2ia 

B004O703I3 

BO/03/2B 

50-245    Q 

0004070223 

8004070213 

BO/02/2S 

50-245    Q 

B004070234 

B004070194 

BO/03/11? 

50-3      H 

8004070226 

SQ04070313 

BO/02/ES 

50-245    0 

800407O229 

B004070194 

80/03/19 

50-3      H 

BQQ407O231 

B004O70213 

80/02/?B 

50-245    0 

B00407O233 

B004O70194 

80/03/19 

50-3      H 

BQ0407Q236 

8004070234 

BO/03/27 

50-369    A 

BOQ407O241 

0004070239 

BO/01/IO 

ACRS 

8004070255 

6004070331 

80/03/12 

50-52B    S 

80040702S6 

B004070352 

80/03/25 

50-331    R 

SO0407023B 

6004070391 

80/03/12 

50-52B    S 

BG04Q7Q268 

80040)70266 

BO/O3/13 

50-336    P 

B004070271 

8004070270 

BO/03/26 

50-277    R 

BOQ407O276 

B004O70275 

eo/03/aa 

50-317    fl 

B0040703SO 

6004070277 

SO/O3/31 

50-334    R 

B004Q708H3 

B004O702B1 

80/O4/01 

50-321    S 

B00407O2B5 

8Q04O70284 

SO/O3/31 

50-289    P 

B0040702B9 

B004Q7Q2BB 

BO/03/31 

50-260    8 

B00407Q291 

B004O70290 

90/O3/31 

50-289    P 

8004070294 

B004O70393 

00/O3/3I 

50-3B7   R 

8004070298 

B004O70297 

00/O3/31 

50-334    I 

B00407G30Q 

B00407Q296 

80/O3/2B 

SO-333    ft 

B00407O3O2 

B004070297 

80/O3/31 

50-443    I 

8004070306 

B004070290 

80/O3/31 

50-389   P 

H0010703O9 

B004070307 

60/O4/02 

50-333   S 

8004070310 

800407D30B 

00/O3/31 

SO-3B2   B 

B004070315 

BOO-1  070295 

SO/03/06 

50-400   Q 

8004070316 

8004070312 

SO/O3/2S 

50-312   S 

8004070331 

B004070317 

QO/O3/28 

50-16    I 

B004070322 

B004070320 

60/O3/31 

50-235    P 

8004070323 

B0040703I9 

BO/03/31 

50-289    P 

B004070324 

S004070314 

80/03/26 

50-366   B 

B004070325 

80040703  J  9 

SO/O3/31 

50-289    P 

B004070329 

B004070328 

SO/O3/31 

50-433   R 

B004070330 

B004070327 

SO/O3/2S 

50-269   S 

B004070331 

B00407029S 

00/03/06 

SO-400   Q 

9004070337 

8004070333 

SO/04/04 

50-324   S 

8004070339 

8004070335 

90/O3/31 

30-320   R 

B004070342 

8004070339 

ao/os/31 

50-206    H 

0004070343 

B00407033S 

00/03/31 

30-320   R 

B00407034S 

B00407033Q 

00/03/31 

50-206   R 

800407034.6 

8004070311 

SO/O3/31 

50-334   B 

8004070347 

8004070335 

80/03/31 

50-320   R 

B00407034B 

0004070333 

BO/O3/3! 

50-206   R 

BOQ40703S2 

000407033B 

80/03/31 

50-206   R 

B004070355 

B004070353 

BO/O3/17 

WASTE  MOT 

8004070357 

B00407033B 

HO/O3/31 

90-306   R 

8004070353 

8004070354 

80/02/05 

50-293   Q 

8004070359 

S0040703S3 

80/03/17 

WASTE  MQT 

8004070363 

8004070360 

BO/04/01 

TOPREP 

B004070370 

B004070367 

BO/03/25 

50-397   A 

B004070371 

B0040703i7 

aO/03/23 

30-397   A 

8004070372 

8004070367 

BO/03/25 

SO-397   A 

8004070373 

8004070364 

BO/03/  13 

50-367   H 

8004070374 

B004070367 

80/03/23 

50-397   A 

800407037  S 

B00407034I 

30/03/31 

30-334   S 

EWCLOSUfiE 

PRINCIPAL 
DOCUMENT 

DflTE 
ISSUED 

SUBJECT 
CATEGORY 

B0040703B2 
B0040703B5 
6004070336 
80040703<?1 
6004070392 

B004070379 
B004070379 
B004070383 
B004  070379 
8004070393 

BO/03/07 
BO/03/07 
90/02/27 
30/03/O7 
aO/02/27 

50-3B7         Q 
50-387         0 
70-364 
50-3B7          Q 
70-364 

B004O70394 
BO  04  070396 
BOU4O704O1 
B004070403 
8004070414 

B0040703B3 
BOO407O379 
B0040703&3 
BQ0407O2B7 
900407041  O 

80/02/27 
BO/03/07 
S  0/02/27 
SO/03/31 
HO/O3/13 

70-364 
50-307         Q 
70-364 
50-313          P 
37-47 

B0040704I6 
B004O70420 
SOG407042I 
8004070436 
B0040BOOO5 

6004070-109 
BOO4O7040? 
a00407O418 
6004070417 
B0040BOOO3 

OO/03/07 
HO/03/07 
80/03/13 
BO/03/11 
BO/03/13 

50-269         0 
&0-2D9         0 
5D-10           H 
State    Prog 
50-295        P 

B0040BOOOB 
B0040BOOI  1 
H004080013 
8004030014 
3004080015 

B0040a0003 
eOO4OS0003 
B0040B0003 
8004080009 
H0040BOOIO 

HO/03/13 
BO/O3/13 
BO/03/13 
BO/03/14 
BO/03/19 

50-295         P 
5D-2'7S         P 
50-295         P 
XPORTLIC 
SO-25O         Q 

B004GBQOa3 
BOC40B0025 
B0040B0027 
H0040B002? 
3004080030 

B00400001D 
8004080019 
B0040B001O 
B0040BDO2I 
BOO4OBOO1O 

HO/O3/I9 
QO/O4/O1 
80/03/19 
BO/03/  11 
BO/03/  1*? 

90-230         Q 
30-209         0 
50-390         0 
5O-34B         0 
SO-390         Q 

B001080033 
B004O60034 
0:001080036 
B0040B003B 
80040-Q004O 

aoo40Boo2a 

8004080021 
B0040C0031 
8004060010 
B0040BOO2I 

BO/  03/1  3 
BO/O3/11 
OO/O3/07 
SO/0-3/19 
ao/03/ll 

50-443         H 
BO-34B        Q 
TO  PREP 
30-33O         Q 
50-34B         Q 

8004080042 
D001060043 
80040B004B 
B0040E0031 
B0040H0053 

80040B0039 
80040S0021 
B00408GO37 
Q0040B004.S 
BOO  -1  08004  7 

BO/03/20 
BO/O3/I1 
80/03/1  1 
BO/03/31 
BO/03/21 

XPDHTLIC 
30-34B         Q 
CEMMIBSIPN 
30-KS9        Q 
30-309         P 

B0040B0057 
B0040B0059 
B0040B0060 
80040B006O 
80040S006& 

B0040300S5 
B004080037 
B004000O46 
B004080O37 
B004D80O37 

BO/03/2B 
BO/O3/I1 
80/O3/IS 

ao/03/ii 
ao/03/u 

40-3433 
COMMISSION 
FOIA 
COMMISSION 
CQMMlBaiON 

B004OS0067 
B0040a0074 
B0040B0076 
B0040E30080 
00040BOOB3 

QOD40B006S 
80040B006<2 
8D040BOD46 
B0040BOD46 
8DD40B007B 

BO/03/31 
BO/03/31 
BO/03/  10 
BO/O3/1S 
BO/03/13 

50-253         Q 
5Q-S55         O 
FDIA 
FDIA 
30-39B         0 

aoo40Booat 

a0040B.0005 

aoo4oaooea 

B0040S0090 
B0040B0095 

B004060O46 
B004  090079 

aoo4oeoo7a 

80040  B0046 
B0040BOO-16 

80/03/IB 

ao/oa/as 
ao/oa/13 

00/03/18 

BiO/03/lH 

FOIA 
XPOHTLIC 

50-293        0 
50-130         I 
FalA 

9004080097 
B004O80093 
0004  OBO  103 
B0040B010S 
B0040B0110 

F 

0004080112 
0004080114 
00040B0119 
B0040S0117 

CROSS  REFERENCE  OF  ENCLOSURES 
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DQCUMEMT 
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BOO  4080  176 

8004080139 

BO/O2/22 

3Q-239         0 

BOO40SO179 

8004080046 

30/03/18 

FOIA 

BOG40801B3 

80O4O80178 

90/O3/19 

50-339         0 

9004080164 

8004030046 

00/03/1  3 

FOIA 

8004090166 

80040B019O 

BO/03/14 

50-155         <J 

9004080169 

80040B0046 

90/03/1B 

FOJA, 

SOOJOBOl^O 

BOO40QOia2 

00/02/37 

90-373         fl 

BOO  4080  192 

B0040B0046 

SO/O3/1B 

FOIA 

B0040B019A 

Q0040B0046 

90/O3/IB 

FDIA 

BOG40B0300 

BO040B0195 

30/O3/17 

SO-2B9         0 

B0040B0202 

GO040B004£> 

ao/03/ie 

FQIA 

90040B0204. 

BO040800'16 

BO/O3/1B 

FOIA 

BOO  40802-0  6 

B0040B0193 

80/O3/05 

30-3               U 

B004080BQB 

6O040B0046 

QO/O3/13 

FOIA 

80040802  1O 

BO040B0207 

BO/Oa/S6 

40-1341 

8004080211 

BO040B0046 

BO/03/18 

FOIA 

90O40S0213 

6004080  1  79 

BO/03/11 

70-2234 

8004080216 

BQ04D80O4& 

BO/O3/1B 

FOIA 

900  40802  IB 

BO04080312 

BO/03/06 

5O-3B7         U 

00-04080220 

BOO408D217 

80/02/39 

5D-1B3         R 

9004080222 

BO0408D046 

80/O3/1B 

FOIA 

BOO408O227 

8OO4O9O223 

80/O3/07 

COMMISSION 

BOO  40802  2? 

eooflOBoaas 

80/03/07 

COflrtlSaiON 

B004DB0230 

BO040B0197 

80/03/11 

7O-2254 

BOO  40802  31 

8OD40BO2S3 

BO/  03/07 

CDHrtlSSIDM 

BQ04Q80S34 

8004080323 

BO/03/O7 

COMHISEIDM 

8004080241 

B00408O237 

BO/03/1B 

COMTRACT 

8004090246 

8004080199 

BO/03/11 

70-2284 

8004080250 

8004000243 

BO/O3/OA 

COHMISSIOM 

Q0040BO2S9 

8001060104 

80/O3/25 

XPDHtLIC 

B00408O262 

Q004O60255 

BO/03/14 

OA999 

8004080264 

B00408026O 

BO/03/10 

50-409         U 

90040B026S 

BOO4080257 

BO/03/2O 

30-335         R 

8C040B0266 

aooioeo2se 

BO/03/  17 

50-333        Q 

BQO408O2&7 

aoo4oeo2ss 

90/O3/14 

QA999 

9004080271 

80040  B0258 

80^03/19 

50-333         0 

80040B0272 

B004080255 

80/03/14 

OA999 

S0040BQ274 

S004030S58 

80/O3/19 

3O-333         Q 

8D04CB0276 

8004090259 

80/03/14 

OA999 

BOO4080279 

B0040802S5 

90/03/14 

GA-J99 

B0040802BO 

8004090279 

30/03/19 

30-320         U 

900408  O2B2 

BOO40SOZSB 

BO/O3/19 

50-333         O 

B0040802B5 

80040BOS73 

BO/03/06 

5-0-445         M 

aoo4oaoas7 

3004030253 

BO/03/  14 

OA799 

BOO4080aB9 

8004080286 

BO/02/29 

5O-18            R 

B004080297 

300409029  1 

BO/03/17 

OA999 

8004080300 

80040  B02B9 

BO/03/13 

40-1341 

900408  0301 

B0040B0291 

BO/03/  1  7 

QA999 

8004080303 

30040  B0299 

SO/03/27 

XPORTLIC 

9004080305 

90040  60BB8 

SO/03/13 

40-1341 

6004080306 

30040-60291 

BO/03/17 

OA999 

8004080307 

B004  030289 

8O/03/I3 

40-1341 

8OO4080310 

BOO409O29A 

30/O2/2O 

90-237         P 

80040BD313 

BOO4  090308 

80/O2/29 

50-73            R 

90040B0314 

B0040902BB 

80/O3/13 

40-1341 

8004080316 

B004  030291 

80/03/17 

OA979 

3004060323 

SOO4090317 

80/O3/14 

COMMISSION 

9004080325 

8004  090320 

BO/03/17 

SO-3BO        P 

3004060337 

3004030320 

BO/03/I9 

50-2BO        P 

B0040SO330 

BOO  4  090320 

BO/03/19 

50-280         P 

B004090333 

8004080324 

HO/03/OB 

30-317        Q 

8004080340 

800409D3B6 

SO/O1/14 

CONTRACT 

B00409O341 

8004  08032  4 

BO/O3/OB 

30-317         0 

8004090343 

9004030334 

90/03/14 

70-133 

3004090344 

B0040903B4 

80/Q3/GB 

50-317        Q 

8004030346 

8004080334 

80/O3/14 

70-135 

30040  B0332 

8004090324 

80/03/O3 

50-317        a 

80040  B0354 

8004080334 

80/O3/14 

70-135 

8004030359 

aOD40S03>l9 

00/03/05 

50-70           R 

80040  S0365 

8004080359 

80/O3/14 

OA999 

80040  B03&1? 

8004  090359 

8O/03/I4 

OA999 

B0040  90379 

8004030359 

BO/03/14 

OA999 

B0040B038O 

B004090374 

BO/O4/03 

3O-30B         P 

B0040B0392 

30040803Bfl 

SO/03/14 

QA999 

B0040B0389 

8004090359 

BO/03/14 

QA999 

B0040  30394 

B00409039O 

SO/03/31 

3O-27H         P 

a0040fl040S 

8004030402 

GO/03/06 

90-2S3        P 

B0040a0408 

B004  090402 

BO/03/06. 

50-355        P 

8004090411 

6004  03040  & 

60/03/31 

50-309        R 

aoo4oao4is 

BOO4090402 

BO/03/06 

50-235        P 

ENCLOSURE 

PRINCIPAL 
DOCUMENT 

DATE 
ISSUED 

SUBJECT 
CATEftORY 

3004080424 

8004080420 

BO/O3/27 

50-445 

h 

8004090427 

8004000432 

BQ/O4/02 

50-267 

e 

8004080435 

BOQ40B0429 

BO/O3/12 

50-494 

o 

BOO40B0438 

B0040B0436 

SO/O4/01 

90-255 

R 

B0040BQ440 

8004080437 

80/02/29 

50-317 

P 

BOQ40B0446 

B0040B0442 

80/04/01 

50-344 

R 

BOO4090450 

B0040B0448 

SO/02/19 

90-213 

O 

B0040BO454 

B0040B0433 

80/04/03 

50-32S 

B 

3004030459 

8004080459 

BO/04/04 

90-369 

A 

8004090461 

9004030435 

BO/04/04 

SO-369 

A 

8004090462 

3004080457 

ao/o4/oi 

50-303 

8 

8004080463 

80Q40B04S6 

80/O3/26 

30-249 

S 

90O403&464 

80040B045B 

SO/OS  /SB 

90-324 

8 

8004090467 

B0040B0457 

80/04/01 

50-305 

S 

8004080475 

8004QB0470 

BO/04/OH 

50-153 

8 

8004080476 

80040BQ471 

SO/O4/04 

90-269 

8 

8004030432 

8004090474 

SO/04/02 

50-SBO 

S 

BO040SQ493 

S0040B0477 

80/04/02 

50-206 

8 

B0040B0484 

B004080479 

SO/04/03 

30-233 

S 

B004QBQ4B6 

B004080474 

BO/04/02 

50-280 

8 

80040BQ4B7 

B004080481 

BO/04/01 

50-133 

S 

B0040B04B8 

B0040S04BO 

BO/04/02 

90-3iB 

S 

8004080496 

B0040B049? 

80/O4/04 

90-29 

B 

8004000498 

B0040B0491 

BO/O4/04 

50-206 

P 

SOO4O30301 

8Q040BQ492 

BO/O3/31 

SO-34H 

R 

8004080802 

B004QB0499 

80/O4/02 

50-334 

I 

8004090504 

B0040B0491 

80/O4/04 

50-206 

P 

8004090307 

80040B090Q 

SO/O4/03 

50-317 

B 

8004080509 

8004090306 

80/O4/01 

30-344 

P 

8OO40B0912 

8004080503 

SO/04/03 

30-267 

8 

BO040S0521 

8004090916 

BO/03/28 

50-397 

8 

BO040B0524 

S004080511 

BO/04/01 

30-293 

R 

8Q04080526 

8004090919 

SO/04/02 

50-327 

8 

B0040B052? 

8004030510 

80/04/03 

50-316 

S 

B0040B0531 

BQ04080919 

BO/O3/31 

30-331 

8 

BO04080533 

B00409Q9B9 

00/04/01 

50-273 

8 

B004QB0536 

BQ04080329 

BO/O4/03 

50-338 

8 

B004QB0545 

B004080910 

BO/Ot/02 

90-316 

8 

B0040B0947 

B004080340 

BO/O4/02 

90-348 

8 

BOO40B0549 

B0040BOB4I 

BO/O3/25 

90-10 

B 

8004080951 

BQQ40BQ34B 

00/03/31 

50-34 

R 

8004089354 

B0040BC-540 

BO/O4/02 

50-348 

S 

8004090961 

8004030392 

SO/O3/28 

50-249 

9 

8O040B0564 

B0040805S7 

80/O4/01 

50-843 

I 

BO040B0570 

8004090969 

SO/O3/19 

70-143 

BQ040B0575 

8004080966 

SO/O3/31 

30-325 

S 

BO040BOB81 

8004080957 

80/O4/01 

30-249 

I 

BQ040B0590 

8004080957 

80/04/01 

30-249 

I 

BQQ40BQ994 

a0040903B8 

80/02/26 

30-153 

0 

BQO40B0396 

8004090577 

ao/04/oi 

30-36S 

B 

BO040Q0599 

8004090993 

80/02/03 

70-364 

8004080602 

8004080600 

BO/02/25 

30-267 

a 

8004080600 

8004090601 

80/03/31 

30-890 

s 

8004080610 

8004080603 

80/03/28 

CONTRACT 

B0040B0622 

8004090616 

80/04/OB 

50-327 

B 

8004090623 

8004090615 

80/01/09 

ACR8 

8OQ4Q8062S 

8004080617 

BO/02/27 

50-234 

Q 

B004QBQ62B 

8004090619 

80/01/09 

ACRB 

8004080631 

8004030619 

00/01/09 

ACRS 

80040B0633 

3004090629 

BO/03/20 

50-373 

a 

00040B0439 

8004090615 

00/01/09 

ACRS 

B0040B0640 

B004080637 

BO/O3/1B 

30-363 

Q 

BO040B0646 

B0040B0615 

80/01/09 

ACRB 

B0040B0647 

B0040BQ629 

80/O2/20 

50-373 

Q 

BOQ40B0649 

B0040B0645 

80/03/24 

90-341 

Q 

BQ040BQ653 

B0040B0644 

80/03/11 

90-309 

H 

BQ04QB0639 

5004030619 

BO/01/07 

ACRB 

9O040BQ660 

B0040BO654 

80/O3/U 

50-397 

A 

6004060661 

0004090615 

BO/01/09 

ACRB 

BO040B0696 

B0040BO691 

BO/O2/14 

30-aBS 

a 

8O040B0707 

B0040BO703 

BO/O3/31 

30-2B9 

p 

SO040BQ7I6 

80040B0703 

00/03/31 

30-239 

p 

8O040B0733 

B0040BO5BO 

BO/O2/04 

70-133 

80040900QB 

B004090005 

00/03/19 

30-272 

e 

8004090017 

B004090014 

BO/O3/31 

71-390 

8004090039 

3004090032 

80/O3/18 

50-321 

0 

BO04090036 

0004090032 

80/03/13 

90-321 

Q 

8OO4090041 

8004090032 

BO/O3/18 

50-321 

a 

BO04090049 

8004090032 

SO/03/  IB 

50-321 

a 

BOO4090039 

3004090095 

GO/O3/10 

QA979 

CROSS  REFERENCE  OF  ENCLOSURES 
TO  PRINCIPAL  DOCUMENTS 


ACCESSION   IJUMBEFI 


ENCLOSURE 

80Q1090071 
8OQ4O90072 
BO0109007Q 


BO04090081 

ao04O900B(, 
BOO-JO9010B 
BOO4O9011S 
BOO1O90121 
BOO1Q90134 

B001090137 
B001O9013S 


80<H090146 
BOO1O90146 


8004O90159 
B004090163 
BO01090166 
S00-JO90169 

0OO4Q90170 
aO04.O90174 
BOO4O90194 
BOO4O90193 
BOO409019i 

8004090200 
8O04O9020a 
BO04090303 

eao 40902 10 

BO04O9021I 

aao4o902i3 

BO04O9021Q 
BO04O90219 
BOO4Q90221 
0OO4O90233 

8004090236 
0O04090330 
80O4O90239 
BO04 090237 
8OO4090240 

BOO4Q90244 
BO04Q90246. 
BOCHQ90249 
BOO4O90251 
00O4O90B52 


PRINCIPAL 
DOCUMENT 

B004090058 
8004090067 
BOQ4090067 
8004070067 
80Q409005B 

8004050047 
80Q4Q9O102 
0004090102 
8004090119 
8004090130 

B004090I32 
BOQ4Q90I3I 
S004090I35 
BOQ4Q90141 
8004090143 

8004090151 
B004090151 
8004090133 
8004090165 
8004090166 

B004090166 
8004090166 
B004090191 
B004090173 
B0040901BB 

B004090191 
B00409019B 
B004O90201 
800409020S 
B004090191 

B004090305 
B004090214 
B0040902I7 
B004090205 
B00409023Q 

8004090225 
800409022? 
8004090B3B 
8004090238 
8004090233 

8004090233 
B004090330 
8O0409O338 
800409024B 
8004090245 


A'XESSIQU    NU11DER 


DATE 
ISSUED 

60/02/2B 
60/02/22 
60/02/22 
BO/02/22 
GO/02/Z8 

30/02/22 
80/03/13 
80/03/13 
00/03/13 
80/02/22 

60/03/26 
60/02/QB 
BO/02/2B 
BO/03/24 
80/03/O3 

SO/02/01 
80/02/01 
SO/02/26 
80/01/03 
BO/03/ 12 


SUBJECT 


50-400 

OA999 

Q1999 


80/03/12 
BO/02/39 
80/02/26 
80/03/15 

80/03/10 
80/03/21 
BO/03/21 
BO/03/13 
BO/03/10 

80/03/13 
80/03/21 
80/03/31 
80/03/13 
80/03/17 

BO/03/21 
80/O3/21 
00/03/13 
80/03/13 
BO/03/13 

80/03/13 
80/03/04 
BO/03/04 
BO/03/31 
80/02/19 


50-400    Q 

OA999 
70-1257 
70-1257 
'1-121 
50-33?   Q 

50-375    G 
50-213   a 
WASTE  MOT 
50-346    Q 
50-313    Q 

50-313  0 

50-313  Q 

50-302  Q 
PR 

50-350  P 

30-250  P 

50-2SO  P 

50-194  Q 

50-33B  0 
PH 

50-1B4    0 
KPORTLIC 
•'1-373 
50-201    0 
30-184    Q 


50-201 
71-372 

50-333 
30-BOl 
71-9 

71-375 
71-165 
70- 1« 
70- 1 43 
70-143 

70-143 

SO-319 
30-319 
50-329 
50-259 


8004O90256         8004090238        0O/03/04         30-319 
80040902SB         8004090248        BO/03/31         50-339 
0004090238 


9004090368 
SO  04  090269 


80/03/04 
BQ0409026Q        80/03/20 


50-219 
SO-586 


BO01Q90273        0004090270        80/03/27        7 1 -37? 


BQ04Q90274 
BOO4O90277 

BO04O90276 
BOO1O90279 
B001O902B3 

BOO4O90283 
BOO4O90287 
80O4O90290 
BO04O90291 
8OO4O90293 

8004090295 
8O04O90299 
BOO4O90301 
BOO4O90302 

B004090304 

B004090304 
BOO4O90310 
BOO4O90311 
8004090315 
B004O90317 

SOO40 90320 
8O04O90327 
SOO40 90330 
8001090336 
80040 9034S 

B004090350 
SOO40 90339 
B00409036I 
BOO4O9036S 
B004090374 


B00409026S 
B004090275 
B004090273 
8004090274 
8004090231 

B004090S80 
B004090203 


B004090EB4 
B0040902B2 

B0040902B9 
B004090292 
B004090297 
8004090296 
8004090303 

3004090297 
8004090307 
0004090309 
8004090313 
B004090314 

B0040903ia 
0004090319 
8004090329 
B004090333 
800409034  I 

S004090341 
0004090351 
B0040903S6 
B004090363 
000409036A 


00/03/10 
80/03/19 
BO/02/E5 
00/03/10 
80/03/17 

BO/02/04 
80/03/14 
80/03/14 
fiO/02/21 

80/03/14 

80/03/17 
00/03/14 
BO/01/28 
BO/02/21 
00/04/03 

80/01/28 
00/02/13 
00/04/03 
80/04/03 
00/03/06 

BO/04/02 

00/02/23 
00/03/26 
BO/04/03 
BO/04/03 

90/04/03 
BO/02/21 
00/03/19 
80/04/04 
80/02/21 


50-3BO 
30-250 
30-373 
50-330 
90-2B9 

70-133 

OA999 

OA999 

50-318 

QA999 

30-289 

OA999 

SECY 

70-1201 

30-29B 

8SCV 
OA999 

50-336 
50-302 
50-335 

50-333 

30-2 

30-219 

30-327 

90-416 

50-416 
50-302 
70-143 
50-416 
SO-2BO 


ENCLOSURE 

PRINCIPAL 

DDCUMEriT 

DATE 
ISSUED 

SUaJEC 
CATEGD 

T 

nv 

60040'!  03  7  A 
6004D90377 
6004090376 
SOQ409&3EO 
EO0409&3B2 

B0040903A9 
G004090371 
DOC  4090370 
8004050375 
B004090371 

BO/O3/2S 

BO/O2/21 
BO/O3/31 
BO/OS/SO 

50-409 
OA999 
70-  12S7 
50-34 
QfW99 

p 

R 

BO0409&3B3 
BO04O903BA 
BO04Q9U392 
6004090394 
0004090400 

8004090379 
BOO  4  0903  71 
BOO  4  0903  B0 
B00409O3B9 
BOO  4  0903  94 

BO/03/2O 

SO/02/2O 
BO/O4/O2 
60/O2/2O 

50-255 

5O-43B 
5O-255 
5O-518 

a 

a 
p 

0 

S0040904O1 
6004010406 
B004090413 

BOO4O9O432 

B0040.9O395 
B00409O393 
B004090405 
B004O90393 
800409O417 

BO/O2/12 
SO/O3/13 
9O/02/2O 
QO/O3/I3 
9O/O2/  1"1 

50-293 
7O-135 
90-327 
7O-  1  35 
50-319 

a 
a 
a 

B004090424 

B004090431 
BQ04090433 

BOO4&90415 
B004090419 
B004Q90-13B 
B004  69042? 
BOO4O90435 

8O/O3/24 
8O/O4/O1 
8O/O3/1B 
SO/O4/O3 

eo/oa/i3 

5Q-30& 
50-337 
50-305 

50-327 
5O-352 

Q 

B 

a 

B 

a 

6004090440 
BQ04O90441 
BO04O90457 

B004O90436. 

0004O9O453 
9004O9O461 
300409047O 

8O/04/O3 
BO/O2/26 
BO/O4/O3 
8O/03/26 
BO/O4/O3 

50-333 

50-443 
5O-327 

TDPREP 
50-293 

B 

a 
s 

p 

BOO  40904  73 
B004O9O475 
SOO  40904  76 

9004090479 

8004O9O469 
9004090471 
8004090470 
8004090477 
8004090477 

9O/O3/O6 
BO/O3/31 
8O/04/O3 
9O/O4/O3 

8O/O4/O3 

50-293 
5O-B93 
50-293 
5D-32Q 
50-320 

a 
11 
p 
i 
i 

S004O9046O 
B004O90481 
BOO  4  0704  BS 
B004O9O4B3 
B0040904B1 

8004C9O477 
BOO4O9O477 
9004090477 
8004090477 
90D4090477 

8O/Q4/O3 
BO/Q4/O3 
BO/04/O3 
BO/O4/O3 
BO/O4/O3 

5O-32O 
3O-330 
3O-320 
3Q-320 
5O-3SO 

i 
i 
i 

i 
i 

B004O90485 
BOO410OOO5 
80O41OOQO7 

8004100O11 

8004090263 
8004100001 
8004100003 
6O041O0003 
•6004100003 

flO/03/17 

SO/O3/O3 
8O/O3/O9 
8O/O3/05 

CONTRACT 
OA999 
5Q-1S4 
SO-1S4 
50-1S4 

a 
a 
0 

S004  1  OOO  1  4 
8004100015 
80041  OOD  16 
S0041OOO22 
BOD4LOOQ-23 

BOQ41QO003 
80041  OOO  10 
B0041OQ013 
B004100013 
B0041OOOBO 

8O/03/O5 

ao/oa/24 

SO/O2/21 

ao/o2/si 

8O/O3/O7 

50-164 
50-239 

5Q-346 
CDNTfiACT 

i 

B0041OOO3O 
B0041OOO34 
Q0041O003S 
B00410O039 
S00410O040 

B0041OO026 
B0041OOO31 
B0041O003i 
B0041O0033 
H001IO0035 

80/02/19 

ao/O2/sa 
eo/oa/aa 

8O/O3/I3 
BO/03/1  1 

7O-S20 

7  1  -9O30 
1QCFR 
5O-443 

a 

BO04100041A 
BO04100OSO 
SOO-IJOOOSl 
B004  1  OOO  5  5 
8004  1  OOO  56 

8004100041 
BOO4100O41 
B00410O045 
B00410O041 

BO/Q2/2& 
BO/O2/2A 

BO/Q2/3O 
BO/O2/24 

PR 
PR 
3O-416 
PR 

Q 

B004  1  OO046 
BOO  41  OOO  7O 
S004  1  OOO  77 
S004  100091 
S004IO0092 

8004100078 
S00410Oloa 

30041001  1  1 
80041  OO  11  2 

3004100127 

8Q0410Olas 

30041  OO13O 

9O0410O149 

80041  001  SO 
BOO410O196 
BOO41O0197 

9004100164 
80041  001  ig 
SOO^  1  OOt  73 
8QQ41QOIB2 

CROSS  REFERENCE  OF  ENCLOSURES 
TO  PRINCIPAL  DOCUMENTS 


ACCESSION   NUMBER 


ACCESSION   NUMBER 


ENCLOSURE 

PRINCiPAU 
DOCUMENT 

DATE 
ISSUED 

SUBJECT 
CATEGORY 

B00410011?! 
8004.1  00  m 
30041  00200 
8004100201 
B004  100202 

9004100  IBS 
6001100189 
B004100199 
B004100197 
6004100195 

80/03/17 
90/03/24 
BO/03/31 
BO/03/13 
BO/02/20 

7O-33 
CONTRACT 
7  1-6679 
70-135 
50-250         Q 

8O041Q0204 
8004100207 

6004100203 
B004100209 
8004100216 

B004100197 
B004100192 
B0041O0303 
8004  lOOt  97 
9004100212 

SOy  03/13 
BO/Oa/28 
BO/  03/28 
80/O3/13 
SO/03/2B 

70-133 
50-254         Q 
71-5903 
70-133 
71-6272 

B  004  10  02  17 
BQ04  100253 
8004100234 
3004100235 
3004100239 

B004100254 
3004100214 
9001100220 
B004100214 
8004100226 

BO/O3/19 
BO  /OS/  IB 
BO/03/2B 
BO/03/18 
80/Ofl/Ol 

50-201          Q 
30-201         Q 
71-6574 
90-201          Q 
71-97 

B0041O0230 
9004100234 
B0041OD236 
G0041O0242 
8004100344 

BOC4  100228 
B004100214 
8004100231 
8004100239 
9004100233 

BO/03/28 
BO/O3/1S 
80/O4/O1 

eo/03/a? 

00/04/03 

71-9073 
30-201          0 
71-96 
71-49 

30-133          I 

B004  100246 
B004  100251 
B004  1  0025E 
8004  1  00234 
80O410O255 

8004100241 
8004100241 
8004100245 
B004t00250 
8004100241 

BO/03/31 
HO/03/31 
80/03/03 
BO/03/2S 
BO/O3/31 

SO-312         P 
30-312         P 
50-339         0. 
71-9009 

so-3ia      P 

B004  100257 
B004  100262 
8004100263 
S0041OQ266 
8004100367 

8004100349 
B004100259 
8004100249 

8004100249 
6004100260 

80/02/26 
80/O3/2B 
BO/02/26 
8.0/O2/2A 
SO/O3/2O 

40-9452 
71-6078 
40-B452 
40-8453 
30-329         Q 

8004100272 
8004(00373 
80041008:75 
8004100276 
B  004100370 

8:004100239 
S0041C0264 
B004  100268 
8004100249 
B004  100271 

80/02/26 
80/O3/13 

£30/03/21 
CiO/02/26 
BO/03/2(> 

4Q-84S2 
80-344         0 
50-250        P 
40-B432 
50-443         M 

B00410Q331 

8004100382 
3004100363 
0004100294 
Q0041003B3 

8004100260. 
B004  100264 
B004  1  00269 
8004100863 
9004100277 

80/03/21 
SO/O3/13 
BO/O3/03 
80/03/21 
SO/O3/17 

30-250        P 
30-344        Q 
50-283         Q 
50-2SO         P 
30-269         O 

aoo4tooase 

8001100599 
B004  1  OO39O 
8004100291 
0004100299 

BOO  4  100264 
8004100286 
8004100B69 
BOO  4  100257 
8004100364 

eo/oa/13 

80/03/11 
90/O3/03 
HO/03/31 
BO/03/13 

30-344        0 
50-195         F 
50-2  B2         Q 
30-546         Q 
50-344         Q 

8004100296 
8004  1  OOS99 
S00410O303 
BOO  4  100324 
8004100332 

B004100293 
BOO4100H93 
8004100264 
G0011O0315 
6004100329 

80/Q3/13 
BO/O3/13 
80/03/13 
90/02/06 
BO/04  /Ol 

SO-1S9         O 
50-159        0 
50-34:4         Q 
50-313         0 
71-273 

B004  100335 
800410034)1 
8004100342 
BOQ"V1O0345 
8004IOO347 

£004100315 
BOO4  100336 
9004100339 
B004  100340 
80Q«  1  00346 

80/02/OB 
BO/O4/01 
BO/O3/K7 
BO/04/04 
SO/04/Ot 

50-313        Q 
71-116 
CONTRACT 
50-261         Q 
71-367 

B0041003S3 
6004100.356 

8004100337 
0004100338 
BOO4100363 

9004100392 
8004100352 
8004  1  00334 
9004100347 
B00410036O 

80/04/01 

BO/04/O1 
80/02/15 
90/02/27 
GO/03/24 

50-219          1 

50-319          I 
CONTRACT 
50-334         Q 
CONTRACT 

B004  100367 
9004  1  00349 
90O4  1  00373 
B004  100374 
8004  1  00377 

80041  0036  & 
8004100366 
8004100347 
6004100370 
8004100372 

BO/03/24 
80/03/17 
80/02/27 
80/03/31 
BO/02/29 

50-302        P 
CONTRACT 
30-334        Q 
30-29           R 
50-180        Q 

8004  1  OQ38  1 
8004100362 
8004100363 
8004100367 
BOO+1O03S? 

BOO*  10037  5 
8004100347 
8004100380 
9004100334 
B004  100396 

60/03/20 
80/02/J>7 
8O/  02/29 

ao/04/oi 

BO/04/07 

50-320        0 
50-334        0 
90-1B2        Q 
50-329        A 
30-293        P 

8004100390 
8004100391 
B004100399 
B0041O0402 
8004100404 

6004100334 
9004100347 

SOQ41O0396 
fl  004  100395 
G  004  100  403 

SO/04/01 

9O/02/27 
BO/04/03 
90/03/17 
BO/04/03 

50-329        A 
90-334        Q 
3Q-SS5        S 
50-395        0 
50-25S        9 

8004100408 
B004  100409 
B004100412 
B0041O0415 
B004I00416 

8004100140 

6004100395 
S00410Q39S 
8004100413 
B  004  100395 

80/02/23 
BO/03/17 
80/03/17 
80/04/03 
80/03/17 

90-10           Q 
90-395         0 
30-393        Q 
50-255.         S 
50-395        Q 

ENCLOSURE 

PRINCIPAL 
DOCUMENT 

DATE 
I  9SUED 

SUBJECT 
CATEGORY 

80041004.30 
BQ04100431 
BQQ4100432 
8004100-136 
S004100137 

6004  100438 
8004  100429 
0004100436 
B004100435 
BQD4100435 

80/03/31 
BQ/O3/31 
BO/O3/26 
BQ/O3/13 
80/03/13 

30-445        M 
10CFR 
SO-1O          Q 
50-2B9        0 
30-2B9        0 

B004I00444 
8004100447 
9004100450 
80041  OQ453 
B004IOQ460 

8004100442 
0001100443 
B004100440 
E3004100451 
B00410Q440 

00/03/20 
BO/O3/20 
GQ/O2/26 
BO/O3/19 
60/02/36 

90-498        M 
30-498         M 
30-516         T 
50-155         0 
50-516         T 

B004  100462 
B004  100463 
0004  100465 
8004100467 
SQ04  100169 

B004  100491 
0004100456 
8004100451 
90041  004  S9 
9004100451 

BO/O3/19 
BO/O3/14 
DO/03/19 
80/O3/21 
80/O3/19 

50-193        0 
70-1151 
50-155        0 
50-251        P 
50-159         0 

BQ04I  00470 
6O04  100472 
8004100473 
9004100475 
BQ041Q047B 

8004100456 
B004100440 
B0041004S0 
B004  100458 
8004100474 

80/03/14 
BO/O2/26 
BQ/03/21 
BO/03/21 
80/O3/17 

70-1  151 

50-516         T 
50-251         P 

50-351        P 
30-2B9        0 

8004100460 
0004100402 
8004100499 
80041  O0491 
BO041QO493 

6004100491 
BG04  100456 
80041004B5 
60041004B7 
80041004B1 

SO/O3/19 
BO/03/14 
BO/O3/2B 
BO/03/25 
BO/Oa/O4 

SO-155        8 
70-1151 
REVIEW  ORP 
I11SC 
80-366        Q 

B004100497 
B004100SOO 
8004100503 
90041O0905 
B0041QO506 

fl004  100499 
B004100492 
B004  100481 
B0041004B1 
90041004B1 

80/O3/E8 
BO/03/15 
BO/02/04 
BO/O8/04 
BO/O2/O4 

REVIEW  OHP 
50-361        8 
80-366        Q 
30-366        Q 
SO-366         0 

B00410O9I2 
B004100913 
B004100519 
6004100520 
800410DS21 

8004100908 
3004100509 
B00110050B 
H004100817 
BOQ410050B 

SO/O3/O4 
SO/08/12 
SO/O3/04 
80/03/20 
BO/03/04 

90-320         0 
COMMISSION 
30-320         0 
OHO 
50-320        Q 

8004100523 
8004100534 
BOQ410O925 
B0041009HB 
8004100330 

B00410051B 
B004  100523 
8004100514 
8004100519 
BQQ410050B 

BO/O2/22 
BO/03/SO 
90/O3/10 
80/O2/22 
BO/O3/04 

30-294        Q 
CONTRACT 
30-449        M 
50-294        Q 
50-320        0 

8004100931 
80041OO944 
B004  1O-099  1 
6004100995 
B004  100960 

6004100539 
8004  100940 
0004100949 
900410039O 
BOQ4100592 

BO/03/20 
80/02/19 
8Q/O2/13 
SO/O2/03 
BO/O4/07 

CONTRACT 
PR 
40-261 
70-139 
50-449        M 

B0041O096B 
3004100567 
80Q41OQ97S 
90041OQ37i 
80041OQ97B 

B004100563 
B0041QOS63 
BOO  4  100973 
8004100572 
B004100974 

BO/  03/1  4 
BO/03/14 
90/03/28 
90/03/18 
80/03/27 

90-289        0 
50-KS9        0 
SO-320        H 
CONTRACT 
50-320        H 

8004100982 
Q  004  100600 
B00410060S 
B00410060B 
8004100609 

8004100981 
BOO  4  100596 
8004100999 
8004100606 
eQO°4  100604 

BO/03/27 
BO/03/3B 
50/02/26 
00/03/12 
80/02/28 

50-320        H 
CONTRACT 
90-596        6 
90-423        8 
PR 

B00410Q610 
0004100612 
8004100613 
8004110018 
800411001? 

B004  100993 
3004100604 
B004100611 
3004110015 
8004  11  001  A 

80/02/26 
80/02/28 
BO/03/12 
SO/03/12 
80/04/03 

50-596        0 
PR 
90-311        S 
70-1151 
50-387        0 

B  004  11  0024 
B00411Q027 
8004110037 
3004110044 
8004  1  10091 

B004110022 
BOQ4U0015 
8004110031 
8004110031 
3004110038 

80/03/19 
60/03/12 
00/03/29 
BO/03/29 
80/04/02 

90-255        P 
70-1131 
OA999 
OA99? 
90-3            P 

9004110097 
B004  110064 
9004110031 
B0041101O9 
8004110139 

BOOt  110031 
8004110031 
9004110077 
8004110099 
B004110121 

BO/03/2B 
00/03/29 
0.0/03/30 
90/03/14 
SO/04/03 

O.A999 
OA999 
50-289        0 
MISC 
50-482        M 

8004110146 
B0041  10151 
8004110158 
B004  110162 
9004110164 

B0041  10144 
8004110142 
9004110190 
8004110133 
8004110157 

BO/03/05 
60/04/02 
90/02/26 
80/03/10 
SO/03/26 

HASTE  MOT 
50-312        0 
30-440        Q 
50-289        0 
90-289        0 

30041  10(66 
8004110176 
8004110223 
80041  10233 
8004:110245 

B004110157 
B0041  10150 
9004110216 
9004110316 
8004110830 

80/03/26 
90/02/26 
BO/04/01 
90/04/01 
80/03/05 

50-289        5 
50-440        Q 
TOPREP 
TOPREP 
30-244        Q 

CROSS  REFERENCE  OF  ENCLOSURES 
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485 


ACCESSION   NUMBER 


ACCESSION   NUMBER 
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CATEGORY 

8001110274 

8004110239 

BO/03/03 

3O-1S1 

0 

8004110291 

8004110584 

8O/02/29 

3O-456 

Q 

S004  110300 

800411O2B1 

80/02/29 

30-456 

0 

8001110329 

B0041  10313 

80/04/01 

SO-4S3 

Q 

80Q41I03B6 

8004110378 

80/04/03 

50-346 

s 

80041  10442 

80041  1O437 

BO/04/03 

30-2B6 

8 

B0041  10444 

B00411O434 

BO/04/04 

90-29 

P 

B00411Q449 

B00411O443 

BO/03/04 

5O-315 

R 

8004110463 

8004110497 

80/04/02 

50-245 

P 

B004  110473 

8004110474 

SO/04/03 

5O-31  1 

A 

S004  110476 

8004110472 

80/04/02 

30-366 

B 

8004110483 

80041  1O479 

80/04/03 

30-366 

5 

80041104QB 

B00411Q4B3 

BO/04/02 

90-346 

8 

8004110490 

8004110487 

80/04/03 

50-346 

S 

8004110494 

B0041  10492 

BO/03/31 

30-272 

s 

80041  10498 

B0041104B9 

BO/03/27 

50-BS5 

0 

B0041  10500 

B00411O497 

80/04/03 

50-272 

G 

8004110514 

B00411O503 

8O/02/27 

30-239 

Q 

BD041  10924 

B004I1052O 

80/02/88 

50-2B2 

P 

B00411O325 

8004  11  0319 

80/03/17 

90-299 

P 

8004110325 

80041  1O519 

BO/03/17 

30-239 

P 

B004  110327 

80041  1O319 

BO/03/17 

90-289 

P 

8004110331 

B0041  1O519 

BO/03/17 

50-259 

P 

8004110533 

8004110329 

80/04/01 

30-230 

0 

8004110336 

B004  1  1  O329 

flO/04/01 

50-250 

0 

8004110346 

8004110541 

80/03/03 

30-289 

0 

8004110349 

8004110345 

BO/03/25 

70-2479 

8004  1  10330 

80041  1O543 

BO/03/04 

50-243 

a 

8004110956 

8004110549 

BO/03/24 

50-346 

Q 

8004110566 

8004110362 

BO-/03/29 

50-302 

0 

8004110567 

8004110361 

80/03/17 

90-289 

e 

8004110573 

8004119972 

80/02/37 

SO-39S 

a 

8004140007 

8004140004 

80/03/31 

30-289 

0 

B0041  400GB 

8004  140003 

80/04/03 

30-443 

M 

8004140013 

8004  140004 

80/03/31 

90-289 

0 

8004140019 

8004140011 

BO/03/24 

OA999 

B004140017 

8004140004 

BO/03/31 

50-289 

0 

8004140018 

8004140011 

BO/03  /24 

OA999 

8004140019 

B004140004 

BO/  03/31 

50-289 

0 

8004140020 

8004140011 

80/03/24 

QA999 

B0041  40023 

6004140004 

80/03/31 

50-289 

0 

8004140026 

B004  140022 

80/01/17 

90-155 

H 

8004140027 

8004140024 

BO/03/17 

71-249 

8004140028 

8004140-004 

BO/03/31 

SO-289 

Q 

8004140029 

8004140011 

BO/03/24 

QA999 

8004140031 

B004I4QQ22 

80/01/17 

50-155 

H 

8004140032 

8004140004 

BO/03/31 

50-289 

0 

8004140034 

B004140011 

80/03/24 

QA999 

B0041  40037 

8004140011 

BO/03/24 

QA999 

8004140038 

8004140004 

80/03/31 

30-209 

0 

8004140040 

8004140011 

BO/03/24 

OA999 

B004  140043 

8004140011 

80/03/34 

QA999 

8004140044 

8004140041 

80/03/10 

30-153 

0 

80041  4004  S 

8004140004 

80/03/31 

90-269 

0 

800414004B 

8004140041 

80/03/10 

30-135 

0 

8004140049 

B004140O46 

BO/02/2B 

50-4SB 

Q 

80041  40091 

8004140004 

BO/03/31 

30-209 

0 

8004140032 

B004140O47 

BO/01/17 

PR 

80041  40054 

8004140030 

80/02/89 

30-334 

P 

8004140053 

B004140O90 

BO/02/29 

30-334 

P 

8004140057 

8004140004 

80/03/31 

90-289 

0 

B00414005B 

8004140090 

80/02/29 

30-334 

P 

B004140099 

8004140041 

80/03/10 

90-135 

0 

8004140062 

B004  140004 

BO/03/31 

50-289 

0 

8004140069 

8004140004 

80/03/31 

30-299 

0 

8004140047 

8004140061 

BQ/03/1S 

30-32O 

0 

S004  140070 

B004140O60 

BO/03/17 

70-1308 

8004140072 

S004140O6B 

80/03/21 

PRM 

8004140073 

8004140060 

80/03/17 

70-13O8 

3004140076 

8004140061 

80/03/19 

50-330 

0 

8004140077 

8004140074 

80/03/17 

50-289 

0 

80041  40080 

8004140074 

80/03/i7 

30-289 

0 

80041400B2 

8004140078 

80/03/03 

70-1308 

8004140034 

8004140074 

80/03/17 

30-289 

0 

80041400B8 

B004140085 

BO/03/20 

one 

8004140093 

B004  140092 

80/03/20 

MISC 

8004140097 

8004140093 

80/03/26 

90-339 

H 

8004140100 

B004  140096 

80/02/08 

PR 

8004140104 

B004  140098 

BO/03/S1 

90-443 

K 

8004140116 

8004140113 

80/03/20 

TOP  HEP 

PRINCIPAL 

DATE 

SUBJECT 

ENCLOSURE 

DOCUMENT 

ISSUED 

CATEOOR' 

•f 

6004140117 

8004140111 

BO/03/  IB 

50-320 

0 

B004I40124 

8004140114 

BO/03/31 

FOI  A 

6004140126 

BOO  4  140069 

80/03/21 

PRM 

flC-04140127 

6004140125 

80/03/17 

50-367 

0 

8Q0414O12B 

BOO  4  140068 

80/03/21 

PRH 

8004140130 

B00414Q123- 

BO/03/19 

SO-367 

Q 

6004140131 

B004140114 

80/03/31 

FOIA 

6004140133 

3004140068 

BO/03/21 

PRM 

B004140135 

800-4  14006B 

BO/03/21 

PRM 

600414013"? 

8004140068 

BO/03/21 

PRM 

8004140140 

8004  140069 

80/03/S1 

PRM 

60041401  43 

B00414006S 

80/03/21 

PRM 

8004  140  1ES7 

B004140154 

8O/04/O4 

90-309 

n 

E0041401BO 

8004140169 

BO/O3/31 

30-10 

u 

8004140190 

8004140186 

BO/03/26 

90-339 

H 

30041  4O  195 

B0041401B6 

30/03/26 

90-339 

H 

8004140197 

9004140103 

QO/03/23 

30-10 

u 

80041  408  10 

8004140199 

80/03/20 

30-306 

Q 

B004140215 

B004  1  40208 

80/03/28 

50-10 

U 

8004140224 

6004140219 

80/04/11 

30-281 

P 

8004140230 

6.004140225 

BO/  03/31 

50-10 

U 

8004140230 

B004140239 

80/03/28 

30-409 

U 

8004140262 

B004140232 

BO/  03/2  9 

50-338 

u 

80041:40303 

8004140299 

BO/03/H1 

30-309 

u 

B00414O3O4 

8004140299 

BO/  03/21 

3-0-30T 

u 

B00414O311 

B004140310 

80/04/07 

30-293 

P 

8004140314 

800414O312 

BO/04/01 

Dfl-409 

P 

8004140319 

B004140317 

80/04/08 

50-352 

I 

8004140322 

B00414O306 

80/03/lfl 

50-295 

R 

8004140323 

8004140320 

80/04/09 

50-272 

S 

B004L4O333 

8004140327 

80/04/O9 

30-337 

P 

BQ0414O333 

00041  4  03BB 

8O/04/O7 

50-313 

8 

B004  140340 

8004140330 

BO/03/19 

80-10 

R 

6004140342 

8004140337 

60/04/09 

30-293 

S 

8004140344 

8004140339 

BO/  04  /1O 

80-282 

fl 

80041  403S3 

S004140350 

80/04/07 

SO-346 

R 

80041  403S4 

8004140348 

BO/O4/OB 

30-369 

A 

B00414O3SB 

0004140348 

80/04/08 

30-369 

A 

BOQ4  140360 

8004140336 

BO/0  4/09 

50-313 

8 

8004140367 

8004140369 

80/04/07 

30-409 

R 

8004  140369 

8004140363 

80/04/10 

50-331 

S 

8004140377 

8004140372 

BO/04/03 

30-320 

8 

8004140379 

8004140374 

BO/03/21 

30-26& 

U 

3004140362 

0004140380 

BO/04/09 

30-331 

P 

8004140405 

8004140397 

80/04/03 

50-312 

8 

BQ04I40411 

BQQ4140406 

BO/04/O3 

so-aso 

R 

8004140412 

6004140409 

BO/04/09 

30-272 

S 

B004  1  40422 

80041404  16 

BO/04/10 

80-286 

S 

8004140439 

£1004  1  40  4  23 

BO/03/21 

30-237 

B 

80041  40432 
8004140436 

9004140437 

B00414Q440 

8004140444 

sr  - 
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CATEGORY 

B00415(JblO 

B0041S01O3 

BOXO3/27 

50-34t 

P 

0004150116 

BOC415OI&3 

BQ/Q3/27 

SO-34& 

P 

BO04I50117 

8004150112 

BO/O3/  1  f 

71-367 

0004150119 

8004150113 

79/12/10 

TO-125/ 

8004150120 

8004  1  SO  i  03 

BO/03/27 

50-346 

P 

8004150121 

8004150112 

80/03/19 

71-367 

9004150133 

B004150123 

80/03/19 

71-116 

S0041501S7 

8004150133 

80/O3/19 

71-116 

3004150133 

B004150132 

00/03/18 

71-97 

9004150136 

60041501^6 

BO/04/01 

30-32  1 

0 

BOO4  150141 

600ill50l40 

SO/O3/26 

MUREC 

B004I50143 

8004  E  50  126 

BO/04/01 

50-321 

Q 

BO04150143 

8004150139 

80/O2/12 

50-352 

Q 

6004150147 

8QQ4150126 

aa/04/oi 

5O-321 

0 

8004150149 

8004150145 

ao/oi/31 

QA999 

8004150154 

8004150151 

8O/O4/O1 

50-335 

P 

9001150155 

BOO4150126 

BO/C4/O1 

5O-32I1 

Q 

0004150156 

B0041EO151 

BO/O4/01 

50-335 

P 

BOO4150171 

6004150166 

BO/O3/13 

CONTRACT 

9004150193 

BOO415OIB7 

BO/O2/2B 

70-371 

B004190195 

80041501B8 

80/03/11 

5O-361 

H 

8004190200 

BOO4150197 

BO/O4/11 

50-416 

M 

0004  1  90202 

BOO415OI99 

BO/O3/21 

SO-443 

S 

8004190210 

6004150209 

BO/O3/24 

30-43B 

S 

800415021  6 

BOD4I5O211 

BO/O3/26 

50-10 

H 

8004  1  50239 

BOQ4I5O235 

BO/O4/10 

50-313 

8004190230 

BOD41  50246 

80/04/OB 

30-377 

BOO4  150252 

8004  150246 

80/04/06 

50-  a  77 

9001  190259 

8004150-246 

80/04/OB 

50-277 

8004150260 

8004150-346 

30/04/OB 

50-277 

8004130278 

B0041S0272 

80/O3/13 

71-49 

6004130260 

BOO/4150270 

BO/O4/08 

TOP  REP 

B0041302B4 

8004150272 

BO/0-3/13 

71-49 

B0041902B7 

BOD41502B1 

BO/-04/14 

30-239 

P 

8004  150303 

8004150300 

BO/  03/1  7 

70-830 

800*150319 

8004150312 

BO/O4/11 

50-516 

0 

0004150322 

8004130320 

80/04/02 

50-243 

I 

B004150323 

8DO415D320 

BO/O4/02 

90-245 

1 

BOO  4  1  50338 

8004150316 

BO/Ofl/03 

30-10 

P 

8004  130331 

SD041SO329 

QO/O4/11 

50-244 

P 

8004150333 

B004  150329 

00/04/11 

50-244 

P 

BO  04  150334 

80041503S9 

80/04/1  1 

50-244 

P 

8004130339 

8004130329 

BO/04/11 

50-244 

P 

6004130336 

8004150333 

80/04/07 

50-267 

ft 

8004150347 

8004150345 

80/04/O9 

50-206 

R 

BOO  4  130351 

8004150349 

80/04/11 

50-269 

P 

BOO  4  150352 

8004150350 

ao/04/ii 

90-39 

ft 

B0041  30355 

8004150354 

80/04/09 

50-305 

R 

3004150361 

6004150360 

80/04/11 

50-371 

R 

3004150365 

8004150363 

80/04/08 

50-316 

R 

G004  190370 

8004150367 

80/04/11 

50-309 

ft 

8004190371 

B004  150368 

80/O4/08 

30-315 

R 

8004150376 

8004  IS  0374 

80/04/09 

50-261 

R 

80041903B4 

80041  50380 

BO/  04/09 

50-2-14 

R 

B0041503B3 

8004150383 

BO/O4/10 

90-366 

R 

H004  1  S03B7 

BQ04IS03B3 

BO/O4/10 

90-10 

R 

QD041903B9 

BOD4130386 

80/O4/1O 

30-272 

R 

8004190390 

800415038B 

BO/04/10 

30-321 

R 

SOO  4  130399 

800415O391 

BO/  04/02 

50-235 

R 

BOfl41  W)9& 

80041  5O392 

80/04/11 

50-333 

R 

'4 

8004130399 

60/04/10 

90-321 

R 

S 

6004150401 

BO/04/1O 

30-263 

R 

1 

6004190320 

BO/  04/02 

30-249 

I 

8004  15  0406 

80/04/OB 

50-250 

I 

•3004190414 

60/04/03 

50-310 

B 

3004150416 

60/04/03 

90-373 

A 

3004150420 

80/04/11 

50-382 

A 

3004150426 

60/04/11 

90-348 

R 

3004  I  50432 

BO/  04/09 

50-267 

3 

300415043S 

6O/04/07 

90-379 

A 

3004  1  50440 

80/04/07 

30-344 

3 

3004  1  50444 

80/04/08 

50-324 

B 

3004  1  9O437 

80/04/01 

90-390 

a 

3001  1  &0447 

80/04/07 

50-348 

p 

30O419O491 

SO/  04/03 

30-366 

a 

30O4  1  3O434 

60/03/13 

50-366 

s 

30O4  1  5O459 

80/04/11 

SO-  34.  4 

p 

30O4  1  90463 

60/O3/25 

30-234 

s 

30041504.57 

BO/  03/27 

30-254 

s 

3004190456 

60/O4/1  1 

50-311 

0 

ENCLOSURE 

PRINCIPAL 
DOCUMENT 

DATE 
ISSUED 

SUBJECT 
CATEGORY 

6004150477 

6004190472 

60/03/33 

50-304 

S 

8004150477 

8004150474 

BO/04/11 

90-255 

P 

B0041SQ4BO 

Q0041  50473 

80/04/11 

90-537 

A 

80041  3O4B1 

8004150476 

80/04/07 

90-366 

8 

3004130406 

B004I5O463 

80/04/1O 

50-318 

S 

8004150469 

S0041S04B4 

00/04/14 

50-341 

Q 

a00415O49O 

8004150484 

80/04/14 

50-34  1 

0 

Q004  150493 

B00415O4B7 

80/03/31 

30-213 

n 

BOO  4  150494 

8004  150495 

80/04/03 

50-553 

8 

8004150496 

B004  150464 

ao/oi/14 

30-34  1 

0 

B00415049a 

B001  190402 

SO/03/26 

50-265 

S 

BOQ415O51O 

8001130507 

BO/04/09 

50-315 

F 

B004150512 

8004150500 

BO/04/11 

50-327 

8 

B004150513 

SOQ4  190503 

ao/04/03 

90-237 

S 

BOOU15O514 

B004  150506 

ao/04/ii 

50-271 

8 

B00415O52O 

8004150507 

80/04/03 

50-315 

P 

BOO  ill  50533 

B004190515 

BO/  04/07 

SO-260 

a 

B004  150526 

B00415051B 

BO/04/02 

50-304 

a 

B0041505E9 

BQ04150316 

BO/04  /08 

50-334 

a 

B0041S0531 

B004  150509 

BO/04/03 

50-315 

p 

B004150933 

B004  150524 

BO/04/09 

50-305 

s 

8004150933 

8004  1  5O928 

BO/04/OB 

90-327 

8 

B004L  50934 

80041  3O5  16 

80/04  /OB 

50-334 

8 

8004150535 

B00415O933 

80/04/11 

50-259 

s 

8004150936 

8004150523 

80/04/10 

50-259 

s 

8004150937 

8004150930 

80/04/10 

50-295 

s 

8004150949 

8004190516 

30/04/08 

30-334 

s 

0004130946 

80041  5053B 

80/04/07 

50-361 

8 

9004150947 

8004190539 

BO/04/08 

50-327 

8 

S00413O549 

8004150541 

ao/04/oa 

30-313 

S 

8004150952 

8004150343 

80/04/09 

50-267 

8 

8004150553 

8004190543 

BO/04/08 

50-863 

S 

BOO  4  150956 

8004150544 

BO/04/10 

90-299 

S 

8004150S5B 

8004190553 

80/04/11 

90-272 

8 

BOO  4  150559 

B004  190551 

BO/04/0? 

50-327 

P 

8004  150564 

B004  190543 

80/04/08 

50-263 

B 

BQ04  150565 

80041  S05S4 

BO/04/11 

50-327 

B 

B00419037O 

800415O963 

BO/04/10 

30-346 

3 

8004150371 

8004  190543 

BO/04/08 

50-263 

8 

8004190372 

80041  5O962 

BO/04/07 

30-366 

B 

80041  9O979 

B004I5O967 

BO/04/01? 

90-368 

F 

B0041S09SO 

8004150543 

80/O4/OB 

50-263 

8 

80041309B5 

8004150573 

80/04/08 

50-H5? 

S 

B0041S03BB 

8004130376 

80/04/02 

50-293 

S 

BOO4  1  30969 

B004  190543 

30/04/08 

50-363 

s 

B004  1  5059O 

8004190567 

80/04/09 

50-368 

F 

BOO4  130396 

8004150581 

ao/oi/09 

30-3O3 

8 

B004  1  50398 

8004150543 

80/04/08 

30-263 

8 

80O4  150601 

8004190567 

80/04/09 

90-360 

F 

8004  1  50603 

8004190587 

BO/04/1O 

90-2B2 

8 

8004130609 

8004150399 

BO/04/10 

90-3 

R 

80O415061Q 

B004  190943 

BO/04/OS 

90-263 

S 

8004190611 

8004190582 

BO/04/09 

90-267 

8 

8004150615 

80041  9060B 

BO/04/11 

90-327 

P 

8004150617 

8004190343 

BO/04/03 

90-363 

a 

90041506IB 

8004130603 

GO/04/  11 

90-368 

e 

8004150620 

BOO  4  190606 

BO/04/1O 

90-317 

8 

8004  180623 

80041SOS43 

BO/04  /OS 

80-263 

B 

SOO4  1  50634 

BOO  4  150626 

BO/04/07 

50-267 

a 

5004130633 

B0041SQ624 

80/04/10 

50-318 

B 

8004190641 

000  4  150630 

80/04/07 

30-313 

B 

6004  160007 

B00416O004 

BO/03/3O 

50-272 

Q 

8004160019 

800416O004 

80/03/20) 

90-272 

Q 

BOCH  160030 

BOO  4  160024 

90/03/10 

COMMISSION 

BOOH  160039 

8004160034 

80/03/36 

90-320 

P 

6004160050 

B004I6O044 

80/02/29 

50-445 

Q 

8094160062 

8004160057 

BO/02/27 

50-393 

Q 

8004160072 

B00416O066 

BO/02/27 

50-327 

Q 

8004160102 

B00416O096 

80/02/39 

PR 

8004160118 

8004160116 

60/04/01 

30-413 

a 

80041  60  123 

6004160114 

80/04/01 

50-413 

Q 

8004160133 

B00416O125 

80/03/24 

30-293 

a 

8004160137 

B0041601H3 

BO/03/24 

50-293 

a 

8004160138 

B00416O131 

80/03/23 

50-299 

0 

6004140141 

0004160125 

80/03/24 

50-293 

a 

80041  60  146 

6QQ416Q125 

60/03/24 

90-273 

Q 

8004160151 

8004160098 

80/03/24 

70-1231 

8004  1601  S3 

8004160145 

60/02/28 

90-293 

Q 

6004160156 

3004160098 

80/03/24 

70-1B51 

8004160159 

8004160098 

80/03/24 

70-1231 
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ENCLOSURE 

PRINCIPAL 
DOCUMENT 

OATE 
ISSUED 

SUBJECT 
CATEGORY 

8004160172 
S004160176 
80011  60  1B4 
0004160187 
0004160189 

8004160165 
8004160173 
8004160179 
8004  160  103 
0004160163 

SO/03/29 
60/04/01 
BO/04/07 
BO/03/21 
BO/O3/2I 

50-277    0 
50-3      H 
50-330    P 
50-377    0 
50-277    Q 

BQ0416O190 
BOOA160191 
8004160193 
8004160194 
8004160196 

BOOfl  16O1B6 
8004160183 
0004160186 
8004160193 
8004160186 

SO/03/  13 
8Q/03/21 
BO/03/  12 
80/03/21 
BO/03/12 

COMMISSION 
50-277    Q 
COMMISSION 
50-277    0 
COMMISSION 

8004160199 
BOQ4  160300 
6004160205 
B004160303 
600-1160206 

8004160197 
8004  160  106 
0004160166 
BQ0416O1B6 
0004160106 

BO/04/  11 
BO/03/  12 
BO/O3/12 
8O/03/  12 
8O/O3/12 

50-269    G 
COMMISSION 
COMMISSION 
COMMISSION 
COMMISSION 

0004  160209 
8004  160210 
BOOfl  160312 
8004160215 
8001160210 

80D116O186 
B00416O197 
3004160186 
80041601B6 
8004160216 

BO/03/12 
80/04/11 
BO/03/12 
BO/03  /I  S 
BO/03/3  1 

COMMISSION 
50-369    0 
COMMISSION 
COMMISSION 
5O-51B    S 

6004160319 
B004  160320 
0004160221 
B004  160224 
B004  160227 

0004160197 
B00416Q1B6 
6001160197 
8004160197 
8004160197 

aO/Ofl/11 
BO/03/  13 
00/04/11 
BO/04/11 
BO/04/11 

50-269    0 
COMMISSION 
50-269    0 
50-269    0 
5O-269    0 

8004160230 
E004160332 
8004160335 
BQ04  160340 
0004160243 

6004160197 
B00416O229 
B00416O197 
BQ0416O197 
6004160239 

ao/ofl/ii 
ao/ofl/ii 

00/04/11 
BO/04/11 
00/03/31 

50-269    G 
50-287    S 
90-369    G 
50-269    0 
50-445    K 

6004160244 
B004  160256 
0004160259 
6004160260 
B0041  60264 

B004  160197 
8004I602S3 
8004160353 
8004160293 
8004160333 

BO/04/11 
BO/04/OB 
BO/04/OB 
8O/04/OB 
8O/04/OB 

30-369   G 
5O-375    A 
50-279    A 
50-273    A 
50-375    A 

8004160367 
8004160270 
8004160271 
0004  1  60396 
000416029S 

8Q0416Q253 
0004160266 
B00416O253 
0004160291 
B004  160290 

00/04/08 
GO/40/03 
0O/O4/OB 
00/03/31 
QO/O4/IO 

30-275    A 
30-312    R 
50-275    A 
5O-43B    S 
50-330    P 

6004170019 
8004170080 
B004  170031 
8004170035 
9004170046 

8004  1700  IS 
6004170015 
BOQ4  170026 
000-1170038 
B004170044 

80/04/11 
80/04/11 
80/04/11 
00/03/20 
6Q/O4/O3 

50-324    P 
30-324    P 
30-327    S 
TOPfiEP 
50-73     P 

B004  170049 
8004170051 
BOOfl  170032 
0004170039 
B0041  70067 

8004170044 
8004  170043 
B004170D5Q 
8004170056 
B0041  7O065 

8O/04/03 
8O/04/10 
8O/04/03 
80/04/10 
00/04/11 

50-73     P 
50-528    Q 
90-338    R 
50-282    F 
30-337   K 

8004170073 
8004170074 
8004170106 
0004170113 
0004170117 

0004170069 
0004170071 
B004170104 
B004170109 
8004170112 

BO/04/14 
80/03/21 
80/04/14 
80/04/01 
80/02/27 

90-327   P 
50-416   S 
90-28?   P 
50-312    0 
COMMISSION 

0004170121 
6004170129 
B001170140 
80041701S9 
8004170191 

8004170109 
0004170109 
8004170134 
BOOfl  170  1  46 
8004170184 

00/04/01 
BO/04/O1 
BO/04/  IS 
80/04/15 
80/04/09 

30-312   G 
50-312    0 

50-327   P 
30-327   Q 
50-293   B 

BOQ4170199 
6004170208 
0004170211 
6004170212 
0004170821 

8004170194 
8004170303 
8004170310 
B00417021G 
3004  170319 

00/04/10 
80/04/10 
00/04/14 
BO/04/  U 
BO/04/  t  4 

50-336   fi 
50-269   S 
50-338    K 
50-338    R 
50-317    B 

8004170226 
8004170227 
B00417Q2S7 
SQ04I70230 
0004  1  7033  1 

6004170224 
0004170525 
8004170325 
S00417022B 
8004170225 

BO/04/09 
60/04/15 
80/04/15 
00/04/10 
00/04/15 

50-336   B 
50-327   F 
50-337   F 
30-277   R 
30-327   F 

0004170234 
0004170236 
B004  170344 
0004170232 
BOOfl  170256 

8004  1  70225 
8004  170233 
BOOfl  1  7024  1 
BOQ4170246 
8004170246 

BO/04/15 
BO/04/09 
80/04/14 
SO/04/  IS 
80/04/15 

50-327    F 
50-133   R 
50-280    R 
30-277   P 
50-277   P 

S004  170357 
80041702S8 
B004I70360 
0004170262 
B004  170281 

B004170B54 
8004170289 
8004170354 
8004  170253 
BOOfl  170273 

80/04/1-1 
SO/04  /H 
80/04/14 
SO/04/  M 
SO/03/31 

30-70    P 
30-BS5    0 
50-70    P 
50-255    0 
30-2B9    0 

ENCLOSURE 

PRINCIPAL 
DOCUMENT 

DATE 

ISSUED 

SUBJECT 
CATEGORY 

8004170393 
B0041  70296 
8004170300 
8004170309 
B00417031B 

Q00417030B 
B004170292 
B00417O294 
9004170304 
9QQ4I7O316 

BO/02/26 
BO/03/26 
BO/03/26 
BO/02/O7 
80/03/31 

50-272         Q 
50-424          0 
SO-2B9          P 
30-334          0 
80-317         F 

9004170333 
8004170350 
BOO  4  1703  53 
8004180016 
BOOfl  1B0066 

8004170316 
B004170345 
B004170345 
B0041BOQOB 
B0041H005B 

80/03/31 
BO/  01/02 
80/O4/02 
BO/  03/31 
BO/04/OH 

50-317          F 

10CFR 
IOCFR 
COMMISSION 
30-328         A 

B0041SOQ69 
8004180070 
800410007B 
B004  160082 
8004180086 

8004IB0062 
B0041B0058 
BO  041  BO  023 
BOM  ISO  023 
BO  04  ISO  023 

80/03/19 
SO/Ofl/04 
BO/O3/31 
BO/03/3  1 
BO/03/31 

71-9A 
BO  -328         A 
COMMISSION 
COMMISSION 
CCMHISSIOM 

B0041BOOB9 
BOO4  1  BO  092 
8004180095 
9004180097 

aoo4iaoioo 

80041BOOB8 
Q0041BOOB8 
Q0041B0033 
80041  BO  023 
8004180033 

SO/03/14 
80/03/1  -t 
SO/03/31 
80/03/31 
80/03/3J 

XPORTLIC 
XPOHTLIC 
COMMISSION 
COHHISBION 
COHHISSION 

3004180101 
8004I801O3 
8004180120 
0004160124 
3004180126 

80041BOOS3 
6004180033 
B0041B0113 
00041B0121 
B0041B0122 

80/O3/31 
80/03/31 
80/03/19 
BO/02/29 
BO/04/Q2 

COMMISSION 
COMMISSION 
3O-2B9         H 
7O-1113 
3O-3O1          0 

BODAIBO  130 
BOOfllB0142 
8004  180117 
3004180153 
8004  180160 

BO  0-4  180  122 
B0041BO12B 
BOO  4-180130 
B0041B0128 
S0041BOI34 

BO/04/O2 
BO/03/25 
BO/03/03 
BO/03/25 
BO/03/S6 

50-3OI          0 

COMMISSION 
50-245          Q 
COMMISSION 
30-339          A 

8004100144 
80041  BO  167 
BOOfl  IB017S 
B0041BQ1B1 
B0041B018S 

8004180128 
80041B01S1 
6004  1801  SB 
6004180172 
B0041GOI2B 

8O/03/23 

ao/ofl  /oa 

80/03/23 
BO/03/27 
BO/03/23 

COMrt  I  SB  ION 
50-445        M 
COMMIB8IOH 
30-315        (1 
COMMISSION 

8004180193 
a  004180197 
8004180199 
B0041B03O3 
B0041B0207 

S004180IS8 
B00418012B 
00041B01B7 
80041801-07 
80041B0200 

80/03/25 
BO/03/H5 
80/O3/04 
BO/O3/O4 
SO/03  /SB 

COMMISSION 
COMMISSION 
30-373        Q 
50-373        Q 
KPORTLIC 

BOQ4IB02QB 
8004180310 
BOQ41  80220 
8004  180337 
B004IB023B 

8004IBO111 
8004180214 
8004  1  BOS  11 
00041BOS34 
800  41  BQ2  33 

80/04/10 
80/02/21 
HO/Q3/18 
80/O3/S8 
HO/O3/2O 

50-358        fi 
50-4  9B        a 
COMMISSION 
50-3             H 
50-337         T 

eoo4iBoasa 

0004  180364 
B  001  180277 

9004130270 
8004190286 

8001180253 
80041  802  36 
B004180333 
8004180333 
BOO41B02B1 

3O/03/28 
aO/Ofl/14 
30/03/2B 
8O/O3/28 
BO/O4/03 

50-230         P 
50-353        A 

so-aao      P 

80-220        f 
30-247        £ 

80  04  100294 
80  D4  180396 
8004160307 
B0041B0310 
8.004  1B0311 

8004180261 
a0041B0277 
8D041BO296 
80041B0309 
B0041BO304 

BO/04/03 
BO/03/17 
8-0/04/16 
BO/03/27 
&0/03/1B 

50-247        E 
COMMISSION 
30-3O6        0 
XPQRTUC 
COMMISSION 

8004180314 
3004180319 
8004180320 
8004180334 
8004180337 

B004  180309 
8004100304 
BOO4I8031B 
B0041B03E9 
B004  180331 

80/03/27 
80/03/18 
80/03/05 
80/02/26 
80/04/13 

KPORTLIC 

COMMISSION 
30-320        0 
30-2  i  9        a 
30-390        R 

8004180339 
0004180342 
BO  04  180316 
8004100349 
BO  04  1  80360 

eooiteonaa 

0004180341 
0004180346 
BOO4  180343 
80041B03S7 

80/04/13 
ffO/04/15 
80/04/07 
80/04/14 
80/04/10 

30-320        R 
50-2  B2        f 
30-313        P 
30-230         F 

30-263         f 

8004180362 
BO  04  180364 
BOO  4  100366 
B004IB03&7 
8004180371 

B004  180361 
B004  180359 
BOO4  180361 
B004IS03&3 
BOO4  180369 

80/04/14 
80/04  /O4 
BO/04/14 
80/04/11 
80/04/13 

30-344         F 
30-514         F 
30-344         P 
50-328        8 
50-B71         R 

8D041B0374 
8004180381 
8004180336 
8004180388 
BOO  4  180394 

800418.0373 
8004190377 
9004180380 
G004  190363 
8004180391 

00/04/03 
8O/04/10 
80/04/11 
80/04/14 

80/04/11 

30-230        R 
30-390        8 
30-306         8 
30-243         R 
90-327         R 

B004130395 
8004190402 
BOO4180404 
8004180407 
BOOfl  1004  11 

9004190369 
800413039* 
8004180393 
B0041B0399 
8004180403 

80/02/23 
80/03  /I  a 
80/04/11 
BO/04/Oa 
BO/04/il 

30-B47        P 
50-155        0 
30-336        3 

so-aa?      B 

50-336         B 

488 
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ACCESSION   NUMBER 


ENCLOSURE 

PRINCIPAL 
DOCUMENT 

DATE 
ISSUED 

SUBJECT 
CATEGdRV 

B004180413 

B004180410 

BO/04/14 

50-271 

S 

B0041  B04  16 

6004180405 

BO/O4/1O 

50-372 

T 

B0041B0425 

600418041B 

BO/04/14 

50-261 

S 

B0041B0433 

B004  1804*8 

BO/04/14 

50-305 

P 

BOO41  BQ434 

6004180426 

BO/04/15 

50-286 

H 

6004160439 

6004180431 

BO/04/OB 

50-320 

H 

8004160440 

B004  180437 

80/04/10 

30-245 

S 

6004180441 

800418043P 

BO/04/OB 

50-269 

0 

B004160454 

80041B0450 

80/04/09 

30-206 

S 

BO  04  180456 

80041804S2 

80/04/08 

50-296 

S 

BO  04  1804  57 

8004160451 

80/04/08 

50-260 

S 

BO  04  180461 

8004180446 

80/04/14 

50-286 

S 

HOQ4  180465 

8004160460 

EO/O4/07 

50-337 

S 

8004180467 

B004  180466 

BO/04/14 

50-344 

P 

8004  180469 

6004180462 

BO/04/13 

50-302 

I 

8004180470 

6004180466 

BO/04/14 

50-344 

P 

80Q41B0471 

8004180458 

BO/04/14 

SO-244 

S 

BQ041B0472 

6004180468 

BO/04/11 

50-263 

S 

B0041B0474 

8004180462 

60/04/15 

30-302 

I 

BOQ41B047S 

8004180464 

80/04/11 

50-2B2 

p 

B0041B047S 

80041B0462 

80/04/15 

30-302 

I 

BQO41B0483 

80041  B0479 

80/04/14 

50-305 

p 

8004  160484 

8004180462 

80/04/15 

50-302 

I 

6004160491 

8004180462 

BO/04/13 

50-303 

I 

6004  1  60492 

80041  B04B9 

80/04/10 

50-309 

B 

6004  180500 

8004180463 

80/04/15 

50-302 

1 

6004190503 

B004180462 

80/04/15 

50-303 

I 

S&0418Q312 

60041B050B 

80/03/26 

50-309 

Q 

9004180322 

B004180515 

80/03/14 

70-1007 

8001160523 

8004180521 

80/02/21 

50-344 

Q 

80041  80525 

8004180515 

80/03/14 

70-1007 

6004180527 

8004180521 

90/02/21 

50-344 

0 

8004180338 

8004180524 

80/02/09 

50-250 

R 

8004180530 

8004180339 

90/03/OB 

50-250 

R 

90041B0534 

9004180533 

80/02/36 

70-364 

B0042  10009 

9004210007 

80/04/09 

50-322 

G 

6004210011 

B004210003 

80/03/06 

30-423 

Q 

BOQ421001B 

B004210014 

80/03/23 

50-344 

F 

6004210020 

8004210015 

80/03/31 

30-320 

Q 

B0042  10021 

9004210019 

80/04/03 

71-9142 

B00421Q022 

8004210013 

BO/O4/08 

FOIA 

6004210024 

8004210014 

60/03/26 

50-272 

0 

B0042I0023 

8004210013 

BO/04/08 

FOIA 

8004210030 

6004210013 

BO/04/06 

FOIA 

B0042  10031 

B004310038 

BO/03/26 

30-339 

H 

8004310033 

6004210013 

80/04/06 

FOIA 

8004210034 

8004310037 

80/03/05 

70-1100 

8004210035 

8004210029 

90/03/05 

40-672 

60012  10042 

8004210037 

80/02/36 

71-6717 

B0042I0044 

8004210039 

90/03/26 

50-309 

Q 

8004210045 

6004210039 

60/03/26 

30-309 

0 

8001210049 

B0042  10039 

BO/03/26 

30-309 

Q 

8004210052 

6004210047 

80/04/08 

FDIA 

8004210033 

8004310039 

BO/03/26 

50-309 

Q 

6004310057 

BOO421004.7 

60/04/08 

FQIA 

6004210060 

8004210048 

BO/04/01 

30-29 

H 

BOD42  10061 

9004310056 

BO/03/26 

50-286 

0 

6004210D62 

8004210047 

60/04/08 

FDIA 

B0042  10064 

9004310056 

BO/03/26 

50-286 

Q 

60042  I006S 

8004210047 

BO/04/08 

FOIA 

6004210067 

8004210063 

90/03/14 

70-371 

B00421006B 

8004210036 

80/03/26 

50-286 

Q 

6004210070 

8004210036 

80/03/26 

90-264 

Q 

8004210071 

8004210059 

80/02/25 

50-244 

Q 

073 

9004310066 

80/03/34 

71-3B1 

8004210074, 

80/03/05 

50-272 

Q 

8004210075 

80/03/14 

70-2476 

8004210075 

80/03/14 

70-247B 

8004210075 

80/03/14 

70-2476 

8004210079 

80/03/05 

50-277 

0 

8004210091 

BO/01/16 

70-139 

8004210081 

60/01/16 

70-133 

8004210084 

BO/02/3B 

70-1143 

9004210088 

60/04/01 

50-3 

H 

anntiinnn-. 

BO/02/2B 

50-320 

0 

30/03/06 

70-371 

JO/03/04 

30-302 

Q 

30/03/10 

CONTRACT 

30/03/05 

50-2Q9 

Q 

BO/03/04 

50-566 

a 

ENCLOSURE 

PRINCIPAL 
DOCUMENT 

DATE 
ISSUED 

SUBJECT 
CATEGORY 

B004210127 

8004210135 

BO/03/27 

50-  1  55 

P 

8004210129 

B004210125 

BO/03/27 

50-153 

P 

8004210130 

8004210126 

BO/03/  IB 

70-1100 

8004210132 

B004210125 

60/03/27 

50-155 

P 

3004210133 

B004210126 

BO/O3/18 

70-1100 

6004310135 

8004210124 

BO/03/18 

70-1100 

6004210137 

8004210134 

80/02/29 

50-359 

a 

8004210138 

8004210126 

80/03/18 

70-1100 

6004210139 

8004210126 

80/03/18 

70-1100 

B00431QI42 

9004210134 

80/02/29 

50-330 

a 

B004210143 

8004210126 

80/03/18 

70-1100 

B004210145 

8004210126 

80/03/18 

70-1100 

B004210149 

8004210026 

80/03/31 

XPQRTLIC 

B00421015I 

8004210146 

BO/02/25 

50-322 

o 

B004210159 

8004210136 

80/03/24 

XPORTLIC 

8004210160 

B004210154 

80/03/07 

PR 

8004210163 

8004210155 

BO/03/  2B 

70-1113 

3004210166 

B004210163 

BO/04/07 

50-267 

0 

8004210167 

B004210155 

BO/03/  28 

70-1113 

3004210171 

B00421019B 

BO/03/  2B 

70-1113 

9004210173 

B004210169 

BO/02/2B 

50-293 

0 

8004210176 

B004210155 

BO/03/2B 

70-1113 

8004210179 

B004210175 

BO/02/29 

50-445 

a 

80042101B4 

B004210I70 

80/03/25 

30-389 

8 

9004210165 

B0042101B2 

BO/04/14 

50-438 

i 

8004210186 

B0042101BI 

BO/03/  1  1 

50-361 

a 

Q0042101B8 

B004210183 

80/04/03 

SO-  3  33 

a 

8004210195 

6004210191 

so/03/aa 

50-269 

a 

8004210196 

B0042101B9 

80/03/07 

50-243 

a 

8004210197 

8004210192 

80/03/14 

30-317 

n 

6004210199 

8004210191 

80/03/28 

50-249 

a 

BOO421O201 

8004210193 

80/04/01 

50-3 

H 

B0042  10205 

8004210202 

80/04/11 

50-327 

p 

00042  10206 

8004210204 

80/04/04 

50-160 

0 

6004210207 

8004210203 

BO/03/19 

70-139 

8004210212 

B004210210 

BO/03/21 

50-247 

a 

8004210214 

B004210203 

BO/03/19 

70-  1  35 

8004210215 

B004210211 

SO/03/10 

30-29B 

a 

8004210216 

BOQ4210203 

80/03/19 

70-135 

3004510218 

B004210210 

80/03/21 

50-247 

a 

8QQ4210SI9 

6004210211 

80/03/10 

50-298 

0 

8004210220 

B004210217 

80/04/11 

30-313 

R 

8004210222 

B004210203 

80/03/19 

70-135 

8004210323 

8004210206 

80/04/01 

50-3 

H 

0004210229 

B004210226 

80/03/10 

30-312 

0 

9004210237 

8004210231 

80/03/29 

30-312 

a 

8004210240 

8004210238 

80/04/11 

50-302 

R 

0004210241 

8004210231 

80/03/33 

30-312 

a 

(3004210243 

8004210234 

80/03/20 

50-413 

Q 

0004210243 

8004210231 

80/03/25 

30-3  IS 

a 

(3004210247 

8004310534 

80/03/28 

50-413 

Q 

6004210248 

8004210231 

BO/03/23 

50-312 

a 

Q0042I0249 

8004210246 

80/04/14 

90-245 

R 

9004210250 

B004210235 

BO/03/10 

50-289 

0 

9004310253 

B004210251 

BO/04/10 

50-213 

R 

3004210256 

8004210253 

80/03/13 

50-10 

H 

0004210257 

0004210254 

BO/04/09 

50-206 

8 

00042  1025B 

8004210255 

80/04/14 

30-847 

R 

[3004210263 

8004210239 

80/04/10 

50-312 

S 

3004310264 

8004210260 

80/03/19 

50-10 

H 

3004210266 

8004310861 

SO/04/  IS 

50-334 

R 

0004210267 

8004210265 

80/04/15 

30-346 

S 

3004210271 

8004210269 

80/04/14 

50-267 

R 

0004210273 

B004S  10270 

80/04/08 

50-206 

S 

3004210276 

B0042  10269 

80/04/15 

30-3 

R 

0004210278 

8004310277 

80/04/14 

50-309 

8 

6004210279 

8004210272 

80/03/1  S 

50-10 

H 

0004210230 

8004210274 

80/04/11 

30-368 

R 

0004210282 

B0042  10275 

80/03/03 

50-546 

H 

00042  10288 

B004210286 

80/04/09 

30-249 

8 

3004210270 

8004210287 

BO/03/  IS 

50-10 

H 

B0042  10298 

8004210289 

80/04/1  a 

50-293 

B 

6004210296 

8004210294 

80/04/09 

30-267 

8 

8004210297 

8004210295 

BO/03/  IS 

50-10 

H 

8004210300 

8004210299 

80/03/15 

SO-  10 

H 

9004210305 

8004  SI  0302 

80/03/15 

50-10 

H 

0004210306 

8004210303 

80/03/24 

TOPREP 

0004210307 

8004210303 

80/03/24 

TQPREP 

0004S10310 

6004210308 

80/03/15 

50-10 

hi 

8004210320 

6004210315 

80/04/Oi 

50-339 

T 
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nocuciewT 

DATE 
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0004210323 

B0042103S2 

BO/O3/2B 

50-275 

G 

3004210329 

B0042  10322 

SO/O3/2B 

50-275 

0 

8004210330 

8004210336 

HO/02/27 

50-319 

0 

8004210331 

8004210327 

BO/04/16 

SO-305 

P 

6004210339 

800421  033<1 

BO/O3/OS 

50-333 

Q 

B0042  10340 

8004210335 

90/O4/15 

50-32O 

P 

6004210344 

8004310335 

80/O4/15 

50-330 

P 

80042  10345 

8004260343 

SO/03/05 

50-243 

0 

8004210340 

8004210342 

BO/03/26 

50-320 

P 

8004310347 

8004210335 

BO/O4/15 

50-32O 

P 

B0042I0349 

8004210335 

30/O4/15 

SO-32O 

P 

8004210351 

B004210342 

80/Q3/26 

50-320 

P 

BOQ421035S 

80042  1O335 

80/04/15 

SO-32O 

P 

S0042  10337 

8004310350 

SO/04/07 

70-143 

8004210358 

8004510335 

SO/04/15 

50-330 

P 

B004210359 

8004210330 

SO/O4/O7 

70-143 

9004210360 

B0042  10336 

SO/O3/24 

50-32O 

H 

B004210361 

B0042J0353 

90/04/15 

PR 

B0042  10366 

BOO  43  10335 

00/04/15 

50-320 

P 

8004210373 

B004210363 

00/03/34 

50-33O 

H 

8004210376 

B004210373 

BO/04/16 

50-339 

P 

B0042103BB 

B0042103B7 

90/O3/21 

40-1  16-2 

BQ042  10391 

8004210381 

90/03/19 

50-320 

H 

8004210392 

8004210386 

BO/03/27 

50-445 

N 

BQQ4210393 

Q004310322 

BO/03/2S 

50-275 

G 

B0042I0394 

80042  103B6 

90/O3/27 

50-445 

M 

8004210395 

B004210322 

00/03/2B 

50-275 

O 

B004210397 

80042  1038& 

00/03/37 

50-445 

M 

8004210399 

8004310396 

00/03/2-1 

50-320 

H 

8004210400 

9004210386 

BO/03/27 

50-445 

M 

8004210403 

B0042  1O402 

00/03/22 

50-320 

H 

BOQ4210417 

B00421O4I2 

SO/03/11 

30-361 

Q 

B00421042B 

B0043IQ422 

00/03/21 

50-312 

Q 

B004210431 

8004210425 

BO/04/1O 

90-367 

0 

BQ0421043B 

80042  1043S 

00/03/tO 

50-445 

Q 

8004210443 

8004210432 

80/03/10 

50-443 

0 

B0042  10430 

B00431O439 

80/02/27 

50-219 

Q 

B004220007 

B004220004 

BO/03/24 

90-286 

Q 

B004220017 

8004220012 

BO/03/17 

50-31i 

P 

B004230023 

80042200  13 

BO/03/17 

50-316 

P 

8004220026 

B00423OOI8 

79/13/28 

70-133 

8004220027 

B00432O012 

BO/03/17 

50-316 

P 

B00422002B 

800422002O 

BO/04/03 

FOIA 

8004220033 

8004230020 

BO/04/03 

FOIA 

8004220034 

3004220012 

BO/03/17 

50-316 

P 

8004220037 

8004220020 

80/01/03 

FQ1A 

8004220039 

000422OOIS 

BO/03/17 

SO-316 

P 

8004330041 

B00422O029 

80/03/06 

70-371 

B004220044 

8004230020 

BO/04/03 

FDIA 

800422QOS1 

8004220020 

BO/04/03 

FOIA 

8004220059 

8004220043 

80/03/23 

71-379 

BQ04320056 

B00422O02O 

80/04/03 

FOIA 

B00422006B 

8004220054 

79/11/11 

70-1143 

8004230075 

8004220020 

BO/04/03 

FOIA 

8004220080 

8004230020 

BO/04/03 

FOIA 

B004220092 

8004330020 

BO/04/03 

FOIA 

8004220097 

B00422002O 

BO/04/03 

FOIA 

8004220101 

8004220020 

BO/04/03 

FQIA 

B004220107 

8004220030 

BO/04/03 

FOIA 

8004220116 

8004B30111 

BO/03/36 

XPORTUC 

BOQ42H0119 

8004220105 

BO/03/2B 

50-491 

Q 

B004220130 

8004220020 

BO/04/O3 

FOIA 

8004220124 

8004220  1  1  2 

BO/03/19 

90-320 

H 

8004220129 

8004220020 

80/04/03 

FOIA 

8004220130 

800422O02O 

80/04/03 

FOIA 

8004320132 

8004220020 

8O/04YQ3 

FOIA 

B004220134 

B00422O105 

BO/03/2B 

50-491 

Q 

8004320137 

8004220030 

80/04/03 

FOIA 

8004220143 

B00422O136 

80/03/13 

50-3SO 

H 

S004320162 

9004330159 

80/03/03 

50-320 

H 

BOQ4220164 

6004230020 

80/04/03 

FOIA 

BOQ42201i5 

8004220  1B7 

BO/03/04 

SO-S95 

0 

BOQ4230167 

B004220030 

80/04/03 

FOIA 

8004230171 

8004220  IAS 

80/03/19 

30-3SO 

H 

8004220174 

8004320020 

60/04/03 

FOIA 

BQ0422017S 

B004220137 

8O/03/04 

30-295 

0 

B004320178 

B004220020 

80/04/03 

FOIA 

8004220180 

8004230020 

BO/04/O3 

FOIA 

S0042201B1 

0001220173 

BO/04/02 

50-320 

H 

8004220  I  B6 

8004220OSO 

BO/04/03 

FOIA 

ENCLOSURE 

PRINCIPAL 
DOCUMENT 

DATE 
ISSUED 

SUBJECT 
CATEQDR' 

f 

80042201  B9 

B0043201B4 

BO/02/25 

71-9I3O 

8004220191 

B0042201B5 

BO  /O  3/1  9 

50-320 

M 

B004220193 

8004220  184 

00/02/35 

71-7130 

8004250196 

B004220030 

QO/04/03 

FDIA 

0004220203 

9004220020 

80/04/03 

FOIA 

8004220204 

B00422018B 

BO/O3/31 

30-369 

Q 

8004220207 

BOO  4  2200  3O 

80/04/03 

FOIA 

8004220212 

8004220020 

80/04/03 

FDIA 

8004230214 

SOO  4  220020 

80/04/03 

FQIA 

8004220216 

BOO  4  220020 

80/04  /03 

FQIA 

BO  04220221 

B004230213 

BO/03/04 

30-321 

Q 

8004220334 

9004220223 

SO/04/11 

50-369 

P 

B004320227 

7907100034 

79/O6/21 

50-267 

a 

8004220229 

B004S20O2O 

60/O4/03 

FDIA 

8004230231 

8004230020 

BO/04/03 

FDIA 

800435023£i 

8004220020 

BO/04/0-3 

FdlA 

8004320239 

7907100034 

79/o&/ai 

FQIA 

8004220242 

90042  2  002O 

BO/04/03 

FOE  A 

B004H30243 

B!004220239 

BO/03/24 

30-389 

A 

BOG4220244 

B004220232 

00/02/39 

30-445 

Q 

8004220245 

7907100034 

79/0&/21 

FQIA 

B00422024& 

0004220020 

BO/04/03 

FQIA 

B00422O250 

S00422021B 

BO/03/24 

50-389 

K 

8004220251 

G0042200SO 

BO/04/03 

FDIA 

B004230SS2 

B00422005O 

BO/04/03 

FOIA 

80042302S3 

7907100034 

79/06/21 

FOIA 

B004220255- 

6  004220020 

80/04/03 

FGIA 

8004330259 

B  004220020 

BO/04/03 

FOIA 

8004220363 

B00422002O 

BO/04/03 

FOIA 

6004330267 

B004220Q3O 

BO/04/03 

FOIA 

8004230273 

S00422026B 

BO/04  /Ol 

30-331 

F 

8004220276 

Q00422002O 

BO/04/03 

FDIA 

8004220382 

BO04220O2O 

BO/04/03 

FOIA 

8004S202B4 

B00422027B 

BO/04/1A 

5O-301 

P 

8004220886 

8004330020 

80/04/O3 

FOIA 

B0042  a  0293 

B004220239 

BO/O4/1B 

50-416 

G 

Boo4aaoa94 

BD0422002O 

BO/04/03 

FDIA 

8004220304 

B004220301 

BO/04/17 

50-271 

R 

8004230314 

O00422002O 

BO/04/03 

FOIA 

8004220315 

B004250303 

BO/03/05 

70-2423 

8004220317 

Q0042S03I3 

30/03/24 

SO-3B9 

C 

8004220319 

Q004220020 

80/04/O3 

FQIA 

800422-0321 

H004220313 

80/03/24 

SQ-3B9 

C 

BOQ42H0323 

B004220020 

BO/O4/03 

FDIA 

BOQ422032& 

B004220303 

80/O3/O3 

70-2623 

8004220327 

S004220020 

80/04/03 

FOIA 

B004S20329 

30043200  3  0 

80/04/03 

FD1A 

8004220330 

8004220020 

30/04/03 

FDIA 

8004S2033I 

000422030-3 

30/03/03 

70-atas 

8004220337 

8004220020 

30/04/03 

FDIA 

8004220341 

8004230020 

BO/04/03 

FOIA 

8004330342 

H004220303 

BO/O3/05 

7O-B6Z3 

8004220346 

B004  230020 

ao/04/os 

FDIA 

8004220347 

B004  220340 

SO/04/  IS 

50-299- 

P 

8004220351 

8004  3H002O 

6O/04/03 

FOIA 

8004220353 

3004230303 

BO/03/09 

70-2623 

8004220355 

90042  2002O 

BO/04/03 

FOIA 

8004230358 

HOQ42  30340 

BO/04/15 

50-239 

P 

8004230361 

490 
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ACCESSION   NUMBER 


ENCLOSURE 

PR  IMC  I  PAL 
OOCUHENT 

DATE 
l&SUE!) 

SUBJECT 
CATEGOfiV 

8004220440 

B004220427 

BO/04/16 

50-313 

F 

B00422D442 

B004230020 

BO/04/03 

FOIA 

B004220444 

B004220020 

BO/04/03 

FOIA 

B004220447 

B004220427 

BO/04/16 

50-313 

F 

B00422044B 

B004220020 

BO/04/03 

FOIA 

6004220450 

SOQ4230427 

60/04/16 

50-313 

F 

9004220452 

B004220020 

BO/04/03 

FOIA 

B004220453 

B004220427 

BO/04/16 

90-313 

F 

8004320454 

B004220427 

80/04/16 

50-313 

F 

8004220456 

B004220427 

BO/04/16 

50-313 

F 

8004220456 

B004230020 

60/04/03 

FOIA 

800422O459 

B004220455 

60/04/15 

50-393 

0 

8004220461 

BOQ4320020 

80/04/03 

FQIA 

8004220463 

BQ04230Q20 

60/04/03 

F01A 

BOOH22Q465 

6004230020 

90/04/03 

FOIA 

8004220466 

B004220020 

90/04/03 

FOIA 

800422O467 

B004  320020 

80/Q4/O3 

FOIA 

8004220468 

B004220020 

80/04/03 

FOIA 

8004220469 

6004330020 

80/04/03 

FOIA 

8004220470 

6004220020 

80/04/03 

FOIA 

B0042EO472 

0004220020 

BO/04/03 

FOIA 

S00422O473 

6004220020 

BO/04/03 

FOIA 

8004220476 

6004220030 

BO/04/03 

FOIA 

8004230479 

0004220020 

60/04/03 

FOIA 

800422O480 

8004220030 

60/04/03 

FOIA 

B00422O492 

9004220020 

80/04/03 

FOIA 

B004220485 

8004220020 

80/04/03 

FOIA 

8004220486 

B004220020 

BO/04/03 

FOIA 

80042204BB 

B004220020 

SO/04/03 

FQIA 

B00422049I 

6004220020 

60/04/03 

FOIA 

0004220499 

8004220497 

80/04/1B 

TOPREP 

8004230501 

8004220464 

80/04/21 

50-220 

P 

B00422050E1 

B004220464 

BO/04/21 

50-220 

P 

B004220511 

BOQ43209Q9 

80/04/17 

50-219 

P 

6004220512 

8004220020 

80/04/03 

FOIA 

800423051-1 

800422050B 

80/04/17 

50-219 

P 

8004220917 

B004820020 

BO/04/03 

FOIA 

6004320521 

B004220020 

BO/04/03 

FOIA 

B00422032B 

6004320030 

BO/04/03 

FOIA 

8004320530 

8004220922 

60/04/17 

50-309 

P 

8004220531 

8004220923 

80/04/19 

50-259 

P 

8004820532 

8004230020 

80/04/03 

FOIA 

8004220539 

8004220020 

80/04/03 

FOIA 

8004330544 

BQ042E0020 

80/04/03 

FOIA 

B00422094B 

B004220542 

80/04/11 

50-289 

P 

8004220546 

B00422054I 

80/04/16 

50-43B 

5 

B004220547 

B004220530 

80/04/16 

90-325 

3 

SQQ422054B 

B004330030 

80/04/03 

FOIA 

8004230551 

BQQ42SQ020 

80/04/03 

FOIA 

8004220552 

B004220542 

60/04/11 

50-269 

P 

8004220557 

B004220020 

BO/04/03 

FOIA 

8004220560 

B00432055B 

BO/03/13 

90-111 

R 

8004220562 

B004320030 

BO/04/03 

FOIA 

8004230565 

6004320996 

BO/03/13 

50-111 

R 

8004220967 

B0042200EO 

60/04/03 

FOIA 

8004220573 

B004220020 

BO/04/03 

FOIA 

8004330977 

B004320959 

60/04/19 

50-410 

8 

8004220979 

B004220020 

80/04/03 

FOIA 

B004B303B1 

6004220579 

80/04/17 

50-199 

Q 

BOO  4220  9  B3 

0004220972 

90/04/15 

50-324 

S 

B00422Q5B5 

6004220020 

80/04/03 

FOIA 

6004220591 

8004220020 

80/04/03 

FOIA 

6004230593 

8004220020 

80/04/03 

FOIA 

8004220576 

8004220586 

80/04/11 

50-295 

S 

8004230598 

8004320030 

80/04/03 

FOIA 

8004220603 

8004220030 

BO/04  /03 

FOIA 

B00422060fe 

6004220020 

BO/04/03 

FOIA 

000422060  B 

0004220599 

BO/04/15 

50-335 

5 

600422060? 

6004220020 

BO/04/03 

FOIA 

6004220612 

0004230020 

BO/04/03 

FOIA 

0004220616 

8004220030 

BO/04/03 

FOIA 

8004330417 

8004320615 

80/04/19 

50-366 

B 

B0042S0613 

8004220020 

80/04/03 

FOIA 

6004380621 

B004220614 

80/04/17 

30-317 

S 

6004320622 

B004220020 

80/04/03 

FOIA 

B004220623 

8004220613 

80/04/09 

50-265 

S 

6004230625 

B004220030 

80/04/03 

FOIA 

8004220627 

8004220020 

80/04/03 

FOIA 

8004220631 

3004220624 

80/04/11 

50-293 

S 

8004220633 

8004230020 

60/04/03 

FOIA 

ENCLOSURE 

PRINCIPAL 
DOCUMENT 

DATE 
ISSUED 

SUBJECT 
CATEGORY 

6004230635 

B004220020 

80/04/03 

FOIA 

0004220636 

6004320626 

BO/04/15 

50-366    8 

8004220639 

9004220020 

BO/04/03 

FOIA 

8004220644 

8004220020 

BO/04/03 

FOIA 

8004220640 

0004220642 

BO/04/16 

50-305    S 

8004320653 

9004220646 

BO/04/  It 

50-336    S 

8004220658 

8004230652 

BO/04/17 

50-366    S 

B004220666 

8004220697 

60/04/16 

50-346    8 

B004220667 

8004230662 

60/04/15 

50-366    S 

BOQ422066B 

8004220660 

80/04/14 

50-293    B 

B004220671 

9004220664 

BO/04/16 

50-366    S 

B004220679 

8004220670 

00/04/13 

50-336    3 

B0042206BO 

8004220669 

00/04/10 

50-260    S 

B004220661 

8004230630 

60/04/17 

50-  1  0     S 

600*230604 

8004220675 

60/04/17 

50-321    S 

B0043206B7 

8004220676 

80/04/15 

30-325    S 

0004220690 

B0042206B2 

90/04/14 

50-269    9 

6004220697 

B004220693 

90/O4/19 

50-275    A 

8004220699 

B0042206B6 

90/04/16 

50-259    8 

8001220700 

B004220693 

80/04/10 

50-349    S 

9004220702 

6004220694 

90/04/14 

50-304    S 

8004220703 

900422069  1 

80/04/15 

50-368    8 

9004220704 

8004220692 

80/04/19 

90-273    A 

B004220707 

8004220698 

BO/04/17 

50-327    S 

0004320710 

9004220689 

BO/04/17 

90-321    0 

0004220716 

9004220692 

BO/04/18 

90-275    A 

B004320717 

6004320709 

00/04/17 

50-366    8 

0004220713 

8004220706 

BO/04/17 

50-366    B 

B004220719 

8004230700 

BO/04/16 

30-317    8 

0004220721 

0004220713 

BO/04/15 

50-321    S 

0004220722 

8004220715 

BO/04/16 

50-327    S 

6004330737 

0004220692 

BO/04/1S 

30-275    A 

0004220739 

8004220726 

BO/04/17 

50-366    S 

6004320736 

0004220728 

BO/04/15 

50-366    5 

B004220737 

8004230693 

00/04/18 

50-275    A 

8004220733 

6004220729 

BO/04/09 

30-348    B 

6004220740 

0004220732 

BO/04/  IS 

90-324   8 

8004220744 

8004220692 

BO/Q4/1S 

50-275    A 

60042207<16 

8004220729 

BO/04/09 

30-348    B 

6004230717 

8004220730 

00/04/15 

50-492    I 

600422071? 

8004220741 

00/04/17 

30-286   8 

8004220790 

6004220742 

60/04/16 

30-299    B 

0001220791 

6004220692 

00/O4/10 

50-279    A 

8001220755 

6004220692 

80/04/16 

50-275    A 

8004H20757 

8004320733 

80/04/16 

50-337    S 

8004220790 

0004220749 

80/04/18 

50-318    S 

8004220739 

6004220730 

80/04/15 

90-482    1 

8004220761 

0004320752 

00/04/16 

50-346    8 

9004220762 

8004220754 

80/04/13 

90-3     0 

8004220764 

6004320724 

BO/04/14 

50-518    B 

8004220769 

6004220763 

80/04/21 

50-498   K 

9004220771 

0004320767 

80/04/17 

50-333    B 

0001220772 

6004220765 

80/04/16 

50-346    8 

9D0422077B 

0004220775 

80/04/14 

50-267    I 

8001220790 

60042207B9 

90/03/17 

71-9019 

8004230007 

8004230002 

80/04/11 

30-449   M 

8004330014 

8004330010 

80/04/04 

50-266   0 

8004230017 

6004230010 

80/04/04 

90-266    0 

8004230023 

0004330015 

BO/04/10 

FOIA 

8004230026 

9004230009 

BO/02/22 

SO-250   fl 

8004230029 

6004230015 

80/04/10 

FOIA 

8004330032 

8004230015 

BO/04/10 

FOIA 

8004230040 

6004230013 

BO/04/10 

FOIA 

8004230041 

8004230033 

BO/04/10 

30-443   M 

8004230049 

0004230019 

00/04/10 

FOIA 

8004230046 

8004230036 

60/02/22 

50-390   0 

8004230050 

8004230013 

00/04/10 

FOIA 

8004230060 

8004330053 

60/02/39 

50-201    R 

8004230071 

8004230099 

90/03/20 

50-352   0 

8004H30074 

0004230066 

80/04/03 

50-445   M 

8004230079 

6004230039 

60/03/20 

50-352   Q 

8004230089 

0004230059 

00/03/20 

90-353   Q 

0004230093 

8004330091 

76/1  1/S4 

50-367    Q 

6004230096 

60042300?! 

76/11/24 

90-367   0 

6004230101 

8004830091 

76/11/24 

50-367   0 

0004230103 

0004330098 

60/04/11 

50-275   0 

6004230110 

0004230075 

80/03/21 

COMMISSION 

0004230  tl  4 

8004330059 

80/03/80 

50-358   Q 

6004230116 

6004230095 

90/03/21 

COMMISSION 

8004230136 

60042301  S3 

80/04/08 

8ECY 
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ACCESSION   NUMBER 


ACCESSION   NUMBER 


ENCLOSURE 

PRINCIPAL 
DOCUMENT 

DATt 
ISSUED 

SUBJECT 
CATEGORY 

60042301  28 
8004230130 
8004230133 
B004230136 
0004230141 

8004230130 
0004230123 
6004230129 
0004230123 
80042301  S3 

80/03/O3 
00/04/08 
BO/03/36 
80/04/08 

eo/04/oa 

50-309    0 
SECV 
XPORTL1C 
SECY 
SECY 

8004230146 
B004230157 
8004230162 
B004230175 
B004230179 

B00423013B 
8004230138 
8004230154 
8004230167 
80042'30167 

BO/03/04 
BO/03/04 
BO/04/07 
BO/03/03 
80/03/03 

70-935 
70-925 
50-445    H 
50-133    Q 
50-123    Q 

B0042301B9 
8001230190 
8004230236 
B004230238 
8004330246 

8004230167 
6004230185 
8004230202 
8004230231 
0004230231 

80/03/03 
80/O4/03 
00/03/26 
BO/04/21 
00/04/21 

50-133    0 
50-3      H 
50-269    0 
50-339    P 
50-339    P 

B004230248 
B004230249 
B0042302S3 
B004230253 
8004230260 

8004230237 
0004230202 
0004230239 
0004230231 
0004230331 

80/04/OB 
BO/03/26 
80/04/08 
80/04/21 
80/04/21 

50-460    0 
50-269    Q 
90-460    Q 
50-339    P 
30-339    P 

8004230267 
0004230271 
B004230273 
0004230276 
8004230377 

0004230202 
8004230239 
8004230239 
8004230239 
8004230202 

80/03/26 
BO/04/OB 
80/O4/OB 
80/04/08 
80/03/26 

50-269    Q 
90-460    0 
50-460    Q 
50-460    Q 
50-269    Q 

B0042303B7 
0004230290 
B004230302 
0004230303 
B004230307 

8004230239 
S004230239 
8004230295 
8004330300 
8004230300 

80/04/00 
80/04/OB 
80/04/22 
79/10/18 
79/10/18 

50-460    Q 
50-460    Q 
PHOJ 
NUREG 
NUF1EO 

8004230309 
0004230313 
8004230316 
B004230317 
0004230326 

8004230299 
8004230299 
8004230299 
8004230295 
8004230321 

80/04/14 
80/04/14 
SO/O4/14 
80/04/22 
79/08/04 

50-213    F 
30-213    F 
50-213    F 
PROJ 
50-S50    R 

0004230332 
B004230343 
8004230348 
8004230355 
0004230337 

8004230330 
8004230341 
8004230346 
0004230351 
800423033  I 

79/06/09 
80/04/21 
80/04/14 
80/04/18 
80/04/18 

50-250    n 
90-219    P 
50-331    fi 
30-316    8 
50-316    8 

8004230399 
800423030= 
8004230411 
8004230414 
6004230419 

8004230338 
00042303BO 
B004230406 
0004230409 
0004230409 

00/04/17 
BO/04/  17 
00/04/08 
80/03/26 
80/03/26 

50-202    S 
30-439    0 
50-289    0 
30-277   P 
50-277   P 

8004330433 
B004S30441 
8004230444 
BQQ4230447 
BQ04230464 

B004230430 
0004230409 
0004230438 
0004230438 
8004230461 

80/04/13 
00/03/26 
BO/04/  IB 
BO/04/  IB 
00/04/18 

30-316   S 
30-277    P 
50-315    8 
50-315    B 
30-333    P 

B004230473 
8004230487 
8004230490 
6004330495 
B004230491? 

B004230471 
0004230480 
B0042304B4 
0004230493 
8004230497 

80/04/16 
80/04/17 
79/07/07 
80/04/15 
80/04/09 

50-313   S 
50-262    Q 
30-250   H 
50-289    R 
30-293    R 

8004230307 
B004230313 
8004330325 
BOQ4230328 
6004230329 

8004230503 
8004230S04 
8004230520 
8004230823 
8004230527 

80/04/17 
80/04/18 
80/04/19 
80/04/02 
BO/04/17 

30-438   S 
90-30S   S 
30-261   8 
CONTRACT 
30-439   8 

0004240006 
BOQ4240019 
0004240039 
B00424Q041 
8004240046 

8004240002 
8004240009 
8004240020 
8004240033 
8004240020 

BO/04/02 
80/04/07 
78/03/06 
80/01/09 
78/03/06 

ORG 
CONTRACT 
70-133 
CONTRACT 
70-133 

BQ0424005I 
8004240056 
B004240067 
B004240Q71 
B004240073 

8004340047 
8004240028 
8004240063 
8004240061 
8004240020 

BO/04/03 
78/03/06 
80/03/24 
80/04/07 
78/03/06 

CONTRACT 
70-133 

XPORTLIC 
30-443   M 
70-135 

B00424QOB1 
B0042400B4 
6004240099 
B004240073 
9004240104 

8004240077 
8004240030 
80042400B7 
8004240028 
8004240028 

BO/03/27 
78/03/06 
80/03/33 
78/03/06 
78/03/06 

State  Prog 
70-13S 
50-334   P 
70-135 
70-135 

8004S4011D 

8004240114 
B004240127 
B004240137 
B004240130 

8004240028 
8004240028 
8Q0424002B 
8004240028 
B004240023 

78/03/06 
70/03/06 
78/03/06 
78/03/06 
78/03/06 

70-135 
70-135 
70-135 
70-139 
70-135 

ENCLOSURE 

PRINCIPAL 
DOCUMENT 

DATE 
ISSUED 

SUBJECT 
CATEGORY 

0004240155 

B004240038 

7B/03/06 

70-135 

BQ04340159 

9004240153 

80/03/19 

70-143 

B004340170 

B00424002B 

78/03/06 

70-13S 

B004240175 

B004240163 

80/03/20 

50-247 

P 

B004240177 

B00424002B 

70/03/06 

70-135 

Q0042401B3 

8004  240  028 

/B/03/06 

70-135 

B00424O187 

8004340028 

7B/03/06 

7O-  1  35 

8004340190 

8004240181 

00/03/03 

70-3805 

BO  04  24  02  02 

80042401B1 

BO/03/0.1 

70-2805 

8004240307 

80O424D201 

00/01/30 

50-438 

A 

800421020? 

8004240  1  98 

BO/O3/10 

40-8503 

0004240217 

8D042402C-1 

80/01/30 

SO-438 

A 

B004240263 

8004240331 

80/03/14 

50-250 

P 

8004240276 

8004240291 

80/03/14 

50-250 

P 

8004240277 

B004240267 

80/01/33 

70-130B 

0004340282 

8004240270 

80/03/19 

50-320 

H 

8QQ42403B3 

B004240351 

80/03/14 

50-230 

e 

80043402BB 

B004240267 

80/01/23 

70-  1  308 

0004240294 

8004240267 

BO/01/33 

70-1308 

0004240307 

800424029? 

BO/04/03 

50-277 

p 

B004240317 

B004240309 

BO/04/15 

50-250 

s 

0004240320 

8004240299 

80/04/03 

50-377 

p 

8004240322 

B004240314 

BO/03/3B 

71-107 

B00424033B 

8004240323 

80/04/18 

50-267 

s 

8004240329 

8004240299 

80/04/03 

50-277 

p 

80O424033I 

0004240314 

80/02/38 

71-107 

8004240343 

B004240334 

80/04/15 

50-339 

s 

8004240352 

B004240344 

80/04/03 

50-424 

0 

8004240336 

8004240390 

78/06/03 

50-230 

R 

SQ04240360 

B004240344 

80/04/03 

30-424 

0 

0004240363 

B004240359 

78/09/04 

50-350 

R 

B004240366 

8004240362 

BO/04/21 

50-261 

S 

8004240374 

8004240368 

78/04/07 

50-2  5O 

R 

0004240373 

8004340369 

80/04/16 

30-335 

S 

8004240378 

8004240371 

80/04/02 

50-250 

0 

8004240383 

8004240371 

00/04/02 

50-250 

Q 

B0043403B7 

8004340371 

BO/04/03 

50-250 

Q 

8004240383 

S004240386 

80/04/17 

50-439 

S 

3004240389 

8004240384 

00/04/11 

50-275 

F 

B004240390 

8004240371 

80/04/02 

50-290 

o 

9004240392 

8004240391 

80/04/16 

50-277 

0 

8004240393 

8004240394 

80/04/24 

50-206 

p 

8004240396 

B004240393 

80/03/03 

50-33B 

Q 

8004240397 

8004240394 

BO/04/24 

50-206 

p 

800424039H 

8004240393 

80/03/03 

30-338 

0 

B004240413 

8004240408 

80/03/03 

50-280 

Q 

0004240413 

0004240411 

BO/04/10 

60-259 

R 

8004240420 

BQ04240416 

80/03/31 

50-1  28 

R 

0004340422 

0004240418 

79/01  /Oi 

50-2:50 

R 

8004240424 

0004240421 

00/04/32 

50-44,5 

0 

8004240430 

8004240426 

00/03/2B 

50-491 

0 

B004340432 

0004240425 

80/04/16 

30-219 

n 

8004240433 

8004240421 

80/04/22 

50-445 

0 

8004240434 

8004240426 

80/03/38 

50-471 

0 

8004240439 

8004240437 

80/04/01 

50-213 

R 

8004240440 

8004240436 

78/12/06 

50-250 

R 

8004240444 

8004340443 

7B/  10/07 

30-250 

R 

8004240447 

8004240441 

80/03/19 

50-320 

H 

8004240452 

8004340448 

78/05/06 

30-250 

R 

0004240459 

8004240493 

78/08/10 

50-SBO 

R 

0004240466 

8004240463 

78/11/04 

50-250 

R 

8004240474 

B004240470 

78/07/01 

50-250 

ft 

8004240479 

8004240472 

BO/04/03 

90-32O 

P 

B004240483 

8004240480 

80/04/09 

30-206 

P 

8004240486 

8004240490 

80/04/09 

30-2B& 

P 

80042404B? 

8Q042404SO 

80/04/09 

SO-2BA 

P 

8004240490 

B0042404B5 

80/04/04 

50-273 

& 

8004240492 

8004240460 

80/04/0? 

90-286 

P 

8004240495 

8004240485 

BO/04/04 

50-273 

Q 

8004240301 

8004240493 

BO/04/OB 

50-52B 

a 

8004240304 

8004240480 

00/04/09 

50-aa& 

p 

8004240307 

B0042404BO 

80/04/09 

30-286 

p 

8004240308 

8004240493 

8O/04/08 

30-528 

Q 

8004240511 

0004240506 

80/04/01 

30-313 

p 

8004240514 

8004240512 

80/04/04 

50-267 

0 

8004240916 

B004240493 

80/04/OB 

50-588 

Q 

8004240517 

8004240310 

80/04/04 

50-247 

0 

8004240318 

BOQ42404SO 

00/04/09 

5Q-BB6 

P 

800424052S 

8004240493 

80/04/08 

50-S2B 

a 

8004240526 

8004240924 

80/03/30 

30-346 

F 

492 


CROSS  REFERENCE  OF 
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ACCESSION   NUMBER 


ENCLOSURE 

PHIMClPftL 
DOCUMENT 

DATE 
ISSUED 

SUBJECT 
CATECORV 

SOO'1240534 
BOQ4340537 
00043405113 
8004240546 
BQ04240553 

8004240529 
8004340532 
B004240535 
9004240541 
8004240546 

BO/04/09 
BO/04/04 
60/03/31 
90/04/09 
SO/04/C2 

50-443    H 
50-319    C 
CONTRACT 
50-375    0 
CONTRACT 

8004240554 
800*240555 
8004250008 
B004250011 
B0042500U 

B004240550 
9004240548 
8004350006 
8004250003 
8004250006 

BO/03/06 
BO/03/21 
BO/04/03 
80/03/31 
BO/04/03 

70-135 
50-466    G 
50-302    P 
30-356    Q 
50-302    P 

B004350015 
BOQ4250022 
8004250030 
8004250033 
8004350041 

8004250006 
8004250014 
8004350013 
B0043500IB 
B0042SOQ36 

BO/04/03 
80/04/04 
80/O4/01 
80/04/O1 
80/04/04 

50-302    P 
CONTRACT 
30-3     H 
30-247    H 
50-2BO    Q 

6004250042 
B004250043 
8004250054 
8004350059 
B004350062 

B004350039 
0004350035 
8004250051 
80042500S1 
6004250056 

60/03/24 
90/O3/31 
BO/03/28 
SO/03/2B 
BD/03/26 

XPORTLIC 
CONTRACT 
50-213    Q 
50-213    0 
50-  10     0 

6004230072 
B004230075 
6004250061 
8004250083 
8004250143 

8004350068 
80O4250063 
80O42500i3 
B004250079 
B004250132 

80/03/29 
80/03/20 
80/03/20 
80/03/20 
BO/03/24 

State  Prog 
50-287    0 
50-2B7    0 
50-445    Q 
50-313    0 

8004250193 
B004250304 
8004250213 
8004350261 
8004350375 

80043  5O  178 
BOD4250178 
6004250178 
B0043502E1 
9004250251 

90/03/21 
80/03/21 
80/03/21 
80/O4/09 
90/04/O9 

50-390    P 
50-280    P 
50-280    P 
50-361    Q 
50-261    Q 

8004250282 
9004350291 
8004250399 
8004250334 
8004350337 

800425025! 
8004350251 
B004250293 
8004250330 
9004350336 

80/04/09 
80/04/09 
80/03/17 
80/04/02 
80/04/04 

50-261    Q 
50-261    0 
50-313    Q 
30-269    0. 
50-29     C 

8004250340 
B00425O346 
9004350352 
8004250357 
80042S035S 

8004250330 
8004250330 
B004250347 
6004230330 
8004350350 

90/04/02 
80/04/02 
80/04/21 
80/04/03 
BO/04/31 

50-267    Q 
50-269    Q 
50-3B2    S 
50-269    Q 
50-335    B 

8004250359 
8004250369 
B004350379 
0004250394 
B0042503B9 

8004250354 
B004250363 
8004250374 
8004250380 
8004250377 

60/04/21 
90/04/32 
80/04/21 
80/04/21 
BO/04/12 

50-255    S 
50-383    I 
50-566    S 
50-438    S 
50-330    S 

B004250394 
8004250399 
8004250407 
B004250408 
B004250412 

800425038B 
800425038B 
B004250406 
8004350376 
8004250410 

BO/03/26 
80/03/26 
BO/04/15 
80/04/18 
80/04/28 

30-10    H 
50-10    H 
50-317    a 
30-259    S 
50-324    P 

B0042S0417 
B004250420 
B0042S0424 
6004250423 
B004250432 

8004E5041  1 
8004250418 
8004250413 
80042504B7 
8004250431 

BO/04/  IB 
80/04/21 
60/04/21 
BO/04/15 
80/04/21 

50-319   S 
50-206    8 
50-390    B 
50-373    A 
50-356    8 

B004280009 
8004280013 
B0042SO014 
80042B002  I 
8004360022 

8004380005 
B004290006 
B004280O05 
8004290019 
8004280016 

90/03/13 
80/04/11 
80/03/13 
80/04/04 
BO/03/04 

50-395    Q 
50-344    0 
50-395    Q 
30-206    0 
50-375    0 

80042B0035 
B0043B0039 
8004280043 
8004280044 
8004280046 

8004380020 
80043B0031 
8004280037 
B004280040 
8004280040 

BO/03/06 
80/03/12 
80/O4/OB 
80/04/11 
80/04/11 

30-265    Q 
50-454    0 
50-283    H 
50-295    P 
50-295    P 

3004280047 
8004280053 
8004280057 
8004280060 
8004880070 

8004280040 
80042B0045 
8004280050 
8004260056 
8004280065 

80/04/1  1 
80/03/18 
80/03/18 
80/03/23 
BO/02/03 

50-295    P 
XPORTLIC 
50-324    0 
40-1341 
50-334    P 

9004280074 
8004360078 
8004380079 
8004  280085 
B0042BOOB7 

8004280066 
8004280065 
B0042SQO65 
8004390063 
8004280OBO 

80/03/06 
80/03/05 
80/02/05 
80/03/05 
80/03/24 

50-454   Q 
50-334    P 
30-334    P 
50-334    P 
30-344    0 

8004380090 
8004280074 
B0043B0095 
80043B0098 
800426010'? 

8004280063 
8004280083 
8004280092 
8004290065 
8004280099 

BO/02/03 
80/03/19 
80/03/20 
80/02/05 
BO/03/14 

50-334    P 
30-460    Q 
50-361    Q 
50-334    P 
50-361    0 

ENCLOSURE 

PRINCIPAL 
DOCUMENT 

DATE 
ISSUED 

SUBJECT 
CATEGORY 

90042B0114 
80042801  IB 
8004280120 
8004280124 
8004380125 

B004230  1  1  2 
8004280112 
B0042B0113 
8004280111 
8004280115 

80/04/10 
BO/04/10 
90/04/09 
90/03/26 
BO/03/12 

50-514    D 
50-514    D 
30-286    P 
50-272    0 
50-250    0 

B004280130 
B0042B0133 
BOQ42BOI35 
BQ042B0139 
B0042B0142 

8004230111 
0004290129 
8004280  1  1  1 
8004280  1  36 
B0042B0136 

80/03/26 
BO/04/11 
80/03/26 
BO/04/10 
BO/04/10 

50-272    0 
71-9039 
50-272    0 
OA999 
OA999 

8004280143 
8Q042B0146 
8004360147 
8004360149 
8004360151 

B004200134 
B004280136 
80042B0111 
B004280136 
BOO428014B 

BO/03/12 
80/04/10 
80/03/26 
BO/04/  10 
BO/03/13 

50-349    0 
QA999 
50-272    0 
QA997 
50-261    P 

B004280153 
6004230156 
0004280157 
8004280162 
8004280174 

BQ042B0136 
9004230148 
B0042B0150 
90042B0159 
80042B0171 

BO/04/  I  O 
BO/03/13 
BO/03/13 
BO/04/09 
BO/03/31 

OA979 
50-261    P 
50-925    Q 
50-311    A 
50-354    8 

9004280190 
S0042BOIB6 
8004280195 
80042B0196 
8004380202 

B0042B016B 
80043B01B4 
B004280190 
80042B0190 
8004280194 

80/03/04 
BO/03/19 
BO/04/16 
80/04/16 
BO/03/07 

50-312    0 
50-398    Q 
30-311    0 
50-311    0 
30-259    a 

80043B0204 
B0042B02O6 
60042B0226 
BQ042B0234 
B0042B083S 

8004280199 
8004280200 
8004280214 
8004280230 
80042B0229 

BO/04/14 
90/04/09 
BO/03/26 
BO/03/31 
80/04/22 

90-3      P 
REVIEW  QF1P 
30-312    Q 
30-320    R 
30-327    P 

8004260241 
6004260243 
8004280250 
B0042B0255 
B0042B026B 

8004280233 
8004280237 
80042B0244 
80D42B0247 
80042B0260 

BO/03/  10 
80/02/26 
BO/04/01 
BO/03/10 
80/03/19 

30-335    Q 
70-1201 
30-320    P 
70-1319 
50-320   H 

B0042B0277 

BOQ43B0298 

8004380299 
B0042B0300 
8004380301 

8004280272 
9004280280 
80042B0293 
8004280297 
8004280293 

BO/03/2'l 
BO/03/03 
BO/04/03 
BO/03/06 
BO/04/03 

50-397    Q 
30-317    0 
50-266   P 
50-393    Q 
50-266    P 

BOQ43B0303 
9004290304 
B0042BQ310 
8004280314 
8004230322 

B0042B02B9 
8004280293 
8004280297 
8004280307 
8004380317 

BO/03/19 
BO/04/03 
80/03/06 
80/04/02 
80/04/25 

50-320   H 
50-266    P 
30-293    Q 
71-3395 
30-333    F 

8004290327 
8004280337 
0004280344 
8004280350 
8004280352 

8004280333 
8004280325 
8004280329 
8004280342 
8004280347 

80/04/17 
80/03/19 
80/04/16 
BO/03/S4 
80/04/04 

Bt*te  Prog 
30-320    H 
TOPREP 
30-320    II 
30-368    II 

8004280354 
3004380366 
8004280369 
B0042B0371 
80042B0375 

8004380351 
90042B0362 
8004280362 
80042B036S 
8004280362 

80/04/14 
BO/04/14 
BO/04/14 
80/04/25 
BO/04/14 

30-302    P 
30-10    It 
50-10    H 
50-4  1ft   K 
30-10    H 

80042B0376 
BOQ42B0379 
B0042B0381 
8001360382 
B0042B03B6 

8004280365 
9004280362 
B0042B036B 
8004280380 
8004280380 

GO/04/25 
BO/04/14 
BO/04/25 
BO/04/  IB 
80/04/18 

SO-41A   K 
50-10    H 
90-416   H 
50-346    I 
50-346    I 

80042B0399 
B0042B0412 
B0042B0414 
B0042B0418 
B0042B0419 

90042B03G4 
8004280410 
8004280410 
8004280417 
80042B0416 

80/04/14 
BO/04/21 
BO/04/21 
BO/03/31 
BO/04/B1 

50-289   H 
90-373    A 
30-373    A 
40-8681 
30-366    a 

6004200420 
8Q042B0428 
8004260427 
8004280436 
8004280442 

8004280417 
B0042S0423 
8004880423 
8004380432 
B0042B043B 

BO/03/31 
79/08/15 
79/08/15 
BO/04/07 
80/04/16 

40-8681 
40-8602 
40-8602 
90-438    8 
30-438    B 

8004290447 
8004280458 
800429045? 
8004380469 
8004290476 

8004280441 
B0042804S3 
8004290455 
B0042B0466 
8004280475 

BO/04/22 
80/04/03 
SO/02/08 
80/04/S1 
BO/04/21 

30-366    3 
30-328    8 
COMMISSION 
50-397    8 
50-397    8 

8004280488 
8004280496 
8004280505 
8004280507 
80042B0510 

8004280485 
B004280490 
9004290503 
SQ042B0304 
8004380508 

79/12/21 
00/03/03 
80/04/14 
SO/04/21 
80/04/15 

COMMISSION 
50-327   8 
50-5  IB   S 
TDPfiEP 
SO-S66   fi 

CROSS  REFERENCE  OF  ENCLOSURES 
TO  PRINCIPAL  DOCUMENTS 
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V 

B004280522 

B0042B0517 

80/03/31 

50-416 

S 

BQ04280534 

BO042B0516 

80/04/17 

5Q-43B 

6 

B0042B0530 

B0042SQ525 

BO/04/  IB 

50-336 

S 

B0042B0333 

B004280S27 

80/03/19 

50-320 

H 

80042B0540 

B0042B0535 

BO/03/17 

50-320 

H 

80042B0543 

B0042BOS37 

BO/04/21 

50-458 

R 

BQ042B0544 

B0042B0537 

BO/04/07 

50-370 

5 

B004380545 

B0042B0542 

BO/03/19 

50-320 

H 

B0042B0546 

BOQ42BQ53B 

BO/04/34 

SO-346 

B 

BOQ42B08S3 

B0042B0550 

BO/03/24 

50-320 

H 

3004200354 

B0042B0349 

BO/04/25 

50-339 

S 

B0042BQS57 

B0042B05SS 

BO/04/24 

50-155 

F 

B0042BOS59 

B0042BOB33 

BO/04/23 

50-333 

3 

B004380364 

B0042B0362 

BO/04/23 

90-309 

R 

BOQ42BOS66 

BO042B057Q 

BO/04/22 

50-321 

S 

B0042B0368 

B0042B0567 

BO/04/23 

50-302 

P 

BQ042BOS71 

80042BOSi7 

80/04/23 

50-302 

P 

B0042B0575 

8004280572 

BO/04/24 

50-346 

S 

B0042B0379 

80042B0974 

BO/03/S5 

50-293 

8 

B0042B0386 

BOQ42B0376 

BO/04/21 

50-323 

E 

a0042BOSB9 

8004280582 

80/04/22 

50-321 

B 

8004280592 

BOQ42809B3 

80/04/23 

30-324 

S 

8004280978 

8004280593 

80/04/1B 

50-259 

B 

8004280999 

B0042803B7 

80/04/21 

50-324 

B 

B004290603 

8004280976 

80/04/21 

90-392 

B 

80042B060B 

B0042B0604 

BO/04/29 

90-33B 

B 

B0042B0616 

B0042B0612 

BO/04/24 

30-290 

B 

B0042B0617 

BQ043B0614 

BO/04/24 

90-255 

F 

B0042B0618 

B0042B0610 

BO/04/11 

90-416 

B 

8004280621 

B0043BQ6I4 

BO/04/34 

90-255 

F 

BOQ42B0624 

B0042BOfal4 

BO/04/34 

90-295 

F 

B0042B0623 

B0042B0614 

BO/04/24 

50-255 

F 

B0042B0626 

B0042B0612 

BO/04/34 

50-280 

S 

80042B0627 

B0042BOM4 

BO/04/24 

50-253 

F 

B0042B0633 

B0042B0630 

BO/04/32 

50-320 

I 

0004280634 

B0042B062S 

BO/04/09 

90-10 

Q 

B00429063B 

H0042B0630 

BO/04/23 

50-320 

I 

8004290006 

B00427000S 

80/04/04 

50-3B6 

0 

B004290011 

8004290005 

80/04/07 

50-299 

0 

B004290021 

H004270016 

80/04/03 

OA999 

8004270023 

8004270016 

80/04/03 

OA999 

8004270027 

8004290016 

80/04/03 

QA999 

8004290031 

8004390016 

80/04/03 

QA999 

8001290041 

B004290036 

80/04/02 

40-8602 

8004290044 

B004390036 

BO/04/02 

40-8602 

B00429009B 

B004290054 

BO/03/35 

50-3 

H 

BQ0439006B 

B004290061 

80/03/19 

50-330 

H 

8001290081 

B004290077 

BO/04/03 

50-250 

F 

B0042900B3 

0004290076 

BO/03/19 

50-320 

H 

BOQ13900B9 

B0042900BO 

80/04/08 

50-123 

Q 

B004290095 

B004290092 

80/04/24 

50-334 

T 

0004390101 

B004290092 

80/04/34 

30-334 

T 

Q004290113 

B004290I09 

80/03/20 

CQNTHACT 

B004290113 

SQ04290HO 

80/04/16 

40-3453 

B0042901  17 

B004290UO 

80/04/16 

40-3493 

B004290121 

B004290UO 

80/04/16 

40-3453 

BQ04B9Q133 

8004290116 

80/04/10 

50-324 

Q 

B004290125 

B004290110 

SO/04/16 

40-3453 

B004290128 

8004290116 

80/04/10 

50-324 

Q 

B004290135 

8004290116 

80/04/10 

30-3B4 

Q 

BOQ4290139 

H004B90137 

80/04/11 

30-313 

P 

8004290141 

8004290116 

BO/04/10 

90-324 

Q 

SOQ4290137 

8004290191 

BO/04/  10 

30-339 

Q 

8004390176 

8004290168 

BO/04/03 

OA999 

8004290177 

8004B90170 

SO/04/09 

90-359 

Q 

8004270177 

8004390168 

BO/04/03 

OA999 

8004290166 

8004290169 

BO/04/03 

OA999 

8004270191 

B004B90168 

80/04/03 

QA799 

9001290201 

8004290U8 

80/04/03 

OA997 

8004290203 

BOO4290168 

80/01/03 

OA999 

8004290212 

B004390I6B 

80/04/03 

QA999 

8004390254 

8001290250 

BO/04/21 

50-449 

S 

80042902B6 

B004290B84 

80/04/21 

30-348 

P 

8004290303 

B004290299 

80/04/21 

50-249 

S 

8001290306 

B004290H9B 

80/04/17 

30-266 

a 

S001290310 

B004290307 

80/04/16 

50-266 

B 

80012903  1  A 

B0042903!  I 

60/04/24 

50-327 

B 

8004290327 

B004290321 

BO/04/23 

90-303 

B 

8004290335 

B004270329 

BO/04/24 

50-328 

B 

8004290336 

B004290321 

80/04/23 

50-303 

S 

ACCESSION   IIUMQER 


ENCLOSURE 

PRINCIPAL 
DOCUMENT 

DATE 
ISSUED 

SUBJECT 
CATECQnV 

B004290350 

B004290345 

90/04/29 

50-3  IB   B 

B004290353 

B004290346 

80/04/33 

90-329   S 

B004290395 

B004290394 

80/04/29 

90-334    R 

8004290366 

8004290361 

90/04/25 

50-313   R 

6004390369 

8004290367 

80/04/23 

90-343   3 

8004290371 

B004390364 

BO/04/04 

50-337   A 

B004E90377 

8004290372 

BO/04/23 

50-317   8 

8004290381 

9004270379 

BO/04/25 

50-244    P 

9004H703B5 

B004290371 

BO/04/22 

30-313   8 

8004290368 

9004290382 

BO/04/25 

50-317    S 

B004290393 

BQ042903B9 

80/04/23 

50-334    S 

8004290399 

B004290394 

90/04/18 

30-387    3 

B004290401 

B004B90397 

80/04/24 

30-329    S 

B004390406 

B00429D400 

80/04/24 

50-3E7    Q 

8004290407 

80042703SO 

BO/04/21 

30-265    B 

8004290416 

8004290410 

80/04/29 

50-318    3 

8004290425 

9001290418 

BO/04/22 

50-2&6    I 

8004290427 

B004270422 

80/04/22 

50-249    S 

B004270437 

8004290430 

80/04/21 

50-445    8 

S00427043B 

9001270433 

90/04/25 

50-317    S 

8004290446 

8004270435 

80/04/25 

50-327   S 

9004270447 

B004270440 

80/04/25 

50-317    S 

B004290451 

B004290430 

80/04/17 

50-368    R 

9004290495 

B004290449 

BO/03/24 

40-3453 

B00429043B 

B004290433 

BO/O4/22 

50-39O    A 

B004290461 

B004290435 

BO/04/24 

SO-33B    B 

B004290462 

B0042904S3 

BO/04/  BB 

90-39O    A 

B004290465 

8004290454 

BO/04/21 

50-313   G 

B004290466 

B004290460 

BO/04/04 

50-321    fi 

B004290467 

Q  00429  04  53 

BO/04/22 

50-390    A 

800429046? 

8004290464 

80/04/16 

30-301    S 

B004B70472 

9004290459 

90/04/29 

50-317    8 

9004270474 

B00429046B 

90/04/21 

TOPREP 

B004270477 

8004290460 

BO/04/04 

30-321    0 

B00429047B 

B004290471 

90/04/22 

50-344    8 

8004290479 

B004290470 

BO/04/17 

50-301   S 

B0042904Q2 

8004290476 

BO/04/35 

50-333    B 

B004290493 

B004290473 

80/04/33 

50-295   B 

8004390494 

B004290475 

BO/04/2S 

50-317   B 

3004290493 

B0042904GO 

BO/04/16 

50-3O2    B 

B004290491 

B0043904B5 

BO/04/11 

30-312    S 

B004290494 

B004290487 

80/04/34 

30-325    3 

B004290496 

B004290486 

SO/04/  IB 

90-393   8 

8004290497 

B0042904B9 

80/04/31 

50-272    R 

B00429049B 

B004390492 

90/01/23 

50-443    Q 

B004B90499 

S004290490 

80/04/25 

50-317    B 

B004290501 

B004290493 

BO/04/24 

50-3&9    A 

8004390506 

6004290302 

80/04/22 

50-295    P 

BOQ4290508 

B004290S03 

BD/04/22 

50-334   8 

8004390911 

B0042905D4 

80/04/24 

50-333    B 

5004290514 

8004290309 

BO/01/01 

CONTRACT 

8004270516 

B004B90313 

80/04/10 

71-227 

8004270317 

B0042903I5 

80/04/23 

50-327   fl 

8004270324 

9004290333 

80/04/17 

50-312   P 

B004300003 

8004300001 

BO/04/02 

90-299   0 

BQ04300007 

8004300002 

BO/03/  11 

SECY 

B004300D09 

9001300006 

BO/03/10 

50-3B7   0 

B004300D09 

8001300006 

BO/03/10 

90-3B7   0 

B004300013 

B00430000& 

BO/03/10 

90-3B7   0 
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8004300065 

9004300043 

aQ/03/21 

-10-4492 

900*300066 

9004300004. 

BO/03/10 

50-337 

C 

8Q043O0067 

80O43O0006 

BO/03/10 

50-337 

0 

8004300068 

90043000*3 

aO/O3/2l 

40-4493 

9004300069 

90O4300O06 

BO/03/10 

50-337 

G 

B004300070 

800430000A 

ao/03/io 

50-337 

C 

B004300Q71 

B004300Q06 

HO/03/10 

50-337 

0 

6004300073 

8004300QO& 

ao/03/io 

50-33/ 

<J 

BO  0*300075 

9004300043 

80/03/21 

40-4493 

800*300076 

BOO4300006 

SO/03/10 

50-3B7 

0 

800*300080 

9004300006 

ao/03/io 

50-337 

0 

800*300091 

8004300043 

SO/03/21 

40-4492 

9004300083 

80O43OOOO& 

ao/03/io 

50-3  B7 

G 

800*300089 

9004300006 

ao/03/io 

50-337 

G 

9004300092 

80043OOOS4 

80/O4/03 

QA<)99 

800*300096 

8004300090 

30/04/09 

50-566 

0 

9004300099 

80O43OOOB4 

BO/  04/03 

QMff 

800*300  IOO 

90O4300090 

BO/O4/O9 

50-566 

0 

800-4300103 

8004300090 

BO/04/O9 

30-566 

0 

9OO-430OI07 

9004300084 

BO/04/03 

QA999 

80043001  OS 

800430009O 

SO/01/01? 

30-566 

Q 

BO0430DII9 

9004300113 

80/O4/07 

50-395 

Q 

6004300121 

80043OO117 

SO/01  /3! 

50-928 

Q 

60043001  24 

9004300113 

aO/04('O7 

50-395 

0 

B00430OI3B 

B004300112 

BO/  04/07 

50-395 

Q 

B004300I35 

BOOA300H2 

BO/  04/07 

50-395 

Q 

600-4300151 

6004300143 

80/04/11 

50-302 

Q 

9004300159 

8004300143 

ao/04/i  i 

5O-302 

Q 

8004300164 

9004300143 

BO/04/11 

30-303 

Q 

90043001  tB 

8001300162 

BO/04/07 

50-334 

P 

B004300171 

8004300143 

SO/04/1  I 

50-302 

0 

6004300174 

9004300162 

BO/04/07 

SO-334 

P 

B004300177 

9004300143 

eo/oq/ii 

SO-302 

Q 

9004300178 

600430016£> 

80/04/14 

50-493 

Q 

B0043001B3 

8004300162! 

BO/04/07 

90-334 

P 

8001300184 

B00430OS66 

BO/04/  14 

90-4B3 

0 

3004300187 

B004300143 

ao/04/i  t 

50-302 

a 

8004300199 

8004300166 

SO/04/14 

50-4B3 

a 

B004300191 

9004300166 

aO/04/14 

SO-4B3 

Q 

9Q043O02I4 

B004300209 

QO/04/07 

90-261? 

0 

3004300219 

BOO  43002  15 

90/03/27 

HASTE    MSI 

90043  00233 

800  4300?  17 

90/03/03 

OA999 

B0043  00327 

90043OO223 

90/03/26 

50-244 

Q 

8004300230 

8004300BO5 

30/04/O7 

SO-267 

a 

9004300232 

B004.300223 

BO/03/36 

50-244 

a 

90043QOE35 

9004300223 

BO/03/26 

50-244 

Q 

B0043Q0237 

8004300305 

80/04/07 

90-369 

0 

B0043  00244 

8004300223 

90/03/26 

50-244 

a 

B00430024S 

800430D205 

SO/04/07 

50-269 

a 

B004  3-00255 

3004300250 

BO/04/04 

50-344 

p 

ACCESSION 

NUMBER 

ENCLOSURE 

PRINCIPAL 
DOCUMENT 

DATE 
ISSUED 

SUBJECT 
CATEGORY 

000430035"? 

8004300350 

80/01/04 

50-344    P 

B00430Q260 

80O43Q0203 

BO/04/07 

5O-269    0 

B004300264 

9004300250 

80/04/04 

50-344    P 

6001300370 

80043OQ263 

00/04/04 

SO-32B    0 

60O43O02BO 

BOO430O276 

BO/03/19 

50-266    P 

8004300285 

B004300276 

BO/O3/19 

SO-H66    P 

9004300297 

B004300276 

BO/03/  19 

50-266    P 

8004300290 

BQ043002&2 

60/03/31 

50-410    Q 

9004300396 

B0043002B2 

BO/Q-3/31 

3O-4  1  0    Q 

6004300299 

9004300273 

90/03/29 

50-397    0 

9004300399 

B00430029S 

BO/04/11 

30-3      U 

E0043O03Q1 

9004300232 

BO/03/31 

50-410    Q 

90O43OQ3O9 

80043OOE92 

BO/03/31 

SO-410    Q 

8004300320 

Q004300317 

BO/04/09 

50-223    Q 

BOC-4300332 

80O43003J  7 

30/04/09 

5O-225    0 

8001300334 

80O4300317 

80/04/09 

50-225    Q 

BOO43OO32B 

B004300317 

90/04/09 

50-325    0 

9004300337 

B0043G0334 

ao/04/oa 

90-306    0 

9004300350 

B00430034B 

90/04/3B 

50-546   A 

B004300371 

6004300366 

90/04/29 

70-2909 

B004300376 

B00430036B 

30/04/24 

30-352    B 

BOD43Q037B 

B0043Q0366 

BO/04/38 

70-3909 

B0043003B1 

8004300366 

30/G4/2B 

70-2909 

800430Q3B3 

8004300374 

BO/04/IB 

90-387    S 

9004300397 

8004300390 

BO/04/24 

50-519    9 

9004300419 

90O4300416 

80/04/25 

90-347    P 

8004300433 

80O43004I6 

BO/O4/23 

90-247    P 

9004300433 

9004300425 

BO/04/04 

90-312    Q 

8004300439 

80O4300425 

BO  /O  4/04 

30-312    Q 

900430044B 

9004300425 

BO/04/04 

50-315    Q 

8004300453 

9004300425 

BO/04/04 

30-312    Q 

B004300463 

8004300456 

60/04/31 

50-409    9 

6004300474 

B0043O0462 

BO/04/07 

5O-390    Q 

600*300484 

B004300479 

80/04/OB 

50-395    0 

8004300493 

B00430047B 

ao/04/oa 

90-395    0 

8004300519 

B00430090B 

SO/04/07 

90-330    0 

8004300933 

8004300514 

BO/03/21 

50-498    0 

BOO43O0328 

8004300525 

BO/03/21 

50-946    Q 

B004300536 

8004300325 

BO/03/21 

50-346    Q 

BQ0430054B 

8004300544 

BO/03/21 

50-10     Q 

B00430035S 

8004300544 

BO/03/31 

50-10     Q 

BQQ43QOS96 

6004300580 

BO/O4/10 

30-209    Q 

G004300390 

B0043Q09B9 

BO/04/1S 

50-272    0 

6004300598 

80O43O05B5 

BO/04/18 

50-273    0 

6004300600 

B0043O05B9 

BO/04/1S 

50-272    0 

8004300604 

BOQ43Q0992 

BO/04/11 

50-39B    Q 

9004300606 

8004300601 

ao/04/ia 

COMMISSION 

9004300607 

8004300603 

ao/03/1? 

90-293    Q 

APPENDIX  A 
DEFINITIONS  OF  DOCKET  50  CATEGORIES 

A.  APPLICATION/CONSTRUCTION  STAGE  DOCUMENTS  AND  CORRESPONDENCE 

This  category  follows  the  application  from  submission  to  the  day  preceding  the  issuance  of  an  oper- 
ating license.    It  includes  all  correspondence  and  documents  with  substantive  technical  content  that 
do  not  fall  into  other  specific  categories.    Included  are 

1.  Application  for  construction  permit. 

2.  General  Information  submitted  with  construction  permit  application. 

3.  Amendments  and  changes  to  items  1  and  2. 

4.  NRC  questions,  requests  for  additional  information,  and  applicant  responses. 

5.  Correspondence  and  documents  relating  to  unresolved  design  and  construction  issues. 

6.  Meeting  announcements  and  summaries  of  meeting  discussions  on  issues  of  item  5, 

7.  Correspondence  regarding  the  Preliminary  Safety  Analysis  Report  (PSAR). 

8.  Information  on  laws  and  changes  in  regulations  or  policy  that  affect  the  status  of  the  appli- 
cation (NEPA,  Water  Quality  Improvement  Act,  Water  Pollution  Control  Act,  etc.). 

9.  Construction  Permit,  amendments,  and  correspondence  relating  to  the  construction  permit. 

10.  Scheduling  of  license  application  submission  or  review. 

11.  Environmental  review  information, 

12.  Application  for  operating  license. 

13.  General  Information  submitted  with  operating  license  application. 

14.  Amendments  and  changes  to  items  12  and  13. 

15.  Correspondence  regarding  the  Final  Safety  Analysis  Renort  fFSARX 

16.  Correspondence  and  documentation  on  generic 
another  facility  which  may  affect  the  subject 

17.  Reports  of  site  visits. 

18.  Backup  technical  documents  (e.g.,  topical  rep( 

B.  UTILITY  PRELIMINARY  SAFETY  ANALYS 

This  category  is  strictly  limited  to  the  items  listed 
Category  A. 

1.  Preliminary  Safety  Analysis  Report  (PSAR)  si 
Summary  Report  or  Safety  Analysis  Report). 

2.  Amendments  and  changes  to  the  PSAR. 


3.  Transnuttal  and  acknowledgement  letters. 

4.  Certificates  of  service  to  the  PSAR. 

C.       UTILITY  ENVIRONMENTAL  REPORT  (ER),  AMENDMENTS    AND  CORRESPONDENCE 

This  category  is  strictly  limited  to  the  items  listed  below.    Other  environmental  documents  and 
correspondence  are  filed  in  Categories  A,  D,  M,  P  or  R. 

1.  Environmental  Report  (ER)  submitted  by  the  utility. 

2.  Amendments  and  supplements  to  the  ER, 

3.  Transmittal  and  acknowledgement  letters. 

4.  Information  on  scheduling  of  submittal  or  review  of  ER. 

5.  NRC  questions,  requests  for  additional  information,  and  applicant  responses. 

6.  Federal  register  notices  citing  the  availability  of  items  1  and  2. 

7.  Correspondence  relating  to  the  review  of  ER. 

8.  Meeting  announcements  or  reports  of  meetings  where  the  primary  subject  of  discussion  is  the 
ER. 


D.       NRC  DRAFT  AND  FINAL  ENVIRONMENTAL  (IMPACT)  STATEMENTS  (DES  AND  FES), 
SUPPLEMENTS  AND  CORRESPONDENCE 

This  category  is  strictly  limited  to  the  items  listed  below.    Other  environmental  documents  and 
correspondence  are  in  categories  A,  C,  M,  P  or  R. 

1.  Draft  and  Final  Environmental  (Impact)  Statements  (DES  and  FES)  prepared  by  the  NRC, 

2.  Supplements  to  the  DES  and  FES. 

3.  Correspondence  relating  to  the  DES  and  FES. 

4.  Comments  from  other  federal,  state  and  local  government  agencies. 

5.  Transmittal  and  acknowledgement  letters. 

6.  Documents  related  to  NRC  review  of  environmental  issues  or  of  ER  obtained  for  purposes  of 
writing  the  environmental  statements, 

7.  Backup  technical  documents  submitted  in  connection  with  above. 

8.  Federal  register  notice  citing  availability  of  items  1  and  2. 

9.  Site  visits  to  obtain  information  for  DES  or  FES. 

10,     Meeting  announcements  or  reports  of  meetings  where  the  primary  subject  of  discussion  is  the 
DES  or  FES. 


E.       NRC  SAFETY  EVALUATION  REPORT  (SER),  SUPPLEMENTS  AND  CORRESPONDENCE 

This  category  is  strictly  limited  to  the  items  listed  below.    Other  documents  dealing  with  safety 
related  issues  are  filed  in  categories  A,  P  or  W,  depending  on  the  phase  of  the  licensing  process. 


496 


1.  Safety  Evaluation  Report  (SER)  prepared  by  the  NRC  (formerly  called  NRC-AEC  Hazard 
Analysis  Report). 

2.  Supplements  to  SER. 

3.  Correspondence  relating  to  SER. 

4.  Federal  register  notices  citing  availability  of  items  1  and  2. 

5.  Information  on  scheduling  of  SER  subrmttals  and  review. 

6.  Requests  for  additional  information  for  use  in  preparing  SER;  responses  to  such  requests. 

7.  Meeting  announcements  or  reports  of  meetings  where  the  primary  subject  of  discussion  is  the 
SER. 

8.  Transmittal  and  acknowledgement  letters. 


F.       SECURITY,  MEDICAL,  EMERGENCY  AND  FIRE  PROTECTION  PLANS 

All  plans  in  this  category  are  individual  submissions.    Information  submitted  as  part  of  the  PSAR 

or  FSAR  is  excluded. 

1.  Fire  Hazard  Protection  Plan  and  surveys. 

2.  Plant  evacuation  correspondence. 

3.  Safeguards  Contingency  Plans. 

4.  Review  of  Health  Physics  Program. 

5.  Correspondence  relating  to  aforementioned  plans. 

6.  Supplements,  changes  and  revisions  to  plans. 


G.      LEGAL  AND  ADJUDICATORY  CORRESPONDENCE 

This  category  contains  all  non-antitrust  legal  and  adjudicatory  documentation,  except  for  transcripts, 
briefings  and  testimony,  which  are  filed  in  category  T. 

1.  Atomic  Safety  and  Licensing  Board  (ASLB)  and  Atomic  Safety  and  Licensing  Appeal  Board 
(ASLAB)  hearing  related  documents. 

2.  Federal  register  notices  regarding  hearings, 

3.  Requests  to  make  appearances  at  hearings, 

4.  Motions,  briefs,  arguments,  statements  and  related  correspondence  filed  by  participants  for 
hearings. 

5.  Transmittal  of  supporting  documents  (e.g.,  SER,  FES)  to  the  boards, 

6.  Correspondence  to  and  from  intervenors. 

7.  Board  orders  and  decisions, 

8.  Petitions  for  Commission  action. 

9.  Legal  filings  and  Commission  orders  and  decisions  resulting  from  item  8. 
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H.  GENERAL  CORRESPONDENCE 

This  category  includes  documents  with  little  or  no  bearing  on  the  status  of  the  application  or  license. 
Items  that  have  no  substantive  technical  content  or  meaning  for  the  status  of  the  license  or  applica- 
tion are  included. 

1.  Change  of  address  notifications. 

2.  Changes  in  structure  of  organization. 

3.  Changes  in  service  lists. 

4.  NRC  requests  to  applicant  for  additional  copies  of  documents. 

5.  Correspondence  from  the  public  requesting  information  about  the  facility  and  NRC  responses. 

6.  Correspondence  on  strictly  administrative  matters. 

7.  Letters  of  support,  concern  or  opposition   to  the  facility. 

8.  Correspondence  regarding  the  Local  Public  Document  Rooms  (LPDRs). 

9.  Professional  qualification  statements  not  pertaining  to  the  hearing  process. 

I.  FINANCIAL  INFORMATION 

This  category  contains  all  financial  information  except  that  submitted  as  part  of  the  application  or 
its  amendments  or  relating  to  the  imposition  of  civil  penalties. 

1.  Company  annual  reports. 

2.  Separately  submitted  financial  information  and  related  correspondence. 

J.  INSURANCE  AND  INDEMNITY  INFORMATION 

1.  Indemnity  agreements  and  amendments. 

2.  Endorsements  insurance  policies. 

3.  Other  correspondence  regarding  indemnity  and  insurance  matters. 

K.  UTILITY  FINAL  SAFETY  ANALYSIS  REPORT  (FSAR)  AND  AMENDMENTS 

This  category  is  strictly  limited  to  the  items  listed  below.    All  related  correspondence  falls  in  category 

A  or  P. 

1.  Final  Safety  Analysis  Report  (FSAR)  (formerly  called  Final  Hazards  Summary  Report). 

2.  Amendments  and  changes  to  the  FSAR. 

3.  Federal  register  notices  citing  avadabih'ty  of  items  1  and  2. 

4.  Transmittal  and  acknowledgement  letters. 

5.  Certificates  of  service  to  the  FSAR. 
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L.       LIMITED  WORK  AUTHORIZATION  (LWA)  AND  RELATED  CORRESPONDENCE 

This  category  is  limited  to  documents  pertaining  to  Limited  Work  Authorizations  (LWA)  whereby 
applicants  can  carry  out  limited  site  preparation  and  construction  prior  to  the  granting  of  a  con- 
struction permit. 

1.  Limited  Work  Authorizations  (LWA)  and  amendments. 

2.  Correspondence  pertaining  to  work  performed  under  LWA's. 


M.      ANTITRUST  REVIEW  AND  ANTITRUST  CORRESPONDENCE 

1.  Document  submitted  as  part  of  the  applications  for  a  construction  permit  and  operating  license 
entitled  "Information  Requested  by  the  Attorney  General  for  Antitrust  Review". 

2.  Correspondence  where  the  primary  topic  of  discussion  is  antitrust  matters. 

3.  All  antitrust  proceeding  related  documents  except  for  hearing  transcripts,  testimony  and  brief- 
ings, which  are  filed  in  category  N. 


N.      ANTITRUST  HEARING  TRANSCRIPTS,  TESTIMONY  AND  BRIEFINGS 

This  category  contains  word-for-word  transcripts  of  hearings,  testimony  and  briefings  in  antitrust 
matters.    Related  correspondence  falls  in  category  M, 


0.  ADVISORY  COMMITTEE  ON  REACTOR  SAFEGUARDS  (ACRS)  REPORTS  AND 
CORRESPONDENCE 

1.  Correspondence  and  letter  reports  relating  to  Advisory  Committee  on  Reactor  Safeguards 
(ACRS)  reviews, 

1,  Correspondence  from  ACRS. 

3.  Announcement  of  ACRS  meetings, 

4.  Transmittal  and  acknowledgement  letters. 

5.  ACRS  reports. 

6.  Statements  and  written  testimony  by  ACRS  members  or  presented  by  individuals  at  ACRS 
proceedings, 

7.  Minutes  at  ACRS  Subcommittee  Meetings. 


P        OPERATING  LICENSE  STAGE  DOCUMENTS  AND  CORRESPONDENCE 

This  file  assumes  the  position  of  the  Application/Construction  Stage  (category  A)  file  for  general 
technical  items  dated  from  the  issuance  of  the  operating  license  to  the  application  for  termination 
of  the  license. 

1.  Operating  license,  amendments,  proposed  amendments,  changes  and  related  correspondence. 

2.  Technical  specifications  and  changes. 
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3.  Backup  technical  documents  (e.g.,  topical  reports)  submitted  in  support  of  items  1  and  2. 

4.  Federal  register  notices  citing  availability  of  items   1  and  2, 

5.  Correspondence  regarding  the  Final  Safety  Analysis  Report  (FSAR) 

6.  All  general  technical  correspondence,  meeting  announcements  or  meeting  summaries  relating 
to  technical  specifications,  the  operating  license  or  technical  issues  arising  after  the  issuance 
of  the  operating  license. 

7      Correspondence  regarding  codes  (eg.,  ASME),  regulations,  laws  or  changes  in  policy  that  may 
affect  plant  operation  or  bear  on  the  operating  license. 

8.  Information  on  the  Standard  Review  Plan  (STP) 

9.  Results  of  surveys  or  tests  conducted  in  accordance  with  the  technical  specifications  (not 
periodic  reports,  which  fall  in  category  R), 

10.  Correspondence  relating  to  NRC's  Systematic  Evaluation  Program  (SEP). 

11.  Owner's  group  meeting  announcements  and  reports. 

12.  Quality  assurance  information. 

13.  Environmental  matters  (technical). 

14.  Emergency  core  cooling  system  documents, 

15.  Radioactive  waste  information. 

16.  Correspondence  regarding  expansion  of  spent  fuel  storage  pool. 

17.  Start-up  test  reports. 

18.  Correspondence  and  documentation  on  generic  technical  matters  highlighted  by  an  event  at 
another  facility  which  may  affect  the  subject  facility;  not  covered  by  an  IE  Bulletin. 

19.  Reports  of  site  visits. 


Q.      INSPECTION  REPORTS;  IE  BULLETINS,  CIRCULARS  AND  INFORMATION  NOTICES; 
CIVIL  PENALTIES  AND  RELATED  CORRESPONDENCE 

1.  Inspection  reports. 

2.  IE  Bulletins  (formerly  called  Regulatory  Operations  (RO)  Bulletins),  Circulars  and  Information 
Notices. 

3.  Responses  by  applicant  to  IE  correspondence. 

4.  Applicant's  determination  of  proprietary  nature  of  inspection  reports. 

5.  Letters  concerning  areas  of  noncompliance. 

6.  Pre-service  and  in-service  inspections  and  procedures. 

7.  Correspondence  and  orders  relating  to  imposition  and  payment  of  civil  penalties,  including 
Notification  of  Significant  Enforcement  Actions  (EN's). 

S.       Any  correspondence  relating  to  inspection  and  enforcements  that  does  not  specifically  relate 
to  incidents  or  events  as  defined  in  category  S. 
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R.      PERIODIC  OPERATING  REPORTS  AND  RELATED  CORRESPONDENCE 

This  category  includes  periodic  reports  of  a  routine  nature. 

1.  Monthly,  semiannual,  or  annual  operating  reports  (other  than  financial). 

2.  Periodic  environmental  monitoring,  effluent  testing,  or  similar  reports. 

3.  Periodic  personnel  exposure  reports. 

4.  Operational  Logbooks: 

Logbooks  on  Environmental  Data 
Logbooks  on  Radiological  Data 
Operations  Log  on  Plant  Systems  Core 
Plant  Status  Summary  Sheets. 

5.  Correspondence  or  other  documents  relating  to  the  above  listed  items. 


S.      REPORTABLE  OCCURRENCES,  PNO'S,  PNS'S  AND  RELATED  CORRESPONDENCE 

This  category  contains  all  materials  relating  to  abnormal,  unusual,  reportable  or  nonroutine  occur- 
rences or  events.    This  includes: 

1.  All  24-hour,  10-day,  30-day,  interim  and  final  Licensee  Event  Reports  (LER's)  and  follow-up 
correspondence  (also  called    incident  reports,  abnormal  occurrence  reports  and  reportable 
occurrences). 

2.  Potential  or  possible  reportable  deficiency  reports  and  related  correspondence. 

3.  Personnel  exposure  reports. 

4.  Construction  deficiency  reports  submitted  under  10  CFR  50.55e. 

5.  Preliminary  Notification  of  Occurrence  (PNO's)  and  Preliminary  Notification  of  Safeguards 
Events  (PN's). 

6.  Environmental  Technical  Specifications  violation  reports  and  Environmental  Event  reports. 

7.  Part  21  Reports  of  defects  and  noncompliance. 

8.  Correspondence  or  other  documents  relating  to  items  1-7. 

T.      TRANSCRIPTS,  TESTIMONY  AND  BRIEFINGS  ON  NON-ANTITRUST  MATTERS 

This  category  contains  ah1  word-for-word  transcripts,  except  for  antitrust  matters  (category  N), 
testimony  and  briefings,  and  congressional  matters  (category  U). 

1.  Atomic  Safety  and  Licensing  Board  (ASLB)  and  Atomic  Safety  and  Licensing  Appeal  Board 
(ASLAB)  transcripts. 

2.  Testimony  and  statements  submitted  to  ASLB  and  ASLAB. 

3.  Commission  meeting  transcripts. 

4.  NRC  staff  briefings  to  the  Commission. 

5.  Statements  and  written  testimony  submitted  at  Commission  meeting  or  hearings. 

6.  Transcripts  of  utility  briefs  to  NRC  staff. 

7.  Advisory  Committee  on  Reactor  Safeguards  (ACRS)  meeting  transcripts. 
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8.       Corrections  to  above  items. 


U.      CONGRESSIONAL/EXECUTIVE  CORRESPONDENCE 

This  category  contains  correspondence  on  substantive  matters.    Routine  responses  to  constituent 
inquiries  are  filed  in  category  H. 

1.  Statements  and  testimony  before  Congress  or  before  bodies/committees  appointed  by  the 
Executive  or  Legislative  Branches. 

2.  Preparatory  and  backup  documents  for  item  1. 

3.  Correspondence  to  and  from  NRC  Office  of  Congressional  Affairs,  Congress  and  the  Executive 
Branch  on  other  than  constituent  response  matters. 


V.  LICENSING  OPERATORS  AND  RELATED  CORRESPONDENCE 

1.  Operator  licenses  or  administrative  information  bearing  on  licensing  of  operators. 

2.  NRC  examination  results. 

3.  Power  plant  examination  summary  sheet. 

W.      DECOMMISSIONING  STAGE  DOCUMENTS  AND  CORRESPONDENCE 

This  file  assumes  the  position  of  the  Operating  License  Stage  (category  P)  file  for  general  technical 
items  from  the  application  for  termination  of  the  operating  license  onward. 

1.  Application  for  authority  to  voluntarily  surrender  license. 

2.  Application  to  dismantle  the  facility  and  dispose  of  component  parts, 

3.  Technical  documents  submitted  in  support  of  items  1  and  2,  such  as:    Decommissioning  Plan, 
Dismantling  Plan,  Environmental  Report  on  Dismantling,  Safety  Analysis  Report  on  Decom- 
missioning. 

4.  Documents  relating  to  disposal  of  radioactive  material  and  decontamination  of  the  site. 

5.  Other  correspondence  relating  to  above  items. 

6.  All  documentation  relating  to  the  ongoing  operation  of  the  plan,  formerly  filed  in  category  P. 
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APPENDIX  B 
DEFINITIONS  OF  NONDOCKETED  CATEGORIES 

10CFR  —  Commission  Meeting  Records 

This  category  contains  documentation  pertaining  to  open  and  closed  Commission  meetings.    It 
includes: 

1.  Sunshine  Act  Federal  Register  notices. 

2.  Full,  written  explanation  of  closed  meetings. 

3.  Certification  of  General  Counsel  on  closed  meetings. 

4.  Commission  Determination  Statements  regarding  the  public  disclosure  of  transcripts  of 
Commission  meetings. 

5.  Verbatim  unofficial  and  official  transcripts  or  portions  of  transcripts  of  open  and  closed 
Commission  meetings  made  publicly  available  in  accordance  with  provisions  of  10CFR  Part  9, 
the  Sunshine  Act,  and  Commission  policies. 

6.  Enclosures  to  released  transcripts,  including  applicable  viewgraplis,  staff  papers,  and  staff 
correspondence. 

7.  Staff  requirements  memoranda  for  open  meetings;  memoranda  to  record;  record  of  votes  of 
Commissioners  on  items  under  consideration  at  meetings. 


ACRS  —  Advisory  Committee  on  Reactor  Safeguards 

This  categoiy  contains  documentation  pertaining  to  the  responsibilities  of  the  Advisory  Committee 
on  Reactor  Safeguards.    ACRS  serves  as  an  independent  advisory  committee  to  the  Commission  in 
safety-related  areas.    The  committee  provides  advice  with  respect  to  the  hazards  af  new  or  exist- 
ing nuclear  facilities  and  the  adequacy  of  related  safety  standards.    The  documents  in  this  category 
are: 

1.  Verbatim  transcripts  of  ACRS  subcommittee  and  full  committee  meetings  relating  to  facility 
license  applications  and  safety-related  matters. 

2.  ACRS  meeting  announcements;  description  of  meeting  agendas. 

3.  ACRS-generated  reports,  memoranda  and  correspondence  that  are  publicly  available. 

4.  ACRS  consultant  reports,  comments  and  related  correspondence. 

5.  ACRS  and  NRC  technical  correspondence  pertaining  to  safety  matters  under  review  by  the 
Advisory  Committee  on  Reactor  Safeguards. 


COMMISSION  -  NRC  Commissioners 

This  category  contains  documentation  pertaining  to  the  daily  conduct  of  Commission  business  in 
the  Office  of  the  Commissioners,  including: 

1.       Incoming  and  outgoing  correspondence  to  and  from  the  Commissioners  relating  to  official 
NRC  business,  including  reports  and  other  enclosures. 
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2.  Travel  vouchers,  telephone  logs  and  official  appointment  calendars  of  individual  Commissioners. 

3,  Weekly  Information  Reports  (SECY  series  number)  prepared  by  the  Executive  Director  for 
Operations  (EDO)  for  the  Commissioners,  providing  a  summary  of  key  events  and  items  of 
interest  undertaken  by  individual  staff  and  program  offices. 

NOTE:    For  transcripts  of  Commission  meetings,  see  10CFR  category.    For  all  other  staff  paper;; 
with  a  SECY  series  designation  prepared  for  Commission  icview,  see  SECY  category. 


CONTRACT  -  NRC  Contracts  and  Modifications 

Tliis  category  contains  documentation  pertaining  to  AEC  and  NRC  contracts  and  Interagency 
Agreements,  including' 

1.  Notifications  of  issuance  of  request  for  proposal  (RFP)  and  invitations  foi  bid  (IFB), 

2.  Solicitations  (RFP  or  IFB)  issued  by  the  NRC. 

3.  Notifications  of  contract  execution,  specifying  contract  number,  project  title,  contractor 
name,  contract  type,  funding,  and  period  of  performance, 

4.  Contractual  documents  and  contract  modifications,  if  any. 


FOIA  -  Freedom  of  Information  Act  Requests  and  Releases 

Tins  category  contains  requests  for  agency  records  and  records  released  in  accordance  with  tlie 
provisions  of  the  Freedom  of  Information  Act  (FOIA).    Documents  in  this  category  include: 

1.  Requests  made  by  any  member  of  the  public  (assigned  an  identifying  number  YY-NNN 
for  last  two  digits  of  the  year-numerical  sequence)  for  NRC  records  made  in  accordance 
with  the  provisions  of  the  Freedom  of  Information  Act. 

2.  Correspondence  between  the  NRC  and  the  requester  lelevant  to  the  processing,  appeal, 
denial  or  granting  of  an  FOIA  request, 

3.  Records  or  portions  of  records  released  in  response  to  specific  requests  made  under  FOIA. 


GEN  TECH  IS  -  Generic  Technical  Issues 

This  category  contains  records  pertaining  to  unresolved  safety  issues  of  a  generic  nature  that  are 
being  analyzed  by  the  Division  of  Nuclear  Reactor  Regulation. 

\       Draft  reports  of  action  plans  to  accomplish  generic  tasks  in  the  regulatory  program. 

with  industry  and  internal  correspondence  regarding  the  methodologies, 
ogrammatic  and  technical  aspects  of  issues. 

ions  and  minutes. 

and  status  reports  on  generic  tasks  addressing  related  aspects  of  generic 
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I&E  -  Inspection  and  Enforcement 

Tills  category  contains  bulletins,  circulars  and  information  notices  that  are  issued  by  the  Office  of 
Inspection  and  Enforcement.    These  issuances  describe  particular  events  that  occur  at  a  facility 
that  may  require  some  follow-up  action  on  the  part  of  licensees.    Also  included  in  this  category 
are  preliminary  notifications  of  events  (PNOs). 

1.  I&E  Circulars,  which  describe  an  event  at  a  licensed  facility  and  are  informational  in  nature. 

2.  I&E  Information  Notices,  which  are  similar  to  circulars  but  are  preliminary  in  nature  and 
issued  shortly  after  an  event  has  occurred. 

3.  I&E  Bulletins,  which  describe  an  event  at  a  licensed  facility  and  request  all  recipients  to 
perform  certain  actions  as  a  result  of  this  event. 

4.  Preliminary  Notifications  of  Events  (PNOs),  winch  provide  updated  information  of  an  event 
of  safety  or  public  interest  significance, 

NOTE:    For  letters  forwarding  the  above  issuances,  utility  responses  to  such  issuances,  and 
related  correspondence,  see  Category  Q  of  individual  docket  categories. 


MJSC  —  Public  Document  Room  Miscellaneous 

This  category  contains  documents  that  do  not  fall  into  the  scope  of  the  other  nondocketed 
categories. 

NUREG  -  NUREG  Reports  and  Related  Correspondence 

These  documents  are  formal  reports  issued  by  the  U.S.  Nuclear  Regulatory  Commission  which 
carry  the  NUREG  series  code  and  correspondence  pertaining  to  those  reports.    NUREG  reports 
are  accounts  of  work  performed  either  by  the  NRC  staff  or  by  NRC  contractors. 

1.  These  reports  are  normally  final  work  products  and  are  characterized  by  the  following  criteria. 

a.  They  arc  predecisional  documents  which  present  information  to  be  considered  in 
Commission  licensing  and  policy  decisions. 

b.  They  present  the  results  of  Commission  licensing  and  policy  decisions. 

c.  They  present  the  results  of  technical  research  conducted  for  the  Commission. 

2.  Correspondence  from  industry,  government  and  interested  members  of  the  public  commenting 
on  reports  or  requesting  clarification  or  interpretation. 

3.  Internal  NRC  memoranda  summarizing  meetings  or  discussions  pertaining  to  the  content  of 
the  reports. 


ORG  -  Correspondence  with  Other  Organizations 

This  categoiy  contains  correspondence  with  professiona 
other  than  Regulatory  Guides  that  pertain  to  the  activi 
ment;  and  emergency  petitions  not  assigned  Petition  fo 
the  Commission  to  take  immediate  action  on  some  issu 

1.       Meeting  summaries  and  technical  correspondence 
and  international  bodies,  such  as  the  Atomic  Indi 
Energy  Agency. 


505 


2.  Correspondence  between  NRC's  Office  of  Standards  Development  and  other  government 
agencies  in  which  both  parties  have  joint  regulatory  responsibility,  eg.,  EPA  has  authority 
to  control  all  radioactive  pollutants  emitted  into  the  air. 

3.  Internal  memoranda,  correspondence  between  NRC  and  Congress,  and  other  technical  cor- 
lespondence  dealing  with  the  role  and  activities  of  the  Office  of  Standards  Development. 

4.  Statements,  motions,  orders  and  correspondence  dealing  with  emergency  petitions  filed  by 
parties  on  such  topics  as  Tire  protection  and  re-analysis  of  the  capacity  of  operating  U.S. 
plants  to  withstand  earthquakes. 

NOTE:    For  Regulatory  Guides  and  comments  to  Regulatory  Guides  issued  by  the  NRC  Office 
of  Standards  Development,  see  the  REGGD  category. 

For  petitions  for  rule  makings  filed  by  the  public  to  amend,  rescind  or  change  an  NRC 
regulation,  see  the  PRM  category. 


PR  -  Proposed  Rule 

This  category  contains  records  deaisng  with  NRC  staff  proposals  to  adopt,  amend  or  repeal  a 
Commission  regulation.     Proposed  Rules  (PRs)  are  normally  the  result  of  a  Commission  deter- 
mination that  sufficient  grounds  exist  for  il  to  proceed  with  a  petition  for  change  in  an  NRC 
regulation  (PRM)  filed  by  an  outside  party  or  person.    The  documents  in  this  category  aie. 

1.        Federal  Register  notices  stating  the  terms  or  substance  of  the  proposed  rule  or  a  specification 
of  the  subject  and  issues  involved. 

1.       Text  of  the  Proposed  Rule  (PR). 

3.  Comments,  statements,  information,  opinions  or  arguments  on  the  proposed  change  to  a  part 
of  the  Code  of  Federal  Regulations,  Title  10. 

4.  Requests  from  the  nuclear  industry,  organizations  and  other  parties  for  written  interpretations 
of  the  PR. 


PRM  -  Petition  for  Rulemaking 

This  category  contains  records  dealing  with  petitions  filed  with  the  Commission  by  an  outside 
party  to  issue,  amend  or  rescind  an  NRC  regulation.    Included  are: 

1,  Petitions  filed  by  any  interested  person  or  party  to  issue,  amend  or  rescind  an  NRC 
regulation. 

2,  Federal  Register  cause  notices  of  the  filing  of  the  petition. 

3.  Correspondence  between  NRC  and  the  petitioner  regarding  the  status  and  substance  of  the 

petition. 

4.  Comments  from  the  nuclear  industry,  professional  associations,  public  interest  groups  and 
others  in  favor  of  or  in  opposition  to  the  PRM, 

NOTE;    For  staff  recommendations  to  the  Commissioners  on  whether  the  PRM  should  be  denied 
or  issued  as  a  Proposed  Rule,  see  the  SECY  category. 

For  Commission  review  of  staff  recommendations,  see  the  10CFR  category. 
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PROJ  -  Projects-Predocket  Licensing 

This  category  contains  records  pertaining  to  two  classes  of  projects:    (1)  commercial  nuclear  power 
plants  for  which  NRC  has  full  licensing  responsibilities;  and  (2)  government-owned  reactors  for  which 
NRC  provides  technical  expertise  and  occasional  review.    Both  classes  are  identified  with  a  "P" 
prefix,  followed  by  a  series  of  numbers. 

1.  "Pre- docketed"  commercial  nuclear  power  plants 

Tins  category  contains  all  documentation  up  until  the  time  that  the  NRC  considers  the  appli- 
cation and  the  Preliminary  Safety  Analysis  Report  (PSAR)  is  submitted  by  the  utility  for  staff 
review.    The  unit  is  then  assigned  a  docket  number,  and  transferred  to  the  Docket  50  category. 

These  documents  are  grouped  together  in  categories,  designated  by  alphabetic  characters.    These  are 
the  same  categories  as  those  used  for  the  Docket  50  series. 

A.  Application/Construction  Stage 

1.  Application  submitted  by  the  utility 

2.  Meeting  notices,  summaries  and  correspondence  discussing  the  completeness  and 
adequacy  of  the  PSAR. 

3.  Applicant's  Quality  Assurance  Manual. 

4.  Early  site  review  information. 

5.  Backup  technical  documents  submitted  in  support  of  the  application. 

6.  Early  site  visits. 

B.  Utility  PSAR  and  Amendments 

1.  PSARs  submitted  by  the  utility. 

2.  Amendments  and  changes  to  the  PSAR. 

3.  Transrmttal  letters. 

4.  Letters  acknowledging  receipt  of  the  PSAR. 

G.      Adjudicatory  Correspondence 

1.       Motions,  briefs,  orders,    et  ai  pertaining  to  pre-hearing  conferences,  if  any. 

M.  Antitrust  Correspondence 

1.       Submlttals  and  related  material  pertaining  to  the  antitrust  review. 

Q.      Inspection  Reports 

1,  Inspection  reports  of  the  applicant's  quality  assurance  program, 

2,  Notices  of  deviations. 

3,  Follow-up  correspondence  resolving  deviations  cited. 

2.  Government-owned  reactors 

Meeting  summaries  and  technical  correspondence  between  NRC  and  other  government  technical  per- 
sonnel related  to  test  reactors,  critical  experiments,  and  DOD  reactors  on  navy  ships  and  other 
sites. 
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PT21  -  Non compliance  Reports  and  Related  Correspondence 

Deficiency  reports  are  performed  in  compliance  with  Part  21  of  Title  10  of  the  Code  of  Federal 
Regulations  and  include 

1.  Reports  by  firms  involved  in  the  nuclear  industry  concerning  noncompliance  with  NRC  iegu- 
lations  or  the  existence  of  defects  which  could  create  a  substantial  safety  hazard. 

2.  Correspondence  pertaining  to  the  NRC  review  of  reports  to  assess  [he  possibility  of  generic 
defects. 

3.  NRC  inspection  reports  of  defects  cited. 

4.  Correspondence  specifying  appropriate  follow-up  actions  taken  by  the  Agency. 
QA999  -  Quality  Assurance  Inspections 

This  category  contains  inspection  reports  of  vendors'  quality  assurance  programs  and  follow-up 
correspondence.    Each  vendor  facility  is  assigned  a  docket  number  and  is  part  of  the  QA999  series. 

Vendors  are  defined  here  as  companies,  both  U.S.  and  foreign,  that  are  engaged  in  the  design  or  the 
manufacture  of  nuclear  components  for  plants  licensed  by  NRC.    QA  comprises  all  those  planned 
and  systematic  actions  necessary  to  provide  adequate  confidence  that  a  structure,  system  or  com- 
ponent being  manufactured  will  perform  satisfactorily  once  it  is  put  in  service.    The  controlling 
criteria  are  10  CFR  Part  50,  Appendix  B,  vendor  QA  topical  reports,  and  the  PSAR  and  FSAR 
submitted  by  utilities  for  specific  facilities.    Documents  in  this  category  include' 

1.  NRC  inspection  reports,  conducted  on  a  quarterly  or  semi-annual  basis,  of  vendor  sites.    Inspec- 
tions may  cover  the  design,  fabrication,  construction  and  testing  of  structural  systems  and 
components. 

2.  Notices  of  deviations. 

3.  Vendor  corrective  actions  and  other  follow-up  correspondence  associated  with  the  resolution 
of  inspection  findings. 


RJEGGD  -  Regulatory  Guides 

This  category  contains  new  and  revised  regulatory  guides  issued  by  the  Commission  and  related  cor- 
respondence.   These  guides  describe  for  the  industry  and  the  public  methods  acceptable  to  the  NRC 
staff  for  implementing  specific  parts  of  the  NRC's  regulations.    They  also  delineate  techniques  used 
by  the  staff  in  evaluating  specific  problems  or  postulated  accidents,  or  provide  guidance  to  appli- 
cants.   Included  are; 

1.  Federal  Register  notices  announcing  the  issuance  and  availability  of  a  proposed  regulatoiy 
guide. 

2.  Revised  or  newly  issued  Regulatory  Guides. 

3.  NRC  value/impact  assessment  and  industry  codes,  when  applicable,  that  pertain  to  the  issuance 
of  a  specific  Regulatory  Guide, 

4.  Comments  submitted  by  the  nuclear  industry  and  interested  members  of  the  public  regaiding 
a  proposed  Regulatory  Guide. 

5.  Summary  of  meetings  held  in  the  NRC  to  discuss  proposed  Regulatory  Guides. 

NOTE:    For  documentation  pertaining  to  other  work  products  and  activities  of  the  NRC  Office 
of  Standards  Development,  see  the  Organization  category. 
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RES  -  Research  and  Technical  Assistance  Reports 

This  category  contains  reports,  generally  of  an  interim  nature,  submitted  by  NRC  contractors  pro- 
viding research  and  technical  assistance  to  the  Commission.    It  also  includes  documentation  per- 
taining to  research  activities  of  the  Commission.    Included  are' 

1.       Project  description  documents. 

1,        Letter  reports  of  accomplishments  and  data  reports;  for  example, 

a.  model  documentation  reports 

b.  code  documentation  reports 

c.  code  verification  reports 

3.  Pre-test  prediction  reports. 

4.  "Quick  look"  reports. 

5.  Informal  experimental  data  repoits  and  post-irradiation  examination  analyses. 

6.  Conceptual  design  descriptions. 

7.  Letter  reports  of  foteign  travel  and  site  visits  by  contractors, 

8.  Letter,  monthly,  quarterly,  interim  or  annual  status  or  progress  reports  on.  other  research 
projects  contracted  for  by  the  NRC. 

i 

9.  Meeting  summaries  and  correspondence  dealing  with  technical  matters  relating  to  research 

and  technical  assistance  contracts. 

10.       Staff  Research  Information  Letters  (RILs)  transmitting  the  documented  results  from  com- 
pleted research  programs. 

NOTE:    For  final  reports  of  research  conducted  by  contractors,  see  also  NUREG  reports. 


REVIEW  GRP  -  NRC  Research  Review  Groups 

This  category  contains  lecords  pertaining  to  the  activities  of  NRC  Research  Review  Groups,    Such 
groups  provide  a  broad  base  of  technical  expertise  to  aid  management  in  reviewing  research  in 
defined  technical  areas.    They  leview  and  comment  on  research  plans  and  predicted  results  of 
major  experiments,  the  validity  and  applicability  of  icsearch  results,  the  possible  redirection  of  lesearch 
projects,  new  research  projects,  and  priorities  within  the  technical  areas  covered  by  the  research 
review  group.    Documents  in  this  category  are: 

1.  Agendas  for  quarterly  review  group  meetings. 

2.  Summary  minutes  of  review  group  meetings  representing  views  expressed,  including  dissenting 
views. 

3.  Research  plans  and  predicted  results  of  major  experiments;  presentations  by  research  contractors, 

4.  Comments  on  meetings  from  attendees,  including  representatives  from  contractors,  universities, 
vendors  and  other  agencies. 

5.  Internal  memoranda  relating  to  topics  under  discussion. 
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RM  —  Rule  makings 

This  category  contains  records  pertaining  to  public  heanngs  held  on  proposed  changes  (PRs)  to  the 
Commission's  regulations.    Heanngs  are  instituted  at  the  discretion  of  the  Commission  based  on 
the  importance  and  the  magnitude  of  the  subject  under  consideration.    Documents  in  this  category 
include: 

1.  Designations  of  the  presiding  officer  and  any  special  directions  for  the  conduct  of  the  hearing. 

2.  Notifications  of  hearing  board  meetings. 

3.  Petitions,  motions,  testimony  and  statements  submitted  by  parties  to  the  heanngs. 

4.  Hearing  board  orders  and  rulings. 

5.  Technical  reports  submitted  as  evidence  m  the  proceeding. 

6.  Reports,  if  any,  of  the  special  board  to  the  Commission  regarding  a  ruiemaking  proceeding. 


SECY  —  Position  Papers  Before  the  Commission 

Tlus  category  consists  of  staff  papers  prepared  for  the  information  or  approval  of  the  Commis- 
sioners which  are  assigned  a  SECY  report  series  code.    Included  are1 

1.  Commission  Action  papers,  which  normally  include  alternatives  and  recommendations  by  the 
staff  on  a  given  issue  and  require  Commission  action. 

2.  Consent  Calendar  items  and  Policy  Session  items. 

NOTE.    For  Weekly  Information  Reports  prepared  by  EDO  to  the  Commissioners  providing  a 
summary  of  key  events  and  items  of  interest  undertaken  by  staff  and  program  offices, 
see  the  NRC  Commissioners  category. 


STATE  PROG  -  State  Programs 

Tlus  category  contains  records  that  pertain  to  the  Commission's  activities  and  interaction  with  State 
governments.  Areas  covered  include:  (1)  the  State  Agreements  Program,  whereby  States  may  assume 
certain  of  the  NRC's  regulatory  authority  over  nuclear  materials;  (2)  the  Agency's  role  in  assisting 
State  and  local  governments  in  planning  responses  to  radiological  emergencies ;  and  (3)  a  wide  range 
of  liaison  and  cooperative  activities  regarding  such  functions  as  licensing  and  siting.  It  includes: 

I .       Correspondence  between  and  among  NRC  Office  of  State  Programs  and  State  officials, 
mostly  State  liaison  officers,  regarding: 

a.  cooperative  programs  in  such  technical  areas  as  radiation  control,  emergency  response 
planning  to  radiological  incidents,  water  quality  and  transportation  surveillance. 

b.  technical  assistance  to  Agreement  States  in  reviewing  applications,  compliance  actions, 
developing  regulations,  and  other  areas. 

Agendas,  reports  and  transcripts  of  regional  workshops  and  training  programs  on  current 
matters  of  policy  and  regulations;  i.e.  decommissioning  aad  facility  siting. 

State  Legislative  Reports, 

Agreement  State  Licensing  Statistics  Reports. 
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NOTE:    For  specific  uranium  milling  and  mining  projects  in  which  the  Agency  is  providing  technical 
assistance  to  States,  see  the  Projects  category. 


TOPREP  -  Vendor  Reports  and  Related  Correspondence 

This  category  contains  topical  reports,  generally  of  a  technical  generic  nature,  submitted  by 
vendors,  and  correspondence  pertaining  to  the  NRC  review  of  these  reports.    General  vendor 
related  correspondence  that  is  not  docket  specific  is  also  included  in  this  category. 

1.  Topical  reports,  dealing  with  such  technical  matters  as  specifications,  testing  and  safety 
submitted  by  architect,  engineers  and  other  vendors. 

2.  Revisions,  modifications  and  amendments  to  topical  reports. 

3.  Correspondence  between  NRC  and  vendors  pertaining  to  the  review  of  submiUals. 

4.  Meeting  agendas,  summaries,  minutes  and  correspondence  pertinent  to  vendor  activities, 
programs,  methodologies  and  design  criteria. 

NOTE:    For  reports  submitted  by  utilities  that  are  written  by  vendors  on  their  behalf  and  that 
relate  to  docketed  cases,  see  the  categories  for  the  Docket  50  series. 


WASTE  MGT  -  Nuclear  Waste  Management 

This  category  is  topical  in  nature  and  contains  records  dealing  with  the  activities  of  the  NRC 
Division  of  Waste  Management.    Each  topic  has  been  assigned  a  number,  with  the  series  designated 
by  a  WM  prefix.    These  documents  deal  primarily  with  NRC's  interaction  with  DOE  and  its  future 
role  in  licensing  and  legulating  DOE  facilities  designed  for  the  disposal  of  high-level  waste  in 
geologic  repositories.    This  category  will  be  enlarged  later  to  include  records  dealing  with  low-level 
waste  issues  and  tasks.    The  documents  in  this  category  are: 

1.  Meeting  agenda  and  minutes  of  DOE/NRC  meetings  in  which  DOE  presents  information  on 
their  geological  exploration  program  to  identify  sites  for  nuclear  waste  repositories. 

2.  Briefings  by  DOE  on  research  being  conducted  on  spent  fuel  storage  and  nuclear  waste 
management. 

3.  Correspondence  pertaining  to  NRC's  advisory  role  in  providing  DOE  with  technical  assistance 
in  the  Waste  Isolation  Pilot  Plan  (WIPP)  for  burial  of  defense  wastes. 

4.  NRC  draft  staff  guides  for  developing  positions  on  the  content  and  format  of  environmental 
reports  for  geological  repositories, 


XPORTLIC  -  Export  and  Import  Licenses 

This  category  contains  records  relating  to  the  issuance  of  licenses  to  export  or  import  nuclear 
facilities  and  materials.    Included  are: 

1.  License  applications  and  amendments  to  export  or  import  special  nuclear  material,  source 
material,  byproduct  material,  reactors,  nuclear  facility  components  or  reactoi  materials. 

2.  Correspondence  between  NRC  and  applicant  or  licensee  pertaining  to  the  review  or  status 
of  a  pending  application  or  license  amendment. 

3.  Commission  letters  requesting  Executive  Branch  views. 
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4.  Review  and  findings  ot'  the  Executive  Branch  on  whether  issuance  of  a  license  would  be 
inimical  to  U.S.  common  defense  and  security. 

5.  Correspondence  from  foreign  governments,  international  organizations,  and  members  of  the 
public. 

6.  Staff  position  papers  (SECY  series  code)  prepared  for  Commissioners  review  of  import  or 
export  licenses. 

7.  Filings  pursuant  to  hearing  requests  or  intervention  petitions,  if  any. 

8.  Hearing  records  and  decisions. 

9.  Memoranda  from  the  Office  of  the  Secretary  to  the  Executive  Director  for  Operations 
regarding  the  Commission  decision  on  issuance  of  a  proposed  license. 

10.     Licenses,  license  amendments  and  license  renewals  for  types  specified  in  item  1. 

NOTE:    For  transcripts  of  Commission  meetings  and  papers  submitted  for  Commissioner 
consideration  or  information,  see  10CFR  category. 
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